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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nudear Regulatory Commission (NRC). This information includes 
( 1 ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket information, last published in January 1979. Microfiche of the 
docketed Information listed in the Title List Is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions, in particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference materia). 

DOCKETED ITEMS 

The listings within Docket 50 are divided Into (he categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construclion stage documents and correspondence 

B. Utility Preliminary Safely Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Staiemenls (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and conespondcncc 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U . Congrcssional/cxecutivc correspondence 

V. Licensing operators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low-tevel wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 

© P. Operating license stage documents & correspondence 

© © 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 
^ences prior to issuing full power OL. 

@ SUGARMAN, R.J. @ Sugamian, Denworth & Hellegers 84/11/21 

Denton, H. Office of Nticlcar Reactor Regulation, Director 2pp. 



1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the number of the frame on which this document starts. 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 

Room, 1717 H St., N.W., Wa.shington. D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
"Available at GPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash arc items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed itcm.s are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCPR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION — NRC Commissioners 
CONTRACT~NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&E—Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR—Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Prcciockct Licensing 

PT21— Noncompiiance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP-NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


'I’hc 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 

9. 

10 . 

11 . 

12 . 


13 . 


principal elements of the nondocketed Items arc: 

^ NUREG— NUREG Reports and Related Correspondence 


© 


© 


C 


820309020?''NUREG/CR^672 VO? 

rRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documents 
3 NUREG/CR-1262, NUREG/CR-1376. NURBG/CR-I377, NUREG/CR-1397 & 
LnUREG/CR-1608. 

@ STEVENS. C.A., FULLWOOD. R.A.. BASIN, S.L. Science Applidffir^Inc. 

0 fin B-6694. SAI-262-8I-PA. 82/02/28. Division of Risl^^AnaJysis. 

123p. Available at NRC.j $6.00.+ 12176:217: 121; 


© 






Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and de.scription of inConnation contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number {if any). If the document has a secondary report number, it will 
appear following (his entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pagc.s in document. 

All NUREG-scrics documents arc available for purchase at NRC Information on ordering 
documents is given below. All NUREG-serles documents arc also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells (he documents. 


15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 


17. This three-digit number is the frame on which this document ends. 

The Nondocketcd Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosure.s to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U*S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (30!) 492-9530. 

2. The address for NTIS is; 

National Technical Information Service 
Springfield, Virginia 22I6I 

To place orders for or to obtain price information about NRC publications at NTIS, cither write to 
NTIS or cal! the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is; 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed In this publication, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 
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Docket 40 
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191 

50-440 

PERRY NUCLEAR POWER PLANT, UNIT 

1 

192 

50-441 

PERRY NUCLEAR POWER PLANT, UNIT 

2 

193 

50-443 

SEABROOK NUCLEAR STATION, UNIT 1 

194 

50-444 

SEABROOK NUCLEAR STATION. UNIT 2 

198 

50-445 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT t 

202 

50-446 

COMANCHE PEAK STEAM ELECTRIC 
STATION. UNIT 2 

206 

STN-50- 

454 

BYRON STATION, UNIT t 

210 

STN-SO- 

455 

BYRON STATION, UNIT 2 

211 

STN-50- 

456 

BRAIDWOOD STATION. UNIT 1 

212 

STN-50- 

457 

BRAIDWOOD STATION, UNIT 2 

214 

50-458 

RIVER BEND STATION, UNIT 1 

216 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

217 

50-461 

CLINTON POWER STATION. UNIT 1 

218 

STN-50- 

470 

CESSAR SYSTEM 80 

219 

STN-50- 

482 

WOLF CREEK GENERATING STATION 

220 

STN-SO- 

483 

CALLAWAY PLANT. UNIT 1 

222 

STN-50- 

496 

SOUTH TEXAS PROJECT, UNIT 1 

223 

STN-50- 

499 

SOUTH TEXAS PROJECT, UNIT 2 

226 

STN-50- 

sna 

WPPSS NUCLEAR PROJECT, UNIT 3 

228 


Docket Name P*9' 

STN-50- PALO VERDE NUCLEAR STATION. UNIT 22 

528 t 

STN-50- PALO VERDE NUCLEAR STATION. UNIT 23 

529 2 

STN-50- PALO VERDE NUCLEAR STATION. UNIT 23 

530 3 

50-537 CLINCH RIVER BREEDER REACTOR 23 

50-538 MEMPHIS STATE UNIV. RESEARCH 23 


REACTOR 

50-601 RESAR SP/90 

50-602 UNIV. OF TEXAS RESEARCH REACTOR 

50-603 ALCHEMIE CENTRIFUGE ENRICHMENT 

PLANT 

50-604 ALCHEMIE CENTRIFUGE ENRICHMENT 

PLANT 

STN-50- GE ADVANCED BWR DESIGN 

605 

Domeetic Licensing of Special Nuclear 
Material - Docket 70 

70-0008 BATTELLE MEMORIAL INSTITUTE, 

COLUMBUS. OH 

70-0025 ROCKWELL INTERNATIONAL CORP., 

CANOQA PARK. CA 

70-0027 BABCOCK & WILCOX CO., LYNCHBURG. 

VA 

70-0036 COMBUSTION ENGINEERING, INC., 

WINDSOR. CT 

70-0135 BABCOCK & WILCOX CO.. APOLLO, PA 

70-0143 NUCLEAR FUEL SERVICES. INC., 

ERWIN. TN 

70-0364 BABCOCK & WILCOX CO., APOLLO. PA 

70-0371 UNO NAVAL PRODUCTS. INC.. 

UNCASVILLE, CT 

70-0687 CINTICHEM, INC., TUXEDO. NY 

70-0698 WESTINGHOUSE ELECTRIC CORP., 

PITTSBURGH. PA 

70-0754 GENERAL ELECTRIC CO., PLEASANTON. 

CA 

70-0820 UNC RECOVERY SYSTEMS. WOOD 

RIVER JUNCTION. Rl 

70-0024 BABCOCK & WILCOX CO.. LYNCHBURG. 

VA 

70-0920 RENSSELAER POLYTECHNIC 

INSTITUTE. TROY. NY 

70-0925 KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY. OK 

70-1100 COMBUSTION ENGINEERING. INC.. 

WINDSOR. CT 

70-1113 GENERAL ELECTRIC CO., WILMINGTON, 

NC 

70-1 151 WESTINGHOUSE ELECTRIC CORP.. 

COLUMBIA. SC 

70-1257 ADVANCEO NUCLEAR FUELS CORP.. 

RICHLAND. WA 

xti 


Docket 

Name 

Page 

Docket 

70-1359 

IRT CORP.. SAN DIEGO, CA 

241 

71-9007 

70-1397 

ST. MARY’S HOSP., RICHMOND, VA 

241 

71-9010 

70-1489 

GOODYEAR AEROSPACE CORP., 

241 


70-1718 

AKRON, OH 

SHADYSIDE HOSP., PITTSBURGH. PA 

241 

71-9017 

70-2479 

TRANSNUCLEAR, INC.. FALLS CHURCH. 

241 

71-9032 

70-2910 

VA 

TENNESSEE VALLEY AUTHORITY. 

241 

7U9033 

71-9034 

70-2932 

CHATTANOOGA. TN 

TEXAS UTILITIES GENERATING CO.. 

241 

71-9035 

70-3054 

DALLAS. TX 

PHILADELPHIA ELECTRIC CO.. 

241 

71-9036 

PHILADELPHIA, PA 

Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 


71-9037 

71-9039 

Material Under Certain Conditions • Docket 71 

71-0002 ATCOR ENGINEERED SYSTEMS, INC. 

241 

71-9056 

71-0062 

INDUSTRIAL NUCLEAR CO. 

241 

71-9070 

71-0102 

SOURCE PROD. & EQUIP, CO., INC. 

241 


71-0501 

SCIENTIFIC INSPECTION TECHNOLOGY. 

241 

71-9080 

71-0503 

INC. 

PENN INSPECTION CO. 

24* 

71-9089 

71-0506 

BABCOCK & WILCOX CO. 

241 

71-9098 

71-0508 

O&S TESTING. INC. 

241 

71-9102 

71-0509 

MET-CHEM ENGINEERING 

242 

71-0642 

LABOflATOfllES. INC. 

RTS TECHNOLOGY. INC, 

242 

71-9111 

71-0649 

UNIV. OF CALIFORNIA. 8ERKELY 

242 

71-9126 

71-0669 

TRl STATE ASSOCIATES. INC. 

242 


71-0660 

ATOMIC INSPECTION LABS 

242 

71-9127 

71-0662 

BARNETT INDUSTRIAL X-RAY 

242 

71-9128 

71-0663 

FMC CORP. 

242 

71-0664 

AMERICAN INSPECTION CO.. INC. 

242 

71-9135 

71-4909 

MODEL; GE-21PF-1, GENERAL 

242 

71-9147 

71-6768 

ELECTRIC CO. 

MODEL: 80-250-2, COMBUSTION 

242 

71-9156 

71-6805 

ENGINEERING. INC. 

MODEL; CNS 3-65, CHEM-NUCLEAR 

242 

71-9159 

71-5957 

SYSTEMS, INC. 

MODEL; BMI-1. BATTELLE COLUMBUS 

242 

71-9168 

71-6078 

LABORATORY 

MODEL: 927A1 & 927C1, COMBUSTION 

242 

71-9174 

71-6346 

ENGINEERING, INC. 

MODEL; FSV-1 & lA, GA 

242 

71-0176 

71-6581 

TECHNOLOGIES, INC. 

MODEL; 51032-1 & 1A. EXXON NUCLEAR 

243 

71-9181 

71-6717 

CO,. INC. 

MODEL; 6717-B. GAMMA INDUSTRIES, 

243 

71-9210 

71-9001 

INC. 

MODEL: lF-300. GENERAL ELECTRIC 

243 

71-9224 

71-9006 

CO. 

MODEL: Al 500 SU, TECH/OPS. INC. 

243 

71-9226 

71-9227 


Name 

MODEL 520. TECH/OPS, INC. 243 

MODEL: NLI-1 /2, NUCLEAR ASSURANCE 243 

CORP. 

MODEL SNAP-23A 1000. NAVY. DEPT. 243 
OF 

MODEL: 650. TECH/OPS. INC. 243 

MODEL: 660 & 660E, TECH/OPS, INC. 243 

MODEL: TRlGA-1, GA TECHNOLOGIES. 243 

INC. 

MODEL 680 &680E, TECH/OPS, iNC. 243 

MODEL C-1, SOURCE PRODUCTION & 243 

EQUIPMENT CO., INC. 

MODEL TRlGA-2. GA TECHNOLOGIES, 243 

INC. 

MODEL 71 5, TECH/OPS, INC. 243 

MODEL: SPEC 2*T. SOURCE 244 

PRODUCTION & EQUIPMENT CO. 

MODEL N.55, NUCLEAR PACKAGING, 244 

INC. 

MODEL: HN-BOO & NUPAC 100, 244 

WESTINGHOUSE-HITTMAN NUCLEAR 

MODEL HN-IOOS, HITTMAN NUCLEAR & 244 

DEVELOPMENT CORP. 

MODEL: UCC.20WC-2 & 2A, CINTICHEM. 244 
INC. 

MODEL: NPI-20WC-6, NEUTRON 244 

PRODUCTS. INC. 

MODEL; CNS 6-80-2 & 2A. CHEM- 244 

NUCLEAR SYSTEMS, INC. 

MODEL: 20, 20A, 50. 50A, GAMMA 244 

INDUSTRIES. INC. 

MODEL: 100. 100A, 200, 20OA, GAMMA 244 
INDUSTRIES, INC, 

MODEL. C-8. GAMMA INDUSTRIES, INC. 244 

MODEL; CENTURY S & SA, GAMMA 244 

INDUSTRIES, INC. 

MODEL: 050, TECH/OPS. INC. 244 

MODEL; IR-50, INDUSTRIAL NUCLEAR 244 

CO. 

MODEL NUPAC 14/190L, M & H. 244 

NUCLEAR PACKAGING. INC. 

MODEL: CNS 8-120B, CHEM-NUCLEAR 244 

SYSTEMS. INC. 

MODEL; F-147, ATOMIC ENERGY OF 244 

CANADA. LTD. 

MODEL; NUPAC 14/210L & 14/210H. 244 

NUCLEAR PACKAGING. INC. 

MODEL: PAS-2. NUCLEAR PACKAGING. 244 

INC. 

MODEL: NUS 10-135, NUS CORP. 24E 

MODEL: HN-190-2. WESTINGHOUSE 24£ 

HITTMAN NUCLEAR, INC. 

MODEL: GA-4. GENERAL ATOMICS 24J 

MODEL: GA-9, GENERAL ATOMICS 24f 
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71-9230 

ELECTRIC CORP. 

MODEL BR-100, B&W FUEL CO. 

245 

71-9901 

MODEL: 120, ENERGY. DEPT. OF 

245 

71-9231 

MODEL NAC-CTC. NUCLEAR 

ASSURANCE CORP. 

245 

Licensing of Independent Spent Fuel Storage 
• Docket 72 


71-9232 

MODEL: 140B. NUCLEAR PACKAGING. 
INC. 

245 

72-0003 

CAROLINA POWER & LIGHT CO. 

246 



72-0004 

DUKE POWER CO.. 50-269 

246 
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Name 

Low Level Radwaete DIspoaal SItea • 

Docket 27 

RICHLAND. WA. U.S. ECOLOGY. INC. 

Domestic Licensing of Source Material • 
Docket 40 

ALLIED-SIGNAL. INC.. METROPOLIS, IL 

AMAX ENVIRONMENTAL SERVICES, INC.. 
GOLDEN, CO 

AMERICAN NUCLEAR CORP., CASPER. WY 

AMERICAN NUCLEAR CORP.. JEFFREY 
CITY. WY 

ANACONDA MINERALS CO.. GRANTS. NM 

ARMY. DEPT. OF. WHITE SANDS. NM 

ATUS MINERALS. (NC.. DENVER, CO 

BEAR CREEK URANIUM CO.. CASPER. WY 

BP AMERICA. 1NC./L-BAR URANIUM 
FACILITY, SALT LAKE 

BP CHEMICALS AMERICA, INC. 

CHEMETRON CORP.. CHICAGO. IL 

CLEVELAND-CLIFFS IRON CO.. CLEVELAND. 
OH 

EVEREST MINERALS CORP.. CONVERSE 
COUNTY. WY 

EXXON CO.. USA. HOUSTON, TX 

EXXON MINERALS CO., USA. HOUSTON, TX 

FERRET EXPLORATION CO. OF NEBRASKA, 
DENVER, CO 

FERRET EXPLORATION CO. OF NEBRASKA. 
INC., CRAWFORD, NE 

HOMESTAKE MINING CO.. GRANTS, NM 

HYDRO RESOURCES. INC., DALLAS. TX 

KAWECKl BERYLCO INDUSTRIES. INC., 
BOYERTOWN. PA 

KERR-MCQEE CHEMICAL CORP., WEST 
CHICAGO, IL 

KERR-MCQEE CORP./QUIVIRA MINING CO.. 
OKLAHOMA CITY, OK 

KERR-MCQEE NUCLEAR CORP., 

OKLAHOMA CITY. OK 

KERR-MCQEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

MALAPAI RESOURCES CO.. CASPER, WY 

MALAPAI RESOURCES CO., PHOENIX, AZ 

MINERALS EXPLORATION CO., LOS 
ANGELES, CA 

MOBIL ALTERNATIVE ENERGY. INC,, 
BOULDER, CO 

MOLYCORP, INC., LOS ANGELES. CA 


Docket 

Page 

Name 

Docket 

Pag 



PATHFINDER MINES CORP., RIVERTON, WY 

40-2259 




PATHFINDER MINES CORP., SHIRLEY 

40-6622 


27-048 

1 

BASIN, WY 





PLATEAU RESOURCES. LTD.. GRAND 

40-6696 




JUNCTION, CO 





RADIATION MANAGEMENT CORP., 

40-6801 


40-3392 

1 

NORTHBROOK. )L 



40-8820 

6 

RIO ALGOM MINING CORP., MOAB, UT 

40-0084 




SEQUOYAH FUELS CORP,, OKLAHOMA 

40-8964 


40-44Q2 

2 

CITY. OK 



40- 1 162 

1 

SOLUTION MINING CORP,, LARAMIE. WY 

40-8973 




STANDARD OIL CO. (OHIO), CLEVEUNO. 

40-7104 


40-8902 

6 

OH 



40-7080 

3 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA, TN 

40-1341 


40-3463 

2 



40-8452 


UMETCO MINERALS CORP., GRAND 

40-8681 


4 

JUNCTION. CO 



40-8904 

6 

UMETCO MINERALS CORP., RIVERTON. WY 

40-0299 




UNITED NUCLEAR CORP., SANTA F£. NM 

40-8907 


40-7604 

3 

40-8783 


URANERZ USA. INC., CASPER, WY 

40-8724 

40-8714 

6 

40-8958 


URANER2 USA, INC.. CASPER. WY 

6 

40-7465 



WHITTAKER METALS, LOS ANGELES. CA 

40-8867 

6 

Domeatio Licanetng of Production and 
Utilization Feclllliea • Docket 50 



40-8102 

40-6064 

4 

AEROTEST RADIOGRAPHY S RESEARCH 

60-228 

i 

4 

REACTOR 



40-8943 

6 

ALCHEMIE CENTRIFUGE ENRICHMENT 

60-604 

23 



PUNT 



40-6629 

5 

ALCHEMIE CENTRIFUGE ENRICHMENT 

60-603 

23 



PUNT 



40-8903 

6 

ALVIN W. VOQTLE NUCLEAR PUNT, UNIT 1 

60-424 

ie 

40-0968 

7 

ALVIN W. VOGTLE NUCLEAR PUNT, UNIT 2 

60-425 

ie 

40-6940 

2 

ARKANSAS NUCLEAR ONE, UNIT 1 

60-313 

£ 

40-2001 

1 

ARKANSAS NUCLEAR ONE, UNIT 2 

60-368 

1£ 



BEAVER VALLEY POWER STATION, UNIT 1 

50-334 

M 

40-8906 

6 

BEAVER VALLEY POWER STATION, UNIT 2 

60-412 

Vt 



BELLEFONTE NUCLEAR PUNT, UNIT 1 

60-438 

M 

40-8768 

6 

60-439 


BELLEFONTE NUCLEAR PUNT, UNIT 2 

40-8027 

3 

BIG ROCK POINT NUCLEAR PUNT 

60-156 




BRAIDWOOD STATION, UNIT 1 STN-60-456 

2 

40-6684 

5 





BRAIDWOOD STATION. UNIT 2 STN-50-467 

2 

40-6502 

4 

BRIGHAM YOUNG UNIV. RESEARCH 

60-262 


40-8564 

4 

REACTOR 





BROWNS FERRY NUCLEAR POWER 

50-269 


40-8911 

6 

STATION. UNIT 1 





BROWNS FERRY NUCLEAR POWER 

60-260 


40-8794 

6 

STATION. UNIT 2 
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Docket 
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Docket 

Page 

BROWNS FERRY NUCLEAR POWER 

50-296 

76 

GENERAL ATOMIC CO. 

50-89 

10 

STATION. UNIT 3 



GEORGIA INSTITUTE OF TECHNOLOGY 

50-160 

13 

BRUNSWICK STEAM ELECTRIC PLANT, 

50-325 

111 

RESEARCH REACTOR 



UNIT 1 



GRAND GULF NUCLEAR STATION. UNIT 1 

60-416 

182 

BRUNSWICK STEAM ELECTRIC PLANT. 

UNIT 9 

60-324 

107 

GRAND GULF NUCLEAR STATION. UNIT 2 

60-417 

184 

BYRON STATION. UNIT 1 STN-50-454 

210 

H.B. ROBINSON PLANT. UNIT 2 

60-261 

41 

BYRON STATION. UNIT 2 STN-50-455 

211 

HADDAM NECK PLANT 

50-213 

18 

CALLAWAY PLANT. UNIT 1 STN-50.4B3 

222 

HOPE CREEK NUCLEAR STATION. UNIT 1 

50-354 

144 

CALVERT CUFFS NUCLEAR POWER PLANT, 

50-317 

97 

HUMBOLDT BAY POWER PLANT. UNIT 3 

60-133 

11 

UNIT 1 



IDAHO STATE UNIV. RESEARCH REACTOR 

50-284 

65 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 2 

50-318 

68 

INDIAN POINT STATION, UNIT 1 

60-3 

7 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

179 

INDIAN POINT STATION. UNIT 2 

50-247 

27 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

160 

INDIAN POINT STATION. UNIT 3 

60-286 

68 

CESSAR SYSTEM 80 STN-50-470 

219 

JAMES A. FITZPATRICK NUCLEAR POWER 
PLANT 

50-333 

126 

CINTICHEM 

50-54 

10 

JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 

60-348 

140 

CLINCH RIVER BREEDER REACTOR 

60-637 

234 

1 



CLINTON POWER STATION. UNIT 1 

50-461 

216 

JOSEPH M. FARLEY NUCLEAR PUNT. UNIT 

60-364 

160 

COMANCHE PEAK STEAM ELECTRIC 

50-445 

202 

2 

60-168 

16 

STATION. UNIT 1 



KANSAS STATE UNIV. RESEARCH 

COMANCHE PEAK STEAM ELECTRIC 

50-446 

206 

REACTOR 


B6 

STATION. UNIT 2 



KEWAUNEE NUCLEAR POWER PUNT 

50-305 

COOPER NUCLEAR STATION 

50-298 

78 

LA CROSSE BOILING WATER REACTOR 

60-409 

174 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

81 

USALLE COUNTY STATION, UNIT 1 

60-373 

169 

DAVIS-BESSE NUCLEAR POWER STATION. 
UNIT 1 

50-346 

136 

USAILE COUNTY STATION. UNIT 2 

60-374 

160 

141 

60-276 

55 

LIMERICK GENERATING STATION. UNIT 1 

50-352 

DIABLO CANYON NUCLEAR POWER PLANT. 


143 

UNIT 1 



LIMERICK GENERATING STATION. UNIT 2 

50-353 

DIABLO CANYON NUCLEAR POWER PLANT, 
UNIT 2 

60-323 

105 

MAINE YANKEE ATOMIC POWER PUNT 

60-309 

87 



MASSACHUSETTS INSTITUTE OF 

60-20 

£ 

DONALD C. COOK NUCLEAR POWER 
PLANT. UNIT 1 

50-315 

93 

TECHNOLOGY RESEARCH REACTOR 

MEMPHIS STATE UNIV. RESEARCH 

50-538 

234 

DONALD C. COOK NUCLEAR POWER 
PLANT. UNIT 2 

60-316 

95 

REACTOR 

MIDUND PUNT, UNIT 1 

50-329 

12: 

DRESDEN NUCLEAR POWER STATION. 

50-10 

7 



UNIT 1 



MIOUND PUNT. UNIT 2 

50-330 

12C 

DRESDEN NUCLEAR POWER STATION. 

50-237 

23 

MIHAMA NUCLEAR POWER STATION. UNIT 

60-291 

75 

UNIT 2 



1 



DRESDEN NUCLEAR POWER STATION. 

50-249 

28 

MILLSTONE NUCLEAR POWER STATION. 

60-245 

2( 

UNITS 



UNIT 1 



DUANE ARNOLD ENERGY CENTER 

60-331 

124 

MILLSTONE NUCLEAR POWER STATION, 

60-336 

19 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 1 

50-321 

102 

UNIT 2 



EDWIN I. HATCH NUCLEAR PLANT. UNIT 2 

50-366 

152 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 3 

50-423 

10i 

ENRICO FERMI ATOMIC POWER PLANT. 
UNIT 2 

50-341 

135 

MONTICELLO NUCLEAR GENERATING 

60-263 

4: 



PUNT 



FLOATING NUCLEAR PLANT 

STN-50-437 

191 

NINE MILE POINT NUCLEAR STATION. UNIT 

50-220 

2 

FORT CALHOUN STATION. UNIT t 

60-285 

65 

1 



FORT ST. VRAIN NUCLEAR GENERATING 

60-267 

47 

NINE MILE POINT NUCLEAR STATION. UNIT 

60-410 

17 

STATION 

2 



GA TECHNOLOGIES 

60-163 

14 

NORTH ANNA POWER STATION, UNIT 1 

60-338 

13 

GE ADVANCED BWR DESIGN 

STN-50-e05 

237 

NORTH ANNA POWER STATION, UNIT 2 

60-339 

19 


NORTH ANNA POWER STATION. UNIT 3 

50-404 

174 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

60-362 

148 

NORTH CAROLINA STATE UNIV. PULSTAR 

60-297 

78 

SAXTON NUCLEAR EXPERIMENTAL 

50-146 

12 

REACTOR 



FACILITY 



OCONEE NUCLEAR STATION, UNIT 1 

50-269 

48 

SEABROOK NUCLEAR STATION. UNIT 1 

50-443 

194 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

50 

SEABROOK NUCLEAR STATION. UNIT 2 

50-444 

198 

OCONEE NUCLEAR STATION. UNIT 3 

50-287 

69 

SEQUOYAH NUCLEAR PLANT. UNIT 1 

50-327 

115 

OREGON STATE UNIV. RESEARCH 

nr? A 

50-243 

25 

SEQUOYAH NUCLEAR PUNT, UNIT 2 

50-328 

119 

HcAOrUn 



SHEARON HARRIS NUCLEAR POWER 

50-400 

172 

OREGON STATE UNIV. RESEARCH 

50-106 

10 

PUNT. UNIT 1 



HtAOTUR 



SHOREHAM NUCLEAR POWER STATION 

50-322 

103 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

19 







SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

223 

PALISADES NUCLEAR PLANT 

50-255 

35 







SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

226 

PALO VERDE NUCLEAR STATION. UNIT 1 STN-50-52S 

228 







ST. LUCIE PUNT. UNIT 1 

60-335 

129 

PALO VERDE NUCLEAR STATION. UNIT 2 STN-50-529 

231 







ST. LUCIE PUNT, UNIT 2 

50-309 

166 

PALO VERDE NUCLEAR STATION. UNIT 3 STN-50-530 

232 







SURRY POWER STATION, UNIT 1 

50-290 

61 

PEACH BOTTOM ATOMIC POWER STATION, 

60-171 

14 




UNIT 1 



SURRY POWER STATION. UNIT 2 

60-281 

63 

PEACH BOTTOM ATOMIC POWER STATION. 

60-277 

67 

SUSQUEHANNA STEAM ELECTRIC 

60-387 

163 

UNIT 2 



STATION. UNIT 1 



PEACH BOTTOM ATOMIC POWER STATION, 

60-278 

69 

SUSQUEHANNA STEAM ELECTRIC 

50-388 

164 

UNIT 3 



STATION, UNIT 2 



PENNSYLVANIA STATE UNIV. RESEARCH 

50-6 

7 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-59 

10 

REACTOR 



THREE MILE ISLAND NUCLEAR STATION, 

60-209 

70 

PERRY NUCLEAR POWER PLANT. UNIT 1 

60-440 

102 

UNIT 1 



PERRY NUCLEAR POWER PLANT, UNIT 2 

60-441 

193 

THREE MILE ISUND NUCLEAR STATION, 

60-320 

100 

PILGRIM NUCLEAR POWER STATION, UNIT 

60-293 

72 

UNIT 2 



1 



TROJAN NUCLEAR PLANT 

60-344 

136 

POINT BEACH NUCLEAR PLANT, UNIT 1 

60-266 

46 

TURKEY POINT PUNT. UNIT 3 

50-260 

30 

POINT BEACH NUCLEAR PLANT. UNIT 2 

50-301 

60 

TURKEY POINT PUNT, UNIT 4 

60-251 

32 

PRAIRIE ISLAND NUCLEAR STATION. UNIT 

60-282 

64 

U.S. GEOLOGICAL SURVEY RESEARCH 

60-274 

65 

1 



REACTOR 



PRAIRIE ISLAND NUCLEAR STATION. UNIT 

60-306 

86 

UCLA TRAINING REACTOR 

50-142 

12 

2 



UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

11 

OUAD-CITIES STATION, UNIT 1 

60-254 

34 







UNIV. OF CALIFORNIA AT IRVINE 

50-326 

116 

QUAD-CITIES STATION, UNIT 2 

60-265 

44 

RESEARCH REACTOR 



RANCHO SECO NUCLEAR GENERATING 

50-312 

90 

UNIV. OF CALIFORNIA RESEARCH 

60-224 

23 

STATION 



REACTOR 



REED COLLEGE RESEARCH REACTOR 

60-288 

70 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

10 

RESAR SP/90 

60-601 

235 

UNIV. OF LOWELL RESEARCH REACTOR 

60-223 

23 

RHODE ISLAND & PROVIDENCE 

60-193 

16 

UNIV. OF MISSOURI RESEARCH REACTOR 

60-186 

14 

PLANTATIONS AEG 



COLUMBIA 



RIVER BEND STATION, UNIT 1 

50-468 

216 

UNIV. OF MISSOURI RESEARCH REACTOR 

60-123 

11 

ROBERT EMMET GINNA NUCLEAR PUNT. 

50-244 

25 

HOLLA 



UNIT 1 



UNIV. OF NEW MEXICO RESEARCH 

60-252 

34 

RPI CRITICAL EXPERIMENT 

50-226 

23 

REACTOR 






UNIV. OF OKLAHOMA RESEARCH 

60-112 

11 

SALEM NUCLEAR GENERATING STATION, 

60-272 

63 

REACTOR 



UNIT 1 









UNIV. OF TEXAS RESEARCH REACTOR 

60-602 

235 

SALEM NUCLEAR GENERATING STATION. 

60-311 

66 




UNIT 2 



UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

15 

SAN ONOFR6 NUCLEAR STATION. UNIT 1 

50-206 

IS 

UNIV. OF UTAH RESEARCH REACTOR 

60-72 

10 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

60-361 

146 

UNIV. OF UTAH RESEARCH REACTOR 

60-407 

174 
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UNIV. OF WASHINGTON RESEARCH 50-139 

REACTOR 

UNiV. OF WISCONSIN RESEARCH 50-168 

REACTOR 

VERMONT YANKEE NUCLEAR POWER 50-271 

STATION 

VIRGIL C. SUMMER NUCLEAR STATION, 50-395 

UNIT 1 

WASHINGTON STATE UNIV. RESEARCH 50-27 

REACTOR (TflIGA) 

WATERFORD GENERATING STATION. UNIT 50-382 
3 

WATTS BAR NUCLEAR PLANT. UNIT 1 60-390 

WATTS BAR NUCLEAR PLANT. UNIT 2 50-391 

WESTINQHOUSE CRITICAL EXPERIMENT 50-87 

WILLIAM B. MCGUIRE NUCLEAR STATION. 60-369 

UNIT 1 

WILLIAM B. MCGUIRE NUCLEAR STATION. 60-370 

UNIT 2 

WILLIAM H. ZIMMER NUCLEAR STATION, 50-358 
UNIT 1 

WOLF CREEK GENERATING STATION STN-50-4a2 
WPPSS NUCLEAR PROJECT, UNIT 1 50-460 

WPPSS NUCLEAR PROJECT. UNIT 2 60-397 

WPPSS NUCLEAR PROJECT. UNIT 3 STN-60-508 

YANKEE-ROlWE NUCLEAR POWER STATION 50-29 
ZtON NUCLEAR POWER STATION, UNIT 1 60-295 

ZION NUCLEAR POWER STATION. UNIT 2 60-304 

Domestic Licensing of Special Nuclear 
Material • Docket 70 

ADVANCED NUCLEAR FUELS CORP.. 70-1267 

RICHLAND. WA 

BABCOCK & WILCOX CO.. APOLLO. PA 70-0136 

BABCOCK & WILCOX CO.. APOLLO, PA 70-0364 

BABCOCK & WILCOX CO.. LYNCHBURG, VA 70-0027 

BABCOCK & WILCOX CO.. LYNCHBURG. VA 70-0824 

BATTELLE MEMORIAL INSTITUTE, 70-0008 

COLUMBUS, OH 

CINTICHEM. INC., TUXEDO, NV 70-0667 

COMBUSTION ENGINEERING, INC., 70-0036 

WINDSOR, CT 

COMBUSTION ENGINEERING, INC., 70-1100 

WINDSOR, CT 

GENERAL ELECTRIC CO.. PLEASANTON, CA 70-0764 

GENERAL ELECTRIC CO., WILMINGTON. NC 70-1113 

GOODYEAR AEROSPACE CORP.. AKRON, 70-1409 
OH 

IRT CORP., SAN DIEGO, CA 70-1369 

KERR-MCGEE NUCLEAR CORP., 70-0925 

OKLAHOMA CITY, OK 


11 

PHILADELPHIA ELECTRIC CO., 

PHILADELPHIA. PA 

70-3054 

13 

RENSSELAER POLYTECHNIC INSTITUTE, 
TROY. NY 

70-0920 

62 

ROCKWELL INTERNATIONAL CORP.. 

CANOGA PARK. CA 

70-0025 

169 

SHADYSIDE HOSP.. PITTSBURGH. PA 

70-1718 

6 

ST. MARY’S HOSP., RICHMOND. VA 

70-1397 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA, TN 

70-2910 

161 

TEXAS UTILITIES GENERATING CO., 

DALLAS, TX 

70-2932 


TRANSNUCLEAR, INC., FALLS CHURCH. VA 

70-2479 

168 

UNO NAVAL PRODUCTS. INC.. UNCASVILLE. 

70-0371 

10 

CT 


164 

UNC RECOVERY SYSTEMS, WOOD RIVER 
JUNCTION, Rl 

70-0020 

157 

WESTINQHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

70-1151 

145 

WESTINQHOUSE ELECTRIC CORP., 
PITTSBURGH. PA 

70-0698 

220 

Packaging of Radioactive Material for 


217 

Transport and Trenapoiiation of 

Radioactive Material Under Certain 


170 

Conditions - Docket 71 


228 

AMERICAN INSPECTION CO.. INC. 

71-0664 

8 

ATCOR ENGINEERED SYSTEMS, INC. 

71-0002 

75 

ATOMIC INSPECTION LABS 

71-0660 

63 

BABCOCK a WILCOX CO. 

71-0506 


BARNETT INDUSTRIAL X-RAY 

71-0662 


Das TESTING. INC, 

71-0500 

240 

FMC CORP. 

71-0663 

238 

INDUSTRIAL NUCLEAR CO. 

71-0062 

MET-CHEM ENGINEERING LABORATORIES. 

71-0509 

239 

INC. 


237 

MODEL 100, 100A, 200, 200A. GAMMA 

71-9127 

239 

INDUSTRIES. INC. 


237 

MODEL: 120, ENERGY, DEPT. OF 

71-9901 


MODEL: 140B. NUCLEAR PACKAGING. INC. 

71-9232 

239 

MODEL: 20. 20A, 50. 50A. GAMMA 

71-9126 

237 

INDUSTRIES. INC. 



MODEL 51032-1 6 1A. EXXON NUCLEAR 

71-6581 

240 

CO.. INC. 



MODEL 620, TECH/OPS. INC. 

71-9007 

239 

MODEL: 650, TECH/OPS. INC. 

71-9032 

240 

MODEL: 660 & 660E. TECH/OPS, INC. 

71-9033 

241 

MODEL 6717-B. GAMMA INDUSTRIES. INC. 

71-6717 

241 

MODEL 680 & 680E. TECH/OPS. INC. 

71-9035 

240 

MODEL: 715, TECH/OPS. INC. 

71-9039 

MODEL: 850, TECH/OPS. INC. 

71-9147 
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Docket 

Page 

MODEL; 927A1 & 9270, COMBUSTION 
ENGINEERING, INC. 

71-6078 

242 

MODEL: Al 500 SU, TECH/OPS. INC. 

71-9006 

243 

MODEL; BB-250-2, COMBUSTION 
ENGINEERING, INC. 

71-576B 

242 

MODEL: BMI-1, BATTELLE COLUMBUS 
LABORATORY 

71-5957 

242 

MODEL: BR-IOO. B&W FUEL CO. 

71-9230 

245 

MODEL: C-1. SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

243 

MODEL: C-0, GAMMA INDUSTRIES. INC. 

71-9128 

244 

MODEL: CENTURY S & SA. GAMMA 
INDUSTRIES. INC. 

71-9135 

244 

MODEL: CNS 3-55, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-5805 

242 

MODEL: CNS 6-80-2 & 2A, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9111 

244 

MODEL; CNS 8-120B. CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9168 

244 

MODEL; F-147. ATOMIC ENERGY OF 
CANADA. LTD. 

71-9174 

244 

MODEL: FSV-1 & 1A. GA TECHNOLOGIES. 
INC. 

71-6346 

242 

MODEL: GA-4. GENERAL ATOMICS 

71-9226 

245 

MODEL: GA-9, GENERAL ATOMICS 

71-9227 

245 

MODEL: QE-21PF.1. GENERAL ELECTRIC 

CO. 

71-4909 

242 

MODEL: QPHS, ENERGY, DEPT. OF 

71-9510 

245 

MODEL; HN-lOOS. HIHMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-9089 

244 

MODEL: HN-190-2, WESTINGHOUSE 
HITTMAN NUCLEAR. INC. 

71-9224 

245 

MODEL: HN-BOO & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9000 

244 

MODEL: IF-300. GENERAL ELECTRIC CO. 

71-9001 

243 

MODEL; IR-50, INDUSTRIAL NUCLEAR CO. 

71-9166 

244 


Name Docket 

MODEL: N-65. NUCLEAR PACKAGING. INC. 71-9070 

MODEL; NAC-CTC, NUCLEAR ASSURANCE 7t-9231 

CORP. 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 71-9010 

CORP. 

MODEL: NP1-20WC-6, NEUTRON 71-9102 

PRODUCTS, INC. 

MODEL: NUPAC 14/190L, M & H. NUCLEAR 71-9159 
PACKAGING, INC. 

MODEL: NUPAC 14/210L & 14/210H. 71-9176 

NUCLEAR PACKAGING, INC. 

MODEL: NUS 10-135, NUS CORP. 71-9210 

MODEL: PAS-2, NUCLEAR PACKAGING, INC. 71-9181 

MODEL: SNAP-23A 1000, NAVY. DEPT. OF 71-9017 


MODEL: SPEC 2-T, SOURCE PRODUCTION 71-9056 
& EQUIPMENT CO. 

MODEL: TITAN, WESTINGHOUSE ELECTRIC 71-9229 
CORP. 

MODEL: TRlGA-1 , GA TECHNOLOGIES, INC. 71 -9034 
MODEL; TRlGA-2, GA TECHNOLOGIES, INC. 71-9037 


MODEL; UCC-20WC-2 & 2A, CINTICHEM, 71-9096 

INC. 

PENN INSPECTION CO. 71-0503 

RTS TECHNOLOGY, INC. 71-0642 

SCIENTIFIC INSPECTION TECHNOLOGY, 71-0501 

INC. 

SOURCE PROD. & EQUIP. CO., INC. 71-0102 

TRI STATE ASSOCIATES. INC. 71-0659 

UNIV. OF CALIFORNIA, BERKELY 71-0649 

LIceneIng of Independent Spent Fuel 
Storage • Docket 72 

CAROLINA POWER & LIGHT CO. 72-0003 

DUKE POWER CO , 50-268 72-0004 




1 1 civio 


LOW LEVEL RADWASTE DISPOSAL SITES 


OOCKer 27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 

S8103100S4 Sutim'is cortoin env.ran mortiioring cosulis ablaired at US Eco^o^y Rich. 
land laciiiiy Sovorei onv ron noMicaiions ter ve(jotal.on & anvron ait 
mon'ioiir^.coriso'iriaiod oncl 

ADAMS.Sn. U.S. Ecology. Inc (lorrnerly Nuclear 60.9.000003. Inc). ft8/l0/20 
THOMAS. R. Rogjon 5. Ole of iho Direefof SHAFFNEn,j. Oivis on ot low levoi VVa.aia 
Managomont & Decommissioning (Post G7U4I3]. INGEPSOLL.CE. WnatYnglon. Stale 
Ol. 2pp. 47395.t2/-47395:l20. 

6 B1 1170324 Oiscussos rosulls ol isoiop c U In grouridwaicr mon.'.onng ai laciJiy Results 
corrsisient w/praviOuS rosi/'IS 

COlEMAN.C us Ecology. Iric (lormcrly t.'ucioar Engmoeniig. Inc). 60/11702 
INGERSOll.CE Wnstiingion. Siaio ol. tjopt 01 Scc'cl & Hoaiilt Services 2pp 
47572 020-47572.020 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0399 UMETCO MINERALS CORP., RIVERTON, WY 

SB11040214 AdviSOS mat ropi rcquiieil liy Condil'on 35 (duo 080930) may bo 2 whs 
l0to,aa agreed during 800014 lelcon. 

TRAMMELL. J.W UUE1CO Minerals Corp (subs of Un on Ca'l/do Co*p) 86/09/19 
KONW/NSKI.G Uranium nacovory FioU Otc. 7)4. ip. 47440 258'47-t40 ^ 

881 1030263 Piovirlos .nlo to appilcat.on tor arnond 10 Liconso SUA.648. iov.vJ\g Cond-- 
lion 58 re types & ong.ns ol waaioa i.ntcndcd lor dsposai m A-9 Cofttamnnior) 
wasio malls invoniory as ol 880912 onci. 

LVONS.PJ (iMETra Minerals Corp (subs Of Un.on Catbldo Cvpl 88/09/24 
)IEYER.n.S. Uranium RocOvorV f'lb'd Ole, n4. 7pp. 47426.063 47429 069. 

661 1030062 Hov«tv$ environ morvioMQ lopi by Umolco M.norais Co/p Gas H/ls nvti loi 
First Hall 19QQ 

HEYgn.R S , PETTENGILL.iU. Uranium Recovery fiulu Ole. n4 88/10/05 Uranrjm 
Rocovary Flold Ole, H4. 4po. 47426 040-47426 043. 

DOCKET 40-1162 AMERICAN NUCLEAR CORP.. JEFFREY CITY. WY 

88M040160 Forwards som'anrtual tarl'OMn safety audi/AtARA revtow on 8907t0 
SO.por Condition 42 ol License SUA-S6 

8AKER.SJ. Wosiorrt Nucloor, Inc (subs. 01 Piioips Oodgo Cotp). 06/09/iS 
PETTENGILL.H J. Utanium Rocovory Field Ole. n4. 8pp 474341)54-47434 350 

88 11210034 R00UO8I8 cvolusl'on ol onci 1997 plan lor purposes 01 ufiMfiiQ one! ost). 
malod reclamation cosia lor Split Roci< m.iisiie 6 'oLogs inpoundmoni 
QAKER.S.J. Woslorn Nuclear, Inc (Subs, ol Ptiolpi Dodge Cotp). 86/00/30. 
PETTENGILL.H J. Uranium Recovery Fiold OlC. 04 Opp 47590 104-47590 160 

8811220214 Forwards ovaNiotion ol Wo:i 29 water cticm$t<y 8aomaiy.por auinor 
060901 lit re chango in water cl8SSii>cot‘.pn. 

OAKER.Sj Wosicrn Nuclear, Inc. (Subs. 01 Fnoips Oodgo Cotp). 00/09/30. 
PEHENGILUHJ U/arvum Recovery Field Ole, 04 ip 47632 il2-47ei32-326. 

-8811220218 "Evaiuaiion ol Well 29 Weicr Cncm-siry Anomaly" W/iitiea ovorsio 
drawings 

POPIELAK.R S Canonie. me. 68/09/90. t4pp. 47032:313-47632.326. 

6811040072 Roquesis ossisienco of koy tocbnlcal sinK 10 idoniity all ossoniiai itanslor 
Issuos.agoncy rospons'bilKy & 10 dovelop lasK sctiOdu’oNoiiiios ol60i0t7-l0ineol4ig 
at lecHiiy. 

FLETT.J.V. SpoKano Tribe Ol Indians. 00/10/04. GARCIA.P. U'onturn Rocovoty Fioid 
Ole, R4. 2pp 47466:070-47456 071. 

8811030062 Discusses review of Wosiorn Nuclear. me Split Roch M>t( orwaon monitoilnq 
(opl tor First Hall tgoo.submiiicd by 800901 llt.SI'.glii dtep In numpors <or ladorv & 
gamma noted. No furilior action currcnlly nucossary 

HEYER.R.S., P£T76NGILL,H.J O'arvum Rocovory FioU Ole, R4. Ofl/io/05 Uran'um 
Rocovory Field Qlc, n4. 3pp 47424:323-47424 325 

8811030213 Submits rovlQw ol walor monitoring data proporotl by Woslorn Nuclear.inc 
lor Split Rock Mill lor First & Second Ouarlor I908,subm'4ied by 680001 
Itr Oalcrmlnadon ol cliangos In compHorKO w/greundwator proioctlon sws not yol 

B oss'.ble 

EYER.R.S. PEnENQILL.H.J Uranium Recovery Field OlC. RA, O0/»O/O5. Uran'Aim 
Rocovory Field Ole, 114. 4pp. 47426 074-47425:077. 

8811090221 Oiscussos llconsao 660815 submilinl ol ropi documenting tomiaemvei 
ALARA audii.No ironda soon In airborno olMuoni dtile, radon data or sxietnal gamma 
data lor Fourth Quaner 1968. No lurihor aciion nocessery. 

HEYER.R S., PETTENGILL.H J Uranium Recovery Field Otc, R4. B6/1O/O6 Uranium 
Recovery Field Olo, R4. 3pp. 47427:335-47427 337. 

8611230034 Forwards cortociod Amend 10 to Woslorn Nudoor.inc L>ctinsoWN-lPl33- 
1, signed by T Strong on 680508 Conditions 9 & 10 rovorsed.now Condition 9 reword- 
ed & e»anijed to mcorporaio Condition 24 & Condition 24 doleled 
ORONEMYGR.E.L Washington. State ol 86/10/31. BAKER, S WesiBirt Nuclear. liK. 
(subs ol Phelps Dodge Corp.) I2pp. 47622.344-47822.955 

8611220238 Forwards rosuUs of second audit ol SpM Rock Mill decommisslontrtg aclivi- 
Ilea conduclad ort 680901 Resulis ol Ivst audit included in 880915 svbmiilel w/semr- 
annual audit/ ALARA proceedings. 

BAKER, SJ. Wesiern Nuclear, Inc. (subs 01 Phelps Oodgo Corp.)- 06/11/01. 
PETTENQILL.H J. Uranium Recovery Fiold Ole, R4. 7pp 47627:2ie-47627;222. 


86 >1226945 Cancurn w/icensee r-ndng ihai water quai.ry ctiarigo may bo relaieci lo re 
chargo by suriace water Source or 10 overa'/ increase in dissolved consi.tuenis .n ro- 
grona- aquitor NRC w/i contm-je to observe water quality 

KONWiNSKI.G R , HAWKINS.E F Uian um Recovery Fle'fl Olc, n4 06/11/09 Uran: 
om Recovery Field Olc. R4. 3pp 47617.068 47617 070 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA. TN 

B8H040I47 Ferwards correciQd lower im.ii ol doiecLon tab'o re onvi'on sample anaty 
6*8 (cr 1 Hh semiannual onvl-on monitoring ropi 

GfllDlEY.R 100105.500 Vshey AulKoniy 08/10/13 SMITH.RD Uranium Recovery 
Field (Me. fl4 3pp 47434 224 47434 226 

8811040151 Forwards "Edgomoni U Mill Decomm'ss'or.l-.g Pro|6cl Groundwaiei Dotoc 
lion Mon40iiig Progiam 

ORlOlEY.R Tennossee Vai'ey Aullio'ily DC/lO/14 SMITH, RL"* Uran urn Recovery 
Field Olc. Hi Ip 47434 307-47434 346 

-8611040219 "Edyoriionl U Mi.l Decommlss-cn.ng Pro|eci Croundwaior Deiochon Moni- 
toring Program." 

' Tennessee Va'Ioy Auihorily 08/ 10/3 j. 39pp 47434 309 <17434 D46 

66i(2900ll Nobl-os lhai TVA SuhmiKdii corrected tab's l.simg proposed lower i.irit of 
deiectAn lor onviro.'i sample assossmeni orior couociions on 86i0l3.Tabio correct", 
numerous i^os & undaios 680726 submitia' 

OlSEN.T T. HAWKINS-E.r Vranvm Recovery Fiold Olc, 114. 09/11/03 Uron,ym Ro- 
covory Firfd Olc. H4 2pp 17023 020-47023 021 


DOCKET 40-2061 KERR-MCQEE CHEMICAL CORP.. WEST CHICAGO, IL 

8811640077 Advisas lhal NRC eipecis lo compiaie supplemental FES by Dec instead 
of Oc( 1906 

liODGOONAR Aasaiant Gono/al Counsel lor Hoerings tl'403 7414 80/10/20 
FRYEJ H.. KLiNE.j.n , CARPENTER.J.H. Atomic Safely and Licensing Board Panel 
Ip 47990 07317339 073 

861 1040316 /Vdvisos lhal License STA-583 amended lo doloio Cond'lion 1 ol Arnond 7 
re rta solely i neaiih plen.por 800820 rortirosi SER end. 
nOUSE.LC. Fuel Cydo Safety Branch 96/10/31. STAUTF.R.JC Korr-McQeo Corp. 
Ip 47455190 17455 193 

-6811040319 SER Supporting liccnsoo 800820 request lor amend to Liconso STA- 
509.rat)ia:/>g rddio:o(riai hcoiih progiem plan w/t-ie ssieiy A hesiih plan 
HORN.M. SWIFT.J.J Fuel Cycio Ssloly Branch 00/10/31 2pp. 47455.191- 
47455 102 

-861 1040320 Discusses 000020 llr & supplomanis did 080620,0029 & 1004 10 rgguesl 
(or amend 10 Lrconso STA SOJ.refWBcing radotogcei bealth program plan w/Siio 
asioiy & noahh pien EiS or environ assossmeni unwarranted lor proposed oclion 
ROUSE.LC Fuel Cycle Sa'Oly Bronch 00/10/31, Fuel Cycle saiely Branch,, ip. 
47455 193 47455 193 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

68<l07602t "Semlanrtual Elllueni Mon.ton'ng Rapt lor 9NM Liconso SUA'672 (0/ Jan- 
Juno 1900." W/001003 Hr 

VAN OnUNT.CF.. HARDOROVE.TW. Pathlindor M'nos Cotp. 80/00/30 I5pp 
47456 008 47458 too 

88itO(83$7Fo«wartfs Amend 21 lo Lieenao SuA-e72,fncroasina financial surely 
S> 4 i 1 il.on Utenum Recovery Fie'd Olc. R4. 06/i0/l9. NUI^NT.L PaihLndet Minos 
Corp 4 m> 47397:104-47397 143. 

-8611010359 Amend >1 lo License 8UA-e72,oulhoii7lng use ol nolural U el slated la- 
cii.<-es & soiling mnl producden limit lor 0303 ol 1.279 Ions. 

SMITH.ro. Urenmin Recovery Field Olc, R4. OB/IO/18. t6pp 47367 100-47397:139 

-881)010301 Rocommends mcorporailon of annvorsary dale./ovised suroly aniouni & 
requrromonl 10 provide ridor 10 approved Ur ol crodil wilhn 30 days ol issuance, per 
surely review. 

nOSE.HO.. PETTENOILL.H.J. Uranium Recovery Field Olc, R4. 68/10/19. Uranliim 
Rocovory Field Olc. n4 4pp. 47387:140 47397:143 

8611030345 Summarizes Ralhlinder Minos Cotp Luckv MC Mi'l i90G annual land use 
sunnw.No (udhor acilon roquirod concerning 6Ub| ropi. 

HEYER.R.S.. PETTENQILL.H J. Uranium Recovery Fiold Olc. R4. 88/10/26. Uranium 
Rocovory flold Olc. R4 3pp 47425063-47425:065 

881 1020426 Submila loviow bl environ mon'ionng dale loi Pathlindor Lucky MC lot litsi 
Itoll of i988Fuiuro water cius'ily daia from Wolis n-i & T1-S shouirf bo apocificaily 
rovQwod (0 doloimino whelnor uond exists 

MEYEn.n.S, PETTENQILL.H J. Uionium RoCOvOry Field Olc, n4, 86/10/28. Uranium 
RecovOryFteld Ofe. RS 4pp 474)4.308 47414:311 

6811230061 Informs ihai aulhor mol w/NRC ro bondir^g lor Pathimder Minoe Sanding 
liabriily tor tN4 la-lings R iinpoundmeni w.n be removoef from siato bond amouni Bono 
Btnouni lisiod 

S(IAFFER.n. Wyoming, Siaio of- e0/»l/02 POlREY.T. COQEMA Inc. 2pp 
47852 147-47852 140 


DOCKET 40-3392 ALLIEO-SIQNAL, INC., METROPOLIS, IL 

6811160402 Forwards ASME 900113 Hr re Incidenis ol soveio crocking by mall used Ir^ 
UFO Slapping conialnere. 

HONEY.J.E AMd-Signal Corp 06/10/10. PEN.VINQTON.S Olfico of Wucloar Maten- 
at Safely & Saloouards.DiroclOT. 3pp. 47650:050-47550.056. 
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BSIHSOOSd Forwards Safety Insp Repi 4a3S&?/88 03 on 6BiOSS-26.Nci violatons 
ncl6d 

QREOER.LR. Regon 3, Otc oa mo Oirecloi. 88/11/08. BISHOP.J.C. AIRcdSgiifll 
Cofp- Ip. 4?5e9.074 47689.081. 

-8811180070 Insp Rept 40-3392/88-03 on 88l025-36.No vIolaCions or dewahonA 
Doled Major aroas insMciedJIcertsee annual emergency exercise, Invol/lng observa- 
tion by one inspector cunng exercise. 

SMITH, M. Region 3, Ofc olltie Oreolor. 88/11/06. 7pp. 47689.076-47589.081. 


DOCKET 40-3463 ATLAS MINERALS. INC., DENVER, CO 

8811140472 FOIA requesi lor documents re enci Itrs concern ng esiebl.shmeni ot LPOR 
lor Moab.UT U Milling facility. 

DARKE.J Ailiiiaiion Not Ass-gnad. 68/07/22. MULLEV.QA. Olf-ce ol Inspector 8 
Ai,rd.l0r. 2pp. 47374.221-47574 226. 

-8811140474 Responds loundsied Hr lo V Siel'o re Atlas Mlnerels. Oocumenls re lacl- 
ity wH be provided to recipient. Arreimemoncs made to send aame documents to 
Grand County Public Library in Moab.U'T 

ORIMSLEY.OH. OMsion ol Rules i Records (870413-680514). 67/10/13 CIARKE.J 
Ailiiiaiion Not Assigned, ip. 47S74:223>47674'223. 

-8811140478 Responds lo 680330 request that documents re Allas Mnerais U Ml la- 
ciilty be placed in Grand County PubK Library In Mosb.UT.Subj library not NRC 
IPOR NRC lir to G Oenny end. 

GRIMSLEY.OH. Ovision ol freedom ol Inlormatlon & Publicaliona Services (Post 
880515). 88/07/11. DARKE.J Allilalkin Not Assigned. 2pp. 47674:224.47574 226. 

-881 1 140476 Confirms 680624 le'con A serves as olFcal nolice thal NRC closed LPOR 
lor Allas Minerals U Mill (acilily.RecIpleni noi receiving mall on rouFne basis due lo 
closure ol LPOR since 1961. 

ORIMSLEY.OH. Division ol Freedom ol Inlormellon A Publications Ser\6ces (Post 
660515). ee/07/U. OENNY.Q. Grand County. VT. Ip 47674:226-47574 228. 

8811030435 Responds lo NRC 680829 Hr le Atlas 680727 response lo NRC 860630 
notices ol vldailon & devlalion Corrective actions: Licensee will calbr all racCsilon 
Survey Insiiuments In use semiannually or at mm suggeatad Interval. 

BLUBAUGH.RE Allas Cotp 68/09/26 PETTENQiIl.H J. Ursnkim Recovery Field 
Olc. R4 tp 47427:155-47427:155. 

881 1040228 forwards aclion plan lor cleanup ol windblown lall-ngs re malt blown out- 
side restnclod area boundary on 660916 A 20. 

* BLUBAUGH.RE. AHaa Corp 88/09/28. JENSEN.W.M Allea Corp. 3pp 47435013- 
47435:015 

8811030037 AcK receipt el 880926 Hr tequesLAg 30-day eilenslon for licensee ground- 
water data submittal. 

HAWKINS.EF. Uranium Recovery Field Olc. R4 86/10/05. Alias Corp. 2pp. 
47439:194-47439:135. 

8811140477 Partial response i« FOiA request for dooumenu.Forwerds App A 
documanis App A documents available in POR 

ORiMSlEY.a NRC • NO Oelallad AKil aHon Given. 88/10/05. DARKE.J. AMaiion Nol 
Aaslgnad. 2pp. 47674:227.47574 289. 

-8811140483 Advises mat J Oarke es'iad re orobiem w/documenia In LPOR w 
MoaD.UTDerke suggeiied mai someone from NRC visit library A review documani 
collection. 

SOUOERJ L Local Publ:C Oocumeni Room erench. 67/06/26. Local PubLc Oocw- 
menl Room Brenen. tp. 47574:237-47574 237. 

-8811140484 Summarises leicon w/P Gsroa re prNacy documents In Moab.UT 
LPOR Related Into end. 

lINTON.T. NRC • No Oelallad AflHiatlon QMn. 87/06/31. NRC • No Detailed AISB- 
slion Givan. 3pp. 47674'23e-47574 252. 

-88111404BS Requosis lhai lmmed.eie1y elleclive nelure ol 670731 order dertying 
870731 applicai.on lor -renewal ol License SUA-917 be IJted Discussion of sound 
technical reasons lot conl'nuing to wot down leHIng impoundment requested. 
2AHLER,R£. Shaw. Pittman, polls A Trowbridge ZAHLER.R E. Atlas Corp 87/08/ 
19. MARTIN.R.O. Region 4, Olc ol the Direclor. 4pp. 47574 253-47574.256. 

-8811180629 Forwarda NRC response lo J OacKe Hr lo V SieHo re reeslablishmem of 
LPDR In Moab.UT (or Aties Mmeraia U mill lalurM.ior inlo.NRC noi reesiabilshirtg 
LPOR. but Darke A hbrary v4ll receive future documerits on facility. 

&OUPER,JL. Local Public Oocumeni Room Branch. 67/10/14. Local Pubkc Oocu- 
ment Room Branch Ip. 47574:263-47574:264. 

-8811180537 Summarizes 880329 telcon w/J Darke re lacriilyOarke filed peiii<or> lo In- 
lerveiie A had some quesHona lor NRC on finding documanis on NUOiXS. 

* Local Pubiic Oocumeni Room Branch 88/03/30. NRC • No OelaHed AtfiBeiioii 
Given 9pp. 47574.265-47674:273. 

-8811180560 Sumrnarizes discussion w/G Denny ai library In Moab.UT to deiermine U 
library receiving mail for Allas Miners'! U MiH.Library nol receiving mails- 
REiD.V. NRC - No Detailed Alf lieton Given. 66/03/31. NRC • No OeteHed AlMiaiion 
Given, ip. 47574.276-47574-275- 

-8811160564 Hendwriiien noie re future response lo J Darke lalosi requesi for docu- 
monis for library In Moab.UT.Reaponse should siaio ihal l-braty la not LTOR. 

' NRC ■ No Dels led Ariihalion Given. 88/06/15. NRC - No Detailed Afiiliattori Gtveo 
6pp. 47574 276-47574:282 

-8811180666 Summanres 660830 telcon w/J Darke re reeaiabllahmeni of LPOR In 
Moab.UT.Auihor Impression ihal Darke will be pursuing LPOR metier Iw U nhH A 
ptobsb^ others lunner expressed.Refeled Info end. 

SOUOER.JL. freedom ol fnlormalfon A Local Public Document Room Branch. 88/ 
07/01. Freedom ol Inlotmaiion A Local Public Oocumeni Room Branch. 3pp. 
47674:283-47S74:288. 

6811920303 Dscussea deficiencies ihai require resolution before NRC review can con- 
tinue re Aug 1988 reclemalon plan 

HAWKiNS.tF. Llianium Hecovory Field Olc. fl4. 88/10/17. BIUBAUGH.R.E. Alias 
Corp. 3pp- 47438 324-47438-326 


8811170182 F.nal response lo FOlA roquost lor documonis Apps B onci A avaiinblo in 
POR C documo-nls pariio'ly wiihheld (lOl FOIA Exemption 5} 

QRIMSLEY.DH NRC - No Dolailoci All I at-on G.von 00/IO/25 DARKE.J Ailiiiaiion 
Not Assigned. 4pp. 47556 342-47657 024. 

-8811170228 D.scussos recommendations macio lo J Darke nn quosiions & concerns 
ra Allas Mineral & 870731 Hr A order. 

FCNNEft.R.L. Assistani General Counso! lor Ru’emaking A Firol Cycle 07/06/26. 
RUTftERG.J. Ass'slanl General Counsel lor Hearings 2pp. 47657:008-47557.000. 

8811030014 Reviews At'os Mmerais environ moniior.ng ropi for Moab Hill lor Fuat HaT 
l068.subrniKed by 8Q003I lir.All lequred onv.ron Oaia provided. No lunhor action cur- 
rottfly necessary. 

SCOViLt.V.R., PETTENGILL.H J. U.*niiium Recovery Field Olc, R4 00/10/27 Uiani. 
ufn Recovery Field Olc. R4. 3pp. 47425.030 47425.032. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP.. CASPER. WY 

8811170126 Forwa.'ds water samuiing field dam A water anaiys-s ropt.per requiremonta 
ol Amend 31 lo L cense SLIA 66/. License Condiion 23. Requosis that NRC rccons dor 
auinor leeuesi made m 080222 Id Co pull pumps A plug wells 

ANDRUS N J. American Nuclear Corp 60/09/29 SMITH, R D. Uranium Recovery Field 
01C.R4 5pp 47672:158 47572:162 

8811230274 Inforrns lhai l:ce^^see wi I nol amend approved rodamauun plan A wi'l pro- 
ceed w/(<nal reclamal on under approved plan Oomol.l'on specs oncl. 

ANOnuS.N J. American Nuclear Corp. 80/09/30 SMITII.R D Uranium Recovory Fiold 
OIC.R4 3pp 47623 121 47823:123 

8SMI70128 Forwards final water analysis ropi Horn Energy Labs lo replaco prelimiimry 
dale sul^ntod in 680920 Ur, par 891005 tolcon Fee paid 

ANORUS.N J American Nuclear Corp SO/iO/iO. SMITH, R.D Uranium Recovory Field 
Olc. 04 2pp 47671:360 47571 360 

8811230003 Advises Ihel 660714 revised rodamation plan A specs Incorporated Into 
Amerxl 34 to Dconse SUA 667. 

PenENGlLl.H.J. Ureoium Recovoiy Field Olc, R4 08/10/31. ANDRUS.N. American 
Nuclear Corp 2pp 47623 009 47623.010 

8811230005 Discussos 680604 epp'icaiion for amend lo License SUA.e67 lo ol’ow lor 
reco pi A disposei of processing wastes Irom Malapal.Clovolend Clifls A Bison Rasin 
kv-siiu lac-Mies in Sialo ol wv Roquost should be withdrawn (or reason staled. 
SMI1H.R.O. Uraruum Rocovary Fiold Olc. n4. 68/11/02. ANDRUS.N. American Nucle- 
ar Cofp 2pp 47622:356-47622 357 

8811030139 0<scusse8 review ol env ron monitoring data prepared by Amoncan Nudeor 
Co-'p lor Fuel Hen 1908 no signiiicani ironds idoniiiied A no further aclion nocassory. 
HEYER.R.S, PETTENGILL.H J Uren-um Recovery Field Olc, R4. 08/10/05 Uranium 
Recovery Field Ofc. R4. 4pp. 47424:317-47424 320 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY DASIN, WY 

8811170156 Applioaiipn lor emend lo License SUA 0442,rovlslng Condition 34 ro cal.bi 
ol environ ait sampi ng oqu.pmeni Foo poU 

MUROOCk.S. Raihiindet Mnos Corp 60/09/12 HEYER.R. Uranium Recovery Field 
Ole. R4 tp. 47572 102-47572 192 

8811040001 Forwards technical oxpm ol lai'ings embenkment.por roqjremonts ol Rug 
Queie 3 111 

HOPKINS.RJ Palhl-nder Muses Cerp. 08/09/23. HEYER.R. Uranium Recovery Field 
Olc. (14 lOpp 47445 160 47445:207. 

8811040003 Forwards lend uso Survey dona in l900.Survay sotlshos Condiiion 21 ol 
liconso SUA-442 

MUROOCK.E.S Pathhndor Minrzs Corp. 08/09/23 HEYER.R. Uranium Recovery Field 
0(c.R4 3pp 47445 191-47445 103. 

8811020351 Submits review of semannuai environ moniionng date lor Palhlmdor Sur- 
rey Bosln Mill li}r First Hall 1900. Lower lim:is pi deicction eppropnalo A ail data ac- 

cepiable 

HEVEB.HS, PETTENGILL.H. J. Uranium Recovory Field Olc, R4 80/10/05. Uranium 
Recovery Fldd Ofc. R4 5pp. 47414;303-474I4 307 

881 1030222 Commenis on 80-1 ALARA rapt lor Paihf.ndot Minos Corp. Sh-tioy Bas n U 
m4L 

HEYER.R.S. PETTENGILL.H. J. Uranum Rocovary Field Olc. R4 08/10/05. Uranium 
Recovery Field Ofc, R4. 3pp. 4742S;060-47426.000. 

8811010483 Submits review ol 1900 ennuol land uso survey lor PaUitindor Slurloy 
basin W/860923 subm llnl.vondor porlermed eccoplablo land uso survoy which od- 
drosses all necessary items 

M6YeR.as.. PETTENGlLL.H.i. UiatVum Recovorv Fwid Olc, RA. 80/10/25 Utamum 
Recovery Fl^d Ofc. R4. 3pp. 4 7402 263-47402 265 

8811030283 Subrnils review ol 1906 annual lochnical evaiuaiion o( embankmoni poi- 
focmance (or Pathruitier Mines Corp. Technical ovaluation.which roviowcd daily A 
monthly tailings impoundmer^l Insp reals. conducted per Reg Gu do 3.1 1.1. 

HEYER.R S.PETTENGILL.H.J. Uranium Recovery Field C5lc. R4. 08/10/25. Urani-jin 
Recovory FitYd Olc. R4 4pp 47439 303-47439 .T06 

8811230061 Informs lhai aulhor met w/NRC ro bonding for Pathlmder MmosBond-ng 
liabikty (or mill tailirtgs A impoundmerii wi'-l bo removed Irom state bond amount. Bond 
amounl lislod. 

SHAFfER.n. Wyoming Stale of 68/11/02. POiREY.T. COGEMA. Inc 2pp. 
47652:147-47652:146. 


DOCKET 49-6940 KAWECKI BERYLCO INDUSTRIES, INC., 80YERT0WN. PA 

88I107002C Rosponds lo 681006 reoucsi lor NRC hr to obtain approval lor disposal ol 
Mtercahe waste al Pottslown landliil LandMi disposal ot Mtorcakc waste w/characlor- 
tsUcs A small coi^certireliens of natural U A thorium appropriate. 

SWIfT.JJ Fuel Cycle Safety Branch 88/f0/27 GANNON.W, Cabol Cotp 4pp 
47444:074-47444 077 



DOCKET 40-70a6 ARMY. DEPT. OF. WHITE SANDS, NM 

8SM0?03O5 Sa»o!>' ^sp on 8S0929 ol l./conso SL>a-734 Insp l.ft*ftgSrto vtoMlicirts 
noiect 

HOLLCY.tV.t Rogiofi 4, OfC OMf;0 OlfOCtOf 8fi/OO/20 fp 474?I OOI-4742I.OOI- 


OOCKET 40-7104 STANDARD OIL CO. (OHIO). CLEVELAND, OH 

8011070366 rosponsp to fOiA lequesi App A (focumenia sva tabid J\ POR.App B 
documonts.Inclu'J ng insp findings & liconsoo ack, llis, memos & maeiing mnutas.onct 
& being placob m PuR App C betjumonf partially wiinnald (rot FOlA Exen^Hon 6). 
GHIMSLEY.D.H. NRC ■ No Ootaiiod Alli'iaHon Givan. 66/10/14 FRENCh.D.C. Ohio 
NOfinern Univ , At/a. 0(1. 5pp 47390:233-47391.034. 

-6611070374 Forwards dra» ropi ol insp on 721018. No noncompiianco noiodMa|or 
areas mspocied ladiai oo saloiy.compi.ance w/ Commission luias & icyula)ions& re. 

g iiirQmor\i8 ol i.eonses 

iRIUR.BH Ren on 3. 01c 0 / ihe D rector 72/11/00 KOSS.G.K Velto.'t Corp llpp. 
4739O;2OO-4730O27O 

-6811070376 Forwo'ds semp'.ing data Of rosinciGd zorte air aampios, nonroslncied 
zone air samples & subiorranonn waters & source malt /nvanlory.por roQuosi (furtng 
721010 insp 

GRANTS visiion Corp 72/10/25 OPARKA.G Reo'Qn 3. Ole ol the Ojociot tp 
47390:285-47390 265 

-6611070379 Insp Kepi 40-7 104/70-0 1 on 780QC6 07 No noncompitBnee or deviations 
rtoicd Major a'eas mspociod radiai<on proiociion progtam.mcludmQ tacfioaciivo 
mBUs.posiing.iecprOs of disposoi & survoys & aampimg ol lacii lies 
PAGlIaRO.J.A, GRANT.W.Q. neQ.on 3, Ole ol iho Oiiectof. 78/00/28 36pp 
17390 302-47360337. 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES, CA 

8610280227 'Auilil Repi of Radoacl'vo Mall Locaied NexI IP Oteonv/io 
Moials.GfQonvillo.PA'' 

MILLER.FL. Wtmiahe/Ccrp 66/l0/»7 Spp 47374;ia9.473?4 190 


DOCKET 4Q-7604 BP CHEMICALS AMERICA, INC. 

8611070366 Final rriapar\sa to FOIA roguosi App A doctimonis avaFablo ut POR App S 
documenls.includ-nd map l.ndmgs & licensoo scK, llrs.nnamoa & mooUng mnutes.onci 
& iiO'ng placed in Apr) C dacumoni partially w.iht>eid (lei FOiA exoa^uon 8} 
QRIMSLEY.OH. NRC - Wo Ooisi'od Allihauon Givoo 88/10/14. FRENCH.OC OMo 
N orlbam Ufiiv.. Ada, OH,. Spp -17300233 -17301.034. 

"6611070367 Insp Findings 8 licensoo Ack on 600605 ol I'CensO SUQ 608 insp 
lindingsno no.'icomp'iiance noioO 

HUETER.L J. Atomic l-hOiQy Commission * Standard 04 Co ot Ohw 66/88/00 2pp. 
47300.240 47390.241. 

-861 1070360 Spociol I miiod map lepi on 660605 No noncompiiarico noiod M 0 ) 0 / areas 
inapocioduso ol maii.laci'ii-os.ogupmoni, rodioiogicsi saioty procodmosporaonnoi 
moniiarina & oxposufo lo exiornai rerttation i d-spotaii. 

HUETER.Ij., ALLAN.J.M Alorn,c Energy Commission 60/06/14. 7pp. 47300242- 
47390 24S. 

-6811070370 insp Findings & Liconsoo Ack on 69f2i0 of License SUB-OOB. insp 
Imdings no noncompl'ancu noiod 

HUEIIR.L.J. Alom.c Energy Commission * Standard 04 Co. ol Oh'o 80/i2ri6 Ip 
47300 240-47390 240 

-6611070371 Forvys'ds Insp Findings & Licensoo Ack on 09l2i6No noncompiianco 
noted. 

HUETER.LJ Aromic Energy Comm/sswn. 70/01/14 FELl.O Siarxferd 04 Co. of 
Ohio. 2pp. 47390 250 47390 261. 

-8611070372 Special im-iod msp on 69t2t6.No noncompiianco noietfMaioi eioas 
inspected oiganizaiiOn.SdnuniSiraiiva control.uso of 

mail.laciMios.oqulpmoni.rad'Ological safely procedures & personnel monnoring ft ox- 
posuro to external rad-ei on 

HUETER.L.J, ALLAN.JM Alom-c Energy Commission. 70/01/16. flpp. 47390-252- 
47390:259. 

-6611070374 Forwards draft ropi of Insp on 72lOi8No noncompl-ance noiod Ma|or 
areas rnspocled radiaiiori safely.cempiranco w/ Commission rules A roguinbons ft rp- 
quircmonU ol liconsos 

GRIER G.H Region 3, Ole of fho Drroclor. 72/ 1 1 /06. KOSS.G K Vtelron Corp. I Ipp 
47390.260-47390 270. 

-8811070375 Provides sialomoni of source mail invGniory.per 10CFR40 64 Invoniory 
ol 11308 as ol 720630 same os on 710630 

DOSS.G K Visiron Corp 72/07/05 Alom.c Energy Commissiofr 14pp 47300:271- 
47390 284 

-6811070377 map Fmd-ngs ft Licensee Ack on 780906-07 No noncompVence noioil 
" Rogron 3, 0/c ol lltooireclor. ' Vtsiron Corp 78/OO/Ofl ip. 47390.280 47MP 286 

-6611070376 Insp Ropi 40-7604/78-01 on 700606 0 7NO nancomp»onco noted Mafot 
oioas mspociod miornal euiliia or insps.tre'ning, radiological ptoiociion 
procedures, insirumenioiion.malls. facilii.os ft posimg & labelmg 
GRANT.WB. PAGLIARO.JA Region 3, Ofc ol the Drocior. 78/00/20. tSpp 
47390:287-47390 301 

-6611070360 Forwards Insp Ropi 40-7604/87-01 on 671001-1209 No volaiions noted 
MAllETr.B.S. Rog^r, D. QIC of Iho D-recior. 88/02/12 SIMON, SJ. Siaodard CM Co. 
0l Oli,0. Ip. 47390 338-47390.330 

-8811070361 Insp Ropi 40-7604/87-01 on e7l00l.1209No v.olauons noted Major 
areas mspaclod <3 aliogaiions provided in 670923 Hr to NRC. Two sffogaiions sufistan- 
iiaiod 

WIEDEMAN.O G , MULLAUER.J R., MALLETT.B S. Region 3, Otc of Iho Oroctoi 88/ 
01/28 45pp 47390 339-47391 020. 


-6811070362 Summery of 860202 meeiing w/NE8 in Rockvnie.MO ro decontamination 
ol Caiaiysi Plant which licertseo wishes to reloase for unrestricted uso 
LAROCHE.G. Divls.on of Indusirlsl & Modical Nuclear. Safety (PnsI 070729). 66/02/ 
17 Oivis'cn of Inriuslnsi ft Medical Nucloar Safety (Post 670729). ip 47391 024- 
47391:024. 

•■$3H0703B3 Advises that docuineni l.le /evrewod ro aHegelion on disposal ol U by 
Vielion Aiiogaiipna unsubstanliaied since sludge coma n'.ng U-238 never incinorated & 
never tiunod 

FRAKCE.G M. Rogion 3, Olc o! Iho Oitedor. 80/06/22. Region 3. Ole Of the D rector. 
600.47301425 47361030 

-6611070364 PariiaMy withheld Hr ro 670425 incident on ruplura ol caicmer feed 
hopper. 

LOCKER.JL Standard Oil Co. of Oh.o 67/05/23. Atomic Energy Commission 4pp. 
47391 031 47301.034 

6611170086 Forwards tab'e re lyP^-oslimafed voi ft/or wQigii(.8li}rage loceiion ft dispos- 
al opiions lor low level radwasies generated dunr^g cafaiyst p'ani & adiaceni wate- 
iioueus docontam-nstion projoci 

SiMON.SJ BP Chemicals lr^!ern8llonal. 88/11/07. ROUSE.L.C. Fuel Cycle Safety 
Branch 4fp 47676 010-47576 313 


DOCKET 40-6027 KERR-MCOEE NUCLEAR CORP., OKLAHOMA CITY. OK 

6809270140 Discusses Imandal ovaluaiion ol proposod iransler of ownorship ol Gore 
facilily lo Soquayah Holding Corp. 

WOOO.RS. Policy Dovelopmoni ft Technical Support Branch (Post 670411) 88/09/ 
10 ROUSE.lC. OHico of Nuclear Maiorial Safely ft Sefoguards.Oitecior. 6pp 
47562003-47682 008. 

661 1220108 "Oscharge Momlonng Ropt lor Sept 1686." W/eBlOlO lir. 
kniOHT.SP SequOyah Fuels Corp (subs. Of Kerr-McGeo Nucloar Corp.) 66/09/30. 
KNUOSON.MO. Environmoniol Protection Agency. 6pp 47621:081-47821 085 

8811220104 NPOES noncompliance nrslification on 861007, oxcoodanco ol niiiaie max 
o»owabi8 concanlralion hmil occuirod at surface water runoll outlall Exceedance duo 
lo loachuig of iKtrales Decommissioning ol Pond 2 will corrocl sltualiijn 
KNIOHT.SP. Soquoyeh Fuels Corn (subs, of Ksrr-McQee Nuclear Corp.) 66/lO/tl. 
0AHNL'rT.jR. OklBhoma. Sieio of. 2pp 476l6.O92-47ft16.D03 

6611210241 Appkcaiion for amend to License SUS-iOtO re transfer of eonirol of Se- 
quoyah Fuols Corp lo Sequoyah Hpiding Corn Foo paid. 

CRAVES.R Sequciyah HoWing Corp. 60/10/10 ROUSE.LC Fuel Cycle Safely 
Branch ^.47617.345 47617.350 

6611210246 Appf.cai'on lor amerid 10 License SLI0'l010.de'.eling refs lo Kerr-McGoo fti 
loiiociaig now ownership ol Sequoyah. 

GRAVE.n Soquoyeh Fuels Coip leuba of Kotr-McGeo Nuclear Co/p) B6/t0/iB 
ROUSE.LC Fuel Cycle S»lety Branch 2pp. 47595:270-47695 350. 

8611078147 Forweide info lot tiro exiinguishars.indud ng typo, rating ft locatlon,pai 
(olcon request 

STAU1£n.J.C. Soquoyeh Fuels C«ip. (Bubs of Kert-McQeo Nuctoa/ Coip). 68/10/19 
OATTA.A. NRC ■ No DeiOHod Affilielion Givbn. Spp. 47460.0d7-474SQ:lOf. 

6610260001 Trip ropi Ol 660516-17 visH 10 Ooie.OK re gsohydroirigic selling in area ol 
ammonium miraio so’-uilon storage ponrts. 

PROVf-NCHER.n 6. Fvoi Cycio Saieiy Branch. 68/10/21. Fuel Cycle Safety Branch. 
2pp 47342290 47342 201 

66 1 <070 <30 Ack rocolpi of 661005 >1' 10 Cfieirman ^ecb.requeatifto NRC review of opo^ 
avons ft dale loi kconsoo.Assistonco from rogionai siail in reviewing sHuallon re sur* 
feco irnpoundrnents will bo toquasiad. 

ThOMPSON.H.l. OIHco ol Nucloar Mplorisl Saioly ft Saloguaids.Oiroclor. 66/10/76. 
BARNETT.J n. Oklahoma. Siaio of ip. 47460:120-47460.184. 

-9611070132 Forwards rocomrnendal'Ons.flndings Ol laci, conclusions ol law.order ft 
Weelo DiH>bS8i Porrrui WD’75 074 adopiod & issued on 680014. 

O/VRNEIT.JR. Oklanome, Siaio ol. BQ/lO/05. ZSCH.L. Commissioners. 64pp. 
47460: 121 47460 >84 

661104025$ Consents (0 Sequoyah Ho'd-ng Corn (SHCj acqufrmg conliot of Soquoyeh 
Fuels Con> (SFC) from Kerr-McQao Coip pa' 10CFR40.46,3ub| lo Issuance ol license 
atnerul ft comiNimoni lo subtnil Imancial siaiomonls lor SHC & SFC. 

ROUSE.LC Fuol Cycio Saloiy Branch. 68/10/27. GRAVES.R. SoquOyah Fuels Coip. 
(sul>9 ol Kotr McGco Nucloar Corp ). 2pp 47440.248-47440 251. 

-9811040257 Discuasos findings Of rev.ew ol acquisition ol Soquoyah Fuels Corp by 
Soquoyan Ifcklmg Co/p ft /ecemmende NRC conaeni to ecquis-hon subj lo Issuance 
ol Scenso amend ft comm'tments lo aubmil Imancial sialemonls fci bolh corps 
PENNINGTON.W.S. FoeT Cycle Safely Branch 66/10/27. Fuel ^cle Safely Branch 
4pp 47440-248 47440 251 

9911040293 Forwards Amend 22 to License SUB-1010 for Sequoyah Nuclear 
Fuois.auihonzing orgamzahonal ft adm-msitaiivo changes based on now corpotele 
ownership & lorm'.naimg Conditions 22.27-29.31 ft- 33 Saioty evaluaiion also encl. 
ROUSE.lC Fuol Cycfe Safely Branch. 68/10/28. STAUTER.JC. Soquoyah Fuels 
Corp. (844>S of Ko/r.McGoe Nuclea/ Co/p) Ip 47436316-474D0332. 

-991i<)40295 Amend 22 lo License SUO-IOiO for Sequoyah Fuels Corp, aulhoiulng 
usQ ^ UF8 at Goio.OK lacihly. 

ROUSE.l C Ovr'sion of Industrial ft Medical Nudear Safely (Posf 670729) 66/tO/28 
Spp. 47439 319 47439:323 

-6811040297 SER Supporting i.eonsee 881016 appl-cahon lor emor^d lo l.lcenso SUB- 
lOIO.rollecting changes ol ownership ft incorpoialmg orgenizal-onal ft adminisirativo 
changes 

PENNINOTON.W.. BIDINGER.G.H Fuel Cycle Saioly Branch 88/10/28. 6pp. 
47430 324 •47438:331 

-6611040299 DiScussoB 96t0l6 roquasi (o amend License SUB- lOlO (o relloci chango 
ot Sequoyah ownership. EIS ft environ assossmont not warrarsiod 
ROUSE.L.C. Fuel Cycle Safely Branch. 86/10/28. Fuol Cycfo Safety Branch ip. 
47439 332-47439 33i 
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88H1S0058 Forwa'Os cne Oversuo Rev 10 DcaMiQ 110 0 lOJt, "Man (or locahm 
Seairovaii Fac tv." (ve/ M Horn teicon request Uodalcd d.-awi.-ig roplases Figjife H- 
1 Rev 2 4 Be/ 11 ot 1 10 C-l02l.ir,clJ<3ed in Cttapier 14 0 Ol license SUB-1010- 
STAUTER J C SooLOvaii Ft-eis Corp. (subs, of Kerr-McGoo Njcloar Co'p.) 88/10/31. 
nOUSS.L.C Ft<l ^c'o Sa'aiy Biancn ?pp •l/£49;14e-47540:149 

6611228354 iniDims that laiil f/ esper pnced loia' suspended solids exctiision of cuitail 
OiA cl Pe'fnil OK 0000191. investigaiion re/ea'cd mat i.ncdo.nl caused by soIkIS pass* 
ino Ih-ou-qtilinal lilioi dui f-g slop n bacMIustiopo’ebon 

KNIGHT S P Sequoyah I'uo s Corp isubs. ol Kerr-McGeo Nuclear Ccip ) 88/1 1/02. 
KNUDSON.WO Envifor.mGnia' Proteciion Agoncy. ip 476i607l-476i607l. 


881 1 160897 Responds 10 NHC 800930 Ur fo v.oianof.s & dev.ationa nolod « Insp Bopl 
4O-0O27/O6O3 Air SaTiplo' I A msiaiiod nsido drum end about 1982-1983 (me barrie 
as means lo verify (hai proieciion lactor assigned lO rospiralors nol oxceerfed 
STAUTER.J.C Sot. uDyati Fuels Co'p (sjbs ol Keir-McQco Nuc'ea* Corp.) 88/11/03. 
PETTENGILL.H.J Uranrem fleccvory F eld Olc. R4, flpp 47364, 093-47564:101 


DOCKET 40-6064 EXXON MINERAI.S CO.. USA. HOUSTON. TX 

8611038277 fpivraids •Rtclamel on o‘ Exxon Ray Pp ni Ta-lmgs Basin " Paper expand- 
ed from veialon presenicd ol ASCE convonidn ,n Naahvi'ie.TN to include s»ie poi- 
(pimance sids & ir.oniicnng cnleiia 

STRACHAN.C V/ale-. Wasto & Land, ir.c 88/08/31 HAWKiNS.E. Uieni-jm Recovery 
Field Otc, R4. I6pp 47433.1 SS-47439. 169 


DOCKET 48-6064 RIO ALCOM MINING CORP., UOAB, UT 


881 1030286 Forwards "ErQineeting Propeii as ol Soi's.C'ayalono. 4 Wi'i Tai'/igs in Vr- 
ci/ilty of Lisbon U Mil . ' per 880932 request Repi adequately shows that soil qjaniii'ea 
sva‘We lor use as cover rraii. 

PATlSONH.S Rio A'jom Mining Co'p. 88/09/16 KAWKINS.E.F- Uiaf4um ROCOvOry 
Field Ofc,'R4. Ip. 47451 106-47451:356. 

>■6611830280 "Eng-naoii'ig Pfoperles cl SoHs.Oaystono i Md Taiings in Vicinity ol 
ijsboiv u M 'I " w/ono ovoral/e end 

• EarihKex Engi/ieoing. irc 87/02/28 250pp. 4745M07 -47451 356. 


B8I1040076 Forwards ALARA audl lor S<I0 lot Mer-Aug 1889 
F03SEV,r.Q.fl1oWoom Mining Cwp 60/09/21. S'^TH.fl.O UtatMum fteccwery F«iM 
Olc, R4. 43pp 47440 202-47440 246. 


eeitoeoose AppileaHon lor amend lo Llcataa SUA i n9.inc4.'poratng pteposod con- 
ecnireiion limns (or gromdwaiei rramiorl.'ig Osia & vendor lab repia enclFee paid. 
REAWEAU.B K. Rio Algom Mming Coip 68/09/29. HAWKINS.6.F liankiw Recovery 
PlsldOto.R4 64PP 47494 111-47494:174 


8611040126 Forwa-'da vondoi Isb analysis lepi lo.' lead (or licensee g'oundwator as 
Slated :n 860929 amend recuosi 

REAVEAU.B K. Rio Algom Mrmg Cflip. 88/10/04. HAWKINS.E.F Uranium Rocovory 
Field O'o. N4. 3pp. 47456.067-47468:089 


6811140477 Pamai respanio to FO'A requosi (or Uoeumenii Forward* App A 
documents App A documenis avaiiabio in POR. 

QRlMSLEY.O. NRC'Nd Oeieiled Aliiiiatlon QAan. 89/10/09. OARKE.J. /^IMa^OA Nol 
Assigned 2pp 47574:227-47574.269. 

-8811 190516 Summardes 870903 leiton w/4 OatKo f« OocKei 40 LPORsOarValooK'ftg 
loi piecedani lo reesisb! sh LPOR m Moab.UT. 

LINTON T NRC • No Oa'ahed AN ia'lon Given. 67/09/03 NRC • No Ooteiled All*- 
aiion Given 3pp 47574:259 47674 202. 


8811030260 Informs of review ol Rio Algom Mim.-ig Coip environ monitoring ropi (or 
F-191 Ha’I i988V#/oxcop«on ol groundeaioi d-ssowed cnemisines.data sv»b«*4ilod nol 
sign hcaniV dillercni Irom previous I0CFR40 65 lept 

SOOVILL,v-H , PETTENGILL.H J. Uranium Recoveiy Field Ofc. R4 88/10/27. Urani- 
um Recovery Fio'd Olc, F(4. 3pp 47426 030-47428:032. 


DOCKET 48-8102 EXXON CO., USA. HOUSTON, TX 

8811040073 Oiscussos rosulle of ca'cj'snons for osnmailng pofenl'al depth & lengifi ol 
localized scou' near tailings si Exxon Highland alia based upon exisimg redamas'on 
plan 

ABT.SR Colorado Siata Unv, Fcrt Col'ins, CO 88/09/27. HAWKiNS.E. UranTirm Re- 
covery Field Olc. R4. 22pp. 47445:1 10-47445. 141. 

0811030171 Fofwa'ds Amend 25 to License SL7A-ll3B.adding Condiilon 40 lo reclaim 
la 'ings Irnpoundmeni as siatod in llsiad submiiiais. 

SMlfH.R D. Uranium Recovery Field Olc. 04. 86/10/ 14. Exxon Corp 2pp. 47422 204- 
47422 224. 

-88(1030179 Amend 25 to Uconso SUA-1 l39.Add ng Condiilon 40 lo rocla;m laiUngs 
Impoundirenl as siaied In liaiod subm dais 

SMITH.n.O Region 4, Olc of the Oireclc' 68/10/14. I9pp 47422 206 47422:224. 

8611170151 Forwards applicabon lor amend lo L-conse SUA-l 136. Fee paU 
PATTONJD. Exxon Corp. 06/10/20. KONWINSKI.G. Uranium Recovery FleW Olc. 
R4 ip. 47076 079-47576.061. 

-8811170276 Apphcelon for emend to Liconso SUA-1 i39.modi<ying reclamairon plan to 
provide giealer ossuranco ihat erosion & scour at ids ol slope will not expose teBings 
byinov-ng top ol elope back 60 li fro.m edge ol lail ngs.Foe peid 
PAnON.JD. Exxon Corp.e0/lO/2O 2pp. 47576 060-47576.001. 

6611220444 Discusses Exxon reclomat-on plan amend 10 License SUA-113S. SuKcionl 
conservetsms have bean ufilized lhai compounding elleci results In conservellve A 
defensible lec’amaiian pfan.Reco.'nmonds that Icenso be amended lo add Condiion 
40. 

KONWINSKI.Q.R . HAWKINS.E.F. Uianlum Hecovofy Fiold Olc. R4. 88/10/27. Uranl- 
urn Recovery Field Olc. P4. 23pp. -17603:210 47603 232 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER. WY 


6811330327 Discusses Cleanup ol w-riUblOwn lai'ings & iiitorini siobi'izaiion p'nn lo- li 
cansee U mu laings impoundmonl. L'Cense SLIA t3iO modil-Od ns Slalod, based on 
review o( Sept 1966 861 125.670330 & 680615 submiiials 

HEYEfl.fl S . PETTENGILL.H j Uranium Recovery Field Otc, R4 00/10/24 u-amum 
Rocove'ry field Olc, fl4. 4pp 47631:338 4763t:34V 

8811230342 Forwards Amend 20 to License SUA-I3l0,modilying License Condiilon 32 
ifl irrwiemeniaUon ol slab luaiion program 

SMITH no Uran um Rncovery Field Olc, R4 80/10/27. SCOTT, E. Bear Creok Urani- 
um Co' 2pp. 47622 1 87-47622 217. 

-6811230346 Amend 20 lo License SUA-t3IO lor Boar Crook U Co.auihonzmg uso ol 

uMlm/ed amouni o( natural U ai lac lii en in Converse Couniy.WY 

SM1TH.ro Urarrum Rocovery Field Olc, R4 08/10/27. lOpp 47622.109 47622 217. 


8811220940 Forwards Amend 21 lo Licor'se SUA-ijiO.modily.ng Condii-ons 
89 11,14.17.29,00.33.34.37,41,42.45 A 46 as I.Slod winch rov.so monlonng requro- 
menis's Uolaie rots 10 decommiss oned m-li to ledoci current rociamaiion sialus 
SMITH RO Uranium Rccovoiy Fiold Otc, n4. 88/11/03 Bear Crook Uran.um Co. 
3pp 47620 143 47620:172 

-8811220041 Amend 21 to Liconso SUA-1310 lor Boar Crook U Co.modfying Condi- 
Uons 8.9.11.14.17.29.39,03,34,37,41,42.45 & 46 wlich roviso mon.ionng roquromoiils 
& deieip rals to docomniissioned mi l lo rotieci current rociamaiion status 
SMlTH.no Uraniuni Rocoveiy Field Olc, fl4 80/11/03 lOpp 47620 146-47020:172 


8811220047 Advises inai Amend 21 lo License SUA-l3l0.rempving Dear Crook U mil 
as assodaled programs from I cense, accurately rofiecis curroni siaius of 
kcense Licer:sa Condition B modilied to limit ol amouni ol U byproduct 
JACOSYDt HAWKINS.E F. Uranium Recoveiy Field Olc, R4 B0/11/O3 Uranl-jni 
Rocoveiy fiold Olc. R4. Spp. 47607:335-47607 329 

8811229357 Advises that NRC has understanding that liconsoo will subrml listed iioma 
lo NRC by no later lhan 600215 lo assist In review ol iaciiny roclnmat on plan. per 

881103 moolmg 

HAWKINS.E F Uiamuin Recevp/y Field Ofc, n4 SO/n/09 SCOTT, E, B©a' Crook 
Uranium^ 2lpp 47616:294 47616314. 


DOCKET 40-8602 MAUAPAI RESOURCES CO., PHOENIX, AZ 


8811040217 Accopis ell Peimit 478-A2 conditions idonliliod In rocipiont 660912 Hr 
exewt Condition 6 por locipiom 600021 lu A cemmiis 10 comply w/culturei rosourcoa 
provisions 48 archaologicai remains 

WtCHERS.O.L Maiapoi Heseuices Co. 68/09/26, SHAFFER, R. Wyoming, Slnio of. 
ip 47449 193 47440-193. 

8811229388 ’’Oischergo MoruioimQ Rapi lor Jul-Sepl 1066 " W/6QI 103 Hr. 
WiCliCRS.O.L Ma’apei nesouices Co 88/09/i0 WA0NF.R,J Wyomlfig. Swio ol. 
$pp 47527 281 47627 286 

8811229518 Forwards oppiicabons lo' pormii lo cohsiiuci sand uioi bacHwash poiid Icr 
Chdsionsen ranch eolai’iia w/o end . „ 

WICHERS.O L Maiapai Reso’uices Co. 88/09/30. LUCHT.U. Wyoming, Sieid ol. 3pp. 
47816.069-4 7818:091. 


8811040933 forwards applicBuon lor 
Ranch seioXite lacihiy. 
WICheRS.D.L. Malapel Resources 
4pp 47445 037 47445 040 


permii lo conduct open burning al Chiiaionaon 
Co. 88/10/04. SEARLE.O. Wyoming. Slato Ol. 


8811220081 foiwards, "Geoiechn'cel Invealigaiion A Slopo SiabHily Analysis Ciuislon- 
aort ngneb ISl Ming " 

WICHERS.D.L Maiapai Reaouices Co. 88/10/17, LUCHT.B. Wyoming, Sialo r>l. Ip. 
47605 301-47605334. 


-8611220066 "Oeolochnicat Invesilgation A Slopo Stab.liiy Analysis Chnsionson Ranch 
iSLMlne” 

* Western Water Consultanls. Inc 88/06/29. 33pp. 47605.302-47605:334. 

9811239013 Oiscussos insiallation ol sand filter backwash pond at Christensen Ranch 
SaloiHg facilily.Delermlnailon re whoihor permil to conslruct pond noedod roquostocJ 
WICHERS.D.L. Maiapai Resources Co. 08/10/17. TRELEASE.F J. Wyoming, Sinlo ol 
36pp. 47631:357-47631359 


DOCKET 40-6564 MINERALS EXPLORATION CO., LOS ANGELES. CA 


8911030163 RoviQWS first A Second Quarters 1988 environ monitoring data for MinornI 
Explwabon Co Sweotwator U mill. 

HfcYER.R S . PEn6NGILL.H J Uranium Recovery Fiold Ofc, R4. 08/10/05. Uranium 
Recovery Field Olc, R4. 4pp. 47428-357-47428:360. 


DOCKET 40-8661 UMETCO MINERALS CORP., GRAND JUNCTION. CO 

8811049097 tnlorms ol dallclencles discovered during iniemal leview of semiannual of- 
llusnl roplParamolere not obtained Irom vendor lab for Moniior Wells 4,5,11.12 A 13. 
HAMRICK, J.S. UMETCO Minerals Corp. (subs- ol Union Ca'bido Corp.). 80/09/16. 
PETTENGILL.HJ. Uranium Recovery Field Olc, R4 ip. 47455:247-47455:247. 

8311030281 AcK receipt ol Hr asking for response to ALARA concerns re non occupa- 
fionni radiation exposure Involving Transportion c4 U tiom Arizona strip. 

J(DNESfl.K. UMETCO Minerals Corp (subs, of Union Carbide Corp.) 88/09/21. 
ANOEftSON.L Utah, Sialo ol. lp. 47426.016-47426.015- 

8811140477 Partial response lo FOlA ror^asi lor documenis. Forwards App A 
documents App A documents available In POR. 

ORtMSLEY.D. NRC - No OelaHed Alt/ialion Given. 68/10/05. OARKE.J. AHihol'on Not 
Assigned- 2pp. 47574:227-47574 289. 
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-861 1 160S16 Sumnianjes 870903 lo'con w/j Oaiho ro Oockei 40 LPURs Oilrko looking 
I0i procodeni to luosiBblia'i LPOR m Woali.UT 

LINTON.T NRC No Oolailod Alhlianon Givon. 87/09/03 NHC - No Oata/.Od All/i- 
aiion Grvon 3pp 47574 259 47574 262 

QQI1030100 OiBCus&cs (cv:ow oi Ul</(:TCO Wliiio MoBO Mi'i sumiannuBi envron man- 
for.rg lepi lo' kisi I'Oir o/ 1968 Ho Aeons r.g aciion wa'ranfed. 

SCOVII L.V n . PEnENGiLL.H J. umn ufn Rocovory Fia'd Ole, R4 8B/10/27. Ura?k- 
um necoi/ory F'tjW Ore, R4 2pp 47430Og5-4?439<>96 


DOCKET 40-86B4 MALAPAI RESOURCES CO . CASPER, WV 


681 1030240 Roquosis o<lonsicn in iimo lo' submillal Of l.nal rostoteton & siab/ity mon- 
iio/iny ropi Irom 891001 10 <031 duo lo lack OI analytical daia 

WICHERS.DL Ma'apai Rosouicos Co 0B/09/P3 KONWINSKI.G Uranium Rccovory 
Field Olc. R4 Ip 47425 190 47425 190. 

6B1102033S Ack recuipi ol 080923 i'' lo iinai woJ-lioid resloreton ropi Grama leQuaai 
to extend submission ol Tnal wo'l field rosioraiion igpi lor WiPow Crook si|o unbi 
801031 

MAWKINS.e.F Uforlum Recovom f;o:(l Ofc, n<« 86/tO/aS. WICHERS.O l/alapai fla- 
sources Co 2PR 47410.203-4741Q 204 

8811(00164 Forvuords Rad at on Safety insp Repl 4 o 8684 cn fiaiOl3'l4.No violakons 
or oport tioms lOarthhoO 

HAWKINS, E.F. urariium Recovory Fio'd Olc, (34 GO/1 1/02. Ma'apai Rosourcos Co. 
1p 47506 273 47500 270 

-6811(00165 Insp Ropl 4Q 0864/00 01 on 001013-14 No violai ons or or^mm open 
Items identiliod Ma,or aroas inspoctcd U in situ opurat.ons & radiation saioty program 
including mgi organ, taiion & conircls/opuratien ruvlow. 

KONWINSKI.G R. HAWKINS.EF Rog.on 4, Ofc Ol (ho O.rociOf 68/11/01. 5pp 
47608 274-4 7500.270 


DOCKET 40-8696 PLATEAU RESOURCES, ITO., GRAND JUNCTION, CO 

88(1030266 Forv/ards annual land uso $urv6/.por Condl-on 29 0/ Liconso SUA- 
1371. No ebanuos in land use during past yr. 

MORRitl.,Vlv PlAioau Rosourcea, LW 80/00/13. SCOVflL.V. UrArilum flneoveo' 
Fiold Olc, R4. ip 47439 206'47430.207, 

-8611030270 Forwards anniial land uso Survey per Condition 20 to llconso SuA-1371. 
MOnniLL.V W plaioou Roaouiccs. im Ofl/O0/13 SCOVll.l.e.V. Ursn'orn Roco-zery 
FiOlO Olc. n4 Ip. 47430.207-47430.207. 

6811140477 Penal rosponso 10 FOiA roqiiosi (or dacumant9.Fo>v<acd$ App A 
dpeumonis App A rlocumome avai'abio m POk. 

QRIMSIEY.D. NRC ' No Oolailod Adi'iBHon Givon OQ/iO/OS. OaRKE.J. AfliuatonNOI 
Assgnea. 2pp. 47S74:227'47574 280 

-88111606(0 Sumninidos 870003 tplcon w/J Oa<ko re Oockot 40 LPDRa.Oarko looking 
lor p/ccodoni lo reaiiobi sit LPOR in Moab.UT 

LINTON.T. NRC ■ No Oclai'od Allikaion Qivon. 67/00/03. NRC - No OoiaJod AIIiH' 
el'pn Given 3pp. 47674 266'47674'262. 

6611020439 Advisos (Hal organiiai onai clian 8ubiT.iitocl on 080627 lound coneisioni w/ 
current guldnnco lor rndiation saloiy reporting procodurcs No iicerxsing ockon taken 
S'nco euB cnail not included m Nov 1964 ronowol application 
SCOVILL,V.n., PE1TENGI1.1..HJ. Uranium Rocovory Fiold Ofc, R4 09/10/27 Urani- 
um Rocovory Fiolrl Olc, H4 2pp 47416 000-474 is 001. 

8811020440 Oiscussos ruviow ol iicensoo 0G0Q1Q submillal ol environ monnoring topi 
ror lirsi lialf of 1080 A'l ifufa fiiiPmillod riol algndrcenlly dd/orartl froin previous (O- 
viowod data. No licensing action warranted 

SCOVlLL.V.n , PETTENGILI.H.J. U/en.um Rocovory Fio'd Ofc. 04. 80/10/27. Urani- 
um flccovoty Field Olc, H4 2pp 47410. 205-47<HO 20B 

8811030124 Infoims dial raqu'rcmonis ol Contliilon 20 lo SUA-t37t mol. Imsod on 
roviow ol into sutimiUed by I’laioau Rosourcos Lid 6600 1 3 Hr. 

SCOVILL.V.R,, PETTENGlLL.H J. Utaniom nocovery Field Olc. R4. 06/10/27. Urani- 
um Rocovory Field OIC, R4. 2pp 47420.010 47429.01 1. 


DOCKET 40-8714 CLEVELANO-CLIFFS IRON CO., CLEVELAND, OH 

8811030272 Inlornts lltai Iicensoo slailod ig puH pumps & decamrri8Sk)n CoHins Drew 
wells on 8009l4,poi voibal authon/ailon Upper acqullei polob'o Water Wavs 260 & 
266 nuxi 10 piocoss bldg w.li be left Open & Iransforrod (o ranebor. 

AHO.G.D Cleveland Cinis, inc. OOfOO/lO. KONWINSKI.G. Uren'um Recovory Field 
Ofc, R4. ENGELMANN.R. Wyorn'rtg, Siaio of. 3pp. 47428:061-47428:002. 

8811220508 Discusses srie aciiviiies to v/ells at Coll/is Dta*/. noclamalion mwIi in 
piogross & cli'l coniracioi rocontounng s-le Coniaminalod soils S wastes accunuilalod 
In Isolnled areas & toady for removal. 

AMO.Q D. ClovQiand'Clills, Inc. 08/10/12. KONWINSKI.G. Uranium Recovery Field 
Olc. R4. ip. 47615:330-47015 330. 


DOCKET 40-8724 CHEMETRON CORP., CHICAGO, IL 

6610270339 Requests that S W,lner be inlormed of plannod use ol Harvard Avo ano 
properly lot immediate plant expansion needs. Desire (or oporabilily ol nevr packagmg 
planl 8 warehouse on properly by ortd of 1969 expressed. 

LUCAS, J. A. McGean Roheo, inc. (lormorly UcGoan Chemical Co., inc.). 00/10721. 
LAROCHE.G. NRC • No Oela'ied Affiliahon Given. 2pp. 47335 324-47335336. 

98 1 1 too 107 Forwards cornrnenis 8 approval ol 800720 remodiel work plan to cleanup 
ol Harvard Ave alia. End conliimation of commitment ahoiild bo signed S 
reiurnod Brial oxpianeFon of course of aclion lo address NRC concerns expecied In 
30 days. 

ROUSE.L.C. Fuel Cycle Saloly Biench 88711/02. WiLNER.S. Chemetron Cotp. 4pp. 
47608:202-47508:205. 


8811180266 Fonvards NRC 681102 Ur to S Wil.nor ol Ch.o-rioiroii CO'P ro cleanup ol 
Han/atd Avextn siio.per 881021 iir oipross-ng concern about rem.ocliulion of s-te 
LAROCHE.G. fuol Cycle Saioty Branch 68/11/09 LUCAS.JA Mr.Geart Robco, Ino. 
(loimctly McGean Chem cal Co , inc ). ip 4/584 084 47584 ODO. 

8811220461 Con'i'maMOn o! comm.imorii by Chc-mciton Corn lioirior ol License SUB- 
1367 lo commonco action nocossary io compido dnco'uain'naiion ol Harvard Avenue 
siioliy 881117 & lo doconiam nato sue by 690317. 

* Adegheny inieroaftoriai. inc 66/ 1 i/M. ROUSE, (. C. Fuel Cycle Safety Oranch 2pp 
4761704647017047 


DOCKET 49-8769 KERR-MCOEE NUCLEAR CORP., OKLAHOMA CITY. OK 


66lfd3d2SI Forwards corrected Mop 6 2.PBga C-42 lo replace maps forwarded by 
880830 lu vy/e e.'icl 

FREEMAN.MD Soqooyafi Fuels Corp (fiubs Of Kc.v-McGee NudoQ/ Co/p) 88/00/ 
23 SHAFFGfi,fl Wyomirg, State Ol 2pp. 47428 070 47-128 071 . 


DOCKET 40-8783 URANERZ USA. INC.. CASPER. WY 


66(I2S<I0<7 Roqjesis rovto-w of 881010 app'.catlon fo' Ruth In Silu U prd;cc( by 
601125 

INGLE.S Wyomng. SlOlO of 00/10/27 LUCHT.f), MOONEY.O, CREEN.B Wyo 
mmg. Slate ol ip 47641 259 47041 259 


DOCKET 40-8794 MOLYCORP, INC., LOS ANOELES, CA 


0611020074 DisCusses Ss'eiy insp 40-8704/86 Ol on 80092 7.No vloiaii3r.s tooled. 
KINNEMAN.JO Reg-on 1. Ole ol ilio Di'ocior 88/10/21 BHCWN.RB Uclycorp, Inc 
(subs ol Umpn O'l of California). 2pp 474)4 294 474)4 295 


DOCKET 40-8801 RADIATION MANAGEMENT CORP., NORTHBROOK. II 


6810280449 Forwards Rov 1 10 NUREO-lOOB, "Summary Rop) on Radloacilvo Mall in 
Wosi lake lancff/i." M/ 88)005 reijuosi W/o orv' 

LAROCHE.O. Fuel OyC'O Safely Branch 86/10/18 CLARK.J.R. Nudoar Fuel Serv- 
ices. Inc {sxl’S of Golly OjCo.) ip 47289 035-47200.036 

6610260447 Forwards Rev i lo NUREG-I308, "Summary Repl of Rnd oaclivo Mall In 
Yifosi lake landfrii." pat 88)012 lomiest.w/o end 

L/moCHE.O Fuel Cycle Saloly Drorcti 68/10/20. EO.O. lil-nols. Stale of. Ip. 
47269034-47289034 

8811070104 Roquoala doioiminauen of liareid tanking score lor stio & placcirr,on1 of 
site on nau ptuariiios lAi.if app'opnaio initiaLon of Suporiund procesa lo dolormlne pe- 
lOnUally tOS^ris-b'O per) os oiso roquriaioo. 

FOno.w.C Missouii. Siato ol. 88/10/25 WAQONER.O. Enviiormentai Proleciion 
Agency 3pp 47459 268 47456.271 

681(100095 Fonvards Rov I lo NUREO- 1306, "Summary Repl on Raaioacilvo Mad fn 
Wosi Lako Lendliii.'’ pot 881021 tcquOSlW/o oncl 

LAROCHE.G Fuo) CytJo Safoly Brancb. 88/11/83 CHU.L 1.1-11015, Sleio ol. Oopi of 
Nucloat Saloly Ip 47510:232 475)0 232 

D81II70119 Forwards NUREQ-iSOB.Rov 1, "Summary Repl on Rad-oeclivo Mall in 
Weal lako landNi."pci 80)104 roquest W7o ond 

LAROCHE.O. Fuel Cyda Solely Branch. 88/11/00 MALLIQ.WJ Slone & Wobslar 
Engirtoorng Corp. ip. 47578.045 47576 045 


DOCKET 40-8820 AMAX ENVIRONUF.NTAL SERVICES, INC., GOLDEN, CO 


8810280298 Summary of 081013 mcollng w/liconsoe S DOE in nockviiio,MD re transfer 
ol Weal V4gin<a alio 10 DOE 

LAROCHE.Q.E Fuel Cycle Saloly Branch 80/10/21. ROLISE,L.C. Fuel Cyc'e Safety 
Branch Ip 47300 013 47368 013 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 


8811030276 Clerilios two iloms In aomlannuai ropi for Fusi & Second Ouailors 1908 re 
blood (or woliiiold & air mennor slallon. 

KNOO^ Petrol Exploralion Company of Nebraska. Inc OQ/00/20 GHACE.S Urani- 
um Recovory Field Ofc, R4. 2pp 4/420 058 47420.060 

8811079332 Prose rolsaao providing p-jb>ic r.oilco ol mod to Poimii NEOOf I4f62. 

• Nebraska, Side of. 08/09/20. repp. 47550 248-47660 203 


DOCKET 40-6887 EVEREST MINERALS CORP., CONVERSE COUNTY, WV 

6611070066 Forwards pump teal data colloclod during 860625 pump lost performed In 
WoXftold Soclion 21 to conliim comrnunicaiion bolwcon now producl-on areas 6> po- 
rknetor monitor wells. 

HIHKNBRaND,P. Evotoat Minerals Cotp 60/09/02. OLSEN, T. Uten'.um Rocovory 
Fn]MO!c.fl4 Ip 47450 135-47450. 181 

-8911070071 "Highland U Projocl Sochon 21 30 Sand (South Coniral Pori.onl Hydrolo- 
gy Test." W/bvo oversizo drawings 

* EveroBI Mjoe/B'3 Corp 88/08/30 56pp 47458 13B-47458 191. 

8811070803 Advises lhai iiconseo p/oceod-ng w/l-sietl progrem ol mpn-ior wells in Sec- 
tion 14 so Hcensoe can submit hydrologic pump lost aaia as soon as poaa-bio. 
kHORZENTl.S.P. Everest Mlnoials Corp. 88/69/09. OELOEN.S. Wyoming. Slslo ol 
18|Kk 47486:117-47458:134 


6 DOCKETED ITEMS 


8611080116 Forwards 1988-89 updata ol H gh'ard U Projoci reciarraiion/ toalorabon 
bond astitrsie 

MORZENTISP Everest Mnorals Co-p 88/09/16. ROSE.H.O. Uianiurn Rocovery 
Field 0‘C, R<l 9pp 47469 333-47463 341 

8611080146 Forwa-ds Section 14 hydiolooic lostma proposal lot review Testing pro- 
posal should provide data necessary to ocfine hydraulic charactatlstica ol oro-beartrig 
ss.nd 8 adequate'./ demonsliate conlnerreni irom over & underlying aquFais 
HILOENORANO.P. Everest M nerals Corp 88/09/30 OLSEN.T.T.Urani'Jtn Recovery 
Retd Ofc, R4. 7pp. 47464 223-47494 229. 

861106(1118 Subms basal na water quality data lor addi rr.onilor woHs insleJod irt Soc- 
lion 21-30 sand rr.lnng unit per Condition 38 ol License SUA ISitJoe pa'd 
HILOEKBRANG.P. Everesl M neiala (^rp 86/09/20 QlSEN.T.T. Uren'utn Recovery 
na'd Ofc, R4. SiSpp 47484 013 -17464:037 

6611860152 Forwards revised Section 14 hydroiog'c lesi-ng proposal tor rovowrlhiee 
eddi CU we'is Installed across aree.eiloctivoly ep' tting Section 14 we'lliaid »nio r4Mib- 
ern & southern seclor.s. 

HLD£N3BAND,P. Everest Minera's Corp 88/09/29. OLSEM.Tf Uiaraim Recovery 
Field OtC. R4. 8pp 47473 299 47473 306. 

6911098047 Appiicahon for ame.nd to License SUA-I6ll,add ng approx 670 aaaa to 
west end ol eKistma licensed area V//elghi ovo.‘Si?o drewings Fee paid. 
HiLDENORANO.P. Everest Minerals Corp 86/09/29. OLSEN, T.T. Urervum ftecovory 
Field OtC. R1 276pp 47478:062-47478.398 

8811230016 Advses that licensee 881013 piel-rrnary hydrology test data for SocUon 
14 60 sand acceptable & supports 830910 proposal to run hyd.'otogy lesi lot s'l Sec- 
ton 14-50 sand m ne area 

OlSEM.T.r , HAWKINS, E F. t/ranfum Recovery Field Ofc. Rl. 68/1 f/Ot. Utanum Re- 
covery Field O'c. R4 2pp 47622 342-47622 943 

8811040082 Surnmatires review el Sedicn 2l.soulhceriirai portion pump lost daiapnr 
880915 leeuesl. 

INGIE.S W/omina. Slate Ol 88/10/03 Wyoffling, Stale ol -rpp 47445 194- 
47445 197 

8811220133 Forwards water qua'-ity data for second & third basel'ne samples cotiecled 
from Wc-l U-84 Data considered addi info to 880929 Ur. 

MOR2€NTI,SP Everest Winota'S Corp 88/10/03. OLSSN.T.T Urer-lom Rocovoty 
Field Ofc. R4. 2pp. 47605 354-47605 355 

8811230229 Forwards selonlum ana'yS'S data for Monilor Web M 04 jier 681003 Ur .Data 
eoma'otas basel-ne walei qua'ity package submitted w/660929 8 1003 tire 
HILOEN'BRANO.R EveiesI MmaralS Corp. 88/10/16 OLSEN. T.T. Liranlum Recovery 
RafC(Oro,R< 2pp 47623.ff3-47623:il4. 

6811010531 Forwards Amond 10 >0 license SUA-tSlLrevia-ng Conditoos 38 8 40 re 
baseline water quality & upper control i-mns for lixiviani injaci on.respeciiveiy. 
smith, RO. Uranium Racovory Field Olc. R4. 86/10/24. Everest M nerals Corp. 4pp 
47402266-47402299 

-8811010637 Amend 10 to License SUA-isti for Everost Mineral Corp. revising li- 
cense Condition 38 re base' no water quality & Ucenia Cond iion 40 re lippcr control 
limits lor i.xlv'-ani mlection 

SMiTH.R 0. Uianium Recovery Fio'd Ote. R4. 89/10/24. tOpp 47402:270-47402:294 

-8811010536 Recommends ihai License SUA t6t i bo amended (o incorporate uppot 
cgnvpi lirriis ipr three addi ore tone woi'S & baseline water qua'-ty data submited w/ 
680929 application 

OLSEN.T I . HAVVKINS.E F. Uranlcm Recove.'y Field Ofc. R4. B8/I0/17. Uran«en Re- 
covery Field Ofc. R4 Spp. 47402 295-47402:299 

6811220464 Forwards replacement data lo 880929 amend lo License StlA-l8li.alow- 
Ing use ol proposed now upper conVol l-miis. 

H'lCENBRAND.P. Everest Minerals Corp. 88/11/02 OlSEN.T.T Uramuen Recovery 
F^ldOfc. R4 Ip. 47616 261-47816293. 

-8811294593 Repiecerr.ent dala to app'icalion lor amend to License SUA-lSH.e'tow ng 
use of proposed, new upper control limits. 

* Everest Mnorals Corp. 88/11/02. 32pp 47616.262-47616 293. 

8611220488 Recom.mends rnod ol Permu 603 lo Include listed items, Inc^ng more 
specific delnaion of mine uni & sequence map showing best esl.maio of future pal- 
larn dQvo'opmonl. 

SHAFFER.R WyorTiisg, Slate of 98/11/02. MORZENTI.S. Everest Minerals Corp. 
2pp. 47626 325-47628 326. 


t>OCKET 40-8902 ANACONDA MINERALS CO.. GRANTS. MM 


681 1030246 ' Radiotoc'cal Effluent & Envuon Oala lor Bluewaler Milisile RranlsJiM for 
Jandune 1989.” w/e&08i5lii 

PATEL.N Anaconda Co (dv. of Atianlo Richleld Co) 88/06/30 PETTENGILLHJ 
Uranium Recovery Field Olc. R4 69pp. 47428.093-47428.159. 

8811040062 Requests spp'ovel lo modily 871207 decommiss'oning plan for Bluewaler 
U m'.i near Granis.NM lo include disposal of nori process bldg debne In addi dsposel 
areas as described W/ one overs-ra map. 

BERGSTROM, PD Anacorvda Co. {d.v of Ailanic Richleld Co.). 88/09/26. 
PErrENGlLL,H.J. Uranium Recovery Field Olc, n4. 3pp 47465.314-47465:316 

88>>170II7 App'isaiiort lor amend to license SL/A-1470 re grouridwaier 
monitoring Rosulis for June & Sept 1988 end Fee paid 

BERGSTROM,P.D. AHan'ic Richletd Co. (ARCO) 88/10/12. HAWKINS C.F. Uranlun 
Recovery Field Ofc, R4. 42pp. 47586007.47566:048, 

6611220600 Informs ol inienlion lo comp'eto decommissioning work under 4-yr tree 
frame per 871229 ptan.ln response to reouasl lor schedule 

8ERGSTROM.P.O. Anacomp, Inc. 88/10/18 PETTENGILL.H J. Uranium Recovery 
Field Ofc. n4 Ip 47617:098 47617098. 


DOCKET 40-8003 HOMESTAKE MINING CO.. GRANTS. NM 

8911040237 Forwards well complel on into fo.' listed wells selected by licensoo lor pc 'I 
of campliaftce deiet<r.lr\at.on to f-iomosieke groundwaior atoiect-on program 
KENNGOY.E.E. Homestaka Mining Co 88/09/23. PtntNGILL.H Uranurn noco-/o/y 
FleUOIc. R4 lipp 47455:117.47455 127 

9611040865 Forwards specs lor SLY venturi scrubber scheduled lo be insia'iod boic.'o 
end of 196B.pei telcon Scrubber wj'i bo -nsialiod in piecipiiaiion bldg 8 wi-i Lo ai- 
lecfiod to ydiow cako dryer barto'iing vent & pbiverucr 

kENNEOy.C.E. Homasiako Mm ng Co 88/09/28 GARCiA.P. Uran.um flocovory ricM 
Ofc. R4 J^p 47441;164-47441 168 


DOCKET 40-6904 BP AMERICA, INC./L-BAR URANIUM FACILITV, SALT LAKE 


6611040027 Foiwards bond posted in favor o> State of NM for L-Bar mine. Noico of 
ctiango ol bondi/vg convpanies requostod L Bar Surety f3ond now w/Aeina Casually & 
Siireh Co. 

OELEuNAROlS.R. BP Amoncn. Inc. 88/10/10 PETTENGILL.H. J. Uranium Rocovory 
Field <3lc.R4.3pp 47455 24B-47455 250 

6611030190 Forwe-ds comments on L Bar Mil site ruclamat-on plan Licensee lo- 
sponsaslo NRC 680616 & 0014-15 cemmoms d-d not provide roqurod Info re erosion 

E otecl4)n2l soJitomeni moniloting program.oei l0CFH4O3i<b). 

AVYKINS.EF. Uranium Recovery Field Olc. R4. 08/10/24 OELEONARDIS.R OP 
Airxtfica. Inc 5«p. 4 7427:039-47427 043 


DOCKET 40-6905 KERR-MCOEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
OK 


8611040113 "Somlannual Elllueni Uoniionng Repl lor Jan June 1060. W/Q0003I llr. 
CLEVElanO.j.E Ouivira M.nlng Co 68/06/30. GARCIA.P. Uranium Recovery riold 
Olc. n4 ^)pp 47440:064-47440063 

8611040110 Forwa'ds 1969 idchn cal ova'uation ol embankment performanco lor tail ng 
teieniioA sya at Arobtosia Lake.NM laci'ny.por Condition 2i ol license. 
ClEVEiANO.J.b' Ouivira Mining Co 98/09/04 GARCIA.P. Uranium Recovery FiqIiI 
01C.R4 23pp 47441:141 47441:183 

8911230006 Submtis ropi lor Ambrosia Leko.NM faci'ity.per groundwater monitoring do- 
leotlon program. 

STAUIER.IC. Ouivlre M-ning Co 68/10/13 HAWKINS.E.F. Uromum Recovery Fio'd 
Ofc. R4 Spp. 47823 004-47623 000 


DOCKET 40-8907 UNITED NUCLEAR CORP., 8ANTA PE, NM 

8811040120 "Annual Air Samp’lne ResuHs ElMuonl Repl for Period Jan- Juno 1080" W/ 
$00618/0-. 

MORALES. EM. Unned Nudear Corp (Subs. ol UNO Rosouicoa, Inc) B8/0D/3O 
OARCIA.R. Uranium Recovery Field Ofc. n4. 9pp. 47455 155-47455.163. 

$8111)40011 Evptoases div position re recismat'on ol Church Rock sue Convnonis on 
drati overy;ew of recismaifon process enci. 

ThOMPSOn.j Now Mevico, Siaio ol. 88/08/09 VELASOUE2.J. Unilod Niidonr 
Corp (subs of UNCReSOUtCOS.InC) lOpp 47445:109 47445:116. 

8811020040 Forwerda comments on leasib.hiy studies for United Nuclear Corp U ini'l & 
lahmgs $4e ai Church Rock 

CARY.S. New Mexico, State of. 68/09/15. ROW6.WD. Envuonmonial Prolodlon 
Agency. t2pp. 47412.079-47412090 

6611220498 Forwards record of decision lor United Nuclear Corp groundwnior opornbiD 
uniW/o erscl. 

ROWE. WO. Eryvifonirrenlal Profeciion Agency 69/10/06 KONWINSKI.G. L/tflftlurn 
Recovery Field Olc. H4 ip 47617:160-47617:160 

8611230200 Forwards revised windblown tailings procedure for consfdcrnilon.ri'or 
880027 Itr. 

VELASQUEZ. J n United Nue’ear Corp, (subs of UNC Resources, Inc) eO/iO/?*). 
PETIENGiLL.H.J Urenium Recovery Field Olc, R4 Spp 47023 108-47623 112 


DOCKET 40-8911 MOBIL ALTERNATIVE ENERGY, INC.. BOULDER, CO 


8611220420 Package ol OOE, Radiological & Environ Sciences Lab sample rocotO 
slieeis. 

KONWINSKI.G. Energy. Oopi. ol. 86/06/14. 7pp 47816 158 47616-164. 


DOCKET 40-6943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 


8611070332 Press tnlease providing public nonce ol mod to Perm.i NEOOl 14162 
* Nebradca. Stale ol. 86/09/20. 16pp. 47558 249 47556:263. 

6611070110 Forwards list of names ol people in Crawlord area Inierosied m environ 
assessmersi when issued 

KNCXje.R. Fertei Exploration Company ol Nebraska. Inc 88/09/23. KONWINSKI.Q 
Uratvom Recovery Field Olc, R4. 2pp. 47442 075-47442.076. 

$611230023 FiMwards draft commercial permit for Ferret in situ U mino none 
OewICMd.NG 

GIOlEY.W.C, Nebraska, Stole ol. 68/10/14. KONWiNSKi.G NRC • No Doiaiiod Aif.h. 
ationGiv^. 36pp. 47623.044-47623:079. 

$611230266 Forwards revised pages lor commercial UlC pstmii app'icaiion.Rov pro. 
v.tlas eUernate meinod ol insla'i-ng wellheads m addition lo piiiess adaptor 
OOU.INGS,S.P. Ferret Exploration Company of r'obraska, Inc. 80/10/24 GiDLCY n 
HebrasKa, Slate ol. Spp 47623.103 47623:107. • 
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DOCKET 40-0SS0 URANERZ USA. INC . CASPER. WY 

SQ1 1210064 Forwa'ds of MILDOS modelling foi Nond Buiio.in ro&ponso lo NRC 

ropuosi maclo ai BOiOOS moot ng to iicen?iO app'icaiion 

CATCHPOLEGJ Utonnrz USA Inc. 68/10/17. HAWKINS, E.F UranKim Kecoveiy 
Field oic. n-l. 97PD .17014:136 -l/OI-l 240 

6811280030 AcK rocuipi of Q6I003 iconso eppl'caiion.eiipmiiiod w/88lO03 covet 
III Dockot r.umboi should Lo inciudcii w/aii conospondence ra Ruth Commorcial ISL 
pio;ocl 10 a'd .n piocessT.g & avo d co.ulusion w/R&U silo. 

HAWKINS E F Uranium nocowory Field Olc, n4 68/11/01. Uianorz USA. Inc. 2pp. 
47623 018-47623.010 


DOCKET 40-0904 SEQUOYAH FOECS CORF., OKLAHOMA CITY, OK 

B8U220511 Disciissus 6Q0638 u'.cdoni ro damaged Bison Bas n iiOorgiass tank.Survey 
porformed in area o! scc.donl & no ind'cai-on oi coniaminaiio:'! lound.TanK vna be ta- 

E aiiod as soon as piaciicspiu 

REEMANMD Ko.t McGoo Corp 08/10/07 GRACE.S Uian um Bocowaty F.elcl Olc. 
04. 2pp. 47627:104 47627.105. 


DOCKET 40-&96B HYDRO RESOURCES, INC., DALLAS. TX 

8811040138 Informs of chargo Of location o' proposed conirai process taci'Py lor New 
Moxico opoiai'On<i 

P6LIZ2AMS Hydro Roaoutcos, Inc. 8B/iO/t2 SMHH.D Uranium Rocovory Field 
Olc, R4. 3pp. 474 40.194 >17440.136 

8611220496 Forwards updelod basulma wnior cfjafily & radon cablos lor CAurchteck 
prolect Wafer guniity remains simlar lor Wol'.a cn.l,Cn.3.Cn-4,CFl-5 & CR-SWeii Cft- 
2 seems (o liavo sfeL./ured 

PELI2ZAMS Hydro Rnsourcos, Inc 66/11/01 OLSF.N,T. Uranivini Recovery Field 
Olc fl-l lOpp 47815 205 47615 304. 


96101703S1 NRC Info Noilce 88 086, "Operalmg W/Mulupie Grounds (r> OC OisinOucon 
Sys." Svc list encl. 

ROSSl.ee. Division of Oporal-onal Events Assessmoni (Post 870411). 88/10/21. 
Conso'idaied Edison Co. ol Now York, Inc. 1 16pp. 47463 001-47463.187. 

661 1040324 Suppi 3 lo NRC Info Noilce 66-106. "Feedwater Line Break." Svc list end. 
R05Sl.CE Divuion ol OperaWonol Events Assessment (Post 870411). 88/11/10. 
ConsoUdaied Edison Co ot New York, Inc. 1 13pp. 47659.072-47559.184. 


6611090284 NRC Info Notlco 88-087. "Pump Wear & Fore gn Ob)acts in Plenl Piping 
^a " Svc Ssf end. 

FIOSSI.C E. Division ol Operanonal Events Assessmoni (Posi 970411). 86/11/16 
Consolidated Edison Co of New York. inc. ll3pp 47601 020 47601:132. 


6611090403 NRC Inlo Notice 88-086. "Oegradanon of Woslinghouse ARC Relays." Svc 
hst encl. 

ROSSl.C.E. Orvlsion of Operslional Events Assessm.oni (Post 870411). 86/11/16 
Conao'idaied Edison Co. of Now York, Inc. 1 13pp. 47607.001-47597:1 13. 

661I1600B6 NRC Info Notice 80 086, "Oogredallon of Kopion Elecirlcai Insulaiion." Svc 

Hal end 

ROSSl.C.E. 0.v.slon of Oporailonal Events Assessm.em (Posi 070411). 80/il/2f- 
Consol dated Edison Co. ol New York. inc. 1l3pp. 47603:045-47603:161. 


6611160470 NRC Info Notice 86-092, '’Potantisl lor Spent Fuel Pool Draindown " Svc 
l3t oncl. 

ROSSl.C.E. Oivis'on ol Operal'onal Events Assessment iPost 870411). 88/11/22. 
Conso'/dated Ed.son Co. of Now Yo/k, (no. If 4pp. 47606.124-47606:237. 

66II16831S NRC BuHeti/t 66-010, "Nonconfo/mlng Molded Case Circuil Breakers" Svo 

Hal etKi 

ROSSl.CE. Division ol Onereilonei Evonis Assessmeni (Posi B704II) 68/11/22. 
Consoliilaied Edison Co of Now York, Inc. I2lpp. 47606.001-47606:123. 


DOCKET 60-6 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


DOCKET 40-0973 SOLUTION MINING CORP., LARAMIE, WY 


R. Parlodio oparaling reports 6 rallied eorratpendanee 


8011220516 Roquoale guidclmns nr otocoduras lo assist Itconsoo m desigiiing lab pro- 
gram ro column loacirng & rosforailon o*-po"moriis 

PARHELL.CW, Sclulion Mining Corp 8ft/10/06 KONWINSKI.Q. Uranwm Rocovory 
fIcWOfC, H4 Ip 4?620.16l-47620.iei 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 60-3 INDIAN POINT STATION. UNIT I 


B6I1040230 Forwards annual Operating tepl for Jul I9B7 ■ June 1988 & "Oreareala Re- 
ador Collega ol Eng'noering 33rd Annual Progress R^t " 

HOSlER.CL. PenneylvfttiiB Slato Univ., Unwatsily (’ark, PA 88/10/13- Document 
Control Srancti (Documoni Control Desk) 1p- 47445:208-47445 313 

-6611040231 "Penn Stale Rrastaale Roacior Annual Operalmg Ropl. FY87-66." 

* Perwisylvanla Siaie Univ., Univorsily Park, PA. 89/t59/3o. 8pp. 47445:208- 
4744521$ 


-6611040234 "33rd Annuel Progress Rept." 
MARCUS.HV.. FLINCHSAUGM.T. Pennsylvania 
08/31 97pp 47446:217-47445:313 


Slate Univ., Lfniveraliy Paii, PA. 6S/ 


P. Security, medical, emergency & (ire protection plane 

8810310017 Generic Lir 00-10 10 a'l luoi cycle idc/iiy Fcenseos 

possoaair'o.usino.imperiino.oxpoiling or nansporimp lormu'a nuenwios of etraiogic 
SNM ro uso of deadly force by kconsoo auetas lo orevont then of SNM S-yc i-si encl. 
QURNETT.RF Division Ol Safunuoids 4 Tronspoiiafion (Post 070413) 88/10/28. 
Consol.daiod Edison Co of Now York. me. 3ipo. 47513 047-47513 077. 

H. General correepondonce 

BB 11020103 Commoni opposing proposoO rulo 10CFH20 re deanngor disposing ©1 nu- 
clear waalo Incineration of raiTwasio on sfiou'd nol bo aliowod 
• AKiiiBiion Not Assigned 00/10/21. OHico ol iho SoctelOry of tno Commisson. Ip. 
47326 350-47326 356 

P. Operating llceneo eiago documente 6 correspondence 

6610160360 Genetic Llr 80-17 lo B'-i holders of OLS or CPs lor PWR& to loss ol 
DHR Svc I'Si oncl. 

CRUTCHFIEI.0,0 Aosodaio Diroclor (or Prolocls (Fosi 870411), 00/10/17. Corwo"! 
dated Edison Co ol Now York, Inc 04pp. 47270 156-47279 241 

8610260164 Generic LU 00-10 lo all licensees ol oporaifng roaclots A holders of CPs to 
plani record etorano on opiicai disks Svc lisl oncl 

CRUTCHFIF-LD.D. Assoclaio Diroclor lot Piqecis (Post 870411). 06/10/20. Conaod 
dated Edison Co ol Now York. inc. 46pp 476I3.001-4751304G. 

Q. Inspection reporfs, IE Bulletins 8 correspondence 

&610030240 NRC Info Notice 80 070, "Misuso ol Fiasiung LIgtiis lo« High RaiAaiion 
Area Controls " Svc list oncl 

ROSSl.C.E D.vis'on of Operational Evonis Assossmonl (Posi 0/0-iftJ. 60/10/07. 
Consolidoiod Ed.son Co OlNOw York, inc. 123pp 47279:242-47200.003. 

6B100701 14 NRC Inlo Notice 86 002. "Torus Shells W/Ccrrosion & Dogtadod CoeUnga 
in GWn Coniommonfs ’’ Svc iisf encl 

ROSSl.CE D-viston ol Oporoional Evonis Assossmonl (Post 870411) 88/10/14. 
Con80^dafod Edison Co. of Now York. Inc i lOpp 47260.124-47260235. 

0010140212 NRC Inlo Notice QQ OQS. "Broken Rolaining Block Slodsory Anchor OaAng 
Chock valves " Svc iisi encl. 

nOSS/.CB Division ol Operohonal Evonis Assessmoni [Posi 070411) 00/10/14. 
Consolidoiod Ed-son Co of Now York, inc llOpp 47403. 190-47463:318. 

0810140018 NRC Inlo NoUce 66 004, "Defective Molor Shall Koys in Lmiorquo Motor 
AcUiators " Svc list encl. „ 

nOSSiCE Division ol Operational Evonis Assossmem (Post 070411). 88/10/20. 
Consolidaiod Ed.son Co. or Now York, Inc. ll9pp 47260 004-47280:123. 


OOCKET 60-10 DRESDEN NUCLEAR POWER STATION. UNIT I 

F. Securily, medical, emergency 6 lire proleeticn plans 

6610260087 Responde 10 880707 lequesl tor sddi Inlo re eiTiergency plan lequiromenis 
lor lacddy fuel aiorage.Responee re worsi case skm doees projected ensue S worst 
case fuel rod rupluro provided. 

MORGAN. wE. Ce/nmonweehn Edison Cfr 66/09/02. ERICKSON, P.B Ollice of Nu- 
deer Reader Regu'aiiori, Director (Post 870411). 3pp 47322:020-47322.035. 

-6610260095 Rosponds lo 770117 roQuest for addl into re consequcncas ol reluelinq 
ecetdeni inside Uml 1 centammenl bldg & leguosi Ibr doscnption el fuel movemenl 
during Uni( i tolueiing opBrBllons.8ile boundary radiaiion exposure within limits 
TURSAK.MS. Commonwoaim Edison Co. 77/03/18. ZiEMANN.D.L Operating Reec- 
lota Granch 2 {Pre 790825) Opp 47322.028 47322 036 

6610310396 Advisas lhal OB1023 Rev 25 lo phyaicol lecuuiy plan consisiont w/provl- 
sione ol I0CFR50 54(pl i acceplabla. 

SHAFGfl.WO. RoQion 3, Olc ol Iha Direclor. 80/10/24. BLlSS.H. Commonwoalfh 
Edison Co 2pp. 47373:142-47373:143. 

6610310017 Qonailc Ur 68-19 to ell luol cycle lacility licensees 

possessing using.import'ng, exporting or transporl-rtg lermufa guanifllaa of slralegio 
SNM re use of deadly force by i.eeneeo guares lo prevent Ihell of SNM.Svc liSl and. 
eURNETT.R.F. DivlBion of Salaouarde 4 TransporlaWoo (Posi 676413). 68/10/26. 
Constated Ed.son Co. of New York. Inc. 31pp. 47510.047-47513.077. 

H. General correcpondence 

6611030447 Comments on paiitlon for rulamaktng FflM-50-66 re aomortraaon ol reactor 
tcoruoae lo depart from kcense cond-iions 4 Tech Specs in emergency 
aduaiions. Young crfUdam ol mcning practices at plsnt w/o creaonce. 
DELQEORGE.LO. Commonwealth Edison Co 06/10/24. CHilK.S. Ollico of Ihe Sec- 
retary of Iho CommlsslorT. Opp. 47336:042-47336.044. 

06>f14O>1O Com/nenl opposl/tg proposed rulo I0CFR26 ro hlnees Ipr duty 
program Proposed rule unnecossaiy as utils have elleciivo hmess lot duly program. 
reTERMAN.K. CemmonwoaJlh Edison Co 60/10/28. Oockeling 4 Services Branch. 
2pp. 47495.073-47405:074, 

6611170327 Responds to 880812 Itr ra NRC 880331 response to quosHons ralsod con- 
cerr9ng cond4ions 81 plants 4 reciplenl proposal to siaiion sen'ot operalor in control 
room el aH nucleei planis to oversee plani oporallons. 

2ECHL.W. Commissioners. 86/11/09. YOUNG.C. Alliliation Nol Assigned. 3pp. 
475^:049-47587:027 

-8611170333 Annoiated Itr expressing appreciation lor reply to 880710 Itr & assurance 
In response lo concerns petlsining lo opeiaUon ol rof pisnls. 

YOUNG C. Aimiallori Nol Assigned. 68/08/12. ZECH.LW. Commissronera. 4pp. 
47586 052-47588:063. 


8 DOCKETED ITEMS 


•8GI1I7035S Rasponcfs to 880719 I'.r o.'iclosi''ig prior co'fosixindorice w/NRC <o cont 
tons at ret piartts 8 i0CFR&05<tiit) A Issuos ta sed wilt Do given vrdo drssemna 
uon in Fn & caroljl consicleiation oy NRu 

2ECHLW ComTiissonoia 99/07/27 VOUNG.C Alliliaion Nol A&Sigrctf. »p 
47586:077 47336 077- 


P. Operat/rtf license stage documents A correspondence 

8810189339 Generc Llr 69-17 to a'l tioidois ol Ols or CPe (or PWRs re loss ol 
OHR Svc Ast end 

CnUTCHFIELO.O Associate Oiectoi tor Projecls (Post 87{>4Ut 99/10/17 Consol 
daled Edison Co. ol New York. Inc. 64 pp. 47979: 1 56'47270:34 1 . 

8810260164 Geneiic 117 69-18 10 all licensees ot operal-ng reactors 8 hotdorsol CPste 
plant recrvd storage on optical disks Svc I si end. 

CRUTCHfield.D Associate Orector (or Projects (Post 970411) eo/tO/90. Consol- 
dated Edison Co. ot New York, inc. 4Spp 47513:001 -47513 046 

9611220055 Fo'^vdrds Rev 52 to OA Piogram Topical nepi CE-t-A.per 881110 request. 
SHEWSKi.w.J. Comir.onwealti) Edison Co 86/11/17 MJuLEn.O R. Piopci Oeectpr- 
aie 111-2. Ip. 47663:063 47603666 


Q. Inepecllon reports, IE Sulleilns A correspondence 

6810030249 NRC ivo Naiico 66-079. ' Misusq of Flash rig lights for (Hgti Radlauon 
Afei Coniiois." Svc list onci. 

ROSSl.CE Dtvislon of Operational Events Assessment (Posi Q704II). 86/10/07. 
ConsoAdaled Edison Co o' New York, irc. i23pp. 4/279 942-47260 003 

6610070114 NRC Into Nodco 66 082. "Torus Shelia W/Cotrosion A Degraded Coelegs 
h ewH Confavimonis." Svc / si end 

ROSSI.CE Divison ol Operatonal Evonia Assessment (Post 8704tit 88/i0'i4 
Consolidated Ed son Co. ol New YcrK, Inc. tiOpp 47280:124-47289235. 

8610140212 NRC ln1a Nonco 89 C9S. "Biokori Ret8‘'iing Slock Studs on Anchor Da'kng 
Check Valves " Svc Asi or.cl 

POSSI.CE. Division ol OpeiaHonal Events Assesarro-il (Potsi B704ti) 68/10/14 
Consc' datod Edison Co. o' New York, Inc. 118pp 47463.199 47463318 

6810149016 NRC inlo NpAce 66-034. ''Ooteclrvo Voter SnaK Keys in Llmtorgue Motor 
Aciuetoie.*' Svc list enci 

ROSSi.CE. Division ol Opeistionai Events Assessment (Post 6704ii| 80/10/20. 
Conso'-dalod Edison Co ol New Yoik. ins H9pp. 47260.004-47260.i23. 

6619170391 NRC h'o Notice 66 066. ' Opereimg vv/Mivitiple Qrojnds in DC OsmoAion 
Sys." Svc 1,81 end 

ROS5I.CE. Division of Operailertai Events Assosrmeni (Post 670411). 0S7>0/2i 
CcnsoiidatedEd.san^. oiNewYoik.Inc 116pp. 4 7463 081-4 7463 197 

6611040324 Stippi 9 10 NRC Info Notice 66 it)6. ‘ Peodwator L<ne Break" Svc list end 
R0SSI.C.E Oiv-sisn of Operai-onai Events Assessmont (Post 670411). 66/n/IO. 
ConsoHdaiedEclsonCo. oiNewVork.lnc. Il3p0 47559072-47559:164. 

8811060364 NRC Info Notice 60 067. "Pump Wear 8 Pore'gn Oblects in Plant Pestno 
ByS" Svo list end. 

R09Si.CE. Division of Operenonal Events Assossrreni (Post 670411). 68/U/16 
Conwi'daied Edison Co. of New York, liic. Il3pp. 4760f '020'4760l:l32. 

6611090403 NRC In'o Notica es-OSA. ' Degradaton of Westmahouso ARC neiftys " Svc 
Ksl and. 

ROSSi,C.F.. Drvlskin el Opeiatonal Events Assessment (.Post 670411) 89/11/16 
Consoldaled Ed.8an Co. Ol New York, Inc. IlSpp 47597 901 47597 113. 

6611 159066 NRC Info Notice 86-089. "Degradation of Kepion EiecVicai lnsu'8t.on." Svc 
list end. 

ROSSI.CE. Division ol Opciaiionai Events Asseserreni (Post 870411) 8B/11/21. 
Consolidated Edison Co. olNev> York, Inc. 1 13pp. 47603:045-47603 I6l. 

681t160470 NRC Info Notice 68 092, "Poiential foi Spent Fuel Pool Orn’ndoiwn." Svc 
(.SI end 

ROSSI.CE. Division ol Oporsiional Events Assessmeni (Poal 670411). 68/11/22 
Consolidated Ed-son Co of NewYoik. Inc. 1 14pp. 47606 124-47606 237 

6611160315 NRCBuHelin BB-OIO. ‘Nonconforming Molded Case Cicirl Breakers" Svc 
listervcl. 

ROSSI.CE Orwsron ol Operaironai Evan’s Assessment (Fkjsl 870411) 68/11/22. 
{kinsoldaied Edison Co. ol New Yoik, Inc 12tpp. 47606.001-47606:123. 


8. Reponahle occurrences, LERt A related eerreapondenee 

68110911135 Fad 21 repi ra defect In ivn^iorcue Corp supplied safely-. reiefedSMB 
valve ecluators w/RH Insulated dc motora inai may not develop Ml-retecf staring 
torque at olevaied amUent terrps Review of rr.olcre by Icensees recemmended. 
WILKINSON.i.E Urnitorque Corp 88/1 1/03. OK ce ol Nuclear Reactor ReciiiaiKM. 0>- 
rector (Post 8704U). tepp. 47525 227-47525 242. 


DOCKET 50-20 MASSACHUSEnS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


0. Inspection reports, IE Bulletins A corresporiderce 

8619260076 Forwards Exam Repi 60-020/88-0201 of exam administered dunna wk of 
880912. •' 

QALLO,R U Region 1. Ole ol the D-racloi. 66/10/20. HARLINQ.O Massacitvselis itt- 
stiluie of Technology, Cambndge. MA. 2pp. 47273:066-47273.181. 

-6816260104 Exam Repi 50-020/88-020L ofv 8&9912 A 13 Exam results tjolh candl- 
dales 8uoeass/o%comple((3d/especirve exams A licenses granted 
YACHiM'AK.E., ESEuGROTH.P.W, Region 1, Olo 0l the Director. 88/10/19 IlSpp 
47273.067-47273:161. 

8611070220 Forwards Exam Rapt 50-029/88-040L administered during wk of 680912. 
GALIO.RM. Regloft l.Olcotlhe Director. 68/10/20. HARLING.O. Massachusetts In- 
stitute ol Technology, Cambndge, MA. 3pp. 47443 019-47443 I43 


-6811079224 Exam RopI 13-023/06 04OL on Q000I2 A 13 Exam iosult9:ono senior ro- 
ador oporatc' A one reactor opetalor passod 

YACH.VHAK£.. ESF.LGROTH.P W. Region 1, Olc ol the Dvoclor. 08/10/19 124pp 
47443.021-47443:143 


V. Operslor Examlnailons 


6610^9076 Forwards Exam Rcpi 50-023/86 0201. ol exam adminislored during wk ol 
080912 

OAUO.RM Rog on 1. Otc Of llieDrt?clor 08/10/20 HARLINQ.O Massachusolls In- 
siiluie of Techro'ogy. Csn-bridgo, MA. 2 pp 47273 065 47273 iDi. 

-9910260104 Exam Repi S0-020/60'02OL on 080912 8 13 Exam results both candi- 
dates secccssfu'iy completed rospodivo exams A licenses orantod. 

YAcafMIAK.E, ESF.LGROTH.PW. Region t, O'c Ol the Duector. 86/10/19 I15pp 
47273W7-472/3 181 

891 1070220 Forwards Erem Ropi S0 i^2D/6l)-O4OL admmisJored during wk ol 080012. 
GALLO.RM. Reg on 1. Ofc ol ihn Oitecicr. 86/10/20 HARLING.O. Ma'isschusolts 1n- 
sututael Tochno'ngv, Cambiidgo, WA 2pp. 4 7443 019 47443:143 

-6611070224 Exam RepI 53 020/08-0'iOL on 8809 12 A i3Exarn losuiisone sonlor lo- 
actor operator A ono reactoi operator passed. 

YADIM1AK,£., ESElGnOTH.RW. Hooion 1. Die Of the Director. 86/10/19. 124pp 
47443 021-47443:143. 


DOCKET SO-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIOA) 


V. Operator Examlnailons 

6811140361 Extends Inv.taiion lo attend 880110 nvoeiina in San Francisco.CA to dis- 
cuss NRC (ceciot operator i censing program in Region v.Agende end 
KIRSCH.OF. Region 5. O'C of Ihe 0100101. 68/11/03. WILSON.W. Washington Scale 
Unrv.. Pul maiv. WA 3pp 47644.078- 47544 000 

6611180035 Requests icl malls I sled m encI be provided lor raoclor oporaior llconeinn 
exam scheduled lor 600112-13 Roquromonls for admin ol wrilion exams, lulos & 
gutdohnes lor hconso oxems & toquitemonis for review of written exam end. 

PAT6.R j. RoQion 5. Olc of ihe Director. 88/11/03. WHSON.W.E. Washlngion Slolo 
Urrv . Pu*lman. WA Cpp 47546:355-47648360 


DOCKET 60-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. SecurHy, medicsi. emergency A lire protecilon plans 

6810310017 Oortonc Llr OA- >9 (o a'f fuel Cyda facrirly IfconaCdS 
p<iss«$s1ng.wsin3.’mporiin.o.oxp&riing or ironsporlirig formula quaniHlos ol siratOoid 
SNM ro use ol deadly force by licenseo gusros lo prevent ihofi of SNM.Svo list oncl. 
fiLWNCn.R-F. Divis-on of Safeguards A Transportai-on (Pr>sc 070413). 90/10/30. 
ConstWidaied Edison Co of New YqiK, Inc 3ipp 4?5l3:047-475l3.077. 

8811190316 Forwards Safety (Asp Repf 80-020/80.16 on 060802- l003.No violal'ona 
noted. 

WIGGINS.JT. Reg'on i, Olc of iho Director. 86/11/04. DRAWQRIOGE.B.U. Ynnkoo 
Alomc EtortdC Co 2pp. 47570 161-47570 189. 

-8811160317 Ons'lo Rogutar & Beckstiilt Insp Rept 50-29/80-16 on C00002- 
1003 Ma)or erees inspgciod licenseo eci-on on previous tnspncior Irndtngs.oporaciortal 
eelely ve<fllcai.on. raoio'ogicel controls.planl evonis A ma ni obsorvallons. 
HAVEnK/WAP.DH Region 1. Olc of ifie Diector. 88/11/02. 17pp. 47670.163- 
47670.169 

6811219322 Rov 0 to Emorgoncy Plan Imptemonling Procedure OP-3305. "Onstte Modt- 
cal Resppnso." 

• Yankee Alomc Electric Co. 08/ 1 1 /30. l&pp. 47590:226-47690:243 


H. Qenerst correspondence 


6611930414 Commeni supporting proposed rule lOCFRisO ro teesseriaiion ol NRC (tu- 
Uiotily lor epprov ng ons'to low loval weslo disposal In agreoment stales. 
EOWAROS.O.W. Yankee Atomic Electric Co. 88/10/18. Docketing A Services Branch 
2pp. 47376:208-47376 267 

6910270206 Nolil os thai coiporalo olcs being ro'oeated Irnm Framingham lo 
Bo'lon.MA Hated changes roquesiod to be made to all appropriate list copfos to Li- 
cense l^R-3. 

PAPAWe.G. Yankoo Alornlc Electric Co. 88/10/21. Oocomoni Control Branch (Docu- 
ment Control Desk) Ip. 47361 093.47361:093. 


P. Operating license stage docurnenis A correspondence 

8810269478 Forwards Amend M7 to License OPR. 3 A safety evaluation. AmonJ 
changes Tech Spec by adding lout isolation valves.ln two spare penoUelions.to Tablo 
3.6-1, "'Conle'nmeni Barriers. 

FAIBTJLE,M8. P/cJeci DJDclorat©J 3 8S/10/14. PAPANIC.G. Yankee Alomfc Elocirla 
Co.epp. 47322.038 47322.047. 

-8810260482 Amend tl7 lo License ORR-3.chenging Tech Specs by adding (our Isola- 
tion vsJves.lr-r iwo Spare penotrallons.lQ Table 3.6-1. "(Containment Baidera." 
WESSMAN.R.H. Projocl Diteciotale 1-3. 88/10/14. 4op. 47322.042-47322.045. 

-6810260484 Safely evaluation s^porting Amend 117 to License DRR-3. 

‘ (Wlce ol Nuclear Reaclor neguletion. Director (Post 870411] 88/10/14 2no 
47322.1>46 47322 047. - wi - 
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03101003^0 Gonoric Ur 00-17 .o a„ holders o. OLs or CPs for PWRs ,a fees o. 


eJatOCi tioison UI M.w. - rr 

8010250164 Gorroric Ur 00-10 lo all Jlconsoes o! oporallng reactors a holders of CPs re 

® nlnronA On nntical disks, Sve list onci, 




water 


dated uoiHuii i. ■ 

8811010490 Aopileatiot. lor 

nt mnin^oolanl sys high pros_suro.Foo pa d. D DfAk 


0810200194 Forwards Amerid 110 to Liconso DPB-3 ^ 


mils Increase 




Co 4do. 

..8S1028C203 Am.pP 11» lo Uoon» Dm.3,po,mmlog Ipc... lo oH-oao" P">»»" 


0111 p”oi (po.r8704iii.' mio®. 2pp. 

47339;334-47330;33B. 


47339;334-4/ado;JJD. , , n i VAeC.t300P 

8011020275 Forwards gQloty ovalua^on gj^'^fi^^al.^aullo Analyals” to rol^ 

FA IHTILE M B P.ol.Pl Dlr.Plo.mo 1-3, PWANIC.G. Y.PkoP Mop« E» 

Ca " pp. 4M30;23i-47430,.310. 


Co, 3pp, 4743U:i!J^-ar‘ioo-'Ji''- 

-8011020279 MaUa-^^ProS acc^aWe^o sSoo 

P|OJ!ramJor_LWn^SysJI^^^^ under conditions alipujatod;^^ aor>. 


47430;235-47430;230. 


..8Joooio217 '■RELAP5YA Computer Program lor Use In PWR Small Break LOCA Anal- 
yses," technical ovaluallon rent, ol EOaG Ine.). FIN D-0022. EOO-TFM-7033. 

^b&NSb“N\%-”='3A«ie 

‘‘®FffiTfLEMrp™ioc“DSr5fel-3^^ 

K 3pp 47'i“0'!l0)-47440;200. 


6011040274 Nolllicatlon Of 001117 meeting w/utll in Poekvllte.MO to discuss mon h^ 
Sc|5KKal??-3. 00/10/31. weSSMAN,R.H. Proloct Dkectoale I- 

3. 2pp. 47440;142-47445;143, 


3. 2pp. 47440;ina-a(‘inu.i-i-. *«. 

K 6pp. 474QbW.47460;071. 


Co, 6pp. 47400;UO/*'t/MUu.v- .. . a U .||~„ W 

-8811070090 Amend 120 to License DPR-O, enabling piping mods needed to allow to 
'-a. ■’7460:062.47460«68. 


'■I rmoQ 

Bai1140303 Rosporj^^ 


6810140016 NRC Into Notice e8-084, "Defective Motor Shaft Keys It^ Umilor<iue Motor 
Achiators." Sw Ifst end. 

pnssiCE Otvision ol Operallonat Events Assessment (Post 070411). 08/10/20. 
^(^idked Edison Co. of New York, tnc. 1 19pp. 4720O:OO4-472eO;123. 

8810170391 NRC Into Notice 80-086. "Operating W/Mullipio Grounds In DC Distribution 

n^«?f^E*rai^slon of Operallonat Events Assessment (Post 870411), 80/10/21. 
Co^Maled Edison Co. of New York. Inc. 116pp, 47463;O01-47463;197. 


3 rfmSacI Sn Pl8nrOpQra°lfon°9/‘ Revteod normal oporaUng 

monl Control Desk). 2pp. 47637.027-'i roor.uco. 


8,1 83.8 FIf. 1 ,4SFOn.o 1. ™,A 

if,lMSlBV,D,H. NBC . P-® 

Licensing Roporls. 4pp. 47634.34 1-4 rouo.uM. 




laSiSi't,077,8, • .. "pp- — 

47635:011. 


Q. inspection reports. IE Bulletins A correspondence 


flAiiDac264 Responds lo NRC 880930 Ur re violalions noted in Insp Repl 50-029/88- 
*"n»?vlrrfl^ve aclionsdnstrucllons will be provided for cask preparation pnor lo 
Lri^erdon methods of decontamination & determining cask teachability rales. 
rflSSeftTOQE B.L. Yankee Atomic Electric Co. 88/10/31. Document Control BrsjKh 
ScSl^ntfo' Desk). 2pp. 47490:348.47490:349. 


Q, inSpOGUUn I«pvik4»j D ^ »lft 


8811160318 Forwards Salety Insp Repl 50.029/88-16 on &80802-1003.NO violations 

wi&SJT Region 1, Ofc of the Director. BB/11/04. DRAWBRIDGE, B.L Yankee 
ScEtoWc Co. 2pp. 47570:151.47570:169. 

A*Hiao317 Onsita Regular & Backshift Insp Repl 50.29/88-16 on 880W2- 
MaW areas in8P8cfed:llC8n&§a action on previous inspwlor findings, operational 





47570:169. 


*811040324 Suppl 3 to NRC Info Notice 36-106. "Feedwater Une Break." Sve list 


6811230037 Forwards Exam Repl 50.029/BB-1BOL ol exam administered on 880912- 

..... ... n i 


iB1i2oW4f poiwaiwa 

GALLORM Region 1. Ole of the Dirsclor. 88/11/14. DRAWBRIDGE, B.L Yankee 
S{!,mi?0ecWc C?o. 2pp. 47622:001-47622:119. 


Kft ft9oynR.iBDL on B80912-16.Ex8m resullsrsanto reactor 

47622:003-47622;11B. 


NRC Ho NOIM B>.0>7. "PW Wo.r S F».l9" 0««l, in Plant Piping 


„„MO«3 NRC InIP Notice ee-OBB. -D=.-ed.li.n ol V(..lin8hou« ARD R.I.,..” S.c 
Ustoncl. — ‘ ATAAin BS/11/16. 


unoweuu ixno iieii/ II 


,„„»0B. NRC inlo Nolic. BB-OBB, "Degt.d.ii.n .1 K.ot.n EI«.-o.l ^ 

liStenci. ‘ e’r\Ali1 Rfi/11/21. 




NRC Inlo Noiloe BB-OBB, -Poi.nti.l H Spent P».l 


NRC Bo.,..n BB..!.. "Non— ^ 


611180315 NRC Bulletin up-v.v, .a - Ha/ 11/22 


Perlodlo operellng report. » r.t.l.d oorre.pond.no. 


47653:006. 


t PRa & related correspondence 

S. Reportable oocurrences, LER ^ 

SNSONj.E.Llm torque CO®, 



47640:145. 


t="»0BenR.Hnin.Ri..e« 


V. Operator Examinations HAOoia. 

a , 60 026/88.ieOL of exam administered on 880912 
8811230037 Forwards Exam Repl Hfi/11/14 DRAWBRIDGE, B.L Yankee 

«"“-FruW;pi »4» 

Alomio Eleolflc Co, 2pp. resutlsiseniof reactor 

SSSETT.P.H., ESELQROIM.k. mr 
47622:003-47622:119. 


•NTlCHeH 


'arta, (£ CuKellns & correspondence 

'arcls Safety Insp Rep! 60-054'eG 03 on Qe093G-09 S nonce uf viola- 

•C. Hogion i Ols of Iho Ciecloi. 00MO/I3. MCGOVEnN.J,>. On!.- 
4756e;205-4 7668.210. 

lice of violaiion ifom fnsp on 380906 09.Vio!aiions noied caiibis ro> 
Specs & routino mam adi/.iies v.hlch could ailed reactor saloiy rwi 
I by approved procedures 

- of Ihe OirectO'. 88/10/13. tp. 47506 208-47588 308. 

Sp Repi 50-054/88-03 on ee030609.Violatons noted Ma|cr etoas 
^ee aclion on previous insp lindmas, operalions.moini 
cb roadpr surveillance A research reactor erpeiimonis. 

<>- Regon i. Ole of the Oiiecloi. 68/10/12. tOpp. 4766a20»- 


8814160019 Forwards fnsp Ropls 50-072/08 0,3 A 50 ■107/06 03 on e8IOO5-O0.No vW- 
lanom or utr^iiais nolod.TRiGA reactor rusieri aspccis cpmmun'calod via sopatelo 
correspandence. 

MunRAy.0 Peg-jfi 4, Ole ol Iho D.roc'or. 00/))/l4 unOPHY.J.J Uialr. Un.v cl. 
sa*! LaVe City. UT. 2pp 47583 001-47503 011 

-6611180021 Insp Rents SO 072/80-0.3 S 60-107/08 03 on 001005 D6.No viotalipns O' 
dovbions rtotcd.Mejm areas Inspaciod corrective ocilons lakon In rosponso to I'nd* 
Iras n littp Repts SO-072/00-03 & 50 407/00 03 A 000700 order 
CHAMEY34 O.. KELLV.J.A , OAER.R E negion 4, Olc ol llio Diroclor 00/11/00 Opp 
47503.003-47883 Ol 1 

9611160(06 Advises ihat panes in Insp Ropis 50 072/00 0). 60-407/06-01, 5O-O72/0B- 
Ol A 60-407/88-01 rcclassitiod as proprietary 

MURRAYA Rorton n. Olc ol liio Oiroctor. 00/11/14 BROPHY.JJ. Utah. Univ. ol. 
Salt Lake Ciljc UT. 2pp 47589 097-47500 090 


DOCKET 50-63 UNIV. OF FLORIDA TRAINING REACTOR 


re X AS A6U UNIV. RESEARCH REACTOR 


E. Sacurlly. medical, emergency A lire prolsctfor) plana 


Kapondenee 

Tvmor^l opposing proposed rule tOCFR28 ro Filness for Duly Progiein 
r random leslngProgran wou'd tosiricl access ol leci'ity m 
cliers, 

sxas ASM Univ., Cevege Slat.on, TX. 88/11/15. Oockeimg & Servtcos 
7SG3;354-47633 355. 


UNIV. OF VIRGINIA RESEARCH REACTOR 


8811100041 Forwards Rev 3 lo cmargoncy piBn.consist-na ol corrected Hoflo 0 4 lo ro- 
lloct that otiior lu&ps r.ow dosignalsd to hand's Crysiot Ttiver 3 rod'allorv accident vie* 
hms 

VERNETSON.W.G. Fiorkio. Umv ot, Gamosviilo, FL 00/10/17. Document Control 
Brandt (Oacuntoni Conlrol (Tosh) Ip 47SO0 2OC 47508 207 

-8811100100 Hev 3 to emergency plan.consistmg pf Page 0-4 ro Sliands loachi>^g liosp 
A d-rUce.olfiot medical support & commun'cation oquipmonf 
* Florida. Univ. ol. GalnoswiHe. FL. 88/10/17. Ip. 47500:207-47508:287. 


dical, emergency 8 lire proleellon plane 

rwards public ve'sion ol Rov tO to F.mergency Flan Impiomonimg proco- 
//unctidreleasQ merr4). 

'.E. \Argina, Uiw. ol, Charlplieawlic, VA 69/10/14 Document Control 
moot Conlfol Deslr) 3pp 47269:105 47209. 1 1 1. 

’tiblic vers'on ol Rev 10 to Emergency plan imptseneniing Frocodtvo 

rv. o1.Chetl0UQ9v:lla,VA ae/IO/14 4pp. 47259108-47269 111. 


P. Opeiatino license atage documante & corrospondence 

86 1 1230456 Advlsos (hai roactor saloiy review commilloe loviowod & conctudod polo n ■ 
lal vjYaiion ol Toch Specs, Soci'en 0 3 ro reQuiremont iliat laciiiiy ho oporaiod in nc- 
cordanca w/wriiionproceduies.por 00i 1 14 Icicon. 

VERNETSON.WG Flor da, Univ. ol, Gainesville. FL 00/11/14 ERNST, M L. floolon 
2. OtCOl IhoOvoctor ip 47520 006 47028 000 


DOCKET 60 87 WESTlNQHOUSE CRITICAL EXPERIMENT 


reporta, IE Buiieilna & corraapondence 

prv/ards insp RopI 50-062/68-04 on 660822-25.No volailons or dovi- 

Roalon 2, Olc ol the Oiredor. 68/10/06. MUtOER.R U. Viig.nla. UnN. ol. 
O. IM. 2pp. 47283.020-47283026 

tnop Ropl 50 062/66 04 on 8606S2'25N4 v.o'allcns or davistions 
areas Inspecledenrx/il oparsirona of Cass i research raaeio/s.Ono <a$ve 
nn (or lesdul'an 

T.. dAPE,F. Region 2. Olc ol Iho Director 08/10/04 7op. 47263.022. 


ek loceipt «l 881013 Hr in'orrring NRC Ql siepa laian to correct vroiai^n 
I Flop! 60-062/00 02 

FTea'On 2. Olc Ol the Oiracior. 80/10/31. MUL06R.R U VirgiiYs. Univ. 
SvIllO. VA. Ip. 47490263 47490 203. 


2 UKlIV. OF UTAH RESEARCH REACTOR 


reporta, IE Buiiaiini A corretpondenea 

\ck rocalpl ol 00OSOE A 27 lies hloimfig NRC ol stops laXon lo correcl 
□ ted In Insp Ropis 50 072/80-03 A 50-407/86 03 Licensee authorized lo 
ration ol TRiOA reader. 

D. Flegien 4, Olc oi llie Direcior. 86/10/20 BROPHY.JJ. Uiah. Uniy ol, 
ity. uf. 2pp. 47444 113-47444:116 

' inlorms ol 68100S-06 plan lo vfsii lacil-ty to review coirechvo actions re 
TRIOA reacior.Permission ip oporalo could be granted by 681007 H no 
ol©d. 

o. RMon 4, Olc ol ihe Diieclor 88/09/27. BROPHY.J J, Utah. M«v. ol. 
aty. uf tp. 47444,116.47444.115 

) Conecied in inlorming MRC trial Icenaee now maeis all requirements 
5&.POr Insp Fopls £0-407/66 0 i 6 50-072/08-01 Co/recdvo acUons sves ol 
person lo serve as reactor supervisor secured. 

j. Utah. Univ. ol. Sail LaVe C4y, UT. 66/09/06. MARTIN, R.O Reg’on 4, 
Direolot. ip. 47444.ll6-47444.lie. 

ACK receipt ol 830804 A 25 llrs inlorming NRC ol eieps leLen to correcl 
& Oovialons noied in Insp Repis 50 072/86-01 a 60-407/B8D1 & 
:|uc1os thai w/ excepien ol Violation S.c.violaiions did not occur 
O- IRegon 4, Olc ol the Oirecioi eo/tO/28 RROPHYJ J Utah Univ ol. 
>ty. uf 5po. 47460:076 4 74 60.050. 

Cofrecis msp repl numbers used In 681028 llr.lnadverlenlly submitted as 
.03 8 50-407/63 03Correctnuir.ber8 are 60-072/68 01 A 50-407/88-01. 
legion 4, Olc ol the Diieclor. 6S/n/io, BROPHY.JJ. Ulah, Urw. ol. 
UT. 2pp. 47596 206-47596 260 

vises ihai Insp Repis 30 072/80 02 A 50-407/60-02 cancelled No rept 
4t^pt number. 

0. Redon 4. Olc ol the Director 80/11/10 BROPHY.JJ. Uuh. Umv. ol. 
City. in-2pp 47611 096-47611.098 


J. Insurance A Indemnity Inlormstlon 


6611890162 ForwerdS Amend 10 lO Indornnily Agroomoni U-OS.Iormlnating noiOOinurht 
in cenki^iOA w/toimination ol License R-i lO. 

nAROlAJ. Wesunpnpvse Eiecinc Co'p. OO/u/OS. MCHAEL5.TS. SiendordiiAiion & 
Nen-Powet RoaOoi Proieci Diiecioraie 2pp 47S02 024 47502.025. 


P. Operating license siege dooumenis A eoirospondonco 


6811010294 Forwetda o'der loimmaimg License R-nO lor Woatingliouso nucioor (rnlt>> 
bg reactor-Am^d lO lo inUeimuty Agieement 8-£6.saloiy evaiualion & onviioa As- 
sessmem dso enci 

MIC(IAE'15.T.$. Siendurdiraiion A Non-Power RoaclOr Projeci Oirocioraio. 66/ iO/ST. 
Wesllncihovse Elocinc Corp 6pp 47400 315 47400 327. 

••681(010299 Order leimlnaifng Liconso R-itO.basod on 870706 eppilcahon riictlity 
(iismanded & decomaminaied poi Commission 600129 order. 

hOLAHAN.gia. Ovislon ot Reactor Pioiects • ili.iV.V A Soociai Piolocis |S*o«( 
070411), 69/(0/27 Westtrvgrtowsft Elecinc Co/p 3pp 47408 32(A4?408;322 

-6611010391 Safely evaluaiion simporlmg order lormlnaiing Liconse R-l 10. 

• Olilco ol Nocienf Reacfof Regulation, Difor.tor (Post 670411), 66/ 10/2 A. Ppp. 
47408 323 47408 324. 

-661(019302 Environ assessment A finding of no significant Impact ro tormmntlon ol 
license R-liORogior^ III 9009C6 morno concluded that ORAU survey lopl l■('KJl^kne 
suppo/l data In scensco 6804 1 1 Imal survey rwi 

MILIERCI. SisndardMaiion A Non-Power Reacio/ Pro/oci D-rectorelo. SO/ 1 0/10 
3pp 47408 32S 47406 327. 


DOCKET 50-89 GENERAL ATOMIC CO. 


V. Operstor Eyamlnallons 


6611140364 Notiiios Ol 090110 masting w/Region V in San Pianci&co.CA to discus 
NRC reaclor operetcr licensing progiam in logW 

KIRSCH.O.F, Rogion 5. Olc ol the D.recior. 00/11/03, ASMUSSEN.K. Ctonori 
Aiofflics ((Offnerty GA Tochnofogios, Inc /General Atomic Co.). 3pp 47G5 1 evn, 
47661.4)06 


DOCKET 60- 106 OREGON STATE UNIV. RESEARCH REACTOR 


F- Security, medical, emergency A fire proleellon plans 


8611210367 Revised "Oiegon Stale Umv Radialion Cir A TRiGA Reactor 
Respgnse Plan ' '^■uon 


HeSDQr 

OWO.i 


O.B- Oregon Sialo Umv., Corvsihs, OR. 08/09/30. 14pp. 47596. 302-47 Soq g . 



docketed ITEMS 11 


KET BO-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 
.ourlty, medlcol, emergency S lire protection plans 

,„,.5,6 »p.d..0d ,0, «m.nd .. U»n.= n -53 .0 .pp,o«. pn,.^. 

icuriw plan.W/0 one . ^ OK. 83/10/25. Olfice ot Nuclear Re- 

)pera.lng license stage documents & correspondence 

Fo™.rds .pp.i-on .~nd ,o Uppnp. n.53 .0 

ocurityplan.W/oonc . Norman, OK. 00/10/26. Olllce ol Nuclear He- 

rSn.nr “f p'uV.Tia ’j i™— ■“** 

,,,010533 "Dipm.n,«p,, S D.pommlp.ldplog Pl.n ,dr Unlv o, OM.hcm. 

• offioma Univ. ol. Norman. OK. 08/10/28. 7pp. 47400;200.47400:20e. 

,,1160561 Rcuosts asslslance In re.lovrlng Univ of Ok.alioma 801025 - 

lOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 
r Security, medloal, emorganoy * lire protection plans 

rsrrr60624 Reoueata asslslance In rovlowlng security plart lor Unlv ol Arlzorta 861017 

.!iU«e.nn,.!lVenR''192, 



P, opprallnp «d.n.. .W dP"Pm.«l. » o.rr..p«n-PC« 

.sTitod,, mppp.!. 

00ol",2 compWon d«<« ( 1 "' Kn'poK’BSadl"' P'"!"" 

MlcHPEUS.f.S,SI«dd.rdiJBjlonSN;n-P"Wor^^^^^^^ 


docket 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 
F. Security, medical, emergency & lire proieollon plans 

SSS'Sdrk S! 3rS?Sf3,0,7Ur5, 3:033, 

P. Op«.,lnS «P.n.. .l.S. ‘ PP-'P-PP"'*"” 

.,,<,,.035. O^PdP U, 5..,3 ,P .. hP«». P' O^P '='•• 

Q. inspection reperts. IE Bull-tins & correspondence 
NRO ,n,. Nd« BP-O™, ■■«i— 

, ,,0070., 4 NRG 1.10 NOOCO 00.002, "Toro. S.oll. W/C.,.o.l.n » W-d-d Coodno. 
...0,402.2 NRC I.IP N..1P. "»'•'*» ='“'‘ 

,„0,4«0,0 NRG .01. N.«.P Zo' 

SiS^i«2,».r4ia^w^ 

..„„.0., NRG mi. N.,1.. 5B.0«e, ■•Op.ro.mo W/M.I,IP1. 3..dndP m DO 

SS o“;,sfr*.w^er4«•'“ ' 






....0..2.4 NRG ,0,. N....P ..-opp, "p-p -- > p-'p" 

HIS; 


8611100274 

V. Operator Examlnallona 

DOCKET 60-123 UNIV. OF MISSOURI RESEARCH REACTOR-ROLLA 

F, securlly, medloal. emergency & lire protection plan. 

8811180037 Advises that 080921 changes lo physical secunly plan consteten w 

P. op..., mo ■'ppp—"”*™"””’"" 

. n 1 to "SAR lor Univ ol Missouri-Rolla Reactor & Rev 3 lo 


lyOnSWWWW'^ 

o,,..*.,., NRG ,0,. N..,.. ...05.. “RP...P>«"" '"“'7“;™, "ton ,n’o. 
,., ,,000.0 NRG m,. N0».P 00.000, "O.O.Pd.O.P .i K-P^" ^ 

..„.„.7o NRG m,. N.... OO.OPP, <«' “ “t::,",:: 

SiSod-iiff.; cl 

..,„ooo,o NRG B.,,o.m 00.0,0. ■■N.d..n...mm. m.id.d G«. .to 

HSpdS;;iSfrx“ip"=-2»^^^ 

V. Operator Examinations 

docket 50.,3. UNIV, OP WMHINOTON RESEARCH REACTOR 



'^nailons 


P. OpertUng license siege documents & correspondence 


'^'Os ol fiSOJtO moo’ing w/Oegion V m Ss'i Franc sco.CA to ibscuse 
®tljre8 lor operator licensing aclivity In RoQ'on V.AconOa onci 
’®3ior> 5. Ol: ol iho Dnector. eo/l i/03. MlLiEn.w. Washington. Uirv 
•• 3pp 4?5<I0:035 <1?5'10 03F 


■ liCLA TRAINIMO REACTOR 


Oriing Stage Oocumenis & Correspoitdenco 


•Ponds lo 660914 lu lo dacoT.iss'Omrg reviOw ol loacioi lecittty 
Olfica ol Nucloa' Roaclor Regjiaiion, OfCC'c (f*osl Q704it). 68riO/ 
' Cavicrnis. Univ. ol. Los Angelas, CA. 2pp 47459 335-47459:326 


^ saxtok nuclear experimental facility 


leoae stage docomenls s correspondence 

^rrns inai contaminalod v<ater co'iccied h co'iis'nmcni vessel sump due 
on J-) brc.sine' pipa when chsngss is simosphenc icmp orcur.Prcsonco 
s no thieai to environ or to public health end salety 
'f- Se>(on Nuclear Enperimer.lal Corp 60/11/10 UocumenI Conliol 
'*nGn| Control OesLI 3pp. 47560 159 47669:161 


crating reports A related correspendenee 


ortvards surrmarv ropl. "Radiologcel & Environ Monliorng Pro- 
hiocgh 1607." 

V. Saxton Nuclea.’ F.xparimontet Carp. 69/10/20. Docemonr Control 
■rneniConliolOesK). tp 47336:061 47336.116. 

'Radiological & Enwgn Monliortng Programs t062 Tntojgr) i667.” 
ubiic Utilities Cd'p. • CPU Sotvlce Corp 67/12/31. 67pp 47336062- 


56 BIO ROCK POINT NUCLEAR PUNT 


ecticel, emergency 6i lire protection plane 

orwards public version ol Bmus'. omorgency exorcise scenario lor 1966. 
-.O Consumers Power Co 60/08/03. Docuirioni Coniroi Brancn (Omu- 
I Oasli). tp 474$32«3'474S6(76«. 

Annual ememency exorcise KOnerio lor iges 
5 Power Co 88/02/lA. tOSpp. 47455 394-474Se 060 

ort'lrms OOHIdmeodng 'n Qian Efryn.iL (o diSCuss (‘vrg scnodule.8a'.t as- 
omergency preparedness area, radiation protecL-on issuos.socucr^ items 
•raariiailonal changos 

t.s.Q Region 3, OTc ol tno Onocior. 60/10/34. HOf FUAN.O.P. Cemaum- 
a. ip 47l22;a92-47423 0g2. 

Oe/isrlc Llr 66-16 lo ail luot eye'o leci'cCy icensoas 
jslngimponingeyporlng or transporting lormuia guonoLcs oi siraiegic 
of deadly lorce by licensee guards lo prevoni ihafi ol SNM Svc list et^o. 
4.F. Oivlslan ol Safeguards & Trensporlaiion |Post 670413). 83/10/26. 
d Edison Co ol New yfwv. jnc 31pp. 47613 047-47913 077 

advises that Rov 20 lo physical security plan censlstonl w/ previsions of 
4(p) 6 acceptable. 

n Region 3, Olo ol the Qreclor. 69/11/06 JOHNSON 0 0 Consumers 
ipp. 47S6S216-47S6S2I0 

\dvises that B60930 Rov 2 Id sa'eguards contingency plan consistent w/ 
■4 10CFR50 54(p| & acceplabie. 

R. Region 3. Oic of the Director. 83/11/08 JOHNSON, B O. Consumers 
>pp. 47659 276-47559.277 

advises that B60930 Rev B to su labity.iraining 8 gualil.cai'on plari consist- 
sldnsol lOCFRSO 64(pl & eccepiatiie. 

R. Region 3. Ole ol tno Oirenior 68/11/06. JOHNSON, 8.D. Consvrrors 
2pp. 4 7169 246-47660:247. 

A,ck receipt ol 860901 it/ IransmilUng Rev 88 to Vol 9 to Site errrorgency 
pney achon levo/s described in ll/ requested H‘,(7nn 60 days lor Krtal revlow. 
R. Region 3. Ole or me Oirccior. 88/11/09. HOFFMAN.OP. Consumers 
?pp. 47585242-47665:243. 

fc onwards corrocton lo errors In descripllon of leciliiy rccircuialion pump 
jer iyi discussed In Insp Repr 60-»6S/8S-08.ln supporl ol /ire profecLon 

H.K-E- Consumers Pov/er Co. 68/11/10. Document Control Branch (Docu- 
Ol D0*>‘> 3pp 47572 262-4 7672.264 

Rev 89 lo Vpl 9.10 "Sile Eoio/g^cy Plan." W/B8 ) 1) 6 lir 
, THOMAS.P. Consumers Fowor Co. 68/11/14, 40pp 47629:200- 


Revs 107 lo amergoncy plan implemonl.ng pfocoduros.irrciuding EPtP-3A. 
, ol Technical Support Clr." EPiP-OC. EPIP-4,EPIP-4A,EPIP-4F.EPJP- 
gp:P-4M,EPIP.40, EPIP-8A,EPIp.63.EPIP-0e & EPIP 6F.W/e01117 Itr. 
THOMAS.P. Consumers Power Co 85/11/17 69pp 47616:173- 


6010160350 Gimoilc Lir 08-17 lo B'J holders ol OLS or CPs lor PWRs ro loss Ot 
DllR Svc lisl enci 

CnUTCMFiELD.O. Assaciaio Oirocior lor Proiecls (Post 870411) GO/lO/17. Consola 
dated Ed son Co. of New Tprii, me. B4pp 47270 156 47279 241. 

66103Mt64 Gonertc Lu 08-10 IP all licensees ol oporating roaclors & hordois ol CPs re 
prml focord arotago on optical rtis<rs.Svc sst end. 

bRUTCIIFlELO.O. Associaio Director lor Projocis (Posi 870411) GO/lO/20. Consoj- 
daicdEdsonCo. ol Now York, Inc. 45pp. 47613 001-47613 046. 

$816260381 Forwards Hov 8 lo CPC-2A, "OA Program Doscriphon lor Oporahorta' Nu- 
clear Power Pfanis " 

BERRY .KW. Consumers Powor Co 88/10/21 Oocumont Control Drench (Oocurr.evl 
Control DosM ^p 47289 040 47209 079 

-8810260366 'OA Program Description " 

• Ccr^rnofS Powor Co. CPC-2A DD/tO/2t 28pp 47209052-47209070 

6811010386 Forwards flpp'icAliorv for emend lo License DPn-e.subsliluimg roqj romcrl 
CO caiibr portable gamma & noulron dose rale measuring insirumenis encd every 3 
months w/ioquircmant lo Icl'.ow ANSI N323 1070 for chocks & co'ibr.Foo paid 
OEOflY.KW. l^sumots (‘owor Co 80/10/24. Documonl Control Branch (Oocumonl 
Control Oosk) Ip 47367:168 47397 170 

-60IIO8O24I App-icatJon lor amend lo Licenso DPR G.doloifnn Toch Spec roqiJrorr.on!) 
10 ca'-itM portablo gemma & noulron dose-roio moosuring rnslrumonls ol Ibpsl onco 
ovary 3 months & insioacl loi:ow ANSI N323-1D70 

HOFFMAN.OP. Consumers Power Co. 00/10/24 2pp 47.197:169-47307:170. 

8611630217 Forwards response (o NRC vorbol roquosi lor addi Info on Toch Spoc 
CheriQO rcrKKist to slat on baltory svc tosiExido eA- 13 colls used os replocomoni for 
EvMo EhCs-17 ciYis & Slat on baiiery has bocn loplacod duo to sgo 
MAR8A,V0h.k.E Consumers Rowot Co 80/10/20 Oocumonl Conl/ol 8rflncb (Docu- 
mem Contiol Desk) iSpp. 47427044-47427 050 

6811100264 Ferwaide Amervd 93 lo Liconso DPR-e & snioty ovoluallon Amond mcKl>(i06 
Tech Spocs by teiYacirvo requ'remcnis to psrHai- stroke lost rooclor dopfoesurlrnl>on 
sve dMfOSSuru nn vaVos (TuancHiy w/luU stroke lust Nolico also oncI 
SCOTt.W.E. Ptojoct Oiroclorolo lll-i. 88/11/04. BERRY.K W. Consumora Powor Co 
3c^ 47626 002-47626 021 

-6811I08267 Amand 63 tp License DFR'8.modilying Tech Specs by roplacing roc^ulrp- 
mcnia lo partr^-slroko tosi roacior depressurization sys doprossurizlng valvos ciuorlor- 
hr w/roquuamoni lo luM- siioko losi lor doprossurizlng valves eocli ouiono. 

QUAY.TR Pioleci Dveciorolo lll-l 86/1t/04. Ilpp 47620 005-47620:016. 

-6811100286 Sefoiv ovaiuDiien supporting Amend 03 lo Liconso DPR-0. 

* Oflice ol Numoor Roacior nenuiaiion. Director (Posl 070411] 60/10/14 4(rf) 
47826 016-4/526016 


-881118014$ Noilco ot Issuance ol Amend 93 to Liconso DPR’O.modilyino Toch Sfioco 
by rapracir^ quaiteily paniai-sitoWo lesi lor roacior dop/ossunzalion sy8 doproaainii- 
ing vaivoa w/ toquitomoni lo luii-sitoko losi au voivos ooch oulago. 

SCOTT.W.E. Pt^ocl Drfociorole »l-f. 66/11/04, 2pp. 47626.020-4 7520, 021, 

0811149301 forwards orivlron ossossmenl & ilndmg of no slgnlllcanl Imnocl ro 0DO7O5 
tequcsi to chango lecn Spocs lo topiace taquitomonis lo partiai-atroKO loei (oacIck 
dotfasswlzailon sya. 

SCOTT.W6. PfOioci Dir©c:o;elo ill-l. ee/tl/04. BEnRY.K.W. Consumora Powoi 
3pp 47838 160-4?838:t84 

-6611140266 Environ eesessrnoni £ linding of no eignificani impact ro rov io Tools 
Spec by reptackia lequiramont to psnisl-eiroko losi reactor Ooprossurizoiion av8 lo 
liiisslfoke lest all Tour volvos oach lelueiing outago. 

vinOiLiO.M j. Assisiar^i D-rocior lor Region 111 & Region v Roectors. 66/ 1 1/04. 3i>n. 
47838 162 47830 164 


6611140394 Foiwetds aalety avaiuai'on ro tequaslod lollof Irom queriorly lull siroVo ox- 
«(ci$e Iroquancy lor reactor depressurizeLon sys [RDS) deprossurlzlhg vaivoa & f>06l- 
maini ope<ab-s1y lasting loquiremenls following RDS 

SCOTT.W.E. Protect Dirodorolo IlM. 88/11/04. BERRY. K.W. Consoimore Powor tJo 
3pO 4769B 150 47638:165. 


'-8011140307 Saloly ovalualion supporting requoslod reliol Irom insorvico loslino la* 
quudmams. 

' OtUa ol Nuctaar Reactor Regulailon. Oirocior IPosl 070411). 68/11/04 Gim 
47536 163 47508 166, 

8011140369 Forwarde paper enlitled, "Delecllon & Skin Dose Evaluollon lor Chotnlorlis- 
be X-Rays In AcirvallOn Product ConlBrnlnalion," in response lo lolcon. 

DOROINE.TC Conaiimors Power Co 68/11/04. Oocumonl Control Bronch (Oocu- 
moniConbc^Oesk). Ip 47644:135 47544:144. 

-0011140378 "Oetacl-on & Skin Dosa Evoluallon for Characteristic X-Ray In Aclivallon 
Product Conteininaiion." 

ENGlISH.R a Consumora Powor Co. 88/11/04, 9pp. 47644;I30-47644;M4, 

0811180440 AtAvsaa that "Big Rock Polnl DC WWa-Range Monitor Adcll Vorlftcftiksn 
Plan'' eubmaUod by 680913 lir.accoplablo 

SCOTT.W.E. f^oject Dlrooloralo 111-1. 88/11/09. BERRY.K.W. Consumora Pownr 
3pp. 47569^37-47580 230. -uwur 


Q. Inepectlon reports, IE Bullelint 8 oorrespohdence 

0610030249 NflC Info Noilco 08-079. "Misuse ol Flashing lights lor Hinh nacliAiuNn 
Area Controls.’' Svc list end. “ 

ROSSI.C.E. lAvidon ol Operalional Events Assessmenl {Posl 870411) Sfl/io/rv* 
Corrao'Ktoted Ed-sonCo ol New Yoik. Inc. I23pp. 47279:242-47280.003. '-rvu r. 


60)09701 M NRC Irfo Notice 88 082 . ' 
in BWR Conteinments.” Svc list onci. 


Torus Sfiel/a W/Corroslon & Oagrapotl CaoUnQS 


ROSSI.C.E. Division ol 
Consofidetod Edison Co 


Operalional Events Assessmenl (Posl 870411) Qft/ 
ol New York. Inc IIOpp 47280:124-47280:235, 
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oonsoiiud Shalt Kqvs in 


Bonsolidatod Edison Co, o. now to,. 

Consolidated Edison C - ,.„o.,,.ini„ fimandsln DC DistiihuUon 




Consolidated Edison Co. 0 ■ • j. .,| ,0 Q^ounds In DC KsliihuUon 

Consolidated E nftioi7.No violetions noted. 


poworco.2pp.-t741d;jevn, . g ,oi2 Exam .esulls:ono senior 

-8811020081 Exam RoP‘ o°oxams ft°ono sonior reactor operator candidalo 

^°^4.0;303-474il;092. 


docket 50.16S UNIV. OF WISCONSIN BESEABCH REACTOR 


consolidated Edison Co, o. now .u,. „ 


F. Secuniy. medical, emarflanoy S fire protection plans 


JACK1W.1.N. Region 3. Ole ol 


lUriiyi msoiuoi, OM.V.O— -/ 

■h, Ian Now plan will ho implemented wlllrin 


Power Co. 2pp, o mia Exam re8uHB;ono senlof 


docket EO-iaO OEORCA IBSTITOTE OF TECHNOUOOV RESEARCH REACTOR 


power do, 2PP, a:74t0:30t-4/4n,u«. 

_0811O2OQ81 Exam “ 

^60^. 474tb;303-‘17'ltV.092, 


, S.cu«, ‘ 



of Tachnotogy, Atlanta, 


160pp. 474t0;303-474t . 000026 Itf raquastlrrg extension unW 

001231 concernlnonollcoot Violation ^ HOFFMAN O.P. Consemafs 

Power Co. Ip. <r7477.200 a, oak." Svc list end. 



-8810310388 
dost — 
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pi».7Co, ip. 





00/10/14. 0pp. 4737a;140- 


47373:158. 


Consolidated Edison Co, o ■ ■ reclfculaUon pump 

-s5!.-!r-=K“"“±'rrrr^ 




„:=rri: ~ - • -rzr.™ r. 


C?„V& 6d».P OP. 01 -..w . . S- 

801108(1403 NBOInloNollooO».0«8, 0o0'« « “ 8j04ll|. 00/11/18. 




4pp. 47'603:357-47603:360. . .. -— 


H. General correspondence ,«„„„nr 

,,100.0000 B«p»« “ “iiiSoKrs; aawrK a » !■« 

SSiif “ 

SSS. 

signed. 2pp. <172^2:36 -47282.3 ■ n„„,nia Toch Rosooiiili 


SoTorr^Rcspondste^^^^^^^^ 


4pp. 47'603:357-l7603;360, ^ ,„«,lBllon." Svc 

BBW60mNBCIn1omceBe.00il.^ o,ra^ 


811160088 NRC info Notice B8-uo«. 

';,*ilsi.C.E. Division of Operaliond,^,;f 
Slldatod Edison Co, orNew York. Inc 1 P 



Bonsclldatod Edison Co, ol now rom, i.,w □.akxtewn.- Svc 

8811160470 NRC info Notice 08-092, Po on a OB/H/za. 

ftsSlC-E. Division 01 OpdaUonal Evonls Assossmorn 
gSSatod Edison Co. orNaw York. Ino 1 W 


8810280448 
Roaclor 
(acus ol 


A,.lon«l. ,PP. 4740»»o—.. - 


Consolidated Edison Co. o o ■ Uniaod caso CkouH Breakors.” Svc 



611100316 NRC Bulletin 88-010. inom- 


„, pprtpdl. op.r.«no repo.1 . » -""B obi-P""'"’’" 

. 4 nin C3/ 


JZ 7 ^lssjaw.’Sis^~iBt-!=‘' 

-rwiK. ol™bnts,t. a « 


B. periodic operating rep 

0811000231 Monthly oporating rapt OB/iO/31 6pp. 47473-.307- 

5ffl0N.J.n., ELWARD.T.W. Consumers Power Co. 08/10/31 6pp 

47473:312. 


itoalgnad. 2pp. 472au;u«..M 

,,10,00470 

'i;,WsCOTT,M.V. A NO. A. 


'fi/T<5SsCOTT,M.V. A NO. A. 

llgnQd.'2pp! 47262:O94-47202:OO5. 
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eiinr^Un 
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of Technology, Atlanta. w«. omk- 



COgOQ eg & notico cl vio'ation 
0/1& KARAM.HA. GeofQia hsiiiuie 
3 15B. 

J0Q0SC^9VlO^alor^ •’s'.eO: fsaisonno' 
3icy e tccioi not ifa'ned as teqjired 
009. 2pp. 47373 <fl6-47373.l47 

108 Og.Violaiio^'s nolodMa;t>t artaa 
eparednoss ptogiam & 1Q doiatrruno 
ion itaif.od. 

DiiOClof a8/'10M4 a?p 47373;t48 


jcsed imposlcn ol cM puro i'/ I** 
aa basodon lai^utos ol rr.gt lo esiure 


apical salat/ acti/.las. 

sn [Post b704t3> Ba/U/09 tp. 


I eVt2l6.GBOIO4-0S & ot 14 22 & lo'- 
al civil pona'ly insurncloni owidonoo (o 
lurd 

t/l5 cnFCiNE,JP. GoofQia hsiiuto 
14:322 

aoa.liori of civil penally in amo'jnl ol 
3 or conduct ol iradoguala S'jrvQya lo 
30 p’esenl. 

l/tS. Spp 47614 3IB-476I4 322 


n e7f2i6.8QOIO4 0S 4 Ol 14-22 & M- 
qI c.vI po'iaU'/.lnsullclooi evidenco to 
Ound. 

tl/l6.CfiBC!NejP GaotQia lowilul® 
i14'322. 


681Q14C016 NRG Into Notico 06-004, - Ooloclivo .yolof Shall Keys In Lim torquo Waliy 

RMS^E. oSiSon of Oporaaonsl Ewenia Assossmom (Poai 8704ii) fl3/io/20 
Conscidatod Ei^sonCo oINowr York. Inc 1i9pp 47200 004-47200 123 


8610170361 NHC Infa NoUco BB-OOe, "Opefaling W/MuUiplo Grounds in DC Oisltibution 

olyisloft ol Oporaiior'aJ Evoryls Assossmatil (Post 0704U) BO/IO/21. 
Conso'idalcd Ed sen Co ol Now Vo'k. Inc ti6pp 47«63 00i 4 7463 197 


6611040324 Suppia loNRC Into NoOco 86-106, "Feadwaiar Lino DroaV Svc iist one* 
nOSSiCE. Division of OpcKaMnal EveiMa Assassmani (Post 070-111) 00/11710. 
ConsoHdaied E<ftSonCo. of Now YoA, Inc. Il3pp 47550 072-47559 184 

OOt 1090204 NRC Into Nonco 00-007. '•Po/np Wear S, Foreign Ob|octs In Plant Piping 

ROSSt.^E.*cSv^on of Operational Events Assessmoni (Post 870411) 1)0/11/16 
ConsoiirloiCKi Etkson Co or Now York, Inc n3p3 47601 020-47601:132 

8611090403 NRC Into Nottco 08 080. "Ooaiadaiion ol Wosimghouso ARO flolaya ' SvC 

ROSS^CE. Owi8-on of Onefaitonai Evonia Asscssmonl iPoal 070411) 8fl/lf/1B. 
ConsoMalod ErtsonCo oINowYork. Inc ll3pp 47597 001-47507:113 

8611160088 NOC Into Nol'CO eB-009. •'OeBtadoi on o» Kaplon Efocirtcal tost/aMon " Syc 

R03S*.CE Ovision ol Oporaitonai Evonis Assossmont [Posi 670411) 00/11/21. 
ConsoMalod Ed son Co. of New York. tnc. 1 13pp. 4 760.3.045 47603 161. 


8811168470 NRC into Noi-co 00-092. ' Potenliol for Spent Fuol Pool Draindown.” Sve 

nOSSl.ee Owiston ol Operal-onal Evonts Assossmonl (Post 070411), 00/1 1/22- 
CoASuildatod Edison Co oTNow Yerk. inc IMpp 47606 124-47606;237. 

9811(60316 NRC Ou'lolin 68 010. •NorKonlo'ni Cio Wptdod Cago Circuit Orookora.’' SvC 

WilsuC.E. OMS-cn of Opotaiional fivoms Assossmeni (Poai 8704ii) SO/li/22 
Consolidatod Ed40n Co of Now York. Inc i2fpp. 47006 00t-'17e06.123. 
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ion V m Se-1 Pienc-sco.CA to discuss 

/"’09/II/O3 ASMUSSEN.K, General 
onoral Alomc Co). 3pp 47561:004. 


)WER STATION, UNIT 1 
:tlon plana 

].l fuol eye'e (aciliiy ticenseos 
porting lormu o quantities Ol siiatog'c 
fs (0 prevent iheK ol SNMSvc Ksi ord 
ansporUtion (Post 870413) 88/10/28- 
pp. 47613 0n7-47513077. 


25 lo NELIA Pole/ NF-140 & Endciae- 
9/29 0INIT2.I. NRC • No Geia.lad All-li- 


'raapondanco 

i ol OLs or CPs lor PWKs to loss oi 

ylocls (Posl 670411) 88/10/17. Consoli- 
276:15847279:241. 

Ol opoialing roaclors & holders ol CPs rq 
enci 

piocla (Post 870411). 68/10/20 Conscl- 
613 001-47313:046 

4g into requested In NRC 860907 Ur rq 
riml .nfo by a3l2i6.a*cepi results oi cor- 

69/11/16 EPtlCKSON.P.B. SlOhdardi/a- 
o. Ip. 47569 135-47589:135. 


ipondenco 

ISO ol Flashing Lights tor High nad>ailon 

a Assessmoni (Posl 870411). 66/10/07. 
123pp. 47279 242-47260 Ci03. 

ShdHs tV/Corros-en 8 Degraded Coalings 

s Aasessmont (Posl 670411) 66/10/14 
1 lOpp. 47280 124-47200:235 

n Roia n-ng Block Studs on Anchor Oarlmg 


P. Security, medtoel. emesgeney & fire proleciion plana 


69 1 1080023 Forwards map Root 60- 188/00-02 on 881016 21 No vlojailons nplod 
GR£OEnL.fi Region 5. Ofe oi llto Diroeior BD/'0/3l- DRUGOER.R.M Misaouii. 
Unrv. ol. Columbia. MO tp 47404:056 47484 081 

-8811080039 insp Ropi 60-166/60-02 bn 88l0i8-20No violauons noiod MbSor 01008 
mspociodonsna omorgoncy preparodnoss ptograin. naming, omergoncy locihl-os & 
oqrrpmeni.bmorgoncy noi>ticattona.cornir>untcaiions 8 omoigoncy plan roylow. 
PAnERSON.JP. SNEU-W. Regon 3. Ole of mo Oifocloi. B8/10/D1. Opr*. 
47404 057-47404 C6t 

8611190047 Oocuhtonie undotsiending to NRC acceplanco oi oxionsion ol limo to 
roviQw LA-CP07-O2. ••Non-Powcr Roacior Sabotage Slirdy ^ 

MCKiQOEN.j C. eRUGGEn.RM M-ssoun. Univ ol. Columbio, MO. 08/10/31. Uocu- 
moni Conircl 0<or<h (Documoni Control DosK) ip. 47569 085-47560.005. 

8911720069 Fowa'Os Salogua'ds inep Ropl 50-106/88 04 on 00l027-31-No nonco'"!' 
pbsnco rioted 

GREOERLfl Region 3 QIC ol the Ujoclot 00/n/l5. BRUGGER.R M. MISQOii'l 
Univ. ol. Cokimtya. MO 2pp. 47621 086 47621 ODO 


•8811220071 Potiar.y wiUihoK) Mall Control & Accounling Insp Ropl 50-100/00-04 on 
88i0?7-2e & 31 (rol t0CPn2.790) Ma:or areas inspociod lacilily orgaiusniion & 
opetasonmoasureniioni & siabsltcni control, shipplno & rocoiving & rpcotdq & ropib 
P«tLE.G L . CREEO.J R Rogton 3. Ole ol ilie D.rocior. 80/11/16 ip. 47021 OOC- 
47621 090. 


8611220411 Forwards Phyalcal Socurriy Insp RepI 50-186/68-03 on 001025-27 A notico 
ol i^afiott Noi.co wrthhelrl 

OHEG6R.L n. Region 3, 0(c o( ihe atocior 0B/n/l8. GRUQGER.R.M Miaaouil. 
Unv ol. CoVimbto. MO 2pp. 47016:327-47615 329 


-9811220412 Patially wiUilielil Phys'eal Socuniy Insp Ropl 50-186/88-03 on 00 1 020. 
27M8k}r aroos inspocted dotection dovices & procoduroa.occosa 
contiOi^aoatcti/esponsQ loalrng & mainl 6 proiociion of salogueids inlo. 

PIHTLEGl, CREED.J.R. Rogwi 3. Otc ot the Onocloi 80/11/16 IR 47016 320. 
47615329 


P. Operating Ucenae stage documenta & correspondence 

8810280206 Forwards /Imonid i6 10 License R-103 & safety ovaluaiion Amoncl Quthor- 
t7os mccease in amount ol deptoled U Ihai may bo rocewod.possessorJ & uaoU (lom 
20 kg to 50 kg 

AOAM5.A Siandardisabon A Non-Power Reacior Prqlecl Orrecloroto. QO/iO/ZQ 
BnUGGER,flM M-ssourL Uruv. ol. Columbia. MO 3pp. 47282.320 47202 330 

-8810260222 Amend 16 (o License R-iOD.auihDri/mg incroase in amouni ol iloploiod U 
that may be roceltfo<l.po3SOSsed A used Irom 20 kg lo 50 kg 

MlLlEHO-L. Star»danliial-.i>n & Nr>n-Pov.er Reacior Ptojeci Oirocioralo. 00/10/20 
9pp 47202:323-47262.331 

-8810260226 Salaly ovaluaiion awpcrtlng Amend 18 to License R-tOS. 

’ Ofice ol Nuclear Reactor Regulai-on. Ouecioi (Posl 870411). SB/IO/20. Snn 
47282 332-47202:336. 
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,(, Columbia, MO. 2pp. 4/B41.U n«ni 50406/86-04 on 
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.20412 Partially ® . procedurea.accoaa 

01.0' a mainl a protoction ol saloQuordB Irvfo. ^^^,£^.329. 
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P 0p.r.>ln9 IIP.".. .'.P. KP.P"’™" “ .."••1’™''“'’'" 

^ X. A d 16 to Llconso R-05 & safoly ovahJBtion.Amond clanftoa 

A 1ft fo LiconsQ R-as.changlno Tocti Specs 10 

••SSfflis?a'crf»R..p.p, p-.' — • 
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d „..,3 50.306/08.22, S0.36./BI).33 A 50.382/68.25 » 

KSSfR 30HNS0N.P.H. R.g.P" 0. °'P “» 
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I 4 ,ni nQi023-27 for plant annual emorgoncy plan 

gonoralaa . .^,9 Director. 60/11/02 . basmn. 
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47633;269-47633:269. 


duly 
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47370:185-47379:186. 
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^Oncetn- -6611110005 Apcbral-On lor AmotuI 1&>S lo Liconso DPn-13.conslsilno o< Proposed 

USj'S of CunCQe IBS lo loch Sf)ccs.'ncoiMio6ng loqJwinoni lo Anvo OCS ovoipto&%u$o p’O- 
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-8611030473 (’toposod Toch Spocs.ii^corpaialing reounarrioiii lo havn RCS ovorpios 
sura prolisctfcri sys opvrutite vkhonttvor RMR sys in opersiion 
* SautooiA Ca'.iorn a Edison Co. SBf 10/27. Spp 47439.OB0-47-13S 00-1 

eeilUOOtt Contums 6BI02I & 2A lolcons ro mgi rnoubng sclmduiod (o' 68u02 bo- 
tAden NRC: 4 iilii Woovng naUco & agonda onci 

KinSCH.D F Regain S. Ole ol t»o OTteciot. 66/10/26 BASKIN.K P. Souihorn Calilor- 
n a Edison Co ip 47536 357-47536360 

-6611140012 Noiil cation Ol stgadicorsi licnnsoo /noetlr^o w/ulil on 661102 to discuss 
curroni >ss-uos 

KIRSCKOF. noglond.OIC ollhoOreclOf 88/10/26 Hog on 6. Olc Ol Ihu Drocior 
3pn 47536 350 47536:360 

881 1230307 Forwards Amond 1 12 lo L>conso OPR-13 4 saloly ovQluaiion Amond lo 
vises Tocii Spec 3 0. "Coro Avorago OurrMip." to bo bosoJ on madprator lomp coolli 
c.cni 4 lowisos (wmula foe dolorm-n ng m-coro axial oHsol 

TnAMMRLl.C.M. P(o|OCl I}irac1oraiO V 68/10/26 BASKIN.K P Soulbrirn Cn'-iloin a 
Edison Co 3pp 47641336 47641 352 

“8811230401 Amord 112 10 Ucanso ClPn-i3.rovisirsg Tecii Spoc 3 0. Coro Average 
QLintip" to bo bnsod on ntodcraioe lamp coalUront 4 Ir^corpomting more froquorsl 
coiru'aton vc'il-cniion ol ex-coia axial oHsol rnoniionng msirumoniniion 
KNIQH70N.G.W Pio^l D.iocloraioV 06/10/26 lOpp 47641 33D 47641 340 

-8611230402 Sa>oiy bvalunlon siipporlinn Amond 112 lo Ltcunso DPR-13 
‘ Otfico ol isiictoar Reacioe nogulai-on. Orfoclor (Post 8704ii) Q8/10/26 2pp 
47641 349-176-11 3S0 
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-881123(1407 Nodco ol issuance ol amerxi to Liconsa OPn-l3.raviSing Tecli Spoc 0 0. 
"Co'o Averago Surriup " lo bo t^sod on modoraior lamp cooliiCloni 4 Incorporating 
moio iioquorl (orro'ai on vcnHcaiion ol oxcoro euai oKsol moniiorinn insirumonls 
IPAWMELL.Cm. PirjJoct 0 focioiaio V 60/10/28 2pt> 47641;361-''704t-352. 

8611040211 ForworiJs sumntary Ol relovani cc«a^ondorx.a lo cloia ro singlo fo-Ijro 
on.niysls tOv>Ow a$ roQuOSlorl du'ioo 680010 1 1 moaiing.s 

MEOFORO.MO Soulborn CoMortva Cd-soo Co 00/10/31 Oocumont Conirol Uiancb 
(OoCun»er*l Co-ilfOl Oo8V» I7pp 47455 230 47455240 

881 1080099 Forwards Oango NoUcO 33 10 Topical Ropl SCE 1 A. ''OA PiogrorA. ’ Clii'l- 
lying s/a ior insp & lost alaius 

MEOfORO.MO SoutPern Cal'iomia Ediaon Co 68/i i/03 Oocumont Coniroi Ornneb 
(Document Conwol Oask) ip 4747? :I7I-474?7.104. 

•8811880102 Change Notico 33 10 TopKai Rapt S(3E-i-A. "insp.TosI 4 Oporoiing 
Siaiua " 

MEOFOnOAiO Sordltorn CaMorn-a Rckson Co 86/11/03 23pp 47A77;I72- 
47477 184 

8811160018 Forwards Amend /xppkcaiion 155 le license DPR-lSconSiSling ol I’fO- 
posed Change ida.rovising Tocn Specs lo modiiy posiiivo benior isolauon roriudo- 
rrents between loo irvalor ccndonsaio sys & RCS duO to powor supply mod roo poM 
OaSKiN.kP Sewinem CaWerrta Ed/son Co 66/11/07. Documoni Conirol Oroncli 
(Oocumem C4:nvol Desk) ip 47546.065 47546 007. 

-88(1150021 Amond AppScai^ 155 cons*si-iig Ol Proposed Chango lO-f. motlKytfUi 
pos4ive bsiner iscailon io<|u''omcnis bolwoon (oodwator condansaTo ays & RCS dun 
le pOwor supply mods lo locbcu'ai'on sys valve 

BASKIN.KP Souir^WA Cal-rornia ed.son Co 88/ll/07. lOpp 47540 000 47540 061 

-98I11G00S3 Pioposod Tech Specs ro siuiidown status ol motor-oporatod rcllQl v<V-vD6 
4 Iccdwaioi pjinp 8 ainuliary otocuica' supply. 

• So-jmemCaHomteF.dsonCo eB'it/07 4pp 47545 OO4-47640 007 

6BH160221 FerwanJs Change Not'Ce 32 lo Amond 11 to OA Piunram SCII-t-A. 
Ctiango loietis clonbcaicns lo sys for idoniiiicalion 4 conUol of mall.pQil6 ft 
co-'nponooJs Changow* boincorporalodlnrexiamond 

McDF0nD>4 0 Soulhorn Calilorne Edison Co 88/11/08 Document Control Drancli 
lOocurnonI Conirol Desk). Ip 4766-1 059-47584 084 


, , ,, -8811220226 Chsnge Nobco 32 «o Amend II lo OA Program SCE-I-A.iovlalno RngoB 

coi'l Impact re l7.l-2fr.l7.i-26.l7.2-28 4 17. 1-29 lo tdonWy 4 conirol mail. parts 4 corrporiorilB 

tor lamp ccwf- dunrg const 4 instai'aUin adwities for Constance w/ 1 OCFRSO.App B. 

^ * SoutlKin Car-roirta Ed-son Co SCE-I A A 11 80/11/08 5pp 17504 000- 

,o'/* Callom a 47584 064 


)0'i F-g roQuest 
^0fii & (0 incer- 

,fl;033 


6811230416 Forwards Amend 113 to Uconso OPn-l3 4 safoly ovatunlion. Amond tSo- 
lelcs regutterreni lo conduci turbine deck load lest every 4 yis 4 prohiblie ueo of p)r 

?ailai sys for spent fuel cask hnrid^ng Notice ol Issuanco also end 
RAMMELl .cU Proieci Ooctorate V. 88/11/08 BASKIN.K P Souihorn Oalifoinin 
EdiSenCo 3pp. 47631.311-47831.321, 


)p(]lro Nuclear 
.|0 XI roluoimg 

j^plro! Branch 


■8611230420 Amoral 113 to License OPR-lS.doloUng roquiiomanl lo conctiict lurluno 
deck load test ovary 4 yrs d proh-Ortfng use of d(r pallet sys (or spent (ua( cask (ion- 
dling 

KNICHTON.G W. Pro|ocl Oroclorato V. 88/11/00 4pp 47831:314-47631:317. 


p_ 47400333- 


,{»/ MOD4.” 
47401 018- 


-8811230434 Safoly ovskraton supporting Amwd 113 to License DPR-13. 

' OKice ol Nuclear Reactor Regulation. Oiroctot (Post 070411) 80/1 1/06 9>tfi 
47631 318-47031 318. \ > •jo 

-6811330431 Noitco Ol IssuaiKO of amwid lo License OPR-13 Amend dclotos rociuirn. 
mom lo canditci turbine dock loau tost every 4 yrs & prohibits uso ol air paHol svn «nr 
^eni fuel cask hand ng ’ ' 

TBAWMELL.CM PiDfeci Orectorale V. 88/n/()8 2pp 47631 320-17631 32 » 


- ol Proposed 
Ofprassu/a pro- 
^pa ps'd. 
•^ntrol Branch 


8911160071 Subm'ta revised BOlOtB response to lectuosl lo' oddl Inlo ro power aim 
p'res assceferod w/rap'acomont of nuclear kislrumoniatlon sys Now load nroliln 
t2S-voli dc Beliery I i lesulle of laiesi bail^ sve lest also provided 
MEOFORD.M.O &MJlhetn Calilomia Edison Co. 88/11/10. Documoni Control 
(Document Coofrol Desk)- 4pp. 47S53-30S-47553337. mncn 


docketed items 17 




«ESSSS“ 5 ras 3 SS 

KgSRa. TATUMJ.E.. H0N,A1. »•«>«" =■ "' »» 

47375:239^ 7375;252. 


47375-.239-47375:2 2. 3,50.361/03.24 . 50.362/86.26 on 


;™Jlorh7.rina»n6^ 

iS;, 5 *&V™V,c‘r»m Clllomi. Bd»o„ to. 

„a„o„do ,0 ordo, .d.p.odin, Op.-o.o. Uoodd. 60,0-2 6 dooy.no OPP*' 

rsttm'’fiS. EdioP" 

47504:133.47504:139. ,, w ii 

,h., MP AOC. ,d«y co»,p«,.d,,.»,'o'0-'y *," 0 »,=d,..b,. 

?E,°D TsS." SMeS" C. 60/06/27. NRC ■ No Dol.ilod AIM- 

';^lp.47504:170.47504;170. 

For«o-d9 Amend Appigon 

^Confflosk). ip. 47B68:351-47569:010. 

K.sr.»?r;«a.«66-o«- 

130 ApplWlon 10' Ji;, s’&owSmo’nl lpi«y Syo Po* 

334 P,opo..d Tech Spoc.-lnclddldo ™. 3.5.6-'. "’ 

s=.;sr.«*o,„i.o 

rnfcoSroW.t«6ffi.«606:207. 


../,0/,3. BAS».,<.P. S0d,d.'0 E.,»o.- 

S-ertKo'?* o, .6. »o.«-. .■™'- ^PP °1., 


)P A documuiuo UYOI.O.— •■- • „ . „ /D—. 

clarilioallon o1 “ 

-:So?SiissiSS 

ancd Hama.pf09fam tor exiernai o. hb/io /13 10pp. 

SSWu.E.. NORTH.H.S, Region 5. Ofc o. Iko Dl.eCor. 00/10/13. 

47366;024-47366-.033. 


10246 Applloollon lor 3"6.,‘I ToKf^ '”°®'°'’ 

“S tt)ft'15!"^S66„ 62.4766.^ 
"l^oJISfoirnS! &,'.° A“p«°™ A*P'«‘' » 

.1 A. NRC review of Nuclear InBtrumentaUon Sys 
S„*«f3r™.SV4,0,6,64 
.poclloo roport.. IE Bull."™ * oo„..p«ndoPP» 

,, ,,, □...tor. 00/10/12. BASK,N.K,P. So«mem 


«ssss^= 

CoAO^MOlOd Ed«.0 CO. 0 

Jllllooco asr^ssoB 

^iggs.'«*",r, 

(DocumoolCon»olDeBK).1p "InBp.Tosl & Oporallnfl 

„a».1oec,02 Change Nelfce 33 to Topical ^ 

E,“DFbBD.M.O. soomorn Calllornlo Edl.on Co. 66/11/0 . 

■SsSsSS^S^ 


Conuol Ornncli 

(Oocumeni Conlrol Deak PP ^ 

S6110902B4 NRC Into Notice 00 , Post 070411). 6D/11/>0 

Of x^^o1k»^3r 

Cor«so«datod Edison Co. .,„,inn of Wosllnoltouse ARD Relays." Sve 

8811090403 NRC Info Notice 00-006, ea'B ^ ^ ^ 

86Tl22043fl Response to NRG OBOS^/^Sellu^nSem to 

.:::rriNo:oo6..o66,— 6.1^0— 

SE,lao.E.a.wo"."i°rg“Xrt“^^^ 

Cor^Bofidaled Edison Co. o Dralndown." Svo 

,80470 NBC info Notice 60.092, "Potential for Spent Fuel 



18 DOCKETED lltMb 


aail teo31S NRC Bu' oi h eo oto, Nonconto.'ir.rg Welded Case Cucl.'. 3«cakerB" Sve 

rols^CE- Division 0* Opofaio-iai Evoms Assossrpor.i iPosi 970ii i) a9M1/» 
Coosolidatsrt Edison Co of New Yoik, Ip:. i?'PP 4;G0600i-4?6i.'0 f?J 


R. Periodic operellng roports & related corroeponcleneo 


6811310386 Wor.U'iy operai.ng topi lof Oct 1666 (O' San Cnolte Nuclear GercraOrg 
Sia-ion Until W/6ei 115 Uf ^ „ r 

SiACOHER. MORGAK.H.E Sou'.hO'n Ca-ilomla Eo.scn Co 6&/tft/3t. 7pp. 
47611:100-47611 106 


6811160338 Tc-waids nioniiV NPDES tcpi suTPiary lot Sepi 1666 lor Urls 1.2 S 
3 Reel locludes dosciipuot o1 v.o’aloi oi NPDbS potmi 

WOnOAN H E. Soii;ii€'n Ca' Icrr.a Ed.soi Co 68/11/08. Oocumorit CorJtoi Oianch 
tDocoiront Copitol Oasi*)- 4pp 47666 257-47559260. 


S. Reponetle oceurrencee. LERe & related correspondence 


6811060135 Pen 21 rep’, re delect In limiQiqje Cotp sjpp'cd sa'oty- it.-'elod SM0 
valve aclualois w/HH nsu'aiod dc rnolors inoi may rsi develop lu i rated suilxig 
toiQue at o'oveiod amOonl lamps. Rev ew cl moic’S by i censeos tocofntfw.iJod 
WILKINSON IE Lmiloiquo Ccfp 86/1 1/03. OlUo cl Njcioar Reacio' Hoguleilon. OI 
reclot (Posl 670411) I6pp 4753S.227.47S35 242 


6811090206 LER oa oca Ol.on 880623 potent al dcsel 'oads n e»cess ol laguiatofy 
commitmenls Caused ty cokuietbn errors & i-iadequa’.o unc'crtstard rg oi loads on 

rSiese' caricfator Petsonnol Italnad In ptope- meihodolooy W/eBil03 lit 

MORGAN, H E. SouWie/n Ce' lo'na Emson Co 68 /ii/Oj Gpp 4 7404 116 47464 123 


6811090172 LER 88 006-0 iron 830321, dcle'mmeil iMai poriicns ol hacKup rliioeonsys 
dosign basis nol ft-iy impismen’.ed In design & ins’.aiai on ol sysCs-jseO by pioce- 
duros bad.y supporting desigri reQiuremenisP/Ocedu’os tovised W/BBi 106 Hr. 
MOBGAN.HE Soulhatn Calilomia Cd son Co. 80/11/C4. 9pp 47D02 240 47502 248. 


T. Heating tranecrlpte on non-enlllrual mailers 

6810270194 Transcript ol 881018 proltsatifig con'erence r.n San Orogo.CA Pp i-62 
' Aiomc Sa'oly and licerisng Board Pane'. 66/10/16 63pp 47364:2l2'47334 274 


V. Operator Examlnatiora 


8810310497 hforns that Aj Sebramm promoted to pcs I on o' plan; super nisndoni ibai 
r^ds not requiro reaetei oparaio'/senior rcacio' operator 'cense be 
rreinlamcd License SOP- 1 146-9 has o>pirod 

MORGAN.HE. ScJlborn Ce'lomia Edison Co 06/10/31. Oocunont Ctwiioi etancli 
lOoeutnent Control Oesk). ip *7393 t3‘i-47306.'34 

8311100097 Oocumenis chengo in schodti'e ic' admiasire'-en «i leacior npeiaier 8 
sonlor reactor oporaior iicenis.ng ovemsWr iieri OKsms scneduied lor 661213 8 piani 
cai oxema on 091214-16 

PATE, n.J. Region 5. Ole of ihe Oireclor 88/10/26 MCCARTHV.C SoWiiotrs Cai lo»- 
na Edison Co. 2pp. 47508 293-47S09 20'i. 


8311 140363 Neii'ies of 8901 10 meei.rg m San Frenciscc.CA to <.scu9S teacto' opera- 
tor I conslno program aciiviiy in Region V. Agenda enef ^ 

KIRSCM.O.P Reo-on 6. Ofcol me D(fecioi.83/ii/03, ftGfeOCR.J, Soo’iiern CC lotrta 
Ed son C^. 3pp. 47636 364 47536 356 


DOCKET 60>313 HAOOAM NECK PLANT 


F. Security, medical, emergency & lire proieciion plane 


6611040186 Konvsfds cubic varsion ol •Haddam Neck Plant Emergency Response Ex- 
erciso lor June 1938.'' 

MROC2KA,E J. Conrocticui Yankee Atom c Power Co MHOC7KA.P- J Nonireasi Utt 
ilios 63/04/ 12. Uocurreni Conltoi Branch (Oocurreni Con'tol Desk). 2pp 47437 {M3 
47430:207. 


-3311040133 ’ Hsrldam Neck P'anI Emergency Response Exorcise lor Juno 1980 ' 

• Conr.ecllcui YenWee Alomic Pov.'er Co 68/06/04. 520pp. 47437.049-474362O7. 

6310170362 Forwards Rev 18 to modi'ied emended secunty p'anRew wiihhcid (rd 
10CFn2.790). 

MROCZKA.EJ . SEARS.C F Connecilcul varkoe Alom c Powet Co MROCZKA.E J. 
Nottheasl UIMiQS. 66/10/12. Oocumcnl Cenirol Urancli (Ooeument Comrol Desk) ip. 
47281 084-47231 084. 

3610170363 Forwards Rev 12A lo physical sociif.ty pisn Rev wihheld 4rel l0CFR2 790t. 
WROCZKA.EJ. SEARS.C F. iComecijCul Yankee Alomic Power Co MROCZKA.EJ 
r^ottheasl Utilities. 68/10/12 Oocumenl Control BrancH (Dorutrieni (^mrol Desk), ip 
47201 065-47281.035 

8811010096 •Haddam Neck Plani Emctgorcy Response Exercise.Oct 1988" 

• Conneclicut Yankee Alomc Power C5> 33/10/15 471pp 47398. t02'47399'212. 


p, OpefBling ilconee stage documents A correspondence 


6B10I80350 Genorx Llf 08-17 10 all holders of OLs or CPa lo’ PWHs re 'osi o 

CRUTCHI^l^S AssociBtO DirOClor lOf Projocis (I’oal 670411). 88/10/17 (kr-nsc*- 
dated EcHonCo of Now York, inc 84pp 47270. 156-47279.241 

6610250184 Genwic Llf BO- 10 lo a" licensees of oporoimi) roadots & hcldors o'C^sw 

P’anI record sioraao on optical disks.Svc Ii8t end nny^nmn ryrx^ik 

CHUTCHFIELO.O Associalo Director lot Ptolocls (Post 070411). 00/10/20. Cervw 
dated ECvSOA Co of New Yorii, inc 45pp. 47513 001-47513 040 

661028«)37 FfKwards request for addi inlo to 080701 application lor amopd 
Tech Specs m rosponso lo Gonoric Lir 03-37. Rpsuonso roquostod 
WANG./r6. Proloci Di-ecioraio 1-4. 80/10/21 MROCZKA.EJ Conr.oc.'cu. YaiXM 
Aloni'C Power Co. 4pp. 47303.106-47363:109. 

8610310126 Advrses lhal uUl has mol commilmonl lor 
Topic 1.13. "Inadequalo Coro Cooling Instrumoniation.’ also ctesod w/iinp1omon abon 

Pfoleci Direcioraie 14 60/10/21 MROCZKA.EJ. Comocllcul YerkM 
- Alonilc Power Co. 2pp 47366 117-47366:118. 

8S11030M2 Fonvoids notice ol considorallon ol tssuanco o' 

S oppoflun^ylof heft/lnfl.Amom< wiN revise Toert Spocs fo nCS vOfils.Nob 0 05 
6nlmanilo«3.posi- accident ssmplng & long-term auxiliary Jeopwalor sye vnrtae 

WAKG.AB Prr^cl Direcioraio 14 BQ/10/24. MROCZKA.EJ. Connociicul Y# .« 
AlomIc Power {^ ?pp 47465:079-47455 084 

-6611030304 Notico of considornlion ol issuanco ol amend to Liconso 
po^ MSHC delarminailon & opporiun.ly for heerlng Amotid rov.sos locn spots 
RCS vonis.p 08 l accidenl ssmp'ing & lonn-lorm auxU-ary '“odwa'or |yB- 
STOIZ.JF. Pro',OCl0.ieclorolol-4 8B/10/24 4pp 47455 001-4745b;OD4. 

8611010197 Responds to request lor addi Into ro oxomoilon 

i0CFflS0 62lc) re ATWS.lnlo provides NRC w/comparison of how auxiliary « 

sye mooift 14 ci.fona ol goneric ATWS mingaling sys ocluolion cnCuiuy 

KmxSka.E J. S£AH.R,C.F. Nonheast Nuclear Enemy Co. tavi*® o'?*'' ^^V d^u- 
ij»). MROCZKA.E J Nofiheast UU’iUos. 88/10/36. DocumonI Control Rmncn luocu 
meni Conitoi Oosv) 6pp. 47401 '97-47401:202 

6811030137 Forwards Amends 100,35,134 & 26 10 
6 NPF 49.teapoclively & anieiy evaluation Amanda mod-iy Tech specs wnicti epoc k 
Q uosuailons I cemduci ei nuclear review board for all uniie M,„>irtiii 

StOL2.JF. Pioieci Okectoiste U. 83/10/26, MROCZKA.EJ. Norlheoal NuCioa' 
EnctgyCo. (subs ol Noriheosi Uiilmes). 3pp. 47425 10D'47425:147. 

-6311030148 Amends 106.25.134 & 26 lo Licenses DPn-61,OPn.2l,DP'’ 0& Skiin', 
46jc$po<Uvciy,mod.iyifio Tech Spec lo moiiiy quaiiUcaiions S conduct ol nuclear 
reyiew board 101 on uniis 

5TOL2.JF. Prolect Duocieiaie 1-4. 88/10/26 36pp. 47425 nO-4742b:1'1B. 

-9311030152 Saiely evaluaticn supporting Amends 108,25.134 & 20 10 Llcofinos (JPM 
6l.C)Fft-2l,W>R 65 8 NFF 49,re8pocliveV ^ ^ .n/.nvon 

• Olf-ce ol Nudeai Reactor Regulaiion, D.recior (Posi 070411) UO/in/20 Srpo 
47425146 47425 147 

6611030367 Appiceioft tor emend to License DPR Oi.rovisino Socbona 1 O.G/H 2.3/ 
4 9.3/4 10.3/4. 1 1.5 0 S 6.0 of Tech Specs ^ ^ tr i 

MROCZKA.EJ. SCARS.C.F. Connecllcul Yankee Atomic Power Co. MlfC^ijKA.E J 
Nonheasi UWiies 88/10/26 Document Control Branch (DocumonI coniroi i7oe»| 
6?p 47426 228 47427:027. 

-8811030404 Ptopoiod Tech Spnes amending Sections 10,0/4 2,0/4 0. 3/4.103/ 

* Nodhoasi Nuclear Energy Co (subs of Nonheasi Uliiilloa) 00/10/26. ID4pp 
47426:234 47427:027. 


6811(139161 Provides NRC w/scope & tontafive schodulo lor complollorr ol rovicw to 
ECCS single lalure analysis UH conuacled w/ Impell Corp lo porlottn einglo lalliko 
aoalys.3 of plant ECCS & suppotl sys. 

klHOCZKA.E J. (^necltcul Ysnkea Atomic Power Co MROCZKA.E-J Norlhonsi UH 
iiiea 68/10/28 Document O^n'tol Branch (Oocumenl Control Dosk). 4pp 4742 1 002- 
47431 0 (» 


9911000313 Forwards technical evaluaiion repts accepting lesponsos lo Gonoilo Mr 63- 
29.llofn 22 Pari 1. 

STOLZ.J.F. Projoct Direciorale 1-4 88/10/31. MROCZKA.E J. Connociicul Yonkeo 
AtOtric Rework. 2pp. 47494;001-47494;07B. 

-8811070119 "(kinlormance to Generic Lti es-ZB.Item 2 2.1 • Equlpmonl Clasail-cpbor 
lot an Odier Saleiy-Relaled Componenis: Millstone- 1.’’ 

UOY.AC. Idaho Nal'Onal Engineering Laboralory. FIN D-6001. EQO-NTA-72(}G. 68. 
10/31. NRC - No Deiai'ed AIMialion Given. 20pp. 47494:003 47494:022. 


8610310017 Generic Ltr 66-19 to s'l fuel cyde facAty icenseos 
poisesjing.usno.impofbng. exporting or uansponng lotmuia qusniises ol strsiegic 
SNM le use or deadly force by licensee guards lo preveni Iheli of SNM.Svc Isi onci 
OURNETT.RF Divsion ol Satoguards I Transponefio.n {Posl 870413) 68/10/28- 
Consolidaled Edison Co ol New YoiV. Inc 3lpp 47513:047-47613077. 

6811170333 Forwards Sa'ety Ir.sp R&pi 50-213/60 i6 on 860630-31 6 0901. No v«oia 
tons i*oied. 

BELLAMY .B H Region i, CIc ol the Dtecior 66/11/07 MROCZKA.E J ConnecScul 
Ysrkea Atom'c Power Co 2pp 47671:338 47571 346. 

-3611170333 rnsp Rrpi 50-213/83-16 on 800930-31 & 0901 No vio'a'ionsoc dcvfabons 
ftoiod Map< areas inspecied:e.Tiet9er£y piepatod'iess program 
AMAT0,(5.G. LAZARUS.Vy.J Regon 1, Olo ol ihe Direc'oi. 68/ti/04 lOpp 
47571:340 47671:349. 


-6611070117 "Conformance lo Generic Lit 63-26.ltem 2 . 2.1 - Equiprrorii ClaesilicaliO 
lo ' a'i Other Saiety-Ralaled Components: Haddam Nock." 

UOYAC. Idaho National Enginoering Laboralory FiN D-60OI. EQQ-NTA-7372 80 
01/31. NHC • No Detailed Alfiliaiion Given. 20pp. 47494:023-47404:042. 

-6611070120 ’'Cortloimance lo Generic Lti 83-26. Item 2.2.1 - Equipmonl CloseillccHv ] 
lor allOiher Safely Roialed Componenis - Millstone-2." 

UOy.A.C Idaho National Engineering Laboratory. FIN D60O1. EGG-NrA-7»t?G Of 
01/31. NRC • No Detailed Alm-aiion Given. t8pp. 47494.043-47494 060. 

-0811070121 ••Conformance to Generic Hr 83-20,liem 2.2.1 - Equ-pmont CloasilicoK 
l(K all Other Saleiy-Releted Componenis' Millslone-3.‘' 

UOYAC. Idaho National Engineering Laboralory. FIN D-6001. EQQ-NTA-7nn4 n 
01/31. NRC • No Detailed AfkI.ation Given. 18pp. 47494:061-47494 078 


docketed nemo 


is p„p„.3. TPP. SP=. T«.e a .0 - 

j ESS 

17. 

non reports, IE Bulletins 4 correaponcJonce 




idaied Edison Co, oi r.ew ..-v. , -.-.• 
lldeted Edison Co, ofNe. VcMn - PP 

rj:-:,-— — ■:,= 

-0223 Forwards Sotoly insp Rop MROCZKA.E.J. ConnocUcut 

noted, , nic ol mo Dlreclor, 015/''/°^' 

,00308 Advisee ^‘WuimPlent Action » .^'J^ioSliS'Sa^dlos^ 

™““ '■ * ^ 

pDlSr, 2pp. 47504;066-t756A;067, __ 



(j^staMsIonol^ 

onsolldatod Edtsorr u/oBiinotiouso ARO Rotaye." Sve 

,090403 NHC Inlo Nollce 80-000, "D»or»d»loo « OPM,,). OB/11-46. 

fil"sl'6,E.D«onolOf™ta^^^ 

Powpr Co, Opp, 47641.207 l„a*,«oo." Svc 

miSOOOO NHC Inlo Nollco I18 009, DogrP a j,04„l. aO/ll/ZI. 

Srs?C,E,D«ono,y— 

Con.oM.lPd Edison Co, ol Now p^wtown." s»o 

,8,1160470 NHC Inlo Nollco 08.092, ' Polan 0 0,04,,). 86/11722, 

Si|"s?c,E.»slono,Op— 

Consolldalod Edison Co, ol Now B„al»,8." S/o 

„„I603I6 NHC Bo«olin6B.OI0,"N.nc.n,o,mln« Mold 

SSa»ci.SfN*S!2r-2lpM?e»«^ 


„. p.,M0 op.-allng r.porl. a rsl.I.d =o„o.pondonco 
Svi3^47600;14i. 

icB< jt related correspondence 

S. Reportable occurrencee, LERs & relatea , , h <;Mn 

S3,iSS5=^— “■-'*■• 

47560:195-47650:203, 

POCKET 60.2,0 CV6T2R CHEEK NUCU2/4H PCWEH PLANT 

F. 6.00, lly. "»dM.l, ."»'0.noy a "« 2™'"'"“ 

.0,03,0474 

473^?t10-47373:1t3. 


6810310017 

letfWY ImOO 




IU.1 o«c,._, i—y ,*=KS 



“"““““l”"" .0.8,8,88.00 on .60929,N.llc« .1 

S^SlHfew,. H.9.00 ., Ol. 0. .10 Oil.-, ../-2'3I, »«L 

fflfe62:t34. MnCFR73 21) 

. o»«i Kn.9iB/08-28 on B808ii-'uu4 « 

661,210398 Foiwcids Salaly Insp P ,,, PUZPATBICII.E, ««'>' 

?ffil,Wu5Ea-,L Bagloo^j® 

“1 P,«o Wiles corp, . CPU aorvlco P 
_66., 2.6.12 Insp ".P« SSS tn" pSiSf JX? .pSr.ll""-,— 

H. Oeneral correspondence 

H In 1OCFRIBO ro (OflSSOftlnQ NHw out 
P operating license staoe documents 4 correspondence 

::.6660 C™dcL.,6...7.oa,.l-d.,SO,WO,«,oi-^ 

^KiattC, Associsla Dlroclo 

86, od Edison CO. 0, ^ ^ 

6=Tr.3“F™.,dsE03d;TA^ 




20 DOCKETED ITEMS 


-8611010441 "Corloirrsnco (o Gore.nc LV 83-28. Hem 22 l.Equp.Tierl Clasal canon 
(Of el- oihsf Sa'oty-Re'aiod Ccnif>o.nenis: Creek." lacrt'ccai ovaijadon fopt 

UOVAC. 'clano r^aiional Enerioer.ng Lobcraior^. ODi'.A.C. FG&Q Idaho. l*>c. (siAis 
ol EG&G, tr«) FIN 0 6001- EGG NT #.-72<33 <>e'07/3l. NF1C - Nd Oaloi ed Af« ai Oft 
G:von lepp 47402:133 d7'102r150. 

8611010459 Ossukses rosjiis ol rei/iow (>< irb le carrosioo ot p'ani diywe'l 
cor.iairmivi.pci ulii 671120,830435 & 0912 los ComT imorM :c provide asaesamoni 
of corrosion leto ei each rofuelirig oviego eccopiab'a 

DROMEnCK.AW Pfo.oci D'fecioiaio f -i. 60/10(26. FlTZPATniCK.E. Oene'el PuW.c 
Ul l.OsCorp • OPO Serv.co Corp 5pp. 47402 160 4 7403 1 64 

6811030099 NoUl cailon ol 881110 mooing w/licenseo n RoeVv la, MO lo discuss 
slaius oi iiccns ng acl.viiles 'or laci'ii/ 

OROMEniCK.A W Proeci Oirocioraio 1-4 88/10/26 STOL2 J.P Pro;ecl OrosUHOtO I- 
4. 3pp- 47416:140 4741&;V42 

6611140103 Forwards Amend 129 lo Licdso CPR-16 & seloiy ovaluai-on Amend modi- 
l ea Toch Spec Section 3 10 re MCPR & l/APLHQfl & petmlis useol GE 8>0 EB luoi 
OnOMERiCK.AW Procci Dlrcciorate 1-4 86/10/31. FlT2PATRlCi<.E General Pubbe 
U1i lies Corp • GPU Serv co Corp 2pp 47536 272-47536:?91 

-6811 140104 Amond 129 Co license OPR-16 modify no Toch Specs to accornmodaio 
Cycle 12 relo8d.ciiangin9 MCPR A MAPLHGR I m ts 1 p«im liing use ol QE 6x8 EB 
luol 

S10LZ.J.F Pro|ociniiOClorB(el-4 63/10/31 |lpp 47536 2 74 4 7536:264 

-8611140107 Sa'e'-y eva'uai on supporting Amend 129 lo License DPR- 16 
' Odice ol N'uc'ear Reactor Rogjlailon, Oirc-cior (Posi 670411) 88/10/31 7pp 
47536 285 47536 291. 

6811060195 Fo/vrards safety ovalualon supportmo uil submiial lo ccmpbance w/ 
ATV/S Ru’d iOCFRSQ 62 concern rg alterr^aie rod m.eciion A rec-tciyaPon purnp Ir^ 
sya.Oosign dooe not meol rcqjlioments of ATWS rule & nol eccepieUe 
OROMER'CK.A.W. Pfojoci Oiroctoraio 1-4. 66/11/04. FITZPATRiCK.E Ger.e(a‘ F^t-bAc 
Uli Ires Corp • GPU Servico Corp 3pp 47474 307-47474 316 

-8611060187 Safoly evaluation EJppoitng utl subm.iia' re ecmpliance w/AIV/S n-io 
IOCFR50 62 concoinlng ahetnaie rod injecHcn A recucuianon puir-p (tip eye 
' Ollse of Nue'eat Reacior Regulaiion. Oiracior (Post 870411) 66/11/04 7pp 
47474 310-47474 316. 

0611176026 Adv-ses Him ubi 080513 Tech Spec Chango Rog-jasl 169 domed due io 
InodOQuale lust l-CQi'dn io resolve concerns over long term behavior of core spray 
aoatgor ays-NdHee of denia' of emend to Liconse OPR-16 end 
ST012.J.F. Pro|a:i Olraclotaie 14. OO/iwor. FiTZPATRiCK.E.GenoraiPubkc UUdos 
Co'P ■ OPU Service Corp 4pp 47576 049 47576 090 

-8811170030 Nol'ce ot doaai of emend to License OPR i6 A opportuntylorheat raio 
e! minefo roqulromenl lor docXai ng of Lisp fosuda lor ce/e aprey (psrgais A (o obTa n 
NRC roslen ajiiioti/aiion foi oacn roiuelmg ouiaoe. 

OROMERICK.AW, Proiact Oirccioiaid I 4. 68/11/07. 4pp 47576 053 47S70 056 

8611180142 Nobcti ol Signi'icard Licensee Mooing 88-181 on 6diit6 n K>ng of 
PhjSSO.PA 10 discuss isotanon condenser issues. 

COWGILL.C.J. Fleglon t. Ole ol the C'cc'or 68/11/07 Rcaion i. Olcof the Oaocipc. 
2pp. 47687:16:3 47587 164. 

6811180159 Iniprms of uM Irtoni to porfO'm preoueraiiona' tciing ol aitcrneio red Ir^ec- 
1-on eye as discussed In onckSys v>4ii be hsialied as design intended Uni wSi pursue 
equ-piiie.-ii divors ry issuo subsequeni to resian irom Cyc-o 12 ouiago. 
wIlSON.R.F. Ooneial Public Uliiiios Corp. • GPU Service Corp 88/11/10. Oocumeni 
GcAUol Rioncn (Document Caniroi Desk). 6pp 47564-.t00-47&Q4'l05. 

6811210099 Requosls wlhdrawa' of Tech Spec Change 157 A propom lhal fee 
paid, per I0CFR170.12 bo spp od 10 next Tech Spec change requost submiiod lor 
license DPR-iA 

FITZPATniCK.E- Goneial Pubic Ui/ lies Corp • GPU Serves Corp 09/11/14 Oocu 
meni Coni-ol Branch (Documcr.i Conltol Desk}. 2|:p 47596 033-4 7596:033 

8611221X103 Forwards revised Toch Spec Pago 33 6 lo coned inadvortom cmsslon 
from 600331 Toch Spec Change Roquosl 164. 

LAGGART-M W. General Public Ui- los Corp. - GPU Service Corp 08/11/15 Ooev- 
moni Conirol Branch (Oocuireni Control Desk}, tp. 47627:226 47627:227 

-8611300117 Proposed Tech Spec Pago 3 3-6 lo correct l.nadvedent o-mission from 
660331 Tech Spec Charge Roqt-esi 164. 

* Oenora' Public U'jiles Corp ■ GPU So.'vice Corp 88/11/15 tp 47627227- 
47027 227. 

861121022$ Forv/a-ds ceiiecled Page 4 to Amend 127 to License OPR-kd. chartging 
edm-nlstralivo error. 

DROMERICK.AW Pro.ect Orec’orale 1-4 06/1 1/IC. FlTZPATFlICK.E GonertfPubIc 
Uldi'ies Corp. -GPU Service Corp 2pp 47503:297-47590 299 

-6611210247 Corrected Page 4 lo Amend 127 lo LIcoryse OPR-IS-Charg ng adirmlslre- 
live orro.' in Lino 5 ol iitai sentence 

* Projocl Drociotalo 1-4 06/1 1/16. Ip. 47500:299-47593-299. 

6011380201 Forwards Tech Specs Cnange Request 126 Rev f deiebng Sectfon 
4 5 E.5 efil.rc reduced pressure lest ol diywei' airock.pe- NRC 881 107 request 
FITZPATRICK.E Oono-al Pubi'c Uir las Corp • GPU Service Corp 68/11/16. Doev- 
rr eni Control Branch (Documont Conircl Oosk>. 7pp 47621 059-47621 080 

-8811220206 Proposed Toch Specs Change Request 128 Rev t.dolodng Section 
4.5.E.&a(1). 

* Gcreral Public Ullitiee Corp. - GPU Sorvee Carp 88/11/16 I5pp 47621:066- 
47621:060. 

8811230163 Ferwarda Amend 130 to License DPn-16 A saloiy evaluatioa Amend 
Bl'owa lomovai oi high pressure scram function when reactor head removed or unboil- 
ed 10 enable insiaiial'on of new analog press-uie se.nscis during 12R reije.''ng o-utage. 
DROWEniCK,A.W. Pioloct Direciorate 1-4 08/11/18. FlTZPATRICK.E. General PubHo 
Ul'iliea Corp • GPJ Servico Corp. 2pp 47641:300 47641 308. 

-681 1230156 Amend 130 lo License OPR-16.allowing removal ol high pressure aerem 
lunciion when reaclor head removed or unboiled to enable Inslat'aliart of now ane*og 

g ressuie sensors during 12n rolue' ng oulago 
701Z,J F. Pio;eci Oirecloreto 14. 68/11/11. 5pp 47e41:302-4764i;3O6. 


—061 1230163 Saleiy ova'uaiion suppori.nn Amend 130 to Licuriso 0PK-1(>. 

• exfico ol Nue’eer Reactor Hegu'alion, Director (Post 670411) 06/11/16. 2w 
47641:307-47641 308 

6811336351 Notilcalicn ol 881129 meeting w/ulil & BNL In Rockvilio.MD lo diSCUSS 
meihadoiogy to doveiop now smsmic l-'oo.' rosponse spectra lor lac iiiy 
OROMEnick,A.W. Proloci D.roctoraio 1-4 00/11/18 STOLZ,.! F. Pro|oct Dirocioiale I- 
4 3i)p.4763l 335 47631 337 


O. Iflapeetlon reports, IE Bulletins A correspondence 


0811026376 Summanros rosuita ol mvestlgaiion ol valves ihat laiiod lo moot accept 
ance crMeda lor monlhly oporab I ty toai A outl.nos coriociivn actions p'annnd lo pro 
vant recucrenco. per Q66l20 Hr (rot tnsp Repi 50-219/07 4 1) 

FITZPATRICK C General Public Uilhties Corp. • GPU Sorvico Corp. 80/00/23 
OETT6NKAUSEN.L Region 1. Olc Ol ihe Director 2pp. 47410 230 47410:239 

8810030249 NRC Info Notice 66-079, "Misuse ol Flashing Lights lor High Radatic-n 
Airoa Centro's " Sve l-si enci 

RO^.CE. Dvision ol Oporaliortal Evonts Assessment (Post 070411) 80/10/07. 
Consol dated Ed son Co ol New York, Inc. I23pp 47279 242-47260 003 

8010076114 NRC Info Notice 88 0S2. "Torus Shells W/Conosion A Deg-adoiJ Coalings 
In BWn Containmenla " Sve list onci 

RO^i.CE. Division ol Opo/alonai Evonis Assossmoni (Po&l 070411) a8/iO/i4 
ConsokJaied Ed son Co. ot Naw York, Inc. tIOpp 47280 124 47260.235. 

8810146212 NRC Info Nol-co 88-085, "Drokan Reta'ning Block Studs on Anchor Darling 
Chock Valves." Sve list end. 

ROSSl.C.G. Division ol Oporolonsl Evonis Assossmani (Post 870411). 80/10/14 
CO-nSOMalOd Ed son Co ol New York. Inc. IIQpp 47463 tOO 47483:310. 

8010140016 NRC irtiD Notice 88-084, "Delective Moiot Shall Keys <n Limitorquo Mold' 
ActusKMS" Sve liM end 

ROSSl.C.E Division ol Operational Events Assassmonl (Post 870411) 80/10/20 
Consc'kiaied Edison Co of New York, Inc. 119PP 47280 004-47280 123 

8810170391 NRC Into Notice G6 086. "Oporanng W/Mu1liplo Grounds m DC Oisinbuilon 
Sys" Sve i$l end. 

ROS&.C.E, DivH'on ol Operational Evonis Assessment (Post 870411> 88/10/21. 
Consol dated Edison Co ol Now York. Inc. l I6pp. 47463081-47483197. 

6811020286 Forwards photograph ol tnlnke water level stall gauge •nslniioU cn 
M09i3pei uii commitmeniie replace gauge on 000607 during map of Intako sliuc- 
lure area A SEP Topic H 38. "Flooding Poienliai A Proiocuon noguuomont ’’ 
PiTZPATRtCK.E. Qoneial Pub’ic Uiiiiires Corp - GPU Sorvico Co/p 80/10/21. Oocu- 
meni Conirol Branch iOocumeni Control Dcsk) 2pp. 47414:104-474 14.1B3. 

8910310488 Forwards Insp Repi 50-210/88-26 Oh 000000 A 12'15.No violoHons rolO'l 
OL«R..).P. Reg’on i. Oic o( th© Diieciei. 88/10/24. FITZPATRICK, E. Qonotnl f>iih'.c 
UUkllea Corp. - GPU Service Corp 2pp 47375:281-47375 291. 

-0810316469 Inap Rapt 50-2IB/8e-28 on 800900 A 0012-15.NO violations notod.MnjOi 
areas iivspocteo. licensee inaorvice map piegram lo escerlain ihei progrom cornpt 03 
w/sppi«M'e ASME Code A laou'aiory requirements A rosponse lo Oononc LIr 80-01. 
MCBRE/WTV.R.A, STflOSNIDER.J.R. Region 1, Ole ol the Dlrocior, OB/10/11. Opp 
47375283 47375 201. 

8810310474 Forwards Safety insp Ropt 50-210/80-20 on 000914-15. Although noncom 
pkance noiod-no neilce of vielal-on will bo Issued based on prompt cotrociivo acl'Oii A 
minor satfrty slgri'lcanco ol violation 

MMTTi.l.TT. negicm I, Ole ol ihe DirodO/. 86/10/24 FiTZPATRiCK.E. Oonoral 
Putrilo Ulikiies Coip. • GPU Sorvico Corp 2pp. 47373.108 47373:1 13 

-68103164B4 Insp Repi 50-210/66-26 on 80D9l4-l5.App R violQllon ro h gh A tow 
pteesuie interlace during design basis lire which could causn lose o( reader cnoinni 
ttoied Major eioae inspecied.lnleiviows w/pereonnol A Inspodor ohservnllons. 
KRASOPOUtOS.A . Anderson, C nonon i. Olc ol the Oirocior 86/10/22 4pp. 
47373.110.47373,113. 

8911070114 Forweide Augmeniod insp Team Hept 50 219/68-00 on 081005-13. NFIG 
ack 661010 corr.mitmenrto provide ropis A resolve oulsianding Issues prior lo roelarl 
el plani Irom current refueling ouiago. 

KANE.WF Roglen 1. Olc ol the Director. 88/10/31. CLARK.P.R. General Public Ui.'i- 
CesCotp. • GPU Service Corp 2pp 47460 34 1 -47461 05i. 

-881107611$ Augmented insp Teem Rept 50-219/08-60 on 001006-l3.Mo!of nrooB 
■nspecleddrcumsiencoe surrounding sleaming phonomonon on both i&o1a>ioni con- 
densers In laie Aug A SopI 1 B8B A oloclrical laull on Diosol Qonorator 2 on 60 1 002 
COV<GlLL.C 3. Region 1. Olc ol Ihe DSiodot 60/10/28. 60pp. 47460:343 47461 OBi . 

6811060232 Forwards Safety Insp Repi 50-216/68-30 on 0e0020.N0tico ol violation 
wiUidrewn. 

BEILAMY.RR. Region 1, Olc ol Ihe Director. 00/U/Ol. FITZPATRICK, E. Oonoral 
PuMIc Uiik5es Corp- - GPU Service Corp. 2pp. 47474:116-47474:120. 

-9811080294 Inso Rept 50 219/86-30 on 880929.Nolice of violation wilhdrawrt Major 
areas Inseecioci emergency preparedness activities re ilconsoo response to notice ol 
vio'ationA Inspaeioi lollowup items. 

AMATO.C.Q . FOX.E.F., LAZARUS, W.J. Region l. Olc of ihe Director- 88/10/31. 3pp 
47474-U8 47474.180. 

8811160499 Forwards Eriviron Oualihcalion Enforcemem Conferenco Rept 50-210/05- 
3»on8B1020 

MAHTIN,T.T. Region 1, Ofo ol Ihe Director. 88/11/04, FITZPATRICK, E. Qonorai 
Pub’lc Utilities (Corp. • GPU Service Corp. 2pp. 47509:037-47560:078. 

—8611160603 Environ Oualitication Enlorcemeni Conference Ropi 60-216/d5-30 ori 
08IO2O.MaIor areas d.scussed:slgnlficnnco of concerns re environ qualification ol PV/C 
tape epilcas A limit switches associated w/MSlVs Reiaied info end 
OURR,3. Region I. Oio of the Oirecior. 08/11/01. 40pp. 47569.039-47669:070. 



8011160208 Rp^pondS 10 vio'alicos noted (n Hnlo'comenl Conitironce insp Repl SO- 
219/00-23 ro i&o'-oiion condonsci s>ys oporabi'ity NRC btiolcd on ataiua of iii4 offon to 
ovaluaio perlomante o' sys A addi Into to bo provulcd during 06 1 1 10 meeimg 
HirZPAlfiiCK.C Gonoral Pub'ic Uiildies Corp • GPU Serv.co Corp 00/11/07. Docu- 
rroni Control Brancb (Document Control Obsk) 1p. <1750‘1 l22-47S^:t?2- 

801 1170036 Advises ibat util 800513 Tech Spec Chango Requosi 169 (ieraod due to 
inDdoquQie |u 3 ii':CQi>on to rosolvo concerns over long torm Uoliav.oi ot core spray 
sparger ays Nonce ol denial of amend lo Liconso DPn i6 end 

STOLZ.JP Proioct Droctoralo l-'i OO/t 1/07. FlTZPATRiCK.E Gonoral PuMk U iMles 
Corp • GPU Service Corp. 4pp 47576 049 47576 060 

-6611170030 Nuiico Of domal Of amend to License OPR-ie & opportunity for heanng lo 
o'liininaio roquuerr.cni lor docketing of insp results lor core spray spargers & lo obla'n 
NRC rosiart auilion/aiion tor each rolueiing ouiage. 

OROMEflICK.A W. PfojOCt D roctoraio I--!. 08/11/07. <tpp 47676.053-47576:056 

6611180140 Nonce of Signllicani Licensee Mooimg 06-100 on QOlii? in Region I ro 
onlorconteni conlotonco concorr’ing operation w/ isolaiiori Condenser A voni sno tao- 
laied A Iso'afion Condenser 8 Inoporabio lor maini. 

COVvGlLLCj Region 1, Ole oMho Drocior 08/11/07. Region 1. Oic ot (ho Oirecicx 
2pp. 47567353 47567354. 

6611040324 Suppi 3 lo NRC inio Notice 06 tO0, •'Foodwaior Une Sreok." Sve lisl onef. 
ROSSl.CE. D.v.sion of Operaf.onal Evenls Assossmonl (Posi 870411) 0&/ll/t0. 
Consolidated Edison Co oi Now York, Inc li3pp 47559.072-475S9.i64. 


8S1I070001 LER 00-023-00 on 800037,diYwe'-'. al'lock dcoi leak la'o r.Gi tesied at Ire- 
quoncy or lest piossure required by tOu^HCO, App J Caused by msutf.cionr sdnilr.is- 
traliva controls Tech Spec change under review W/80l03t Ur 
MUNZIMG.LW. FlTZPATRlCK.E General Public Utiulins Corp • GPU Service Corp 
68/ 10/31 4pp 47461 242-47461 24‘j 

0611070094 lEfl 06-022-00 on 0ai002.pOwer to 4tB0 v Dus ID lost wtien breaker ID 
Ir^ipod & locked oul Cnusud by cable fault Faded diosoi gonera'or cab'o v-v.l be ana 
lyzed to ttetermine cause oi cable fault W/OOtO'Ji Ur 

6ayi.EY.RQ. FITZPATRICK, E General Pub' .c Ulilities Cerp • GPU Service Corp 00/ 
10/31 6pp 47444 OOt-47444.006 

6611090135 Pan 21 ropi re doled m Lr/niierquo Corp suppl'd* safety- reiofed SVB 
valvo actuators w/RH insu'oio'l dc motors tlial may not doveiop lu'i rated staring 
torque a( eiavaied ambient temps Review of motors by licensees recommended 
WILKINSON I E Limiiorguo Corp 00/11/03 OU-co o' Nuclear Roaclor Regulauon. Di- 
rector (Post 87041 1). I6pp 47525 227-47625 242 

6011090344 LER GO 024-00 on OOtOOS.USIV closure signal occurred during iniermodi 
ale range ncuiron monitor (IRM) Ironi panoi survOiHar.co tosi.Caused by procedural 
mdoquacy.iRIA bench ceUbr procedure revised W/OOi I03 Ur. 

MUNZiNGlW FlTZPATRlCKE Cona/al Public Ut luos Cprp - GPU Service Corp 
66/11/03 5pp 47525 202-47525 2B6 


DOCKET 50-320 NINE MILE POiNT NUCLEAR STATION. UNIT 1 


6811090284 NRC Into Noilco 86-007, "Pump Wuar 6 Foreign Obfecis In Piani P-(Ang 
Sya '■ Sve I'Si end 

nOSSl.CE D'Vision of Onerelional Events Assessmoni (Post 670411) 66/11/16. 
Co/ispl-dnierf Edison Co. of Now Yo/V, loc. I i3pp 47801 030-4760): I32. 

861 1090403 NHC Info Notice 68 060. "OogradaiKtn of Wasunghooso ARD Relays •' Sve 
I'Sl end. 

ROSSi.CE. Division of OporaUonal Events Aasossmont (Post 870411) 80/11/18 
Cotisol.dalof) Edison Co. o' Now York, Inc. 1 13pp. 47597 001-47597:1 13. 

6811220382 Discusses safety sys outage mods Insp findings on 8Ql0l7-U64.Fwe 
iioms ideniitied as restart issues llsied. 

VARGASA D.yi&lon ol Reactor Prqjocis • i/ll (Post 670411). 68/11/16 
FlTZPATRlCK.E. Gonoral Public Ull', tiles Corp. • GPU Sorv.CQ Corp App 47616.291- 
47615:204. 

80(1210229 Informs that responsa lo NRC Bulloiin 68 004, "Porentral Safety Retaied 
Pump Loss." edoqualoly provirlod Into roquoslodOoscriplton of (ortg term acHons 
nootiod within 30 days 01 action completion. 

onOMF.HlCK.A W Proioci Olrectoralo 1-4. 08/11/17. FITZPATmCK.6. Oonoral PuWe 
Ullliiios COip. • GPU Scjfvico Cotp. 3pp. 475 l} 6 . 294 -' 1759 e. 20 S. 

8811210395 Fo'waids Safety insp Repl 50-219/60 28 on 680911-1004 & 14 29 6. 
police of vioieiion 

QETTENHAUSEN.L Region 1, Ofc ol mo Olroctor 00/11/17 FlTZPATRlCK.E. Gen- 
eral Public UW'fiOS Co/p • GPU Sorwco Cerp 2pp 47693 I96-47593 217. 


f. Security, medical, emergency 8 (Ira protection plana 

8610260462 Rdspartds lo NHC 080915 lu ro violalto'is rxjloO « Insp Rtwls 60-220/88- 
17 & 60-410/00-1 7.Corrocuvu actions Lie patrol esiab'.ishod on 600029 & procedures 
ro barrier permits revised (0 addraas ideniifred concerns. 

WANGAN.C.V. NlagaiB Mohawk Power Corp 60/10/17 Document Control Qianch 
(Document ^nlioiGoskj. 3pp 47270 024 47270.026 

8810200142 Rnsponds to NRC 030919 Ur 10 violBt.on noted m insp Ropt 50-220/00- 
iSCorrociive ocllons firo dopl aurveiHance leal prpcodure will bo rov-.sod 10 emphosi/o 
Impeiiance of iniogrlty of overall (ire barrier. 

ENDRiES.JM Niagara Mohawk Power Corp 00/10/21 Document Control Dranch 
(OoCumOni Control Desk). 7pp 47200 301-47260:307. 

88103(0017 Generic Lir BB-10 to oU (uol cycle ladity licensees 
possess ftg.os'og.lftiportmg.evpoff-ng or iransnorimg lormu'a quani.i.os of straloflic 
SNM ro use of doad'y lo'co by ticonsoe guoras lo prryvsni theft o' 5NM S/c list end. 
OOflNCTT.RF. Division of Safoauards s Tfensportaiion (Post 670-113). 68/10/28, 
Cons^-daied Edison Co oi Now Yotk, Inc 3ipp 47513 017-47613 077 

6811160206 Rosponds 10 Insp Ropis 50-220/08-25 & 60 410/08-24 m appraisal in- 
apocior (oFowup iioms coniainoJ In App A Methodology lor using posl-accidoni sam- 
p>rM /esvua will be incorroiaied into radiological dose assossrueni capobiiiiios. 
MAnQAN.Cv. Niagara Mohawk Power Corp. OO/il/lO Documeni Control Bianct 
(Oocr/mp/W Coryi/plDesk). 7pp. 475B3;140 47663:146 


-8811210404 Nol'co of violation from insp on 8806ll-l00-i & {014-20. Vrolaffon 
noiod.on 670108,19,0310,0515 4 OOOl.alior nonods when conla-nmonl imcgriiy not 
rootiirnd by Toch Specs, cirywou oi'iock loatud at loss ihen Paprossura 
' Region f Ole ol Itio OiiQClor. 60/11/17 t|j. 475931190-17903.196. 


-8811210413 Insp Repl 60-210/00'26 on 800911-1004 & t014-20 Appiironl vk)loik)n 
nolod.MsIof aiona inapociod BCUvliios in progress, including p'oni opota»ons.rad>ai-on 
conl/oi. piiysicai sdcu/riy.maint 6 forced snuiuown acuviiios 

COWGlLL,C Region 1. Ofc of (he Ouecior. 8O/II/IS t9pp. 47593 190 47693 217. 


881 1 160008 NRC Into Notice 88 009. "Doyradailon of Keplon Gtoci«ei Insulation." Sve 

RoIsLC.e Division of Operational Gvonis Assessment (Posi 8704ii). 66/II/21. 
Consol.daiod Edison Co. of Now York, inc. ii3pp 47603.045-47603 (61. 


8011160470 NRC ln(o Nolico 08-092, "Poiential lor Spont Fuel Pool Oreyndown." SvC 

ROSsf.Ce. Division ol OpoiaUonal Events Assossineni (Post 07O4U). 60/U/22 
CoftsoUdalod Etfson Co. of Now Yo/k, Inc. 1 14pp. 47606.124-47606 237. 


66 1 (180211 Rev 19 to s'io emorgoncyplan w/601 1 16(1/ 

TGRnY.C.0. Niagara Mohawk >owei Cotp 06/ll/lB. 400pi) 47670 202-47576 344. 


II. General eotrespondenca 

B81I300S14 Cornmeni oppo&'ng pioposed ru'o 10CFR2(> ro Pilnoss lor (3uty 
Program Ui'J supports NUMARC commenie A urflcs NflC 10 accord full censlderauon 
10 NUMW^C doio'-uw lemBiks. 

WILSOn.O.O Niegaia Mohawk Power Corp eO/ii/iO CRH. f<,S J. Office of Hie Sec- 
rotary el iho Commission. 3pp 47633 344-47C33 340 

86 1 1230262 Advises thei.eileciiva on O61 1 1 5,1 Gutkhardt appointed os onocutuo vice 
prosklonl el nucioor cps'Oiioris. _ « _ 

ENORiES.dM. Niagara Mohawk Power Corp. 00/11/21. Documeni Control Branch 
(Oocumonl Control Desk) )p 47623089-47623:000. 


P. Opsratfng ffconso stage documenfs 8 correspondence 


6811160316 NnC Butloim 86-010. "Nonconforniina Molded Cast? Qtcurl B/oekors." Sve 
list enci 

ROSSI.CE Division of Opotalional Events Assessmoni (Post 870-1(1). OB/11/22 
iDonsolidatud Edison Co ol Now York, Inc. I2lpp. 47000001-47606 123 


R. Periodic operating reports & related correspondonca 


6811030012 "Nucloat Snioly & Compllanco Commiuos Somlannuat Ropi 9. Apr-Sopt 
1900." W/QR1024 lit. 

LANEY, HUMPHREYS, L L, WITZIG.W.F. Gonoral Public Util'llos Corp • GPU Scnnce 
Cotp 00/09/00 MURLEY.T.E. Oflico of Nucloor Beacloi Regulation. Ouoctor (Post 
87041 1). lOpp, 47417.339-47417.356. 


081 1 170288 Anrtuaf repl of mods tor 1986. 

WILSON RF. Gonoral Public Uti'.itios Corp. • GPU Servico Corp. 
RUSSELL.W.T. Region |, Ofc of Iho Orecior. 14pp. 47607;13S-47567;151. 


68/10/30. 


6811220413 Monthly operating ropt for Ocl 1066 for OySfor Creek Nuefear Generating 
Stalion.W/08lll6llf. ^ ^ ^ 

SEDAR J 1 1 FlTZPATRlCK.E. General PuhliO UliMios Corp. • GPU Service Corp. 86/ 
10/31. 0pp 47620;1B4-47620;192. 


S. Reportable ocouirenoes, LERs & related correapondence 

6811020372 LER O0-O21-OO.on 880020. "A" & "Q" isoialipn condensers oporeiod lo 
mode oulsido ol ays design due to unanalyzsd condition in condonsors.Cofrecllve ac- 
tions being ova'uafed to be diacusaod In suppi ropl.W/68l026 tir. 

GODKNECHT M.. FlTZPATRlCK.E. General Public Ulililles Corp. - GPU Sorvlco Corp. 
88/10/26. 5pp. 4/421-099-47421:103. 


e81028tK)23 Forwards environ assessmoni & linding ol no BlnniHcanl Impact ro 8609 1 4 
epplIcaUof for oxompiien Irom roQulrornonts ol l0CFn60 62(c)l4) for plant min (low 
capscity & boron concenliotion lor liquid poison sya. 

HAUGhEYMF Project Drrsciorale l-l. 8B/10/13 MANQAN.CV Mogam Mohawk 
Power C«p 2pp 47342 316-47342 323 


-8610280025 Environ assessmoni & linding of no slgn.l.csnl impact on oxompilon from 
10CFfl6O.62(C)(41 10 edow pfoni (0 use oquivafoncy formula consrdorfng sodium penra- 
boroiQ coigUon concentratlon.pump How ralo & boron onnchmeni. 

CAPR/LR A. Pf^QCt Dirociotalo l-V 88/10/13. 4pp. 47342 320 47342 323. 


8810100350 Gonoric Lu 60-17 lo all holdors ol OLS or CPs for PWRs ro loss ol 
OHR Sve bsl enci 

CRUTCHFIELD, D. Associate Director tor Prryecle (Post 870411). 68/10/17. Conso.i- 
dered Edison Co of Now York, inc. 84pp. 4 7279.166-47270 24). 


0610200008 Forwards famporary Qicerrtplton from lOCFRSO.App J schedular /orjui'o- 
menis re look testing emeigoncy condenser condonsalo return imo Valves 36-03.39- 
04.39 05 & 39 06, per 680623 lequest. 

CAPRARA Pfolecl Dl'ocioraie 1-1. 88/10/17. MANGAN.C.V. Niagara Mohawk Power 
Corp 2pp 4726^050-47269 065 

-8810260010 Exemption Irom tCFRSO.App J requirements re leak losling omeigency 
condenser condonsalo rpiu'n imo Valvoe 30-03. 39-04,39 05 & 39-06. 

V/WQA.S.A, Division of Reactor Pro|ocle • l/ll (Post 670411). 08/iO/i7. Niagara 
(Mohawk Power Corp. Bpp 47269.056-47269.065. 

8610260463 Forwards applicailon for e<rtoiKl to Llcenso OPP OO/ovlslng Toch Specs 
3 26& 4.2 6 ro inservlce Insp program. Fee paid. 

TERHYCO Niagara Mohawk Power Corp. 80/10/19. Documeni Control Branch 
(Document Control Desk), ip. 47289 003 4 7289:100. 
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4 26^ vv-f- :■? •'■iC u .f-»’PC'd:e r«j«eirei!.s Ct Ge.ienc tn 88-01 3 

D ‘.%V3Vv;^^.'4p;-*f.Ct.p fiSMCMS !{,? 47233 094 47269035 


-«tJJ»047i Te-:hSp«s £«cwrs 326 i 4 26 »e -r-seiwe iisp jnoffam 

••:a5jM.rj*i p;.£rCvp MM0/-.3 «M 47J€9096 47269 100 


MlCJ$Ot64 Gc-<t£ L't 63- !9 lo4: ice.-.seeio' ^ 

Cfi jVc«V.=!o^d^sMC?r4^f«w iw Pii.«is (Pcsi 870411) 86/10/20. Consol - 
fM'M Siscr Co C* '.<•« fcrt- ’••£ 4«pp 47613001 *76'3W6 


B810260463 FcrwflfdS app'iMllon tor flmoni/ lo hcm^o ri.i.fovi^.inn Terl 

ssrCTf rrssr 

(DocuUBnl Conlfol Dos'') ip 47200.093-47209 10i 


-8810280467 AppiWBl'CH lo' amund lo Liconso DPn-0r),J(i'/i‘>:>in Tt'Cli Sputa 
4 2^616 i4SDfvice insp p.'O0fam lo incoriminlo tfi'iii-tDiiumi!, o( O.-nfii., Mr 1 

TfficoKfaMchawk Power CO'P OO/lO/lO 2pp 4/20U OU4..l/2in 0 


-0910260471 proposed Toch Specs Socl.ons 3 21i & 4 2,0 ,u ,n,p p 

• Powoi Com. au/10/l0 OPP 4 /POO 001) 4/2()r| IflO 


M 1 1090348 F.r.vJS s-r-T-j.v i‘ 831318 f4«'r4 •'•'‘9 ol PnAS.aPAie progress 10 

1 Ce el the OrKiar 68/10/27 MANGA’i.CV Niagara 
Wc''4*s Fcut'Ce-^ l;0 47824233-47524 312 


8910140018 NflC Inlo Nol-eo 00-004, "Oolccl.'/o MoiO' Slinil Kiiyfl iii tini.U)r«iii 
R^Si.CE n Vision Ol Opotaiocal Lvonis 






-Ml 1390348 S-^r'-i/i d f 3i3!S rv«’ri0ii./>jl‘ teiesia.0 pia.icon*eni 4 SC0(» 

LAU^* fl Ri^pn ! O': O LV Dvectir 86/10/27 Re9«n 1. 01: Ol wo O-'otlW 
'CpC. «’-24;a^47524 3'2 

8811090471 Fy*i':s A-c-rd lOi to itcer.se WR-OS.saie:* e-WusVioo. erarpwn & 
r<-<.6 cl ear.ai -X" a' At^J rr. ses Tech Specs 3 1 2 4 4 1 2 Ipr fciiu>d poiSon SyS 
IP M's*» i:<;Ffi5'82'»';-ir«r'cr;s4*:e{;iasnc'e<Jine«'ept4>n 
KAt-Gi'/Mf P’i-tcv Ojjfua'e 1 1 eenooi MASaAS.Cv Kiegaia Mohawk 
Pcv.e'Ctfp 4pc 4751333247SI33S6 

-44 1 1090411 Eit-f:'' ■•;ri:c^,-<n«rrsol i0tFRW4<(c!(4|«> a 'pw ccns-Jeration 
pi v-j ct .sisei vjs T af4f'r/;ng e<)ta/a'er.i cpni'o' tapaohr cl i3% weighi 
so*-- certat-c^a'* a: M otm'ir Idiep pose" S|S 

■.aAGAEA C'sstn et Rac’cr Pto--.cw i/ii iPc« a/OJii) aa/i0/3i N-agata 
Mcrant Fo»et epr? £(p 475i3334-t75i334t 

-Ml 1090414 AncM <01 13 ucec.se O^R-43.ravsr>g Tech Specs 3i 2 4 4 1 2 lo 
t<«#«pc-v:n $|i 13 uiil» 'ed-emer^scs i9CfRS062. ' Pegu-renie-iis lor fteducuon 
t,» ATASEie'-.sfjr Vitf, Via'.K-Cu'ed " *«t»tAasr*i«4<n6*a<'4''«h 
CASR4RA P.-.-^cciOirec'C/a'sl l 68ri0<3i Tpp 475l3 342 47Si3346 

-44 1 1090454 Si'ii, evj'jr w vjppyicig Arra-aj lOi •« (.-ceosa ©PR 61 
• CA'ce cl Njc'ei' flfjcijr RweaSOh. Oi«io» (Po$i 87<Mii) 66/10/31 4pp 
475t3343 475r33t2 

-Ml 1090417 N:'<8 Of Mt-ia' c* ATartps lo uense 0Pft63 4 oppo/iumv >0* 
hear rig Rev d Tech sp« Figure 1)20. wn A;owat)e So*'/t«h Tenip' ip emno 
ct/'« u kwer ie>-(s 10 CO' .'a ne>gM % <ti sovws as low as 30 F gnaccapiabic 
MAUShgYWF Pr:^l&,-acr>aiel l e9/IO'3i 4pp 475l33S3-475i3356 

MI1040I30 Con'tx-s i7ai ciasv^rcs P'og'ai'n 4 mvasigaido <4 rpacior 

(TP r/Cbon. c/vener II p«/ Genc-d 15 63 26 >r«rn 2 1 tomplelod «n 651231 
TERR* CO IvajA'i My.4*k Power Cerp 66rn(02 O^trafit C^nio: Sranch 
IDoeur'enCori'SiOcii) ip 474 74 2*2 4 7494 242 

III 1 150240 w t Crawl'd 870217 vu6>o>’Ui 'coweueg ivs'-'-ca'-co d maihoC 

13/ perixrt'ig brai leas lye i«i< ra t'iv«$or*o4 i;e<^ 50 220'66- 17-02 
TEwFi/.CO Naga/a Wee, a** Po« C«rp 68/l»/07 Ooevrrefi Convd Branch 
TOocjr'Vi’iCpnvoiOsiiil ip 47549287-47549257 


6810170391 NflC Info Novco 00-006. Optiraiino W/Muinplo (irounih wi Oi: D-hi 

fiCSsfefE Division Ol Oporoliona' EvOnlB AssoBBtrcjil II’OHI 07041 1>. (IH 
<'«i>»n-'Hai»rt Cri enn r»t Uflui Yoik Inc IIDnu 'l740J.0fl ' --1 7403. Ill/ 


8810260142 Hosponds 10 NRC 800910 Hr ro violtinon nolnil in innp 1Uii>i 00-: 
iSConeciwe acvonsliio ilopi suwciHanco lusl ptocoduro win lin tuvKuil lo om 
impo-'isnca ol iniegriiy of ovoraii Ino bs'iliv. . . „ . . 

ENDRICS.J.M N.agsra Mohawk Powor Corp OO/lD/21 Docomoni uonirol 
iDocuwient ©oh'rol OoskV 7 ub /.7200 301-47260.307 


961 1030153 Noliticai-on ol GOl 1 17 mooimg w/i'consoD in nocAvrlln.Mn lo tiisi: 
kjwyp sci ons lo salaly sys luntHonal msp. 

HAU3heYM.F PfOlOCi Dirocioraio 1-1. 00/10/26 CAPHA.M A I’rojud n.iiido 
2PP.4742S 033 47425 034. 


88110M153 Forwards Insp Ropls 60-220/(50-10 A BO-410/00-10 on OHDDPli- 
npidS ol vioialiOh 

WENZiNGER.E.C. Rofl'on 1, Otc Ol Iho Dlrodoi. 00/10/27. MAMOAN.C.V 
Mohawk Power Corp 2pp 47495 000 47400 032. 


-6811080167 Nonce Ol violation Iron) l-hsp On 00C>D25-1003.ViOl{ilion9 noioil ns 
MHings loi lOd dock backup Uio. Channola A A U rioi ublAltiod A not ruc( 
Slap 9 2 23 due lo procodurel doticiency. 

• Rag'on 1. Olc Ol ihe Dnecier. 00/10/27, 2|)p. 47405 010-47400 01 1 

-8911080154 Insp Ropi SO-220/00-16 A SO'4lO/0n>lO on 000025 1003 Vi 
Ap;ed Major areas inspeciodiiconsoo aciipn on provioiialy ijoiililKitl iicn 
tou's.ssiaty sys waikdpwn. survesiahco losiniii tpviome A niloocil'on loliowup 
JOHNSON.3R. Region I. Olc ol ilio O'rodor. 00/10/21 2im> 4741)5 012-47/ 

6811060124 FoiwBiOS lOviSOi) loapo.hSO IP NRC UirctOlIn 00 007 ro i 
iraining.c'aiilying lhat Piocedu.’o N1-n0l*3.ro1 in oriQinnl ro9[>onKO is nnw (ir 
spaci'-c 10 addiass buJotm concerns. 

TERRY.Cf). U'agatft lAohftwli Pownr Corn, 00/1W01. Docurnonl I'.Otilicl 
(Oocu.Dsr.| Conuol Desk) 4pp 47470 050 47470 050 


Ui114dU3 Cor-mee-.s ct* 860726 \t is c>a.**<avons 8 agicenteMs leacT-ed Oia-ha 
860609 maesng re cirpkanco w/t3CFR50*cip J. coniafc*^i'i leak lar^ el pie'll 
WtsShg/MF Prc.«i Oir«!ya;j M 88'il/09 MANGAN.CV NMara Monawk 
Pawet C</b 2W 47534 13647534 )*0 ^ 

8811140288 Ccr-cjrs wAcaejea pee-Spn Ijf oscPrtnvngQuana'V/oon-'onno ol bWa 
Crack uce-rsee sivjud 'foe.-r tea;** byg*ai as soon is pcacvcii aftn occurence 
Ol etf-i i: pre.*!-! i.r,'-,e« reappei'ance of c»ac» 

HAVCnlTMF Prpieti OvK'wa’e M 68/11/10 MANGAN.CV N.ags'8 Mohawk 
Power Coi-S <CP 47539 163 47536 166 ^ 


IIIU40574 A:k locfrci A Kcefs wJdawai d 88ii07 proposal to* pertermna leak 
rue tests o' leedwa'er choc* va\es * 


8811180092 Forwaids Insprtepis 50-220/00-01 A SO-'1 10/00-9 1 on 0(11003 07 
(etipns noted 

e£lUAMy,R,n, Region t, Olc ol me Diroctor 00/11/07 MANHAN.CV 
>4ohBwk Power Corp. 2pp. 4756l;12C>.47501.lO4 

-8611160086 Insp Repis 50220/00 31 A 60-410/00-01 on 001003-07 Ni) v 
poied Major areas inspeciod reOioiOQicol conirois iricli«Iini| Irmn 
biiikhMiions.inlethai A oxlamal oxposu'o conuolB.AlAnA & radionciivo mnli i 
lOESCH.R, SHaNBAKY.M.M Region I. Olc ol Iho Dirocior fiH/ll/0 
47561.128 47561:104. 

8811040324 Suppi 3 lo NRC Inlo Nonce OG-100, "Foodwaior Uno Oroflk '• five 
ROSSI, CE Division ol Oporaiional Evonis Assosemonl jPosi 070411) i)l 
CohsWdBied Edison Co. Ol New York. Inc liOpp '17550072-47655)104 


“r'a^?^ rwg^an'J/^'^’-^ “^Wrevvig Tech Specs k, 

<^“0' 

AppkeaK^ lor amend f Uense DPH63renec'.ng admnisualive 
chj^ prwMij Secioos 6 1 6 2 656 6 S 64 re lecem change « .^Sga^ 

TERRv.CD Taagita McAank Power Corp 68/11/15 2pp 47590044 47590045 

-Ml 1210245 Prccjosao Teen Specs re mgi reorjawaion 

rvs^a McCiwV Power Corp 68/11/15 lipp 47590046-47590 056 

Q Ihipecooh ttponi. it BuHeuns 8 correspondence 

UgA-.» la. H-gn 


9911170277 Summary ol 600910 moohno w/uhl in nockvillri MD ro insui 
woQtam.Viewo'aphs onci 

^572030-4757208!''^' f’< 010 Cl Dnociotaio ! 

8911190206 Rfisponds IQ Imp Rents 50-220/00-25 A 50 410/00-24 io ftp 
?' Items contained In App A Molhodolofly lor using posl occi 

ClSr^r^w nw mcorporaiocl Into lod'ologlcol doso oesossmoii^l cnp.ilHiil'i 
m^7m!iPr' ^'a^'«^Mon%wk Powoi Corp. OO/iuio. Docurnonl Conn 
(OoCumenlConlrolResk). 7pp 47563:M0-47683:140 

“S'°SvciiTe'iii!r'^ ^ 

C^i'rt^irrt^H'*'°'' r * Evonis Assossmonl (Posi 070411) 

ConsolidetodF.disoftCo ol Now Yoik. Inc irjpp, 4760i.020-4760l.l32 ' 

”Vi 00-000, "Dogiadaiion ol Wosiuigtiouso AIIO no 


L^.edE«OnC0 0'.S-ewyck.l„C 123pp 47279242-47260 003.' r°' 6704,11 

snek, VY/Cones^r, A □eg'idedCoakngs 

ROSS/CE Ow•s-:«^ c( Ow..-.N„i c....... * 881'.'.»8988 NRC inlo Nonce 08-089. "OeQ(art«llr^ftr^fK«M^,^t:. 


6re1cnR«a..^^8l«kSU4lsor.Ancho.Dar,^ 

“l7 ,1? '6 ‘'O'awris ne-ed .» mso ReOIS 50.220/Pft 

ia«uri*niO«^lt, 3iv*^72700?i«27^M*^'^ Ooewneni Control Branch 


®*!si enci®® d Kapion eiocincni Ihm/ 

ffididaL^Edc'^nl Assossmonl (Posi 070411). 

M3J sonoaied td son Co ol New York. Irv: U3pp 47603045-47600 101. 

‘*'’■'’^2’ "f’°'^''"al lor Sponl Fuel Pool Dram. 

r?' Operaiionai t'vanls Assessmeni (Post 070411) 
soWaied £d.80n Co ol Now York. Inc li4pp 47606 12V47606 237. 

ami’® ■‘Nonconlormmg Molded Casd Orcul Bro, 
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R. Porlodic operating reports & related correspondence 

8810250033 Monthly oporaiing ropi lor Sept 1966 lor Nno Milu Polnl Unit 1.W/8Q10I4 
Ur 

DAHLOERG.K A.. WILLIS, JL Niagara MohawK Powor Corp. R8/09/30. 8pp 

47201 261-17281:209 

68 (1220103 Monthly operating rept for Ocl 1006 lor Nrie Mile Point Nuclear Scanon (Irji 
1 W/881 1 15 Ur. 

DAHLBERG.KA. WILLIS, JL. Niagara Mohawk Powor Corp U8/I0/31. 7pp 

47017 123-47617 129 


S. Roporiapie occurrences, LERs & related correspondence 

0811070150 PNO'l-86-ll3:on 60l03i,iicensoas oirperienceO momentary loss at olleiio 
power & declared unusual aveni Cause undoiormlned 

JOHNSON.J., AN0ERS0N,C. Region 1, Ofc Ol tho OlrcciOf. &0/tO/3l Ip 
47442 359-47442;359. 

8811090125 Part 2i ropl ro doloci in Limiioruje Corp supploo sa'oiy- rolaiod SMQ 
valve eciuaiors w/RlI insu'aiod dc molars ihai may not dovolop lullrolud starling 
torque at olovalod ambient temps. Rovlnw ol moiora by licortsoes rucommondotf 
WILKINSON, I £ Limiiorque Corp. 08/11/03. Ollico ol Nudoar Roacior nooulaloti, Oi- 
loclor (Post 670411). 16pp. 47525 227-47525 242. 

8811166096 Special ropl on 66taM, 19,20,27 & 30,fire delociion & Mo bauioi partolta- 
llons oui of SVC lor oraaier than 14 days Ulil ensured capability ol Mo boriOfs.& pon 
etrat'ons lo perform Inionded function within i h ol ovont 

WILLIS,J.L Niagara Mohawk Powor Corp 08/11/Q9. Document Control Branch (Dec- 
umonl Control Oosk) 4pp 47660:327-47560 330. 


DOCKET 60-223 UNIV. OP LOWELL. RESEARCH REACTOR 


F. Security, medical, emergency A tire protection plans 

881 108022S Forwards Saloly Insp Rapl 50-223/68 05 on 800820 No vio-kstions noted 
BELLAMY.R R Rogiqn 1, Qlc ol Iho OIroclor. 80/11/01. BEOIIIAN.L.E. lowoll. Unnr. 
Ol. Lovrell, MA 2pp 47476 238'47476:244. 

••8811080230 Insp Repl 80-233/08-05 on 6Q0020No vlalniions noioJ Me|or arose 
Inspodod omorgoncy proparodnoss 

aMATO,CG.. LAZARuS.WJ, Roglon 1, Ofc of ihe OLrocior. 88/10/29 5pp 
47470 240-47470.844 


0. Inspection reports, IE Bulleifns A correspondence 

6611060225 Forwards Salow insp Ropl 60-223/06-08 on C00629No vfoioiions noted 
BCLLAMY,R.n. ROQion I, Ofc Of die Oi'roctof. 68/ft/Of. OeOHIANL.G LowoT Uftv. 
ol, Lowoll. MA. 2pp. 47470:230 47478 244. 

-8011080230 Insp Ropl 60-233/80-05 on 000629 NO v.o'alioris notoU Ma.-ot atoas 
inBpociod:onioraency proparodnoss 

AMATO.C.O., LA2ArtuS,W.J. Rog.on 1, Ofc ol the Oiroclor. 88/10/20. Opp. 
4747&240-4747e244. 


DOCKET 50-324 UNIV. OP CALIFORNIA RESEARCH REACTOR 


P. Operaling license stage documents A correspondence 

0610260000 Application (or amond lo LIconso R-10l,doioling Horn t 2c & adding Horn 
1.34 lo Tech specs ro luol handling 

FOWLER. T.K. Calilornia, Llnlv. ol. SorKoley, CA. 88/10/10. ADAMS.A Docimom Con 
irol Orencli (Oocumonl Conitol OosK). 3pp. 4726B 320-47266 322. 

6611010457 Approves 880609 roquosi for apdoval of iransporieiiort touio for spool re- 
actor luol from Oorkoley.CA lo loaho Falls.llJ Routo and. 

MACDONALD.C E. Transporloiion Branch. 88/10/10 FOWLER, T.K. Cal-ioin a. Univ 
ol. BerkOlay, CA. 14pp, 47402:328.47402:330. 


V. Operator Examinations 

8011140219 NotifiQS ol 890110 moeiing w/Rogion V In Son Frandsco.CA lo ctscuss 
NRC raedor opetaiot iiconsing program in nog!on V. 

KIRSChDF. Region 5. Ole ol llto Oiroclor. 88/11/03. LIM.T. CaHorrua. Umr. of, 
Borkoloy. CA 3pp. 47635:152-47835:164. 


DOCKET 50-226 RPI CRITICAL EXPERIMENT 


0. Inspection reports, IE Bulletins A correspondence 

8611210349 Forwards Saloly Insp Rapt 50-225/e6-04 on 880017-18 A r>obco of 
vIolBlion.Violailons indicaio need for groaler mgl ovorS'ghl ol A oilonbon lo licensed 
activitios. 

KANE.WF. Region 1, Ofc ol ihe Oiroclor, 80/11/09 BLOCK, R.C. Ronssoloer Poly- 
lochnic Insiilulo, Troy, NY. 2pp. 47590 215-47690 225. 

-6811210361 Notice ol violation from insp on 060617-16 Violation noiod roacior control 
A safoly equipment not caiibr from Mar-Aug 1986 A nuclear safely roviow board liavo 
not mol at requ rad Irequency since Apr 1983 A beiwoon May 1087 A Aug 1986 
’ Region i. Ole ol the O.rodor. 88/11/09. 2pp. 47590 21 7-47590 21 B. 

-6811210355 Insp Rapt 60-225/88-04 on 800817-18. No violations noiod. Mator areas 
Inspecfodfscii-iy organliation.aciiQn on prov.ous NRC f-rtdJ^s.logs A 
records. procedures, survolllancos A mgl ovoisighi. 

HAVERKAMP.On. Region 1. Ole ol tho Diiecior. B8/U/04. 7pp 47590:219- 
47590:225. 


DOCKET 60-228 AER0TE5T RADIOGRAPHY A RESEARCH REACTOR 


F. Security, medical, emergency A fire protection plans 


6811228342 t>i)q',.'OSis ssr.isionce In review ol onci 888912 AeroieM Operauors.lnc so- 
cunly clanConipV on date tor rovlew is 8901 12 W/0 end 

MICHAELS, r S Siandardiroi-on A No.n-Powo' Reado.- f’ro)oci Di.’ecloraio 88/ 1 1 / 1 7. 
ERICKSON.R A D, vision ol Rencior Inspection A Safeguards (Post 870411) 2pp 
47606:335-47605 336 


DOCKET 60-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency A fire protection plans 

0010260087 Rospends 10 86071)7 request lor addi Into ro emergency p’en requirements 
let fecl'iy luol sior.tgo.ncsponso ro worst caso sk.n oosos piojociod onsne & worst 
case luel tod rupluro prow -dad 

MORGAfr.WE Commonwou'lh Ed son Co. 86/09/02 ERICKSON.R 0. OlliCO ol Nu 
clear Roacior flegu'ailan. Di.'oclor (Post 870411) 3pp. 47322 020 47322.035. 

-8010260095 Responds lo V701 17 tequosi lor add' tiio le consequoncos of tefuel.ng 
ocddcfti Insidn Unii I coi'10 r'.mont bldg A teqjosi tor deseiiplion of fuel mpvomoni 
ilu'ing UNI I refueling opoiai ons Sue bounUaiy radiation etposuro within ii.miis. 
TUHOAK.M S Commcirwcailh Edison Co. 77/03/16 ZiEMANN.D L Operating Reac- 
lets Otancit 2 (Pro 790628) 8pp 47322 020 47322 036. 

0610200324 Requests uiii in I'Oio invosiigaiion into aiiegnlion re Implemoniailon ol secu- 
rity acavibos to fully anaiyre niiogatian A datorirma il ol'ogaiion subsieniiaied or not. 
Enel wiifhoid (ref I0CFH2.79CI1. 

NOHGliuSCE Rcolor) 3. Olc ol ll-o Oiroclor BB/t0/l4 HEED.C. Commonwealth 
CdiSOnCo 2pp 47271 369 47271 389 

0010310395 AdwSOS lhat 001023 Rov 25 10 physical secuiily plan consisisni w/provl- 
sions ol toernoo 84(p) a nccoptabio 

SiiAFCn.wO Rcuon 3, Ofc Of tho D-rodO'. 68/10/24. OLISS.H. Corrmonwea'ili 
EdsonCo 2pp 47373 142-47373 143 

6011040037 Rev-sod emoiooncy plan impiomenlmg prpcod’J'OS.lnclud ng Rav 4 to 
OEOP OlO.new 3 10 DROR lOO.Rov 3 to DEOP tOO i.Rov 3 to DEOP 103'2.0EOP 
100 3.ROV 2 to OEOP 200.ROV 4 lo DEOP 200-1, A Rov 4 lo OEOP 200-2.W/IO over- 
SRO Oncf» 

* (3ommcrwyuelih Edison Do 60/10/27. 80pp. 47498'317 47468.00Q. 

6610310017 Gonpre Lir 06-19 10 sn fuel cycio taciHy i-conseos 

po$scssing.u$ng.irr,pciiing.aiporting or iiansporllng formula quaniiLos of sireioflic 
SNM to uso Of deadly lorcn by iiconseo yuarjs lo prevent ihefi ol SNM Sve list and 
BVriNSTJ.ftF 0.v.son o* Safpguords A Transponafton (Post 070413). 80/10/28 
ConsoidftKhfCdSOtiCci of New York, Ine 3lpp 47513047-47513:077, 


H. Oonetsi corrospondence 


001 1030447 Ccunmoiiis art pot lion lor ruVirnaklng PRM 50-50 ro auihorirailon of roacior 
icensoos to dopsM irorp license condiiions A Tech Specs in omotgency 
aiiuaUons Young cnLCiem ol inmimgDraciicas at plant w/o credence 
OEIGGORGE.L.O. Commonwoe'th Edison Co. 0&/IO/24. CHILK.S Oll.co ol iho Soc- 
rotary ol tho Corr'rr.iSSlon. Spp 47338 342-47336 344. 

80III40110 Commoni oppos-ng proposed tulo tOCFR28 ro fitness lor duty 
program Rf<H>osod ruUj unnecessary as utiis have ofleclivo l-lnoss tor duly program 
PEiERMAN.K CommonweoUh Edison Co 80/10/28. Docketing A Services Branch 
2pp 47495 0 73-47495 O74 

0811170327 Rosponds to 8Q0012 Ur ro NRC 800331 rosponso 10 quosuons taieod con 
ccrrWng condiftqns «i p'anis A rodponl proposal fo station son or oporator In control 
room at an nuclear plants lo ovorsou plant oporaiions 

2ECH.IW Commisslonois 66/11/09 YOUNQ.C Allilialion Not Ass'gnod 9pp 
47506049 47567 027. 


"6811170333 AnnolDlod Ur expressing oppiociallon lor reply to 800719 Ur A assurance 
in /eaponso to concerns pcriaL'iing to oporailtm ol lOl p'anis 
YOUNG.C AINaiion Not Assignod 86/00/12 ZECM.L.W Commissioners. 4pp. 
47586:052-47506 053. 

-6811170355 Rosponds lo 000710 Ur ondosing prior cortespondonco w/NRC ro concli- 
l-or's at tel p'anis A lOCFROO 54lx) A (y). Issues rmsod will bo given wide disscmino 
lion In FR A carolul considoraiipn by NRC 

ZECll.LW ComrtiiSBionorB 08/0W27. YOUNG.C Alliiietion Not Assigned ip. 
47566077-4758607? 

-6811170374 Exprossoe concorn ro iwo hazardous practicos ai ref plants, including 
asking melidown by euihoriring oporalors to turn oil nuCoar plant safely sys during 
emergency. 

YOUNG.C. Allilialion Noi Assigned 88/01/29. Region 3. Olc o| the Ouedor 3pp. 
47586.004-47566 098 


P. Operating license stage documents A correspondence 


0010380466 Forwards SERs occopimg pioposed mods to LPCI swing bus eulomaiic 
iriuisfer schomo ai plnnls.per 880319 suhmiual. Util requested to provide revised 
LOCA analysos that also assumes passive laiiuro ol otecuical power supply. 

ROSS.T Pro(oel Oifoclorato III-2. 88/10/13 DLISS.H E Commonwoollh Edison Co 
7pp. 47323 264-47323310 

-8010260494 SER accopling proposed mods to LPCI swing bus translor scliome at 
plants 

• NRC • No Oeiaiied Afliiialion Given. 88/10/13 6pp 47323 291-47323 296. 



24 DOCKETED ITEMS 


6410260499 Safcry eve'uaiioi re poslulaled dc Daiterf powo' Sbpply Wiie & ECCS 
totuiie-i'onisl.oss o' t?c power supp.v s/s rrus’ be ‘rduiJoc) ss ono ecs&b'e stWo 
! e 'we 10 tlosa.T LOCA ana'YS«!S 

■ OMco 01 Nucloa- Peacior Meguialion. D'oc'or (Post 670411}. 88/10/13 Mpp. 


66111605/0 fte(;i; 0 s «8 FR publication ol no'ice o( issuance of Amends 10.1 & 99 'a li- 
coosos OPn -19 5 DPn-2S,fospoci.v(JlyAmenas daniy app.'icabiMy of conio.inort 
otn^nconcanifflt on & drywe'i (o'us diilereni'ai pressuro (oou.ranionis 
S£QEL.e Propel Ovectoialo HI ? BS/ltrOe NRC • No Ools'led Al{ilitii,r,n C^rcr 
4pp 4/569 01 1-47509 Old 


6610160350 Genorc Hr 88-17 to sH fioldeis Cl OU W CPs I« PV/fts «e lass Ol 
Ot'fl S»c l.sl frIlCl 

cnLlTCm-iElDO Assoc-aro Dirocior lot Propels {Post 870411} 80/10/1/ ConsoV 
dalofl Edison Co. o' New YciK Ire B4[>p 47279.'Sfi-47279:24} 

8610260164 Gcror.'c L!/ 89 tfl la e‘i hoe.asoes of opcra-ing reaciors 6 na'deis ol CPs ro 
p'aM loocitd storage on opi.cai dtsKs Sve 'isi sac'. 

CnurC'yiELO.O. Assoc‘a'e Oireelw ‘or Ptclacia {Pqsi 070411}. 66no/20 Conseb- 
dated Etf sori Co cl New verh, inc 4Spp 47613 001-4/SI3046 

6411010515 Fcfv.a»d9 retiuest loi ada* inlo »e tosoonso to Genor.a Hr aooi covewM 
irsp pier's for 1903 re.'ue'ra Outage S Cans Ic' irntiaat.nQ ftttnnsio j»nial 
rec.acu.r.rni.stiess 'mprove.iiofti A wc'o ovorla/s 

SiEGEL.8. Pfcieci Dirocio.-alo (it-? 00/10/25 BUSS.hE Cofrrranweaiti* Fdsoc. Co 
5pp- 47390 31/ 47366 351 

8811010502 Fc.'warrts AmenJs lOi A 07 lo ticonses OPfl-lO 4 DPR 25^ idsdocdvoIv A 
sa'ety ova'iiailon. ' 

SiESEL.B ProiQcl O-rectorate it' 2. «9rt0/2e. BUSSHP Corwror.weaHh ttfsor. Co 
4p|> 4/404 254 /t7404.279. 

-8811010506 Anxwwls 101 & 97 »o Licenses CPR-iO & OPB.as.teapcrtvoly. (evis.t:g 
J** Of Section 3 5 F to iac'ude (Mire oreectial-ve (eou'ornenia 

lor bCLb operaLihiy djimg co'd shutdown A refus. ng operai'ona' modes 
MULLER.DR ProjCct DiO'.lC/alo 111-2. 88/10/28. 16pp 47404 268 47404:2/5 

-8611010810 Saloly ova':ia'lor) supporlira Ameras tOi A 97 to Liconsca OPR i9 & 
DPn-25.res!)0ci-veV 

' OlUa 01 l-Juc'oai neacloi neflu'ai't)r>, Directoi (Post B7Q4tt) as/iO/26 400 
47404 276 47404 270. 

6811030161 Reg .-es'S FR publication ol notice ol issuance o( Amends 101 A 97 10 li- 
censQ OPR-lfi A OPR 25.Amantl3 iTi03ity Sedion 3,5F ol loch Specs 10 wevde 
moiy pfosciipive reou -orreis for ECCS oparabil.iy tJu mg coW sbuit^n $ teiueina 
mod^s. ” 

Aivanas Giver* 

8611080282 Fonva'da nda' Inio re proposed arrend 10 evaiuaio effects of bus undewoi- 
iBfle onSLV A fl80v ac moioi tjua'i edHe 

SlUDYJ A Coiii(roA«ca;th Edison Co- 88/10/17, MUflLEY.T.E 0«.<e d Kireieai 
Reactor flpguialion, Oiraeior (Post 0/04 1 1). tjpp, 4 74 70.016-4/4/8 02/. 

8611060210 lr*(crms o! staVjs ol Mob« O'esse lasing A lesuiw pi Mod.i 
reij'atjon nosjiis confim /ubi'lcaiian oja'i'ies o( typos ci creases noi staviceMS al- 
leeied by rsciieiion eifona ' 

I'LAOY.JA. Com-nonwaaHA EcTacin Co. 86/10/31. muRlEV.T.E Olipe of Nucie«< 
Rsodlo' Refiuta'^on, Owec'.or (Post 91Q41I) 2pp 4/490338 47490 33? 

8811060220 P'ovicfes addi 'nfo re power supplies for e»i{iineneuiicemo.worinn syaper 
Rag Q'jWa 1.97 loposi-acc'tJfint mon.lo'.ng mstnjiTsniairon wfl paritc<ws«*o w/eWR 
Owners Group effort re deu’;onmon.t<sn<\a /o.n 

euSS HE CorrmoftweaiifiEdsonCo 86/10/31. Mufiiey.T E OUceoiNiisieafRa- 
6Cl0f Reeuialion, D’/eciot (Post 0/041 1) 2pp 474/2 354-474/2,358 

6811090016 Q’acusaes proposed C81116 msei-Ag re OCROR mods A 
pRJ|8f'co'Yi«nfs,.nc'iidintf program overview, summary c* compioied A o<v$ehe<1j-'o 

-.1 litenis 

Nucreer 

8811070191 Forwards Amanda 102 A 99 to I'cerwe* OPR 19 A OFB 25 lespeciYelv A 
sefohr eva'uation Amends crange Tech Specs to celled mv.rv.tnenmwefiliacemer.ls 
"lontor ng co.Tiploled.per Reg Gude 167 A NUREO 0/3/ 

SIEGEL, B. Pro'eci Dlroclo.-8ie J'i'-2. 88/1 1/03 aLiSS,He. Co.mmonweeUi Ed.sooCo 
fpp 47461-.2Tl-4746l;298 

-661 10/0216 Amonds 102 4 98 lo Licenses OPR lO A OPn.25,resp©clveiv channm, 
Tech Specs 10 re'leci i.nslrumenfailon enhancemanis for post-ecc'tfeni moni'.wifm 
co.T>p'eicd,(ier Rea Guido l 07 A NiJREG-0/37,Sijf^ I. ^ 

MLflLER,Dft. Pro.eci Oireclrjrsie (11-2 88/11/03. «Jpo. 47481 278-47461 ?95 

Salety evafueUon support ng Amonds 102 A fl8 10 Licenses DPB-19 A 
pPR-25respoc 'ively 

P' Nuclear Raacicr Ragulafion, O.reclc,* (Post 87041 n. 88/11/03 3c»o 
47^61. ?9 S 474 ol.?99 ^ 

6011070228 Rermeals FR pubiicaifoi ol noi'ce cl issuance of Amends 102 A 98 to Lb 
corjsas DFR-lO A OPR-25.rospociivoly Amsnrfs change Tech Specs 10 rel'eci inavu- 
For^aiion enbancemenia for post accident mon loring compleir^oet ReoQuHle 1 97 
SiEQELjO Prelect tvecloraw ilb2. 03111/03 MflcT • No Oclaled AUuSbon GWen 
4pp, 4/442068-47442062. 


8611090030 Fofwaioa reqaosi lot eaol i.n'o re response lo Generic Hr 68 Ol to cawi- 
p Ole rov.-0iiv,nequosi5 mlo be provided v..ib'a 69 days el Ur data 
Si'EGEL.Q. Pic'oet D'lOC'C'Bto 111-2 B8/1 1/04, eLlSS.H.E. Commo.iweafm Ed.son Co 
6pp 47512:253 47612 267. 


861 1 160039 Forwards addl (nlo re f'ued head assess.'nei;l program ai p'ents per 881013 
lolcoAFlued head ai>cbors which utiiire concrete expansion anchors used si Oo« 
^ ornbedmen! )or>ai‘i used i.n assessment most conservative 
JOHNSON.IW Commonw<jai'.h Gefeot* Co. 00/11/04 MGRIEY,! C. Ollco ol Nucleai 
floaciof Regu'alion. O''ec:or (Post8704l 1 ) 3pp. 4/664:125-47564 158 

•-WlllBOOp Responds li> 701220 iit jo NBC 701210 meeilng m Belhesda.MD re IE 
Bu'ol/i 79-02.Anaf'ysi3 cf she'l (ypo erpaoslon enchora ulteedn tAaco assembliaa In 
co/Kreie end Factor o( safety of lour einJ acceptable lor anchors 
FEOPLES.DL. Commo-nwea'ih Ediso.n Co. 80/02/19. KEPPlER JG ne(?icf>3 Ofeof 
the OueclOf. 3pp 47564.145-17664-15& 


-8811160048 •Evaluailorj of Analysis Procadoros for Dosigr* ol Shell Type Enpansion 
Anchored Plate Assemblies in Concrete. ' 

’ Sdigont A Lundy, lnc.CO/Ol/02. 11pp. 47ee4.14B-47£64.15a 


88111S0D2& Foiwards saleiy evaloailor* ro uii 070930 A B00509 submniois cl 'nfochf 
unp'cmeniaVon c( ATWS cute lo eiiernaio rod miocuon A leac'or coo'aivt tocirtu’Yyon 
p-imp (tip sys Responso 10 romaimng open items rcouOsKjd 
SiEGei.O PfOleci Directrorata ill-?. 88/1 i/OB BLISSHE Commcnwenlih Eason Co 
Spp 47551 036-47561 04/ 

-6611150062 Safely ovaluaiion ro comoiianco w/ATWS ruio lOCFn50 62 on e iornav) 
tod irfoci on A reci.'cu'alion purnp mp ays 

• OfCco ol Muc.'Odi Roacior noQutaiion, Di'sctor (Posi 0/0411) Ofl/1l/O0. 7pp 
47551 041-47651<I47. 

6611140120 Roquesis OA TopiCai Flopi CE-l-A for profeci managers lo uso ne icf doc- 
ument lor liriuro Lcensirig actions 

(/UU.£n,O.R Proiacl D.roctotaie lli-2. 68/11/1O SHCWSKiWJ CommoisweaW* 
Ed-son Co dpp. 4/537 097-47537 100 

6811210)13 Forwards commonls A rrsquasi lor eifdi info ro ulil 000506 Rov 2 to pur*p 
A valve mscrvtce testing program. 

SiEO£l..a. Proiiict Direcio.'aie III-2. 88/11/17. 8L1SS.H E CommonwoaJiti Ediscn Co 
I6pp 47S06-OOS 47590.020. 

8611219293 Inlorms lt\ol relief requested (lom eathoi comi^iHirienis lo seal voniitaion 
openhigs m saloly-refaiod doclncal cabinets granted duo lo listed rossnns 
SiEGEt.O Pro, 'eel Direclornio 111-2. 88/11/1/ OLiSS.HE Conimonweniih Edison Co 
4pp 47696261-47596.264 

6611220055 Forwards Rov 52 lo OA Program Topical Ropl CE-l-A por 801110 request 
SHEWSKi.WJ. Commonwealth Edison Co 88/11/1/. MULLER D R Prolocl Director- 
aio WI-2. ip 4/803 063-47083:066. 


O. Iriapectlon reports, IE Bulletrns A corresportdsnee 

6610030249 NflC Into NOIxo CD-0/9, ’Misuse of Flashing Lights (or High RaaaliOn 
Area Comtofs " Sve I'St ooci 

ROSSf.CE l3iv.$‘on ol Oppraiipnal Events Assossrroni (Post 870411) 08/10/0/ 
Consc'id0lodE(li5er>Ce of Nov/ York, inc 123pp 472/9 242-4/280.003 

6610870114 NRC fnie Nqiico 66 002. "Torus Shells W'Corios'on A Degradoil Coih^oa 
(r*GWfl Conlainmonis Sve fist end. 

ROSS1.C.E Oiv4>ori of Ope/Qiionai Events Assessment (Post 0704tt| OO/tO/M 
Consoidaied Ediscm Cc. o' New York, Inc. llOpp 4728O 124.4720O23S. 

6610140212 NflC Info Neiice 88-066. "Bipken fte'a'ning Slirek Siuds on Anctio/ Oo/i-na 
Chock Valves." Sve list onci 

50SS1.CE. Diyrilon ol Opoiaiionel Evonis Asssssmoni (Post 870411). 86/10/14- 
ConSoMatea EiJisoA Co. of New Yqrk, too. liepp. 47463.169-47463 310. 

6610280324 Reques's uhl ihihaie Investigation into ailenaliOn ro implomentanon ol socu- 
Fly activities 10 luliy onalyso a'iogatorv A doiermino It a'logaiion subsiantiaioti or noi 
£<'.ciwlhtwld(rel lOCFR27eO). 

NORFliUS.CE. Rogon 3. Ole ol iiio Dirsdoi. 88/10/14 REED.C. Common*voallli 
Eo-sooCo Ppp 47^l.-359 47271.360. 

8810250489 Forwards Insp Repis &0-837/0Q.24 A 50-249/06-25 Ot* 66098C- 30.No v'O- 
leixms r>oted 

SliAFEn.WD Region 3, Olc Ol iho Direclor. 86/10/18 REEO.C Commonwoeith 
Ed-softCe 2pi> 47282.t37-47282;l4$. 

-6810250490 insp Repis OO-23//O0-24 A 50-248/88-25 on 000926-30 No violaHons or 
dewahans r’oledMejoi sroas inspoctod; ifeensoo radwasio mgt pronrarr> includinn Of- 
oariratioi* A mot cor>itols.sol>rl indwaste A liquids A liquid wastes 
M1IIER.OE . SREQER.LR. Region 3. Olc 01 the D-tecloi. 68/1Q/10. 7pp. 47282:139- 


6610140016 NflC Inlo No'iCB 88 084, ' Delecilve Motor Shall Keys in Llmrlorquo Motor 
Acluaiws. ’ Sve 1 si end 

ROSSI.CE. Division of Operailonel Events Assessmoni (Post 070411). 00/10/20 
U)n»^d8lod Edison Co. of Now York, Inc I19pp 47200.004-47200:123. 

Into NoUce 88-086. •'Oporaiing liV/Muitiple Grounds In OG ni6(filw«or> 
Sys Sve ksi end. 

ROSS1.C.E. Division ot Operai.onal Evonis Assessmoni (Post 870411). 88/10/21. 
Cor\so'l(teladEd'SonCo, ol New Ycii^. Ine 116pp 47463 0B1-47463.1B7. 

6SIIJ00204 Injuns that Fall 1988 cuiage IGSCC insp program for plant submitted In 
respemso lo Gsnorlc Hr 08 01 acceptable w/ exception that no credit can bo given for 
hjiotOQQt* wBiei chemsiry Caiegory G wolds should be mspecieo as sialed 
SIEGEL.D. PrOiOCl D'rocioreie 111 2 88/11/03 BLISS.H Crjmmonwaalth Gdisrjn Co, 
3pp 47534-3C0-47634 362 

881(1^327 Raspoivds lo 60O612 111 re NRC 660331 resporise 10 quesbons raised cor*- 
ce-m(r*g condiiorjs at plants A recipient proposal to siai'on senior operator In control 
room ai ell nuclear plenis to oversoo plant operations 

4/^0« 88/11/09. YOUNG.C. Alfillaiion Not Assigned. 3pp. 


^ NRC Info Notice 80-106, "Feedwater Lino Breaii ” Sve list onci 
ROSbl.c.E. Orvis'on ol Operational Events Assessment (Posi 870411) 08/11/10. 
Oonsokdaied Edison Co. of Now York. inc. 1 13pp. 47S59.072-47563.iB4. 

8811160576 Ack recolpi ol util 661107 response to NRC Buiiciin 80-004, "Poiantial 
IsS!? Pump 1.05S." Completion ol response requested within 60 days 

Oirectorale lll-2 86/11/10. BUSS.HE Commonwealth Edison Co. 
6pp. 47569:087-47569.092. 

661109(^84 NRC Irilo Notice 68 087. "pump Wear A Foreign Objects in Plant Piping 
Sys. Sve list end. = < ■- o 

ROSSI.CE. Divis'on ol Operational Events Assessment (Post 8/041 1) 88/11/16. 
Consewated Edison Co. of New Vo/k, Inc n3pp. 47601.020.4/601:132. 



861 1090403 NHC Info Noiico 06 000. "Dcg'Briai'on of wostir.gtiauBQ AHO Relays ' Svc 
liSl ercl 

nosSi.CE Oivison oi Opctaiionai Evcnis Assoss'neiit (Post B704H). 80/11/16 
Consolidaiod EOison Co. oi Now York. Inc llOpp •17597;001 -d/bD/.l 13 

8811150066 NHC Into Noi<CO 08 009. "Ooo'Otlai on ol Kapion Fleciricel Insulolion" Svc 
hsi nncl 

nOSSi.CE Division of Oporniional Events Assessment (Post 070411) 8B/11/21 
Consol.daiotl Edison Co. of Now York, inc 1 13pp 47603:045 47603 161 

8611160470 NRC Info Notice 06 092. "Potential tor Spent Tuei Pool Dtaindowfi" Svc 
list onci 

ROSSI. CE Division ol Operational Events Assossmont (Posl 870411) 00/11/22 
Consolidatod Ed.son Co ol Nevii York. Inc ttapp 47606:124.47606 237 

6611 160315 NRC Qullotin 60 010. "Nonconform ng Molded Cnee Circu.l Bioakora " Svc 
I SI onci 

ROSSI. C.E. DviSion ol Oporaiio.nal Fvonts Assoasmonl (Post 070411) BB/ll/22 
Consolidated Edison Co of Now York, inc I21pp. 47606. OQl-47606 123, 


R. Periodic operating reports & related coirespondenca 

8811150256 Moniniy oporaimg repis tor Oct 1668 lor DrosdOP LImis 2 & 3.VV/86110I 
Ur 

MAXWELL.OC.. EENIGENBURG.E Comn-Konwoaim Edison Co. 80/10/31 30pp 
47540 iei-47549210 


S. Reportable occurrences, LERs & related correapondence 

8611090209 LER 07'02301:on 0707l7.ioaciQr scrammotl trcm 04% rotod llie/mal 
power un low roactor waist level signal Caused by lour loodwaioi toguiabng vaivo 
componeni (ai'uros Moini repairs made & componcnls roplacod.W/00lO2S lir 
MOY.M. EENIGENBURG.E Commonwoaltu Edison Co OB/iO/25 i|pp 47614060- 
47514.076 

8611090126 Pan 21 repl to dolQCi in LlmitoiquQ Corp suppled salCHy- rotated SMO 
vaivo actuators w/Rl-t insulated dc moluis that may not dovolctp h/i rated aiatiLng 
torguo at elovatud ombioni temps Hev.ew ol motors by i.eonsoes tocommonriod 
WILKINSON.I.E Limiiaiguo Corp. 60/11/03. Qllice ol Nucloar Ronclor noouiaiion. Oi- 
toctor (Posl 870411), 10pp. 47625 227.47528 242 


DOCKET 50-243 OREGON STATE UN1V. RESEARCH REACTOR 


F. Security, medical, emergency & lire proleclion plana 

6611210367 Revised "Oregon Sieio Un.v naOiaiio.n Ctr & TRiGA Roactor Emorgoncy 
Ruspnnss Plan " 

DOOD.B Oregon Slate Univ.. Cofval'is, OR. 06/09/30. I4pp 47508:302-47500 315 


P, Oporollng llcenee slags documents A corrospondence 

68 1 1 1606S5 App/lca^0fl for amend fo E/consd R- KW, revising wcrdlrw ol Toc'i Spnc 3 I 
& coirociinn errors In Tecli Spec 2 l.b. cuenging icmp in aid TRiGA fuol siiouid road 
1630 F & Toeli Spec C 4 b to road reoctor operaTions commmeu. 

JOHNSON, A G Oregon Stale Umv., Corvaiiis. OR 00/ 1 • /07 Document Control 
Blench (Oocumont Conitol Desk). 2pp. 47S60 241-47S60 242. 


V. Operator Examinations 

681 1 140366 Noiiliss Of osot tO mooiing in San Ftonsicao.CA to discuss poi-clos 8 pro- 
caduros for oporatoi iicens ng activity in Region VAgondn ond. 
kiRSCh.O.F Region S, Oic ol the Oirocloi 60/11/03. ANOCRSOM.T. Oregon Siaio 
Univ., Corvol is, OR. 3pp. 47530:1 14-47636 110. 


DOCKET 60-244 ROBERT EMMET DINNA NUCLEAR PLANT. UNIT 1 


F, Security, medical, emergoncy A fire proteollon plana 

6611010109 Forwards "1060 Ginna Siaiion Emorgoncy Propatodnoss Exorcisn Scenario 
(or 061010 Exorciso " 

SNOW.O.A. Rochosior Gas A Elocitic Corp. 00/07/20. JAMISON. J. BatlcHo Momonnl 
Inslituto, Pscllic Noiihwosi Laboratory, ip. 47402 336-47403:202. 

-8611010113 "1900 Ginna SlaUon Emorgoncy Prepatodnoss Exorcise Scenanoior 
601010 Exorcise." 

• Rochosior Gas A Electric Corp flO/tO/31. 303pp 47402 3 40-47403 282, 

6610250032 Forwards revs to socuriiy A Irelning A qualilicailon plane. Rovs unilihaid 
(tel 10CFR73.21). 

MF.CHEDY.R.C. Rochosior Gas A Elociric Corp. 08/10/12. Docomeni Control EBreiKh 
(Oocumeni Control Oosk). ip. 47270.027-47270.027. 

6810310017 Qoneric Llr 86-10 10 ell (uol cydo iDcllty liconsooa 

possessing, uslng.impoiiing.oxporllng ur Iranspor'ing lormula quantiUos ol siralogic 
SNM re use of deadly lorco by Hconseo guards to prevent Iholl of SNM.Svc kst onci. 
BunN£TT,fl.F. Division Ol Safeguards A Transportation {Post 670413). 00/10/28. 
Consoiidaled Edison Co ol New York, Inc. 31pp. 475t3;047-475l3.O77. 

6811150213 Responds to violai-ons noiod In Insp Ropt S0-244/66-t6. Corrocitvo 
oclions bolh poriodic tost proceduioa revised to assuro clarity of nood to evo'ueio 
condition against inoporab liiy cnieria. 

MECREDY^t.C. Rocnosier Gas A Electric Corp. 60/1 1/04. RUSSELL.W.T. Region 1. 
Otc of the D-roctor. 3pp. 47540:164-47549.150. 

8811160564 Forwards Safely Insp Ropt 60-244/66-19 on 680912-1016. Woalmess 
noiod ro control ol salotyrelaied ectivliles. 

BEHENHAUSEN.L. Region I. Ole ol the Oiroclor. 88/11/03. MECREOY.n. Roches- 
ter Gos A Electric Corp. 2pp 47568:219-47566:230. 


“6811160559 Insp Ropi 50 244/66-19 on 0509121016 Ua.ot aroos Inspected, plant 
operat'orM..operaiionai saloiy voni en'-on. S'-rvoi'lanco lost ng rrnni.radioioglcai 
prolection^nysicai security A wniicn.po.'.orlic 6 spoc-a' repis 

COWGILL.CJ Region 1, Ole ol tho DiroclO' 66/II/C6 lOpp 47560 221-47568230 

8811210421 Forwards Insp Rep! 50-244/06 18 on 060912-10 Violaiions rplcd 
EBNETEH.SO Rogoti 1 , Otc of ihe Oitocior 88/11/08 MECREOY.RC Rochosior 
Gas A Eloctr* Corp 2pp. 47596 201 47596 218 

-8811210423 Parua'iy w-!hhcid notice of vlo'aiio-'i horn nsp un 650912-16 (rel 

IOCFn/3?l} 

• Region I. Ole ol the O-rccior 60/11/06 3pp 47696 203 47590.205. 

-8811210429 Part-al'.y withhold Insp Rnpi 50-244/66-16 on 860912-16 <rol 
10CFR73 21) Violations noiod U8;ar aruas mspeciod secu'ity p'an A imploinonling 

; 'oceduros.rngt elliichvonoss.sacuniy prog-am aud-is A lesiing A maml. 

ILLMANjl. SylVESTER.E . KEIM G.RR Rogen 1, Olc Of Iho D.rocior. 08/11/01 
13pp. 47596 206 47506 210 

8611220209 Info'ms ol change in arrangemonis lor emergency caro ro emergency re 
spotise plan lor lac.My AUa Doles Mosp m Ootkoioy will prov do omorgoncy svcs Icr 
comaminaicil palionis Revised pages to plan enci 

FOWlER.T K Cailom a Univ o<. Dorkoloy. CA 88/11/10 DocumonI Control Qronch 
(Oocumeni Ct>ntto! Dosk) epp 47620 173 47020 IDO. 


P. Operating license stage documents A correspondence 

8810250100 Forwe'ds rosponso 10 NRC 660907 roquosi lO' addi info re utP proposed 
Steam gcmirato' lube poi phery s'oov.ng plan Ponphoy sioam generator tube sieovos 
will bo inslallod during Spring 1069 roluol ng outage.pend ng NRC approval 
MECREOY.RC Rochasinr Gas A Eleciiic Corp 66/10/12 Documoni Control Branch 
(Oocumeni Control Dosk) Dpp 47266 293 47250 300 

8810180350 Genonc Llr 06-17 to Bl Mo’dcrs ol OLs or CPs lor PVURs to luss ol 
OllRSvC hst end 

CnuTCHFiELO.D Associato Oiroclor lor Pra,ocis (Post 870411) 69/10/17. Consoli- 
daiod Edison Co ol Now York, Inc 64pD 47270:156-47279.241. 

&&I02601S4 Gonotic Llr 06-10 10 all licunsoas ol opcraing rasdors A hoidora of CPs re 
plant record sioraga on opucai disks Svc i-si onci 

CRUTCHFIELO.O. Assoc-aio Diiuctcr lo-' Pruiecis (Post 8704ti). 66/10/20 Conaoii- 
do'^ Edison Co ol Now Yck. inc 45pp 47Sl300i-4/5l304D. 

8811180126 Forwards losponso to 6DO027 llr requosllp.g oddl into ro plant procaduios 
go-'otaiion packago A backg-ou.'id mio explaining prosoni ays ol comrol'ing omorgon 
Cy oporabng piocoduros 

MECREOY.RC Rochosior Gos A Elociric Corp O0/iO/3i STAliLE.C Documoni 
Conitol Ortmeh (Docurricni Control Desk) 2Dpp. 475D7:290'47588’O33. 

-8811180192 R»v 1 10 A 501 6, "Piocoduio Control ol Emergency A Abnormal Proco- 
dufos ■■ 

’nochOStOiGasAEIeci'icCoip 68/10/3t. 20pp 47507:324-47507.343. 

-8811180106 Rev 2 10 A-502 1, "Emorgoncy A Abnormal Oporat ng Procedures Wrilota 
Gu.do." 

* RociiOSiat Gas A Eiociuc Corp 66/10/31. 32pp. 47567:344-47000:015 

-8911100167 Ruv D 10 A-503.1. "Emorgoncy A Abnormal Operating Procaduios iJsoia 
QuMo ■' 

* Hochoaiot Gas A Eiocinc Corp. 68/10/31. I6pp. 47568 016 47688 033. 


Q. Inspecilon reporla, IE BuHetlna & correspondence 


8810030249 NRC Into Nol-co 60-079. "Misuse ol Flashing Ughls lor High Radiation 
Area Controls " Svc hst encI 

ROSSi.CE Division el Oporaiionol F.vonis Assossmcnl (Posi 870411). 60/10/07. 
Consohdaled Edison Co. of New YO’k. Inc. I23pp. 47279 242-47260.003. 

89100701 14 NRC Info Notico BO 002. "Torus Shells W/Corroslon A Dogiadod Coatinga 
in BWR Conlainmonls." Svc list end 

ROSSI.CE Division ol Opoiehonai Events Assossmanl (Posl 870411). 08/10/14. 
Consolidaiod Ed son Co 01 Now York, Inc. 1 10pp. 47200 124-47280.235. 

8810140212 NRC Info Noncu 00-085, "Broken Rola'nhg Block Sluda on Anchor Darling 
Chock Valvus." Svc iisl onci 

ROSSI.CE. 0-vislon qi Operaiional Events Assessment (Posl 870411). 00/10/14. 
Consoixfaiod Edison Co oi Now York, Inc. llBpp. 47463.196-4 7 4 6 3 310. 

8810140010 NRC mio Noilco 00-064, "Dolociive Motor Shah Koys in Llmiioique Motor 
Aciualora " Svc I si onci 

RO^I.CE Ows-on ol Oporoiionai Events Assossmonl (Poai 870411). 06/10/20. 
Cwaoildaied Ed-son Co 01 New York, Inc. llOpp 47260004-47260.123 

88 10170391 NRC Into No! CO 00 000. ' Opaiaiing w/M.uli-ple Grounds in DC Diainbutlon 
Sya." Svc Hal onci. 

ROSSl.C.E Division ol Oparolional Evonia Assossmom (Poat 070411). 66/10/21. 
cionsolidaied Edison Co. of Now York, Ins. 1 iGpp. 47463.081-47463:197. 

6611080003 Responds to violations noted in Insp Rapt 60'244/66-i4. Corroctive 
aciion9:oudit check list will bo reviowed A lovlsed A Governing Piocddure OA- 
lOOO.Rov 2 will be rovisod lo onsuro thal results ol annual evalualiori maefo avaiiab'o. 
MECREOY.RC. Rochester Gas A ElocU.c Corp. 88/10/26 RUSSELL.W.T. Region 1, 
Olc ol the Diracior. Dpp. 47491:001-47491:003. 

6811070218 Ack receipt ol 000626 Ur re violations noiod during Insp A payment of 
$50,000 lor civil penalty proposed by NRC 890727 lir.Ad]ustmonl of dvil penalty not 
warranted In view ol number of oxamplos died lor valvos not lul’y oxordsod. 
llEBEnMAN,J. Olc of Enlorcomont (Posl 8704131. 08/11/03. MGCREDY.n.C. Roch- 
osier Gas A Eiociuc Corp. 3pp. 47461.084.47461 086. 


26 DOCKETED ITEMS 


t1^ro?^'c^BXit2aTrE^l-.Cc.J> ^anw^ PUSSElUVt P^n .. 
O'": cf OW ^I’P iW 47549 156 

MHIW54 SaV, fr-K. Rep: 50J4J/ea 19 on 68091M016 WaaWss 

88'"'« WECREOyP Pofhos. 

let Gai 4 E^ert'*; CCT5 ?pp 475562l94756aJ30 

-laillMSSJ ir.ep Pepl 50 244/50 19 on 6M912’IQ16 Va.ot a/eas tnspecied p’lnj 
ocofa'or$ccc/av>-ai m‘«v «en'<a‘.-of>. iuNf'a*<« l«5*-''9.maw*adc'09>.al 
pi-.-ecrcn p7-/V^<U ie-:^' -i 4 wri’en Pe’>o<5« 4 SOWUl 'eUS 
CCfiG'll CJ Pe^'n 1. (yc oi ine D'KIO/ 68''liC9 'Cpp 47S5822V1J5W230 

M1l2t(J421 Fc^arJi '-44) R?pl 5<y?44/4a 18 On 60O912’J6\7.o!a4C4:s 
EcVEtEBSO Re-jonl. O': Of U-« £>.'«’Of 00/11)00 WECflEDV.RC ftocRosiei 
G3$ 4 £W/< Cep 2pp 4?£96 201-47596 21B 

-041121002} Par.4'v nt'.ce d vis-'a'-oft I'o^ msp on 6a09«2-i6 (tei 

•'^^OO^^O'cclineDi/ecto/ 08/ll/M 3pp 47596 203 475S6 2i3S 

-1011210029 PanA'-f vM'POeld Insp Repi SO-240/M 18 ai 690912-16 (ifil 
iOCFH732iiVo'a:.ors /Ki'edWa.-C4 awas mipeciedsecfiv plan & trp's.-Mrir-a 
wocc^es 'ect fli'ocivenesi socuri'y p/ogi-a-n aurf's 4 lesi^/’O 4 me r; 

T'UWAfi A, SYLVESTER E. KE'V GflR flefi-O/' *- O'C of me OOeciQt 68/11/01 
t3ni 4r5}6 206 47596 210 


44UO4O320 S\its(;i 3 15 NPG irio Hi'xe t6-i06. "feedfaW' Lr.e a-cak‘‘S‘/cH0ex* 
POSS'.CE tV/wm <f £^a:or^ Evens Assessmeni (Post 870411) e6/ii/i0 
Cw-SOi’laiedElsonCo ClHe«Y0'''s'nt 1'3pp «7SS90T2-42S5/1'** 


*011090280 fiFC ii-fj T*ewe 64-087. Pjmp v/ea' 4 Fo/e-gn Coiocis m Kant P-p-t.# 
Sri '■$<: hi onci 

MOSS'CE >rts-on of Opaii'-pra- Events Assessn-e-m (PosI d204it| 88/11/I6 
CoftsC/dateiE-l-MnCo 01 Hew VOfk, tre Il3pe 47601.0?04?601 132 


8411090401 (iRC in'a N0«e 80 088, ' 0es'»1l‘*9" o’ Wes'.o^e-wsa APO ReyiS " Sve 
hi end 

POSSiCE O/von d Opw*'-*naJ Evd-'-s Assessnwfl iPw 870411) 88/81/18 
Cw»oWai»d Ertson ^ Ol New Yort. lx ii3pp 07592OOI-4759?:»13 


siiiisooo* NPC ln'3 Nooee 08-O09, 'Oeo/adai-cnci Kap;on EiecY^ei hsvia'aw." Sve 
bsi ew 

ROiSi.CE pMvon cl Ope'avon-a.' Evens AMessxm (Post 8704ii| 8d/ii/2i. 
CcnsoiKTa'eOEdiScnC^ olNewYon. x Ii3pp 47603 00547603 i6i 

M<1i404;o NfiC tn'o Nsbee 83.092. ■Pcien'/al lo' Speri Fwi Poof OrenJown" Sve 
Ml «<i 

R3SSI.C6 D^i&/On o< Ocera'/onal Even‘4 Assessmen (Post 970411) 68/11/22 
Con.soliOateOEOsonCe cfNiwYcM.hc lUpp 47606124 47608 232 

*8111*0315 7«PC Bj-'ein 86010. ‘ Noncon'om-ng Mo'leO CaseC/ctni Bteake/s' Svc 
iisi end 

ROrSf.ee Ofvis*di cf ^fa'jonat Eve/:* Asiejs-Tient (Post 870411) 88/11/22 
Cd-40i«a-« e*KXi Co of New Ycvii. (ftc I2ipp 47606001 47606 i23 


R. PtrioOic operatlivo report* 4 rdaled cgrretpondence 


8811210337 Mof-iWy ope/asno repf for Oei 1S68 fot BE Gifyj ifbCfea/ Power Piani n 
89l1i5f|r 

0*76^2^^44tV357^^^^°^'”^ Rocfieste/ Gas 8 Eiecirc Co'p 88riorji. gp. 


S ReporUOle ocewrenots, lER* 8 relaied correspondence 

8811090368 4ER 86-Ci0900on 8S09JO.two frvicri diamerer ppe* found lo have de 
graded OtocLs around tvpc deeves 4 vnp/oper (ae tamei f* Caused In >nade<ua'/ 
^^net lOM procedures ProcKkire w.ll)cupo'adedW/fl8103l 11/ 

Paches'er Gis 8 Eveex C«rp. 88/10/31 9pp 

8811090135 Pad 2i rept re defect /d Lirviorque Cotp supplied sa'ev related SVi 
rtve *'R'[ YSuUleO dc moiots xi nay noi develop M-ioied sianm 

p' Oy ^ensees recom.nte.KJed 

?s?»%':,?2Sr ■> 

rece-itfl m co'snul loom cn s 
^e maiKeneni operabon ol conpoi siiwn try peisonntf wovhin^arM 14 

^CTOftSW Rosier Gas & £xx Cerp 86/11/05 OoCurre.nl Convoi a'anni 
(OKurnen'.Co<Mi5lOe») 2pp 41569093-47569094. w.ur7-e.ni corwoi o-arKl 


V. Operator EsamXbons 


“e^Kr,^^ 6M2;3!,7’*^ ^ ■« 

M£CREDV.n.C Re 


DOCKET 50-245 MIIUTONE KUCLEAR POWER STATION, UNIT t 


F. Securltr, nvedical. eriwraeney & ftce prolacUcin plana 

securly pianRav wihtieij {,ef lOCF 
l»*) ^«<X2KAE^J 0* »Jonhe 

mentCooiroiDey) ^ Documeni Cortrd Sisncl 


B811W0353 WlASBS H>ai 683422 rovs IQ pHyslcnl bucunly p'nii conshiom w/ 
BmSuvW r>€5«rfro:c oi mo D,.ocio.. ou/ 10/27 mhoc^ka.e j no-xcsi 

UI'AeaApp 47495016-47495 041' 

Genenc U' 68-19 lo a'l luol cyclu Inci'ily iccnsoos 


8810310017 

possessing 


b«-no <r4)ofi'ng.O'<l'Ofi'ng or IronsporlmQ (ormiiin nunnii'lo? of strategic 
la use o'^ao'v ictco Ly 'itfci'soo nuaios lo ptuvoi'l lJ>o*' ol SNM -jvc us'. ercl 
BUHNErXJIf Owrsio O' Sflfeguaiils a T'OTSPorlDhori (Post 070413) OB/IO/20 
CfiSOldaledEdSCnCo cINew Yo-V, Inc gipp 47513 04/-47613077 

0811000144 forwards addi mfo ro cn'rociivn pci ons inkon & iilans lor fuHlio' corrociiva 
aewn re re.-ns SdunWod du'uig msp ol pliwl cniut^gncy oporulina procodutos 
lEOP) flavs made w EOl’s ot'm nato number ol dolicionciiis ulenliliorl 
MflOC/KAEJ No/Uioasi Nuc'oai Gnoigy Co (6vA)s ol Moniionsl UbV.ios) 
MftOC2KA.EJ- Nonhoasi Uii'ihos eii/lO/20 Uocu'minl Conlfol (Irnncti (I)ocumoni 
rtnnirni na«hl 2800. 47440 036-47440 052 


88II0900I7 Forwa'ds Insp Ropis 50 245/00 15,50 33r)/U0-2l & bO 423/00-14 on 

680622-25 No woiai dhS noxd , ». .. 

GEllAMV.RR Rogicn 1. Ofc el iho Di'ocior. f)0/il/0' MI10C2I<A,L.J Noiiliunsi 
Nxlear Energy Co (sobs cl Notihuasi Uii'iiios) 2()() 47400 251-4/400 '201 


-0611080020 Solely 'nsp Ropis 60 245/00-15.50 336/UU 2 1 S 60 423/00-14 on 
66(A22-25Na viotat'ons.dcrviabcns o' nrnosolvoiJ iicms iioIo(IMq,oi atoas 
i<ispacted<ca.nscoeme'goney preparodnoss p'oj'nn. 

AMatO.CG OegcM 0>c oi ino Ri'ccior. 00/ 10/31. Opp 47400 2&'J-4/40i>20' 


66IIIOOIS9 Revised omargency plan miplonioniino pracodincs.iniitidmu (tov 10 lo 
EP.?42tM. -EMT 2 - Pioiticivo Aclions loi Onsio Poiso'iriol.’' flov 12 lo F.I’lP 4304, 
"Emerconcy Response Cperaimn 'nsl/uchons" A nov I lo EPIP-4005. 

HAY.iin Nonhoasi UtiMies 6[»/lT/02. 52pp 47526.D22-47520.073 


8811160527 Rev6 lo Emorgo.ncy Plan irTip'enio.nling P/oceduio CPU’ 420/, "nodiologi- 
cal ianpLng Oahno EiMwoency." 

SCACC.SE No:iba4SlUi>l.l.i?s 80/11/08 ISj’P 47500’S?(}-47C60 2<10. 


861Il40166Noilicaia)n O' 001116 mpoiiiMj vv/u'il in Wotorfo/J.CT to d'SCdSS u'orroclivu 
aci-oAS laken m responso lo emorgoncy oporaiing pincocJi'fo Insp 
eoVLe.Ml Pic.ect O.r©tioiftia 14. B0/1U15 STOli:,JF Ptoiocl U.focwraic l-4. 
3pp 47538303^7539305 


R. Operaiing license iiago documams A corresponiienco 

88IOI803SO Generic in 80 i7 lo all lioidO'S ol OLs or CPa (or PWEIS ro loss ol 
01 iH Svc LSI er<t 

CflUtCHfiEio.O Asstcaio Uiecioi iw Pioiocis tPo5l 0704 U). Oft/ 10/17. Conwii- 
dated Edison Co o) Now Yo'K. inc 04pp 47270 l$0 47270.24 1 

8810250160 Oenci-cin 06-idio aH icensoes ol opiifeting lonciors A lioi(J0f6 ol cr>6 ro 
f 'ant record aiorage oiv opnea’ 0.sii8 Svc hsi onci 

CRUlCiifiCLO.o Associate Oiicc’.oi (oi Ptoiccis (Post Q7041 1). (W/lO/20. Consoii- 
dated Edson Co Ol Now York, Inc. 45pp. 47513 001-4751^040- 

8611830137 Forwards A-nends iOB.25.t34 A 28 to Hconaos OPn-61.Df'IV2l, DI’n-05 
A NPf-sO/espociv^y A solely ovo'uaiioh Amends modify Tecii .Specs wli'Cti specily 
Mki-ca'rons A conduct ol nucloftr rovtOw hoard lot a'l unila. 

STOi^.JF Rioieci Oi'ocioraio 1-4 nO/iO/26 WROCZKA.CJ. NoiNionsi Nuclear 
Energy Co. ls«l>s Ol Noiflroasi UW'.tiW). 9pp '17425 100 47A2b 1 47 

-6611030146 AirerMJs 108,25.134 A 26 to liconsos DI’n.01.(3r>H-2l,OPn-00 A NPF- 
45.respec6vely.irodrt|,rig Tech Spoc lo molity QuaUlicationa A conduct Ol riucloar 
>ov cw board (or al' un ts 

SfOLZJf rroiectO/eciptaioU 86/10/26 36pp <l742Gt1iO 47425 145 

-8811030152 Salely ova'uanon suppon-ng Amends 100,25.134 A 20 lo Liconsos DI’R- 
61,ORR-2I.OPR-65 A NPF-49,rosp8ctiv0ly 

47«5'^47425147^*^^'°^ Rogu'anon, Oiroctor (Post 070411). 08/10/20 2pp 
'if'Anicai evaiuaiion repis accoplmo rosponsos lo Oononc Lir 03- 

ao.llcin 2 2 Part I . 

ST012.JF P^eci Oiocioraie 1-4 OD/10/31. MnoCZKA.Ej. Connociicul Yonkoo 
Alorrx Power Co 2pp 47.104 001-47494 070 

“’.I"?. rt.'.!? Caneiic Ur 03 20, Horn 2 2.1 . Eriuiptnoni Ciassilicahon 

J« a'' <^b«Sa*oty Related Componoms Miilstono-i." 

V/Sn. £nJ?“S *l*’0"al Eng-naeirng Laboratory. FIN 0-6001. EQO-NTA-7200 601 
lu/ji. MHU • houoialod Alliiiaiion Given 20pp. 4 7404-.003. 47494.022, 

10 Ganeiic Lit 88-11 ro moidods dosenbod m Hov 2 lo Rog 

K ouie LOT to pr^ci Qlfoci ol neuiron tad'aiion on roacior vossol mails nCPO lor 
'''"’’’"'''o manner .Calculated adiustod rol temp values onci 
v-vw, J Cwnociicul Yankoe Atomic Power Co MFIOCZKA.E J. NodKoasi Nu 

^^^11^^ 1*^® ?' Northeast UN tios). unoCZKA.f-.J. Notifioasl os 00/ 

47480081 Blanch (DocumetM Coniiol OosK). 7pp 47484.075- 

*Vevl^solalif«?l^‘“«A rept.including irpdQlO on ISAP lOprC 

8 ^ tmplomeniallon scModulo.lisi of owsilng 

iSrEGoiw® '5' 'O6.pot 670804 common's on 

MflOeZKAEj Noithaasi Utikiios. MORCZKAEd Notlhaasi Nuclear Pnorov Co 
S (Documont 8onboI 

* UVKm KmImc insirumonlaiion A coniral 


UUUKtIbU IlkMS 


l( 


8Stlia0t67 Informs that provisions tor implomoniaiion of Hecommonctanon S.lhat reac- 
tor bo manually scrammed It ai any Umo durinQ operation m Hogiona A.B or C.coro 
thermal hydroulc mstab.iiiy occurs.w.ii be in place pnot to slaiiup 
MRCC^KA.EJ Northeast Noctoar Energy Co (subs o! Nertftoast UitfHies} 
^/noC2KA.EJ Norlhoasi Ulillies 80/1t/l4 Oocumunt Conitol Qrat,ch (Oociirranl 
Control Desk) 2pp 47503.1OQ-'I75Q3.1OO. 


Q. Inspection reports, lE Bulletins A correspondence 

8810030249 NRC Into Nolice 88 070. "Misuse of Flestiing liQhis lor litgb narSelon 
Aroa Controls " SvC l-si oncl. 

ROSSI. C.E Division ol Operational Events Assessment (Post 0704ii). 88/10/07 
Consolidated Edison Co oi Now York. Inc. I23pp 47279 242-47260.003 

68100701 14 NRC Into Notice 66-062. "Torus Shells W/Corros un & Oogradod Coautgs 
In BwR Containments” Sve list oncl 

ROSSI, CE. OlviS'on ol Oporelonal Events Assossrr.eni (Post 870411). 80/10/14. 
Consol.datod Edison Co of New Yoih, inc. ftCpp 47280 124-47280 235 

8610140212 NRC Info Noiico 06 065. "Broken Retain ng Block Studs on Anclior Oa'ing 
Check Veluos.” Sve hsl oncl 

ROSSl.CE Owision of Operaiionoi Events Assessment (Post 6704ti). 68/10/M. 
Conso'idaiod Ed son Co. oINow York, inc. t I8pp 47463. 199-'>7463:3I0. 

6810140018 NRC Into Notice 06-064, "Dolectivo Motor Shalt Keys m Lim>lo.‘Quo Motor 
Actuators ■' Sve I st oncl 

ROSSI, C.E. Oivis'on pi Opeialionol Evonls Assessment (Post 870411) 88/10/20 
Consolidaiod Edison Co ol New York, me ii9pp 472C0004-4?200.»23 

6810170391 NRC Into Notice 68-086, ''Operating W/Mull-pIo Grounds irtUC 0-SVibuUOn 
SyS " Sve list oncl 

ROSSl.CE Division ol Oporei'Cnai Events Assossrponi (Post 870411) 8B/lO'2l. 
Consol.datod Edwon Co. or Now York, inc tlfipp. 47463 08 1-47403 t87 

8810310441 Forwards Insp Ropi S0'2-lti/aa-ia on 680012-16 No vioiatiorrs noted. 
OURR.J P. Region 1. 0(c ol the Uirecior. 88/10/24. MnoC2KA,E J Noniviasi Nuclo- 
S' Enargy Co (subs ol Noillieasi Uiil-iios) 2pp. 47374 266 47374 280 

--8810310480 Insp Ropi 80-245/66-10 on 660312-18 No vioietions noiod Ma|o< aroas 
Inspoclod Mark I coniainmoni per ulil commiimeni m plant un.que erwiiysts ropi m re 
sponso to USI A-7. 

KAPLAN, H.J., CARRASCO, J.C.. STflOSNIOER.J. Region 1. Olc Ol Iho Orecloi 86/ 
10/21. Ilpp 47374 270 47374 200- 

8611040144 Forwaids aOdl Inlo ro corrective actions taken & plans lor iurthcr cor<ociivo 
OClion to Homs Idontiliod during Insp Ot plant omergoncy oporatirto procodutes 
(EOP) Rovs mado to EOPs oiim.nale number ol dolidencies irtoniiiiod 
MHOdKA.SJ. Norlhpost NuClosr Enoigy Co (subs ol NprUtoaei VUiWi) 
MROCZKA.EJ Nonhoobt Uli'itios- 68/10/28 Oocumoni Control Btarvrlt (Oocumoni 
Control Oosk). 28pp 47440-038 47440:052 

6611090162 Forwaids Saloly Insp Ropis 60-245/88- 19.50-336/08-23 & & 50-423/88-I7 
on 600026'30.No violations noiod. 

OELLAMY.nn. Regon 1, Olc of Hie Olrocior 88/10/20 MKOC7KA.EJ NorlhOOSI 
Nucloor Energy Co. (subs, ol Noniioast Utiiiiies) 2pp 47405033-47465041. 

-6811090164 Insp RopiS 50-248/68 19, S0-33CI/60<23 & 50 423/88-17 on 080026 
30 No violoiions noloo Major areas inspected: oporaiienal rediotogcai ummon momior- 
inn program, Includ ng mgi organdation 6 environ sample coHociion 

PASCiAicw.J Region f. Olc ol me Oirocior 88/10/27. 7pp. 474ti8.035- 

47495:041 

8811090017 Forwards Insp RepiS 60-245/00 15,50-33^/86 2l 8 60-423/8e-i4 on 
680022-25 No vio'aiions noted 

BEiLAMYRR. Reg, on I, Olc of iho Oirocior. OO/ti/Ot. Mf4<DC2KA.E.J. Npntieasi 
Nuclear Enotgv Co. (subs ol Nonrieasi Ulililios) 2pp 47490:251-47490 281 

-8011090020 Safely Insp Reels 80-245/06-15.60 336/60-21 8 60 423/68-14 on 
080022-25.No vioiaiions.duviaiions or unrosolvod Homs noio<i.Ma|ot eroas 
Inspoclod licensee omotgoncy p-oparodnoss program. 

AMATO.CG., l.A/ARUS,W.J. flog-on 1. Ofc of iflo O-foClor 68/10/31 flpp 
47490 253-47490 261. 

6811210208 Notification of 601128 Slgnllicanl Liconsoo Mooting 00-173 in K-ng ol 
Prussia, PA to discuss safely sys funct.onal insp & Un.i g m.uailvos Agenda oncl. 
MCCABE E C Region 1, Olc ol Iho Director. 88/11/09 Region t. Olc ol iho Dtoclor, 
3pp.470l1:35O-47O1i.36O. 

8611040324 Suppi 3 lo NRC Info Noi'co QG-iOO, "Feodwalor Lino Break'' Svc l.si oncl 
ROSSl.CE Division ol Opcralional Events AssossmunI (Post 670411). 86/ll/tO. 
Consol dalod Edison Co. of Now Yoik, Inc 1 13pp. 4 7559.072 47559.104 

6811140366 Notification of 0811 15 meeting w/uii m Wale.-foid.CT to discuss corroclivo 
actions lakon h response to emorgency opotai ng procedure insp. 

BOYLEML Project Drocloreio \A. 80/11/15. STOLZ.J.F. Projoci Osoclotaio 1-4. 
3pp 47630:303-47636 305. 

6811090284 NRC Into Notice 00-007, "Pump Wear & Foreign Ob|ccla in Plant Pipng 
Sys " Svc list oncl. 

ROSSl.CE. D, vision of Opetauonal Events Assessment (Post 070411). 68/11/16. 
Consolidated Edison Co. of New York, Inc 113pp 47601. 020-478t)t 132. 

8611090403 NRC Into Notice 60-088. "Degiadalion ol Wosimghouso ARO Rolays'' Svc 
list oncl. 

ROSSl.CE. Division ol Oporalionai Evonls Assessment (Post B704H) 68/11/16. 
Consolidated Edison Co. of Now York, Inc 113pp 47697 001-47507:113. 

8S112201S7 Forwards Environ Ouoliticalion Enforcement Conleronco RepIS 50-245/88- 
14 & 50-336/08 20 on 681110. 

KANE.WF. Rogion 1. Olc of Ihe Director. 86/11/16. MROCZKA.E J. NorlhOASI Nucle- 
ar Energy Co (sobs, of Norffieasl Ulr'rlrosJ 2pp -17615 3-14-476f8.£>!8 

“8611220161 Environ Oualihcation Enlorcemeni Conictonce Rcpis 50-245/88-14 & 60- 
336/80-20 on 661110. Major iioms discussed signilicanco ol concerns re environ 
quelilicaiion of standby gas uoslmani sys & Honeywell imcroswiiches. 

MCCABE, E. Region 1, Olc of the D.recior. 68/11/15. 33pp 47616:346-47618.018. 


8611230308 Roquesis complohon of GO-dey lesponso lo NRC Bullet n 86 004.providing 
vtfo requested in b.c & dOoscripiion ol long-term resolution actiorfs due within 30 
dMs ol completion of actions 

SIOt.2,JF. PiOfiCt Drecioraio 1-4. 88/11/17. MROC2KA,EJ Northeast Nuclear 
Ertergy Co (subs. Ol Norlhoasi Uiiii os). MROCZKA.E j. Connecticut Yankoo Atomic 
Power Co 3pp. 47641:297-47641:209. 

8811 160888 NRC Inlo Nolico 86 089, "Dogradalion of Kepton Elocirical Insulallon '' Svc 

6sl end 

ROSSl.CE. Div.slon of Operelional Events Assossmont (Post 070411) 68/11/21. 
Consolidaiod Edison Co. of Now York. Iric 1 13pp. 47603:045-47603.161. 

8811160470 NRC Info Notice 66-062, "Polonlial lor Spent Fuel Pool Otalndowrt.'' Svc 
net end 

noSSi.C E Division ol Operational Events Assessment (Post 8704ti). Q6/U/22. 
Consokdaied EdiSon Co ol Now York, Inc ti4pp. 47606 124-47606.237. 

88I1IB0316 NRC Quiieim 88 010, "Nonconforming Molded Case Circuit Breakers " Svc 
Ssr end. 

ROSSl.CE Division of OpofoUonni Events Assessment (Post 870411). 88/11/22. 
Consolijaiad Edison Co. ol New York, |rsc l2lpp 47606001-47606.123. 


R. Periodic operating reporte & related correspondence 

8811160453 Monrhiy oparahru rspi lor Oct I DBS (or M.tfsiono Dnil I. W/88U08 lU. 
NEWOuftOH.C., SCACE.S.E Northeast Nucloai Energy Co. (subs ol Northeast Uiili- 
lias). SCACE.se. NonhoBSl Uli'lliOS. OO/IO/Sl 5pp. 47550.132-47550 136. 


6. Repot table occurrences, LERs 8 related correspondence 

68II09012S Pari 21 rapi to dolocl m LimiicrtMO Corp svppUcni aaloly- rofaiad SMB 
valve ncluaiors w/RH Insulated dc motors Inal msy not dovolop (un rated sterling 
loiquo ai oiovaiod emb oni tomps.Roviow ol motors by licensees rcccmmandod 
WILKINSON. 1 E Lim, torque Corp. 88/ 1 1 /03. Oll.ee of Nuclear Reader Rogu'auon, Di- 
reclor fPost 8704 1 1) 16pp 47625:227-47625:242 

8611170322 PNO't'68-nD:on 661 1 1S.iiconsoo shuldown plant In response to high un- 
■donidioU leakage into primery cor^iolnmenl Causod by Increase In unideniiiiad prywe'l 
leakage. l iconsoo wi'i replace topwork (at boui D & E safety relief valves. 

OARfl.S.. 0£TT£NHAUfeEN,L. RAYMOND.W, Region I, Olc Of the D-rocior. 88/11/ 
M 2pp. 47502 064.47662 065 


DOCKET 50-247 INDIAN POINT STATION. UNIT 2 


f. Seeurily, medical, emergency 8 lire preiecHon plans 

8810)10017 Gonoiic LI' 80-19 to all fuel cycle lael'ity Iconsoee 
nossossii>ou$ing.impoiiing,e«poiiing ot uansponing formula quenliiloa ol siralogie 
SNM to uso ol dead’y force by iicerssoo guaios lo piavonl thell of SNM Svc list end. 
BURNETT.n.F. Division of Sologuarcls & Tiansporlallon (Posl 070413). 66/10/28. 
Cor>$c*daied Ed4Pr> Co ol Now York. Inc.oipp. 47513.047-47513 077. 


H. Oeneial correspondence 

8811029183 Commoni apposing pioposod rule 10CFR20 ro clasnin.g or disposing ol nu- 
clear wesioincmorat-oh of leowesio oil should not bo al'owod 
* Amsauoh Net Assigned aa/i0/3i. Oruco ui mo Socroia^ ot itie Commission ip 
47320 358 47326 358 


P. Opereling license elege documenls & correspondence 

8811140129 Rev to 880604 epp'icoiion lor amond lo Liconso DPR-26. revising Tech 
Specs lo relieci upper iimil ol 90 F lor iniat waior lo svc wafer sys & esiob'isn basis 
lor continued pisnl opoiat on Rov.sed saloly assossmenl oncl. 

URAM.SG ConsoVdaiod Edison Co ol Now Yoik. Inc. 88/03/10. Document Control 
Branch (Document Conitol Desk). 3pp 47536 038 47636061. 

-8411140132 Proposed Tech Spocs.incroaslng max oporaing lamp to 90 F for In'oi 
waior to svc wsier sys.Pege rov ipr ssloly assossmenl, supplemental saloly 
assossn^cnl, component cooling waior sys analysis & mochan'eal seal analysis enef 
• CoosolxIaiQd tdlson Co of now York, Inc. 66/08/10 2fpp 47536041 4/536061 

8810250466 Forwards conuoMod copy procedure Sols E 6 F ol emergency opeislir^g 
procedures wh-cb contain optimal recovory procedures & slslus trees & funciion res- 
toralrcKs piocoOuiOE.tospoclivoly.por B60&02 roquosi.W/o oncl. 

BRAM.S.8. Consolidaiod Edison Co. ol Now York, inc. 88/10/14 GALLO, R. Rogion 
1, Olc ol ll« 0.rocior. 3pp 47270 320 47270.322 

8610160950 Gonoilc Lir 88-17 lo all holders ol OLs ot CPs lor PWRs ro loss ol 
OHR Svc ksi end 

CRUTCHF1ELD.O. Assoclalo Diieclor lor Prolocto (Post B704II) 66/10/17. Consoil- 
daiod Edison Co. ol Now York, Inc 64pp. 47279:156 47270:241. 

6811020384 Nolice ol Significani Licensoo Mooting 86-155 In King ol Prussia, HA w/ulil 
on 061 104 re solely phlosophy. 

SWETEANO.P.D Region I. Die of the 0 rector. 86/10/16. Regon i, Ofc of the Direc- 
tor, ^p 47410 236-4'/4IO 237 

88110301B1 Informs that changes lo ohg nal mod planned lo allow core exit thermocou- 
ple 4ys to prov.do operator w/qua'i(ied & redundant subcooling maign monitor in 
comp'ianco w/llom II.F.2 ol NUREG-0737. 

6RAM.S8 Consoldalod Ed son Co ol Now YO'k. Inc. 06/10/10. Document Conlrol 
Orancli (Docurneni Control Desk) 2pp. 47439.020 47439.030. 

8810260164 Generic Lit 88-18 lo a'l liconsoes ol operating roadors & holders ol CPs ro 
am record siotage on optical disks. Svc list oncl 

RUTCHFiELD.O. Associate Oitecior lor Projects (Post 670411) 66/10/20. Conso'i- 
datod Edison Co. ol New York, Inc. 45pp 47513 001-47513.046 



K ' irtl-fo^ S.m-j'fllo' 

r.'GfOnD.D. PfOieci OifectcHio I-1 e3'i0/25 PfOjOct Crfoci»f«l© M I4pp 

47339 302-4;33»0l6 

9811080117 Fc-'v^ards add) <nl3 re forsuott & u$o lor pos) acodool iroo-icrit:} ol rnem 
stoamimd rad^aijon mpnitors & Ic/o' of qja'iicaion lor variables 0?S S 26por Si^' 
1 ioNljREG 0737 a nooGuOa l.B?.Rev?. 

BPAV.SS Consoi'dalea Fo SOI) Co ci Mew Vo/k loc 66'i0/2d Documort CoRtiol 
BfOnCh (Oocymerl CcnI'O' Desk) 6pp. 47494:251 •47494.266 

8611150333 Nofico of Signi'icar^i Lioonsee f/aoi ng eS-iSS.Pov 1 on 08UOO in Katg o< 
PrusS'S PA ro c.'ig..')cerir^g rriods a aafoiy ph losophy.Agc.'ida er:£l. 

SWcTLAf.OP 0 Rogion 1. CIc Cl Ihs OiicctOi. 88' 10/26 Rea.an t. OlC fri Ilf© Ovoc- 
13'. 3pp 47549 157-47649:159 

a67l070(}&3 Farivards Sdloty ova'uabon suppo'ing repair cf s'eacn ycneraior g>riii 
wDlds-Reso'ls Of prograin prov-da reasonali<Q assuranca lhai iical adecled ToneoTra- 
pairod 9 'ib we’ct adoqjale lo s-jppon Kaciuto tnschtv-cs anaiyss paifocmad 
CARflA.R.A Pfo.oci Orecloraio 11 86/10/23 BRAW.S Q Consol.dved Edison Co ol 
Nc-n VoiV.. Inc 3pp 47459 330-47468 337 

-8811070065 Salotf oya'va'.'ori si^potiing repa : ci sloern genarai'on^in laoids. 

• Office cl Ncc'ear Reactor Heguiai'O.i D'ocio/ (Posi 870411) 88/10/28. 5po 
47460.333-47469 337 

6611070328 Recuasls lorr nance ol 'ee lor 863502 appfical-on lo' arnc-'xl lo Licensees 
DFn-2C & DPR 64 

D QGS.RL* Liconso Feo Manao^mont Orarch. 88/11/01 GRAM.S Consokdalod 
Ed son Co cINewYotli. lac ip 4746l:321-474Bl 321 

8811170341 Forwards roqoosi lor a-ddi nfo ro a'rmriai'cn cl posfuiafed fdm©^ loop 
pipe ruplutas IrQ-Ti design basis lo lacVaie review ol ufi' suTiminal lor comphanco w/ 
revised GOC 4 Rospenso roquosied belore rioti lac 'iiy (c'oad 
LANQFORD.O. pioleci OiicclorAlo M 89/11/15 BRAM.S.Q Corrmonwoaliii Ed son 
Co 6pp 47582 117-47592 122 

8811170359 Conc'udos Viat l&c>'N sve walai pump mo'.oia witi rot t© in-cepaciUk’.efl & 
external f ood t© Tech Specs nol reedoJ 

LAHQFORD.O PiojetlO-eHotalb i-l. 88/11/15 SRAM, SB CoraMoaied Edison Co. 
ol 7f©>v York. Vd. 3pp 47S&2080-47582:002. 


O. inepecCion repo/ia, IE Bunellns & correapondenc© 

8010030249 NRC In'o Notice 68-070. "Misjsa ol Flashing lights for flgi Radeiio.*) 
Area Cor i'ols' Svoisleroi. 

ROSSl.CE Ovjsion of Oneranonai Evdriia Assossme.'ii (Pese 8704fl|. ee/iO/07. 
Consol'<lBlectEOiSQn<^ OlMowYotk.Ind 123pp 47279,242 47260003 

98100701 14 NRC Ih'o NoiiC© 88 082. ' Torus Shells W/Corroslori 4 Oeg-'aded Coalings 
in 6Wn Corla.*ini9nfs." Sve 'isl end 

ROSSi.CE Oivisoi ol Oporaiionai evo’iia Asses$.m6fi (Poai e704ti). 80/iO/M 
ContolirfaiodEdSO.nCo OiNowYeih. Inc. liOpp 47260 124 47260 23S 

86(0140212 NRC Info Note© 08-065. "tireken fToialrni Ofoch Siudson AncDcr Cfariro 
Check VgivQs " Sve l.sl end 

nOSSi.CE. p.vialon ol Operatione' Events Assessmoni iRosi 0704in 88/i0/i4 
CorisO^dA’Od Edison Co of Now York. Inc. tl6pp 47403 l 99-474d39t9. 

68IOI400I8 NRC into Nobco 88-064. "Oefcdiv© Mdfot Shah Keys •© Lim4<M«)ve Motor 
Ac‘.us‘Qis-" Sve I St end. 

ROSSi.CE Divsion of Opotafional Evonfs Asscss/nem <Pos( 870411) 66/10/20 
ConsotidalcpedsOfiCo oiNawYoik.{nc 119pp 479&0004 47260123. 

5810170991 HflC Irld HOl'ca 88 080. "Operating W/Mu up'© Grounds Ui OC CNsir.buiron 
SyS." Sve Hal ©hcl 

ROSSI.CE. Diviicn pt Oporailonal Events Assessmeni (Posi 6*0411). 09/10/21. 
Conso'rdaled Edison Co. ol Now York, Inc. l I6pp 47483 06I-47483 >97 

6811090094 EN-8e-093 0n 881 103. proposed I'nposi'ior of civil pona'iy n amouni of 
$75,000 )ii-.i| be issjed (0 ilcorsoe Action based on vloielions of nRC roquitemenis lor 
environ auniricai'on ol corte n items of elecincaf equipmeni 
WONO.H.OIc Of EnfOfCOnicr.t (Posi 870413) 88/10/31 ip 47502 094 47502004. 

6811080238 Forwa-ds Insp Repi 50-247/88-26 on 860616- l003.No v<©iat<if>e 
noted Rospensa lo discrep3t\cy re part ol reioclng welor storage lank fR'NST) tevoi 
Indlcet.ng davice adrifi In RlVST leguesiad wilhfn SO days of ib dale. 
WENZWQEB.EC P.eflion f, Ole of the 0«©clor. 69/11/02. BRAM.S ConsoNfaiocI 
Edison Co of New York, fro. 2pp 47473 321-47473:342 

•>6811880239 Insp Rapi 50 247/66-26 on 863616-1003 No vicHatcns noted Mafor 
Diaas mspeUedliconvao actions o.n proviously (denilied Insp 
findings. oporal.ans.manl.survelLanco, rov.'ew of peripd.c & special repts 8 LER foileiv- 

S?V'ETLANO,P. Region I. O.'c of llie D..-ocior 86/11/02. 20pp. 47473323 47473 3«2 

8611160244 Discusses ir;sp on 660412-16 S 871214-16 S Icrwerds note© of v.-olai>on 8 

E toMsed imposTion ol cWt penalty. 

USSELL.IVT. fleaion 1. Ole of Hie O..'eclof 88/11/01 ERAMS Consoidaied 
Edson Co of New Yoik, Inc 5pp 47559 322-476S9.338 

••8811160246 Notice of violation S proposed impos'lion ol civ-.' penally In emouni ol 
$75,000 Noncomplia'ico no’.od.env-ton fiual.rica'.iOn fiios lot tertan o'acUicat egup- 
mont did nol inc'ude roqiured docurramaiion 

RUSSELL, W.T. Reg.ar) l, OIC o( th© 0‘©cic' 88/11/03 4pp 47559327 47559339 

98110*9324 Svppl 3 lo HRC Inlo NoliCB 8&-106, "Foodwaicr Lin© Orosk" Sve L‘si end. 
ROSSI.CE utvfsion of Oporailonal Everla Assass.menC (Posi 0704111. 86/11/10 
Consolidated Edison Co. ol Nev; York, Inc 1 1 3pp. 4755ft 072.47569. 164 

6611090384 NRC Inlo Noi-co 88 087. "Pump Wear £ Fo/oign Ob'ecis ki Plant FSoVig 
Sys" Sve l.sl enci 

ROSSi.CE. Orvisiort ol Oporailonal Evariis Assessmeni (Posi 670*111 88/11/16. 
ConsoiWaiod Edson Co.olNew York, inc- 1 13pp. 47601:020-47601 132. 


ku end 

ROSSi.C.E O.vision Of Oporaiionsi Events Assossmotii (Post i}7a4ii) 80/11/16 
ConioLdated F.d-von Co 01 New York, inc ii3pp 47597.001-47097 1 13 

8911180068 NRC Inlo Nolle© 08-069, "Dcgraclalion of Kapinn Eiuctricoi insufeiion " S-vc 
rai enci 

ROSSI.C.E. Division of Operational Events Assossmoni (Posi 67041 1). 88/11/21. 
Conso'wlaied Edison Co of Now York, Inc. 1 13pp. 47603045 47603 I6I 

8811160470 NRC lt\io Noiico 88-092, "Poieniia’ lot Spor)i Fuel Pool Oiawdown.’’ Sve 

iiSi ©not 

ROSSi.CE Owiston ol Oporaiionel Events AasessmetM (Posi 870411). 6&/1U22 
Consol dated F.diso.n Co of Now York, Inc. 1 14pp 47606 124-4 7606 237 

8811188318 NRC Sul'stin 68 010, "Nonconforming Molded Cose Circuit Q/uakers " Sve 
hsi end 

ROSSI.CE. Oiv.sion of Oporailonal Events Assossmeni (Post 870411) UO/ll/22 
Conso'idalod Edison Co 01 New York, inc I2lpp 47606 001 47600:123 


ft. Pertodle operating leporta & related correspondence 


8611830116 Forwards monihly operating topi lor Sopi 1906 & revised moniMly oporoiit^o 
roptl tor 34*4 Aug 1993 

eRAM.SB. Conso-’idalod Ed-so.n Co. of Now York, Inc. 08/10/15. NRC - No Ooto lod 
At(t>u‘.-0(i Given ip 47422062 474?209t 


~88i 1039116 Monihly oporaiing repi lor Sopi 1BB8 lor Indian Po-ni Unit 2. 

KRiEGEfl.K. Consofidaiad Edison Co. of Now York. Inc. 08/09/30 Bpp 47422:003- 
47422:068 


■8611039116 Rovised moniniy operating 'opt for Aug 1968 for Indian Foini Un,i 2. 
KOieoeH>: consolidated Edison Co 01 Now York, Inc. 88/00/31. ip- 47422 089- 
47422 091 


6811210348 Momh'y oppraimg ropt lor Oci 19SB lor Indian Point Unit 2. W/861 1 16 Hr. 
KRIEGER.K, BRAM.S.B Consolidated Edison Co ol Now York, Inc. 88/10/-31. 5pp. 
47598236 475S6 240 


S. Reportable oocurrencas, LERa 4 relAtad corroapondenco 


8810310164 LEft 88-032-01 On 680922, da ly grnb sampis ol coniainment aimosptuiro 
rtoi taker) & analytod per Tech Spec 3 Vh.i.b 6 Caused by poor commun'cailor) bi>- 
isvoo/) watch cho.-n.'si i choin.6irY sfafl.AddI tngtruciion provided W/881 01 9 Hr 
HIGOINSJ.. BRAM.SO ConsoTdated Edison Co. of New York, inc. 86/10/22. 5pp 
47396194-47399 168 


8819250433 ISn 68-012-OO.en 860917.while rop'ac'ng luie on motor control cli/our 
baiiftry chargers disabled 4 tnoporabio tor 33 minuios Caused by loose lug necosaiial- 
bigcottocirv© action wniio ai power Lug rigrnenod.W/80i0l7 Mr. 

EILWANGER.J. 0I1AM.SB. ConaoHdotod Edison Co ol New York. Inc 90/10/17. 
4pp. 47292192 47292 195 

9610310159 lER 69-Q13 0D:oit 680822.s(jrv©iiiance interval on monitor & velve ueod lo 
discharge liQuld waste distilieio evceeaed. Caused by ptoceduial lnadOQi.iacy.Mod lo 
ptanl ptocodu'es liTiplomcniod.W/88l024 Hr. 

kOUTOUZtSj.D.. BAStlG.jAi. Consokdatod Edson Co. ol New Yoih, Ino- 00/10/24. 
4pp 47369:113-47369 lie 

8811020274 lER oe-OM-OOon 690924, displace' assembly found unaitachod to 
pa)i.'e.causinD leiuoiing water sioroge tank lo be declared inoperebio 9 pram brounlil 
to Foi shuipown pe' Tech Spec 30.1. Missing displacer ossombiy searched for.W/ 
891024 lit. 

OAHftj.. BA5ILE.JA Conso’iOoiod Edison Co. of New York. Inc. 98/10/24 Cpp. 
47421:142-47421-14« 

881109012$ Pori 21 rapt re doled tn Limllorquo Coip supplied safety- rolalod SMf] 
vatv® ac'.usiwa w/RH »nSulBiQd tfc moiois inai may nol develop lull-iaied slarlino 
lonfio at oievaiod ambient temps Review ol motors by I’conseus rocommondod. 
WllKiHSON.I E LitrMorqus Cojp. 88/11/03. Ollice ol Nuclear Roaclor RegulaV’On, Di- 
rector (Post 97041 1). lOpp 47625 227-47525:242 


V. Operator Eaamlnailons 


9811080103 Requests lhai ireenseo furnish Horns on encI list ol ref mall roQuiremonIs 
lot NRC requniillcaiion program ft liconaed personnel evaluaiion visit scheduled lor 
)vk of 690206 Designation ol (acily reprosoniairves also reQuosled. 

ESEtCROTH.P.W. Hegion 1. Ole of the Dirocior. 68/10/31. SRAM.S. Consol.'daied 
E<8sof) Co ol New York, loc. 7pp. 47494:176-47404:181 

8811180202 Recuesia 60-d8y exlonsion lor opotaioi lequal'ficailon exam athadulotl lot 
Jan-Frti l989.Extensfon w.ll ©How compielfon ol 1988 lecture sorler as 
ochodolod.snsurlng rrAn loss of opeiaior ualninQ lime. 

0RAM.SB. ConsoT'datsd Edison Co. ol New York, Inc. 88/11/04. Docomoni Control 
Branch (l^cufnarit Comiol Desk) 2pp. 47589.049-475B9 050. 


DOCKET SO-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F- SocurKy, marftcal, emergency ft lire protection plans 


6810260097 Responds 10 800707 request tor sddl into re emergency plan tequiromenis 
lor ladi-ly luel stoiega Response re wotsi case akin doses projected onsHo ft wore! 
case fuel rod ruptu'o provided. 

MORGAN.W.e. Commonwoalih Edison Co. 88/09/02. ERICKSON, P.B. Office ol Nu- 
doer Reactoi Regulavon, Oweclor (Posi 670411). 3pp. 47322 020 47322 030. 


DOCKETED ITEMS 29 


••0O1O26OO9& Responds in 7701 17 loquosi lor addi into lO consoqncikcos ot rolue'Jng 
nccidont inside Unit 1 coma nmoni bldg & 'Oquosi lot dosctipiion o< luol movoironl 
Uunrin Unit t <o>ueliiig opeial ons SilO boundary radinlion u«pasu'0 wlhin limils 
TUnQAK.MS ComTionwoalih Ed.son Co. 77/03/18 ZiEWANN.O.L Opetabng Roac- 
lors SrancP 2 fP'o 700D25) fJpp 47322 028 >17322 035. 

66 10260324 Req josis ulil iniiiaia Invesiigauon ,nio Qllcoaiion ro irr.plomQniation oi secu- 
rity activitios to fully analy 2 o a-logaiion & deieimmo li a'logaiion subsianlieied oi rot 
Enel wiionold (ro( tOCFR2.700j 

NORELIUS.C.E. Region 3. Qlc of the Oirccior. B8/10/I4. HEEO.C Commonweallh 
Edison Co. 2pp. >17271 350-47271 360 

6610310395 AdviSOS lhal 001023 Rov 25 10 physical security p'an cork&>slcnl w/provi- 
slons of tOCFROO S4(p) & accoptablo. 

SHAFER, WD. Rogon 3. Ofe of iho Oirocioi 80/10/24. BUSS.M. Commonwoallh 
Edison Co 2pp. 47373 t42-'I7373 143 

6611040037 Rovisod omorgency plan Implomariting pioceduros.lrtOuCing Rov 4 lo 
DEOP OlO.Rov 3 to DEOP 100, Rov 3 lo OEOP 100-1,Rov 3 to DEOP 10O-2.OEOP 
100-3,Rov 2 lo OEOP 200,flov 4 lo OEOP 200 1, & Rev 4 to OEOP 200 2 W/10 over 
8120 ends 

" Commonwoolth Edison Co. 60/10/27. 60po 47465 3 1 7-47460.006 

6610310017 Gonoric Ltr 86-19 to all luol Cycle laciily bconsoos 
osses8>ng, using, lmporllng.o>ipa'ilng or irensucrlmg formula qitanuhos Ot sKateg^c 
NU ro uso ol deadly lo'ce by iiconsou nuarcis lo proveni ihett ot SNM See list erw.l 
SURNE7T.fi F Ofwlston Of Safeguards a ^ransplJrta^on (Post 8?WI3) 8B/10/SQ. 
Corisolirfaloij Edison Co of Now Voik, Inc 31pp 475l3.047->17513077 


H. Qoneral correspondence 

861 1030447 Cnmmcnis on pofit.on lor rulemaking PfiM-SO-50 ro aulhoil 28 i.cn ot reactor 
licensees lo dopail irom license conditions 6, Tech Specs in crnorgoncy 
S'.luQlions. Young criticism of inorl'ng practices el piani w/o cccdorico 
DELGCORGE.L O. Commonwealth Edison Co 60/10/24. OtHK.S Otiico ol iho Sec- 
retary oi Iho Commission. 3pp. 47336:342-47336 344 

6611140110 Comment opposing proposed rule 10CrR26 ro tiinoas tor duly 
niogram PropesoO rule unnecossery as uMs have eUccbve Mness tor duty program. 
PErERMAN.K. Commomvoaifh Edrson Co 06/10/26 Oockofuia & Senicoa Orortcft. 
2pp 47405 073-47495 074, 

8811170327 RospondS to 060612 in ro NRC 660331 rosponso lo iiuOaiKins la'sod COn- 
coinmg conditions at plants & lociploni proposal to station eomor opereioi in coni'oi 
room el oH nudoo' plants to oversee plani opoiat one 

ZCCH.L.W. Commissionors. 00/11/09. YOUNG.C Aflitiailoft Not Ass-onoti 3pp. 
47586 049-47567,027. 

-8611170333 Annoloiod III onpiosslng opprociai-on lor reply to 860710 lu 6 ossuianco 
In response to concorns poilainmg lo opoianon ol rol plants. 
yGuNQ.C. Alliliafion Not Assigned 60/06/12. ZGCh.lw Commissronots 4pp 
47566:052-47680 053. 

••8611170365 Responds 10 800719 Ur enclosing prior corrospondenco w/NRC to Conr» 
lions ol tel p'ants & t0CFRS0.64(i() & (y). issues raised w-n bo given wide dtssonvrta- 
iion In FR 6 ceiolul considoraiion by NRC. 

ZBCH.L.W. Commissionere. 66/07/27. YOUNG.C. AlM<at>on Not Assigned, ip 
47686 077^47668,<J77. 

-8811170374 Exprosaos concern ro Iwd Masa'dous praciices at rcr plaints, including 
risking moitdown by auUiori 2 ing oparaiors to turn oil nuc'ear plant soioiy sys during 
emorgoncy. 

YOUNG.C Atfllinllon Not Assigned. 00/01/26. Region 3, QIC ol tlio Orocior. 3pp. 
47686 094-4768e:0ga. 


P. Operating license stage documents & correspondence 

6810260486 Forwards SERs accepting proposed mods to LPCI swing bus aulomai'C 
iranslor schomo ol plants, par 600210 submillal. Util roquostod lo provide revised 
LOCA analyses lhat also assumns posslvo lailuro ol olocirical power suppty. 
fiOSS.T- Proleci Directorate III-2. 68/10/13 BLISS.H.E Corrrrrw.nvwoim Edrson Co 
7pp. 47323:284-47323 310. 

-8610280494 SER QCCQptlng proposed mods lo LPCI swing bus trar^sfer scheme at 
plants. 

' NRC • No Dotai'orl AIMiRlIoii Given 86/10/13. 6pp. 47323 201-47323 200. 

-0810260499 Safoty avafuoilon ro pcsiuWori dc baiio/y cowe/ supply fpEu/o 5 ECCS 
roqulromonls.Loss of dc power supply sys must bo Included as one possAYe S'nglo 
Isiluro In design basis LOCA analyses 

• Ollico ol Nucloor Roaclor flogulalion, Duecior (Post 070411). 80/10/13. I4pp. 
47323-207-47323.310. 

8810160360 Gonoric Lir 60-17 lo all holdsra of OLs or CPs tor PWRs to loss ol 
DHR.Svc iisi end 

CRUTCHFlELO.O. Associate Ouoctor tor Projects (Post 8V041 1). 86/10/17. ConsoH- 
oalod Edison Co. ol Now York. Inc. 84pp. 47270.156 47270.241. 

6610260164 Generic llr 66-16 lo ell licensees ol operallng readers & tialdorso/CPs ro 
plant record eiorege on optical d,ak3.8vc list encl. 

CRUTCHFIELO.D- Assoclaio Ouoctor lor Projecis (Post 870411). 86/10/20. Consoli- 
daied Edison Co. of Now York. Inc. 45pp 47613.001-47613 046 

6811010602 Forwards Amends 101 & 97 to Licenses DPR-ig & DPR-2D. roapeclivoly & 
saloty evaluation. 

SIEGEL.Q P/ojoci Direcloraie m-S. 86/10/26 BLISS.H.E. CommanwoaMt Edison Co. 
4pp. 47404-264-47404:270. 

-6611010606 Amends tOl 5 07 lo Licenses OPR-19 & DPR-2S.co9poctivoly, revising 
Tech ^ecs roquiromenis ol Section 3.S.F to include more pioscnpiivo roqusomenls 
lor ECcS opereolMy during cold shutdown & refueling operational modes 
MULLER, D.R. Project Dirocloraie 111-2. 88/10/26 I6pp. 47404 :258-47404-275 


8611030181 Requests FR pjbllcatio'r ol notice ot issuance ol Amends >01 & 97 to Li 
come OPf-Vl^ & DPI! 25 Arno.-.iJs modily Sociion 35F ol Tech Specs lo include 
mote presc*4U.«o luqui-e-riois lot ECCS orcmpi'ily dunng cold shutdown & roluo'ing 
modes 

SIEGEL.B P/c/oci Direclomrp in 2 60/)t>/26 NRC - No Ooia-ied AUJaion Gfk-on 
3pp 47425 106 47425 >07 

08 1 1000292 Ferwards add into lO pioposod anior.d lo OvaiuslO nilects Of bus undorvol- 
lege on SAY & 48I1Y ac mnioi quait.ed ido 

SILAOY.JA Commo'i*oaill> Ed son Co BO/lO/27 MURLEY.T E Ollifto ol N-jcloar 
noacior nog-jlation, 0 locior {Post 67041 1). t2pp 47478 016-47470 027 

6611080210 Informs ol Siaius ol t/.obi Qinaso lesimg & results of Mcb-I 
ladiadon Results conl.im lubrication qual lies oi typos of gioasos not slgnlllcaniiy al 
fociod by radialiun elloris 

SitADV.JA Commenwoalth Edsart Co 63/10/31. UURLEY.T E. O/f.'cd ol N^tclear 
ReacioJ Ragulat on, Diiocioi (Posi 87041 1) 2pp 47400 336 47490 337 

681 1060220 Provides Oddi No re power supi>l OS for oxisting noutron moniioting sys par 
Reg Guide 1.97 re posi-acddcni man.icnng instiumerMaiion Ut'i poincipaing w/BWR 
Ownois Groi4) eltoti ro neui'on moniionng 

BLISS.HE Commonwoa'-ih Edison Co 60/t0/3t MURLEY.T E Olfico ol Nuclear Ro 
eciof Bogolaiion, Drocic' (Post 67041 1 ). 2rf\ 47472 354-47472 356 . 

6811090016 Discusses proposed OOIII6 mooling ro OCRDR mods & 
enhanconKmis.i.-rcluding program ovetvlow, summary ol complotod & on-schodulo 
luitnan cngineonng discrepancy correci.ons A mere dole led discussion o! items 
SIL/\OYJA Commonwonlih Edison Co. 80/11/01. MURLEY.T.E. Ollico ol Nuclear 
Reactor Rogulation, D-roclo' (Post 6704 1 1) 2pp. 47525 225 47525 226 

S0I1O70191 Fo-words Am.snds 102 & 00 10 LIconsos DPR 10 S OPn-26, rospocLvoty & 
aalAiy evaiuaton Amends change Tech Specs lo rollocl instiumonlaLon onnacomenls 
lot posi-accidanl moniluting compleied.per Reg Gu'de 1.07 & NUREG-0737. 

S(£<j£L.8 Proioci Droctorsio 1112. 66/1 1/03 6U5S.H.E. Conimanweafin EdNen Co 
5pp 4748l:27V4746l 208 

-0011070216 Amends 102 & 08 to Liconsos DPR-IO & DPR-25.raspactivo1y, changhg 
Tech Specs lo rolioct insirumoniai'on onhancpmonts for posl-eccidcni moniioting 
comploted.por Ron Ouido l 07 & NunEO-0737,Suppi i 
MUlLEn.On Proleci D rocloiotn 111-2. 06/11/03. Mpp 47461 276-47401295. 

-8611070217 Solely ovahialmn supporting Amends >02 & 98 lo Liconaos DPR-IO 6 
OPR25.tospocliv0ly 

* Oil-ce O' Nucionr Roacipi RoguiaUon. Director (Post 070411). 80/11/03. 3pp. 
47461 296 47461 290 

8611070226 Reqyosis FR pubiicoiion ol nollco ol Issuance of Amends 102 & 96 lo Li- 
censes OPfi-iO 5 OPfi'25./e<poei'vofy’Amcr>ds etienge Tech Specs 19 /ofleci Insl/u- 
meniai-on onhencemenis tor posl-aceldoni mon.lorinn compleioo per Ron Guido I 97. 
SiEGEl.B. Piojoci Dirociomie 111-2 00/11/03. NRII- No OeiaHod Atliliaion Given 
4pp 47442050-47442 082 

8611160030 Forwards Odd' mio lu iluad hood assessment piogram at plants, pet 881013 
loiconFh/ed head nnchois which uhiizo concieio expansion anchoie used 01 Quod 
OUos pieni only 5 empodmen) lenpii) used iriessessmoni meal conservative. 
JOMNSON.IM Conimonwoa'tii Ed Son Co. 60/11/04. MURLGYJ.E. Ollico ol Nuclear 
Runcior Ruguiation. Di'OCtoi (Post 07041 1). 3pp 47584.126-47664:190. 

-8611166043 Responds 10 791220 Hi ro NRC 701213 mooting In Bolhosda.MO ro IE 
Quloim 76 02Anaiye'.s ol slieii waa oxpanslqn anchois ut'l-iaa in place esseihbi-es in 
conc'oie onci Facioi ol saluty of four si H accopiabio lot anchors 
PEOPIES.DL Commanwoallh Edison Co 60/02/10. KEPPLER.J.O. Region 3. Ole of 
IliO Ouoctor 3pp 47564:145 47504.156 

8811160570 Requests FR publICBllon ol nobcu ol Issuance ol AmonOs 103 & 99 lo Li- 
censes OPn-19 6 DPR-26.mspnctivoly Amends daufy appicabiily of corWalnment 
oxygon concon|iQtx)n & drywoll lo'us difloronilal pressure loquifemenls 
SiFGElB Proioci D.iacioralo 111-2. 0E)/tl/08 NRC • No DclaHed AlfiHanon Given. 
4pp 4750901 1-47869014 

6611160025 Forwards saloly ovaluaibn to uM 070930 & 680509 submiuais ol No on 
impiomentaUon of ATWS rule ro allorneto rod mjecilon & roaclor coolant rocirculeilon 
pump Inp sya.fiesponso to rornalrt nn open Hems rertyoslorl 
SIEGEI.0 Proleci Diiocloralo III-2. 68/1 1/08. BLISS.HE. Commonwoallh Edison Co. 
6pp, 475514)36-47651 047 

-88)1150062 Solely evaluation ro compiianco w/ATWS rule 10CFR50.62 on olieinaio 
rod Injection & reclrculaiion pump irp aya 

■ Oinco of Nucloar Roaclor Rogulat-on. Oiiocior (Post 870411). 06/11/00. 7pp. 
4755) 04 ».4765 l 047. 

001)140120 Roqucsis OA Topical Rrrpi CG-1-A (or project managers lo use OS rol doc- 
umoni lor luluro licensing actions 

MUUER.OR. Proleci Oirocioroio III-2. 06/11/10 SHEWSKl.W.j, Commonwoailh 
Edison Co. 4pp 47537:007-47637:100 

88 1 (210) )7 Forwards commenis 6 request lor addi Ne re uid 000500 Rev 2 le pump 
& velvo inservlco tosnng program. 

SIEGEL S Proleci Dirocioiato 111-2. 08/ 1 1/17. BLISS.HE. Commonwoallh Edison Co. 
lOpp 47590:005-47596 020 

6011210293 Inlorms ihoi rollol roguoslod from oaiiior commiimonis lo sael vonlilallon 
opon'ngs in aateiy rolaiod olocirical cebinols gianled duo lo listed reasons. 
sTeIjELO Prolpet DtecioraiB 111-2 00/11/17 BLISSHE. Commonwealth Edison Co, 
4p(). 47596 281-47606 264. 


Q. Inspocllon reporla. IE Bulietlna & correspondence 

6610030249 NRC Inlo Notice 60-079. "Misuse of Flashing Lights for High Radiation 
Area Cprtirola " Sve l-sl enci 

noSSI.C.E. 0-vlslon of Operational Everns Assessmonl (Post 070411). 86/10/07. 
Coraekdaiod Edison Co. ol Now York, Inc. t23pp. 47270:242-47260:003 
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e6 100701 l<t NRS in'o cs 68-062. ' 7 cKus She'ls W/Co'roslo-i & Degraded Coatings 
ift Bivn CorU nme.'is ■ ;ist e.'-cl 

ROSSI.C.E: D.viS’on of Ope'oi-onal fvoris As&ossTieii (Post 670411). 83/10/14. 
ConsQlidal^d Edisc-o Co o' N'ev. YotK rnc i lOpp. 47280 124-47280 2)5 

8910140312 NRC 'n'o Not es 88 COS. "B'oVen Deta-n ng Block Siiids on AixhOf Oahng 
C*)ack VaNod S/cfsicnci 

ROSSI.CE- D'/ision oi OparaliC'ia’ Eveits Assessmeni (Posi 870411) 88/10/14. 
Conso'klalcd Ed'Son Co. ct Now Vork. Ire 1 18pp. 47463:199-474633I8 

0910280334 Roo'josis uii' inliiald lAvcsi pa'ie.n in'o a 'ogaiio'i /e I'npiotne.v.a^on of sacl^ 
oty actvCies to lu 1^ analyze al.egaloi & dete-m'ne i* a'loaai cn SLbslaniiaiotf or not 
Enel Mrt(h>)o'd ftef 10CFR2 780). 

NORELiUS.CE Region 3, O'c of ito Oirecioi 86/10/14 REEO.C. Corwrcnwraafih 
Ed son Co. 2pp 47271 359-47271:360 

88 10260489 Forwa.-ds Insp Repis 50-237/68 24 & SO 240/68-25 on 860928- 33 No via- 
laiions noted 

S.NAF6H.W.D Regio-*' 3. Otc o' iha Orecia; 80/10/18. REEO.C Commonweatb 
Edison Co. 2pp 4?282ria7-47282 142 

-8810350490 I'isp Rcola SO 237/88-34 & 60-249/88 <S O'! 686926 30.No<M)U3ons oi 
cfevaio.-is noted Major areas iispeciod Icer.seo radwasie mgi paografnj-nc'udrg or- 
gar’za'Jon & rtwr conWs sc id lad-vesta 6 "tj- 36 &i-qu'3vf&v.ee 
MXtER.O E , GR£aEn.L fl. Region 3. Ofc OJ llid O •OClOf 88/tO/tB. Jpp 47382 139- 


88 10140018 NflC Info Notice 88 0 64, "Oa'eciNe f/olot Sts't K«jS S» Ifis'.OKiue Mielct 
Act-vraicrs ” Svc fist er:i. 

ROSS'.CE Owis.on a? Oceia'-arai £ver4% Asaass-rBrn iPciSl 6J04U) 88/10/20 
Corsolidaicd Ed'SOn Co. cl New Votk. (re llOpp 47260004-47283:123 

8810170391 NRC 'nio Notice 88-086. Opotaing W/Mullip'e Grou'ida ki DC Dsirttunon 
S-/S ■■ Svc tet erci. 

RbSSI.CE. O^son of Operalona' Events Asseasment {Post 870411} 88/10/21 
Oonsolidaied Edison Oq. q* Nm York, l.nt. IIEpp 47483,081-47463 »97 

881 1170327 Responds lo 880912 l*,r m NRC 880331 /ospa.nso to (jjestiors raised tan- 
corning conrti.ora at planrs 6 fccpie.v proposal lo siaiion seoior opa/aio' mconyoi 
loom al s'! nue'ea' pia/is io oversee plant operations 

2£CH,LW. Com,?; saione/s. 80/11/09. YOUNQ.C Af/iilaiian Not Assigned 3pe 
47588:049-47587 027 ^ 


8811040324 S-^pt 3 to NRC into Notice 86 106, “ Feedwaier tire Oioak •' Svc list oncl 
ROSSi.CE Oik SiOn of Operat-one: Events Assessment (Post 6704111 88/ii/K> 
Conao'daiod Edison Co. o' New York 'nc. nspp 47559 072-47659:164 


8811160576 Ack receipt of uM 881107 response to NRC 8i.(ein 08-OiX 'Pclenlpl 
Saiet/ Reialed Rump Lose." Comp'ei.on oJ responso reetered nvi-rwi 50 days 
nOSS.T. Protect O'ectoraie I'l-E 88/11/10 lLiSS./t6 Ccmmo.4»eaiftt E«son Co 
5pp 47560.Oa7-47SG!)C'92. 


8811090264 NRC l/ilo Notice 86-087. ' Pump Wear 8 Fore'j.i Ob'ects in P.'ani Pioiro 
S« • Svc list encl. ^ 

ROSSI, CE. O.vlsio.n oi Operational Events Assossmoi^i iPesi 6704ii) 88/11/16 
Consohclatod Edison Co 01 New Yoiii, (no 1i3pp. 47541 020-47601 132. 

8811090409 NRC In'o Nonce 08 080. ' Deg'edation oi wasnngnouse ARC Relays " Svc 
list encl 

RO&Si.CE. Onr-slon 0' Opcrafiona' Everts Assessment (Post 8704tt) 68/it/i5 
Consciidaied Ge son Co. 01 New York. ,‘rte. ii3pp 47S97 00l-47597:>t3 

6811160088 NRC info Noice 83 080. "Oonradai'on of Kepion Efactfic9Hnsi.‘et^ " Svc 
I St encl. 

RO.SSi.CE. Olviso.? or Opcretonai Events Assessmort (P«i 6704HJ. 86/11/21 
Conso' dated Edison Co. 01 New York. Inc. t tSpp 47603 045-47603 i6i 

8611160470 NRC Info Noiico 08-092. Pcieniiai (or Spent Fte' Pool Oraindeivn " Svc 
iisi encl 

ROSSi.C.E p.vts'an al Opcieto.nal Events Assessmeni (Post S704ii) 80/tl/2? 
Consolidated Ed son Cg of New York, (nc I t4pg. 476CS 124 47606237 

8811180316 NRC Sultel n 68 010, •'NoncorloirT .nc Molded Case Ctrev* Bteakeis" Svc 
l‘S1 ervcl 

POSSl.CE. ON.sion ol Cpeial‘snal Evorls Assessmeni IPosl 67041S) 8&fli/22 
Ccnso'ldaicd Ed son Co. of New York, 'nc i2ipp. 47606 00 1-47605;I23. 


R. Periodic optreliflg reporie & rel&led corteepondence 

8611150258 Monihh/ operat-ng lopis (or Oct 1938 for Dresden Unis 2 & 3W/68II0I 

ll»- 

MAXWELL.D-C, EENiGFNBURG.E Dsmmonwoa Ih Edison Co 09/10/31 39Da 
4/549 101-47649 219 ^ 


S. Reportable occurrencee, LERs 5 related correspondence 

8810170348 lER 08 004-01 on 880404, Typo BSC tocal leak rata Jesl Utmt exceeded 
dee to leakage tiitaufih priTaiy con'.&tn'renl isctei o-n valvoV/orK reeuest Ir'iliaierl to 
repair valve W/aoi007 iir 

UlcALEK.J F., EF.HlGENOUflG E. ComTonwea its Edison Co 88/10/07 4 dd 
47281 086 47281:099. ^ 


8810280252 L6H 80 OtO Dtrcn 050424,018 n steam saloly valve opened ai t 202 ps*p A 
Target Rock salelv lOhei va'-vo oponod bi 1,200 ps'ig m v-eiatwn cl Tec/i 
Si^s.Caused by seipo.ni d.-ifl. Vai/os ovr.mauied.set & retested W/881024 le, 
W£l.CH,J., EEHIGENBURO.C Ccrnmonwcaiih Ed son Co 88/10/24. ftpp, 47307.213- 


9811090125 Pa.'i 21 root re detect in (.imitorcuo Ccip supp’ed safety- related SMQ 
valve ackiaiors w/RH insulaied dc mo'ois mat may not deve'ep Mraiert siarti.ng 
lotgue al e'ovaiod amblonr larripsRevewol moipia by keen sees recowriended. 
Wll.XltlSON.I.E. Limlloique f^rp 88/11 /03 OHice oi Nuclear Reaclor Heau'elon. ft- 
rector (Post 870411) 16pp 475?5:227-47525-242 


DOCKET 50-250 TURKEY POINT PLANT. UNIT 3 


F. Secufity, medical, emergency 8 (ire protection plana 

96l16*0fr0» Forweids tnsp Repis 50 250/00-31 S 50-251/80-31 on 001006-0? .Vioa- 
Tons dascribad in fnsp repis under considoraiion lor oscalaiod onfoictTonI 
arMinEn-'otcemenl conference schodu'ed lor 001114. 

ERNSTAI L. Region 2, Ofc ol tho O.recior. 80/10/27 CONWAY, W F Florklo Powtr8 
LigtilCo 2pp. 47440.028-47440.030 

-6811040012 Parlially wilbbold Insp Repis 50-250/06-31 4 50-251/80-31 on 00 1006 Cf 
(ret 10CFR2-7S0 & 73.21). Yroialions noted Ueior areas Inspociod liconsoo rept 0 ' isi 
iL-e lo contra; access lo v.lal aiea dua to mcorreci piacomoni of nosi. 

A4ASNViC.O. MCGUi'RE.D.R Region 2, Olc Of tho Director 80/10/26 ip '17440033- 
47440 030. 

6610310917 Generic Lir 86-16 to all luoi cyclo lacihiy 1 consocs 
possessing iisfng.Importing.exporTng 01 irsrtsporiing formula quaniiilos ol siraiogc 
SNM re use of daadly force by iicorisoe n-rards lo proveni inafi ol SNU Svc Tsl cnci. 
BUflNcTT.fl.F. Divis on ol Salaguards & Transportation (Post 870413) 03/I0/2T 
Conso-dalad Edison Co. of New York, Inc 31pp. ■17513 047-47513 077. 

8011030149 Su.mmary Ol BS1091 mealing w/uiil in Rockvil'o.MD le proyoss in iipgrad 
ina olAM secunw. 

EOlBOM.QE Projoci Dlrocicrelo 11-2. 88/10/31. Projocl Oirecloreid 11-2. 3pp 
47422204 47422 268 

9811090119 Noilicailpn of slgntlicanl mgi meet no & secuniy ento'cemoni conlciien:o 
on 681114 

CRLf.tilAK.nv. Region 2. Olc of ihe Oirecior. 88/11/02. Region 2, Die of «io O ’ce- 
toi.Tpp 47513 327-47513328 

88 1 10991 89 Con.Vms 88 1025 lelcon re 601114 mgi meoimg & enlorcomont confoicnce 
at plant 10 d.scuss recent socurily oveni idontiiisd In Insa Repis 50 250/00-31 fi 50- 
251/66-31. 

ERNSTML Region 2, Olc of the Direclor. 88/11/02 CONWAY, WF. Florida PowO' 8 
Light Co 2pp 47513:202-47513.203 


H. Qenetai correapondenea 

891I1604B4 Responds 10 801018 Ifr indiceting ihaf M Sheppard expressed concern re 
wrCeer power Mani in Mismi area & leeciers desinhed by OE.Piani unprovemeris 
d-scussedOE reaciors no bsitnt or vrprse ihsn realtors des'gnod by oiho/ US ven- 
dors ” 

STEllO.V- Olc ol me Exocullvo Director lor Operei'ons. 60/ll/0d. ailAIIAM.O 
Senate. Spp 4TSee.12d-47566 135 

6911J19175 Rpsponds 10 081011 iir re consliiueni A Evera iir concern'nn impncl ol 

C iani on envven & request lor envron mpi Oocumoni addresses facil ty PuS eval'nlilo 
I POO 

STElLO.v. Olc ol Ihe E»ecuiive Director for Operaiions. 00/11/09 GRAUAMIl 
Sanato. 4pp. 41509 354-47509.359. 

-001)219196 Pprwerds A Evora Itr re roquesi lor inlo re lacihiy FES. Rosjionso to- 
ojesicd 

(jRAHAM.B Senate. ee/iO/ii. KAMMERER.C. NRC • No Ooiailod Alhliaiion Q'von 
}p9 47500:358 47509:359. 


J. Insvretice a indemnity Information 

401 1020106 Forwards Endorsemenis 10 to NELlA Certiiicaies N-59,N-25. N-20.MAfsLU 
CirtlcBtos M-60,M-25,M-26.iaspoc1ivDly & Endotsemenis 0 10 NELlA Conilicalo N 03 
0 MAElUCertificaie M-89, respectively. 

CAR1ER.R J. Mai&n & McLennan, Inc 88/10/24 DiNH? l NRC • No Doia<)oci Alfii. 
ai-onciven 17pp. 47414:197-47414 213 


P. OpePBiing license siege documents & correspondence 

98I016036C Generic Ll/ 80-17 ip ell holders of OLs or CPs lor PWRs ro loss ol 
OHRSvcI.sl Orel 

C^flUrCHFifto.D Associaio O.recior lor Projecis (Posi 87041 1) 88 / 10/17 Consof 
ilaied Edison Co ol Nevr York, Inc. 84 pp 4 ? 279 ,i 56 47279 241 , 

8810250220 (nfonns of uW ernergency power v,s arfiancemonl proloci Two eddi saloly- 
grade emergency diesel generators vriii be inslelled onsiie lo rncrease omargoncy 
power su|»!y sys capacity. 

CONWAY.wF. Florida Power 0 Light Co 88/10/19 Oocumoni Control Branch (Oocu- 
menl Co«W Desk) lepp 47209.(>69-47269.O65 

8810310382 Advises inel Rev 11 10 TDAR t-78A, "OA Prograrn, " consistent w/provi- 
sYms ot i«CFRSI>.App 8 0 accepleblo 

JUltAN.C.A. Ramon 2. Die ol ike D.racior. 88/10/19 CONWAY.W.F. Flonda Power i 
UghlCo. 2pp. 47373 140 47373:141 

8810250164 Generic Li/ 68-16 ia e'l licensoes ol operating reactors & holdors ol CPe ro 
pienl record storage on oiAica) diska.Svc list cnci. 

CnifTCHFfEtO.D Associate Diieclor lor Projecis (Post 870411). 88/10/20 Conso'i- 
deied Edison Co ol Now York, inc 46pp 475i300i-47Sl3.046. 

8510270006 Stbmils fee for 660527 application lor review of electrical power sys ort- 
hencemenis. 

CONWAY.WF. Florida Power A LIghi Co. 00/10/20. Oocumoni Cortlrol 0ianctt (Oocu- 
msntConirolOesk). Ip. 47361 SO-f 47361:304. 

801O27O3S6 flecommends ihai util perform PRA for piant.ppA would be uselui for 
severe accident policy cons derations. as well as add ng undersiand-ng ol plant vutner- 
ab.fit.es 0 relative imponance ol ditlercni accident imiiaicrs 

VARGA.&A Oiv.sion of Reactor Projocis • |/ll (Posi 870411) 88/10/24. 

COMWAy.WF. Florida Powar 0 Lighi Co 2pp 47335 379-47335 330 



8911030067 rorwHfOs MiinmB/v fopi t>) inlOfl/aictJ srheduJp gbncraled foi Ocl 
1 960 Sctiodijios roiiuci Info as oi issuar\co daio of 66 1 02 > 

CONWAY, W.F. KicfdJo Power & Light Co 08/ 10/26 Oocumoni Ccnitol Uronch (Docu- 
mont Comrol Ooskj 2pp orig-l 321-17-124,322 

6811020130 Idoniiiios opoi4 -lonis lomaining n mpioamnlalion oi SPOS at faci'iiy & ro- 
uiring liconsoo action 

DISON.G E. PfOjQcl Cirociomio ll ^. 00/10/27 CONWAY \VF PlCrda Powoi & Llj*!! 
Co. 3pp. -17-115 1<13 -17-115 1-15. 

8811000067 Providus inlo in rosponso to request to app'matiin oi loaK befcro break 
lechnoiogy to primary cou’ani sys pipirig at plani. 

CONWAY .w K Ficfidn Powor & light Co 80/11/01. Oocumoni Ccrtiroi Branch (Oocu- 
montCoiilrol Oosk) 2 pp -17463 320 -17-163 321 

0611080167 liiiorms ol ilOS'ro 1o discuss PRA at 08l 1 1 4 mgi maulina. 

CONWAY, WF Florida Power & Light Co 08/1 1/02. VARGA,S A. Oivftion o1 Reactor 
ProiOCtS • 1/11 {Post 670411). Ip. 474 74:150 47474 150. 

681 1 100266 Foiwa'ds commonis on proof & review vors-on pf Tocli Specs issued le uU 
on 080809. In form of marked up pages Furihor comments resulting (com Issues Idenu- 
lied laio in review w.ll bo providoo dunng commoni rosokiimn pcf4^. 

CONWAY, WF Flu'fda Power S ijghi Co 00/11/02. Document Conirol OrantlMOocu- 
ffloni Control Desk), 595pp 47600 309 47610 103 


0. Inspection reports, IE Bulletins & correspondence 

6Sl00302-ts NRC Inlo Nol-co 00 079, "Misuse ol Flasinng Ligiils lot High Radai-on 
Area Controls " Sve hal onci 

nOSSi.C.E. O.visirjn ol Opornional Evenis Assossmonl (Post B704II). BB/iO/07 
Consol dated Ed son Co o( Now York, inc 123np 4V279 242-472B0.0B3 

8810260493 AcK rocolpl ol 001003 Hr Inlprin ng NRC Ol stops taken to cotteci vioiai-ons 
noted In Insp Rupla 50'260/00'20 & 50-261 /OO 20 

CLINE.WC Rogion 2, QIC Ql il-.o Orecio.'. 08/10/12 CO-VWAY.WF ftonia Power 4 
Light Co 10.47260:103-47269:104 

0610070114 NRC Into Nnlice 00 062, ''Tprus Shells W/Coriosion & Dogrartod Coalings 
In DWR Coma nmonls " Sve bsi onci 

nOSSi.CE. OiviS'on ol Onoiaiional Cvenis Assossmenl (Post B704II) BO/iO/14. 
Conso'idaied Edis-sn Co. ol Now Yoik. Inc. llOop. 47200. 124-'47200.235 

0610140212 NRC Into NoliCQ 00-005. "Broken Roie-nlng Block Studs on AncliOr Oaring 
Chock Vaivos " Sve 1st end 

ROSSI. C.b' Oivisiun ol OpuioHonel I'vonis Assossmoni (Post 070411) OO/lO/M. 
ConSQliJalOd Edison Co UI New York. Inc llOpp 47463199-47403310 

8810)40016 NRC Inlo Noilco 00-004. "Onlocirva Motor Slra'l Koy-S m LliMOfOuo Motor 
Aciuetors" Sve list onci. 

ROSSI, C.E. Division of OpOioHonol Events Assossmoni (Post 870411). 06/10/20 
Consolidaiod noison Co of Now York, inc llOpp 47200 004-47280 12D 

8910170391 NRC Inlo NollCO BO 006, "Operating Y//Muli|ile OrourKlsin OC l>sUiOu1,on 
Sys " Sve list onci 

nOSSl.C.G Division of Onoiaiioiial Events Assessmoni (Post 87Q4il). 88/i0/2i. 
Consolidaiod Edison Co ol New York, inc. tiOpp 474630B1'>i74O3:lO7 

9611010400 Forwards util rosponso to SALP rent (or period Juno 1087 - Juno 1988 
CONWAY, W.F. Florida Power & Liulil Co BO/lO/24. ERnST.M.L, Region 2. Olc Ol 
llio Director, dpp 47404 200 47404 265. 

8811020400 Rosponds 10 vioiaiions noiod in inso Ropis 50-250/88 21 & 50-251/88 
2l.CorrQcliva nctlon8:uporaior involvod counseled on comp'ianco w/proceduros on 
e80022.looniiiicaiian laboi ng ol sub] equipmont rnodiiiod lo ri>i;ocl pioiocuon channel. 
CO-NWAY.W.F. Florida Power & LigiilCo. 08/10/24. Dricumom Coniroi Branch (Oocu- 
mom Conirol Desk). 2pp. 47409.0^-47409 090 

8611030200 Ack rucuipl Ol 600922 rovisod rcaponso to 650306 noKo ot violalKin & 
Insp Repis 50 250/05 05 & 50-251/65-05. 

HERDT.A n. Rcg:on 2. Olc ol Hia Oirocior. 00/ 10/25 CONWAY.W F Flprrda Power i 
light Co ip. 47427:117-47427:117. 

6611030332 Forwards Insp Rople 50-250/66-26 & 50-25 l/0f}-2e on 080026 0925 No 
vioiaiions or doviaiions noiod 

WILSON, Q. A Region 2, Olc ol ilio Oirocior 06/10/25. CONWAY.WF rionda Power 
a Light Co. 2pp 47420.035-47428.050. 

••6611030334 Insp Rnpis 50-250/00-20 & 50-251/00-26 on 000020 0925 No voloitons 
or deviations noted. Maior aroas mspoclod annual & monthly eurvc-i’ianco.ma'ni ot>sof- 
vaiions & roviowa & ESF. Unresolved ilcin noladPORV opening kmos 
OUTCHER.n.C. MCELMINNEY.T.F , SCUNEOLI.G.A. Region 2. Olc ol the O-roclor. 
00/10/24. 14p(j. 47420 037-47428 060. 

8811030347 Forwards Insp Rupis 50-250/00-24 & 50 251/00-24 on 800822-28 No vio- 
lations or deviaiions nolod 

HERDT.AR, Hog-on 2. Olc ol mo D.ioclor. 80/10/26 CONWAY.W.F. Flonda Power* 
Light Co. 2pp. 47427 234-47427.240. 

-8811030348 Insp Repis 50-250/00-24 & 50 251/08-24 on 080022-28.MO vdalionsor 
deviations noted Unresolved ilom noiod Major areas iryspociod:proviou9 open items & 
baso plaio designs using concroto expansion anchor bolls & seisrnic analysis. 
CHOU.n.C, OLAKE.JJ. Region 2. Ofc Of the DifOClor. 00/18/16 t3pp. 47A27 236- 
47427:246 

8911010432 Ack loceipi ol 060930 Hr inlorminc NRC ol stops Isken to correct vio'alona 
noted In InspHopts 5O-2SO/08-I0 8 50 251/00-18. 

WILSON, B A. Rrigion 2, Olc ol IHo Dusctoi 00/10/28. CONWAY.W.F Florida Power 
& Lighl Co. Ip. 47401- 176-47401;176. 

8911010437 Responds lo NRC IK ro violalions noted in Insp Repis 50-2DO/B8-25& &0- 
2&1/00-25.Corroctive aclions all throo fuel pool cooling pump msini procediitos wiH bo 
porrnaneniiy revised lo prO'/ido adoquaio insUuclions & drawings 
CONWAY.W.F. Florida Power & Light Co. 06/10/26 Document Control Branch (Oocu- 
menl Coniiol Desk). 3pp 47401.097-47401 099 


8»J 1030128 fprwsrds Insp Repis SO 250/00-27.50-251/80 27,60 335/80-24 & 50-309/ 
86-24 on 680912- 16 No violai ons cr deviahons noted 

MGRDT.A.n Region 2, Ofc otihe Diecioi. 60/10/26 CONWAY,W.F. Florida Power & 
Light Co 2pp 47427 252-4742?:269 

"0911030120 insp Repis 50-250/06-2/.50-351/00 27,50 335re0-24 & 5O.3O9/e0-24 on 
&60912-I6NO v.oiaiions or deviations noted Major aroas inspecled env ron qua'ifica- 
lion ol otecincai equipment Inidings ol provio-js insps 

RUFF>VO , CONLCN.T E. Hegon 2, Olc ol mo Orecior 66/10/24. lepp 47427.284- 
47427 280 

8611030227 Conlirms 601107-06 mooting m preparelion lor mami team insp ol plani 
dunng wks ol 601126-1202 & 1212-16 li'.sp malls idoniificd in and 
HEROMfl. Region 2, Olc of ii-.e 0 factor. 68/10/27 CONWAY.WF Florida Power & 
Light Co 4pp 47439314 47439 317 

9811040006 Forwards Insp Repis 50-250/00-31 & 50-251/66-31 on 061006 07 V.ola- 
Irons dosenbad in insp ropis under cons deration Icr oscaiaiod enforcement 
ac&en.bnforcoineni conlarenco schodjlord for 081 1 f4 

ERNST .Ml Ronton 2, Olc ol tho D.reclor. 60/10/27. CONWAY.WF. Fioi.dn Power & 
Lighl Co 2(4) 47440 028 4744(1030 

•-68ll046012PflfIiolly Withheld insp Repis 50-250/60 31 8 50-251/00-31 on 001006 07 
(rot iOCFR2.700 & 73 21) Vioiaiions noiod Major ateas inspeclod:l.conseo repl ol lail 
uro 10 control accoss lo vital area due to ^correct p’acomeni ol post 
MASNYK.O.MCGUIRE.DR RogiO-i 2, Ofc Of tho Dirocio.-. 80/10/26 Ip 47440030- 
47440.030 

8011166109 NoKfies Ol a'loged acliviiios pi plant vloiniine Into Nolce 6l-22.Seclion 
235 

8/VPOfliTO.T.J. Alfi'raiion Not Assigned 00/10/31. Rag on 2, Ofc ol ihe Diroclor. 2pp 
47576235-47570230 

8011080017 Provides supplomonlai rosponso lo NRC Bu.iaiin 66-004 ro potonilal 
saieiy-ralaied pump loss 

CONWAY.W.F. Florida Power & Lighl Co. 06/1 t/Oi. Documnni Control Branch (Oocu- 
morn COAKOI Dask). tp 47464 06247464:002. 

6611000119 Noliiicaton o! significani mgi mouHng * sacuriiy onlorcament conleronco 
on 091 114. 

CRt£NJAK.R.V. Region 2, O.'c ol lira Droclor 00/11/02 Roglon 2. Olc of iho Diroc- 
lor 2pp 47513:327-47513 320 

6811090169 ConMms 061025 loicon ta 80 1 1 14 mgi mcohng & onlorcemont contoronco 
al p'ani |i> d-scuss rocent secunly evani IdonliLod In Insp Repis 60-2S0/08-31 & SO* 
25^08-31. 

CRNST.ML. Region 2, Olc ol ihoOuoCler 00/ 1l/02- CONWAY.WF. Florida Power 6 
Lighl Co 2pp. 47513 202 47513 203. 

8811160142 Advises lhal uli> response to Indopendont mgi appraisal performud b/ £n- 
ercan Svcs.inc.mo'Ough & comprehonsivoUiii OA dapt shou’d develop & implcmani 
plan lor oudamg quai.iy & compietenosa ol Oocumenis developed loi ini! eiwos 
ERNST.M.L. Rogioii 2. Olcol Iho Director 88/11/04. CONWAY.WF. Plor.ds Power & 
lighl Co. 2pp 47566 203 47560 204 

8911150474 Ack receipt oi 901024 in inlonri no NRC ol stops taken lo correal violations 
noiod In Insp Repis 50-250/66-21 & 50-25l/08-2t. 

WILSON.0A. Rogion 2. Olc ei mo Diroclor. 00/11/09, CONWAY.W.F, Florida Power 
A Lighl Co IP 47544:350-47544 350 

99 1 1220189 Ack rocoipi ot 801026 Hr inlormmg NRC of Slops lakon 10 correct violations 
i>Oiod In Insp Repis 50 250/00 26 & 5U-2&I /d3-25. 

oeCKEn.T.fi Reoten 2. Ofc of the Dreciw, O0/i 1/09. CONWAY.W.F, FioiKta P^ewot 
& Lighl Co ip 47607:324-476071324. 

8911040324 3 lo NRC Inlo Nolico BO-iOO, "Feodwaior Line Break " Sve list end. 

ROSSi.CE Owision el Operational Evonia Assossmenl (Post 670411). 86/11/1O 
ConsoFdalod Edison Co of New York. Inc. IIDpp 47550 072-47550.104 

8BI10902B4 NRC Inlo NoliCe 00 007. "Pump Wear & Poroign Ob, eels In Plant Piping 
Sys ■■ Svg list one' 

ROSSI.CE Dvislen of Operarnjnal Evonis Assossmenl (Post 070411). 08/ii/i0 
Consol dalud Edison Co oINowYoiK, liic 113pp 47601 020 47601:132. 

881 1090403 NRC Inlo Noiice 00 000. "Dbgradnt on ol Wosungliouso ARD Relays.*' Sve 
I'Si onci 

ROSSI.CE. Division ol Onoroiionol Evonls Assossmenl (Posi 070411). 80/11/16 
ConsoUaiod Edison Co of New York. Inc 1 13p|) 47597.001-47597:113 

BOIII6OOB6 NRC Inlo Notice 06-009, "Dogrodol-on ol Kaplon Elecmcal insulaKon " Sve 
list onct. 

ROSSLC.E. Division ot Opcralionol Events Assossmoni (Posl 870411). 06/11/21. 
Consolidatod Edison Co of Now York. Inc. 1 13pp. 47603 045-47603:161. 

0011180470 NRC Info Notco 68-002. "Roionnal for Spent Fool Pool Oreindown " Sve 
list onci. 

ROSSLC.E DviS'on ol Opcralionol Events Assossmenl (Post 670411). 66/11/22 
Cortso'idatod Ed son Co. of Now York, Inu 1 14pp. 4 7606:124-47606 237. 

0811180316 NRC Gu'loi n OD-OlO. ' Nonconloiming Molded Casa Orcu-i Breakors." Sve 
bst onci 

ROSSLC.E. Division ol Operational Evonls Assessment (Posl 070411). 86/11/22. 
Consoldatad Edison Co. of Now York, inc I2ipp. 47606.001-47600:123. 


B. Periodic operating reports & related correspondence 

881122040S Rovised "Semiannual RadfacKve BUhjoni Release Repl. Jan-J<jno 1988." 
W/&B1>l6ltr 

8TEINKE,RN.. CROSS, J.B.. CONWAY.W.F. Florida Power & Light Co. 66/06/30. 
25pp 4761&236-476I6:260 

9810290136 Forwards summary ol mgt-on-shili weekly ropis, per NRC S7I019 
order PJani suporvlsor-nudoar &h ll ropla also onci 

CONWAY.W.F Florida Power & Light Co. 60/10/05. ERNST, ML. Rogion 2. Olc of 
thoOtfOclor 49pp 47325 214-47325:202 



32 DOCKETED fTEMS 


asi to r<IO«2 Fo-'wa'ds fiigi oi-shiir weehly ropi lof wk sian;/ig 800030 
COUWAY.V/.P ftofirta (»ov,d: a V-iqiii Co 8S/io/i? efimsI Mi Rectoo 2 Ole ol 
moD'ectoi. 51pp. *17379 280-47379.330. 

8810360476 FoTwaiPs i.'ilegreted schedjle fnoniF'y s'^rnnary tor Sopi 1060. 
COHWAY.WF FlonOa Power a LigM Co 68'i0/iB Docurrcni Control Branch lOocu- 
meni Control Desk). 3pp. *17269 1 15 -17269.1 17. 

66 f 1090259 Forv-ards mgi-cn shiti iiveoHy rtpl per 871019 order.P.'snl supervisor rk«'e- 
ar sh fi repts a'so end. 

COiVWAV.W.K Florida Power 8 LUN Co 09'10728 ERNST ML Roc-oh 2 Ole ot 
IhO Oroclor 5?pp *17502 :0Sl-47£oJ 103 

0811180030 WontrV operal.-io repis fcr del 1989 lor Si lucie eJnns t & 2W/«0lli5 
CON'iVAY.W F Flor-fla Power 8 I'ghI Co 68/10731 17pp 47587201- 


9011140320 Forwards mgi on sh tt wooki)> repi fc.- wfc sianrg 801021. Areas tor hir- 
provemer.i include, coirmunicai on, latie' ng 8 ressp 'alor raojire.-nenia 
(XNWAY.WF Florida Power 8 ty.il Co 88/11/02 EfiNST.l.‘.L Re^ 2. 0!c ol 
lha Director 47pp. 47536067-47533 1 13 


8811099119 Ttosiicniion ol s'gn licani mgi muolinn 8 socu'iiy rnfoico.-nonl ronic civa 

on 061114. 

CALENJAK n V floo'On 2. Ofc ol the Oi'ccio' 68/11/02 FiuQion 2 Olr t>‘ ino Dec 
lor. 2(^ 475J.1 327 475l3r328 

8811090169 Confirms 861025 lo'con ro 08t 1 14 mgl rnociny A onlorcomunl co-'ftiva 
at piani to dtscusa lecenl socurny ovom idoni iioO .n invp fiopis So 250/i)fi 3i a SO- 
251/09-31 

EOMST.Ml. Region 2, Ofc ol ihQ D.iocioi 88/11/02 CONWAY VV F Fionda I’Cucr 8 
UglilCo 2pp 476l32a2-475l3203 


M. Oansrsl correepondence 


0011160464 rtesponda to B61010 11' ird.taimg ihm M S'loppoid onprosVnO corpco-n le 
^'eai powai plsnl .n Migrri area 8 reactors designed by GE Pia.m .mp'oronff* 
tHcussodOG rosclors no bailer o: worse than rcaciO's dos'oned by oiiiot US von- 

(tore 

STCtlO.V. Ole Ol Ihe Enecuiivo DiiDcior lo' Opoiahons 88/11/00 GRAMAMB 
Senate Spp 47666 129-47566 135 


CYON3.6. CONWAY ,W 
47401 3IS. 


8, Reporiable occurrence*, LERa & relaled coiraapondenea 

6810750439 Special reptrnonlunctional f-re barrier ponelrat'on not rei-jrred to lur.ciioruii 
slaijs tv in,,! 7 days Caused by dura'ion ol wo'k reqv rerf to rep'ace one ol component 
ctwiiCfl water HXs.Corrperseiory measjto implornentod 
CONtJ^AY.W.F F.'oinda Power & LighlCo 88/10/10 Oocemoni Conuo: Cia-wh lOoce 
rrer-t CooJtol Oes4.). 4cp, 47268 093 47289 102. ' 

601O2M5O3 I6fl 88-022-00 on 880980,Brr,eiQ6.-icy fliasei generaic' A dec'ared oul oi- 
sve ora to togh l.af oil pressij'e.Oiase.' generator fl oui cl sve smee 09391 7 Caused 
try erecssve pa.-ilties in I’le.* Fmer replacoil W/esiOTO fr 

Florida Power 8 lign Co eB/10/20 4pp 47202102. 

0810260034 LER 80 021 00.on a009i3,pre8sun7e,- PCRV stroke i.Tie etceeds (lo»m 
basis per Tecit Spec hesis ea'eN e-raluatioo Caused by fradsoeate deaton 
f5t^W/Mi'Qao1«^* ''■' w/locks & rrotor-cperaied va^as ml bo 

w^^O.N.G . CONWAY.WF, F,'a/ida Power 8 Light Co 08/10/20. Top 47268 35i- 

09O320,cho.Tii8try lechnician roponod that ware was no 
row inOicat on lo plant proceas radiation moMor fl.ia Causeri tjv so'tos l<om sicsm 
P2r?/ia=' '0 P'I9 W'l bo rnanilOf«d.W/e0tO26Rr 

F. Florida Power 0 EigM Co 06/10/20 6pp 47461915 - 

88-0a4*00',ofi 801001, RNfl (jump OeclarOd out s«< duo to laaiaoe 
Worn pump sc8l.Ca«-so nen toenwicd.aeai ce>ol«f I'usheo prior lo re8f8amb.V to 
ie«hni(;uo revisod W/00iO3r lY ^ 

' * ^'9^’ Co 00/10/31 4cp 47442:126- 

panairaion r*ci reiurrwd vs (wtot-onat status w-inm 
M impSeX pa-ds Compensatcry measwos continue to 

6611140094 Hequosls i/iyesfgaion ol b:il violeflon o? IflCFrug re uW hanass-iwni o* 
S1:£r!f5VJ^'-? commcnjcationa w/NflC concerning ser oa oi aver.is at laa tv 
^537944^'^ '^ *’l'^8tion Noi Ass-gned 83/10/31 laCo.*, Oapi. ol. ip. 47637 344- 

8011090125 Part rapt ro drjloct in Umioiguo Co»p sopp ed snletv i^aieo SMB 
valve eclus.ors w/RM msuiatod dc motors ihal may noi develop lu* taiod sto-ine 
v? ‘e"^ Review ol mc'ois by t.conseos recorpmended ^ 

XiKiX” » 

8611180167 lER 08-O25-OO:on e01Ol3.clolOiminod lhal poienlisl toteroc’on ®ri-sl«J ba 
^een ernargency desol oererator pump confrol sys wMcb couM have pteverwod w* 
solety luncl'on.Causod by madequaCe design W/0011 14 Hr 

IXINWAV.WF Florida Power & Kghi Co. Mni/i4’4pp 47507124- 


OOCKET 50-161 TURKEY POINT PLANT. UNIT 4 
F. Securlly, mecTIcal. emergency S lira protecllon plans 

06I1O4OM8 Forwards ins? Repls 50 260/80-31 & 50 251/8891 on 861006 D7V(Ola 

“ '"'r’- F. Ffen*. Po™, , 

'® 6f-?50/90-3f * 50-251/0891 on 881006 07 
{ M I * 73 21 .Vio.al'Ons noted V^or areas ioscscled icersee tepl ol »a»- 

117 ircorreci ciacerreni ol post 

MASNYK.O. Roglon 2, CIc ol ttw Owecici. 60/10/26 Ip 47446030-47440.636. 

8010310017 Gererto LV 08.19 to a'l Joel cycle lacilrry licensee* 
poasessing.as nfl.i.m^ning.gvporilng or transporting lonrula quantifies ol stratoese 
InawcTToc 'O'W by iconsoe guards lo pravani mall oJ SNMSvci.si^ 
BURNEn.aiv Division ol Solegua'ds & Transportation (Posi 670413), M/ioraa 
Conso ’dated Ed son Co. of New York. Inc 3lpp. 475i3 047-47513077. ‘ 

^^Ino^^iam swon,”’^'^ 881031 moal ng w/u|..' to Rockv.'io.MO ro progress to upgrad- 

47j°a844^4i''iM "■2- ee/IO/ai. Pro,toct OTeciorata 11-2. 3pp. 


6011216175 Rosporrds to 861011 l|r ro consliluani A Fvo.'a lir co.-icorning nificl Ol 
ptani 00 oriw*/on S roquost for environ ropi Document ariOrosses fnchiv FtS nya>'a'.4a 

|l> 

STEILO.V. OIc ol Itio Evecul.vo D.iacior tor Oporalio.nv 80/11/00. QRAHAMC 
Senaio 4pp 47S09 3S4 475B9 359. 

-6011216168 Forwards A Evora Hr ra roquest (cr :nlo ro lacihiy FFS Rosponso to- 
quosled 

GftAHAM.a Sonate. 69/10/ 11 HAMMERER, C NflC • No DeiaioO Aifi-uiiinn Giwr 
2pp 47589-350-47S89:359. 


3 IPSutMC* A Intieinhlly Intormatlon 


0011670100 Forwoids Cndo.'somenis 10 10 NELIA CerMicaios N-59,N.25, N-Sfi.WAElU 
Cetificeics M-56.M-25.M-26,tespociivn:y & Endorsemo/iis B lo NElia Cuiiiiicmo N-i9 
a MACLU Cerl'licaie M-SS.rospeciivfily 

CARTCR.nj Morsn S McLennan, Inc 00/10/24, D'NITZ 1 NRC • No Uoln 'ocl A'ld- 
aicn Grvae »7pp. 47414 197-47414:213 


P. OparatJng license stage documeriia & coiraspondonee 

0616^6380 Oenwic lY 86-17 10 ai) hciders ol Ol.s 0/ CPs lor PWRB ro 1038 el 
OHR Sve ksi enci 

CnoiCMnELD.O Associaio Oircciei (ci Projects (Post 070411) 08/10/17. Consn'* 
daiod Ed son Co. of New veih. inc. eapp 47279 158.4 7270 24 1 

6616150220 tfi'erms c4 uti pmergeniy power sys erhat'cemeni ptojeciTwo nOOl aatoly 
grade erratgpncy d'esel genaraiors wi.i be insioifed onsne to fnereaso oniotnoncy 
power supply sys capac-ty 

CONWAY.WF. Fiofida Powai & Light Co. 00/10/19 OocumonI Control Qiondi (flocu- 
moni Cor^tid Desk). tOpp. 47259;069-47269 0Q6 

6010310362 Mvisos tool Dav 11 10 TOAR l-'/eA, '‘QA Program, ' cotisisionl w/pio»l 
stonspi lOv/fR^O.App 0 s accepiebto. 

JUllAN.CA. Region 2. Ole ol ihe O‘roctor 80/10/19. CONV/AY,WF Flenaa Powoi 4 
llghiCo 2pp 47373.140-47373 141 

8010250164 Generic llr BO 16 to ell licensees of oporatmo loacicrs & lioiaprs ol CPa ro 
pfani record y.oregp on optica' disks Sve iisl onct. 

CRUTCliFiFco.O, Assocraio Dreclor for Proi'ecis (Post 870411) 00/10/26. Conso 
dated Ed-son Co- ol Nevv Yoih, Inc. 45pp. 47513 001-47510 040 

8010276000 $ubn:ils toe tor 000527 eppi calipn lor rov.ew of oiocincai power sys on- 
hencorAettfs- 

CONWAY.W-F, Florida Powor & Llgtii Co 06/10/20. Document Control Branch (Oocu- 
mem Comio) Desk) ip 4736i;304 4736i:304 

0010270355 necommends lhat uhl perlorm PHA tor p'aniPHA would bo usofol /oi 
severe ecetdem po'icy twis'aeiai'ons.as well as QtlOmg undorsianclmg ol p'oni vulnor- 
ec-viles 0 relauve Importance ol difforoni accldeni initiators 

•WGa.Sa Division ol Reactor Projects • i/ii (Post 070411). 00/10/2-1 
CONWAY.W.F. Florida Power 0 tighl Co. 2pp 47335 329 47335 33O 

60110)0097 Forvrarda summery topi ol toiogtaied schcduio oeneraiori tor Oct 
iBSB.Sciiedu'es rolfoct info as ol issuance dale ol 60iO2i 

CONWAY.WF. RorWa Power 6 Llghi Co 66/10/26. Documom Conirol Branch (Docj 
menl ConVo! Desk) 2pp. 47424:321-47424 322 

0811028130 Idantifioa open Hems rama'nlng m implomonialion ol SPOS ai laaviy 5 ro- 
CfRirM licmsae achon. 

|&*S0N.G€. Piolocl Oueclotaie il-2. 60/10/27. CONWAY, W.F Florida Power & LlnW 
C0.3pp.474l5:li3474l5 145 

8811000057 Provides info in responso to request re appLcavon ol leak bofore bronk 
technology lo jwimary coolant sye p ping at plant 

CONWAY.W.F Florida Powei & li^l Co- 80/11/01 OocumeiM Conirol flranchlDocu- 
menl COntr<MOesk) 2pp 47463 326 4 7463 321 

0811060187 Infenna ol desire to cJiscuss PRA ai 80i 1 14 mot mcoiing 
OTNWAY.WF- Florida Power & Light Co. fl8/1l/02. VAHGA.SA. D.vision ol Renctor 
l^toClS*l/ll LPost 870411), Ip. 4 74?4:t60-474?4 ISO. 

66)1100205 Forwards comments on p/ool & review version of Tech Specs issued 10 uHl 
on 800009, In lorm ol marked up pages. Further comments resulting irom issues idonii- 
Bed tata in review will be provided during comment resolution period 
CONWAY.yV.F. Florida Power S Light Co 88/11/02 Oocurnem Control Brancli (Doco- 
merK ConVol Desk). 595pp. 47508:300-47510.183. 



Q. Inspection reports, lE Bulletins & correaponoence 

8610030249 N'HC Into Notice 00 079. "KTisuso ol Flashing Lights lor (t.gh nacheiion 
Area Controls " Svc list onci 

HOSSI.Ce. Oivison of Oporaionaf Events Assessment (Post 670411) 88/10/07. 
ConsolidaleO Ed.scn Co ot Now Yoik, Inc. 123pp 47270 242 47200003. 

8610260493 Ack receipt ol 801003 It' inlorm no NRC of Slops taken to correct violal-om 
noted In Insp Ronls 50 250/00-20 4 60.25I/80-20. 

CLINE, W.E Rogon 2, Olc Of the Dirocior 80/l0/t2. CONWAY.WF. Florxia Power & 
Light Co ip. 47260.103 47260 104 

6810070114 NRC Info Notice 88-002. "Torus Shells W/Cortoslon & Oegradod Coalinos 
in BWR Coniainmonts " Svc lisl end. 

R05SI.C.E. Oivis'on ol Operational Events Asnossmant (Post 07O4tt) 06/10/14 
Consolidated Ed son Co. ol Now York, Inc. tlOpp 472BO 124 47200.235. 

6810140212 NRC Into Notico 00-065. "Broken Retaining Block Studs ort Anchor Oarlmg 
Check Valves " Svc l-st end. 

nOSSI.C.G Division ol Opcrotional F.venls Assnssmeni (Post 870411). 66/10/14 
(Consolidated Edison Co. of New York, inc. It 0pp. 47463.199 47463:318. 

6610140016 NRC Info Notice 80-08-1, "Doloctivo Molar Shell Keya m tkn torque Mator 
ActualOfS " Svc I'Si end 

ROSSl.C.E. Division ol Oporotlonnl F.vents Assossmont (Post 0704(1) 66/10/20. 
(Zonsolidaiod Edison Cio ol Now York, Inc. llOpp 47260004 47200. 1P3. 

6610170391 NRC Into Nolico 00-006. "Operating W/Mu'i plo Rrounda m DC O^tiibiihon 
Sys." Svc lisi end. 

ROSSl.C.E. Division ol Qporeiional Events Assossmont (Post 07Q4II). 06/10/21. 
(3onsolldotod Edison Co oi Now York, Inc. I tCpp 47463.001-47463 107 

6611010400 Forwards uHl rosponso to SALP lopi lor period June 1967 ■ Juno 1600. 
CONWAY ,W.F. Flor.da Power 4 LiQhl Co 00/10/24 ERNST, Ml. BoQion 2. Ole ol 
the Diroctor. 6pp. 474Q4 200 47404-285. 

0611020406 Responds to v-olaiions notod In Insn Ropis 60-250/88-21 & 50-2Si/00> 
21 Corrociivo actlons:oncraior Involved counsolod on comphanco w/pracoouros on 
680822. Idontilicailon labeling ol sub] oqu'pmont modiliod to rellocl proiocilon chonnol 
CONWAY.W.F. Florida Power 4 Light Co. 88/10/24. Oocuinoni Control Biancn (Oocu- 
ment Cortirol Desk) 2pp 47400.097-47409:088 

6611030200 Ack toco-pl ol 000022 revised rosponso (o 050306 notico ol vtolahon 4 
Insp Ropts 50-2SQ/QS-05 4 60 261/85-05. 

HEROT.AR. Region 2. Olcol the Diroctor. 00/10/26 CONWAY.WF. FtoridO Powor 4 
Light Co 1p 474a7-1t7-474a7 117, 

8811030332 Forwards Insp RoptS 60-2SO/Q0-2e 4 50-761/06 26 on 890026002S NO 
violations or deviations noted 

WIL8ON.0A noolen 2. Olc cl iho Dl/oclOf. 00/10/26 CONWAV.W F. FlO'ieJ* Ppwor 
ft Light Co. 2pp 47420.035-47420.050 

•*6611030334 Insp Ropts 60 260/80-26 ft 60-251/08-26 on Q00020-092S.No v4)laUona 
or deviations noted Mdor areas inspeciod:annuai 4 monthly surveilianoo.matni obsor- 
valions ft tovlows ft ESF (JnrosoNod Kem nolOdiPORV opening times 
BUTCHER.R.C., MCELHINNEV.T.F.. SCMNEQLI.Q.A Region 2. Ofc ol iho Oitoctor 
88/10/24. Mpp. 47420.037-4742G.050 

6611030347 Forwards Insp RoplS GO-2&0/00 24 4 60 251/86 24 on 0e0022>2eNo vIO 
lotions or dovinilons noted 

HEROT.AR. ROQlon 2. Ofc ol Ihu Director. OQ/lO/25. CONWAY.W.F. Flotkla Power 4 
Light Co 2pp. 47427:234 47427 248 

-8611030346 (nsp RoplS 60-250/80-24 & 60-26t/C6 2-i On 880622>2BNo v.oieuons or 
deviations notod.Unrasoivod iiom noiod.Malor aioas inepociadprev.ous opon noms 4 
base plate designs using concteio expans'on anchor bolls 4 solsm-o analysis. 
CHOU.flC, 0LAKE,JJ. flog on 2. die of the Oitoctor. eO/iO/iO. f3pp 47427:230- 
47427:240 

6611010432 Ack (ocolpt ol 800930 Hr irilorming NRC cl steps taken to conocl vio'ahona 
notod in Insp Ropts 50-250/06-10 4 50 26I/60-I0. 

WILSON, B.A Region 2, Olc of iho D,rocior. 88/10/20. CONWAY.W.F. FlorWo Power 
4L/ghlCo fp. 47401.178-47481.176. 

681 1010437 Responds 10 NRC Ur re violations noted In Insp Ropts 60-2&0/80-26 4 CO- 
251 /B8-25 Corrociivo actions a'l Ihroo luel pool cooing pump maint procodu'os wUI bo 
pormanonily rovisod to provide edogualo Instruclions 4 drawings. 

CONWAY.W.F. Florida Power 4 Llgltl Co. 80/10/20. Dociimnnl Conitol Oianclt (Oocu- 
mon( Control Desk). 3pp. 4740l:097-4740 1.009. 

6611030126 Forwards Insp Ropla 60-250/B8-27.50-2S1/00-27,SO-335/84-24 4 60-380/ 
68-24 on 880912- IQ.Nc vlelaifons or devlalrens noIeJ. 

HEROT A R. Region 2. Olc ol the Diroctor. 80/10/29 CONWAY.W.F. Fio(<ffa Power 4 
Light Co. 2pp. 47427:262-47427:209. 

-8811030129 Insp Ropts 60-2S0/08-27.5O-261/8Q-27.50-335/80-24 4 SI>-380/6B-24 on 
8609t2-16.No violations or dovlalions noted. Major areas lnspected:onviron quahllcR- 
lion ol oloctileal equipmoni lindings ol prev.oua Inspa 

RUFF.A.B., CONLON.T.E Region 2. Olc of the Direclor. 08/10/24. tepp 47427:254- 
47427:269. 

6611030227 Coniirms 881107-09 mooting in preparation for mami learn Insp of plani 
during wks of 68i 128-1202 4 I2l2-I6.lnsp mails Idonlilied In end. 

HER6t.A R- Region 2. Olc ol the Director. 08/10/27. CONWAY.W.F. FloridB Power 4 
Light Co. 4pp. 47439.314.47439.317. 

661104000S Forwards Insp Ropts 50-250/80-31 4 &0-261/80-31 on 06l00607.Viola- 
lions doscribed in insp repls undor consideration lor escalolod onlorcemoni 
action. Enlorcemenl conloronco scheduled lor 001114. 

ERNST.M.l. Rogiorr 2, Olc ol lire Direclor. 88/ 1 0/27. CONWAV.W F. Florida Powoi & 
Light Co. 2pp. 47440.028-47440:030. 

-8811040012 Partially withhold Insp Repls 50-250/88-31 4 60-251/68-31 on 681006-07 
(rel 1OCFR2.7Q0 4 73.2i).Violalions noled.Maior areas Inspecled llconsoo repf of (all- 
ure 10 control access to vital area due to incorrocl piacomoni of post 
MASNYK.O.. MCQUIRE.D.R. Region 2, Olc ol ihe Diroctor. 80/10/26. Ip. 47440.000. 
47440.030. 


6611160109 Notifies ol e'legod actwiies at plant violating tnio Notice 61-22, Section 
235 

SaPORITO.T.J. Aiiiiiai.on Not Assigned 88/i0/3t Region 2, Olc ol the Droclor. 2pp 
47570 235-47570 236 

88110B0017 Piovidos supplemental response to NRC Bulletin 66-004 re potential 
safely relBlod pump loss 

CONWAY.W.F Flonda Powe.' 8 LigM Co. Q6/i 1/01. Document (Control Bra'rch (Docu 
mont Control Desk). Ip 47464 062-47464 062 

6811090110 Notificaton ol sign'iiceni mgi rnoeiing & security enlorcemant conference 
on 8811 14 

CRLENJAK.R V. Region 2. Olc ol the Director. 88/11/02. Region 2. Olc ol the Direc- 
tor 2pp 47513327-47513328 

6611090169 Confirms 881025 letcon re 081 1 14 mgl rr.oeiing 4 enlorcemenl conference 
ai plant in discuss recent security event ideniiUed In insp Repts 50-250/08-31 & 50- 
251/68-31 

ERNST.M.L. Region 2, Olc Ol Iho Director. 68/(1/02. CONWAY.W.F. Flo.'ida Power 4 
LiglilCo 2pp 47513 282-47513283 

8811160142 Advises that uN response le hdependeni mgi appraisal performed by En- 
ercon Svcs.tnc.thorougli 4 comprohcns-vo.Lltil OA dept should deve'op & Implement 
(Yan lor aixlilmg quahly 4 completeness of documents developed lor inlUativos 
EnNSr.M.L Reg on 2, Ofc of the Ouoctor. 08/11/04. CONWAY.W.F. Florida Powot 4 
LigfM Co. 2pp. 47560 203-47566 204 

6611150474 Ack receipt of 66(024 1ii Informing NRC of slops taken to corroci violations 
noiodin Insp Ropts 50-250/08-21 4 S0-2S1/0B-21. 

WiLSON.S.A nocion 2. Olc ol Ihe Direclor 88/1 V09. CONWAY.W.F. Florida Power 
4 light Co ip 4/5-14 350-47644 350 

6611220168 Ack roce pl of 681026 Itr Informing NRC ol stops taken to correct violations 
notod in Insp Ropts 50-250/88-25 4 50 251/80-25 

0£CKFn.T.n Reo or> 2, Olc ol Ihe Drectev. 98/1 1/09 CONWAY.W.F. Florida Power 
4 Light Co. Ip 47607:324 47607:324 

6611040324 SuppI 3 lo NRC Inlo Notico 86-106. "Peedwalor Ulna Break." Svc l-st oncl. 
nOSSl.CE Divison ol Operational Events Assossmont (Post 670411). 88/11/10. 
Consolidaiod Edison Co of Now York. Inc. 1 tOpp 4yS59.072>4755B:164. 

8611090264 NRC Into Noico 06-087, "Pump Wiiar & Foielgrt Objecls In Plant Piping 
Sya " &VC list enci 

nOSS1.CE. Division of Oporaiionai Events Assossmont (Post 8704it). 68/ii/ie. 
Coneo'ideiod Edison Co. ol New York, inc. 1 13pp. 47601 020-47601:132. 

8611090403 NRC Into Noiico 86 000. "Oegradal’on of wesHnghouse ARC Relays.'' Svc 
lisf onci 

ROSSl.CE. Division ol Oporaiionsi Events Ae66ssmonl (Post 87041t). 08/11/16. 
ConsoiMaiod Edison Co ol New York, Inc iidpp- 47597.001-47597:1(3. 

661 1 1 50096 NRC Info NoHce 68-099. "Depradailpri of Keplon Elecihcol Insulailon. " Svp 
kSl OlKl 

ROSSl.C.E. Division ol Oporaiionai Events Assessmsm (Post 670411). 68/11/21. 
Consol doiod Ed son Co of New Yoik, inc. I13pp 47603.045-47603:161. 

6611160470 NRC Into NoUce 08 092, "Poientisi lor Sponl Fuel Pool Oraindown." Svc 
hsi encl. 

ROSSI.C.E. OiviS’Ori ol Opersilonsi Events Assessment (Post 870411) 66/11/22. 
ConsiNidaiod Edison Co. of Now York. Inc. t I4pp. 47606.124-47606 237. 

6611180315 NRC Buiiet-n 06-010, "Nonconforming Molded Case Orcuit Bieskera.'* Svc 
list onci. 

ROSSl.CE. Division ol Operational Events Assessmoni (Post 670411). 68/11/23. 
ConsoMolcd Edison ol New York, inc. I2tpp 47606 0D1-476D6'123 


n. Periodic opsiatlng reports ft related correspondence 


6611220486 Rovisod "Somlannusl Radioctivo EffluonI Release Repi, Jan-Juno tOOO." 
W/8811iet1r. 

STE1NKE.H.N, CROSS.JE.. CONWAY.W.F. Florida Power & Llghl Co. 88/08/30. 
26pp. 47616 230 47616 260 

6610260136 Forwards summery ol mgi-on-shllt weekly lopts.per NRC O/lOtO 
ordor. Plant suporvisor-nucloat snlli repia also encl. 

CONWAY.W.F. Florida Powor & Light Co. 60/10/05. ERNST.M.L. Reg'on 2. Olc ot 
Hio Oroclor 40pp. 47326 214-47325.262 

681 1019042 Forwards mgl-on-sMifl weekly rapt for wk starling 080930. 

CONWAY.W.P P'Ohda Power ft Llghl Co. 08/10/12. ERNST.M.L. Region 2. Olc ol 
ItlO OirociQt Stpp 47379260-47379.330 

861Q25D475 Forwards intograled scheduio monthly summary (or Sept 1988. 
CONWAY.W.F. Florida Power ft Light Co. 68/10/18. Document Control Branch (Docu- 
ment Control Desk). 3pp 47269.1 16-47269:1 17. 

661 1090266 Forwards mgl-on-shifl weekly rept.por 871019 order. Plant auperviaor nucle- 
ar tfvit ropts also encl. 

CONWAY,WF, Florida Power ft Light Co. 88/10/26. ERNST.M.L. Region 2. Olc ol 
IhoOreclor. 62pp 47682.051-4750^103. 

66(1160030 Monthly operoling repls lor Oct 1066 for Si Lucie Units 1 ft 2.W/081 1 1 6 

lir. 

8ONETT.0.M.. CONWAY.WF. Florida Powor ft Light Co. 80/10/31. 17pp. 47607:281- 
47687:207 

6611140323 Forwards mgt-on-sh:II weekly rapt lor wk starting 861021. Areas lor Im- 
provomont Inciutfe.communlcaflon.labeling ft resspirafor roquirementa. 

CONWAY.W.F. Florida Power ft Light Co. 88/11/02. ERNST.M.L. Region 2, Olc o' 
Ihe Orroctor. 47pp 47536067-47536:1 13. 


34 DOCKETED ITEMS 


9. AtperUM L£R» * '•»*»« 

utiojoait Sc^ tfCirte une< peneraiiyi rol fsfjmed u hmcuinal *«tu» 

7 ^ W measles eorwua to 

9 l^ri Co MM0»3» OoeuffwiConvol Bfixn (Occu- 
m*cl Cor-ji^ 1>4>) *00 3^H7a<4 3?6 

Ml I tW9W fle^vs ^^llM5sa»n o' ti« voiabon cl iOCfBl9 re uil Iwrassfliem ol 

SAPO*^<^OTj a“(ii4ticrt Hot Aw^ned M/l0/3t labor. 0^ ol ip- 47537344- 
47537 341 

Mli«Mi3i Part 2i rtpl r« Oalact r ijrk'of^a Cvp s«*^ salely- 
t«m aciwbsn • PH RtrrU'ed dc nctsrt iKa! nar "« iWop fta-raiM sianofl 

»5r<MW«W»aia<lir6erjl£fr<roR».'«wO'fX}Ort«yleer:S«»i«coMMn^ 

wxmV>476 M/il/M OttcawN-jtiwrfteaciorRecrfaiiort.O- 

f*<(Of{»>«t«7C4lll t6» 47525 227-47525242 


OOCKET 50-253 UNtV.OT KEW UeitICO PCS4ARCH PCACTOR 


E. SMurtly. tMtfeal, tmarpancy I lira pretacilon pUru 

U t U50Q33 EtfMarSi wpOataO Mojrtf (F(4n.'a‘'acOAg Ilia chaf^ due 10 <ao>9ani2aMri 

wtfto uTVt A 'o aibcl 

eiJSCa<RO. V<lLiA345f L N«« aiaoco L'flrv ol. Atiuque>T.>e. NM M/il/l© 
Oi5c4 Ol lajoiev Raactor flagiJaboo. Ovacior (Pott B704ii) ip 47549336- 
47543 336 


OOCKCr M-254 OUAO-CmCS STATION. UNIT t 


I. Sacurlty. maAeai. arptrgaoqr 5 lira protacuoo piaiu 

Ut02MOI7 Raaptfida u 680707 raqueai lor tddi oilo ra enatQeAcy plan re^aataMS 
aw ipastf w ssrra^a RaaoonM >* awat caM um ocwt projacieo ornda & n^i 
CAM luai roe ri^X/a prMied 

taOACAdrwC CcrrxirxMnv Idton Co e«709'02 ERCKSON-Pd Or<««<K-4- 
cMa> na*c<cr ReqUaoon. CVactor (Poll 870411) 3pp 47322020-42322 035 

-Mt43600f8 Rasceoda to 770117 raquaii lor idci vdo it cor-aaquancaa ol'aivaTno 
aetajan a«5a Un( \ (criu/ar^ra 5W9 & 'aqoaai tor deser*ucio <rt lual ir«va-‘'>6<ii 
«dr<g cinrt i raruaUr^ oooratortt Sea Muodaiv <adUwt> arpoaura <wirwi liiMa 
TlWSAi'MS C«irror.aa«tb 60«rt Co 73/03't8 liEHASS.OUOparai'wPieac- 
ura 2 (Pro 7M«2<) 8m 47322028-47372935 

MI63IC0I2 ConarK lir OS-ii to a3 Igai cytw itotn acanMaa 
poaaau<^uaa)g.irvnnoa(portn9 or OA'morbrig looAa manooas ol $ir«iag« 
$NM ra uM of <*ao^ forca 0) iK4<ve« auAr<js to enrtf* ir«i o' Snm $v: a$i aoci 
euR>4erT.RP Ovi4«sr ei S4'a9k>arOi k Truinportaioo (Ron 870413) $8ri0/28 
ConaeWa'adE^tonCo oin«h rera. inc sipp 47Si3042-475i3077 


K Oaoaral torraaper^Oanea 

Mil tWIT Raapoom to 860812 ft ra NRC 880331 raspoesa 10 queMponj r<osa9 ewv 
carrwg cordacra ai pcarxa A racto^rtl propoul to autXM waor epatator to oorftoi 
room ai ad ruclear pUrtu to CNanaa cdini oparawru 

68/Hr09 v(5unO.C ArrAato.. Not Aaaigrtad 3pp 

4 'MO v49 4/M / Z2f 

-481 1 176331 Annolawd ft up^aivt^ awraoaw «* rapi) ioS807l9 ft & asawawa 
•loiaporbw to coKtrn partanng lo marawn oi rai pta.*>U 

ISSm^a^oTs ^ Cwi»«)na.» am 

-Ml 1 176355 Haapo^a to M7i9 nr ar«c«ow>g pror corrasportoanca w/nRC re coo*, 
w n(5j! »v«- <5*»e-.tK«. 

i^077-47»60^*^ *"**‘*’ *”*9'^ 'P 

-M1117W74 Erprauai corieam r» r»o Nuarctoua eracticea at rel ofania ■vA.rfcnn 
b, auihortnng opar.icn to two of pia^S'^;^ 

I Oc of toe Oaecto. 3PP 


8810250184 Generic Li' 88 iC lo oH i ceiisoos Ol opoi<il"iy iciaclors & tmieio.-a ci 
n'flii record siO'dQd on opllcol diaXs-Svc -ist oitcl 

fRiiTCHFIELD D Assoc.aio D-'oclor for Prr^OCls (Post 8/0-11 1) 88/10/20. ( 

l.,MU vriricL^.y A-JctiT 001.47518 lUfi 


8611080210 hfoims ol 9l0lu8 Ol MObl giofliin lostmg & rosuis ol 
tB(li8t-on<^93u'.tS conlTf" l'„tJiiCOliQn oualillos ol IVCOS ol gronsos noi syU-j 

S'lAOT,J.A'*'comii«Mea»r' Ed'Soii Co. 8UfiO/;H MUHLE'/J G Qdico oi ' 
D«.»i.<>'QftniiU(iAn rii/firtni IPosl 07041 1) 'dpp 47400 3.18-17400 337 


6811080220 Provides adtfl cnio lo power supplies lor oxislmg neuifoP inomio-ng 
Reg Guide 1.07 lo posl-flccidoni mon icring instrurnnniQUon Diif p.vuciiini rg 
Owners Group eiiorl re eojiron monilonng 

SLiSSHE Coirir.pnwaalifi Edispn Co eo/lO/3i. Muni PV.I.G Oll'Cu ol Nuc! 
gSW Regu'atwn.CieciOi (Post 87041 1) 2pp 47472 354-47472 355. 

6BI1D0OO1B D-SCuSSOS proposoil 861116 rvooilng lo OCPOn it.i 
enhancenianls,lnc’ud.na p.'ogrBto ovo.'v.ow.su'nmary ol coirproiorl & on s 
numa.i enc noeeng d sciopancy coirociions S nioid ilnifu'eO tliscusslon ol cum 
SILAOY.JA Co.'M;o.4"Voallh Ediso.n Co. fiO/H/Ol MUdl.EY.T.E Olllco ol 
flsacior Regu'ation, Oirocior (Posi 070411) 2pp. 4 /b?.'j 225 47525 220 


8811080233 Requesis PR publ-calion ol nol'co ol considoial'on of lasunnco cf 
16 licenses CPR-29 & OPn-30 & p'cposou NSnC clolo'it«nai'oo & oppoti 
hoanig on 88IC05 lO request lo doioio TocM Spec P iginos fi 1 - 1 A 0 i -2 
ROSSI Pio,8Ci Diietioisie i» 2. 86/11/02. UW- • No O^iiaicd Aililntoo &< 
47460319 47400 343. 


8811180039 Forwards Bddi into re lluod lioad assessmoni prcgrom ni pianis.pui 
lalconFiued dead ancliors wFich uii'iro concroio o«ppnsiPii ancl'ors used 
Ci'es plantonly 5 eirbedmonl isnglii usoil in assossmoni piosi consoivalvo 
JCHNSON.IM. Com.TiOflwoallll Eii-SOn Co 80/11/04. IfUHI.EY.T.E OII.'CO ol 
Rsicioi Pegulawn, Oifccior (I’oei 070411) 3pp 47564;12'j 47004'I50. 

-8611180043 Responds 10 781226 I'r ip NRC 781213 mooiii’M In Ooi1i05da.>< 
SuiiBi.n 70-02 Anaiyfia pi alien i/po oipansbn nnchprs uiiiizod ni piece aasei 
conaiate enci Pecior ol saioiy ol lour $iill accopiobio 1u-' ancliors. 
PEOPlES.Ol. Comrnonweallti Edison Co OO/02/lO KEPPLGri.JG. Region: 
lhoD.;aciOr 3pp 47564 145-47564.156 


8811150248 Requasia addi info ro possibility ol gaps lorminy in bomilux In lad 
fuel pool s'.oisgo lacKs 6 desctipion oi flioQ6ui-ng loctiPtouoe io< doiocung c 
6o-'s'i8< m inservice suivei-iance program. 

WNTRf-R.ll PiOiOti Diretleisie 1i-1. 66711/08 COTliri.WT. Syaiom Ern 
aodCSS. inc 2pp 47540;l6t-47S49.1O2 


8811210100 Requests FR puOLceiion ol noiico ul issunneo ol Amends ill I 
liconsss OPR 20 & OPR’SO.rospori-volyAmonils foviso Tocli Specs ro dryv 
diiierentiai pressu'e 

ROSS.T. Picioct Oicctoieie 111-2 oo/it/on NRC • No Dcipi'od Aiii'iaiion Gl' 
47596 200-47566 201. 


8811150025 FbfwsidS si'trly OvaiuatiO.'i /O uUl 070800 6 Q60500 LubmiUo'S 0 
impi9(7ieniBi-on e! ATWS rule ro a'lornato rod in,oci'On & reacior coolant roc 
pv4^ liip sys Response lo roma n)ng open iioms roe.uo8iod 
SiEuElB Pioloci Ditecioralo lll-S OD/II/DO. DliSkll.E- CcmironwooIlM Ei 
5pp 47551.CI36-4755I 04?. 

-8811180082 Safely evaluatiori ro comp'ianco w/ATWS ni'o lOCrRDO.C? on 
rod injeciion 4 leci.'tuiauin pama trip lys 

' Oilice ol Nuclear Reactor Reguiai-on, Dirocioi (Poti 1170411). 80/ii/ 
47551641.47551 047. 

8811140120 Requests OA Top.cai Hepi CE- 1-A lof pro,oci managers lt> uso ai 
ument lei luiuro hcensir'g aci-ons. 

Muller, DR Proieci Dnectoroio III-2. nn/li/iO SHEWSi<lY/J. Comm 
Edison Co. 4pp. 4?537.037-47537:l00. 

88)1220254 Pfov'.dBs NRC w/upOa’-o te itoms issauilmg from liconaoo Reg G' 
rnod piMram 5 D\-RDR ollon al plant Oog guido commitmoni lor roaclof w 
SKbrnitlal ol end i si ol Tocti Specs 

JUHNSON.IM. Co-mmonwealih Ed-son Co 89/11/10 MlfRLEY T £. Ollico o 
R«aciwR8Q-jlatiDn,DitDciorlPosi 870411) 4pp 47617.077.47617 080. 

6811210072 Forwards clsnlicaiion ol Human GnoneonriQ Discrepancy 1 1 A/' 

Tr?2*x,eJ?.? •’?V® "'P 'P'O"'® 

JUHNSON.iM Com'no.nwoalirt Ed.son Co flO/li/iG UURlEY T.E. OHico c 
neacior Hegu alien, Director (Posi Q7Q4ti) 3pp. 4?500 040-47680 042. 


P. 0 p«raun 9 6e«sM it*g« documenii A corrsip>ond«r>c« 

■^3S£S£S3~£« 

-M^*4 SER Kcepsng rrorh to tPCi ewtog bw « 

' »rfb:-7«0«aA«AR*aBooOw»ft M/10/13 6pp 47323244.47323^ 

»>«. « tecs 

tort^rdwoibAMlOCAvaSiV *** ^ *’* iclxFedu one posstole sirtgie 
4 CVectof (Poii 870411) u/io/ia upp 


rejrons. it bulletins & correspondence 

^Af^i '^f’,9 '"'0 08-079. •■M.8U50 Ol FlashlnQ ligtits lor 1 

Sole Svciislenci ^ 

r.n«3S^ Opeiai'W'ai Evenis Assossmoni IPosi 8704- 

uonsoi-daied tdiso-n Co or Now York, inc. 123pp. 47279 242.472f)0.00: 

Bwn PT.n,^'; ®®-002. "Torus Shelia W/Corrosion & Oogt 

r J®'®'"’ -9' Ope/ationai Events Aaaoasmeni (Poai 9704 
Consoiidaieo Edison Co. ol New York, Inc. ilOpp. 47280 124-47200 23 

Vales.Psvc 

Operational Events Assessmoni (Poai 0704 
WmsolidaledeasonCo 01 New York, Inc- llBpp. 47463.199 47403 31 

imposition ol Ovii penally 

4726^63*9;4?266^3®|'’'^*'^''^ '^^'0'c«mew (Post 670413). 
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8810270347 Responds 10 NRC 000915 riot;co 0l violation & pioposQtf imposition of c-vil 
ponaMy.poi Insp Ropis 50-254/00' 1 1 & 50’26S/00’ 12. Penalty Of $75,000 (or Viotailon 
)./l paia & roconsidfiialion pi Vi&'at.pn i a penalty teoucsied 

DELGEORGE.L.O Commonwealth EUiSon Co 00/10/17. 1 lEQERMAN J Ole of Fn- 
lorcomoni (Post 070413). 40pp 47325 010-47325 057, 

6810140016 NRC Into Nolico 00 004, "Ooiontiva Uolo' Shati Koya in Umlioique Motor 
Actuaiois." Svc iiSt encl. 

ROSSI, C.£ Division ol Oporaiornl Eucnis Assessment (Post 6704ti). 06/(0/20 
ConsolKlateU EcJ'Son Co. oi New York, Inc 1 19pp. 47300 004-47280.123 

88(0260075 Oiscussos insp on 061200 & 070608-0720 & forwards not-ce of viol&twt 61 

B roposed imposit'-on of civil penahy. 

AVIS.A B. Reg on 3, Olc ol Hie Director. 88/10/20 O'CONKOR.-J J. Commonwealtli 
Edison Co 5pp. 47280.23l-472Ca 267 

•■8610280080 Nolico ol vio'aiicn 6 proposed Imposilion ol cwli penalty m nmouni o( 
SiSO.OOO.Noncompianco noicd AMP nylen- insuiaioil bull spiicos used in numerouH 
items ol electrical opuipmonl important (o safely not propotly quaLliod. 

DAVIS.A B. hog on 3, Ofc ol iho Director. 08/10/20. 3pp 47288:230-47308:267. 

6610170391 NRC inlo Notice 80 086, ''Opeialmg w/MuUip!o Grounds In OC Distnbuiion 
Sys" Svc list oncl. 

ROSSi.C.E Division ol Oporai-onal Events Assossmeni (Post 870411). 68/(0/21. 
Consoiidaloil Ed'SOn Co. of New York, Inc 116pp 47483 081-474^:197 

8610260194 Forwards insp Hopi 50-254/06-13 & 50-285/08-16 on 8806030606 & 
notice ol violation. NRC has clocidod not lo impose civil penally foe 680623 ovoni ro 
Improperly landed wire duo lo promnl action by ulil. 

DAVIS.A B. Rogion 3. Ofc Of ilio Director 88/10/21. REED.C CommonwoQiUi Eijison 
Co 4pp. 47270.130 47270.150. 

-6810250197 Nonce of v.oiaiion irom insp on 060603-0008. Vioieiiort nolod LPCi moda 
ol RHR sys inoporablQ from Oci 1971 until 080022 due to motor control cU wiring 

B rohlom.conifflry lo Tech Spec 3 5 A 3 

AVIS.A.U Region 3. Olc of iho Dirocior 08/1Q/2I. 2pp. 47270 143-47270 166. 

8611090009 Conivms clolos ol 88) 114-10 lor NRC Ron Curde i 97 >nsp to pwi-aca 
dent moniioring insirurnontoiion.Lisl prov.dod of areas (o bo inspected 
HARRISON, Jl Region 3. Olc ol Iho Orodor. 88/11/03. REED.C Commorvaealin 
EdiSOnCo Ppp. 47502 048-47S02,040 

881109Q010 Ack tucQipi Ol 8Q10I7 Ilf & paniai paymoni ol $73,000 lor proposed civii 

f onelhos.UN roouesf lor roconsldorallort ol crvrl penelly lor Vrolrtllon l.U vrtdor rovrow. 
lEQERMAN, J Olc Ol Enlorcomonl (Posl 870413) 08/11/03. O'CONNCn.JJ. Com- 
monwoa'ih Gdison Co. Ip 47498.262-47490 262 

8811100203 Porweidb NRR Input lo SALP VII ropl lor Apr 1667 - Sept 1086 l.iSl ol Tocit 
Spec emorids Ksuod during SAt P period also end- 

HOSS.T.M. PfO(oc( D/fOClomlo W-S. 88/11/03. GREeNMAN.E.G. flegfort 3. Ofc of ttio 
Oirecior. Opp 47534 349-47334 357 

66t(f70327 Responds lo 880812 Hr re NRC 880331 response (o Ruosaons rsisodcon 
corning conditions ol plpnis & rocipuni proposal lo station sonior opotsior m conuoi 
room at all iiudoar planig lo ovorsoo plant oporoiioris 

ZECK.LW. CommisS'Onors 88/1(708. vdlUNG.C AfMiStion Nof Assigned 3pp 
47386:049 47587.027. 

661(040324 Suppi 3 10 NRC inlo Nol'Ce 86-108, "Foodwaiof Lmo Oroak" SvC list orKl. 
l10SSi.CE. DiviS'on ul Opoiationai Events Assossmoni (Post 6704u). 88/ii/tO. 
Consolidaiod Edison Co of Now York, inc tl3pp 47559.072-47550:104. 

6811160676 Ack focoipl ol ulil 881107 fosponso to NRC Ou'Jol-n 06-004. "Polonlial 
Saioiy-Roiaiod Pump Loss." Compieiion oi response raquostod wiiiiin 60 days 
HOSIt. Ptoioci Oirocturnlo III-2. 88/11/10 OLlSS.H.E Commonwooim Edison Co 
6pp. 47560.007-47560.002. 

6611090284 NRC Info Nolicu 80-087, "Pump Wear & Foreign Oblocte m Piani Prpmg 
Sys." Svc list oncl 

ROS5l.CE. D.vision of Oporahonai Evonis Assossmoni (Posl 870411). 08/11/16 
Conso'idalod Edison Co of Now York, Inc. il3pp 47601.020-47601:132 

6811090403 NRC Info Nonce 80-086, "Dogrodnl'Pn of Woslinglieuso ADO Hoieys" Svc 
list oncl. 

ROSSI. CE. O.vision of Opcroiiona‘ Evenis Assessment (Post 870411) 60/11/16. 
Conspi'daled Edison Co of Now York, inc 1 13pp 47507 001-47597 1 13 

681 1 150008 NRC Into Nokco 88-080. "Dogrodation ol Kaplon Eloclncol (nsi/aiion." Svc 
list oncl 

ROSSl.C E Division of Oporoiional Events Assossmoni (Posl 670411) 6B/II/21. 
Consoiidalod Edison Co. of Now Yoik, Inc. 1 13pp. 47603 04&-476O3:f6l 

8811160470 NRC Inlo Nol co 68-002. "Polontiol lor Spent Fuel Pool Otaindown " Svc 
list oncl 

nOS.Ol.CE Division of Operational Evanta Asaassmoni (Post 070411). OO/H/22 
Consoiidalod Edison Co of Now York, Inc. 114pp 47606 124-47606 237. 

86(1(80316 NRC Bulfolin 08 010. "Nonconforming Molded Case CkcuH Oroekors '* Svc 
list encl 

ROSSI.C.E Division ol Oporauonal Events Assassmonl (Post 8704(1). 68/11/22. 
Consofidatod Edison Co of New York, fnc. (2tpp 47606001-47606 123. 


R. Periodic operating reports & related correepondonce 


8811170047 Forwards lisl’ng ol changos.iosls & oupcilmenle comploierf dvring Oci 
1986 lor plant 

ROBEY. R A. Comntonwoaiih Edison Co 88/10/27. OHico ol Nuclear Roador Regula* 
lior), O-roclOr (Posl 07041)). Opp. 47567.189-47567 176. 

8811160297 Monihly opoiaimg topis lor Oci 1988 lor Quad CHIOS Urtlia I 6, 2.W/ 
881027 Ilf. 

DEELSNyDER.L., ROBEY, ha. Commonwoolili Edison Co. 80/(0/31. 23pp. 
47547 266-47547 208 


S. Reportable occurrences, LERs & related correspondence 

8811090(26 Part 21 repi ro doled m Lim.iorauo Corp supplod safoty- ro'aied SMB 
valve BCiualors w/RI4 Irrsulatod dc motors liisl may noi dovelop lull rated start ng 
torque ai elovaiod ambioni icmps.Roviow ol motors by liconseos rccomm.onded 
WILKINSON. I.E Lim.torqua Corp. OB/1 1/03 OHice ol Nuclear Roactor Regulai'On, Di- 
fOClOf (Posl 070411). t6pp 47525 227-47525 242. 

68 i 1(70289 LER 80-015 00 on 681014, OA inspector discovered ihai monihly lire sup- 

f irass=on valve Insp not miliatad lor Oct & Nov i9G7Ca‘jsod by creation ol Hawed 
empoiarY procedure Safety eva'uai'on cbeckhsi for procedure implomorMed W/ 

661114 (If. 

OOLIBER.O., DAX.R.L Com.'nonwoaith Edson Co. GB/ft/09. 5pp. 47576074- 
47576:670 


V. Operator Examinations 

6810280116 Informs that wniion & oral exams schedulod lor wk ol 880206 Util reqirest- 
oU to lu/nis)) end rol malls irr order lo meel achaduia. 

WniGHT.GC. Rou on 3, Olc of Iho Di'oclor. 88/10/19 REED.C Commonwealth 
EdAinCkl t2pp 47272 331-47272 342 


DOCKET 60-2S& PALISADES NUCLEAR PLANT 


F. Securlly. medical, emergency & lire protection plans 

8B 1 1070029 Rov 1 1 to Emorgor.cy Plan Imptomonimg Procoduro £1-3, "Commun cations 
8 NoiillcaUana " 

GnuN£r.J.n.. OAWSON.M., K02 l 1P,CS. Consumora Powor Co 07/lt/O2. 2pp 
47461 105 47461:108. 

66(1070036 nov f i (0 Emotgancy Plan Implomcniing Ptocodure El 3, "Commur^lcat'ons 
A Noblicaiiorwi " 

* Coruumors Power Co 00/10/12 Opp 47481 107 47461.112 

8810310017 Genodc Lti 86-10 lo o'l luol cydo lacllity i.eonsoas 
Mssossiig. using imppii,ng.o>porling or iranspotting formula quaninios of stralogic 
to uso of dOPCliy forcQ by i-censoo guards (o prevent theft of SNM.Svc Hsl encl. 
BURNETT.nr Divialpri ol Salogjards S Transportatiorr (Poai 070413) OO/tO/28 
Consol-dafod Edison Co ol NowVork.lnc 31pp. 47513047-47513077. 

80)1140330 nov 5 to Emorgcncy ImplomoniaLort Procodu'e El-11. "Doiormloailort of 
Exioni ol Cute Oamago " 

* Coftsumors Power Co O0/iO/23. lOpp 47535.l66-47835.f75 

8811070349 Rcquosis change to plant aiie omoigpr^cy pton.Chengo reduces commit- 
rnoni irt plan bui does noi roduco offoclivonoss of amorgoncy rosponso organ rai on 
nor number ol on sluii poisonnoi avai'sbio lo rospond lo omorgoncy-Feo paid 
RERRv.k.W. Consumois Power Co. 88/11/01. DAVIS, B Region 3, Olc Ol Iho Direc- 
tor 7pp 47466:326 47460:334 

6811160126 Advises ihei 808930 Rov 8 10 suiisbii ly.liaining 6 quatificaiion plot) consist- 
oni w/ptovieions of lOCFRSO 54|p) & eccepisbio. 

QREOCn.L R RoDlon 3, Olc ol ine Director. 88/11/08. JOHNSON.O.D Consumets 
Power Co 2pp 47B6l;000-47651 001. 

6811160(37 Aovisos ihoi 880930 Rov 2 10 lac-i-ty saiogusrds eontingoncy plan consisl 
oni w/proyrslons ol tOCFR50 54(p} & acceptabro. 

Cn£0£n.l..R Region 3, Oic of the Oirocioi. 88/11/08 JOHNSON.BO Consumers 
Power Co 2pp 4^53351-47553.352. 

8811160(63 Advises ihst Rov 21 to physical socuniy plan consistent w/provis'ons of 
lOCfflSO Wtp) a accoptobio. 

OREGcn.lR Region 3. Olc ol tho DiroCtor 88/11/08. JOHNSON.BD. Consumers 
Powor Co 2pp 471)65 220 47665 221 


P. Operating license siege documenie & correspondence 

8810(80358 Ounortc Ltr 88-17 lo all hpidors ol OLs or CPs lot PWRs re loss ol 
OHR Svc list oncl 

CRUT01FIELD.D. Associaio Diiccior lor PtOjocis (Posl 8704U). 86/10/17. Consoli- 
daiod Edisot) Co ol Now York, Inc D4pp 47279.156 47270 241. 

8810260164 Qonotic Ltr GG-IO to all liconseos ol oporaling roaciors & holders ol CPs re 
plani rocord stornoo ori opi cal diaksSvc iisl and 

CnUTCHFIt'LO.D AssocmiQ Diroctor lor Prqiacis (Post 870411). 86/10/20- Conso'l 
dated Edison Co ol Now Yoik, Inc. 45pp. 47513.001-475 13 046 

6810260261 Forwards Rov 6 to CPC 2A, "QA Program Dosciiption lor Operalionai Nu- 
clear Powor Plants " 

BERRY.K W. Consumo/8 Power Co 88/10/2) Documonl Control Branch (Document 
Control Desk) 3pp 47289 049 47289 0/9 

-88I02C026S "OA ProQiam Doscnpl-on" 

•Conwnwra Powor Co. CPC-2A 68/10/21. 28pp 47289.052 47280 070 

88)0270264 Forwards envlion assossmoni & l.ndmg ol no sigmlicam impaci ’o requosi 
lor oxompuon Irorn rcqu-remonls ol I0CFR50 App J.Psrag'aph III. A 3 
WAMQACM.T.V. Projocl Dirocioralo IH'l 88/10/21. BERRY, KW. Consumois Powor 
Co 3fy} 4736) 040-47361 046 

-6810270278 Environ assossmont & finding ol no signllicani impact aupporimg oxomp 
Won from Paragropft Ili.A 3 ol lOCFRSO, App J re primary loacior conia-nmoril loakege 
teslirtg (or waier cooiod powor roaciors 

STEFANO,J.J. Proiocl Oliocioiaio IIM 88/10/21. 4pp 4736l;043-47381 046. 

661)060045 Roquosts that ut>l koep NRC Inlormod ro ollorls lo resolve prob'em ol 
breakdown ol poraonnol contammai-ori conirol ai plani per 8Bt020 meoling re approx 
900 persennsi coniarmnalions in Aug.Sepi S early Oct 1988. 

OAVis.AB Region 3, Olc ol iho Oirocior 60/10/26. HOFFMAN, OP. Consumora 
Powor Co 2pp. 47404.182 47494 103 
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• In 

■ - .r/.-i',— jciAfpJ-«XFfl50.See*ionUA3 

-I'j ol planlpM 860909 6 ^0 

i -1-. • /tc^Asp Jnvo4'^ 

! *'>• 03 c£fi*»f-KW Consutners Power Co 


„ ... -.'-I ;> a.^acrPSO.SecbOnMAite con- 

... .'• -i -•- i» Etirftofie*'eciveupooiss4anco 

•, ' . . ■ , F- • •-'» • i':;v 4 Special Proiecis {Post 

• ' T ?:< «Ji37O:4-t;537O0? 

M ' ^ At . . ->• : S*-'>OMeCva)iiai(onlo<Ciia<a(e<.4- 

. p » •••:•••■..' r.ietporsaroieicoo 

. : tr '*• ■» Oxvol 6«8«n (OoMJ- 
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• •••• 4;^ 47544 136.47544 144 
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i • ' ■jK*0'P*:‘ect"Oosy$no<I 

- • • • i: f '.r EtAnY.KW CcmuMts Powe« Co 


-8811170348 SalOlv ei'flluflMon siiiiponoy Amuno i l.'i lo Licnnso tf’R 20 

• PfOiecI D'fecioiaio III-1 00'11/H ^PP ■17S7600/-1757G.060 

8811230423 Fofwsrds Amond 110 lo L'. onsp Uf*fl I'D 4 snloly ovnl.iaiio; 
vises Tcch Specs lo aOO iini iniiops io pinni oppinnoo w/ioss ihnn foui 
aot pumps oporating lo co-'ilorm lo nniiiyso!. lor cciinlo posipiftiod acoOG 
WAM0ACH.T.V. Projeci Droclomln IIM Iin/I1/1&. OGMnY.KW Consi 
Co «Pt> 47623:12A-4?e23 220 

“8811230426 Amend MB to Licoiiso Dt’n.PO.iovisirg Toch Specs lo odd 
plant epciatlon w/less tnan lour reactor cuolpnl pumps oporoling lo coni 
sas lor certain postulated sccidenis 

OUAY.T P(OieciOuoctCWBl0lll-l OOMins fOpp <17fi23.126A7623.10S 

-8811230428 Solely evaluation supporting Amend i iR to I.iconso DPR-20. 

• once ol Nuclear Reacior Rogjl.iiio.'i, n'rocter (Post fl704ttl aer 
47623 186 47623.214. 

-8811230432 Nol'co ol issuance ol Amend 1 1t) to Liconso [3Pn'20.rovlS'n( 
Ip add Imiaiions to plant opoiflOon w/lcs» iti.in lour rotictor coolant pun 
to conlorrn to analyses lor cO'Uiiii poaiuleiorl accidnnib 
WAMSACH.T.V. PrOi'eci D.rpcipraiu lll-l f10/11/15 Q()p 47623215 4762 

8811220172 Discusses Islod ropudsla lor shotidorm & long lorm nciions n 

e aneraier tube iniagrliyUiii intends to complete luho gonomici iniogm 
ive cosj'ts subnuuod to NRC Qy fiOOGfifi 

KUEMIN.JL Consumers Power Co 0nril/l7 Documoni Control Branc 
Con'.rp! Desk) 4pp 47608 050 470D6 061. 


Q. Inspection teporls, IE BullellPB & conoaponctonce 


M . *..11 ■ • ' 1 ••^i-i'.‘ia'iimpKl«e680325 6 090' 

•r- !.''9 ‘evt Spec IO add aodikr?>i!awn to 
•« , • , .'• t ' «:/r4r(:c<4'ic<jrnp4ope<a*jog 

' 47515287^7536290 


6810030249 NRC info Nol’CO 66 079. "Mlsuso Ol Flaslilni) Lights lor H 
Area Condors'' &vc hot enci 

ROSSI, CE. Division ol Opo'RliOnal Ev'jnia Absossnioni (Post 670411 
Censo-’daied Ed-son Co. of New York, Inc i23pp 47279 242-47280 003 


*• *^'''8 * * r " 5 ’‘-;s :'r« scgrv^caninvTacireeOOli^ 

‘ .» ,s, •♦^acrerpieMwa (noiecwir) i 

■ • n >• 57 6£BBrKW Consuirers Power 


■’» «f*act »« 860412 sppliea 

' • — -ec* S*»c '« sm. ' enp.overpiessure pro- 

- • • :'ic 475J9I7M7538 173 


88I0070I14 NRC inlp Nohco 86 062, ’’Torus ShoUs W/Corrosion S Dogra 
m BWR Conisdimenis." Sve list one' 

ROSSI, CE Division ol Opeiaiipnpi Events Assoasmoni (Post 670411 
Donsot-paiad Ed.Son Co. ol now York, Inc. I lOpp 4726O:t2<1>47280.239. 

6810140212 NBC inlp Noilco 66 065. "Orokon llplnining Bloch SUids on A 
Check Valves " Sve hai end 

ROSSl.CE. Division ol Oporailonai Events AssossmonI (Poal G7041I 
Conso’idfliao Edison Co. PI Now York, Inc it6fip 47403-199 4'7463 316 
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6810140018 NPC Info Noiico 60 004, "Ooleciivo Molof Shall Koys in Limi 
Aduaiois ' Svc LSI and 

ROSSl.CE. Div.-gion ol Operaiionai Events Aasobsmonl (Post 070411 
Conso'iasieo Edison Co el Now York, Inc. iiOpp 47289.004 4 7280-123 

8810170391 NRC Info Nonce 88 060, -’Oporaiind W/Mu’iipio Grounds in D 
Sys.-’Svt' blend 

ROSSi.CE. Orvis-on ol Operaiionai Events Aasossmoni (f'osi 070411 
conso.'daied Eason Co. of New York. inc. 1 lOpp. 47-103 O0i*474e3 107 
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WELSO-N.W.L Reg'On 3, Olc ol Iho Director 00/10/24 HO! Ff4AN. 
Power Co 2pp. 47464 038-47464:045 

-8811080084 Insp Repl 50-265/80 23 on 86OOOO l012.No violBlior 
satoiy.maini.sirrvo.ilnnco & LEFta. 

oLtHeEsS.B.L. Reg'on 3, Ofc ol tho Director 60/10/24. 6pp 4746-1 

^ ''"P 108, "Foed.vmor Lmo D1O0 

!,L- ^ ' Operational Events AssossmonI (Post 070 
k/WSDhaaiBO tOibon Co of Now York, inp 113pp •1/559,072-47559:1 

Nucloar Plant 1G8O Stoam Gonorait 
mXl outage '*'‘”T'out aionm ganoimoi lobes plugged duting 1 

Co 88/11/15. Documoni Control Br 
contiol Desk). 2pp 47608.126 4 7609 231 

Coftsumws PoAer Co. 88/11/30. 500pp. 47608 131-47609 231. 

S^‘c^lKl"° 

r Opero'io"'-" Evonis Aasossmont (Post 870 
w>-«laHMl Eoison Co of Now York, inc. 1 13pp 47601 020-47601:1 

**lisl Notice 88-060, ’'Dogrodation of Wesiinghouso Ai 

AssossmonI (Post 070 
nWraatedEdisonCo.ol New York, Inc ii3pp 47697.00I-4/597 l 

®''l(Vt S® "Degradation ol Kaplon Electrical 

^(«^ai6d*Frt Operational Events A9sossn10.nl (Post 070 
oohsowal«lEa,son Co. of New York. Inc. ll3pp. 47603:045-47603:1 

“Ul 8^ ®e-O02. -Potential (or Spent Fuel Pool I 

^w'lidatod^Ech^son Co nPwf AssossmonI (Post 670 
a WJ cmsoti 00. ol New York, Inc. 1 14pp. 47606:124-47606:2 

”isl end’® '■Noncontorming Meldod Case Circui 

CwfwI^ted'Ed^onfo Assessment (Post 670 

■uaiM tdisoh Co. of New York, inc I21pp 47606:001-47606:1 
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R. Periodic operating reports & related correspondence 

d61027002& Forwards b monthly work order slalus rupl lor Aug I9U8 K Sopi fOBD Repl 
numbers lor rnonitis in error corruciod SO an not lo Irtcliido prevortlivo mairit work 
orders 

jOtiNSON.QO Consumers Power Co 80/10/10 Oocumeni Control Qianen (Oocu- 
mem Control Desk) 2pp 'J7561310 ■17381 311 

861 1 1401B2 Monthly oporQiing ropt lor Oct 1060 lor Palisades Nuclear Piani.W/661102 
Hr 

PACKARD.GC, GORALSKI.G Consumers Power Co 08/t0/3l top. 475r|6-2S2- 
475'16.?56 


S. Reportable occurrences. LERs & related correspondence 

8810260245 Pad 21 ropi ro Masone Ian valvo parts suppi od by Sampio- Webirol.lnc not 
mceing spocs. Initially tnported on 06IQI8. Mall m warobouso pulled ft location ol 
issued mall being Idoniiliod lor d sposllion or roplacomcrit 

JOHNSON, B.D. Consumors Power Co 88/10/21 Documoni Coniroi Btancii (Oocu- 
mem ConIroJ Desk) 'ipp •l72a9.342-47Pae346 

8811040366 LER 80 0l0O0on 0BtO27,lnedvoiieni coniammoni isolaiPn sanal 
rocoivcd Caused by peisonnol error & inatiequoie conrirnunlcoiionAdminisiraiivo Pro- 
ceduros 9 05 & 4 03 revised W/801O27 Ur. 

K02UP.es., FRlSClI.R.n Consumers Hovror Co 88/10/27. Spp 47435039 
47435 043. 

8611040135 LER U8'0l9 00an BOlOOi.lnadvorlonl coriieinmont isolation aciuaton 
signal rccoived during porlormance ol oosl mod lust lo vonty propor loinatauailon of 
loll channel conloinmont high radiation Inillalo swilch.W/aai03l lit. 

K02UP,CS. JOHNSON. B.D. Consumers Power Co. 88/l0/3t 5pp. 47441 106 
47441 200. 

08>>O9O12S Pan 21 repi re defoci m LlmiwroiHi Co/p supplied se/ot>- /elated SMO 
valve acluaiors w/RH msulalod dc motors Inal may not dovoiop tu't raiod siatimg 
lorquo at olovaiod nmblunl lamps Rovlow ol molars by liconseos recommondod 
WILKINSON. I £. Limiioiquo Corp. 68/11/03 Olllco dl Nuclear Reactor Oogulahon. 01 
reclor (Post Q7Q41 1). 16pp. 47025-227.47S25 242. 

8611160008 LER 65 028-01 on 861210, safety injoclion sys (SiS) ooiuetion Iniilatod 
during const aciivity Cousod by fa'ijro of righi channel to aciunlo No addi action roc- 
ommendod oven w/o absolute isoiel.nn of loot couso.W/QOtlOO Ur. 

K02LIP.C.S., JOHNSON.B.D Consumers Power Co. 89/11/00. 9pp 47552202- 
47552:300. 


DOCKET 60-269 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, amargency A fira protaclion plana 

8610270478 Porwerds exemption from roqu.rcmonis of Anp R.Sociiens lll.L & lllO to 
lOCPRSO, safely evaluation ft tocimicai evaluation rupi Aliomaio Uro protecuon config- 
ureilon provided oquivelont level of safety to that ach'ovod w/App n. 

QlACk.S Ofcol Special Piolocis. 88/i0/2i. WHirc.S A Tonnossoo veiioy Auihorfiy. 
2pp. 47336.001-47636 032. 

>•8610270460 Exompllon Irum App R.Subsecilons lll.L & IliO to f0CPR50 rofito prolec 
lion loaiures of nuciuar power pienia. 

PAnTLOW,J.Q Otc of Special Pfolocls. 68/10/21. Tonnossae Vaiioy Auinorny. Opp 
47336:003-47336012. 

"8810270484 Safety ovaiuoiion eupponing oxompuons to Apr R.Subsoctiona liu ft 
iii.Q to lOCFRSO re plant (ire protection plan. 

• Ole ol Special Profocta. 8D/10/2|. 20pp. 47338:0l3'<1733e:032 

••8606270136 "Evaluoiion ol Piro Proleciion Exompllon Roquosls From I0CFR6048 & 
App R to lOCPRSO.Browns Potry Nucloor Plant Uniis 1.2 ft 3." technical ovaiuaiiort 
ropi. 

AHMEO.N. Calspan Cerp (subs Arv.n induslrlos/Ftankl-n Rosoarch Center). NBC 03- 
01-130. TER-C&00-639 86/00/24. STANG.J. NBC • No DolaUod A/Mtel-on GIvoo. 
2 epp. 47336 033-47336 060. 

8811010100 Responds lo 880930 Ur re violations nolod in Insp Ropls 50-250/06-20 50- 
260/08-20 ft 2Se/80'20.Ro9ponsQ wiihhold (lol I0CFF173.21). 

GRIOLEV.R. Tonnossoo Valley Auiherily. 60/ tO/27. Oocumeni Cantfol Orancl\ (Oecu- 
mont Coniroi Desk). 2pp. 47401:001-47401:082. 

6611020216 Temporary Cliango lo Rev 2 lo Emergency Plan Impiomonbng Procoduto 
EPlP-1, ‘'Emergency Plan Clossilicalion Logic.” W/ 601027 lir. 

GRIDLEY.n. Tonnossoo Valley Aumoniy. 00/10/27. 0pp. 4741 1 275 47411 202. 

8611030321 OlscusBOS shoricomings of 0B0021 emorgoncy exercise at plani ir> areas ol 
commun'.calions ft accouniabiiily. Accouniablliiy driirshould bo porfoimoil prior lo Unit 
2 refueling 

LITTLE.WTS OIc of Special Pioiecia. 80/10/27. PARTLOW.J.G. Ole ol SpociAi 
Prolocie. Ip. 47430.307-47439;307. 

8810310017 Qonoric Llr 80-i9 to all fuel cycle facifily llcansoee 
possoaalng.uslng.imporiinfl.oxportirta or franaporfing formula doadlrfios of sualogic 
SNM 10 use ol deadly force by licensee guards lo proveni Iholt ol SNM.Svc lal onci 
BURNETT, R.F. Division ol Sologuards ft Transportation (Post 670413). 68/10/20. 
Consolidated Edison Co. ol Now York, Inc. 3lpp. 476t3:047'47B13:077. 

8611090459 Advises that Rev 0 to generic radiological emergency plert conforms lo 
planning side of 10CFR00.47lb) ft roquifemonls olApp E lo 10CFFl50.w/one oxcop^ 
lion Involving doloilon ol criloila addressing sustained winds ol hurricane force. 

MCCOY .F.R. Region 2, Olo ol the D-toclor. 88/11/01. WHlTE.S A. Tennessee Valloy 
Aulho/ily 2pp. 47614 051-47614 062. 

8811220094 Forwards Insp Ropls 6O-259/OO-3O.6O-5eO/O0-3O ft 50-23a/8B-30 on 
680020-23 ft 20.Two oxorcise weaknesses Idenliflod re Inadequate onsile aeceuntabil- 
lly ft failure lo demonsirelo compleio ft timely emergen^ Info How. 

MCCOY, F.R Ofc of Spoc/itI Projecis. 68/1 1/16. WHITE.S.A. Tortncssoe Valley Au^ 
thofity. 2pp. 47607:224-47607:244. 


-881 1220089 Insp Ropls 50 259/09 30.50 260/80 3U ft 50 206/80 30 on 690U20 22 ft 
20 Two uxotcise woeknesses r'.oiod Major groes inspoclc;! omorgency preparedness 
Oxarciso lor oU-yr alter hours dti'i 

SARTOfl.WM Region 2, Die Ol lh,o Director. 09/10/20 I9pp 4VC07 226 47007 244. 

8811320181 Rev 3 to emergency Plan Irrplorr.ont.tig Pioceduro EPIP-7. ' Aclivai.on & 
Operation ot Operation Supped Ctr” ft Flov 4 lo EPiP-8, ' Personnel Accouniab I'ly 8 
Evasualron ' W/891 1 1 7 Ur. 

GHIDLGY.R. Tennessee Vehoy Aulhoniy 68/11/17 42pp 47607 282-47607 323. 


7). Qe/tgra} correspontieneg 

8810310222 Informs that HP Pomrehn not relurnlng lo posilion ol 6/0 d reclor of 
plant CC Mason has been assigned rospcns'biiii.cs ol acirg siio director. IJiil seeking 
qualified lndv<duBi 

WH1TE.SA TennossGB Veiay Auihoniy 66/10/17 PARTLOV/,JG Die ol Spec'al 
Protects Ip 47376 121-47376 121 


J. Inauraneg ft Indamnity Mormatlon 

68II2I0083 Forwards Endersomotils I02.B7.43.33 lo NELIA Pol'CiOS NF-196. NF- 
247.MF-256 ft NF-25B,respeCl.voly,Ei4dO'Semcnis 88,59 to MAElIJ PoIcIqs MF 56 & 
MF-102.respccliyely ft Endorsemonts 0 10 NELIA Corlillcylos N-38.N-39,N'40,rospOC- 
bvely 

SAMUELS.J L Morsh ft McLennan. Inc 68711/01. DINIT2.I. OUco ol Nuclear Reac- 
tor Rogulalio-n. 0/ocior (Post 870411). 2Spp 47S90 189 47593 214 


R. Oparaling license siaga documents ft corrssponoence 


6616180350 Gononc Ltr 80 17 to B'l holders Ol OLs or CPs Icr PWRs ro loss Of 
DHR Sve i-ai end 

CRUICHFiF.LO.O. Associate Director lor Projects (Host 873411). 88/10/17. Conso'i 
dated Erfison Co ol Now York.inc B4pr). 472/0 156 47279 241 

8810360235 App'icotien lor amends to Licenses DPrT-33.0RP-52 ft DPR-60. amending 
Joblos 32A ft 32.6 Id el'o<v specifre roacio'' low hval Hsrrumonis Id be ouf ol eve 
when roacioi vessel water lovcl momlorlng ays mod be ng porlormocf Foe paid 
MAY.MJ. Tonnossoo VA'ioy Auiherily. 06/10/17. Documoni Coniroi Branch (Docu- 
ment Control Desk) Spp. 47272 343 47272 357. 

"88 10260230 Proposer) Tech Specs Tab’os 3.2 A ft 3 2 B.s'iqwng speciiic roacioi low 
water level tnsiiumunis 10 bo out ol sue when roscior vosso'- waior level monitoring 
sys mod bomn petleimcd. 

* Tennessee Wuoy AulhorUy 88/10/17. 12pp. 47272:348-47272 357. 

8810260164 Oonoric llr 88 18 le ell licensees pi oporaing loaciors ft holders of CPs ro 
plant record siotagu on opUcai d sks.Svc >isi oncl. 

CftUTCllFiEiD.O Assoclaio Ditoclor for ProlocIS (Posi 670411). 60/10/20 Consoli- 
doled Erfison Co ol Now Yoik, Inc 45pp 47513001-47513046 

6810270161 Noi'CO ol cons doiaiion Ol issuance ol smonds lo LCunsos 0Pri-33.0Pn-62 
ft OPR-Od & proposed nShC doiormmeiion & oppoilunity lor hearing ro changing 
Tech Spec Secuon 3 5.A.5 s'lowing core spray sys to bo inoporoblo 
BLACK.se. Ole el Special Projocis 88/10/20. lOpp. 47361:116-47381:125 

8810310319 C'aiilios commoms made dunng 080521 brioi ng by TVA on 1VA roorgaoi- 
lanon ft p*8ni status. 

WHITC.SA. Tonnossoo Vs’lSy Aulhoniy. 80/I0/20. PARTlOW.JO Ofc ol Special 
Projecie 2pp 47D66.ltl-473e6.n2 

6810260308 Roqueais util vonlicsLon Ihai conclus'ons ro hoterdous chemicals oihor 
lhan ct'ionne sMi valid In hohi ol l.ndings repoiiod in 870526 Ur. Response roquOEted 
within 60 days of receipt Ofltr. 

0LACK.5 OIc Of SpocSalProiecIs. 08/10/21. WNITE.SA Tennussoo VaFoy Aulfion'ty. 
3j>p 47280 208-47280:300 

8610270478 Forwards exompllon from loquircmonis ol App R.Soclions MIL & 1IIG lo 
lOCFRSO.saioty ovaiuai-on & lochmcai oveluaiion ropt Aliornaio l.io proiecllon conllg- 
vtaUon provided oqulvoloni level ol saloty to ihal ach.ovod w/App R. 

BLACK.S OIc ol Special ProjoclB 00/10/21 . WHITE.S.A. Tonnossoo Valley Aulhoniy. 
2pp- 47336;00l-47j36 060 

"88)0370480 Exemplfen from Apn R.Subsecticns lll.L ft III G lo lOCFRSO rg Ivo prefoc- 
loaiures ol nuclear power pknis. 

P/tnTUOW.J Q OIc ol Spociol Proi'icis 66/10/21. Tonnossoo Valley Aulhorlly. 0pp. 
47336 003 47336012 

••8610370484 Safely evaUjaiion supporlmg oxomptlons to App R.Subseci'ons IIIL ft 
III.O lo 10CFR50 re plant lire proiocUon plan 

* OlcOlBpOClol PrOioclS. 88/10/21. 20pp. 47336.013-47336 032 

"8606270135 ‘’EvQliiaUon ol Fire Proleciion Exemption Requests From lOCFRSO 48 ft 
App TT to lOCFRSO.Orowns Perry Nucleor Plant Units 1.2 ft 3," technical evoluallon 

rapt 

AHMEO>l Calspan Corp. (subs Arvin Induslnos/Frankiin Research Center). NRC 03- 
01-130. TER-C5508-e3!). 86/06/24. STANQ.J. NRC • No Doieilod Alli'laUen Given 
30pp. 47338033-47336.060 

6910310067 Application lor amends lo Licenses DPn-33.DPR-52 A DPR-6B. extending 
duration ol plant license to 40 y/s from Issuance of OL as pormUiod by 
10CFR50&7.PSO paid 

GRIOLEV.R. Tonnossou Valloy Aulherity. 88/10/24. Oocumont Coniroi Branch (Oocu- 
menl Control Desk) 3pp 47386:148-47308:192. 

"8610310091 Proposed Tech Spocs re extension ol license lo 40 yrs from Issuance ol 

OL 

* Tennessee Valley Auiherily. 68/10/34. 42pp. 47306't51-47396:l92. 

8810310138 Fonwaids Rev 2 lo ‘'Browna Ferry Nucloor Performance Plan," providing 
updatos.corrections ft ciarillcniiona to aciion plans ft special programs 
WHITE.SA. Tennessee Vol'ey Aaihorily. 88/10/24. Documoni Control Branch (Docu- 
ment Cqmrol Desk). 3pp. 47386 205-47367:l7g. 
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(iP!>.E»n T9fr^si««Vi;'«y7L;»w-V 88i«»M OcfCxj*^' C cM«B<^^>c-h^O(Kll■ 
l'>e^l Cci*Ci< 0e^> 65^ 4756014 M7b60 ??i 


Q. ln»p«cKon rtportt. l£ doBfOni & coritapontf*nee 


flfllfOflOJir fl«POnd» 10 NRC * 'fl wi.'akno'isos noiod m Insp Ropis 50 259/a3j)fc. 
26Ort8-O7A£3-296/O0 O7.CO'reci.WLi aciions action lokon to onsufe aiJo<iua;e i^a 
ol raview ol cocJfacto' gar.o/aiod catcu'alions 

GRlDi-EY R TonnossDO Volloy Aulho'ily. nn/ 1 1 /0;J Doctimoni Ccnirol B-anCi ((w. 
?3n3. 47478 036 4>470:057 


8811070263 Conlifnis 1*181 fOQu rod actions ol NRC Dul.olm 00 007 comple'.'ij 
arp-en-entcdflut'etm 4 NRC Into Not.co 00 030 piacod in rncturod loadmg ic 

^^W6^ft*T«wo5S8a Vaiioy AuiMonty. 00/ 1 1704 Documoni Cont»ol 
men Con'ocI OssM 3pp 47459.26S-47'150 207 


Branch (Doc-^ 


8811210118 Aci tece pi of 68 1027 Ilf inlorminfl NHC ol stops tokon to conoci vicia-j/s 
notodn mspftopis £O-259/fl0-2D, 50-260/00 20 4 50 206/00-29. 

MCCCWFR OIc ol special Ptolocis 00/i l/05. KINGSLEY, OD. Tcn.nessce viij, 
A-Ahorcv. 200 47600235 47300-.23e. 


8611040224 Supf« 3 «o NRC Info Nolico OB- 106. ’ Food'Valor Lmo G/eak." Svc hiena 
flOSSt.CC. DNialon ol Opciaucnal Ewunla Assossmoni (Posi 070UI) CSMi. t 
ConsoMatodEdSOnCo. OiNow York, Inc I13PP 47559. 072-47560 104. 

881(220094 Fc'VratdS Insp flepls 50-250/00-30.50-260/(10 30 & 50 200/66 3! qk. 
860920-22 & 26 Two etoic so woaknossos idont i od ro inadoqualo onsito acccurjM 

a - 8 laduia to dcmonsi/aio complolo & hmoly umorooncy into llcw. 

CCOV/R O'c or Special Pro)ocis OO/i I/I5. WiiiTE.S.A. Tonnossoo Va'ey Ac 
(homy 2pp 47607 224-47607 244 


Mll0t0l7l Pevsad lY le^*i‘Ang insp Repis 50-Ji9'88-l6,S0-260/8d 16 & 50298/ 
88 1 5 c' 66/Ml <«' 1 8 nc see cl -rto-aten w/o ends Cooo.rfetKe changed 
MCC/5/,f P O': cl Special Projects ea-M'ia WHITE.SA. Te-mtssee Ve’ ey Au- 
tKf, So: 

88100X249 ARC i>'’j ScKe 88-073 Misuse of P:4s.v>g ughis Ipr Hgh Reckaioa 
AraiCcirffX Srfisienci 

fiOSS'CE Crvsien oi Oeeraiorii E.f-r-s Aisesi-ren (Post 870411), 68/10/07 
CcnaciKJa'edEisonCc cf Nes» Ycrt.tne 123pp 472592*2 47280 005 

MlMXltl -'A3 NoKe 88C82. ' Torus She-is SV/Conosion 8 OeoradedCoaings 
« 8AiR Ccriar/'ents-S/c 6$t end 

POSSiCE 0^»s<on ol OperaYw-al Evenis Aiwssn.e/s (Post 870411) 88/10/14 
CorscMA’ed FSson Co d N«v» York, (ne liOpp 47280 124-47280 235 

U191S02I2 hR-C ir»e Kc«<» 86 &%5, BtcAen PeUiruTig Block SlXs cA Ar>cr«i Oaitrig 
C7«ct vaNei ' Mt e<sd 

ROSS'CE OAbon c7 Operauxiei Ever.u Assessment (Post 8704ii). 88/i0/i4 
OxAcwMiedEdeonCp c'NesvVodi.lis: tiepo 47483 i«9'474633t6 

Mi0t4Mi4 NRC Ho SoiKt 68-084. Oe'ec’.ve Meipr Stall Keys m bmito>eu8 Aloior 
A^tuaicrs " Sr: kst *re1 

ROSaiCE Orrsibn «• OpertYora’ E<«<v.s AM«svA«f.'. (Posi 870*11) eOi'O'X 
Cenaocuied Sdrwi C« cf Ne>r Yerk. inc I19PP 4l2600O4-4728O'i23 

MtOITWSt hfiC Wo Nsbee 664388. Ope'aYnp W/WUSpie Grounds m OC OstrOsien 
Syl ' SrC 1st end 

ROSSiCE Dhnsrto d Opaabora) Erenty Asiess-'vn! (Post 670411) 68/i0/2i 
CiXsoedaedEdiKiriCo o' New ron . inc nepp 47483061-47463 197 

811028001) Resporcs id NRC 880922 tv r« rtp'aso'.s noted ir> irsp Repts $0 259/88- 
18M-280. 48 18 4 50298 -’68-18 Ccrrect-ve acbOA m«e aovessive attitude iT-v$ibe 
detwe^ wher* esakiavig condiMn aiNerse to qvis’i'y 

GR-.Oaxfl Tennessee Vases Ajdwty 88/10/21 Oocumem C«r-»oieiaoch lOocu- 
r^CcrjyOesk) 4pp 47339357-47039380 


-8811220099 YispRspiS 60-259/00 30.50-260/00-30 & 60-200/00-30 on 86C920224 
29TwP exercise v-eaknosses nc/.Pd Matoi aiaas msp(>ciod.o<i'<nigpricy ptopaiail'ess 
eaerpieimod-^ altar hours d'li'. 

SARIOR.W.M. DECKER, I.fi. Rooipn 2, QIC ol Hio Duocior. 00/10/20. 19pp 
47607 226 47807 244 

eaM0M)284 KHC Wo Npi ce 68 007. 'Pump Wear & Foroigri Objocis In Plant Ppng 
Sys " Sve list et>d 

fiOSSl.CG. 0.vss:on o' Cporsnonal Evpnis Assoasinont (Post 070411) eo/li/is 
CoAsaMaiod Etkson Co ol Now York, Inc. I13pp 47601.020-47601:132. 

861)099403 NRC Into NoOco 00 OOO. OOQradaiion ot Woslingliouso ARD Relays' S’/c 
I SI end 

RORSI.C.E O./san ol Opoianonsl Evonta Asscasmoni (Posi 070411). 89/n/i8 
Consokdated Edison Co 0l Now York, me IIOpp 47597 001-47507-113 

8S1IIS0088 NRC Wo Nolico 60-009, "Ooo/adsl’On ol Kaplon Elocincol Insulation " Sre 
■ $i enci 

RO$Si.C.E. 0w4'on of OperaiionBi Events Assossmoni (Ppsi 070411). 85/11/71 
COAsoMlated Edison Co ol Now York. inc. IIOpp. 47603:046-47603.101. 

6611160470 NRC inio Nonce 66-0D2. "Poioniini lor Spoiil Fuel Pool Draindown." S/c 
Wend 

AOSSl.ee Division «i Opeiaiipnal Evonie Assossmont (Posi 870411) 66/11/22 
ConsdieiedEdsohCo. WNowVoik. Inc Utjip 47C0U-.I2A-A7606237. 

881118031$ NRC SuHoiin 89 910. ’Nonconloim no Moldud Coso Circul Droakois " SvC 
ksl onci 

ROSSi.CE. D-'i4slon d Opoieiope’ Evunig Assoasmoni (Poel 070-111) 89/11/22 
ConsoMdted Edison Co o' New York. inc. 12lpp 47606:001-47608123. 


A. Periodic opereiing reports & lelsled corrospondence 


Ml02l00tl ResporkM » NBC SuUctm OS-OOO.SuOC'i ' A 2- Thercel SbekSes in 
Pwg ccnniecied to RC8 '' 

GPDiEfH Tenressee VaSer Atrwnfy M/i0/2a Ocicum©r>iConvo'8t4nfh((Xicu- 
meni Concrsl Dew ) 4pp 4 73W 173-4 7383 176 * 


8810280027 MoniNy opetelinn ropis loi Sopl 1088 lor Drowns For/v Nudear Plan! b'r/s 
I.2& 3W/wnd»!ed Hr, 

CAV.P8CU.6G. Tennessoo Valloy Authority. BB/00/30 70pp 47280 26B-4726B340 


^^viessceVai'eyA. 


8811010340 Oischaige momionng rppi lof Sopl 1900 
SCHI/IER3ACH.M Tpnnossoo Val/oy Aulhonty. 00/00/30. I2pp 4739?.m- 


'ey » «9'88-3l.50 260/68 31 8 50296/68 31 an 880719 22 4 
i” rctedWaiOr areas inspected pum regutawy pa?. 

5??r5,? C**'®'*”*"' prugrani a<u>n item WpienienSaLon ^ 

47**2^^*^' ®' Special Projects 68/10/24 i5pp 47412:022. 

50 259/88 21.50-260/88 21 8 50 256/88-21 on 
Sw. ° vw-abon Response to onresot/ed item re adequacy ol adnurw- 

^ess«3 ^ taoia-jon areas requosted 
^ Tennessee vatey A. 

"am enyp qn 8M701-31YW3W noted la»ure to no- 

Kf?. 3^" Speoal Propc.s 

Comrmera-KA (Oocu- 

deUSWieiuelFl so.55g^50«,07 pQp.m ® 502%(jj.53y.gj3,^ ^ 

AudvJMy !po <7S252?8-4^2f279^^ WHITE.S A. Tennessee Vatey 


W'v.evsv^e^ VI vr0TU» rsvi»9a DQuOS 
r«si ^ $econaH%U 

®A01EV.R. Tonnassoo Valley Aulhonty 00/10/25 Documoni Control Branch (Doc. 
nwni Convol Desk) 2pp 47402 109-47402 1 16 

'■••"•'^7 Co-reclod pages lo "Eliluoni S Wasio D.aposai Somionnuol Rop! Second 

KqQ iSo*. 

• Tennessee Vrf'oy Aulhonty. 87/12/31. 3pp. 47402 1 1 1-4'/40a:1 13. 

-8811010348 Coirecied pages lo "EMiuont a Wosle Disposal Ropl Fust HaH 1987.’ 
iennessoo Valley Autnoriiy. 07/06/30. 2pp 47402:1 14-47402 1 16. 

S. Reporlebre occurrence*. LERa 8 related correspondence 

*®J*!?5®*®* documents lo 1076 lire ai plani.Documenis provide ove/viow o' 

w/vgn.hC0nl Iro l^81 rd$ul18ci In spunous componenl opDffll'On loss 0* 
con\v;>\ icom ^mifumonldMOT* i&acJ'nas.W/o 
^JJJ'Si-oneis 68/10/07. PROTSENKO.A. Union ol Soviet Socia'ist Re 
PWACS Ip 47323271-47323 271 

Vq. k. • on 060914, olocirical aoparalion roqu-ie.ii^B.hls 

^ rnadequate design controls D.sctepnncios will be evaluaiod 'or 
beqpeiatonal In lelueling mode.W/B0l0P2 lir. 

473^ 47375^'^®^'-'-® Tonnossoo XlOy Autho/Hy 86/10/21. 5PI> 

680923.£SFe acluaiiorj occurrod.Caused by madveiKM 
grounding ol assooated relay conlacis wiiiie wording in Pa'^^i »* 
h8ii0d.W/8 61021 M#. 

474^’3^"^*^^®^'''''®° Tonnesseo Va'loy AuUionty 80/10/21. 5pp 47420353 





DOCKETED ITEMS 39 


8811080256 lED 00-033 00 on OOlUO'l.cl.scoverej ono balch sBinplo 10 be Included In 
Sept monthly composiio m'ss ng Caused by madequato procoduros. Chemistry ptoco* 
duros lor pioparaiioti oi condos lus wdi bo rov-aed W/C8 1 1 02 Ur. 

BAKER, H L.. CAMPBELl .Ci.G Tonnessoo Valloy Authority 88/10/31. 4pp. 
J?-m.33Z 't7400 335. 

8811140193 Lb'R 05 04/ 01 on 0501 1 l.lomp o< ono Ol Itvo Standby liquid control pump 
suction lines found milicaiinp iqwor than hoai control setpoint ol OO F.Caused ’ay Un- 
proper hoal trace lapo mstairocl on ci’Cuiis Thoimomoiors lopiaced W/881 107 Itr 
NAVE.E O. CAMPOEUL.G.G Tonnossoo Valloy Authority. QO/tt/OI. 4pp. 47936-217- 
47536 220. 

8811090125 Part 21 runt rc doled In Liniiiorauo Corp supp'lad saloly- roiaiod SMO 
vaivo actuators w/RH insulatod tic motors tnat may not devo'tK) lull-ia(ad starling 
lorquo at ciovaied ambioni tcnips Rovicw of moiors by liccnsoos tecomnnended 
WILKINSON. I E Lmiiiorquo Coip 00/1 1/03. 0ll.ee ol Nuclear Roaclor neouloiion. Oi- 
rector (Post 0/04 1 1). lepp. 47525 227-47525 242. 

8811140023 LEE) OQOOt-OOon OOWO?.Pailial Group 6 nriTtory coniaMmont iso-ctdori 
sys Isolation occurred Caused by Fuso lOAFig clQorinn Moial bo/oe mcdilled on 
801016 to provlrlo insulat.ng p'oxi-n'ass licnt COvor.W/QOt 107 lu. 

BAKER.ni.. CAMPlJELL.G.G. TonnosSQO Valloy Aulhoniy. 88/11/04. 5pp 
47537336 47537 340. 


V. Operaior Examlnallons 

8611140362 Advisos that Info in 070831 rosponso to NRC 070721 roquosi lor atkil nfo 
re accoto'aiod roqualilicalion program adoquaioty addresses tual six concerns oui- 
l.nod In Ur. Roqualiiicatlon exams wiL bo edminiaiorud in Fob lOOO. 

BLACK, S.C Olc of Special I’rojocla 00/11/07 WHITE, S A. Tenneasoo vaiioy Author- 
ity. 2pp. 47636 300-47036310. 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & lire protection plana 

8810270476 ForviiQids r}xnmplion from roquiremenle of App R,Socl<ons III L 8 III.G to 
lOCFRSO.safuty evaluation & lochn'cai evaluation ropt Aliernaio uro proieciion conTig 
iirniion provided cquivaioni lovei ot safuty to (hat ech civod v//App R 
OLACK.S. Ofc of Special P/Ojocia 88/I0/2t. WHITE, 3 A. TannosiPOValoy Auiho/flv 
2pp. 47336.00I-4733Q032 

-8810270480 Exemption Irom App R.SuhSOClions IM.L S III.Q to lOCFRSO (0 lire prolOC- 
tion icaturos of niicleni power plants. 

PARTL0W,J.Q Olc ol Spocial Proiocia 80/10/21. Tenr>os$oo VoUoy AuUioniy. Opp 
47336 003-47330012 

-8610270484 Safoly ovQluallon supponme exrtmptions to App R.Subsocuona nil & 
III.Q to lOCFRSO ro plonl lire protoCUon plon 
* Olc ol Special Profocia 00/10/21. 20pp 47336013-47336.032. 

-8608270136 "EvO'uOllon ol Piro ProlOcliOn Exemption Floquoats From I0CFR6040 & 
App R 10 lOCFRSO, Urnwns roiry Nuclear Plant Units 1.2 & 3." toebnical ovaivai on 
ropi 

AHMEO.N. Calspan Corp. (subs Arvin indusirios/Franhi n Rosoaich Contor ). NHC OO- 
81-130. TER-C5S0e-636. 86/06/24. STANQ.d NRC - No Ootallod AlHietton Qivon 
26pp 47336.033-47330.000. 

8611010100 Responds to 000030 lit re violations noted in Insp Ropia 60 250/88-29 SO- 
200/08-20 & 200/08 20 RoSponso withhold (rol tOCrR73.2l) 

QRlOLEY.n. Tonnossoii Valley Authority. 00/10/27. Oocumoni Control Orartch (Oocu- 
mont Control Desk]. 2pp. 4740l:001-4740l.002 

6611020218 Temporary Change to Rov 2 to Entoraoncy Plan Impiomenix^g Trocodure 
EPIP- 1, ’'Emorguncy Plan Class. licaUon Loo'C." w7 06 1027 fir. 

GRIOLEY.R. Tonnessoo VaHoy AulMorily. 08/10/27. 8pp. 4741 1;275-4741 1:282. 

8611030321 niscusses shoticom'ngs ol 060021 cmorgpncy oxorciso ei plant irt areas of 
comiTiiinicaiions & accouniabi'ity. Accountability drill should bo porioimod prior to Unii 
2 roluoling 

LITTLE.VVS Olc ol Spocmi Prolocls 88/10/27. PARTLOW,JG Olc d Special 
PfOleciS. Ip. 47430.307.47.138.307. 

8810310017 Generic Lir 60-19 10 all fuel cycio lactbly licensoos 

possesslng.ueing,impor 1 ino,oxpoiling or Iranseorting formula qusntilios ol sirstogic 
SNM re uso ol deadly forco by iiconeae guards lo proveni iholl of SKfM.&vc I si end 
BURNETT, R.F. Division ol Saloguards & Transportation (Post 670413). 88/10/28 
Consolidaiod Ed'son Co. of Now York, Inc 3lpp 47Sl3t047-47St3.077. 

8811090459 Advises that Rev 0 lo generic radiological omorgoncypCon conlorms lo 
planmog aids ol lOCFRGO 47(b) & roquiromente ol App E to tOCMso.w/ono excep- 
tion involving dolnlion ol critoiia addressing sustained winds Ol hurricane force 
MCCOY,F R. Region 2. Olc ol iho Director. OO/i 1/0l. WMITE.S.A. Tonnossee VeBey 
Authority. 2pp. 4/614 051-47514:052. 

8811220094 Forwards Insp Repis 50-259/Oa-30,50.260/88-30 & 50-206/88-30 On 
660920-22 & 29. Two oxorciso weaknesses idenuliod ro inadcgualo onstie accountoM- 
ity & fa luto to demonstrate complete & timely omorgoncy info How. 

MCCOY, F.R. Olc ol Spocial Proiocts. 60/11/15. WHITE, S.A. Tonnessed Valloy Au- 
thotily. 2pp. 47607:224 47607:244, 

-881 1220099 Insp Repis 50-250/08-30,50-260/e6-30 & 50-296/66-30 on 680920-22 « 
29 Two exerciso woaknosses noted Major areas inspociod emergency preparedness 
oxorciso lor oll-yr alter hours drill. 

SARTOR, W.M. Rogion 2, Olc of the Duecior. 68/10/28. lOpp 47607:226-47607:244. 

6611220181 Rev 3 10 Emergency Plan implemonling Procedure eP(P-7. "AcirvsDon 6 
Operalion ol Operation Support Cir" & Rev 4 to EFlP-6, "Personnel Accountabdiiy & 
Evacuation " Wf/881 117 Itr. 

QRIDLEY.R. Tonnessoo Valley Authority 06/11/17. 42pp 47607 282-47607 323 


P. Operating license stage documents 8 corresponderKS 

8810180350 Generic Lir 69-17 lo sU holders Of OLs Or CPs lor PWRs re loss ol 
OllRS-/cl.sien;i 

CRUTChFIELD.D. Associate Otrccior lor Projecis (Post 870411) 88/10/17. Consoli- 
daiod Edison Co. of New York, Ityc 84pp. 47279 156-47279:241 

8818280225 Applrcailon for amends (o Licenses OPR-33,ORP-S2 6 OPR-68. amending 
Tab'es 3.2A A 3 2.B to allow specilic leactor low level instrurrenis lo be ouc ol $vc 
when leactor vessol water levol mon loring sys mod being porlormod.Foe paid 
MAY.MJ. Tennessee Valley Auihorlly. 96/10/17 Document Control Branch IDocu- 
meni Control Desk) 3pp 47272 343-47272.357. 

-6610260230 Proposed Tech Specs Tables 32 A & 3. 2. B, allowing spocinc reactor low 
water lavai msiruments lo be out ol sve when reaclor vessel water level /nonlloring 
sys mod being performed 

• Tennossoo valloy Authority. 88/ 10/17. 12pp. 47272:346-47272 357. 

88 18250164 Gononc Lir 88 (8 lo a'1 1'censeos of oporafmg reactors & holders of CPs re 
plani record storage on optical disks Sve hst end. 

CRUTCHFIELD.D. Associate Director lot Ptojocis (Post 670411). 88/10/20. Consoli- 
daiod Edison Co. ol New Yoik. Inc. 45pp. 47513.001-47513.046 

8810270181 Notice Of consldorahoii ol Issuance ol amends io Licenses DPR-33.0PR-52 
A OPR-8G A propoEOd NSHC dolormination 6 oppO'luniiy lor heating re changing 
Tech Spec Sect on 3.5.A.6 allowing core spray Bys lo bo Inoperable 
BLACK.se Olc ol Special Projeols. 86/10/20. lOpp 47361:116 47361-125. 

8810310219 Cleniios commonie made dunng 600621 brioling by TvA on TvA reorganl- 
zalien A ptanl sialus 

WHITE.SA. Tennessoo Valley Awlhonty. 86/10/20. PARTLOW.J.G. Olc ol Special 
Projects 2pp 47366:1 11-47306:1 12 

8810280306 Requests util vortflcal on ihst conclusions ro haiarqous chem.cais other 
lhar) ^lo/me still valid In light ol Cmdings leporied In 870526 itr.Responso requested 
wHNtt 60 rleys ol receipt ol llr. 

8LACK.S 0/C 0/ Spocial Projecia BS/tO/2f. WKITE.S.A. Tennessee Va'Iey Audtonty. 
Opp 47280 206 47200.300. 

8810260388 Forwards saleiy evaluation re Vol 3.8eciion III. 1.0 ol nuclear performanca 
plan concerning compiianca w/lOCFRSO.49 A environ qualification of electrical equip- 
nvoAlsi lecilily, per NRC 650917 concerns 

BIACK.S QIC ol Spocial Projocts 88/10/21. WHITE.S A. Tennessee Valloy Authority. 
2pp 47324:2)9.47524 234. 

-8810260398 Safely ovaiuaiion euppomng util environ quallfiesHon program for electri- 
cal oquipffloni locatod in hsieh environs per lOCRSO 49. 

' Olc ol Special Projecis. 66/10/21. 6pp. 47324:221-47324:234, 

6810370478 Forwards OxempUOh from requi'emenis Of App R.Seetlons III.L A IMG to 
lOCFRSO.eafeiy evaluation A lechmcai eva'uaiion repi.Alternaie bra protacHon coniig 
utaiion provided oquivaiont loval ol eaioiy to that achiavod w/App R. 

BIACK.S Olc ol Spocial Projocle 86/10/21. WHITE.SA. Tonnassoo Valloy Aulhoflty- 
2pp. 47336.001 47536.060. 

-9610270480 Exemplion from App R.Subsoct'Ons III.L A lli.O 10 tOCFROO ra lire proiac- 
Hen teaturaa of nuclear power planls 

PARTiOw.d.Q. Olc ol spacial Ptojocis 66/10/21 Tennassoe vaiiay Aulhoniy. Opp. 
4733e:003-473360l2 

-8810270464 Setoiy ovofuatlon supponing exemptions to App R.Subsaclions IIIL A 
111.0 le 10CFR50 re pleni ino proieciion plan. 

’ Olc ol spodsl Projecis 86/10/21. 20pp. 47336:013-47338.032. 

-6808270135 "Evaluation ol Fhe Protection Exemption Requosle From I0CFR50.4B A 
R Id lOCFRSO.Btowrts Ferry NucIobi Pfant Units 1,2 A 3," lochnical evaiualion 

lepi. 

AHMEO.N Calepan Corp (sube. Arvin Indusltlos/Franklln Research Ceniot). NRC-03- 
81-130. TER-C550e 630. 66/06/24. STANQ.J. NRC - No Deialled Alti'latlon Olvon. 
28w>. 47336 033-47336 060. 

0810260022 Provides eddi info per requosl as perl of NRC review ol TVA plans A pro- 
re^sNet ky reloading ivel fnlo roeclor. 

GRIOLEY.R. Tennessoo VsHoy Authority. 88/10/21. Document Control Branch fOocu- 
moni Control OeaK) 36pp 47364:001-47364:036 

8810310087 Appiicotlon lor amends to Liconsos DPR-33.DPR-62 A OPR-66, extending 
duieUon of ptanl liconso to 40 yts from Issuance ol OL as permitted by 
IOCFnS0.S7.FQo paid 

GRiDlEY.n TonnesBao Valtoy Auihorlly. 89/10/24 Documonl Conirol Branch (Docu- 
ment Conbot Desk). 3pp. 4731)6 l<l8-473B6.t92 

-0810310081 Ptoposod Tech Specs ro extension ol license lo 40 yrs from Issuance of 
Ot- 

’ TerrnoeSBO Valloy Aulhoniy 88/10/24. 42pp. 47306:151-47306:192. 

6010310138 Forwards Rov 2 lo "Browns Ferry Nuclear Performance Plan." providing 
updaieSjCorrections A clBnllcabona lo action plans A spocial programs. 

WHITE.S.A. Tennessee Valley Aulhoniy. 89/10/24. Document Control Branch (Oocu- 
tnoni Control Desk) 3pp 47366:205-47367:170. 

-0010310204 Rov 2 lo "Browns Ferry Nuclear Performance Plan." 

* Tennessoa Valloy Aulhoniy. 86/10/31. 360pp. 47366 206-47367:179. 

6010310133 Informs that NRC will perform audit of selected Issues re seismic design 
prr^ram during 681031-1 i lO.Audii lo Include design calculations ol lour design 
areas/ncluding drywell assess steol plallorms A miscellaneous sieel.W/encle. 

BLA^,S Olc of special Projecis 88/10/26. WHITE.SA Tennessee Valley Authority. 
3pp. 47395 120-47395.131. 

8811020406 Forwards nonpropilelan TVA-BCD-906N A proprielary TVA-8C0-906 
r<9(s.on(ifled, "Summary Fiept for Browns Ferry Nuclear Piani Unll i.Cyde 6 Insp A 
Reconstiiuhon Program.'' Propriolary repi withheld (rel 10CFR2.790). 

GRIOLEY.R. Tennessee Veliev Aulhoniy. 88/10/26. Document Conirol Branch (Oocu- 
nwnl Conirol Desk). 7pp. 47406:334.47409:041. 
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. - rt TVA BCD 90SW 'Sjmn-a'y R«P* '0* 
*»0-34M?AD304. 

W.0JWJ7 '*' *' 

C\ir «-a*^entty e^fed ^lhnntL,''fla/iO/?? Oocu-fe-'J Convoi Bi«ic»i (Ooco- 
GS Ot£yfl Teo«ss« ^ 

mertConffs'Oe**) (X9 47j67 2«9^53o3 254 

. cr o„i (Wifii? i'( <0 SA WIkta '8 subnutia's rom TVA 

“S” sSSTw” !£.««»»£«. w«. M * » 
X““ tSSSVr' “S ® 

IC.l^.tre»Oe$t) ipp 474i6e37-43<?6030 
Ml iftWMl fle«ocx» » S eiaci. MM29 n «a pia-i 5c.-vei3a«e PfOfi-a* safely o^l- 
S{?Sl^‘?S?S^^^r80'3i 0«u.c«Cont^B.a.cn,Oocu. 

r»rrtO»l> 3 JO«l>) SCO «J4«\57 4T4451W 

M 1 107 O 3 M Fof*artls hsied (Vawv^i tequesiesd in NRC 830910 lUJWn 6 16 -nsdfvco 

GfliK.'evH* Twe 44 « Valtey AutWV 88/11/04 Oocumwi Con-rcl Otanch (Oocu 
rwM Cofirol Oesi) 7PP 47441 2M-47441 359 


Ml 11417378 R»jesu ^emRanee al «ae ry 881019 asp'cawn.ecwecit.-o acwt F’an 

uce'^Fes Mari6a«f8/t B-'anth 83/'i»C8 VlHlTE.SA teftcei^iao 
VtJayAuthowy 'P 47546 25047W63S0 

M1II80373 Ftfwarda suppiemerial summary repi on P’ani OCflOfl.PM HRC ftoOiW 
M(8»y ewiuaWn feqirfsiNo ne* Auran engireen.ig a.sc»ep8nc*es *licft «e<iu.«a cot- 
f8eiK»i b«ior8fesiartc»Unii ?ei!Sls 

CRiOl 6YR T«<y>#a$a« valley Au',wy 88/11/09 0«u.rentCot«/oifite'icrnOocu- 
rMOtConirol Oesk) S5(ip 47560 14147560 335 


Mlt180ll3 Ducusses uW eiecinaal sepa'aiion p/ogiamMi 86i0i4 lolcoA w/ 
NRC Ptogram ansuas thal maiafed Mmcyeni 8 cable corf>^'al«A meets ubi sopa- 
a«sna pet FBAR wnnvnen'j lUpi ed be p/avided by 88i329. 

GniOLEY.R T«v«isee valley Authonry 88/11/10 OocufflerJ CooKoi Btonch (Oocu- 
meot Conlrol Desk) Opp 475/1.037-47571 039 


MII3M304 Pa*wania /eouesi lot edoi iHo te eiecincsi >s$uescab‘e empaciv 
pro0r4/ii.ceD<e nsunaboo pioo'a/n.fuse proftam 8 ihetmai ovetioad 

K em Responses reouesied try 881309 

MSC Wei SMMlProiecti 88/11/31 WiiiTg.SA Tent^ssee veMy A-j'/w- 
*f 6PQ. 47833 115-47630 139 


0 . iMpeetKM (epotit, i€ euiuunt 8 eetrispendince 

M110l9i;i Revised lU lon^a/ding insp Repis S0 3$9/88-i6.S0380/$d-l6 t 60306/ 
86-18 91880541-0811 4 <iow« olvvjia'ioftW/o SflcHCwoneoeemnaed. 
MOCOy/R. W oI Speoai Rroteeis 88/09/13 V.’HITE.SA Tennessee Vei>«v Au- 
Vwnfy 5pp. 

M 16030349 NAC Inlo Nsoce 88-070. "Misuse o1 FiasNne Lrohls lor Halt ReOilikkn 
Area CotKioia ' Svc 6si encl 

BOSSiCE Onsm o1 C^tiona} Evemt Asaessmeni jPcsi OTOeni 68/10/07 
CcnsoHdaied CcMonCo of New Yaii. Inc i33pp 47370243-473^003 

I810078H4NRC Into Ndce 88062, "Torus Sbe’is W/CorrosKm 8 Oevedad Coaieios 
n BWn Conla«vnenis " Svc ksi encl 

ROSSiCE Onscn erf Operatonai Evenis Assessire-K {Post 8704111 68/10/14 
Conao&Oeted E<6son Co oiNewVoA.inc llOpp 47280 134 47360335 


-0011010405 NOI CO 0l vidolibn from mt-p cn 000701 31. Violnlion nolocf lmlJio >0 QO- 
reiically revDw ConJiion Advn/se to Ouiilily Ropls SON fi7i3'l7,SOR 871003 SO® 
871066 & SOT 671300 wiH'In 70 days ol inrt>otion ol ropls 
WCCOV.Ffl Ole ol Special Prp.ocis 00/10/25 2pp 47-115 20'1-47'1 15 295. 

-6811010400 irsp Oeots 50-259/8fl-21,50-2G0/OH 21 8 50 296 00 21 C'l 06D701- 
31 Vipiaiion & unrosolved iioms noioJ. Major areas inspacinijoporaiiO''a' SQioiy.rra ni 
oDso<vA!ior)s,su'vaiM0nce lesimQ ob&ervai'ons & roslari tosi proO'arn 
CARPENTEn.D.R. Pefiion 2. Ore ol Ihe Director LiTTLf.W S Ole ol Spocoi Ptojecis 
88/10/21. 25pp. 4 7415 293-47/115 320 

BB1102D409 Fpiv/afds norpioptioiary TVA BCD 906N 8 propnolary TVA-DCOO-TB 
repis.eniOcd, ‘’Svm.'i'ary Rapi for Browns Ferry Nucloar Plant Unit 2.Cyc!o 6 Insp 4 
nceonsiiulloi Program.'' Piopnelary ropi wiUmoid (rot lOCFn2 760). 

GROIEV.R Tonneesoo Valley Authority. 00/10/20 Documoni Control Branch (Oocu 
mem Coniiol Dosk). 7pp 474(38334-47409 041 

-8611020412 fteir 0 to pariialy rtoloied TVA-BCO-906N, "Summary Ropi lor Oiovnv 
Ferry Nuc'oat P-'ant.Llnii 2.Cycla 6,lnsp & Roconsiitui-on f'roQrsm " 

• Tennosseo valley Aulhoiity 06/00/31 62pp. 47400.341-47409 04i 

8811010100 HospOfidS lo 880930 Hf le violations nolod in Insp Ropls 50-259/00-20 53 
260/66-29 & 3DR/QB-20 Rpsponso w.lhholp (ref 10CFR73 21) 

GfliO:.F.V.R. Tamossao valley Authoniy BS/iO/27 Documom Control Branch (Docu 
mem Coni'oi Desk} 2pp. 4740 i;08i-4740i 002 

6611090058 Ack racolpl ol 6001 1 1 Itr inform ng NRC O' slops taken lo corroci violavp' 
noted in Insp RoplS 50-259/87.33 & 50-260/07 33 & 50 206/07-33 Violation r 
do/p’ed Issue ifl SO-2S9.260.206/07-FRP 01 must Do roseluod ps staled 
ftlCHAOOSON.SO. Ole ol Spo&alProiecls. 611/10/31 WHiTE.SA Tenr>ossoo Vni’o 
A«,lhor.ty 2pp 47525 276-47525 270 

B0I168672T RospPntls 10 NRC Hr rs weaimossoB nolori in Insp Hupls 50 260/60-07 .6C 
260/86-07 0 50'29f>/0B-07.Corrcclive actions. ncliOh Inkon to ensure ndopualo lovi 
ol rov.ewol coniiAclor generated calculations. 

GftlOieV.R. Tenwasoo Va'Ioy Aulhcnly. 80/11/03 Docomont Control Branch {DoC. 
metstCorltoi Desk). 23pp. 4 7478:035 47478 057. 

6611070366 Con'irm-s that required actions ol NRC BuHoiln 68-007 con'plolod 
imfrforrieniodBuieiirt & NRC info Nohco 06-030 placed iri repu'rod roading 'oi i 
c«A8odP0ei»ip.'S 

GR'OiEy.R. Tenrossee Ve'ley Auihonty. 08/11/04. Documoni Control Oianch (ooci 
meni Control Desk) 3pp 47456 265 47456 267. 

0611210116 Ack rccelpl Ol 081027 l(r inform no NRC Ol slops taken lo correct v.olal<Of 
noted in Insp Rrrpis 60 250/08 29. 50’260/eB'26 & S0'288/Be>20. 

MCCOV.FR. Ole 01 Special Prolocis. 08/11/05 KINGSDEY.O.O Tonnossoo VnBi 
Aulhoriiy. 2pp 47809 235 47006:238. 

0011040324 Smipl 3 lo NRC info Notice 85-106, "Feedwater Line Brook." Sve lisl oni 
ROSSlC.E Dvision ol Ope/alionai Evems Assessment (Post D704I1), 80/1 l/i 
Cofr80'4}oteiJ Co son Co 01 New Yoik, ipc. Il3pp 47659.O72-4756016A. 

8811160100 Forwards proo/arrmatic missionos 8 schedule commiimonte ro IE Ou' 
in$ 79-148 70 02 

QniDi.Ey.R. Tennessee vahoy Auihonty. 80/11/10. Document Control Branch (Doc 
moniConiiol Desk) 3pp 47571040-47671:042. 

8B1122D094 Forwaids msp Rppis 50-259/08-30,50-250/08-30 & 50-296/0O-30 i 
850020-22 & 20 Two oxetciso weaknesees Ideniilied to modequaio onsito accouniQt 
)N 8 'ei’uro to demonslralo complete 8 timely emergency info Now 
MCCOY, FR Oic ol Spoc-’al ProleciB. 80/11/15. WHITE.SA. Tnnnossoo Valley A 
Ihoirty 2fp 47007:224-47607 344. 


HI014(}1I3 NRC Into Noirce 88-065. ' Broken Reiainma Slock Studs on Anchor Ontino 
C74cli Vahsi " Svc (tl encl. ^ 

ROSSret Ovision ol WergDonai Evenis Assessmeni (Post 870411) 06/10/14 
Ceosoidaied EcMon Co ol New York, Inc ttapp 47483109^47453316 

8#I014W1I NRC Irrfo Nobce 88-084. Oe'ecuve Mets* Stiatt Keys m Unworquo Mow 
Aclialorv Svc lit end- 

r ‘ *ss«si'cr:i (Post B7041I) 86/10/20. 

ConecAdeied EdSTM Co. of New York, Inc ll9pe 47360004-47260.123. 

W/Wulip-e Groimds n DC OainbuYcw 

tPwi 870411} 68/10/21 

kOnSOMIted boson Co erf New York, Inc 1l6pp 47463 06t 47483107 
**i'8^M/&M8^^3l^«.®f5'?w,2^,™ 50-250/89 

' S ■T'— Svossos 1, 
ta-rfCemrOlftenchfftocu 

Tennessee Va^eyAe 

lGN5?TSfls5^^ rfern 

474«M6^ ■ Prolecis 80/10/24 15pp. 47412032 

<■ ««38/89-?l oi 

lhcrty.3pp, 474l5 29 ?S^ 5 ^jJ^‘* 88/10/25 YilliTe.SA Tennessee VaLe/ Au 


”0811220009 Insp Repls 50-269/B8-30.50 260/88 30 & 50-298/00 30 on 880020 22 
20 Tvrp erercise weaknesses noted Major areas inspected omorgoncy p/oparodne 
me/c-so lac ol( vr afier houca dnli 

SARTOR.W.M.. DECKER.TR Region 2. Olc ol Iho Oiioctof. 08/10/28. 10| 
47607 226-47607 244 

eeiloWlBA NRC Inlo NWice BQ-067, "Pump Weat & Foio'-gti ODjecis m Ptflnl P.p 
Sys" Svc lisioncl. 

ROSSI.C.E Divis'en of Opoiaiional Evonis Assessment (Post B704tl} 68/11/ 
Consolidaiod Edison Co. of Now York, inc. 1 13pp. 47601 020-47601:132 

06 1 1090403 NRC Inlo Nouco 60 086. "Degradation ol Woshnghouso ARD Relaye." £ 
■isi encl 

HOSSI.CE. Division ol Oporalional Events Assossmonl (Posi 070411). 86/11/ 
Consoldaied EdsonCrj or Nh'W York, inc U3pp 47597 00i-47597;i 13 

66ill60OB6NRC Into Notice 68-000. "Oegradailon of Kapton Elocldcal Insulation." i 
hst anci 

ROSSI.C.E. UtviS'on pi Operational Events Assessment (Post 870411). 80/ii/ 
ConsoVdaied Edison C^. of New York, tnc. ll3pp. 47603 045-47603:101. 

8611160470 NRC Info Notice 88-092, "Ppiential for Spent fuel Pool Draindown." I 
Usi enri 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 00/11/ 
Consolidated Edison Co. of New York, Inc. 1 14pp. 47606-124-47806:237. 

6811180315 NRC Bulloiirv 86-010, "Nonconforming Molded Case Circuit Breakors." I 
Ssianct. 

ROSSI.C.E D.vislon ol Opeialional Evenis Assessmeni (Posl 8/0411). 08 / 11 / 
Consol'deled Edison Co. of Now York, Inc. I2ipp. 47606:001-47606:123 


R. Periodic operating reports & related correspondence 

8610260027 Monihly oporaimg repis for Sept 1968 lor Browns Ferry Nuclear Plant U 
1.2 A 3W/undated Itr. 

CAMP8ELL.Q.G. Tennessee Valley Auihoniy. 88/09/30. 70pp. 47208:268-47208 ( 

6611010240 Discharge inoniiodng rerpi lor Sept 1968. 

SCHMIERBACH.M. Tennessee Valley Auihonty. 88/09/30. I2pp. 47397:1 
47307:155 
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Q8 1 >010274 Forwards roviSOd pagos lo sorrMannijsl rad.oactiuo ollKisrtl rotoarto topis for 
Frs) S SocOiiO ila'I )987 

GRlOuEv.n Tonnossco Valley Auinoriiy 08/10/25. Documani Control Brsttcit (Oocu- 
monl Coniro! DoskJ 2np '■i7‘102.109-47402 "5. 

-6811010347 CorrocioO pnyos lo HIHuoiil & Waste Disposal SomianrHial RopI Second 
nail 108/ 

• Tonnossoa Valley Aulhority 07/12/31 3pp 47402 11147402 113, 

-8811010346 Corrocted pages to ‘ Ellieom & Waste Disposal Hopt Firsillalt 1087." 

■ Tor«iessoe Vol oy Aulhonty 07/06/30 2pp 47402 114 47402 115. 


8. Reportable occurrencoa, LERs & related correspondence 

8610260404 Forwards documenis re 107S fire oi p'anl Oocumenis provide overview ol 
e>periunco w/signilicani lire tbai rosuUod in spurious component opoieiion.U^ ol 
control lunciions & erroneous control room insirumoniation readings W/o encis 
ZECh.l.W Commissioners. 00/10/07 PROfSENKO.A Un on o< Soviet Soctalsi Re- 
publics Ip. 47323 271-47323:271. 

B8102S0280 lER 00 010-00. on 0Q091S. unplanned ESP actuation occuiiod during per- 
lormanco ol mod to prunery conlammonl isolation logicCeusod by petsonnol 
error. Procodure w-ii bo written to require review qI all schodu'od work.w/dSiOiQ lir. 
JONES.SQ, CAMPBELL, G.G Tennessee Velioy Auihorily 88/i0/i<i. Spp. 

47203 120 47263 132 

8011030326 LEFi OOOOGOton 080624, reactor p--olociian sys fRPS) tircu-i ptoioctot 
2C2 tripped, doenorgia ng RPS bus Cause not doiorminod Rooclor proieclon circvil 

B rolocior resol 8 iirinn board (Oplacad.W/88IQ25 Ur. 

AVe,ED, CAMPBELL,© G Tonnesspo VallOy Aulhonly. 00/10/21 6pp 47439-298- 
47439:302 

B61109012G Part 2i ropl re doled in lirn.’orquo Corp supptiod aaloly- rotated SMO 
vsivo BClusiots w/Ril insu'aiod dc motors Inal may nol develop luil-raiod aierttfig 
lorquQ at elevated ambloni lomps Roviow ol motors by liconsoea rocommondod 
WILKINSON, I E. Llmilprqiio Corp. 80/11/03 Olfico of Nuclear Reactor neeuidi-en. 01- 
loclot (Post 870411). iGpp 47S25 227-47525 242. 

8811160078 LER 80-013-00 on 0Q1012. unplanned ESP actuations occurred. Caused by 
power supply fariure.Powor supply rcplacod 8 downscale alarms cica/ecf taolaaen 
tesbi & nitocled ays returned to normal on Q01016.W/001 1 14 Ur 
NAVE.E 0 , CAMPGELL.Q G. Tonnnsseo Valley Aulbeniy 60/11/08. 4pp. 47583.134- 
47500. »37. 

6611180240 LF-R 80-0 12-00 on 08i0l3.ihioe men abaeived firowaich in dryweli ■» loss 
iban lully alort state Caused by mgl & potsonnel errors f irowsicbos pfacod m nors- 
work etaiua wlion mgt made aware ol reported problQm.w/08i ii4 ur. 
eAKEn.RL, CAMPBELL.G.O Tennessee VaiiQy Aulhonty ee/ii/10. 4pp. 
47509:200 47509211. 

6611310333 LER 00 01 l-OOon 001017. three Incidents mvclv.ng isolation of primary i 
Bscondary conioinmonl.toluni :ono & control rooms occurred Fksi fwe irKldenis 
caused by poraonnoi otror.Cvaiuofion wiii ba podormed W/86i i (4 Hr. 

WILLARD.SC. CAMPBELL, QQ. Tennossoo Volley Authority. 68/11/10. Spp. 
47012:347.47612361. 


V. Operator Esaniinallons 

661 1 140362 AdviSQS insi Inlo in 870031 response to NRC 670721 requoai lor addi nlo 
CO accoiotaiud roiiuaiiiication program adoguaioly addresses (irsi sin corKorna oui- 
lined In lu. Rer)ual.)icai<o/i exams wi'i be administered in Feb 1909. 

BLACK.se. Oic of Special Prolecis. 08/11/07. WHITE.S.A. Tennessee Valley Author- 
ity 2pp 47530300-47530:310. 


6610310017 Qonoric Lir 6819 lo all fuel cycle laci'ity licensees 
possossrng.os.ng.rmporrirtg.oxporl'rtg ar (ransporrrrg lorrr.u'a quaniiiios of sfracegre 
SNM re use oi deadly lorcn by licensee n-uards to prevonl ihcU cl SNM.Svc list end. 
flURNETT.RF. Division ol Saloguards 6 Ttanspoilalion (Posi 870413) 89/10/20 
CottsoSclaiad Edison Co ol Now Vprk, Inc 3lpp 47513047.475130// 

8811090013 RoviSOd p'anl emergency procodu'os.consisimg ol Rev 6 to PEP 101. "tm- 
aal Errxjrgoncy Actions” & Rov 20 to PLP-OO/, "Rob'nson Emergency Plan” W/ 

681 104 Hr 

MORQAN.R.E. Carolina Power & Light Co 00/11/04 26pp. 47512:241-47512266 

8611220491 Requests lhai end iisi of mails bo roadly available to insp Ioann during 
icionniai posl-fire shutdown insp scheduled lo' 061212-16. 

REYE8.LA Reg on 2, Ole ol iho Director. 66/11/14 UTLEY, E.E. Carolina Power & 
Light Co 3p0 47616:113 47616:115 


H. Oatseral corraspondenea 


8811080128 Into/ms ol RL WJier 081028 /o/m nation ol empJpymoni at p'anl M/llo/ no 
longer need to ma-niem Liconse SOP0294 1 1 • 1 

MOnOAN.RE Caroi-np Power & Ughi Co 8B/H/03 Documoni Control Branch (Ooc- 
umcnl Control OasV) Ip 47473 343 47473 343 


P. Opeinling llcansa slags documenis 8 correepondance 


6610180350 Gononc Lit 68-17 to a'l hoidots Ol OLs or CPs lor PWRs re loss of 
OMR Sve itsi end 

CnuTCHPIELO.D AssociQlo Olroclor lor Projocis {Post B704ii). 88/10/17. Consoli- 
dated Edison Co. ol Naw York. Inc 04pp. 47279.156-47276 241. 

6810260164 Gono.'ic Lir 86-18 10 nil Icensaos ol oporating roaciors & holders of CPs re 
piani rocord siorago on opi.cal disks Svc list onci 

CRUTCHPiElO.D Assoc/ale DitscW lar P/oficis (Post 870411) 88/10/20. Consoii- 
datod Ed-son Co ol Now York, inc. 45pp 47513.001-47513 046. 

8810320301 Summary of 000031 maaling w/uM in Rodivilla.MD re short & long farm 
progrema lor anhshcomont of p'am porlormance. List of atisndoos & viewgraphs onci. 
BUcKLEY.O.C. Project Direcloralo U-l. 86/10/25 ProiOCi Dirodorato 11-1 56pp 
47373 308 47373 3W. 

8811020410 Inlorms o' util Intonhon lo work p'annod lor upcomiim Refuel ng Outage 12 
wh>cl) wJi alfpci OQu-pmpnt cp/oad under plan! lira prpiaciion Tech Specs 
MORQAN.R.E. Carol-no Power & UQhl Co 68/10/27 Oocumani Control Branch (Dec- 
omow Ccmrol Desk). 8pp. 4742 1227-47421:234. 

8611160188 Roquosts onloicomeni discretion lor ono-limo,30 h extension lo cold shul- 
down action steiemoni in Teen Spec 3.0. Extension would pormil uhl to comploio ro- 
pairs needed lo provide ouai-tind cab'o splices on conlainmoni lan coolers 
MOROAN.n.E Carolina Powot & Light Co. 68/10/28 Region 2. Ole of the Oirecior. 
3pp 47644 327-47644 329 

8811040094 Summary ol 681020-21 meolings w/utii in Ha'o-gli,NC ro Issues raialod to 
eiocincai ays lisi of siier^dooa B ogonds onci. 

lO.nM. Prefect Orectoroia li-l 00/i0/3i Piojoci O.rocioraio ll-i. 7pp. 47455:194- 
47465 200 

8811140071 Forwords Supplornoniel Inlo re 809726 opp'lcalion lor amend lo Liconso 
OPn-33 for RTD twpass removal Rosponses to questions in 000923 Ur enci. 
MCDUFFlE.MA Carolina Power & Lmht Co 88/11/01. Documoni ConUol Branch 
(Oocumont Conlroi Desk) 3pp 47535 342-47538.037. 
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F. Socurily, medical, emeiganoy & lire protecUon plans 

6610260124 Advises that 880817 Rov to lo radoioglcai omorgoncy plan conslaioni w/ 
pJovis.ons ol I0CFR50. 47(b) 

COLLINS.D.M FTogion 2, Olc ol Iho Director. 08/10/04. UTLEY.E E Cmolrw Power 6 
Light Co. ip. 47272.120 47272.120. 

6810310277 Forwards public version of revs lo plant emergency procoduros.rnciudlng 
Rev 3 (0 PEP- 153, "Loflisiics SupfM/l Orrecior, flov 22 lo PEP-204. "EmefQoncY Ho- 
sponso Organlraiion Telophono Dlrociary" & Rev 3 to PEP-3S5. 

MORGAN.R.E. Corolino Power & Light Co 00/10/07. Document Control Branch (Doc- 
umeni Control Dusit). 6pp 47377.095-47377:)76 

-8010310283 Revised emergency plan Implomonling proceduros.inckxf-ng Rov 3 to 
PEP-153. '•Logislica Support Director," Rov 3 lo PEP-365, "Core Damago Aseoss- 
moni” & Rov 22 to PEP-204. •’Emergency Response Organirallon Tolophono tDireclo- 

76hNSON.R.S. Carolina Power & Light Co. 08/09/14. 77pp. 47377:100-47377.176 

6811020180 RovIsod ploni omorgoncy procedutos.including Rov 5 lo PFP-45l,Rov IS 
to PEP-205 & Rov 23 to PEP-204. 

MORROW.M.C, MORGAN.R.E. Carofrnfl Power & l/g/it Co 65/10/17. 29pp 
47414:106-47414:136. 

S8118304I7 Forwards cover pago to fnsp Ropl 60-281/88 23 inadvertorHV nol aignad 
by approving section chiel lo be replaced In sub] ropl. 

VERRELLl.O M. Region 2, Olc of iho 0 tociof. 88/10/20. UTLGY.E E. Carolma Power 
& Light Co Ip 47427:059-47427:060 

-8611030465 Corroded pago to Insp Ropt 50-261/88-23 on 80081 l-ODIO.Novlolallona 
or deviations noiod. Major areas inspected: operotional safely vonricatfonphyslcal firo- 
teciion. sun/olllanco obsorvallon & meint observation. 

QARNER.L.W.. LATTA.R.M., FREDERICKSON.P. Reg'On 2. Olo of the OHoclor. 08/ 
10/12- Ip. 47427:060-47427.060. 

881 1020410 Inlorms of util intention re work planned lor upcomli^ Refueling Outage 12 
which Will allocl equipment covered under plant fire protection tech Specs 
VKTRGAN.R.E. Carolina Power & LigiK Co. 88/ fO/27. Documeni Control eranch (Doc- 
umoni Control Desk). 0pp, 47421 227-47421:234. 


-8011140078 RoviSOd proposed Tech Spec Panes 2 l-3.2.3'4.2.3-6.2.3 6a. & 4.1-3 & 
TaWo 4.1-1, "Min Frequonclos lor ChocKs.Csiibrs & Tosis ol Insirumoni Channels" 

• Coiokna Power 6 Light Co 88/11/01 7pp 47535 345-47536:351 

-6011149089 AuihorlTOB uiiiiretlon ol accompanying alfidavil by util lor wilholding pro- 
^oieiy Addendum i to WCAP-118Q9. "Rosponses to NRC Questions on RTD 
Bypass Elxninailon Liconaing Ropl" from pub'ic disclosuie,por l0CFn2.760lb)(4). 
wiESEMANN.R.A. Wostmghouso Electric Corp. 86/10/26. MURLEY.T. Olt,co of Nu- 
clear Reactor Reguleiion. Director (Post 070411). 9pp. 47535 352-47535:360. 

-0611140092 "Responsoa to NRC Quoaliona on RTD Bypass Elimination Licensing 
Bepi ■■ 

• WosilnnhouBO Eloclric Corp. WCAP-11000 ADD Ol. 86/10/31. 30pp. 47536 001- 
47S36037. 

0611070146 Forwards Amond 120 lo Ltconso DPR 23 & saloly evalualion. Amend 
charges Toch Specs to tomovo olfsiio & laciMy orgsnliotion charts, per Qonoric Lir 

LO.R,h. Proloct D-rocloralo ll-l. 88/11/03. UTLEY.E.E. Carolina Power & Light Co. 
3pp. 474«1:(J62-47461 078 

•*0611070146 Amond 120 lo License OPR-23,chang ng Toch Specs to remove ollsiio & 
lacaity orgaNzat'on charla consistent w/guldsnco of Generic Lir 86-06, "Removal ol 
Organizaaon Cfiarls From Tach Specs." 

A(jENSAM.E.G. ProieCI DlroCtOralS ll-l. 66/11/03. 0pp. 47461:065-47481:073. 

—0011070146 Safety evalualion simpoihng Amend f20 10 License OPR-23- 
' OIRce of Nuclear noactor Regulation, Director (Post 070411). 88/11/03. 3pp. 
47481 074-47461;07e. 

6811140332 Conllrms 681031 tolcon ro mgt meol.ng to be conducted on 681116 ai 
Region It olc 10 discuss major work activities to be perlarmed during upcoming refuel- 
tng outage 

REYES.IA. Region 2, Olo ol the Director. 88/11/04. UTLEY.E.E. Carolina Power 8 
LigttiCo. Ip 47536.065 47636 065. 

8611 160381 Nolillcation ot 861122 mooting w/uM in Rockville. MD lo update NRR mgt 
on oclivitiQs ro util nucloar programs 

AOENSAM.E.G. P/o'.aci Direcloraia II- f. 80/11/14 lAlNAS.G C Assistant Dvecior fo 
Ro^on 1l Reactors. 6pp 47684:076-47584.070. 
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0. b»*p*C8W fepW.*. lE 


Mf 90 MJ <1 '*f'C Mtca iiO'i 
K^i Co^V;'! ■ S.t i?t efO 
fiCS'j CE Orv;^ <1 

E tv:r 0? C* f:-:* 


K> -.Vi tt Flaw's ligMs fv Hgn fla^-aicn 

e.fd-i /H9sy^i {Posi 0W11) es/iwor 

472;6242-472*)003 


MI«2»W0 '■V iOixUiJ CP eeC3l2 wr* vMJiaK'B Cf cJw 

hTpdw>’p^B 4 ^o 2 C': eanO/ii.UTLEYEE Ca-oi-a Power S 

l-fTtCc Jrc 4fi»?c;’-472^22l5 


- 4 I 1 MSOOM I'iO B«t <yi 630912 MNo voUSo-H O' <»«v-a^« 

rtttadMjfW a>MJ r3f«tv3 t.i'o'.'ng Cl cofia->m6'«coolefsUecsee acloos a-er 
»S«r.c^tOO Cl BC'V.i} cOo-O'ii'.ioc' 

» Lt ?«^C<50€ V< P E’_4*.EJi 2 O't d iPa weov. 88/10/05 7p? 

*J272 209-4/i/;<i5 


81193504 5 S tCTAirii (-SO Rejt WJ^i/Sd 23 CO 69 Coll- 09 lONo vic'acocs « <I 4 »> 

*1^eTi?0 w Pe-xo 2. O': d f» t>f«tx e8/i0/i3 UllEY.E E Caice <ka Po-a« 
8 LijjMCo ??p 4//31 3iM7i8i 3-0 


-8819J404S? rap fl«i SOioUK-FJ c.t e^OOiKOlOl.O Y'O’aLonS Of Cevia'/ons 
rcito^Marv aieat tf-sce-cit-a ocK/atc-fti-' sa'efp ve/f-ca'o«i)f|(S-cal 
^WeCMO iw^y.ice 8 r4.r* cC ser.a'Cin ESF %,% wa nOOMi 8 Cf-Siie i»now com 
f^rttOO 

GAPNEBl* LAn/flM Re5<ii 2. Cc o' »■« OrectOf 88/10/12 I2pp 
47281 34841291 390 


1110070114 M=iC ir'c ^:■xe 83'392. Torts w/Cc«os-oa 8 Oes>a<la4l Coatir^as 
r BA'PCcr'ajf./r^H' SvC I'SKftfl 

ROSS' C£ 0/4<fl 0! OpefiX^ji E.erts Assesswi jP«i 870411) e«/i0/l4 
Ccraolida'eO Ei«n Co c"«ew Voft. loe iK'pp ♦728> 124-47260 233 


MtOI403l3 /tRC t-.’-, iM'Ue e.:i«-»P**a.*.As6:ocii SlvOs or> AacNW Oa'1'10 

Check V4>«9S ' S<c )sl 

ROSS'CE t>/!S<or d 0f«'4'.«ir4l E.'Cfts Assesvi>«ri (?«i 870411) 88/10/14 
ConaeMaied EOsoo Cc c'Ne«YW irc iia|>p 47493 l99-474833i8 


Mt0t4Mlt NRC Ido lAxe 89094. OeU-d.va V'.'.v S-an Keys « umwo-ze MciOf 
Artuelon." Src kst erd 

ftOSSiCe C^.is<ip d Ope<«'/;rd E.e-s assciw-<« (Pest 870411) 88/10/20 
CoraoWiieOElaerCo e'f/e* vc«» !«< ttSpp *>260004-47283 123 

Ml 1030417 For»tfiti C9««r to i-sp P«(> 90281/88-23 «a9vcne/>'7y nci S-9n«0 
tt aoorcvno s«et>o«i c/mi i: Oe rec-4C«4 ts sgOi 'ept 

VEPflCuiOM Reocn 2. C: O' Ovecd i8''0'20 UtlEY.E E CifOiha PcAe/ 
liigT'iCa ip 41427 CS2-47427 '63 


-M1I030489 Coffede-3 pa^e lo :rsp Rep! $0 261/88-23 cki 68081 1-0910 lij vtdet*ors 
0 * oeinocns r»(M Major «/eas nsp«;(ao opa'a'-fOna' sa*c;y ven'icaUyi.priys ca' pro- 
tectexi- S<irv«sU/<« ctsor,f.>c>n 8 mart oCserra'joo 

GARNEfll w. una.RW FP£CeR-CK$0//.P Ptvo« 2. 0*c Of the 0»eclof 88/ 
10/12 'P 4742 7 060-4 7427 060 


MI017M1I SRC l-fo fiwwe M C99. 'Opera O'Ovntfs <0 00 Osttb-jiion 
Sy%" SvC Dsl eisci 

ROSS'CE Or-MTi el Ocerat-oral E.e^is Assessmeni (Post 9704ii) 86/10/21 
CoreoWa'edCtbscinCo d hs"* York. !•< liSpp 4748308147463 197 

•1H1801J2 Corf«~4 66SC26 is-CWSte-.vHvPEfK-O-eVson 6 PE Wofoaite erlwce 
mert ikscrettcn 'c* pian Actwi a'jiveJ uhi lo lefTan »> hcl st-'*c>ov* on 081030 
repairs cotrpioiej cn caP-e scWes tp a 1 Ijmi COnu-rtTieni Ian code- ur.ls 

S?« -p?3S’cS,?«55S‘^"^'' 

^or«e?r ^ 88 1». feetfwatei Lira Bteak' Svc tsionct 

r Assessrrienl (Posi 870411) 68/11/10 

CcreoWaied tdson Co of New Yca. lisc 113pp 47559 072-47699164 

M1t22049l firsts that e->ci Isi d mars te fe3<»y evaiatie 10 insp team <**^00 
Jromsii post fire sivMown r$p for 691212^6 

REYES L A R»^ ?. Ole of the Deedor 86/11/14 UTLEVEE Camlna Porei K 
IJ^CO 3CP 47616 113 47616 115 tcv.ce t^rwa »-owef 4 

^ P-P-'O 

-?* Ct>^ator.i; E^errrs Asscssmeni (Ppsi 870411) 88/11/16 
COTBoWalaO E4S0fl Cc oisewvork lr< IIJpo «760tOK4?80sS^ 

‘•w'SSI” M OM Oegraojcon oi Wes; njhowe ABO Pdays " S«: 

2 otc Cl tie Dvecio. 88/11/15 tp 4761M35- 


MH 1^ NRC Wp i«t<e M 4 M 9 . ' Oegrada-^w d Kapw £lecircen«sdal» 
Pce-M to PM 


8011180315 fJRC Bulo'-ii 63 010, "Notconlcmi luj M;;liU;il CiiSQ Ciicu.l Qroav 



R. Periodic operating roporls A related coiroeponrlonco 


8611160222 Mo.iiniy opoiating icpi foi Oot 1 000 li;r 1 1(1 Mol' nson 
HAYNESAr'OaTH.V, MOROAN.ft.E Cnro'inn Pownr A Hohi 

1 vc<anni.A7SAO nns 


Drill 2 W/6 
Co f!0/10. 


S. Reportable occurreticee, LERa & related corrospondenco 


8eil>260i&1 PN0-II-8B O63.on OOtOlA.ouloiVy s^uViluwn ut I'.'nriV biistd on f 
even whicP cou'd resuH In ovo.'ioacfing power. Licmiboo pier's to loplaco cal 
having higher lomp ral nn & reroulo now cablo m d iiiuonl cni)!»i irny. 
CAnffOLL.n E. Regbn 2, Ole 0l IMn D.rudcr Od/lO/l-l ?pp 47272 358 4 

8818310163 LER B0021'00en e60022.Pli<d Shutdown dun to loss ol CC 
vessel integ'iyCetsod by dobiis fotnil o« vpi'/u annts.Se.ii & seal n-Qs ' 
rep'aced S ascessiblo poillona inspociert A o'onnuil W/flO 1 024 Hr 
LEGETTE F L. MORGAN.R.E Ca'O'inrt Power A Li(|lil Co 00/10/21. 6pp 4 
47396 203. 

8611030881 LER 87 007-01 on &70S13.d01ormliiod documentation on Mo nsi 
ssiab'ish lu'i qua'i'icai o.*) ol lubiicoting groosu in tiir.it switch comjmrimor 
vai-;o motoi opaiatn.'s in lower moioi boaungq pi two pumps. W/001021 Itr 
SAYRED MORGANRE- Caro'ma Powur A Light Co 00/10/21. 8pp. 4 
47439 154. 

8811030160 LER 88 003-01 on 660128.IOS4 Ol ealclv iii|0d:0n pump Q-jtQSU 
eiohi sir.g'e-ieiloto sconsrlos.Causud by dosign dolislnncy.Anniysos porlonr 
isbiishpowor level 10 lusiify operotion w/iwo piiirp9.W/uot024 ilr 
SAYRE, D, MORGAN, RE. Caiolna POwO' A L (|ht Co. 80/10/24 lipp, 4 
47428332. 

6811090126 Pan 21 root ro doled in ll.'n'toiiiiiii Corp supplied siiluly roll 
valve eciueis.’s w/Rtl insulated dc rr-oio's iKni mpy not dnvoiop lull-taic 
lorgce at olovsied ambionl tomps Rovinw ol motoro by iieonsnna roconimom 
WlLKltlSOH.i.E. LWMO'quo Coip. 00/ 1 1 /03. Olliro ol Nudoai Hoftclot Roov 
leciot (Post 870411). I60p. 47625 227-47680 242 

8811080214 Special lepi.on 6ni004.8iOfim iliivcn auAi'mry loodwaior (SUAF 
dedaied mopotebie cue to pump vibrations No couso (luiorm nod bui vibr 

E eciod inducuo 'io.yi ovtctnaf souroe.poaa biy romby oi|ii pmini 
'OROAN.R.E. Caro’ma Powor A Light Co. 80/ 1 1/04 Hocu'nonl Conitol Ore 
omeni Control Desk), ?pp. 47474 0«r6-4 7474.040 

86ltb9ti372 LER 88'022'00.on 801007, orroi in ronidlnmonl vo980l liood !ov 
Uon used lor oO'dav rosponso to IE Du’ioim 70-010 discovored Cousod by 1 
meihodeiegyRov ol envion quai-iicoiion hios plannoif w/OAl 104 Itr 
SAYHE.D., MORGAN, RE Carol, no Power & Light Co 00/11/04 lIpp, 4 


8811160548 LER O8 023'00on BOIOlO.pOlontial tor Ovorcurroni condition 
moiDi control drs (MCC) discovored Counod t>y ilulicinncios in plani dos'gr 
MCC 6 Inspected A lound accoplobioW/OAliOO in 
SAYRE,D., MORGAN.RE Carol.na PO'WOr A Llnhl Co 00/11/09. 0pp. <l 
47669:185 


Y. Dry Cask IndependenI Spent Fuel Slorago Inslallatlona 


8810310097 App: cation lo.- emend to License BNU.2b02,ciionnin9 survo-iior.i 
menis A procaduie ro removable coniem nnhon on dry fi'doldcitl canister in ' 
S«i-wi 2 4 ' 


LOFL!N,Ll Caro’ma Power A Light Co. 80/10/13 GRACE.J.N nogon2, 
Drectot. 2pp. 47379 331-47380 012, 


****boS 2®^ ^onvaids notico ol roco pt ol app’ication for nmond to Liconsr 
re 880811 request to aliov/ h ghor limit lor romovahio botn A gamma conli 
shie'ded can sior A rov-so eurvoiilanco roquiromonis 
MOUSE, L.C Fuel Cycle Safely Branch 00/10/25 UTLEY.EE Carolina Pr 
Co. 2pp. 47435.00?-47435;012. 


®' 'ocepi ol application for amend lo men Uicei 
••bO? Amend changes Tech Specs 2 A '.increasing romovablo beta A ga 
or'Di?nS2*”S"®'^ SL-riace ol dry shielded conistor. 

MUBEHTS.JP. Fool Cycle Safety Oranch. 00/10/25 4pp 47435 000-47435 


**8pecs P'®'>P0'O"O'’‘'' losting for 

S^»5L034'4?Mfo^^^^^^ ^ ao/U/02. Rcflmn 2. Otc 


DOCKET 50-262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


P- Operating license stage docutnenls A correepondonce 


880928 Ilf ro licensee nuclear rosootcri roaclor. 
<?tIm '0 license. 

Senate 3pp. Ope'a"one 08/11/09 


slor!oni?h^cn®'’'D*'® flisassemb'ing ol nuclear roocior al lacilily A n 
requesied. 

4762? I50°>e27® 151® RAMMLING.G Congrossiona 
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DNTICELLO NUCLEAR GENERATING PLANT 
il, omorgency & lire protection plans 


BB1O2S0ISS PorWB'ds SatOly Insp Ropt SO 263/00-19 on 601003-05 No vio'alions 
r>otGd. 

SHAPERWO Region 3. Ole of Iho Dii&ClOi d3/lO/W lARSONCE Noithe/n 
Sialoa Power Co. 2pp. 47272 141-47272 t7fl 


-as 10 conenc conrorns noiod m NRC eOm'nisio/ofJ seniof roncior 
oxams CanciiJatos iniorviowod lo dolotmrio wliai types ol ques- 
'S:cs/taqiaiiu'< protociion area we.'o asked, 
otihern Slates Power Co OO/lO/On WRlGUT.G.C Region 3, Ole ol 
47270 323 47270 325 

rds Safety Insp Dept 50 263/00 19 on 001003-05. No v.olatlens 

oqlon 3, Ole ol iho Dreciof. OO/tO/19. LARSON, CE Noftliern 
2pp 47272 141 47272 170 

nopi 50-263/00 19 On 001C03 05NO vio'at ons noted Waw areas 
:iio Nuclear Plant omorgency preparodnosa exorcise oi key lunciiona 
) exorcise {IP 02300 Exorcise otJociivos S guideinos enci. 

TEH.J . SNELL, W Region 3, Ole ol Hie Drecto'. 80/10/18 SQpp 
170. 


'Oiic Lir 08-19 10 all fuel cycle lacMly licensees 

impoilirig, expelling oi iranboo.'iir.Q lormuia quaniiiloa ol sirategic 
:iadiy lorco by licensee guaies lo prevent inoli o< SNM Sve list end 
Jivision ol Saioguaids & Tiansporiation (Post 870413). 88/10/28 
son Co. ol Now York, Inc Olpp. 47513047.47513077 

fds Reaciiiro Saloguafcis li>sp Popi 50 283/88- 18 o-i 6a0fli9-22 8 
t Program lo improve security porlqimance pioaentod ol 880616 on- 
ence Has not actilovod mtonijed goals. 

Region 3, Ole ol iHo Ouoclor 08/11/10. LARSOHCE. Norihern 
2pp. 47580.000-4/500 102 

aMy wilhhuld Reociivo Phyalcel Security Insp RopI &0-263/nB-18 (rol 
iniions noied.lai'uro lo mainiain adequalo reaponso force & ollociive 
i lo implement cumpnnsoiory measures. 

JNK,DC , CREGO,JR Region 3. Ole ol mo Diiocior. 80/1 t/tO. 2pp 
J:102 


ponderice 

nonl on proposed rulo I0CPR50 lo NUREQ.I317, •'Roguloiory Op- 
Piani License Renewal '' Safely sys lurKlienei in$ps & cenliguraton 
ippori lonowai basis as opposed lo rciicens nn process 
R Wisconsin Pubic Service Co-'p 00/10/20 Oockoiing S Servicos 
122.354.47422,.')57 

nont opposing proposed ru'o 10CPR26 ro Fitness loi Duly Program 
andom drug tosimg. 

orihotn Slaius Power Co OO/ll/lO. CHILK,S.J Oinco ol me Socre- 
riss'On 7pp 47034.003 47634:000 


ISO stage documenie & corteapondonce 

»ric Lit 06 17 to an nolUu/8 oi Ols or CPs lor PWRs re loss ol 
;i 

13. Associate Ouocioi lor Proiocis (Post 070411) 08/t0/t7. Console 
> of Now York, Inc 84pp 47270 |5S 47270 241. 

iilc Lir 00- 1 0 lo nil liconsons ol operai ng rooclors & holdors ol CPs ro 
’ago on opiKSl disks Svc iisi end 

D Assocmio Director lor Ptplocis (Post 070411) 00/10/20. Conso'J- 
). ol Now York. me. 45pp 4 76)3 001-47613:046 

vidos nddi mlo ru ellcci ol dc supply failure on KCCS 
ibabiiily ol ovent occurimg very low since particular sociion ol core 
break m oppos.to d.v mai l25-vo'i dc power lost 
them Sioios Powor Co. 06/10/20 Oliice ol Nuclear Reactor Ragula- 
DSl 07041 1). 2pp. 47366 203-47306.204. 

latds oxcmpiion from lOCFRSO.App J lo allow use ol mass pani 
iilating coniainmuni leakage tales pot OOOOOt roquosi & 080023 sup- 
si. 

Prqlocl Dirocioraio IIM. 00/10/2? MUSOLF, DM. No'lhern Stales 
47324 277 47324 206 

impllon from t0CFR50,/Vpp J.Soclion ll A 3 ro coniainmoni inlogfatod 
.18. per ulil 609001 roquosi 

O.viS'.on ol Reactor Pto,ccis ■ 111,1V. V & Special Proicda (Posl 
/2i. Nonhorn Slates Power Co 6pp 47324 201-47324 206 

londs to Generic Lir 00-i t. "NRC Posii.on on Radiation EinbriHlemoni 
sol Malls & Impact on Plant Operations." License amend roquosi w.li 
incotporaie revised prossurc-fuinp lim.ts. 

ritiorn States Power Co. 0Q/to/3l Oocumont Control Grand) (Docu- 
3Sk). 2pp. 47474:161-47474:152 


)0rt8, IE Bulletins & correspondence 

: Into Notice 60-079, "Misuse 0< Flashing Lights lor High Radiauon 
Svc I'st oncl. 

'ision ol Onpralionai Events Assessment (Posi 0704)1) 08/10/07. 
lison Co. ol New York, Inc. I23pp 47279 242-47200 003 

Info Noiico 00-002, "Torus Sho'-is W/Cotroslon & Degraded Coatings 
.monls," SvC I'Sl oncl 

■ision ol Oporalional Evonis Assessment (Post 070411) OO/tO/14. 
jison Co. ol Now Yoik, Inc. 1 lOpp 47200 124-47260.235. 

Into Notice 08-086, "Broken Retaining Block Studs on Anchor Dari ng 
Svc list one). 

'ision ol OpofBiionel Events Assessment (Post 870411). 88/10/14. 
jiSonCo ol New York, Inc nOpp. 47463 199-47463-318 


■88 10260 tSS Insp Repl SO-263/86-iO on SSI003 OSNo vrolat.ons nored Mafor areas 
inspocied;Monl coJo Nuclear Piani emergency preparedness exercise ol key lunciions 
& locauans djrirw exerdsa (IP O230l}.F.xBrci9O ob|ociivQs & guidd nos oncl. 
SMITHMJ. FOSTER.^. SNEll.W no, yon 3. Olc Ol mo Drecicr 08/10/10 20pp 

47272:143-47272.170. 


89IOMOOtS NRC Into Noiice 68-084, 'Voleciiva Moior Stiali Koys In Lmito'aua Motor 
Aciuetors.” Svc l-al oncl 

ROSSl.CE Oivisidn ol Oporaipnal Events Assessmanl (Posl 870411) 68/10/20 
ConsDildaled Ed son Co. ol Now York. Inc Il9pp 47200004-47200.123 

8810170391 NRC Inlo Notice 08-086. "Oporsling w/Mult pla Grounds m DC Distribution 
Sye" Svc Ustond 

nOSSl.CE. (}ivi8lOn ol Oporalional Evonis Assessment (Post 070411) 60/10/21 
Consol daied Edison Co. ol Now York. Inc ttSpp 47483.001 47463 197 

8811170230 Forwards SelOly Insp Repi 50 263/00-17 on 800307-tOl9.ND violat-ons 
noted 

AXELSON.Wl Region 3. Olc of mo D./ecit)' 00/))/P2 LARSON, CE. Nonhom 
Stales Power Co 2pp 47576:204-47575.309 

••S81I170243 Saleiy Insp Rep! 50-263/88-17 on B8D907-I0I9NP v.olaiions 
naiod.Malor areas Inspected p'Ov-ous lisp findings, oporatonal safety 
vetiricaiAn.tnainl.survoHlanco.omorgenty d osoi gonoialor iot)m vcnt.lat on.m.ods & 
bul'oiins 

JACKIW.IN Rogon 3. Olc of UioOtocId 00/10/27 f4pp 47575 296-47575:309 

80 11040324 SimpI 3 lo NRC Into Noltfe 86-106. "Feodwatoi Lme Break " SvC list end 
ROSSl.CE (Vision of Operational Evonis AssessmorM (Post 8/0411) OO/ll/IO 
Consdileiod Edison Co of Now York. Inc. ll3pp 47550.072-47550.104 

8611180061 Forwards DoacUvo Saieguaids insp Rapt 50-263/68-16 on 880919-22 & 
notice of vkyalion Ptoqram to improve socunty porlormanco prosonlod at 000615 un 
lorcomenl conferonco nas noi ocNoved mionded goals 

NOREL1US.CG Rog-on 3. Olc ol iho Orocior 66/11/10 LARSON.CE Northern 
Slates Power Co 2pp. 47609:009 47580 102 

-8811100087 ParUa'ly withhold ncaciivo Physical Security insp Rapt 50’263/oe-i8 (rei 
tOCFR73 2l) ViOiaUoha noted l84uro to ma>nio>n adequate response lorce & oMaclivo 
v4al area ronai & to impiemoni corrpensotory moasutos 
MAOEOA.TJ. FUNK.DE . CREEO.J R. Regton 3. Olc ol Ihe Director 60/1 l/IO. 2pp. 
47580 101-47660 102. 


8611000264 NRC lt)lO NohCO 06-007. "Pump WOS' 6 Foreign ObjOCls in Plant Piping 
Sys." $vC list end 

ROSSi.C.E Division ol Oporalional Evenis Assossmoni (Posi 8704U) 86/lt/i6 
ConsolKlnlod Edison Co. of Now York, inc Ii3pp 47601:020-47601 132. 

8611090403 NRC Into NoiiCoOO MlO. "Oogiadaiion ol Westingnouso ARD Relays." Svc 
i«l encl. 

ROSSl.CE Divi$«n ol Opotai-onai Evonis Assossmoni (Post 070411). OO/ii/iO 
Coriso'idaiod Edison Co of Now York. Inc 1l3pp 47597:001-47597 II3 

6811160008 NRC tolo Noiico 00-080. "Dogradaiipn ol Kapton Eiocincai insu'euon" Svc 
ic8i encl. 

ROSSl.CE 0-vision of Oporalional Gvoms Assossmom (Post 070411). 06/li/2l 
Consol dated Edison Co of Now York, inc H3pp 47603 045 47603 161 


88tii60470 NHC Into Noiico 00002. "Potential tor Spent Fuel Pool Draindown." Svc 
bsi enct 

ROSSI.C.E PiviBlon ol Oporauonai Evonis Assessment (Posl 670411) OQ/li/22 
Consoi.dalod Edison Co of Now York, Inc i I4pp 17600 124-47606 237. 

SS111803T6 NRC Bu'lot-n 084)10. "Nonconlotming Molded Caso Crcuil QreaKois " Svc 
list orKl. 

ROSSI.C.E. Oiv^ion of Operational Evonis Assossmonl (Posl 670411). 6B/II/22. 
ConsoHdeied Edison Co of Now York, inc I21pp 47606001-47606 123. 


R. Periodic operating repoils 6 related correapondenoe 


8810260016 Monthly oporakng rr^A for Sept 1686 lor Moniicoilo Nuclear Gonoroimg 
PteniW/BBlOMlM 

MYRADOTVL., MUSOLF.O. Nonhorn Stales Power Co 66/09/30, 6pp 47323:125- 
47323:130. 

8811160423 Monthly oporating repltot Oct 1068 lor MoniicoHo Nuclear PlBni.W/88i 109 
nr. 

MYBHABO.AL, MUSOlR.D Northern Stoles Power Co. 06/i0/3l 5pp. 47544 249- 
47544.263- 


S. Reportable occurrencea, LERa & related coirespondence 


6610260065 LER 83*019-00.on 030801, air opotatod reactor bldg to torus vacuum break- 
er found leaking in excese ol Tech Spec.veivo cycled once w/normal control power 
reducuM leakago to wnNn acceptance ctitona W/BBiOlO Hr 

NEYUAN.CA, MU5OLF.0. Nerrhern Siafos Power Co 00/10/19 2pp 47288:359- 
4728B360 

0611090(26 ftorl 21 lopi re defect fn Umitorquo Corp suppled satoty- rotoied SM6 
valve acluaiots vv/RH vtst^aiod dc molora lliat rnay noi develop luT-raied siariing 
torque ai elevated ambient temps Hoview of motors by licensees recommended. 
VVlLKlNSON.l-E. Lwmtorque Corp. 88/! f/03 Office ol Nuclear Reactor Regu'aiion, Or 
locior (Post 670411). lepp. 47525 227-47525 242 


"ft..- s -r If , '^t 'j w- : sVw^ttfl GHT.GC Pcc on 3. 0!c ol 

“tf Cw*.! f ?;c Ci '.' Cv3 

• . - - t - • v-: .,1 ti 1.3'’ 3'a L-i riota'.'caw pfogrempef 
'O m=!> -T- i D'fr ; r:=^C ai^.r.«. NRC prepa-ed .... 

LARSOf3.CE fionhe.n S-res 

p;w«fCo ffp 4r<;>ie.:47;7c 'Sf 

OOCXET 50-«5 OUA£>.C(TlES SIATIOH. UNIT 3 


RS n^^^>-0'' O.-ec-o.(Pos< 070111). 2pp 17535 22B 17525 226 

sftii 08 M 33 flMjosts fR pubUcai’Qn q 1 nolico ol considorailon of issuance cl afr(it<^ 
^to’iu^rser 29 6 OPR-OO & proposed NSHC ()oloffnit>aiion & oppon.nty ic 
iuuma onfiBiOOS ro roQuOSl 10 dololp Tocli Spec Figures G.1-1 & 6 1-2. 

BOSS^ P^oWcl D«'@clofOlo CO/ 1 1/02 NRC * No OolQiiod AIMiAiion Gwen 6pp 
17190336 47490313 

aiiiiflfl 0336 fleffjflsls FR puWication ol nolico ol considoiolion oi issuance of enenc 
10 Liaise OPR-30 fi proposed NSilC doiorminonon a oppoMunily lor hoareg on 
fitutYA? fflauasi re OCRDR mod rosu'nng m roiocalioo of tlrywoii lomp ind caior 
rOSS. 7 Pfojoci Oitactoio'e "t-2 0firM7O2 NRC ■ No Oolaiod WWaloo Gi'rea 4>; 
47471 395.47173 2SB 


f. SMunty. rr>«di<al. amargancy 4 Ora pfoiKGon plans 


MIOTtOMf 11 8cC'07 

'cf (j'. -V f-^ s'cra,;..' Hcs;'’.'’ : 
caw '>‘1 

CcrrcPsei***' 
ciea/ Reic'Of PJ5i.'.J‘-;n Oirwi 


■i-ji-A'y al-f *'.‘oie eTii3ancyp'a-na;»«"'enis 
0 ro ,>s! case <■ owe « 

Efv./iCo t? :-2-&2 fRCKSOM.PB O'laolffo- 
;/ (riV JfOmi 47322O20-47322O35 


^19710095 R'iscc'---.-. u 770117 rar.^i i« addi iftfaca conseq-je^as Ol ief»^ 
a.\-j?iTvM UM 1 ;c--a.*r4M Wj i r«.;isi '» oeserp..oo d ^«1 mowmeni 

tufIa/MS r»y.v:f «ea^.^ El«n Co 77/03119 2:MA?i‘JOl Opera'-ng Reac- 
lyi i (.re HQ *7322 2iJ-47J2303S 



K Qooeol contspond*f>c* 

Mil I7l}]27 HeWiJi la 84C3'2 ”7'* 7<PC 55/331 leiporse 10 q4n:-or.S ta-sed cerv 
c«rw^ ccrtiicra «i piaru 4 t«>ti*ri proptu.' to stat«jr- ser-oi opetarot m ccrtroi 
racm I! all nwi«ar pa/’J to o/orsfe pti-"' opcrat-c'.s 

rfOHLrt Corv/ivc/oers ia.'iir09 70'AC..C AK acc-i K01 Asvqned 3pp 
a:5a«5*}4::-6?:27 

-Ml 1 170333 A-TicU'ed fir eiprKSL.ig appreMlon Iv repV 10 640719 Itr 4 ass-jraxe 
f teipocM 10 eoncat'i pefAArrq ‘o ccreraticn d tel dar'U 

iOL.'^OC Af«u«-y3r fKl AsSiSrxd M.'OO'I? 2ECHUW CdTHI-SS^OerS 4pp 
4?*«C‘2 475a6'93 

-M1II703SS Respunds ic MC713 tr »nc<^ pr>x cor'esPondcxon'hRCrecondi 
(»ri ii r«t dims 4 toCaRSOSiiO 4 (ri issues rarsed wi M qrveo wKle ddserr ra 
i/j.* n FR 9 cafe’j coftSuWatoo h NRC 

7ECHI.A Cavsisiicrsefi M'57/27 >OvNGC A'lasoo Mti Assiyied ip 
4iM«:»747ia6C7» 

•4411170374 ftdvSKI cors:«c-> r« t«o r47ir30us dicxes ai «d p'llls. mc-Wag 
'i«^4 irtFilewr cy k,dvy.Mg ceora'tr* to tjir. el' oy.'ta; piift Mlery «>$ Ounog 
•'.'eryeo;, 

^OuhGC *t*'ii4cn Noi Aisr®.^ M'CuiS flegoe 3. Oi: d IM 0»ecw 3pp 
4754eW47M«C99 ma- tv 


P. Operating kerne lUge documeds 4 corretporsderKi 


MiOMOiM Fjtxiris SERa *:cefr.*.g proposed nods 10 LPCi s»*vig 0«$ auiootaM 
varaiet scisend «■ pii'tsper eac2i9 sctHTjnai cv requested 10 pxntoo revised 
lOi-A at*e<si4s 'U\ a!« »s4u.nes pasve '4.we o' e'«tt*iipo»e« sopt*» 

^5T Pr*«i Oreemie I ! 2 MnO/ij Bl'SS.ne Comwt-eain Eason Co 
7ep 473232M 47323 312 


-MtOMMW 8£fl Kceptino (wopwed r^^ds 10 LPCi s-'ng bus uic.sior ur^me ai 
ptants 

’ WIC • No Oetuted APMtcn Ort.* M/l2/l3 6op 4 7 323 29 m 7323 296 


841 1 160039 Forsva/ds Bddi Info re llued Hoad assossmoni prootam at pianis.per 83loi3 
lelconftued iwsd arciwa when uu'i70 concrrjlo expansion anchors used al O-aa 
f^« niarj ordv 8 ombcdmoai lar.Qlh usorl in asaossrnont most consorvaiivo 
jUhnSONIM Com'nonwoallli Ed.so'i Co 60/11701 MUFlLEY.T.E Ollico ol N-c'ear 
ReactrK Regulaton. D.rcctor (Posi 07011 1) 3pp 47561:125-175G1 150 

-8611160043 Responds lo 791220 llr ro NRC 791213 mooting in 0oltiosda,M3 ra 15 


"Bl'tWo' 79 02 ^'I'ysis oi Shell lypo expansion enciiorB iilitizod in p'ace assom&l as a 
concrelo ond Fadoi ol solely of toi 


four dill accomoblo lor anchors. 

o/o; 


PEOPLESGL Commonwoailh Edison Co. 00/02/10. KEPPLER.J G Roglon 3. Oic 01 
iPeO;iecloe. 3p? 47684 S45 ITSOl '50 

8611150248 Requests addi mlo re possiOilily ol gaps forming in botailox tn laci'.ty spe-t 
fuel pod swrage racks & dosctipi.on ol moBSunng lochniquos lor dotociing degraded 

ecialie»«'iset'nces'jcvoilanco orogram _ _ _ _ 

KiNTNER.I t PfOleci Dltccioralo ll-l. 00/ 1 l/OO COTTLE,w/.T. System Energy Pe 
sources. Inc 2pp 47510. 16i-17549 162 

8811210100 Requests FR pudcaiion of nouco ol issunnco of Amends 111 8 107 to 
Licenses DPR-29 4 DPR-30.ro5pociivoly Amends roviso Tech Specs re drywon torus 
d lierentiai ptess-jre 

ROSS.T Proleci Oitecioraio 111-2 OQ/1 1/OO. NRC • No Doioi’od AlMiation Given 2pp 
47596 290 47696 291 


8811150025 forwards safely ovoluation ro util 0/0030 & 000500 subm iiais of Into on 
implenieniaeoit ol ATWS rule re allomato rod injociion & rooctor coolani rocirculaLon 
(nervy inp sys Response lo remaining opon Horns roquosted 

S'EGELe So»d Ocacioraio 111-2 OQ/ll/OQ OLISS.HE Commonwoallh Edison Co 
Spp 4755103^47551 047 


-8811160082 Saldy evaluat o" ra cempHanco w/ATWS rulo 1OCFn50 62 on alternate 
rodirqecionifecvcu'si on pump Inp ays ... , 

* OiKo d Njciest Roaciot Reguiaiion, Director (Post o/oni) D0/ii/0o. /pp 

47661 041 47661 047 


6811140120 RoquesisOA Top cal Ropi CE-l-A lor proleci managoia lo uso ea rel doc- 
umoni lo> Iviuro PcansinQ actions 

wuilEaOR. Prdeci Diracioraia 111-2 09/11/10. SllEWSKi.WJ. Commonwealth 
CdOOnCo. 4pp 47537 097-47537.100. 

6811220254 Piovicas URC w/uprta'b to Homs tosuiimg Isom Hconseo Rog Guide 1 97 
mod program S DCRDR ellon ai plani Reg guide commiimoni lor rooctor wsior lave 
ciatri.^.5cheduio wJl be developed lor submiiiai ol and Hat ol Toch %)OC9. 
jOhnSON.i m Cominonweaiih Ed>aon Co 09/ 1 1/ 10. MURLEY.T.E. Olheo ol Nuclear 
fleacior Regulaiton, Duacier (Post 0701I1). Ipp. 17617:O77-47617.O0O. 

6611210072 Forwards cianiicai'On el Human enginaorlng Dlacropancy l.l.A/VL-i.v-21 
index 410 4 42? leRCiC inp throHio valve mod. , 

JOhnSON.im, Commonweaiih Ed, son Co. 00/11/16. MURLEY.T.E Ollice ol Nucleai 
fiaecioi Reguietioft, Dueder iPosi 070111). Dpp 47SOCi;040-A7590.0''2. 

8811210145 Forwards "fieacior Coniainmont 8!dQ iniooraiod Look Raid Tesi." per 
l<ICFR50.te« J 

JOHNS(^jM. Commonweaiih EdiLOh Co. 00/1 1/16. MURLEY.T.E. OHiCO of Nudoar 
Reaciot Reguialion, Oiteciot (Post 070411). ip, 475O0;239-47500.32O. 


-M10250499 Si'ff, avaw/on le (oirjU'M dc tsttcc/ pcwei supply iisure 8 ECCS 
i«Ojr*mar^sioM oi dc Ww supply *ts musi b« vKkjded as one possWe w«*e 
fskrt m design Com lOCa arauVsas ^ 

i7323WM7323^o”**^'®^ ReS'faipi' Oireclof (Pcs! 87(MIS| 86/10/13 I4pp 

W-'7 '3 M bowers c4 Cls or CPs l> PWRs re loss d 

CflUT^iElOO Associate ftracior »w Pio:«is iPosi 670411) 68/10/17 Consol 
cJa>^ EdsonCo dNew T<rS, inc 84pp <7279 156-47279241 ' 


-8811210150 "fleacior Conlaipmeni Biog Intograiod Leak Ralo Toai. 08O618-13 " 

■ Coirmcnwoallh Ed.son Co. 80/11/10. 0lpp 47500.240-47609.320. 

88M220055 Forwards Rev 52 to OA Program Top CBl Ropt CE-l A,pot 881 1 10 roquesl. 
SHEWSKi.W.j Commonwealth Edison Co. 08/11/17. MULLER, O.R. Pro)eci Duectoi- 
eie 111-2. ip 47663 063 47663 068 


O. Inspection repprle, IE Bulletins & corraapondence 


^**86^9 ^ ’’ Sunup Test ResuKs 

.ONSONiM CornrwiraellPi Eason Co 88/10/19 lipp 47363177-47363187 

MIWOI84 Genenc IS 66-18 to a.i xe/-.sees ol op4reina(caclocs& tvMeisot CPsi 

!'’«*' 8^0411) 68/10/20 Conso 
desod EOson Co or New Yort, Inc 45pp 47513 001-47513046 * 

SA^vj A Co<mor>*«a)?» Eoson Co 88/l0/3l MjRiEVTE 0(6cw m 
R*«CWR«.ff;MWo.C»feCtor|Pos18rWll| 2pp 474J03»4744w ^ 

^s'-A/menUsen LW parocip^w]J|S 
«or Re^tttwv, ClrKW O^l 87oTll?V 47l7?3?" " 


8810030249 NRC Inlo Nolico 88 079. ''Misuse ol Flashing Lighie lor High Radia'iC-n 
Area Coiarols." S»c Hat end. 

ROS^.Ce. Division ol Oparetional Evenia Aaaessmenl (Poal 070411). 88/10/07. 
Consolidaied Edison Co. ol New York, Inc. 123pp. 47279:242-47280 003. 

e» 082, "Torus Sholla W/Corroslon & Degraded Coakngs 
w BWfl Comammenis.'' Sve itSl end. 

ROSSI.CE. O.vision ol Operational Even's Assesamoni {Poal 070411). 00/10/14 
LflnsdioaledEdsonCo. oiNewYorkJnc llOpp 47280 124-47200235. 

8810140212 NRC Info Nolico 80 085, "Broken Reiainino Block Siuda on Anchor Darling 
Valvas " Sve list oncl. 

ROSSLC.E. Division ol Operational Events Aaseaameni (Post 0/0411). 80/10/14 
\«i»«.OaiBO Edison Co. oi New York, Inc 118pp. 47463:199-47463.310. 

EN 88 085:on 88i020,prooosed imposilion of civil penalty in amount ol 
^W.OOO will be issued to licensee Action based on violation ol equipment qualiLca- 
Wmi feouvements ol IOCFR50.49 

4^*^0 475^^®!'’'^*'^''^ ®' Enlorcement (Posi 070413). 80/10/17. ip 


DOCKETED ITEMS 4S 


Ro^punds 10 NRC 0809 < 0 noiico o> v.o'.aiiO'< & proposed imonsitinn ol Civil 
r Insp Ropts 50 ?5'l/lje.1 1 a 60 ?C5/08 12 PonaPy ol S76,o6o lo/ V»IaW>f» 
fucoi'S'dcraliori ol Violation l.R ponsUy roq.iesicd 

IGH.LO Commonwaaiih F.d.ion Co 88/10/1? LitiSetRMANJ Ofc ot En- 
(Post 870413) -lOpp 47325010 47325057 

NRC Ir^lo Noiico 00 084. ' Dolooiivo Motor Sltall Keys m LimHO-'quo Motor 
Svc list oncl 

^ OiViSiort ol OpofQlional Kvonls Assnssmoni |Posl 870411) 88/10/20 
tod Edison Co ol Nov/ York, Inc lt9pp 47200 004 472QO 123. 

> Discusses insp on 0613Q9 & 070608 0728 & lorwards rioirco Ot viotailon & 
imposition ol civil ponpliy. 

T Rog'on 3. Otc ol Iho Director OO/tO/20. O'CONNOR. J J. Commonvvfianh 
3 5pp 47900231. 47208267. 

60 Notice ol vioiQt on & proposed imposiiion ol ctvil poiieity Irt amount ol 
.Noncomplianco noted AMP nylon- insutafod hull splices usod >n ttumoious 
}locirical cquipmoni important to salely not properly euatilied 
B Region 3. Otc Ol Iho Director OO/tQ/20. 3pp 47200.236-47280 207 

1 NRC Into Noiicn 00-006, “OporalinQ W/Mult'ple Crounds irt IX^ DistnW-Oo 
3 l.sl enci 

.G. Division ol Opatotionei Evonts Assessment (Post 87Q4I1) 8D/10/21 
alod Edison Co oi Now York, inc ItCpp 47463 001-47463 10/ 

i4 Fonivnrcis Insp Ropi SQ 254/00-15 & 50-265/80-15 on 8806050806 6 
I woiairon.NnC has docldod not lo impose civil penally tor 600622 everti lo 
ly landed w.ro due to prompt action by uiii 

.6. Region 3. Otc ol Ino Q.rocior. 68/10/21 REEU.C CommonweaKI) Ed^on 
47270.t39-4727Q.l68. 

167 Noiico Ol violation Itom msp on 000605-0006 Violation noiorlLPCl mouo 
sys inopotable liom Oct 1971 until 000622 duo to moior control cl/ wrifty 
.conUary lo Tech Spec 3 5. A 3. 

s.B. Region 3, Ole ol Iho Dirocior. 00/10/21. 2pp. 47270:143-47270.150. 

09 Confirms dates ot 081114-10 lo' NRC Reg Guido 1.0'/ Insp roposi-acd- 
fnilotinn instiumoniat'On LIsI provided ol areas lo be inMecled 
iON.JJ Ropioft 3. Otc ol llie DIrccio/. 00/11/03. BftEO.C. Co/nmo«i»«aiih 
Co 2pp, 47602.04e-47502.040 

-10 Ack lOCQlpl ol 081017 Itr & parliol payment of 575.000 lor proposed cmI 
ts Util request lot leconsidoraiion ol civil penniiy lor Violation i.Q undoi loviow. 
IMAN.J. Otc ot Ento/comonl (Posi 070413) iJfl/n/03 O'CONNgB.jj Com 
Olin Edison Co ip 47400:262 47400:202 

t03 Forwards NRR inpul lO SALP VII 'opl (or Apr 1007 • Sopt 1080 1.1st ol Tocl> 
monda issued during SALP peiiod oiso er^cl. 

T M Ptolocl Dirocioraio 111-2 80/11/03 GREGNMAN.E Q. Region 3. Ofc ol mo 
I. 9pp. 47634 349-47634:357 

327 Rosponcis to 060812 Ur lo NRC 800331 response lo questions laieed con- 
I conditions at plants & rpcipienl proposal lo etotion sertior aperator in conuoi 
It all nucloec plants lo ovorsoo piam operations. 

LW. Commissioners 00/11/00 YOUNG, C. AiMiaiion Not Assignod. 3pp. 
049 47607.027. 

-324 SuppI 3 IQ NRC InlO NOKco OO-IOO, ‘‘Focdwaiot (.ino Rrook." SvC !■$( encr 
I.C.G. Division ol Oporeiionai Evonts Assossmoni (Post 8704ii) 08/n/i0 
iliclaled Edison Co. ol Now York, Inc- 1l3pp. 47559 072-47556 184. 

>575 Ack rocoipl of uU 001107 rosponso lo NRC BuHotin 00 004. "Poionilei 
' Related Rump Loss." Comp/oiicn ol rosponso roqt/oslod wrinin 60 days. 
i.T. Ptolocl Diteciorato 111-2 QO/lt/10. BLISS, Ht. CommonwosUb Gd-son Co. 
I7660.0o7-47660.092. 

3204 NRC Into Nonce 00-067. "Pump Wear & Foreign Ob|ool3 in Piani Pip/ig 
Svc liel end. 

31.C.E. Division ol Oporaiional Events Assessrnonl tPosl 070411). 80/11/16. 
olidated Edison Co of Now York, inc. t f3pp. 47(i0f 020 47€Oi:i32 

0403 NRC Info Noiico 80-080. "Ocgredaiion of Wostinghause ARO Rolays." Svc 

"ICl. 

Sl.C.G. Division ol Oporaiional Events Assessrnonl (Post 0/0411). 60/tt/td 
.olidalord Edison Co. or Now York, Irtc. I13pp 4 7597.001-47597:1 13. 

»0088 NRC into Notice 80-000. "Degradation ol Kaplon Electrical Insulation *' Svc 
ncl. 

SI.C.E. Division ol OpeiQllonai Events Assessment (Post 070411). 00/11/21. 
solideiod Edison Co ol New York. Inc IIJpp 47603:046-47603:101. 

60470 NRC Inlo NoUco 00-092. "Potenllal lor Spent Fuel Pool Draindowrt." Svc 
>ncl. 

iSI.CE. Division ol Operational Events Assoesmunt (Post 970411). OB/lt/22. 
soUdaiod Edison Co. of Now York, inc. i )4pp 47608 124-47600:237. 

e0315 NRC Bulletin flO-O (0. "Nonconforming Molded Case Circuit etoakors.’' Svc 
oncl. 

3SI,C.E. Division of Oporetional Events Assessment (Post 070411). 08/11/22. 
isolidaiod Edison Co ol Now York. Inc, l21pp. 47606 001-47606 l23 


riodic operating reports & related correspondence 

170047 Forwards Kstuig of clianges.tesie & onporlmencs corttploiod during Ocl 
i0 for olani. 

»BEy.R.A. Commonwoallh Edison Co 08/10/27. Olfico of Nucloat Reactor Rogura- 
1, Diteclot (Post 070411). 6pp. 47667:169-47667.176. 

160297 Monllily opereiing leplS loi Ocl >988 loi Ouad-Cilfes Unils 1 & 2.W/ 
1027 Ur. 

•ELSNYOER.C, ROBEY.R.A. Commonwealth Edison Co- 68/10/31. 23pp 
647:266-47547:286. 


S. Repofiabte occurroncos. LEHs & related corroapondonco 

BB1109012S Pan 21 (Opt ro defoct in Liin'ioiciuQ C-orp sunp'icd sntoty- roiaiud SMB 
va'-ve actuators w/RH insulAtOd dc motors inai may not develop tu'it-cntcd steding 
lorquo el elOvalort ambmni lumps Rbviow ol motors by iiconso-es tocommtrndcd 
WlUKtNSON.iE. Lmutorquo Corp 00/11/03 OMreo ot N.icloa' floactcr Regulai-on, Dl 
/CCio/ (Post 8704 H) ICpp 47W5 22/ 4/526 242 

8811171)292 LER 08 026 00 on OOiOtS.Llnit 2 manual scram oceuxed duo to impropor 
valving seq-encing wh le returning instrum.uni al: syS to svc rosulimn In isoiai-on ot 
svc nv lo insirumeni a'r Caused hy mlsundnisirinding ol sequencing W/88t 1 14 lir. 
GHIFFIN.J . SAX.RL Com.mDni«oailti Edson Co 88/11/10 Opp 47671052- 
47571057. 


V. Operator EKamlnallons 


8Bi0260tl6 Irdorms that writien & oral etams scnoduioiJ tor wk of 800206. Uli'- request- 
ed to l>nniat\ oner >e( mans m order to moot scrtedule 

wniGHT.GC Ron-on 3. Ole ol the Director DB/lO/t9. RF.EO.C. Commonwoallli 
EdsonCo 12pp 47272331-47272342 


DOCKET S0-28S POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security. medicaL emergency & lire proleeiion plane 

86t03i0209 Forwards Public version ol Ruv 2 to EPIP 4 2 & Rev 20 lo EPiP 7 3 3 & 
Forms EPlP-6 6c.ePlP-22,EPIP-23,EPlP.24, £PlP-ao & EPlP-2t 
FAY.C.w Wractvi^n EloctfiC Power Co 88/10/13 Oocumani Conliot Brandt (Docu 
me/tl Conirol Dosh). 3pp. 47375090-47376 168 

— 08i03t029f RuMc version of Rev 2 lo Emergency Plan Imptememing Procedure EPIP 
4.2 & ftov 20 lo EPIP 7 3 3.Foims EPiP-6.ee, EPlP-22.EPlP-23.EPlP-2d,EPiP-30 & 
EPiP-31 oncl.W/undiQ release memo. 

• Wrsco/rsih ElOCl/u: Powpr Co 88/10/10 60pp 4737510J.47376 160. 

0811 110046 Paroai response lo FOlA loquoit <or 0ocumonis-App O.E & F rei:ords oncl 
& ova'iabio Iri FDR App F records parllally willthold (rol F01A ExompUon 61 
QRIMSLEy.O.ii NRC • NO Doiai'od Alliiauen Given. 08/10/13. MURPHY.M AIM.- 
anon Not Assigned lOpp 47520 230 47523 028. 

-601 ft 101 14 Forwards memo from Rog-ort 111 UfO prolOCfron SpecisIrSIS & scci-on cHiels 
Okprossritg concorn that Ino pump tosLng rcQui'Od by oxlat'ho & propoiod Tocb Specs 
00 rtoi at^uaiofy mcoi lequuomonls of NFPA-TO 

SPESS/>no.H.L Roaton 3. O'c ol lbs D-ioclor. B3/02/ IB ElSGNHUT.O.O Division ol 
Ucertslitg (000428-851 124} 2pp 47521:011-47621 0l2. 

-8B1I140249 Forwsrds listed into in response lo 830218 momo lo surve, Nance losling 
of (vs pumps.Irtcluding uli< 830121 roaponso lo insp Ropts 50-266/62'l7 8 6G-30f/ 
02-17 wiricb idontiiiod problems w/iiro pumps. 

SI’GSSARO.R.L. negiOb 3. Olc el ilio Diieclo'- 83/04/16. ElSENHUT.O.Q. Oivis'.on ol 
liCSrislng (800420-051 124) 15pp 47521.017-47521:031 

8811030287 Revised emergency plan rmplomsni.ng nrooodures.fnck/ding Rsv 22 id EP 
2 O.Rov 25 10 EP 4 O.Rev 30 lo EP 5 O.Rev 20 to bP B OiRov 20 to EP 7.0,Rov 30 10 
CP 00 & Rov 24 to EP 90 W/86t026 Ur. 

FAY.C-W, Wisconsin Electric Power Co. 60/10/26. 1D4pp 47425 241-47428.014 

0910310017 Gsrte/ic Lir 80 19 to s'l luo) cyclo lacrlity Icensoss 
possossing.usvig.lmporting, exporting or transporting formu'a QuBntit.ss ot alrotegic 
5NM ro uso of deadly force by licensee guards lo prevoni ifiofr of SNM Svc Lst oncl. 
6UnNEn.R.r Division ol SalogiiB'ds & Trensporletion (Posi 070413) 88/10/20. 
Consol'datod Edison Co ol Now York, Inc. 31pp. 47S1 3 047-47513.077. 

8011080112 Responds to NRC 801000 Ur rn oxordso weakness noted In insp Ropls 
60-260/88-2> i 5O3OI/08-l6Concopl8 Of operation discussed w/peisons quaMiod 
lo till pfent oporntiorts manager & sito manager positions 

FAY.C.W. Wicconsn Efociric Power Co. 08/10/31 DocumonI Coniioi Branch (Oocu 
rnonl Control Oosk). 3pp. 47494:189-47484:161. 

8811160415 Requests amortd ol safely & lecbnicsl ovaiuelions lo delaio ref to gas lur- 
bfno ft braakors coniainou In room consiruclod ol wells. Moor/ce'iing that era 3 h lire 
nitod. 

FAY.CW. Wisersnsin EiocUic Power Co. OO/ll/OI. Document Conirol Branch (Docu 
moni Control Oosk). 2pp 47550.074-47650 075. 

68II22QI8S PQiwards public version ol revised ometnoncy p'an implcmonleilon 
proco^osjnchid'ng Rev 14 lo EPIP I. O.Rev 5 fo EPIP 3.1 ft Rov 0 lo EPIP 4 3. 
FAY.CW. Wisconsin Electric Power Co. DO/il/07. Document Control Branch (Oocu 
mont Controf OeaM tp 47615 103 47615 230 

—0611220168 Ro<nsod omoigoncy plan implementing proceduros.lnducllng Rov 14 to 
EPJP l.3,Rov 5 10 EPiP 3. 1 ft Rov B lo EPlP 4 3 W/imdlci loloaso momo 

* Wiscortsin Etoctric Power Co. 80/11/07. 46pp. 47615.104 47615 230. 

8011100061 Forwards Ealoguards Insp Repia 50-260/66'l9 ft 50-301/88-17 on 
800829-0922 ft noUco oi violation Notice withheld (rol 10CFR73 21) 

QREOERlR. Region 3, Olc ol the Director. 88/11/ tO FAY.CW. Wisconsin Elecltic 
Power Co 2rp. 47587:181-47507:193. 

-6B1I1BOOT3 Partially withheld Security Insp Repls &0-266/88-19 ft 50-301/88-17 (rot 
tOCFR73.2i).Vlotalions noted. Major areas inspected-socunty plan ft impfomonlmg 
ptO(?e<iures.rocords & roots ft physical barriers • Vital areas 
CHHtSTOFFER.Q.. CREED.JR. Region 3, Otc of the Director. 88/11/10. tp. 
47687.103-47587:183. 


K. Utility Final Safely Analysis Report (FSAR) & amends 

8810310949 1306 FSAR Upi7are for Pomi ncach.UrrUs 1 ft 2. W/00fOf3 Ur. 
FAY,C-W. Waconsin Etoctnc Power C:o. 88/10/01. 200pp. 47309:327-47371:028. 



46 DOCKETED ITEMS 


P Op*f*Vf9 »L»9# documenli & 

M.jtWlM G-.v L-' S'" ' ? '1 i' « 1^'* o* 0.5 <)f CPs W PV.Hs « -oss of 

88/10/17 Caiscv 

'jV 2 f I<i Cc ..X S'SfC 47^79 I5^<7i79?51 

Hl57Mt«4 :.-ac IV M 10 -j « KrfS«sc'Cf*'3lngfCaftO»s 4 hoWe/Sot CPsffl 

C^’O-; (Pcsi 8703111 69/10/20 Co-wV 

^r-.l Pii r C-5 cl *or> Ix 3icp 475l3001-«7M3035 



"CflV.'V.lOiSH ;;e 3N101C147410202 


C^.tU &aricn tfX)^ 


-4lii:2430S f/a' PstiP'i' •Auea’.^-lP^ii/'jfac'WS 4 fuel Upgrade AmVscs' 

• ;.;-;l-.cP;at'Co ee'10.3' &e?p 47410 105-47410202 


M 11150415 Pey.ei'j a'i*.: c‘ sa*=V 4 iHtAU! «.i ja’-or-s ij «Wo?a lei lo ^5 il<- 
fcira A jC'tA'-i-J r txr- cwucleOo* •a'5*4»oi»tt rt^ if at tf O 3 h we 

f j'#v 

PAfCrt A y-'S.-' E-cfC Po*!' Co 5e'il/0» Doti.'it'it Co/lia* e«axii (Ooco- 
-crlCc>’V;i04\7» «;5 47i55Q’4-t7i59075 

Mil 170040 -iA O io-:-*?* opt cavcrft «w a-ivis to bceoses 0?ft-24 & 

c;b27c'.<si'''-j <1 Cf-i'-Q© Pe^jesi '2J lOiXiuda te^'tmor-'if-ai chaoMi ciieck 

!o/ TaOia '5 4 1 1. P-4c ;<Cc£af-‘»-afiP»4S5tfa tocondxiMoocdpwsh.li 
FA»C Vy v» y-4-i.s E WV< PJ*t» Co 28-11/07 Oocwocci CcV/oi fta/^n (Oocu- 

r*'t C-:'V;i <CO 4757i243-4757?J4S 


6611020264 I’touiOes rosponso 10 NHC: Oulelin OU 000 /o ihtrbio lubos fs- -co-^ 
ifoo mcri'ct.nti sys ThiT-blo lube li'o con bo oklondort w/o unduo nsii ol la 'jte 
FAVCW W.Etomn E'ectnc Ponat Co 0Q/1O/2Q Occu'uonl Conuol Bianth r 
meni Conitol Desk) 6pp 47411.203 47411 200 


8611060112 Mespce/Js 10 NRC OOlOOG Ur ro u«OtCiso weflknoss rcled n hspi 
£0-266/89 21 5 50-301/08 'OConcopis o( cflornhon disCoSSod w/po-sors Qj 
T o hii plant opera' ons manSaei & s'to nianoac poea-ons 
FAYCW Wisconsin Eiecinc Powi’r Co 08/10/31 Dociinioni Cont/ol 0.-an;h i 
: »N..i . ton .-7.10.4 101 


8B11040324 EuppI 3 10 N'flC Info Nolico 06 106, ( oodwnior Uno Break" Svds 
ROSSI, CE Div.sion of Oporai'onal Evcnis Assosbrnont [Post 0704ni 68/ 
Conso'daiadGdiscn Co oi Now York, inc i l3po 47650072 47550.104 


6811180061 Forwards Salegustils Ir-sp Ropls 60-206/88-19 4 60 301(66 
880820-0922 4 roico d viofoiicn N'ohco withtiold (rel 10CrR73 2l) 
OREGERLB Reg n.n 3 , OIc o! Mio D.rricior 8 Q/ 11 / 1 O FAV.C w. Wisconsin ( 
Power Co’ ?po 47587.101-47507 193 


-8811180073 Pa/l-ai.y w.tbtiel;! SoCunty insp nopih 50 206/00-19 & 50-30W66- 
lOCFB73 2i)V:o'aiions noied.Mapt atoas irrspoclod eocuriiy plan & impien 
prccedi-'es reco-'ds 4 repis & phys cal bnr/icrs - viin' arose 
Ch«iS10FFER.G , CflfeEO,JR Rogon 3. Ole ol ti'o O’tcctor. 88/lin 
47597:193-47567 193 


6811170141 Fcvraids request for adril info ro util aci'onn tokon lo losolvo iss.-ei 
in ARC 8u!ie;i.n 88 002. ‘ RopKliy PropoQBiir'o FoliRuo Cracks in Sioam G« 
Tubes" 

SWENSONW.If Proiecl D'locioraio 11(3. OQ/11/14 FAY.CW. Wisconsn 
Power Co. 4pp. 47572.016-47572 019 


-I6II17004S Fi.tv;K< Th" SpKS'xcJ'jng 860524 ap(‘-:ai«n lor amMiis i-j tc 
(WWit-'A :» 6 C«fi 2715 tarjeif-a?” •.*au»3c-n»K*»Oi tw TaUei64 1 - 
' PMC'.'/ C--i"4r.“«/lFiS5Vi'9'WC0n(JX‘i-<JCiV:aewy.ft 
• E-eci'C Pj-irW C<i 69-*»/07 ip 4?5?2 24547572245 


8811090284 NRC Info Notice 08-007, "Pump Wpar & Fo/olQn Ob, eels In pian 
S)S." S-/C’iai end 

nOSSl.CB. DiviS,5n el Oporalional Gvenis Assossmonl (Post 070-111) 69 
Con-so''datocl Ed son Co. of Now York, Inc 1l3pp 47601020-47601.132 


Ml 1150244 P«ixs's 4>Ji t| e* caps lorm.ng ui oofane« •« la: fciy spam 

vc<»yi - sin 6 >iwrt6v\qt i'-esscpjtecfc.quesiw deC'adM 

e-jriV) in If swtve su'-e-A'tia Ei':<ia~ 

YMNEail F'ViPC’CnKWaieu-* 88'ii'0» COTIiC.wt Sys'wn Enwey Re- 
»w;e5 •I'C «» 31543161 . 4754 ) 162 


Q. mapeettoA ftpontt, i| Macjnj 1 eofrispondcnc# 


M10030241 7tR'J r': Nc’c* 68678 w.susa cf F-asf-na utfis io> RarM'-on 
A-faCcnv>a S'C isier-c 

®C55i C S C». VTA ct OcW4VJf.il C-rtfV As«SV—rM iPesI 6/041IJ 88'iO/OT 
C<f«-di *d EJsen Ce C Ycrt. -X I23;p 4727J242 47280003 

HII 110046 Far.ji -tnec'ii tc fC'Araq-jetUO'doc-.-mef'SAppOE A f records Mcl 
6 a.vjt-4) m FCfl A;c F >4s<x:t paru v • VAe J (-«i f O’A Eianipson 6) 
GAVsiE/Oh sFC Nj Oe-A-M ArdX-h Gven 88/10/13 UvRPhVM AIM 
aw V.1 Aivir-M ?:« 4,'‘20 233 47523026 


>4114140246 FofiifJS b‘'« -f'j fi r4spofsa '0 63:2i6 rv-no re suvenaxe lesvid 
Cl i<a p-rcsT.. j»r *9 /a IV3i2' 'W^cfsa 10 msp Rests 592M/62-17 0 6039W 
?2 '/ •'icn riff sri£i<-“s X £« turps 

$?55jAFOR.. fiay;n3, C": t*iMO»«r}r 83/04/1$ EiSE-SriOT.OC Omumol 
Itcrs-f^ i9i.C4ij 95ri;4> t'pp 4;£2i Cl7-37£2i 031 

'tijf Mf.-.'-'J" sfc ^'Cwros-on 6 Pe^aiad Coav-^s 

FOES-Ce Asstsweni iPcsi 8704)i| 68 / 10/14 

Cor»cWa-M C-av>l Co cf frew Yjrli. lx Mfpp 47280 124 47260235 

V^M ' 6 r SV 5'3 Cso« A,xiwr Oarvg 

t.erts Assesv^ni 1P«1 6J04U) 88/10714 
CorKi44 M Eswn Co cf ftOw Ypa Ix I 19 » 47463 19947463310 

"®e'» 834)1 « 50-301/01-8801 aCowsierM 

WR jfTGC <5if^ 3 O'-; cl ire Orecur 86'IO/I0 FAYCW W.x<jn&.Tt Fiu-ir 
PowwO? 2PP 4T;23 3 im/ 324*65 'n-xqnfch tdC-x 


8811090403 NRC inlo NoiiCO 80-080. "Doyradniicn ol Woai'ngbouso AHD nelq 
ksi enci 

flOSSiCE. Oivison ol Operational Evpms Assossmonl fl’oai Q70411). 8S 
Consolidalad Ed son Co of Now York, Inc Il3p|) 47507 001-47597 113. 

8811220448 Respo.nds lo NRC 081021 Ur ro v.o'al'one nolod In Insp Ropls 50 
22 3 50-301 /8e 20.DiscuS8ion of issufi & corrociivo actions ro Violation piov.d 
081020 7/ 

FAY.CW. Wixonsm Electric Power Co 0O/i l/17. Oocuinont Control Orai'-Ci 
lTtr.lCem.i6i Desk) ip 47617,002-47017 002 

8811150088 NRC Into Noi’cs 60-009, "OoQradaiion ol Kopion Elacincoi insuleli 
isterxi 

ROSSI, CE. Division of Operational Rvenis Assossrnoni {Post 670411) 0 
Censeiioa'.eoEUisoriCo 0 ) Nov/ Yoik, inc 1i3pp 47603.040 47603-161- 

8811160470 NRC info NoUco 60-082, "PoieniiAl lor Spunl Fuel Pool OrandO' 
irsi exi 

ROS 51 .CE Pivisicn of Operoi'onai Evonis Assossrnoni (Poai 070411) 0 
Consol dsioa Edison Co ol Nrrw York, inc IHpp 47606 124-47606237. 

881 1 16D3IS ARC Bu luhn 08-010, "Nonconlorminn Molded Caso Circuit Brea'i 
islexi. “ 

ROSSi.CE Diwson 0! Operational Evonis Aasasamoni (Post 870411). 8 
ConsoiiiJafeoECsOnCe. oiNowYork, Inc 12lpo 47606:001-47606.123 


R PeTloOlc eperaUno reporta 8 related correspondence 

881 1 150472 Monih'y operating ropis for Oci 1988 tor Po.nt Ooach Nuclear Pie 
&2W/BB1109nr 

KRAUSE.CV/. FAY.CW Wisconsin EieqUic Power Co 08/10/31 Opp 4 
47546 016. 


0. PeporlabiB occurrences, LERe A related correspondence 


OL 68 Cl A SSTOI/Cl-M-Oion 600912-16 

awls 0 - 1 1 ' cif>s(a-.« cA’vkiart) A iwo olI c4 three rea'ur ooafAin 
^■asvrtocyola.a.-^exi operate 

LtWaTi J A. »OP^-^5: A 5L'‘.bERlANDPR 
M I. i7 MUf 47j;3?‘34r324ie5 


Bcgiio 3. 0!c ol me Oeecloi 


Mon 

r; £ cl Opsi*'-t-rai Ener.is Assesyre*: iBesi fiprim aariA-?- 

Cws-'iwj'w 6 ->>;r Co cf New Vert, lx il9rp 47260004-472l3t23 ® 

^■-KO.^.E.ecir 

trfcf«« general on^ioyi 

?*sAF««y,0 F.a^v.3 Orccll-^Dvec-or 68,10/21 ip 4740627.-47406271 

Va-aeon 

4’4.'.«r8l ^ 60/10/21 lopp 4740827 


8811160380 LER 68-006 Ol.on 680712 A 0824,valvo 1 SC 953 lou-id lndicalin( 
posiion a'lei bei.vg verified closed. Caused by rrissing seat roia'nof OperaU 
“■f IfJ.'/aNe convol c«cu is & eWamod closed indicaiion.V7/06l 107 iir . 

I-AY.C W w.scensift Flecinc Power Co 08/00/11. Opp. 47500 333 47560 3-i 


1 7 I .'i-'sv-oi ii7tji.vii oouooi.urnaigency aesei ttOnQra'Or unavpuuu 
to lull speed A vonage condition On 800929 A i0l2,ovem recur/ed.Exa 
et planned over nejt 99 days to pinpoint cause. 

fAY.G_W. Wisconsin Elecinc Power Co. 00/10/20. DocumonI Conliol B 
rremCor/jol Desk) 7pp, 47412 013-474 12 019 


uVi ^ ,i®P' ilolsci 'n Limiiorque Corp supplied safely- 

rn,n =*.. ® insu'ateO dc motors mat may noi develop lull i 
u-,1 smbieni lemps.Roviaw ol motors by iiconseoa recomm 

,nri^ ID . oS. *-'/"''0rque Corp 88/11/03 Olbco ol Nuclear Reaclor R 
roclor(Po$i8?04M). i6pp 47525 227-47525 242. 


V. Operator Eiamlnatlons 


^^we^lV'ir'*'^^ 5t)-26e/OL-88-01 A 50-301/OL-80-01 at 

S)wei^rA°9n ''’® Director 88/10/10. FAY.CW WiSCOn: 

r-owerco 2 pp 47323.3U.47324.1B5. 


/ACiille r#%. . Ak • -K'V wv e.vw/w/l. ow I o 0UI/^JL*1>0*UI Dtl 0 

wnadi^fii* n« i-r"'® oPe'alOf candidates A two oui ol throe 

aa/in^o ' '^DPKins.j a.. SUNDEHlano.P R Region 3 Ole 
88/10/17. IBSpp. 47323313-47324.105 r^vyuiu. 


OOCKCT 60-26? FORT ST. VRA«N NUCLEACt GENERATING STATION 


-8610291)174 Sulofy avotuaiun buppO'Vng Amend 65 10 LKonso OF‘R-34. 
" PiO,eCI OifCf.lOfa’.O IV. RO?10/2‘1 3pp 47384. 114-47364 U6. 


F. Securlly. medical, emergency & lire protection plans 

6610260636 Rovisod radolngcol omorgoncy rospnr.so plan pioccrii tos. •'Kludr-jj l&siio 
55 lo £P H-1, "Abnormal rtadioficdvo Ligo-d Wosio From Plant" & iasuo 55 lo EP H-3. 
"Higb Activity in Plant " W/OOtOlO Hr 

FULLER-CH Pub'ic Sorvcn Co. ol Colcrado. 067(0/10 t4pp 47C4t I46<17641-I62 

6810260166 Forwards Amend 05 to Liconso OPR- 34 & soloiy OuH-'tmbon Amend modi- 
lios Paragraph 2 0(3] lo lequiro comp'ianco w/ arno.-tc’cil physical socuniy plan 9 to 
conform lo KICFH73.55 rOQuiromonis. 

MEITNER.K L. Projocl Di'ocioralo IV 08/10/24. WILLIAMS, RO PoWiC Serwco Co ol 
Coforarfo. 4pp 47364 f08 47364 1 16 

-6610260166 Amend 65 to (.,con&t3 OPR 34,ainonrl.r*g TuCh Specs Raragraph 20(3) lo 
requi'o comp'iartco w/amonUorl phys'Cal security pTon & to coninrm lo tCCFR73.5S 
rocu.iomonis 

CALVO.JA I’roloct Oiiccicraio IV 88/10/24. 2pp 4V364 1 12-4736-1 1|3 

-8810280174 Sofoly ovaiuoi'on Supporliiig Arr,cnd 65 lo License DPR-34 
• Projoci Oimclorato IV 86/10/24. 3pp 47364 1 14 4 7364 H6. 

96103100(7 Goneilc Llr 80-I0 10 all luol cyck/ teC.Wy Uonattee 

possessmg.using,imporiing.n>po'ting or transporting Icrrr.uia quuniilios ol SimlOgiC 
SNM fo use of deadly force 0/ Ktonsao guards lo prevoni fhoH ot SMM.Swc i»si onci 
BURNETT.n.F Division Cl Saipguards 8 Transponalien (Poai 870413). 80/10/28 
Conso'K/alod Cdisort Co ol New Vork, Inc 3lpp 475l30l7-4/5J3.0?7 

66 1 1 IS0037 Adv.SOS Iftal liSlod nmorgonci I Qhiing mods wiH ho insM'lvJ A (Mnclwnal Oy 
sianup at on.ci ol lourth rotuoi'ng 

Wll.LfAMS,R.O. PuO'ic Sorvico Co Of Coiofsdo 80/10/20 Document CotUrci Drench 
(Oocumont Control DoaV) 2pp 47547 015-47547.016. 

6811170002 rtadioiogiCDl omorgenry rosponso plan impinmonii-ig p(or.edjio9.iiKlJ*iin(j 
Issue 55 to £P'C. Toop Sftuidown" 8 Issue 65 lo CP-O. "Sie/wn i.e.A ct Inoilwrteni 
Liiiinn ol Steam neliot Valve." W/861 1Q1 Hr 

OENftTON.ME., FL/llER.CH Public Servica Co ol Coto’Mo Hfi/li/Ol iQpp 
47567;n6-47567:t34. 

8811160035 Forwards Insp RopI 50267/88-26 on n810l7-2l.No vlolai-Oi'S W dow- 
Qi.ons nolcd U/I'osolirod dum lai/olwrig irtconsisiencios w/so<iuenCMig Ot loads onto 
Ous 2 & opon Horn involving rovs to siq & arr.etgoncy opoial.ng ptocod^ro noted 
CALtAN.L J Pogtan 4, Ofc Of fhp £>r<?cl»ir. 80/11/0? WHUAMS.nO. PuW.C Senn.'d 
Co ol Colorodo. 2pp. 47553 27e-47553'20B 


P. Ofioraiing iieortae alage doeiimenle A eorreapondanca 


8810250402 Responds lo NRC 000620 roQuoSI for ar/d< iitfo ro uM tesfiooso to OonerK 
Llr B8 03.1JII1 considers aloem lilnd.ng ol omorgoncy waior booster pumps ptocludod 
t}y design, vaiva conligtiiaiion s procedural togu-romonfs. 

WILLIAMS.ro Public Soivico Co. of Colorado. 00/l0/t2. Oocumeni Control Ofendi 
(Documoni Control Oosk) 7pp. 4728t:274-472flf:200 


6810260476 Forwards appKcoiion for amond lo Licortse OPR-34,tiiaAg»ng 7dcf» Specs 
SR 60 & 5.2.1 to PCRV& RCRV ponoiraiion ovoipressuto prowetron swrvoii onto Foe 

SyiLLlAMS R.O Public Sotvico Co. ol Colorado. U8/t0/i4. CAlvO.j a Ptoloci Ouoc 
toratolV 3pp. 472QOO0O-4728O.OQ2. 


■8610261)478 App 
sn6 2.1 ro PCR 
WILLIAMS, R.O. 
47280 005. 


liCal'On for amond (o Cfconso GPn-34.rov,8'dg Tccli Specs SR 5.0 9 
V & I’CRV ponetraiion ovc'prossuro prolocLon sutv<riianco 
Pub'lC SorviCO Co of Co'oraJO. CQ/lO/t-l 3pp -17289003- 


-8610260461 Proposed Tech Specs ro PCRV & PCnv ponoirai-on oveipiossuio proioc- 
i.on survoiiianco 

’ Public Sotvico Co. ol Colorado. 00/10/14 7pp 47200 006 4728D:092 

8810260489 Forwards application lor amond to Ucenso 0Pfi-34.f©yi8ng adm'n.-iitahvo 
cortitois socifon of Tocfi Specs Foe paid 

WILllAMSHO Public SoMco Co. of Colorado 80/10/14. CALVOJA PrOjoCl Dnoc- 
lOralOlV 3pp 4 7269 295 47280 .131. 

-6810260491 Applical'On for amond to Liconse DPn-34,roiA5H‘,g admrf»st/al/yo controls 
section ol Toch Specs 

WILLIAMS, RO. Pubfic Sorv/co Co Of Cotorado 88/10/14 7pp. 47200290- 
47209.304. 


-6610260463 Pioposod Tech Spocs concerning admin, straiivn controls 
• Public Sorvico Co. of Colorado 80/10/14 27pp. 47280 305-47209.331. 


8810180950 Generic Llr 88-17 la gll holdors Ol OLs or CPs »or PWRa ro toss ot 
DHR.Svc list oncL _ 

CRLITCHFiELO.D. Assodalo Oi/ecior lor Projects (Post 07041>>. 8B/IIV»7 Consol- 
dated Edison Co ol New Yorh, Inc 04op 47270:156-47270 241. 


8610250164 Goneiic Llr 60-10 to all i.eonsoes ol operai ng roaclors & holders ol CPsro 
planl record storage on optical ihsks Sve hai oiKl. 

CRUTCHFiEl O.D. Associate Oirocior lor Prolocls (Post 070411) 80/10/20 Consol.- 
daied Edison Co ol New Torln, inc. 45pp. 476l300l-475»3 046 


88 10250353 Discusses fuH'llmeni of com/nilimenis re heljjm Circutalor outage cotrecbvo 
actions & clarities & provides ctatus ol oihor circulator rotated corrective actions. 
WAREMSOlfRG.D.W. Pub'ic Service Co ol Colorado 80/10/21 CALVQ.JA Project 
Directorate IV. 1Bpp. 47201:320-47201 334. 

6610260168 Forwards Amend 65 to License DPn-34 & safoly ovaluoiior*. Amend mod- 
ties Paragraph 2.0(3) to requrro complianco w/ amended physical aocuirty plan & to 
conform to 10CFR73.55 roqulremenls, ^ ^ 

KEiTNERKL Proiocf Orrecioraia »V. 88/10/24. WilDAWS.RO. Public SemcB Co ol 
Colorado 4pp. 47364, tOB-47364;l 16. 

-8610260169 Amend 65 lo License OPR-34,omend.ng Tech Specs Poragraph 20(3) to 
require complianco w/amended physical security p'an & lo conform to 10CFH73 55 
renuiremonis. ^ 

CALVO.JA, Projecl Orrecio/aio IV. Ofi/lO/24. 2pp. 47364; 1 12-4/3e'l 113 


891 1030003 Oiscussos lir.rlings Ol 661010 audit ol concerns ro wold ropai'S Of cracks in 
siearn scra<i & Mruis of Circulator C-2i0l.Sased on roview resulis.C 2101 corr.sidored 
li/ly opTKebto w/comnioio copnbi'iiy to perform saleiy functions 
V/Af^MDOURG.U w Pubi c Service Co. of Colorado 88/ W26. CALVO.JA Projecl 
fttoacialOlV 3CP 47422:246 47422 240 

6611070053 SunmaiY ol 881013 & 14 moeimg w/uiil to discuss potent si dacomm.s- 
s or-jng Of faci ly w/o staiod onci 

HEITNEH,KL Pio|rcl DireclorslQ IV 88/10/26. CALVO.JA. Pro, eel Difocloiate IV. 
7pp 4744 2 052-47442 050 

88I10800&4 Forwards revised Reg Guide i 97 insirumontaiio-i summary lable.per NRC 
6^636 roquost.Four changes listed, including two RddI lim.l switches 
WAREIvlOOUnG.O.W. Public Sopv.co Co of Colorado 8fl/il/02. Document Control 
Oranch <(3ocumenl Control Oosk]. 23pp. 47494.086 47494:109. 

9611090056 Forwards info ro Inti Conictenco on Oocomm.ssionhg ol Major Rad'oaciivo 
F8cAt4>s on t)0 tot I -12 in London. 

BREY.HL. Rubric Sarv.co Co. ot Colorado 80/11/02. CALVO.JA. NRC • No Doisned 
Aflikalion Given 27pp 47513 204-47513310 

8611080246 Requosis that ulii piov.Jo detmiie operating plan re potential decommis- 
sorvna of plant within 30 days o< Hr dato 

HElTNeaKL Projoci Ditecioraio IV. 96/11/04. WILLIAMS.R.O. Pubk Service Co. ot 
Colorsdrs 4pp 47470 020-47470 031 

891 1 170385 lr>fqrms dial uiil losponso lo Gone/)c Llr 80 03. "Sloam Bmdmg of Aumiiary 
FoodwHic' PixT^s." saiisfacioiY 

KElTNERKl Pfi^oci Duocioraio IV. 88/11/06. WiLLiAMS.RO Pub'ic Sorv.ee Co. oi 
Co'orarlo 4pp 47503 096-47582.090 


Q. (napoo lion rappria, IE Bulladns 9 corresponOence 


6818030249 NRC Into Notice 06 079. "Misuso Of Flasl/ng Lights lor Hgh Rad anon 
Area Crsniiois ' Sve l.sl onci 

nOSSi.C.E Ovisron ol Oporslional Evonle Assessment (Post 070411). 06/10/07. 
Consolidaiod Ed.son Cn. of New York, Inc t23pp 47270 242-47280.003 

66100761 14 NRC Into Notice OO 002. "Torus Shells W/Corriss1on & Degraded Coalings 
m own O^to-nmonis " Sve LSI onci 

nOSSs.CE Oivis'on ol Operations' Events Assessment (Post 070411). DB/iO/t4. 
ConsbiKtalod Edison Co. 0l Now York, Inc. l lOpp 47200.124 47200 235. 

6610140312 NRC Into Neiico 60 065, ’’Broken Retaining Block Studs on Anchor Darting 
Chock VaVoa" Sve i<»i onei. 

noSSi.CE. Divrsion r)l Operat.ensi Events Aesossmont (Post 870411) 08/10/14. 
Conaoi4iaic<f Bd'-sor>to. of Now Yprii, inc, t lOpP- 47463 t96'47463 318 


9910250402 Fciwa'ds Insp Ropl 5O’207/8O'24 on 060926 OO Np yrploliona O' dovi 
eiions riolod 

CAllAN.L J Rogion 4, OfC Of Ihd Direcioi. 60/10/12. WllLIAMS,R.O. Public 8o/vifO 
Co ©1 Colorodo. 2pp 4 7270 108 47270 U3. 

-0610250494 insp Dept 50-257/88 24 on 080028’30.No vIOleHonS or doylstions 
noiod Maio' areas .inepociodssfoiy'ro’aiod aurvaifiance fosimg & posl-mod lasirns 
euNOY.n.F.. MCKBnNON.TO.. SEiDLE,W.C Region 4, Olc of the Direclot. 06/10/ 
12 4pp 47270 110-47270 113 


6010140018 NRC IMO NOHcb 86-084, "Oofoclivo Motor Shaft KoyS in LirnilorquC Moior 
Aciuaiers •’ Sve iisi end .... 

RO&Si.C.C. O.vision of Opeiaiionsi Events Assossmeni (Post 870411) 90/10/20 
<^nsoi>daiod Edison Co. of Now York, me ilOpp. 47260.004-47280:123 


6610170391 NRC into NoHco 60 086. ’’OpoiBlmg W/MuHipio Grounds in DC Oisiribulicin 
Sya •' Sve kst or»c» 

nOSJji.CE. O-vis-on ol Operelionel Events Assessment (Post 870411). 80/10/21 
Conso>>daloa Edison Co. oi New York, inc 116pp 47463 001-47403.107. 


6611040363 Responds to NRC Buiteiln 60-008, "Thermai Slressos in Pipma Connoct'on 
■0 RCS ■' No action consirJorod nocossary to preclude thermal faiiguo fo'lura ot p'ping 
connected to RCS el plant 

wiLLIAMS.no Public Service Co ol Colorado. 88/10/20. Documoni Control Branch 
(Oocumont Control Doak) 4pp. 47434:26 1•47434:264. 

6611030262 Foivro'ds Update ol status of commitments mado to NRC in 881010 re- 
sponse (©deviation noied in Insp RepI 50-267/DD-I4 

OneY.tl.l PuWk: Sorv.ee Co. ol Colorado 80/10/20 Docurr.ont Control Branch (Doc- 
umentConko) Doak). 5pp 47427 220-47427:233. 

8911070177 Oocumonis 801003 r»«»!'rjg ro Insp hrvhngs relaiive lo ra/utbishmcnl of 
helruni ctrculatora Slides presonlod & ellondanco Ust end. 

CALLANLJ nogton 4. Ofc of Hie Orectof. 08/10/28. WILLIAMS.R.O. PuW'C Se/vkre 
Co otcoloredb 2Dpp 47456:193-47456 220. 

6911090004 CoremoniB on 670213 & 660617 submiiiats ol Inservice Insp & testing 
pto«am.Oeviafion8 from coda should not bo justified soloy by avarlabr’ily rol properly 
quaT.fiodpefaonrol on util Stoll. . ^ . . . 

H6(TN&1« L. Pro act Duactorolo IV. 86/it/02. (ViLllAMS.R.O. FWjIic Service Co. of 
Colorado 7pp 47403 053-‘I7483.050. 

9611090440 Responds lo NRC 880913 & 1015 Itrs re violations noted in Insp Repls 50- 
267/60-16 S 5O-207/0B'23Cot(Qclive actions: uN Initiated design mods for records 
cir 10 onlargo qualiliod storage area 

WiLUAMS.n.O Public Service Co. ol Colorado. 66/1 f/04. document Conirol Branch 
(Oocumeni Conirol Dosk). t6pp 47602.212 47602:227. 

6811090452 Responds lo NRC 801006 Hr ro violations noted in Insp Rept 6O-267/06- 
20.C0T(8Ctiva acHonsiFuse F7 replaced, Circuit te esiab'ished.incidem reviewed w/olec- 
Iriclans involvod & (lam'.ng development request wiH be Initialed 
WllL1AMS.RO Public Service Co. ol Colorado. 66/tl/04, Document Control Branch 
f(>ocijmeni Control Desk). 4pp. 47624:313-47524.318. 



aailT40347 nospords to N^O 880t>?i & 20 I'is '0 vio'al cns noUd 'i Insp Ropi £0^ 
267/68-1 7 Co'fec‘.<o eel ens peiso.'ir,oi is&u ag tosp^'alory (>fCif)ClO‘i ogj<nKM ^tian 
61anc^no o:<i&i to load p-ope/ n-otdods tof regal vo p-osslio 1 1 te&'ifg 
WIIlIaMs.H O PlI) ic Somco Co ot ColO'ado. 80/ 1 1 /01. Oocu.tcii Coaitc' Otaicit 
tJoctmert CenfOl nasV) 8pp 47640 15&475'10:162 

6811160035 Fotv/a/ils lisp Ropt 5O 267/08-26 on 00i0l7-2l No vKJiahons o* Ouv.- 
aicns noie(9C'''td»aKtd item nvoiv-na mcor.s sioAcies w/seLJcncno ol loads oiio 
Ci.s 2 & open lem n-.ol^a'g 'Ovs ‘.q s'O 6 cnwtponcy cpeMtiry pfOCEOx.to noted 
CAILANLJ negion 4, etc Ol ihe Dfcclof 86/11/07 lAUl'AVS.HO Pobic SeA«a 
Co ol Colorado ?pp 47553 276 47553 288 

-6811160048 Insp Repi 50-267/&8'26 0‘> 88lQi7-2lN'o vio'atoM or Oov-alens 
ttoied Maio' eroa<i Inspecied re ! jro o! omergerov c oset generator output kieakcrs lo 
auipmalico ly close dunrg 98101 1 last & rout lo insp of msitj/nori eetXu 
WAGNF.R.PC. SIETKAJ Rocen 4. Olc ol lie Oitoeior 88/1 W04 llpp 47553 276- 
47553 269 

BB 1 1040334 Suppi 3 to NPC IHo Notice 68 ICG. •FccCrt'aiOf Lino U'oa» " Sve Isi Orel 
ROSSi.C E Oivsion ol Ops.'eiooal F.vcnis Assosirnoil (Post 6/C411) BS/ll/lO 
Conso dated Edison Co o: Now ¥or». .'r.c ti3pp 47553 072-47550184 

8811210334 ncqcosis description of long totm reso'jticn aci'ons djo v.>lh«> 30 d 
completiort ol actions pc NRC Qjlloiirt 68-04. ' Po'cri a> Sa'ety-Hetaiod Pump Loss ' 
ilEITNER.K L Pio.aci D-ectoratolV. 0fl/1l/i4 VnlLLIAMa RO Pob't Sonneo Co. ol 
Co'orado 4pp 47503 233 47563 296 

881 10903B4 MtC IVo N'cl co 86 C07. ' Pu/np V/oar A Fo-'e 31 Obiects n Plan! Rp 19 
Sya’ S»c bsi onct 

nOSS'.CE OiASon of Operational Evonis Assossmeni (Post 070441) 08/11/16 
Ccnsoiidaicd Edison Co. or Ne* Yoik, Inc. 1 12pp 47601 020 4 7601 132 

8811090403 NRC info NotiCd 68 CQC. ' Oog'Sdat :n ol Wosi igtouso ARD Hoiavs*' Sve 
I SI Orel 

ROSSI. CE Oivstin cl Opc.'aiqnal Evoris Assassrent iPost 07C4I1) ce/ii/lG- 
Ccnsoldaied Edison Co 0? New folk, lie »13po 47507.C01-47507 113. 

8811220074 Insp 50 267/68-20 car-coled L no Tsp repI to be issued lor repi nembrs' 
CAILAN.L J Regon 4. Olc ol -ne Oirecia/ 68/1 1/1B. WILLIAMS.RO RAit c Serv.ce 
Co ol Colorado, ip 4?6l7;145 17617 145 

86 1 1150006 NRC 'n'o Notice 60-0S9. "degradation oi Kapien Eiect-icai insjlai on ' Sve 
list or, cl 

ROSS'.C E O.visiorj 0! Opo’/iiiona' Events Assess no.nl (Post 870411) 86/11/21 
Censo' dated Edism Co 01 New York. Inc 113pp. 47C03 045 47603 161 

0611160470 NRC 'nfo Notice 80 002. 'Potoni a' lot Spo.nt Fuel Poci Oraindiiw.-i ' Sve 
: SI onci 

ROSSI.C F. O-Asien ol Opotatoftii Events Asse.os'iwnt (Post aT{»4t). 68/tt/23 
CcnsoldatodEL'SC'iCo 0' New York. h< mpp. 47606:124 47606.237 

08 1 1 1803 1$ NRC BuHotii £6 0*0. "Nsncorlotmhg Mo'dad Case Circe t B'oaVois " Sve 
I si onci. 

ROSS'.CE Livislon o‘ Opo'atioral Events Assessment (Post 879411) 08/11/22 
CcnsolidatOdECSonCo 01 Now Yc'k. Inc 121CP 47606 001 476C6:f23 


661 1160129 Rco;i(tSlS ilial 68D321 Hr lb ut.l ro Rev 2U to p'ani physical socvrity plan Lh) 
ikistmyod or rolurncd 

CtlNE.WE. Ileuon 2, Olc ol the Drocior 08/10/25 NUS Coip ip 47569210- 

47559.210 

8811160133 Rcqjosts lhal 680321 Hr lo ulil 10 Rov 26 to plant phyacai sccuniy plan be 
returned cr rtcsitoyod Documoni.cunln ning sQleguards oncl.transmiiicd oiionooiisiy. 
CUlNE.lVE. Rpyioi 2. Olc ol Iho Dteciot 80/10/25 fc'nvitonrr.onial ProtCCLori 
Age.-»cy ip 47555 337-47565 33/ 

0811160 (43 Roquesis that 680321 lu to uiii to Rov 26 lo plant physical security plan bo 
rePirited or doslroycd 

CUNF..W.E. Rogion 2, Olc ol llie D.reciot. 80/10/25 PHINNEY.JM. Oconoo County. 
SC. Ip 47550 200-47559203 

8811160IS3 Requests lliai NRC 880021 Itr 10 util ro Rev 26 to plant physical sccuniy 
pan be retiiirvTd 01 c'osiroyod duo to documoni containing salegoards info 
Ct-NE.WE. Regian 2, 0(c ol the Oitocloi 88/10/25 MCGAnRY.j.M. Oistiop. C^k. 
PiACe'l A Re/flclds Ip 47560:231-47568 231 

8011160166 Retfuesis Lhai 080021 Ur lo uii' to Rov 2G to plant piiys'cai security plan bo 
reluired 0 / dasi'Oyod 03001110111 . containing saloguards encl.orronoousiy trenstrniicd 
CUNc.WE. Region 2. Olc ol H'O Dirocloi 68/10/25. Noiih Carolina. Stnio cl ip. 
47565:334-47585 334 

8810310017 Conct'C Lit 88-10 to ell luol cycle laci'iiy Iconsocs 
poises&ng.us ng.i.iiporli.ig.oiipo'iing or iianspotiing formula quantities ol sitalcgic 
SNM ro uso ol dcad.y lorco by iiconaco guaius lo preveni tholi ol 5NM Sve list enci 
BURNGTr.RF. Oivison of Saloguards b Transportation (Post 870413) 80/10/28 
Conscldaiod Ed son Co. ol Now York. Jnc. 3 ipp. 47613 04 7-47513 077. 

891108(^74 Forwa'ds public version ol rovs 10 crisis mgl implomenling procodirtcs W/ 
undaiM /please momo 

IVJCKER.HO Duka PpMor Co 68/(0/20 Documoni Control Stanch (Oocumont Con- 
trol desk) 4pp 47486007-47467 128 

-8811060079 Pub’ic vets:ot) of rovisod crisis mgl tmplomoniing procedures inciucllng 
Rov 27 10 CMlP- I.ROV 19 to CUIP-2.nov 25 to CMlP-4.Rov 2Q to CMIP-G.Rovs 32 lo 
CMIP-6 & CMIP-7,Rov 22 lo CM'P-O.Rov 27 to CMIP 9 & Rev 2 10 CMIP-IO. 
HARRISRH OjVe Power Co 88/10/28. 60Cpp 47466 01 1-47457:126 

6811090243 Forwa'ds Ins? Ropts 50'2e9/66'32.50'270/80 32 & 50 267/66-32 on 
080917-1014 & noico ol violailon 

ORlDWrNLEE.V L Regon 2, OlC ol Iho D.rociot 88/ 1 1/02 TUCKER.HD Duke Pewo/ 
Co 2CP 4 7524 330 47524 344 

-8911090260 losp Ropts 50-260/80 32.50-270/68-32 & 50-207/66-32 on 860017- 
lOu.vro'st'ons noted k/ajot srosa nspodod maim aciiviiias.opo/aiions. saloguards & 
radaironjxoiocHon. survoil'anco lost ng 5 msp ol open iieme 
SKINNER.PH. Region i. Olc ol iho Dirocior. 68/11/02 11pp. 47524:334'4702>1 Odd. 


4. Insurants & meemnlty Irvloimetlon 


R. Pailodic epereiing reports 8 related correspondence 

6811210370 /■‘onl'ily opc/ai nn repi for Ocl 19£9 (or Eon St V/a n Nuclear Geroieina 
S'.sicrt.W/86i 1 16 Ifr. 

GLOCKAdl, FULLERpClH. Rubic Setv.co Cn c( Colorado. 66/1O/31. 9oo 
47596 351-47595 359. 


S. neportablo oeourreaces, LERs 8 related correspondence 


8010250090 Fcnvd'ds temporary ocmphons (torn l0CFR50.5d(w)(5)(i) ro SCtiOdular fO- 
qu temonis cd pioporty insutanco tulo. 

MATTHEWS.OO. rrejoci Direcioraie 11-3. 86/10/07. TUCKER.HD. DuKo Powur CO 
47282 210 4 728 2234 

• 6810290103 Exempi-on (tom tequtomonis ol i0CPR50.54(w]i5](i), inctoasitiQ (iinounl 
of onsno ^^ony oamsgo insuionco.uniif rule imalnod but no laier llian 6CI0<^ 1 . 
VARGA-SA. Division ol Roetle/ Pio.ocU • l/ll (Post 870411) 08/10/07. Duke Powor 
Co. 4pp 47202 223 4 7262 226. 


0011040344 Forwards safety oveijailon suppo'i<no 'icensoo 861219 063(06 8 0719 ii-e 
ro cciroctivuacicns resuI'Tg Iron L£R 68 017 

HElTNER.K.L P/oloci O'teciateie IV. 80/10/27. WiLLlAMS.RO Pub! c Service Co 01 
Cc'orado 4pp 47455:201-47465:208 


-6610290106 Exomphon liom i0CFR50.54(wiiSKi)jnciea.sing amount ol onsUo properly 
dam^ inaurar^co.i-mii lulomsking ima'ijod but no later man 600401. 

VARIjA.S A. O.vis-on ol Rooelor Pio.'ocis • I/ll (Post 870411). 08/10/07. Duko Power 
Co 4pp 47282 227-47282 230. 


-881 1040345 Sa'ciy ovaluation si^ipcn up coi/oci re actions ql i CR 06 01/ 
* Oil CO ol Nuclear Reec(or Rcgu'sl:oii, Director (Post 8 


47455 209 47499 200. 


0704 11} 09/10/27. 4pp 


8611090125 Pan 21 repi re delect 1/1 L mcrqje Coip siipp'.id ssfely rdalcii SMO 
ve’vo aclualois w/RFf 'nsjlaiotl <ic motors lhal may net develop lult-'eied s’artog 
torque at olovaicd ambient temps Review ol m-olotB by ficonsoos leconi-Tcrudcd. 
WII.K'NSON,l E L mttorquo Coip. 66/11/03. Ollice ol Nue'ear Roacm.' Rcgi.ia'lo.'i Ol 
fOOiOf (Post 670411). lepp 47626 227-47525 242 


-0814)298111 Exiamplion Irom roquhomenis of 10CFnS0.54(w)(S)(l), Incroasing nmouni 
ol onsilo properly damsgo Inourer.cc.unhi ru'emaking linaliroq bul no lotoi ilian 
090401. 

VAttGA.S A. Division of Roncicr Pro)ocl8 - I/ll (Post 870411). 68/10/07. Duko Power 
Co.4pp 47282 231-47202:234. 


P. Operating license slaga documertta & correspondence 


6611160424 lER 88013-03 c>i> 681007, Class (A snutCe- B.=S 824 not mainiB ned/sur- 
voll'od per TecH Spec 4 3 10 Ca.isod by hadocus’e prncet'b'e.eF&-824 kKorporaied 
Into Cass I srubber I siiigW/SOl 107 Ur. 

ChESNUTT.S W . Full£R.CH. mill.J Pj&c Sen'ice Co ol Coto-'ad? 80/11/07 
6pp 47563:005 47583:091. 

6011160439 LCR 66 Old-OOon OOlOCQ.p'eni p'otcci vO sys lo-op shutdown lunclion ter 
Loop II urokpGCtcd.y ectuafCd.Specilic cause umdor.tifcd.Siaiion svc requosis to 
b'ov/down ai circuialoi waior rowpoiiornied W/06UO7 Hr. 

CHESNUTT.S W.. FULIER.CH. Public Eorvice Co. ol Colorado. 88/11/07. 6pp 
-17600 290 47560:303 


DOCKET 60-269 OCONEE NUCLEAR STATION, UNIT 1 


0011070390 Claudes classif cotton of 860706 Hr re SSER Info In Hr no longer cons (loro<l 
proprknary.per 10CFR2.700 

lUCKER.KB. Duke Power Co 08/07/13. BAHNEn.R.F., GASKIN, C.E Ollico of Nu- 
c'oai Maional Safely & Saloguards.Direclor 2pp 47411:251-47441:252 

0010100350 GensTic t.b 08-17 (o ah Vio'ders ol Ols oi CPs (01 PiNRs ra loss ol 
OHR.Svc liSl encl. 

CRUTCHFIELO.O. Associate Diredoi for Prelects (Post 870411). 86/10/17. Consoll- 
dated Ediswt Co. 9I New York, inc. 84pp. 47276:156-47279:241. 

8910250104 Qenotic Lir 86-1 8 to Oil hcertseos ol Operating reactors & holders ol CPs ro 
plant record storage on optical dislis.Svc hsi end. 

CTtOrCHFIELD.D. Assoclato D.reciot lor Proiocis (Post 670411). 88/10/20 Consoll- 
da»d Ed son Ca at New York, Inc. 45pp. 47513 00M7513.04b. 


F. Security, medical, emergency & lire proieellon plane 

8911020066 Advises lhal 860928 Rov 27 to physical socuniy plan corvsisteni w/provi- 
spnaol lOCFR50 54|p} & accepinb'e. 

CLIM-.W.E Reg al 2. Olc ol mo Di-eclor. 00/10/20 TUCKER H 6 Duko Power Co 
3pp. 47414 173-47414 178 

6011160107 Requests lhal NRC 080321 Hi to util re Rev 28 to plant ph.ys-caf secunfy 
plan be rotu/nod or destroyed due lo doccrro' l contain tig salegua.'ds ertcl 
CUNE.WE Rer^n 2. O'c o( the Oiiostc' 06/10/25 SHEALtY,H,a South CenSna. 
Stalocf. ip. 47669 032-475G9O32 


0611090016 Forwards BAW-2050, "Analysis ol Capsule OCl-C,Duke Power Co. 
Oconee Nuclear Stalion.UnlM.Reacior vessel Mall Surveillance Program'* & DAW- 
2051. "Analyses ol Capsule OCII-E,...Un.l-2 Reactor Vessel Mail SurvoiHanco Pro- 
gram." 

Tucker H 8. Ouwe Rower Co. 88/10/31. Docomeni Control Branch (Documanl Cors- 
IrolDesk) 2pp 47525:010-47525 224. 

—0611090022 "Analysis of Capsule OCi-C.Duke Powet Co.Oconoe Nuefoar 
Stalioa.Urtil-l Reactor Vessel Mail Surveillance Program." 

LOWE.AL-. AAOLANO.J.D., MANA.AO. Babcock & Wilcox Co. BAW-aOSO. 00/ 10/31. 
99pp 47025012-47625:120 



DOCKETED ITEMS 49 


"Anaiy&'S o1 Capsulo OCll f^.Duko Powof Co.Oronoo NjcIoB' S'ation Una 
>sscl Mall Sutvo.lianco Hrofi'am ' 

AAOLANO.J.D , NANA A D BoOCOfh 6 WilCo« Co BAW-2C151 66MIJ/3' 
6 lZ1-a7525.?2a 

orwatOs {IfOU lit 10 Nuiocli.lnc to nilOi iilo lot Bov 1 to NUM 002 
Scior.co Appi-caiions iniRtnaiionoi Coto llotnietiy SC'Onoo Appi caiions, 
/01 ROBEHTS.J. NHC • No Doiaiioo Alli'iahon GivDti lCpp -17404277 


loaponiis lo NBC 000020 rogjosl lot aOdi inio to uiii app'ication lor 
cell Specs to add tequ'tomoms lot slan-lliy shutdown lacil.iy AdOl into wii' 
dtiy 001120 

B Djko Pownr Co 00/11/04 Oocumoni Control Branch (Documoni Ccn- 
p. •f75-l0052-l75'l0 052 

auOrnas lists of actions to bo followed lo aHow coni.n-jed opoiation ol plani 
no mod 10 gas lu-bmo unpiomoniod 

Q Buko Power Co 00/11/07 Documont Control Qrancli (Oocumonl Con 
2pp. -17544.310 4754-l,3t7, 

Rogueats addi inlo ro 001013 appi.cai-on lor among to lov.so Toch Spec to 
-o C local looh lus! lor Panolral'On 22.!ow p.-assu/o sve waio/ Irom leocio' 
Tip moiots & lubo oil cooiots oudut 

•J. Ptoloci O.roctotaio ii-3. OC/fi/OO ruCKEO.HB Ouko Powot Co 2pp 
<17635.104 

Summary Ol 000900 moofog w/uti m Senpca.SC ro loultng in roaclor Wdg 
.t sys caused by laho stid-moni on on waior s.do & by bone ac'U prcdpita- 
s.do. Lisi of aiicndoos & viowgraphs onci. 

h Ptojoci Dirocioroto 11-3 08/11/00 Project Dnoctoraio il-3 lOpp 
-47566004. 

Ponvards Bov 3 to "Co'poraio Ptocoss Control Program." 
l.B Ouko Power Co 00/ 1 1/00 Oocumont Control Branch (Oocurnent Con- 
2pp 47564 045-47564 060 

I & "CoiporetQ Procdsa Cortirof P/ooram ’’ 
iworCo oo/n/on. I4pp 475e4O47.47564;060, 

I Forwards ropuosia lor adiii inio rp tosponaos lo tornado rniSBUog at 
nonso roguostod w-lh.n 45 days oi Hr tiolo. 

l.N PfOjOCi Oirocfofolo f/-3. rfO/ll/OO. TUCKCFI.H8. Duke Power Co- 8pp. 
1-47S3Q’20S 

3 Fo/wdrd$ preliminary sefoly ovaiualion & roguosl lor aOdl rrylu ru uN 
iroposod rove lo Toch Spocs lot inairumonioiion to ooloci inodoquaio coro 
roposod tova occopioblo oxcopi (or islod Horns 
iN. Prajocl Oiiociotalo 11-3 QO/ll/15 TUCKER, M.O Ouko Powoi Co 3pp 
4-47570 301. 

'41 Prolnninary aaloly ovaiualion lo rovs lo Toch Spec lor inbirumonlolion lor 
t o( inndogunlo coro cooiinn Propoitod Tocli Spocs accopiobio if modidoif to 
4BU08 gpociiiod in liomB 1 liirough 3 ol Sociion 3 0 
of Nuclooi Runcior ROQuIatiOn, D, rector (Post 070411) OO/IVIO 5pn. 
>7 47570 301. 


tion roporla, IE Bullotina & correapondenco 

36 Forwnrda summary of 680013 onforcomoni conieronco ro vioialiona notod 
4opl8 50-36d/08-3S.80.370/6B-35 & 60-307/00-35 
M.l. Rogion 2, Ole ol Iho Dirocior. 06/ 10/03 TUCKER.H B. Ouko Powor Co 
?2e0..323-l 7300 330, 

40 NRC Info NoHCu 06-070. "M.suso of Flashing l.ighis lor High Radiaiion 
>nirpia " Sve lisi onci 

C.E. Division ol Operational Events Assessment (Post 0704tl) 66/10/07 
riaiod Ed.son Co of Now York, Inc I23p(). 4 7279 242-4 7200 003 

111 Forwards Insp Ropia 50 209/68-27, 60-270/06 27 & 60-287/08 27 on 
•26 No vjoiaiiona or dovtaiions nolpd 

R.T.R Rog-on 2, 0(c of iho Oaocior. 00/10/07 TUCK6R,M.B. Ouko Power Co. 
'272:2fQ-47272.235 

0420 Insp Ropls 60-269/60.27,60-270/08-27 & 50.207/68-27 on 600822- 
v.'olahons O' dovtaiions nolod.Major areas inspcciod/adiaiion proiccilon 
m.includlng occupational oxposu'os during oxtondod outages. 

4T,F N.. GloEnSEN.W.Q , l(OSeY,W.8. HGoion 2, Ofc of Iho Oiredof- 68/10/ 
pp 47272:220-47272 835 

C66 Forwards Inso nopis 50 200/80-30, 50-270/96-30 & SO-207/08-30 an 
Q-0Q02.No violations or deviations noted. 

T,A.R. Rcoion 3, Ole of the Oircciot. 60/i0/tl. TUCKER. H.B Ouko Power Co 
7270-222 47270 231. 

SOOOO map RepIS 60-260/OG-30.50-270/08-30 & SO-280/60-30 on 000839- 
No violations or deviations notod Ma|or oraas Inspected inservlce 
bsen/al'On ol work aclivilioa, rov.ew ol dato/eva'uot'.ons & steam gonoraloi tube 

.V^jl., GLASMAN,M.M, DLAkEJJ. Region 2, Ofc ol the Dirocloi. 08/10/07. 
17270:224-47270 231. 

0114 NRC Inio Notice 86-002, "Torus Shells W/Coriosion & Degraded Coalings 
i/R Conlainmonis." Sve I'Sl onci 

Sl,C.E Division ol Oporaiionol Events Assossmoni (Post 870411) 66/10/14. 
olidatod Edison Co. ot Now York, inc. 1 lOpp. 47260.184-472flO.23S. 

t<12l2 NRC Inio Notice 66-065. "Broken noiomlng Block Sluds on Anchor Darling 
:k Valves." Svc list onci. 

Sl.C.E. Division ol Operational Events Assessment (Post 670411). 86/10/14. 
solidaied Edison Co. oi Now York, inc. 1 18pp 47463;i99-47403;3l8. 

10405 Responds to NRC 880926 Hr to violal.ons notod in insp Ropis 50-260/88- 
0-270/88-03 & 60-207/00-03 Corrociivo acHorts. VicfQfsen tesi repr supplemcni- 
D include specific analysis & qua'-llicaiion ol as-buiit conl.guiatlon 
tKER.H.B. Duka Powor Co. 88/10/19. Documoni Conirol Branch (Document Con- 
Desk). 6pp. 47373:116 47373:122. 


8810140016 NRC Into NoHco 00 084. ’ Dolociivo Moict thsli Keys -n limacrquo Mnror 
Aciuaiois " Svc list anci 

HOSSl.C E 0.vis-or> cl Oporaiianol Uvenis Ass-jssrroni (Post 8?C-ltij B0/(0/20 
Consol.daicd Ed'fion Co of Now Yoik, inc 1 t9pp 4/260 004 47?a8 i?3 

8011010205 I'unvards corrotl-on lo 991007 cover Hr lorwardr,g Insp Ropls 50 2011/89 
26,50 270/66-26 S 50-287/80-26 Cover Hi m.stakenly rotors to insp daio as 690612- 
le.cotrt’ci dale 880912-1 6 w/o end 

OECKER.T.R. Reg-On 2. Olc ol the D.rocior 09/10/20 TUCKER.H B. Ouko Power Co 
ip. 47408 303-47408.303 

6811010275 Ack receipt of 660026 lie .nlcrm-nu NRC Ol slaps ia'‘cn to ceireci v.olai.ons 
noted m insp Ropis 50-209/60 03. 50-270/88 03 & 50/267/60 03 Response mods 
rOQuirements of )0CFR2 201 

ERNST.M.L Reg on 2. Ofc Ol the OiiociOi. 88/10/20 TUCKER.H G Duke Power Co 
Ip 4740 8 3 0 8 4 7408 3 08 

86 10170391 NRC Inio Not.ee 00 066. -Oporaling W/Mi/l-pIo Grounds m DC OisUib'ji'On 
Sys " Svc list onci. 

ROSSi.CE Division ol Operahonal Events Assessment (Post 070411) 66/10/21. 
Consolidated Edison Co ol Now York, Inc. li6pp. 47463.061-47463 197 

8611030164 Forwards Insp Ropls 50-269/88 3t.50-2?0/08-3l A 50 287/80 3t on 
6a00i2-i6 & not CO ol v.olalion Inspector also conduclod mdopendoni measu'Omonis 
re Region H mob.ie lab ai silo lo ver.iy oi’i capapr'iiy lor onniyy-ng rad'oaci.vo olliuunis 
OF.CKEH.T.H, Rog-on 2. Olc of the Dirocior 68/10/24 TUCKER.H B D-ko Powu- Co 
2pp ■l?427;317-47427 334. 

"8011030167 Nol.co of vlolaiion from insp on 06O9l2-i6Violai.cn noted no wnilon in- 
struci-ons for opcral-on of valves which o/owod sampi.r.g of ofigas from main con- 
densers 

DECKER.! R Region 2, Olc oHho Dirocior 66/10/24 2pp 4742/ 319 47427 320 

"8811030170 Insp Ropls 50-269/00-31.50-270/08-31 & 50287/68-31 on 600912- 
l6.Viclniions notod Ma|oi areas inspociod conlimaiory moasurcmcnis & QA lor In- 
am rad'ochem’cai anaVses 

EnMU0E2,H„ KAHLE.J.B Region 2. Ofc Ol Iho D reclpr, 68/10/19. I4pp. 
47427:321-47427:334. 

86 1 1040145 Forwards responSQ to violations noted m insp Rupts S0'200/Q6-20,50 270/ 
80-28 & 50 267/08 2(i.CorrociivQ action- Pr/3/A/At0/0lH changed to io<|iiiro 
lags.descr.bing lost roquiromonts lo bo placed on lorr-ovod conirol power fuses 
TUCKER.lH.O Ouka Power Co 88/10/28 Documoni Control Oiench (Documoni Con 
Iroipesk) 6pp 47445'I86’47445'I00. 

6611090243 Forwards Insp Ropls 5O-269/ee-32,50-27O/&6-32 & 5O-287/0Q-32 on 
880817-1014 & noucool vlolaiion. 

BROWNLEE.V.L naglpn 2, Olcol Iho Oieclor 80/11/02. TUCKER.H B Duke Powur 
Co 2pp. 47S24:330-rr7S24;344. 

••8811000347 Noilco ol violaiion Irom insp on 880917-1014 Violeiion noted Stai'on Di 
reciivo 3 2.1 noi foHowocI m thei work roguosi not doa'gnaiod os OA concf-i.on 
work,ro8uliinp in ovoiprossuntetion ol ealoly lolslod pip-no. 

BROWNLEEIvl. ROQiun 2. Olc ol Iho 0.iocior 08/1 l/Of 9pp 47524 332-47524 333 

-881 1000250 Insp Rooie SO-SOO/OO 32.50-270/6B-32 & 50-207/U8-32 on 600917- 
I014.vi0leiions noiooMalor areas inspoclod.moinl act-viiiQ8.opcroiiOriS,8aiQO'JBrcls & 
raclfeiion profodion. survaffianco losimo d fnsp of dpon iIc/TiS. 

SkiNNEM.P.h.. wERT.l.O, PEEQLESJ.A. Region 2, Ofc ol mo Dliocior 00/11/02 
tlpp, 47524.334 47624:344. 

8011160161 Forwards summary ol 601005 onioicomonl conforonco ro po'.emlal degrad- 
ed capabilHios ol roacioc bldg coo'mg un-.is.coired'vo ocuens taken to dale & conunu 
Inn ollert by ulrl to fully undoraiand (logtadaiion process 

ERNST.M.L. Region 2, Olcol Iho Drodor. 06/11/04. TUCKER, HB Duke PQ-wot Co 
2tpp. ■I7670.2l<f-f7570.234. 

8811160530 Expresses loolmg that dolai'ed ptesontaiions describing uiil commUmonl lo 
quQlrty vorrf.calton given ro NRC durmg 881028 moeilrtg in conjuncf on w/provious 
loimol losponsos lo NRC Insp/ovalualion ropls conclude mallei. 

TUCKER, H.D. Ouka Powoi CO- 80/1 1/00. MURLEY.T.E. Olhco ol NudQOi Roador 
flogulalion, Orrocter (PosI 0704) 1). 2pp 47566 092-47566 093. 

881 1040324 Suppi 3 lo NRC Inio Nol.co 86-106. "Foodwaloi Line Break •• Svc list end 
ROSSI.CE Division ol Operaiionfli Events Assoasmeni (Post 670411) 66/11/19 
Conso'idalod Edison Co ol Now Yo'k, inc. 1 13pp 47559 072-47559 164 

eB>>220207 Forwards Insp Ropis 50-269/66-17,50-270/08-17 & 50-267/(10-17 on 
800711-28 & noilcn ol vio'Qt-on Alloniion mviiod lo unrosolvod Horn idoniilivd 
GiaSON.A F. Region 2. Ofc of (ho O-fedor. 88/1 r/lO. TUCKER.H 0 D.iko Powoi Co. 
2pp 47607:127-47607:186 

"661 (220210 NoLca of violation from map on 8e07ll-29.V.olalion3 noroif. fconseo dd 
not havo procedure (or vorificat'on & cB'-ibr cl conliol room insirumoniai-on (or 125 
voH/de ground doiodlon & battory undonroliago alarm relays. 

G/OSON,A.F. Ro^on 2, Ofc of iho Dtreclor. 0O/!)/)O. 4pp. 4 7607.129 47607.132 

--6611220213 Insp Ropls 60-269/08-17,50-270/66-17 & 60-287/08 17 on 880711- 
29,Violaiipns notod Major proas inspociod Idal insp ol mai/rodology proscribed by 
NRC Temporary InsiruCiion 2515/67 evaiust'ng implomoniaiion ol llconsno mainl pro- 
gram. 

BLAKE.J.J., HERDT.AR. Region 2, Olc ol ibo Oirociot. 06/10/10 54pp. 47607;133- 
47607:166. 

6611090284 NRC Inio Notice 88-087, "Pump Wear 8. Foreign OhjOcis In Ptani Piping 
Sys." Svc list oriel. 

ROSSI.CE. 0.vis>on ol Opeietional Evenis Assessment (Post 0704II). 80/11/16. 
Consolidated Edison Co of Now York, Inc. I13pp. 47601:020-47601:132. 

88 1 J090403 NRC fnfo Noi-ce 00-009, "Degradalion ol Wesiinghouso ARD Relays " Svc 
list end. 

ROSSI, C.E. Division Ol Operational Events Assossmoni (Post 670411) 6O/11/16. 
Consoliilaied Edison Co 01 Now York, Inc. It3pp 47687001-47597-113 



eet 1 160068 MIC l-nlo Notice 09 059. "OoGfO'I.Vie.'i ot Kjplon filccitiCa' tnsu'nliOti." Swc 

Hois^Ce Diusion o' Opoioticna' Cvc'^Ih AisOHsiueot (I'oai »a/||/2i 

CoMOMsleO (Td-son Co CtNcAiYofk lnC- 1I3|'|> ■‘•7l■‘•J0‘tf••^7CO3rlOt. 


881 1160143 Roqodsis o>ai 090921 Hr 10 util re Rev 26 lo plant physical socunty plan bo 
raoirned or dosvoycc). 

CUNE.WE- Regiori 2. Ole Ol ll.o Direcloi. 00/10/25 PHINNEV.J.M Oconoo Coi.nV. 
SC. tp. 47SM 209 47659 209 


0011160470 NRC in'o Nuncti 00-002. •PoiH'i-nl icif S|>(.i'i f i.c' Tool Din •idoavn." Sve 

^la^.CE Division ol Opcmioi P' CvO's Assr ssmciii ir‘u..| 8704 |t> 80/ 1 1/2? 
Conso tlaicif Erf sen Co oiNOiv Yck. Inc l Mpp A/liOO I2-1->I7(,0(>?37. 

9911160316 NRC 8-.il i>tin 60 010. 'Noncoii'oriiing ^‘^l^lu.l (t.v.u r. ni-Ht Uicahctu • Sve 
Ua enci 

nOSSI.CE OlViSlori ol Opetniional EvoniB Assostmo.'it (I’e.sl U/Uilt) 88/11/22. 
Ccnso'irfalcd Erfisoo Co. ol Now Yoik. ''nij 12lpp. -17006 031-4 /C-38 123 


8811160163 Requosis thai NRC 800921 Hr to uiii ro Rev 26 lo plant physical socu'Ky 
plan tu/etuinerf or rfasiroyod duo to clocumoni contain ng saleguards into 
CUK6.VII.E Region 2. Ole ol ihe Diecior 88/10/25 MCGAnHV.O.M Bishop. Cook. 
Pu'can & Reynolds tp 47S68 231-475e8r231 

8811160156 Requests that 8B0021 Hr to uM rc Rev 26 to plant physical security pion bo 
roiu-ned or destroyod.OoCument.conteln ng safeguards oncl.orronoousiy iransmitiod 
CLINE.WE Rag on 2. O'c ol tho O.tocior. 807i0/2S. North Carol na, Stale ol ip 
47S65 334.47595 334 


R. Periodic oporaling reporla & rclatorl cofrospoticlonco 

0811219418 Mo-nlHty oporal ngrnpis fo' Oct 1500 Ic' Oconon N.itlo.ir Sinl or» tin l<t 1.2 

8 3.W/G6in5)li 

WILLiAMSRA TUCKER.riU Djke I’Oaci Co 88/10/31 17p,i .1/f,l>0:2tO- 

47606;235 


8. Reporlable occurrencca. LERa & related corroapaniicnee 

8501140036 lER 6-1 OCOOO.on 041202 reorlor HippUtl <1 id in wi'o ClltX) ktosoplng & 
openirn ro'ay 4lmiia Causurf by o;iun ng cl iicncrntoi I c'cl l.'r-.nx-i to i>|>orlr|| oi 
relay 4tmvii Ur| elabli/ed in hoi s'l.itdawn H rcHriioU io SvC W/ur>Ci02 Itr. 

HACh'.MA. Duke Power Co 65/01/52 6pn 20378:O32-?O3?a 0:rt 

8911170066 LER 67-005 09 on n70C24,6 li.-.iihn i-i wH :li lil’l ji-.in|> ii-:loc or* uncli u'UI 
cou'd Hip on ovorceite.'ii clji'rg stall ng ul nu I'lai'koul /ihn'ts i<t>'t'llio>1Cnur.oil by 
design dellc oney PionI ororald's nlonrtd ol polori'.ni iirolilu'n W/ft707?4 Itr. 

NORTH, PJ , TUCKEH.H.IJ Cuhu I’Owo- Co fi7/C7/2'l, 47672 10 1-4767?; 1 57 

9811090125 Ro'i 21 rual re rfoicci in I ir loiqiia cuiii siipp'iinl aalu:y- te'ploil SMI) 
valve aciuetC's w/Rif insulaiod ilc mnioia ilipi may ti:il ifovirop li.‘l r.'stocl Hioriing 
totq'oaalol-ava'.cd embcel lompsHuv'P* ql nvi'cua liy Vcrsci.-srortDntnvmdctJ 
WILKINSON.I.E Hit lorqur! Ccip 66/11/03 011 re ul Niido.i' nunrior MoGii'nHon. O.- 
rQCior(Posl 970411) lO.l.i 47625 227 17525 212 

8911196026 l-'otv/ft-da adrtl Iri'o to LER 260/a7-Q5 wni-qn ug (uttcciai ol HIM 

g imp roiora on ovoici.irei'i lor peirp aiari up d.iiino LOOA/Lwip sccnnio.por MIC 
60620 rcqirasi 

Tt'CKER.H D. Duke Power Co 06/11/07. Docinior.t I'pi iro’ Uroncli (Dociimoni Con- 
IrolDosM Ajvp. 47653 30l-4?65n3'4 

8611330399 LGR OQOl3-QOori 901017, MciH/ nnti'iod ro nniJcru-r.cy of oinomoocy 
backup power Iron Loo sicam e’aiipn gas ii.iinror. Cqiisod try rtoaion 
OoitctonCv Tvjib nc9 OociaTOd thopotA'a'ci. Opoici.ho m. dnl nos -tiAx.oO V//RB 1 1 10 lU . 
NOnilLnJ. TUCKER, HO. OukP Pewof Co 09/11/10. (l| |» 4/00000 1-47600 000. 


V. Dry Cttk inOependsni Spam Fuat Sioraga tnetaHniiona 

9910310087 Rnisoa no ob,oci on to Adviiruc ccimi ncl v ii»n el ISI Hi pr cr la Hcor'^ino 
eoiipn by NRC per OOiOi I lirSlocloaring & gtn.i.'ig wojI I im m t<fk ol util 
Thompson. M l. OHico oi Nucioar Maiomi Sa'ei/ A nniou'M'rfs.Ouoccor. 06/ iO/2i- 
ruCKBR.HG.Duko Power Co 2pp 47376 03l -171/fi632 

6910310030 PorwRids onviqn nssossmo'il A IIikI.'iu u( i-p sigr li .mi MipACl *o 000331 
appiiCflion 10 const 9 opoinco ISESI W/o oici 

ROy3e,L.C.FuolCycloS.ile!ynfanch 86/10/25 lUCKI-ll M.fl Duke Power Co. ?pp. 
47370 210-47370 26l 

-9910310083 Noilco Ol Isiuancu ol environ assirssiruiil & lindirii ol no eior^rlcnnl 
Irnpocl lor Oconoo iSFSi di Oconco Nucleai Rliiilon 

RCDEnrS,JP.FuOlCycioSflle!y(linn;h 93/ lO/?*! 47:j70 220 47376 224. 

-9010310094 "Envren Assossrrcni Rcintod in Const & Oiioral smi cl Ocorco (Vwloof 
Slal.on iSrSi 

• OHico ©1 Nue'oar Malonol Snleiy 8 .'la'ejuiiulc t'ln.tier. 0fl/iO/3l. 37pp 
47376:225 47376201. 

0911090267 Stbmiia qiiosiicn w/discossion Ij claiily 991012 /ocjuuel lor liVo rO Nl/ll- 
002,Rov l.NRC requests a:ldi In'o toccnl mi clos jn bos a ri.'co'c'nllon lovols lor cosA 
d'opcescs. 

ROQERTS.J.P. fuel Cycle Snioir Drnncti flO/li/Oi WC-CCNAr.HV.W J. N-jloc. Inc- 
2pp. 47613 31 1-47613312 


DOCKET 60-270 OCONEE NUCLEAR STATION. UNIT 2 


8810310017 GeneiiC Ltr 60-19 to ell luel cycle leci'iiy liconsoes 
possoss<ng.uslno.'irporiing.Qxponino or Kansporting lormu’a guanhtios ol slraioglc 
SNM ro use ol deadly force by I censoe guarris to prevent Iholi ol 5NM Sue list ond 
OURNErr.nf. O4v.sloh ol Salog'JWds & Tianspoiietion ^Posi Q704131 88/10/20 
ConscNTaied Ed son Co of Now York, Inc 31pp. 4751 3:04 7-4751 3:077. 

981 1880074 Foniva'rfs pubi.c ve/n on ol rovs lo crisis mgt Impiomonting pioccdjros W/ 
imilaied ro'easa men-,o 

TUCKEfl.ll.S. Duko Powc Co 00/10/20. Documoni Control Branch (Oocuinenl Cen 
irolOesM 4pp 47486007 47407:126. 

-8811068079 Pub'ic version ol rovisoU crisis mgt implemonling procedures Including 
' Rev 27 10 CMIP-I.Rdv ig to C.MIP 2.Rou 25 to CMIP-4.Rov 20 10 CMIP-5.Rev3 02 to 
CW.P-e A CM, P-7, Rev 22 lo C.MlP-8,Rov 27 lo CMIP-D S Rev 2 lo CMIP-IO 
HARRIS.RE. DukO Power Co. 60/10/26 eOOpp 47466011-47467 126 

8811090243 Forwards Insp Ropls 50-269/88-32.50 270/06 32 & 50-267/66-32 on 
680917-1014 Anei ceol v.ofaiion. 

BROYALEE.VI Regloh 2. Otc ol Hie O rector 00/11/02 TUCKER.HB Ouka Power 
Co 2pp 47624 330-47524:344 

-8811090260 Insp Ropls 50-260/06-32.50-270/66-32 & 60-207/80-32 on 000917- 
1&i4Viotnlions noiocl.Major area.s inspec|od:maini aciiviiios.operaHons.salogua'ds A 
rarliaiiott pimecl'ot. surveillance loalmn 8 Insp of open Hems 
SKiNNen.P.H. flogon 2, Ole of Iha Dreclor 88/11/02 lipp 47524:334-4 7624 344. 


J. Insurance A Inclemnliy inlormatlon 


OB 10250090 Forwards lomporary exemptions irom i0CFn50.54(w)(5){i) re schadu'a' rp- 
quMomanis ol property insutoneo ru’o- 

MATTHEWS, DB. Prp.oci Direcioralo 11-3. 00/10/07. TUCKER, H.B. Duka Powof Co 
5pp 4728221B 472D2 204 

-8610260111 Excmpiion from requ-tempnis ol l0CFR60.84(tv)(6)(il, mcreasng amouni 
ol oncda ©ropeiiy damage msutance.uniil rulemaking finaliroo bui no laior ilion 

aooioi. 

VARRA.8A Division ol Reacipi PrOjOCIs - l/ll (Posi 970411) 60/10/07. Ouko Powo' 
CO 4pp 47202;23I.472O2 234 


P. Operating license stage documents A correspondence 


891 1070360 Clanlcs dasaiUcatlon ol 060700 Hr tc SSER.HMo in Ur no longer consKlorod 
pfOpt etery.per lor'FR2790 

TUCKER.Ii.B Ojke Power Co. 00/07/13 GARNETT, RF.. QASKIN.C.E. OtIiCO Ol Nu- 
cl8«* Maicnai Seloiy S Selcguaicl8.Dirocior. 2pp. 47441:251-47441.252. 

ae!0ie0350 Oono’iC Hr 60-17 to ell holders ol OLs or CPs loi PWRs ro loss ol 
OHR Sve lisl orrcl 

CnUTCHFiELO.D Associate O.recipr tor Ptojocis (Post 670411) 86/10/17. ConsoU- 
deled EOiSort Co o) Now York. Inc 64pp. 47270.166 47279 241 

8810760164 QwihiC Ltr 66-16 lo a'l licensees of opeialing loaciors & holders ol CPs la 
plani record storage on optical tlisks Sue I si encl. 

CHUIChfIKLD.D AssocibIo Oreetpr lor Prqlocis (Posi 870411) 80/10/20 ConsoH- 
doled Edison Co ol New York, Inc 45pp. 47513 001-47613 046. 

9011090019 Forwards BAVY-2050. '’Analysis Ol Capsula OCl-C,Dukd Power Co, 
Oconco Nucloer Staiibn,UnT-l,Ronclor Vessel Mall Survei'lonco Program" & GAW- 
2051. "Atvalysis ol Capsqio OCII-E,. .iJnil-2 Reactor Vessel Mail Sutve.llanco Pto- 

orritr " 

tyCKCR.HO Duke Power Co 0a/lO/31. Documeni Conlrol Branch tOocumom Coii- 
Itol Oo^t. 2pp 4 7526:010-47525 224 


F. SecutUy, medical, emergency A tiro pioleoilon plans 

8911020066 Advisos Hiai 660926 Rov 27 to physical sucii'ily plnn corisistoni sv/provt- 
^ons ol 10CFR50.64(p) 6 n;cocioblo 

CUNE^E. Rogion 2, Ole oMlte O.reclor. 6n/l0/20. TLIC.Kl’H.li it. IJuko I'owof Co. 
3pp. 47414. 173-47414175 


8811169107 HoquosCS that NRC 0C002I ilr to uM in llor 2i) to (>lnr.! physicol 60c« 
Pm* ‘^O^’j/Oyod duo to documoni conlQ,.-«ii(i onlcaunM'i er'cl 

ch^.. 00710/25 Hill Al l Y.IKi SoutNCftiol 

Bialool ip 47600.032 4756!) 032 


*^desHo 'od ^*rot*u*nod*'**' li'us'i^nl oociir.ly plan Uo 

4766fl'^0 Ole of llro Drqcloi 00/10/26. NUS Cdip Ip 47660:210- 


hr lo ul 1 10 Rov 20 to (-kir;t pliysn'Sl bi'cnrity p'ao b 
ruNF°wF '•O3iioyed0ocumcn[,conla..'iinj sotogu.vds fin<:l.lrn'i9;hr;tcil orror-cowsfy 


-881 1990023 "Analysis ot Capsule OClI-E.Duho Powor Co.Oconoo Nucloar Stairon.Umi 
2 Reacio: Vessol Moll Survoii'anco Program." 

LOWCAL. AADLAND.O 0., NANA A.D. Babcock A Wilcox Co BAW-2051. 80/10/31 
104pp. 47525:121.47625 224 

8Btl160f26 Responds to NRC 660020 lequosi lor addi Info ro util appl.csi'On lor 
amend to Tech Specs to add loquiromenls lor standby shutdown laci'HyAddi mlo will 
bo subcnlted by 66 il 29. 

TUCKER.HB Oiiko Powei Co. 68/ 1 1/04. Oocumeni Control Branch (Document Con. 
trot Desk) ip. 47549.052-47549.052 

8819180109 Subm ta lisis ol actions ip be loHowetl to allow coniinuod operat-on ol plani 
until hardware mod lo gas lurbirio inrplerrrenied. 

TI/CKER.H.B. Duko Power Co. 86/11/07. Document Conlrol Branch (Documeni Con- 
trol Desk) 2pp. 47544 316 47544:31? 

881 1 140316 Roquosis addI Info re 661013 appiicahon lor amend to revise Tecli Spec to 
roqulte ‘Type C local leak teal for Pcineitalion 22, low pressure sve walot from roaciot 
cooiatu pump molors & lube oil coolers outlet 

PASTIS.HN. Proioct Oroclorate l|.3. 68/1 1/08. TUCKER, H.B Duke Power Co. ?pp. 
47635:163-47535 184. 


•'vy 




47566 0'69-'l75G6 004 

8011 t60S41 Forv/arUS (low 3 to "Coroo^oio Process Control Program." 

TUCKEn.H 0 Diiko Powoi Co. 08/1 1/08. Document Control Branch (Oocimoni Con- 
trol Desk} 2pp 475G4 045-47564.060. 

••861 1 160549 "Corpo'oto Process Control Picgiam " 

■ Duke Power Co 88/11/08 '400 47564 0‘17-47664 060 

8811140419 Forwards requests lor eddi inlo re responses lo tornado ms94os at 
pJani.nosponso reguesiea wiihm 45 days ol lir dale. 

PASTIS.HN Proioci DIrocioralQ 11-3 88/11/09. TUCKER.H D. Duke Power Co Spp. 
47538 291-47538 295 

6611180239 Forwards ptoi.mnary saloly eva'uaiion & request lor eetdl into re ui4 
880315 ptoposed rove lo Tech Specs lor insirumonlaiion to dotoct >nsctoquAie core 
cooling Propesod revs acceptable except lor llsied iloms 

PASTIS.H.N. Pfoieci Diroctoralo It 3 08/11/15. TUCKEn.H H. Duko Power Co 3pp 
47578 194-4 7570 20l. 

••6811 180241 Pioliminary saloly evaluation re revs lo Tech Spec lo> inslrumentohort lor 
delociion ol inadequalo core cooling. Pioposod Toch Specs ecceptab'o >1 moclilied lo 
resolve issues spocdied iry items i through 3 ol Sockon 2.0. 

■ OthCQ ol Nuclear floaclor negulaiton, Drrocfor (Posi 870411) 8S/II7IS 6pp. 
47578 197-17578:201. 


0. hspecilon reports, IE Bulletins 6> correspondence 

6818260285 Forwards summary ol 800912 onlorcumom contcrenco re volat-or^s noied 
in Insp Ropia 50 269/e8-25.50-270/68-25 & 50-287/0e-26. 

EPNST.M.L FlogiOh 2. Ofc ol Iho Director. 88/10/03. TUCKEH.H.B. Djke Power Co 
I7pp. 47280.323 47280:339. 

8810030249 NRC Inlo Notice 08 078, "Misuse ol Flashing Lighie lor Hgh nediel.on 
Area Controls " Sve list oncl 

noSSl.C.E. Division ol Oporei'Onai Evonls Assossmonl (Post 870411). BB/10/07 
Consokdaied Edison Co of Now York, Inc. I23pp. 47270 242-47260.003 

8810250411 Forwards Insp Hopls 50 26g/08-27.&0-27Q/86-27 & 60-2B7/68-27 ors 
060822-26. No violations nr duviaiions nolad. 

OECKER.T.n. Region 2. Ofc ol Iho O.rocior 88/10/07. TUCKER.H.e. Duke Power Co. 
2pp. 47272210-47272:2a5 

••BS1026Q420 Insp Ropla 90 266/80 27.50-27Q/88-27 & S0'297/eB-27 on 6e0622- 
26. No violaliona or dovianons noiod Major areas inspociod radienon protocuon 

H ram.lncluding occupational exposures during exfondod ouiegcs 

QHT.F.N , Ql.OERSEN.W.Q , HQSEY.W.B. Region 2, OlC Ol Ihe OxOCW*. 66/10/ 
06. lepp 47272 220-47272.235 

8810250056 Forwaids Insp RoplS 50-2C0/8Q-30.50 270/88-30 & 60-2e7/0$-30 on 
080829 0902.No woiaiions or deviotiorts noiod. 

HEflOT.A n, Region 3. Olc of the Oiroclor 88/1O/I1 TUCKEfi.iiO. Duke Power Co 
2pp 47270.222-47270.231. 

-8610260060 Insp Rupte 50-2e9/QO-'J0.50-270/80-30 & 50-280/8e-30 on 880829- 
0902 No viclaiions or dcviahons noied Major areas •nspeciotfinsorwce 
in6p,oljservoiion ol work acUvit'os, review ol deta/ovaiuahons & sioorn goneraior lube 
sieoving 

COl.eY,Jt, at.ASMAN,MM-, 0(.AKe,dJ. Rogicn 2, Ofc of the Oifocior. 08/10/07. 
Dpp 47270.224.47270-231 

86100701 14 NRC Info Noiice 80-082, "Torus Shoiis W/Corrosien 8 Oogiadod Coeungs 
in QWR Coniaiomonis " Sve list enci 

ROSSi.CE OiViS'an of Oporafionai Evpnls Assessmoni (Posi 670411) 88/io/t4. 
Consol dated Edison Co- of Now York. inc. 1 lOpp. 47280:i24-4726O:23S 

8610140212 NRC Info Noiico 60-06S, "Broken Reiaining 6’ack Studs ArKhor Oaiing 
Chock Valves." Sve list end 

flOSSl.C.E. Orv/Sion of Opofetonal Svonta Asson/poni iPosi 070411) 88/10/14. 
Consolidated Edison Co. ol Now York, inc 1 tSpp 47463 169-47483 3<0 

681031040S Responds to NRC 660926 111 le vio'alions noted >n Insp Ropts SO 269/68- 
03.5a-270/Q6-O3 & 50-287/Q8-03 Coriocliva actions. ViCioruon test ropt supplomern- 
ed 10 include specilic enalyds 8 ouaMicaiion of os-bu>li confinuraton. 
iuCKER.H Q. buko Powor Co. 08/10/19. Document Control Branch (Documortl Cori- 
irol Desk). 6pp. 47373 1 16-47373.122. 

6810140018 NRC Info Noi ce 80-084. "Ooloclivo Motor Shalt Koys In Lirrufoique Motor 
Aclueiois " Svc libt oncl 

nOSSl.C.E. Division of Operational Events Assossmonl (Posi 870411). 69/10/20. 
Consol-daled Edison Co. 01 Now York, Inc 1 19pp. 47280 004-47260:123. 

8611010205 Forwards cortocHon to 601007 cover Hr lonvatding Insp Ropls 50-269/09- 
26.50-270/ee-26 & 50-267/06-26.Covor Hr mislakonly refers to Insp date ss 6B0912- 
l6.cotrocl date 8800l2-t6.W/o unci 

DECKER, T R Region 2. Olc of iho Oirociot. 88/10/20. TuCKEfl.H-B. Duke Power Co. 
Ip 47408 303-47408:303. 

6810170391 NRC Inlo Nonce 08-066. "Operating W/Mulfple Grounds m OC Ostnbuiion 
Sys." Svc lisl enci. 

ROSSI, C.E. Division ol Operational Evonls Assossmonl (Post 6704U) 6B/tO/2i. 
Consol-daloci Edison Co Ol Now York, Inc, 116pp 47463 081-47463197. 

6611030164 Forwards Insp Ropls 50-269/08-31.50-270/68-31 S 50-267/OB-3I on 
000912-16 S notice of violaf-on. Inspector also conduclod rndopondent rrwasurernenis 
In Rog on II mobile lob at sno to verily util capability lor analysing taclioaciive eilluenis. 
DECKER, T H. Region 2,01c ol Iho Director 88/10/24 TUCKER.HB. Ouko Power Co. 
2pp 47427 317-47427:334. 

-001 1030167 Notico Of violation from msp on 8008 12-18 Vrolelion notea.no wriien ui- 
siructions for operation ol valves wh-.ch allowed sampling ol oilgas Irom mam con- 
densers. 

OECKER.T.n. Region 2, Ofc ol iho Direclor. 80/10/24. 2pp. 47427 319-47427:320. 


47427:321-47427:334 

60MO4O14S Forwards rosponso to vfolaHons noicd In Insp Repis 50-268/80-28,50-270/ 
88-28 & 50-387/86-28 Corrective acilon. PT/3/A/6l0/0Ut changed to reqoiro 
lags.flasctibing tosi roquiremonts to be placed on removed control power luses. 
nJCKCn.H.S. Duke Powor Co. Ofl/10/28 Document Control Branch (Document Cen- 
HolOdSk) 6pp. 47445:186-47445:190. 

8811000246 forwards corroded Ailechmonis 1 & 3 ro results ol special wear exam 
proccdurojnadvertenily t)miitod liom 880620 Itr concern-ng eieam goneisinr msorvice 
insp. 

TtJCKER.H.B. Duko Power Co. 06/10/31. Document Control Branch (Docunient Con- 
BOl Desk). 4pp 47-190 344 47490 347 

8811090243 Foivrnrds insp Repts 50-269/88-32,50-270/68-32 & 50-287/68-32 on 
08O9I7'(O14 & notice ol v.oiailars 

BROWNLEE.V.l. Region 2. Olc ol me D.ieclor. 68/11/02. TUCKER.H B. Duke Power 
Co. 2pp 47524:330-47524:344. 

-8011090250 Insp Ropls 50-269/88-32.50 270/86-32 & 50-287/88-32 on 0B09I7- 
lOH.Vioielions noted Major areas inspocted ma-ni aciiviilos.oporallons.sal&guards & 
tadiaUot) prolect'on, surveillance losimaBi insp ol open lIolT^s 
SKINWeRP.H. WERT.LO.. PeEeLESrT.A Region 2, Ofc of ihe Director. 60/11/02 
11pp. 47524:334-47524 344 

6811160161 forwarifs summary ol 08iOO6 onloicemonl conference re poioni-ei deg-ad- 
ed capsbi'iUos ol reactor bldg cooling un.is.correciivo actions taken to date 8 coniinu- 
itM efiotc by uPT to fully undersland degradaiion process 

ERNST .M.L. Region 2, Olc cl Iho 0 rector. 08/ 1 1/04. TUCKER, H B Duko Power Co 
21pp 47570 2 1 4 47570:234. 

661 1 160530 EKpr esses loolmg that doiai'od proscniaiions descnb.ng utii commiimonl to 
Q'j&’dy venlicatlon gtvon to NRC during 881020 mooimg in conjuncilon w/provious 
lormai responses to NRC insp/ovaiusi'on ropls conclude mailer. 

TuCKEn.H.Q Duko Pbwar co 08/11/08 MURLEY.T.E Otiice o< Nuclear Reacior 
Regulation. Dirodor (Post 0704 1 1) 2pp. 47866 092 47566 093 

6611040324 Siippi 3 to NRC Info Notice 06- 106. "Feedwater Linp Broak." Svc liSl end. 
ROSSl.CE. Division ol Oporallonal Evonis Assessment (Post 670411). 66/11/10. 
Coosokdaiod Edison Co. of Now York. Inc. 1 13pp 47559.072-47559. 104. 

6611220207 Forwards Insp Ropts 5O-2B9/0O-l7.5O'27O/68-17 & 50-237/88-17 on 
08071 1-26 & notice oi vloleiion.Aitei^t'On Inviiod to unioselvcd Hem idontilied 
GiBSON.AF. Rogon 2. Olc ol [ha Direclor. 88/11/10. TUCKER.H.B Duke Power Co. 
2pp 47807. 127-47007 IBft 

-8811220210 Notice ol violaiipn Irom mp on 0807it-29.Vio1ation$ noted: licensee dd 
nol have ptocoduio loi veriiicahon & ceiibr of conirol room Insttumoniaiion lor 125 
voii/dc ground doioction & beltory undorvoitage alarm relays 
OlOSOMA.f. Region 2. Ofc of ihe Df/ocio/ 00/11/10 4pp 47607:129-47607:102, 

-8811220213 ir^sp Rems 50-260/68-17,50-270/66-17 8 50-267/68-17 on 88071I- 
29.Vioi«»ona noted Major areas inspocted.irlai insp of methodology proscribed by 
NRC Temporary inetruclion 2516/97 evo'usting implemonishon ol liconsoo mami pro- 
gram 

GlAKE.J.J.. HERDT.A.n. Region 2, Olc of iho Director 88/1O/18- &4pp. 47607-133- 
47607:186- 

8811090284 NRC Info Noiico 60-087, "Pump Wear & Forolgn Objocia in Plant Piping 
Sys-" Svc liai oncf 

flOSSI.C.E Division of Opotalional Evonis Assessmoni (Post 070411] 88/II/I6- 
Coneo'ideled Edison Co. of New YoiK. me U3pp. 47601. 020-47601:132 

6BI1090403 NRC Inlo Noiico 06-068. "Degradation of Wastmghouse ARD Relays." Svc 
iial oncl 

ROSSl.CE Division ol Opeialional Events Assossmonl (Post 870411). B8/n/i6. 
Consou^tOd Edison Co. of Now York. inc. 1l3pp. 47597:001-47507:113. 

6811150068 NRC Into NoHco 88 089. "Dogredaiion ol Kapion Eiocincol Insulation." Svc 
Usi end 

ROSSl.CE. Division ol Oporationol Evenls Assessment (Posl 870411). 88/11/21. 
ConsoMalod Edison Co of Now York. inc. I13pp 47603 045-47003 181 

6811180470 NRC Info Not>co 88-002, "Poiontial lor Spent Fuel Pool Draindown." Svc 
asi enci 

ROSSl.CE Division ol Opurational Evonis Assessment (Post 870411). 08/11/22. 
Consoktlaied Edison Co. of Now York. Inc ii4pp 47606 124.476D6.237. 

8811180316 NRC Bulletin 8B-0I0, "Nor^conlormlng Molded Case Clrcu-t Breakers " Svc 
i.sl end 

ROSSI.C.E. Division ol Operational Evonls Assessment (Posl 870411). 66/11/22. 
Consofideied EOnon Co. of Now York, Inc. I2lpp. 47606 CiOI-47806. 123 


R. Periodic operaling reports i related correepondence 


8611210418 Monthly operaling ropls for Oci 1966 for Oconee Nuclear Station Unite 1.2 
8 3.W/88l11S1tr. 

m.LIAUS.R.A. TUCKER.HB. Duke Power Co. 60/10/31. 17pp. 47596219- 

47S96235. 


S- Raporleble occurrencea, LERa & related correepondence 

8811090125 Pan 21 lepl ro delecl In Ltmitorque Corp supplied selety- related SMB 
valve oclualotB w/RH haulalod dc motors Inal may not develop Ml-raiad siartirig 
torque ai olevaled emb.enl temps Review ol motors by licensees recommended. 
WILKINSON.I.E. Limiiorque Corp. 88/11/03. Ollice of Nuclear Reacior Regulation, Di- 
rector (Post 070411). IBpp, 47B25;227-47525242. 


52 DOCKETED ITEMS 


Y Of, c«» SO«nl fotl SWa?* tr.JtaIlallon» 

t^. .e.T.ia -tp 4?3;5 0:2 

f;,SCc>”2,‘?5;iVIS!''&S-!5 .uWEBxa w. p.... » » 

<■ ! ■' 2"? f 

-»3«'J10C»2 '. -CO ''».»'<« '.' as«?v'.erl S findnq o( no S.9.^r<anl 

-MtOJiOMi £'•••';'■ A-.v:j^Tt.-i Pfa'rt loConai 8 Ot»fat.on o1 Oconee Motlow 

• ■om'^^^''’£( r.^ .y Ma-f-ji Sa'ar/ 8 Sa'eguatds Cwocw. 8a/iW3l. 37pO 

a7j?e;-5' 


88ttlSQ276 New EnglanO CoaUtion on Nuclear Pol'unon first sol of irYleriogalones 8 rc- 

S uesi lor proOuci'on of docpinanls to Vermont Vankoo on NHC onviron ossosstTtonI & 
nOmol .* WICorKi'caie ot RoiafoO coKespCinOcriCo. 

FERSTEAA Mow England CoaMion on Nuclear Pollution. FERSTER.A Harmon. 
Cman& Tousiof /l'4go 7492. 80/1 i/lO Vermont Yankee Nucioar Power Coip Hpp 
47510277-47516200 

M1tie0237 New Et^and Ctralilion on Nuclear Pollution motion to morkly d^ccNcvy 
^edu'e sat oul In Board .i^econd Prehearing Conloronce Order LOP-00-18 o' 
B807I2.* Leavo requested to respond to NRC 801031 responses W/Coriilcaio of 

&fC 

F6RSTffl>^. New England Coa'ition on Nuclear Pollution FERSTER.A. HotrrDn. 
Cunan & TousVw. #468 7403 8B7lt/iO. Atomic Saleiy and Licensing BoanI PanoL 
5pp 47510 291-476(0 295 

6511150303 New England Coai'tion on Nuclear Pollution second set ot iniertogalories & 
(equasi lo/ production ol documents lo NRC Stall on NRC onviron assessmertt A 
fitdm of no si^r»canl impact ‘ W/Certiliceia ol Sve Reiatort correspondence 
ferS’EFI.A New England Coalition on Nuclear Pollution. FERSTER.A. Harmon 
Curran 8 Tousley. #4B0 7494. 66/11/10. Oilico of the Gonoral Counsol iSpp 
47510’.263-47S10-27fi. 


6llt59C«7 c?J>V.^ w.dstusvoft to elarfy 8810)2 reguasi tor 

c< ■ F- . 1 ).P'. ':7 j(VS soil tf‘s ti tor'm des-gntaus rlsceisrabon leve^ lor cask 


^j=J.Vs\'P Furl CfC-e Saw Era-cn eS-HrOt MCCOHAGHY.WJ Kutec. inc 
CiC 4 ':' > 'jii- 4 ? 5 l 2 JU 


6011160310 Momo'andum of Vermont Yankee Nuclear Power Corp in response to 
nien<oraMfum & otde, a( SB 1 024 & motion (or loovo lo (lie samo.* Board statc.T.cnl to 
speni fuel po^ violetion factually rncorroci.W/Cenificalo ot Sve 
GAO.RK Vermont Yankee Nuclear Power Cotp. GAD.R.K Rupos & Gray 9400 
7484 88/11/10. Atomic Safety end Licensing Board Panel. i2pp 47611333- 
47511344 


6611360046 Ordai (extension o* ti.'ne for il’scovory).' New England Coalition on Nuclear 
^lubon 661 100 motion to modify d scovery schedule granted Served on 881 1 1&. 
8ECHHOEFER.C Alom'c Satoly and Licens.ng Board Panel #488 7500. fl6/ll/i4. 
New England Coa'4ion on Nuclear Polluiion. 2pp 47591:251-47591:352. 

0611200167 Order (exienslon of Umo lo' d'seovery arising from SER) * Grants Now 
England Coekiion on Nuclear Ppliulion 881110 motion io modify diSCOYOry schodulo 
w/otoulaiions suqgasied by applicant Served on 881 1 16 

BECHHOEFER.C. Atomfc Safety end Licensing Board Panel. #488 7502 88/11/16. 
(Mce el ttia General Courtsel 3pp 4759V023 47591.825 


DOCKET 5C-271 VEflgOWT YANKEE NUCLEAR POWER STATION 


F. Secunty. rMdieal. (mtrgertcy A fw« prOlKllon plant 

UlU'dOM fc'fVl*, I'to P^pi M27I/M11 0" 8808l6-i8No vidaiions 

ES.iALiroP Hc«i.ci- ) C: c» pie Dirstiy Mitai06 UUflWPY.Vl.P Venno-nl 

»4->*.ef.'ii;V-i/P.'.rrCors ?rp 4?372054.4?3?2 062 

-U»i3tMl4 e-o jf-M Pr«t4;tdr4« irw R«o'. tt on 680916-18 No -ne- 

Ji-.ri K'f4Vi,'>t Ui9% ifV«!«'d«'"-Cf}*ricy preparedness progra.'n.omergency 
►•■cn iYY«'S-ri 3 «ierd<-t 'evewi'aud's & rio\t-C 4 y>ns 4 corrwunications 
C»'= 3T»£np iA2AfiuS.WJ Re«n t. Ole e' V-e Oirecior. 88/00/30 7pp 
475.';cM47j?;<>‘7 

M I UTOWt Fw*i'Js R>r 17 u pkyval secury {Jan Rev wirJ-.eid 

Vef-:rt Ta-ves N-x-eN Pdoer Corp MHO'?! NRC ■ No OoVM Mfi.- 
a-.jn&r.er fp sTjJlCCI 47551 OCI 


cottaspoetdenea 

6011020312 Requests mat addiasses for author & j OeVmcantis ba revised as siatod 
(or eppioptia'o lUi sopids toi Ocanso DPR-26. 

CAPSTiCK.ft.W. Votmcmi YenVea Nuclear Power cerp. 60/10/20 Document Conlioi 
Branch (Docjrneni Control Desk) ip 47416:144-47416:144. 


iOl 1104136 Fccauds le/ied Pages <<».-ni.M9.i 7539.3-10 6 3 14 to phyicai lacwi- 
N iHr Pijti ■'•.'.‘■eij 

* ve-’O'i ran>«a NuC'ear Pcmh Cerp 68.'lOJ2i Vermoni Yanked Nuclear Ppwer 
Core i; 47435 07.47435 137 

1011370321 kdi Vdi L’a'. Pe< 15 U {(‘/veal securt, plan coc.viiarit m proAHons of 
iXERIiCS-i'ci 8 a.-rapiab'e 

BElLAWrRti fieg^;n i Oj cl 174 Ovaclor 68/10/27 CAPStrCK.BW Varmooi 
>a.*je«fJj<Na/P.'werCor9 4po 47461 252-47461 255 

MiOliOOlT Ge-YOTY; Lti 8 p6-i 9 to 85 fj«i cycle fiokty iKeniees 
ecsieiv.'sus-rvjir'^ortr.g.eiporvn^ or ei/.soo<*.ng forrsu^ quaniWi ol SUaiegic 
S7.W re .te cl ijyji#, lor;a by rccciee guardi lo p-evem thc'i o' SNM Srt Ml onci 
6!l,F'*inRF Owivcn cf S4'sg>-A'ds 1 Tr4.nioor'.4Mn (Poll 8744t3l 68/10/26 
C«*i.«:)’«£4sonCc ef New Yort, inc aipp 4751304747613077 


3. inaMance A inrJamtYily inlotmallon 

0610360303 Forwards properly signed Page 3 of MAELU Ceniiicaie MW-SO & Nb'LfA 
Caniticate NV7 97.re$j>eciivo(y 

vi£TeN.MJ Marsh £ McLennan. Inc. 86/04/15. DiNiT2,i. Office ol Nuclear ftoecio.' 
Regulalion. (hrector (Post 870411) 3pp 47266:202-47266 294. 


P. Ope/aiing ticenee stage documents 6 corrsspendenoa 

0610100350 Genarfc Lit 88-17 to Oil holdars ol OLS or CPs tor PWRs re loss Ol 
OHFt Sve Ml entl 

CRUTCHFIEIO.O AssctC'BIO D-reclor tor Prolacis (POSI 870411). B8/10/I7. Conso’i- 
dsied Ed«on Co. ol NewYoik. Inc. 84pp 47276:166-47279:241. 


M1II50379 Fcrwarls SaV', Irsp Repi 50271/66-14 on 880823-1010 A ooOce Ol 
v ?4W'k04',(yi«xkjd.i-^ 'j.ue lo muei lutvLng coodiion lor operawn M Tech 

1MG/S*.5JT FIfryon I. O'C 01 the Oveclcr 88/11/04 MURPHVWP Vermont 
Yankw FewwCorp 3pp *7563 260-475^ <87 


86i02$0507 Forwards ulif sepi’c sludgo release data, including releases to farm Itoid or 
rMposaf pii.rafaases lo Braii’oboro wesia Iroatmeni plant £ comparisons lo tetonacs 
to Lmls. 

MUHPHY.W.P. Veimon] Yankee Nuclear Power Core. 86/10/17. Documont Control 
0«ancn tOocumonl Conud Desk). 8pp 47282:197-47262 204. 


-66III60343 insp Pepf 50 271, 86-14 on 8S0823-1010ViOla»r.s 6 orvesofved Kwis 
'•<'WMa»v areas irswctedacoons on prev^-s uwp frnddos ooeretonai 
4ale% sec./ V pivi eperatw)* marf« 6 suvedance 8 enameenng mopori 

V Olt ol the Oveclor M/il/CW 23po 47569265- 


0. AdludKatory eorrsipondenc* 

iupp‘e'^'4! iei{«r.») lo vetn«n!| VanVeo hrsi mi 
c m-er-j^^nes S '©ojesis lor producson of documents 'ncorporating portiens of In. 

20 cwvTedflM'ed ccnespondence 
^ESoSM vefmorLS'j’do' *488 7405 88/10/28 Oti 
Cc^i^sscr Ip 47337114 47339120 

'*.'7 suCSkementai response lo Vermont Yankee f«i sei of i 
Cert,r<aie of Sve ^Re! 

I^ANORP PKESSSH Vermont. SUN cf 88/10/28 Vermoni Yarttee fJi. 
PewerCevp Ppo 47339 11547339120 v«rmoni yarttee Hu, 


Office of the Secrc'ary ol Ck 


Vermcn.. Yankee Nucie"S"C^ 

Me ■♦T5l^3334?5!33^6 ^ Safety n-vj ucervsmg Board Pane 


6610250184 Getienc Lir 08-16 to all licensees ol opeialing reactors & holders ol CPs ru 
eiant record storage on optical dsks 5vc Ksl encl 

CRUTCHFIElO.D. Associate Director tor Prelects (Post 870411). 80/10/20 Consoli- 
daied Edison Co ol New York. Inc. 45pp 47513 001-47513 046 

8610270311 Requesia lhat Parag/aph 3 bo changed to Paragraph 3G & Paragraph 3H 
be deleled from Amend 107 to Ltcerkss DPR-26 Remainder o( license vrul romeln 
same. 

BOONEY.VL Pro)ec) Dtroclorato 1-3 66/10/20 CAPSTICK.R.W Vermont Yankee 
Nuclear Power Corp 4pp. 47361:071-47361:074. 

6611090232 Petiiai lasponse to FOIA lequest lor documonis inloiiT<s that App 6 docu- 
ments avaiiat^e In POR Forwards partially withheld App C documents (ref FOIA Ex- 
empbonS) 

CR1MSLEY.O.H. NRC • No Detailed Alfiiiaiion Given. 86/10/25. AIROZO.D. Inside 
NJl-C. (McGtaw Hill Pubilcallonj. 4pp. 47510 220-47519:223. 

-8911090249 Partially dalaied Commission paper assisting Commission in decision 
whether to tmdew ALAB-B66 8 AI-AB-876 & proposing dralt orders tor considerafion. 
MAISCHA4G Office ol toe General Counsel SECY-08-Oa2- 88/02/01- 2ipp 
47SI92S2 -47519 272. 

0811140168 Forwards did Page 39 of spent fuel pool expansion safely evaluation 
ROONEY.V-L Pr^ct D'teciorata 1-3. 80/il/O4. CAPSTICK.R.W. Vermont Yankeo 
Nuclear Power Goto- 3PP 4T535-.t94-47635.te7. 

~0611140K2 Errata to safely evaluation concluding util submittal re spent luel pool ex- 
panslort. 

Office ol Nuclear Reactor Regulation, Director (Post 870411). 88/10/14. Ip. 
47535:197-4 7535-.197. 

6611140442 Forwards Page IS ol environ assessment & finding ol no slgniliceni impact 
omilled during 880725 subrniiial. 

ROONEY.V.l. PrrtecI Oireciorate 1-3. 88/11/07. CAPSTICK.R.W. Vermont Yankeo 
Nuctew Power Corp. 4pp 47644-102-47S44 105 
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061123010? Final rosponse lo FOiA ruquosl foi clncumcnlsForwOtda App U 
(locumonis App u docunienitt also avaiialjio m PDF) App (j documoni wiihiveia (rpl 
FOIA Exen-piipn 6) 

GniMStCV.O.H wnc • No Dolailcd AfMaiion Given eS/'Il/OO JONES.C R. AfAFiaUan 
Noi Assignoil App a7505 053-47505 050 

-67091V0046 Forwards I SI Of cuiicnl liro proiocllon onlorcomeni aciions.por 851106 
requosi SugDOsiod scliodulo for allociod i consees to comply w/App R loquiremonis 
w II 1)0 piov-dcd 

OIRCKS.W J. Olc of tno Executive Di'OCIot lor Oporaiiona. SECY-QS-306A. 85/12/03. 
4pp. 4 7505.059 4 7585 066 

88U23030B FiMi response lo FOIA lOQuesi lor Ocicumortis.Forwaids App O document 
& loloasablo potiions ol Documoms E/1 ibrough E/3 App 0 & reloasante potOonsol 
Oocumenis E/4 ilirougii E/6 avsiloblo irt PDR Ponions wilbholcl (ref FOIA Eitemplion 
5). 

GRIMSLEY.OM NRC - No OoiaHQd Alfilialiort Given 88/11/08. FEi.lON.JM Niidear 
Licensing Ropoils 4pp 47634 341-47635 011. 

-0611230365 Pardeiiy doloiod (rip ropf of Commissipner Carr 080706-08 visit to (aciti- 
i.es & mooling w/Sialo of VT ollicials. 

ELSASSER.T.C Commissioners. 80/07/19. * Commissionera. lipp. 47e3560>- 
47635011. 

8811170006 Responds lo Gunoric Ur 00-11, "NRC Position on Radiation Embrnilomonl 
ol noBcior Vossel Malls & Impact on Plant Oparoiiens " Util proposos no turihcr ac- 
tions 10 bu taken to ensure compliance w/rovlsod rogulatory gu-danco In aubj Hi. 
CAPSTICk.RW. Vormont Yenkeo Nuclear Power Carp 08/li/tO Documoni Control 
Branch (Document Control Oosk|. 2pp 4 7£67. t67-47567'l66. 


0. Inapecllon reports, IE Bulletins & correapondenee 

6011010020 Forwards Solloy Insp Ropi 50-271/00-11 on 880616-18140 violnlians 
noted. 

QELLAMY.nn. Region i. Olc ol me Oiiecior. 60/10/06. MURHPv.W.P. VertMni 
Yankee Nucioo' Power Corp. 2pp 47322 054-47322062. 

••6611010034 Emergency Preparedness Insp Ropt 50-371/06-11 on Q608id-t6 No vto 
letrens nolodMeJcjr eroas inspeciedomergonc/ preparedness pro^ifun.eaicigoncK 
acHon levels. indojiondoni raviewa/audlia & noiilicailons & communicaiions 
CHRISTOPHER, n , LA2AnUS.WJ. Ragion 1, Olc ol iho Dt'oclor 80/09/38 7pp 
47322 056-47322 062. 

B810Q30249 NRC Inlo NoilCO 00-079. "Misuse ol Flasning Uglits (or High RaOUilron 
Area Controls." Sve Hsi onci. 

R08Si.CE. Division of Oporelionaf Events Assossmeni (Post 8704(1). 80/(0/07. 
Consolidated Edison Co- of Now York, inc. i23pp 47279 243-47280003. 

66100701 14 NRC Into Notice 80-002. "Torus Shells W/Corrosion & Oograded Coaiaigs 
In BWR Contoinmonis " Svc list end 

nOS5i.CE Division of Oporaiionai Evonis Assessment (Post 070411). 80/10/14. 
Conaoiidaiod Edison Co ol Now York. tno. i lOpp. 47200:124-47260 236. 

6810140212 NRC Inlo Notice 00-005. "Broken Roiaining B'oek Studs on Anchor OaddM) 
Check l/Qlvoe." Sve list onci. 

ROSSi.CE. Division ol Operaiionei Evonis Aesossmom (Posi 070411). 08/10/14. 
Consol.dolod Bdison Co of Now York, (nc. 1i8pp. 47483;i9£i-474a33»0 

8811030060 Notico Of 001028 Significant Licunsoo Mooting 06-169 in VOtnorxVT lo dis- 
cuss SALP mgi meeting 

HAVERKAMP.O.n. Region 1, Olc of the Oltoctor. 86/10/14 Region i. Olc el «ho Di- 
rector 2pp 47422.333-47422:334. 

88101400(6 NRC (n(o Nofico 00 004. "Oefective Motor Shaft Keys In Urraioiquo Motor 
AciuaiQie " Svc iisl enci. 

nOSSi.CE. Division ol Operational Evonis Assossmeni (Post 070‘tj(), 88/10/20 
Consol'dalod Ed-.son Co. of Now York, Inc. UOpp. 47200 004-47280 123. 

8810170391 NRC Inlo Nollce 80 080. "Operating W/Muli’plo Grounds m DC Oi6lt4)ulion 
Sys." Svc l-sl end 

ROSSl.C.E Division ol Operational Events Assessment (Post 870411), 06/10/21. 
Cohso'idaied Edison Co. of Now York, Inc 1 16pp. 47463:08 1-47463.167. 

6611060277 Forwards Solely Insp Ropl 60-271/08-17 on 600028-30.No v.oloiO(» noted. 
BELLAMY, n.R Rofllon 1. dc Of Iho Director. 88/10/20 MURPJIY.W.P. Vormoni 
Yankee Nucloar Power Corp. 2pp. 47474:047 47474:055. 

-0611060279 Insp Ropl 50-271/80-17 on 8B0926-30.No Violations noted Mo)Oi aroes 
Inspoclod llconsoe radwasio program, Including irotn'.ng of porsonnoljxocuremonl ol 
packaging.dolivcry to cairfors.rocords & ropfs & waste ciassmcafton d taOafmg. 
DAVlDSON.B S,. PASCIAK.W.J. Region 1, Olc of the Director. 06/10/21. 7pp. 
47474.049 47474.035. 

8811180362 Forwards Insp Repi 50-271/60-10 on 881005-07 8 noUce 0( vtdsUoo 
BELLAMY.Rn. Rogion 1, Olc ol the D.roclor. 80/11/04. MURPHV.WR. Vormotrt 
Yankee Nucloor Power Corp. 2pp 47569 250-47569:287. 

-6811160385 Notice Ol violation Irom Insp on 08l005-0/.VlQlallon noted entry ol two 
insirumonl & control fochnic-ans into focomp'ner hallways In advanced oMgas Wdg 
posted as high radiation area w/o radiation work pormii. 

* Reg'orj I, Olc of the Dveclor. BB/ll/04. Ip. 47689 262-47569.252. 

-8611160369 Insp RepI 50-271/66-18 on 88l009'07.Violallon noied.Maior nroae 
inspQctod radiological controls.mgl involvomonl & licensee corroclive actions 
MARKLEY,M.. SffANBAKY.M. Region 1, Ofc of Ihe Director. 08/U/O3 6pp. 
47660:253 47560 257. 

88(1(80378 Forwards Soloty Insp Ropt 60-271/88-14 on BD0823-1OIO 1 noUco of 
violetion.ViololIons.Including laliuro lo moei limiting condition lor operation In Tech 
Spec 3.13 G.2 re llrowaicli leqvliomenia noted. 

WIGGINS.J.T. Region 1, Olo ol the Oiroclor. 88/11/04. MURPHV.WP. Vermonl 
Yankee Nuclear Power Corp. 3pp 47569:260-47660:207. 

-8811160381 Nollce ol violation Irom insp on 0e0623-10l0.Violalk>na 
noted rociicuiallon motor gonoralor sei made inoperable w/o esiahh'shfng Tech Spec 
3.13.0.2 requirements & svc water effluent radiallon monitor Inoperable on aeveral oc- 
cessions. 

■ Region l.Olc ol Iho Ditocior. 88/11/04. 2pp. 47669;203-47689:2e4. 


-8611160362 Insp Ropl 50-271/68-14 on 600623 lOlO Violal ons & unresolved itnms 
noicd.Waior areas inspected ac'ians on prcv.ous into l-mj.ngs.opetsi rinai 
satoty.socudiy.plani opcrations.maml 6 eurvo'tianco & ongircortng suppcti 
MAvenKAMP.O H. Region i. Ofc ol ihe Director noniroT 2.'tpD 47563.205 
47069 287 

88(10403 2 4 Si^pl 3 10 NRC Into Notice 66 (06, ' Feedwater Line Brodk " Svc list onci 
ROSSl.C E Divi&'on ol Oporaiionai Events Assossmeni (Posi 870iii) 66/11/10 
Consoiidaiod Edison Co. of Now York, Inc. i I3pp. 47559 072 47550.184. 

8611090204 NRC Into Not'.co 86-067, "Purnp Wear & Fore gn Ob;ocis In Plant f’lp.ng 
^9." Svc list onci 

(TOSSI.C.C. Dvis-on of Operalionai Eveitis Assessment (Post 870411) O6/11/16 
Consolidated Edison Co ot New York. Inc. 1 13pp 47801.020 47601:132. 

0011090403 NRC Info Nolico 86-085. "Degredanon of Wostinghouso ARD Relays ' Svc 

l«l onci 

ROSSl.CE Oivis'on ol Operational Evonis Assossmeni {Post 670411). 66/11/16 
ConsoOdaied Edison Co of Now York. Inc. 113pp 47697.001-47607 113 

8611160006 NRC Info Notico 66-069. "Degradation of Kapion blecirical insulaiion '* Svc 
liM onci. 

ROSSl.CE. Dvision of Operational Evonis Assessment (Post 070411). 80/11/21. 
Consol^ated Edrson Co 0/ New York, lr>c. 113pp 47603 045-47603.161 

86I>I68470 NRC Info Nolico 06 092, "Poicnljal for Spent Fuel Pool Diaindown" Svc 

■•St encl. 

ROSSl.CE Division ot Operational Events Assr^ssmonl (Posi 670411) 66/1 1/22. 
Consoiidaiod Edison Co. of Now York, Inc 1 14pp. 47606 124 47606 237. 

88III60316 NRC Ou'.loim 08 010. ' Nor^conlormmg Moidod Case Orcuii Breakers.'’ Svc 

list etKl 

ROSSl.C.E. Division of Operational Events Aesossmont (Posi 870411). 88/11/22. 
Consryidatod Ellison Co. oi New York. Inc t2lpp 47600 001-47606.123. 


R. Periodic opeiBlInp reports 8 relsled corroapondonce 

8811160312 MohlJiJy oporaii/^ repi for Ocl 1906 for Vormont Yankno wmoil 10 Ur 
WAILIN.OA. MURPHY.W.P. Varmonl Yankoo Nuclear Powo-' Corp 86/10/31 6pp. 
47549 175 47549:160 


8 . Reporiabls oecurionces, LERs & relsled correspondence 

6611090212 lER 00-0l2-00.on 000926,2 amp lusu blew in CP-30 control modjio 'fue li) 
overloaded powot supply >n viiai lire proioeiion control panais.Cn'usetl by peraonnoi 
OHO* fao protection drawings rOViSod.irV/8Sl028 Itr 

PElkETlER.J.P. Vermont fenkoo Nucioor Power Corp 80/10/20 cpn 474aS'063 
47465 088 

89(1090125 Pen 2i lopi >0 doled in Lim’iiorquo Corp supplied safoly- loiaiod SMB 
voNa ficiuators w/RH insulated do motors iiial may not dovolop (ui'. iaiod slailmg 
lorquo at oiovotod omb'em lomps RovIdw ol motors by iiconsoas lacommendaJ. 
WiLKiNSON.iE umnotquaCotp. 86/11/03. OMicaof Nudoar Reactor Rogu'aiion, Oi- 
recior (Post 870411) lepp 47625:227-47525 242. 

8811160523 UB OO-OlO-OOcn 68l008.daily grab samp'o ol svc waior cllluonl 
mfssad^usod by poreonr'.oi error.Procedi.ro changed 10 roqu.re ehemlsi^ ttfchmcfan 
lo confer w/coni'or room peisonnol to oscortaih cQuipment out ol 8vc.W/06l 1 tO Ur. 
P£l-l€TreaJP Vormoni Yanlipa Nuclaar Power to»p OB/u/iO. app 4768(J.i3e- 
47566136 

881(180056 Summary ol Oporeimg Roaciors Evams Mooting 68-44 on 861108 List ol 
moet^ Biiondcus.sighilicant ovents & summary of reactor scrams end. One slsnili- 
cani ovonl Idcntiliod foi input to pertormenco indlcaior progiam 
lANNINO.WD Evenia Assossmeni Uranch. 88/lulo ROSSl.C.E- DivSiOn ol Opor- 
ahonal Evonfe Assossmant (Post 670411) lOpp 47682 164-47682 (82 

891(220109 LER 88-014-0000 88l0l9.a'prm seipeini ol svc weior ell'.uonl reOlalion 
monlior may oUow olUuonl releases In excess ol l0CrR20 limits in cerisin planl opor- 
sling moilos Procedural CBuUDnery slnlomeni added lo rorr.ihd potBDniiol.w/06i1l6 
Ik 

PELtETlER.jp Votmeni Yankee Nuclear Power Corp BO/U/IB 4pp. 47615.240- 
47616 : 243 . 
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F. Sooutily, msdicsl, amsrosney ft (fra piolecilon plans 


881 (9(0632 Roy 5 to ‘'ArNfldal Island Emorgency Plan." 

OUROIND.. NICHOLS.J. Public Sorvico FlocUlc & Gas Co ot Now Jersey. 68/10/10. 
>tepf> 47398.229-4739B345 

98(1020367 Nollce ot Signilicant Licenseo Mooling Q6-I72 In Kmg ol Prussia. PA ro 
phyticel securUy program lor Artilical Island 

SWETL/d40P.6. Rogion l.Olcollho Oiroclor. 80/10/21. Region i.Olcol (he Direc- 
tor 2pp. 47409:083-4^7400.064. 

88(1040021 Rovs lo Atiificial Island emergency plan adm-nisfroi.vo procedures, including 
Rov 2 10 EPIP 1003.Rev 1 lo EPIP 1094. Rev 8 10 EPIP 1013 & Rov 0 to EPIP lOM. 
• Ribkc Serv/co Electric ft Gas Co. ol Now Jersey 88/10/25 56pp. 47440 269- 

47440314 


881 1040026 Rav 8 lo Emergency Plan Implomenting Piocodure EPIP 603, "Radiological 
Dosa Assessment ' .... 

’ PubUc Ser^ce Elaclrlc & Gas Co. ol New Jersey. 88/10/26. OOpp 47446.027- 

47440 116. 

86 11030 198 Revised emergoncy plan imniomonling procedures. including Rov 3 lo EPIP 
201S 8 304S.R8V a to eftP 202s ft 3c2S,nev 8 lo EPIP 204S ft 30lS.nev S to EPIP 
3078 ft Rev 1 to EPIP 308S. ^ ^ ^ 

FAWCETT D. JACKSON,J., MllLBn.L K. Public SoMce Eleclilc ft Gas Co of New 
JeiBey. BB/IO/27. 209pp, 47416:172-47417 020. 



C04 8nov2lo EPIP 005 

• PuSJ^ Sofvic& ElecVic A Gas Co. of Now Jcisoy 08/1^/27. 39w( 4745aOP2- 
47450 061- 

60103(0017 Gono'lc Hr 68-10 10 ah (uai c^clo laoii>ty licensees 

possossing.ijslf^g lirportinij.ejporiiny o' uansporting lo'muta qjanicos at sustog^: 
SNM ro iiso o' c7oQ3iy icce by ifcenseo ouaros io pro</ont iholl ol SNMSvc isi enci 
euONEn.RF Oivisioi ol Saiaguaicfs i TranspoiaHon (Post B7C4t3J 60/10/28 
Conso'-dalcd Ed son Co. ol Now Tori'. Inc. 3lpp. 47613 047-475I3.077 


H. General correspondonce 


6011300104 Commenl on p'Oposod rule 10CFR26 re Fmoas *0/ Duly Progie'ri wliic>i 
incli'tlos lar.dorn drug (o&lingCiil sira'igly labors 160- day period lor irrp’emonlalnnol 
rule fi 360-day Imp’orr.oniauon period lor rondom drug icslirg 
MiLTENBERGER.S. PuO'ic Sorveo Eiecir-c & Qns Co of Now Jersey. 60/11/21. 
CHILK.SJ Ollico Ol ibo Secretary ol the Comm sssrs spp 47633 26847633 200 


P. Operating license elage documents & correspondence 


6010180350 Conor c Lir 00-17 to all Folders ol OLa ci CPs !or PWns re loss o' 
DHR Svc I SI onci. 

CRUICiiFIELD.O. Associa'.o Director lor Projocla (Posi 070411) 66/10/17. Coosoi- 
daiod Ed son Co. of New YorK, Inc B4pp. 47278:150 4 7279241. 

0810250164 Conor ic Llr 06-16 toal. iconseas ol opereiirg roaciois & lioldott ol CPaio 
p'ani record siorego on optical disks.Svo hsl end 

CnuTCiiFlELO.O Associate Uirocior lor Projecis (Poei 670411) 69/10/20 Ccnsol 
dQlcri Ed son Co. Ol New YotV, Ire 4Spp. 47913.001-47513046 

0611020316 Forwards tenalvo ouifino Icr biological ossossmont ol soa lunlo occur- 
roncos 8 oporolionei impacia el plenl.per 060320 request. 

MILTENOERGEFI.S. Public Sarvico Eloclrlc 8 Gas Co ol Now Jerse-r 89/10/20 Doc- 
oTionl Control Oranch (Oocurr.onl Goniroi Oosti) 3pp 47409 094 47409036. 

8011Q203S7 Notice of Signi'iconi Licensoo Meeting 06-172 in King at Prus-su.PA to 
physical sccu.‘i|y program Ic'MifiCBl Is'anrl 

SWErtAND.P.D. Hog on 1, Ole pi (lie Ci'ocict 60/10/21. Reg on t. OCcoi tbo Ouoc- 
lor 2pp 47409.063 47409.064. 

0911040295 Forwards Arnonds 69 & 62 lo Liconsos OPR- 70 8 OPn-75. rospaciiTOfy & 
sa'oiy evalufiiion Arnonds c’lango Toch Specs ro comemrrcni air iccv loovego lesirg 
STONE.J.C. Pio]QCi OiroctoralQ 1-2. 66/10/21 UII.TEN8CRCER.$ PuUc Scnncc 
ElQCtrle & Oqs Co. ol New Joreey. 3pp 47429:124 47429.140 

-6611040267 Amondt 00 & 62 10 Ucansos OPR 70 8 OPR'7S.raepociwety. cl<enang 
Teeb Specs ro coritoinrr.Qnt elr locK leevego tosimg. 

0UTl£n,WR PfOlOCl CcfOCIoraio I 2.08/10/21. lipp 47429. t27-47<29;l37. 

-6611040268 Salely evaluation eupporling Amondl 09 8 62 (o Uconsos OPR-70 8 
OPn-75.i08poctivo1y 

' orileo ol Nudoar RoaciOl ROQgiauan. Ouoclor (Posi 070411) 66/10/21. 3pp 
47420.136 47429:140. 

0811070276 Foiwards I censee progrem lor usng roacior oporaiors du'ing du-aticri oi 
coni/ol rpom lodoolgn oirort.per NrC66i0i6 reguosi. 

LADRUNA.S Public Service Eiocmc 8 Gee Co. ol New Jersey 60/10/26 Oocunieai 
Coniicl Oioncli (OocumoniConi'Ol Desk). 4pp. 47469 317-47459.320. 

8611060201 Noli'Icaion ol 681116 iroolmo w/uM m RocKvilo.MO to diseuss gorcrol 
lesuos assoscisiod w/oporaiion oip'anis 

STONE.JC Projoci Oirocioraio 1-2 60/11/02 eulLEH.WR. Project Oueciotaie i-2 
5pp 47473 050-47473 060 

8611140196 Nolilication of 681122 mooing w/ell In Rockviro.MO (o dscuss propa'a- 
lion ol biolog col assossrronl ro soa (urlio occu'roneoe 8 eperolion ut^mcIs ai 
laciiiiy Tonlativo o jil no lor biological assossucnl end 

STONE.JC. Frojoci Oirocioraio 12 60/11/04 BUTl.ER.WR. Prolod Oaocioraie I2 
6pp 47537 209-47597.213 

6611210114 Forwards WCAP-1 1065. "Ana'yS 3 Ol Consuio Z Iro.T PSE80 Sa'em Unii I 
Roacior Vessol Radiation Surve'ianco Progrem" £01108050.4 cl tost rosuHs l«r am- 
voii'onco mod w/ p'odrciions based on Rag Guido 1 99 shows good ag'oemoni 
LAOnUNA.S Public Service Electric 8 Gas Co. ol Now Jotsoy 60/11/07 Documoni 
Cofi'.rol Oiencti (OocurroniConVcl Desk) 2pp. 47010:249 470/0339, 

-9911210116 "Analysis of CapSulo Z from PSE8Q So'om Unit 1 Roacior Vossol Rod - 
ailon Survcillarco Program ’’ 

YANlCHKO.se . LIPPINCOn.e P . MEVER.T.A Woaihghouso Eloclnc Corp WCAP- 
11955 66/09/30. 62pp 47610 2S1-47S10.339. 

6611230162 Final rosponso lo FOIA loquosl lor documonis. Forwards App U 
documonisApp U documenis a'so ava'ablo in PORApp II docurroni withhold Ifol 
FOlA Exemption 5). 

OR MSLEY.D.II. NRC ■ No Oolaiied AII1' 3I or> CIvon. 66/1 1/06. JONES.C R Alh'iaiion 
NolAseig'iod 4pp. 47605 053-47585 050 

-8709179940 Forwards lisi of current lira p.'otocion onlorcemoni acdons^iur 851100 
roquosi Sugaosicd schodu'o for oflocted liceaeoos lo comply w/App R tequie-iKiRls 
Will be provided. 

OIRCKS.W J. 0/c of mo E>ocui.vo Oircctor lor Operei-ons. 5ECY-65'306A. 65/12/03 
4pp 47565:059 47665 005 

66 1 130C303 Su.mniory ol 661118 mooting w/uM In Rockv-lle.UO re uiii lorg-rartge p.'o- 
grams ai p’anie 8 NRC long-rango ollons 

STONE.JC. Prolecl D.rocloraie 1-2. 68/11/26. Proloct Oirocioraio W. 4pa 47677:132. 
47677.135 


8011070299 Submils supplornonlal rosponso to NRC BuHoiin 07-002 ro lost rosulis fO' 
fasteners found ojr of spue Safoiy-roralod fasfoners rhai s'lghdy oxcood 14RR mad 
hardr-oss spec voquiro-noms may bo used w/o comprorr.ising safoiy 
MIUTENQERGER.S Pubic Su-vico Eloclnc A Gas Co 01 Now Jo;90y. 80/04/27 
FIU5SEU.WT- Region 1, Ole of Ihe Oiiocio,'. 12pp 47460:320-47460:340. 

8910030249 NRC l.nlo Nor Cd 06 079, "Ivli3u‘:u ol Flashing Lights lor High Radiation 
Area ConViys " Svrt Lsl ond. 

ROSSi.CE. D.visicn ol Operational Evonls Assossmeni (Posi 670411). 00/10/07 
ConscWaled Ed son Co. o' Now York, Inc. I23pp. 47270.P42-47200.003. 

8810070114 NRC Inro Not ce 0U-0B2. "Torus Sliolls W/Corros<on 8 Oogradod Coalings 
in OWR Ccrlainmorls " Svc list oncI 

ROSSt.C.E D.v9lon of OporsUonal F.vants Assossrnoni (Posi 070411) 00/10/14. 
CO«»0'«3atoiJ£dson (Co of Now York, fnc T fOpp. 47260. 124-.I7260.235. 

8810140212 NRC In'o NoUco 66 086, "Brokon Retaining Block Sluds on Anchor Oaring 
Oiech Valves " Svc iisl end. 

ROSSl.C.E Ov.s'on of Onorationai Evonts Assassment (Posi 070411) 08/10/14. 
Conso’dalad Ed eon Co. of Now York. Inc 1 1 0pp. 47403 199-47463 310 

8810250380 Rosponds to NRC GQ0912 It/ ro violations noiod In Insp Ropls 50-272/00- 
16 & 50-31 1/66-16 Co-'rocihro actions documunlod lov.ow wiT bo porlormod ro pncriti- 
zaluM) & ccmpiDiioi ol work ords.'s for PASS by 061201 lo prevent rucurronco. 
LABRUNA.S. PiitYic Sorv cu Eloclrlc 8 Gas Co. ol Now Jorsoy. 00/10/19. Oocurnonl 
Conbdl Branch (DocLmonl Conirol Desk). 6pp 47270:168 472/0. 173. 

8810260414 ro-wards E'nvjon OuaMcaiion Enforcorroni Conforonco Ropis 50-272/00- 
23 8 50-31 1/88 23 on 060026 

MAHTIN.r.T. Rcglo-n 1, Ofc of Iho Orocio/. 80/10/19. MIUTENBEHGER.S Pub.lC 
Sorvtco Bocirtc 8 Gas Co. Ol Now Jarsr/y 2pp 47272 230-47272:306. 

-8818369417 En'orco.monl Confarcnco Ropts 60-272/06-23 8 &0-311/0G-23 Cn 
88062U Areas diScuSSOd.slQnllicanco ol concorns about environ qualilicaiion ol Limi- 
IM/Iiio valve oporaiors w/o roqurod T-drains 8 solonoid-opoiatod vtilvos w/o soals 
OURR.J Rogion 1. Ole Ol Iha Oirocior 80/10/ 14 60pp 47272 236 47272 30G 

99i0l4U)18 NRC Inlo Nolics 86 0B4. "Oalociivo Motor Shall Keys in LImitorquo Motor 
/^luatota." Svc 'isi end 

ROSSl.C.E 0.vi^n ol Opornlioral Evsnta Assessmom (Post 070411). 80/10/20. 
(3onSofdaloilEa.sorMCo 01 Now York, Inc ligpp 47260.004 47260:123. 

89I0I7839I NRC Info Noiico 08-008. "Opo'aiIng W/Mi/Hplo Grounds in DC Distribution 
Sya ' Swc 1 SI end 

ROSSl.C.E Oivtsioo ol Oporolional Evonts Assossmeni (Post 670411) 60/10/21 
Con$ol<dot«d Edson Co of Now York, Sec. Il0|ip 47463.00147463:197. 

8810280665 O.SCttssns slaluS ol iCSO’ulion Ol NRC BuTelm 60-002. "Rapidly Propogal- 
mg Faiguo Cracks in S'.oam Goncrator Tnbos" Provides doia-i$ of bosis lo pormli 
roslatl ol Unit 2,pond-ng clOSOOUl ol NRC Oullolln 00 002 lor plont 
STONE.JC Prc^ocl Oroctoraio 1-2. 08/10/21. MILTENOERGER.S. Public Sorvico 
ElMlr>c8 Gas Co. ol Now Jntboy. 4pp 47368.165 47366.106. 

8811010086 forwards Exam Ropis 50’272/08-2lOL 8 50 31 1/00-230I. adminisiorod 
on 081013 

GAILO.RM. Rogion I. Ole ol lhu Di/oclor. 00/10/21. MILTENUERQER.S. Ruble 
Sorvico ElOCiric 8 Cos Co Ol Now Jcrsoy 2pp. 47402 I70-47402.102 

"M11019094 Cxom Mopts 50 272/60 2IOL. 8 50-311/68-2301 un OUlOISEiiom 
r«$(/lis:so.not roacior oporaio' condidato passod nii portions ol oporaiinn oxam, 
BRIGOS.I.. ESEIGROTH.P. Rogion 1. Ole ol Iho Oirocior. 06/10/21. 2pp 
47402 1 81 47402 102 

8811140014 Ack rocoipl Ol D0 101 3 If inlorm'nn NRC Ol Slops lokon lo corrocl vIolAlioni 
noted mlnsp Repis 56 272/00-07 & 50 Sllr^fl 07 

GALLO-RM Rogion 1. Olc Ol Iho DifOCIor 06/11/01. MlLTENnERGER.S. Pirb'ic 
Sorveo ElociriC 8 Gas Co o' Now Jcrsoy. ?pp. 47537 203-47537:206 

8811060146 Rosponds lo NRC Dul'Otin 06-001), "TlumblO Tubo Thinning in Woal-ng- 
houso Roaclors " instead of contmin'ig lo mspoci wearing thimblo lubos.ut-l prooctwo- 
■y tMiracod 8 modil.od inimblo lubos so polonlial lor woar slgnlliconily roducod 
LABHUNA.S Public Sorvico Eloclnc & uos Co ol New Jorsoy. 66/1 1/02 Documoni 
Corboi Branch (Documoni Conirol Desk) Opp. 47494.243 47404:250 

9811140368 Forwards roquosis lur addl mlo ro Insorvica insp program plan & assoemt- 
od rcquosi for reiiol Rosponso roquosted vviihin 45 days ol rocoipi of lt<. 

STONE.JC ptojoci D-roclornio 1-2 80/11/00 MILTENBEHGER.S Public Sorvico 
EtectneaGosCo ol Now Jersey 6pp. 47536:174-47530:170. 

8811048324 Suppi 3 10 NRC Info Notice 66- 106, "Foodwalor Lino Break." Svc list end. 
ROSSI.CE. (Jrvison ol Oporaional Gvonis Assossmeni (Post 0704ii). 06/11/10 
Consol dated Edison Co 01 Now York, Ino. Il3pp 47659 072 4 7650:184 

8611090284 NRC tnlo Noiico 06 067. "Pump Wear 8 Foreign Ob|ocis in Plant P<plng 
SyS ■■ Svc 8st onci 

R^SI.C.E. Oiv.sion ol Oporaiional Evonis Assossmont (Post 670411). 68/11/16 
Ccnscbdalod Edison Co. ol Now York. inc. I I3pp. -17601:020-47601:132. 

881 1990403 NRC Vifo Noi-ce QO-OOfi. "Dogradaiion ol Wostinghouso ARO Rolays " SvC 
Hst enci 

ROSSI.CE. D-vislon ol Oporaiional Evonis Assossmeni (Post 8704lt). OB/ti/lO 
Consolidated Edison Co ol New York. Inc. liOpp 47507 001-47607 113 

9811160088 NRC Info Noi-co BB-069, "Deg/adalion ol Kapton Eioclncal Insulailon " Svc 
iisl onci 

flOSSiC-E. Orv.slon ol Oporahona' Gvonis Assossmeni (Post 670411) 68/11/21 
ConsoVfatod Edison Co. 01 Now York. Inc. 1 13pp. 47603.045-47603 161. 

8811189470 NRC Into Noiico 66-002. "Poionbal for Spent Fuel Pool Dramdown." Svc 
Ml end 

ROSSI.CG. Division ol Oporaiional Gvonis Assossmeni (Posi B704ti). 66/11/22 
Coittoidaiod Edison Co ol Now York, Ire 1 i4pp, 47606:124 4/606 237 




N.C BU,,* oa.0,0, na M0,d.d C„. ^ 


V. Operator EKBinlnoHons 


a PTlcdlo op.r.tlna report. » -Pl.«d «or,«pond.PC= 




Kf 

. CAPORALE.Q. 


New Jefsoy. siaio ui- cuKH' 

31. 10pp. 476i7:053'‘176l7:062. 


S, Rdpcrttbl. dccurrcno.., BERd » cor,..pd-.d.»d. 


s. Reponaoic u'-'-ui. 

aai0140EE5 ROion 

Kul^iw/KodTol"^ 

RUbbtLL.vY.i U ._,. , D ,, le a 14 aloam 


RUSSELL, W.T. ROQion i, ui .u- . 

8810260368 LER8DJ17.00m ™^^^ 


NowJetaey. 80/107 


19.5pp. >17262;268-<17264:4/e!. . k «<iirni 


Now Jersey. 88/10/ 


25. 4pp. 47414;20O-4r'»i'*;i!Ub. 

8811020352 LEH 88-018-00:on B81001,hourly ^''ia,oj2u9Q^d by eDul(M^ prob- 
26, 5pp. 47412.100-174121164. 


26, 5pp, 47412;160-474i2:ioi. 

8811080188 SuPPlomen'o] £? moro^thi^^*'S9!cauX doWfirtnod-Hourly 

8811090128 Pan 21 ropl re In Limi W 


V. Operator Examinations 


V. operaior bubiiih'-*— - 

. B Rente 60.272/C0.21OL & 60.311/B8-23OL adrrtrxrtorod 


ROCKET 60.E74 B.E. GECEOOICAL EORVEY REEE.RCH REACTOR 


P. operdllno llddn.e ...g. docum.nl. A Cd,-..p.nA.n.. 


*. VirOlAA*"* 


POCKET 50.E75 D.ABLO CARTON NUCLEAR POWER PLANT, UNIT 1 


Service Elecirtc ft U08S.U.W"— nflioi3Exam 

47402:1B1-47402;102. 


P, operating iii-ei'»° — 

■S«!ESSaS£® 


F. secufity. niedloal. emergency 8. fire protecllon plane 


1 workshop on 

i24, 

Pacilic Gas a 


gSr«"A"4l':E=E-4»4«EE, 




CoftsolUiaiefl taiso'* ' 




IS0137 pubic ...»on 01 Ru» a 'o 

f”|!S£^fA“Ko»l> CO, 8./ig/or. lopp. 4750E:34E.476B2:350. 

. l.lluon BOU 4 to 


• Pacilic Gas s tiocuK; , n „ a 

8811230195 Revised emotoency plan Im^lemanllng^^^^^ 

i[;iFFEflSV\dlfGera » CO, BB/11/18. 29pp. 47631:153.47631:181. 


H. Qendra) correspondenca 


uaneiai 

"SssressiiKS-’j^f 


onh8CommBsion.'>RR.-''— — 

•^JSSS'SsSrSmLdc,.,., 




P. Op.-.lln9 llc«R-» ««»• 


f*. UpWtBl*»*y 

•^ssi;:=r= 


Wlallon Qlvon. ipp. •••• 


ttalod eoison L-o. ui - - ’ • A D n d c 

,8, .090487 ring' roBponsa ,0^ (rof PO.A 


' onia memo to 011112 closed mooting 10 discuss funtw 

issue, „._ fli/11/17. NHC • No Ooloilod 


■^ISiSSa— 


AHiBallontuven. to discuss 

airo.t.“3”v"b: irR^ =•»" '"'•—d'S £rpr.,WdSS si'— ‘ss— * 

“ “ . T-ninA kAsTk I (sactor. jimiiaHnnGIvQn, Ip. 4751U.loa-‘''°'®'' 


No Dolailod 


acior Hoguiaiiuii. LA1.CV.S.. V — - 


CHW.K.S-J. Ollico 01 =^7619 05. 
AlfillaMon Given, Ip. 475ia.los ‘''o' 


4, Ole ollho Director, ip. ,„e„„„aiier 

Advlcd. mat Paimi*" >» '**' ’ 

“'“i:;! 


AlfillaHonuivon, ip. •-'A' riicriKi 

m?===:“ 


oi. Geological survey. IR,-.- — - wi «,vetf TRIGA 

cQ4in7 . _ . ._*. E,.._.„u «fl/to/25. Region 4. Ole <J1 me 


Mark I reactor. Reassamoiy riuu'” » _ . ru,. nf iha 

' Director. Ip. 47604;107-47584.107. 


AlWlationGivon, 

floinpo meollno re discussion ol Phase ii 

mn ta n9i029 meeting lo discuss ponding adiudica 
f 'SSrdK .„„/03. NRC . NO D.,...d 


Q. Inspection reports. IE Bulletins & correspondence 


AHmatlonQwen. ip, 47619.189 475 


U, inspevnu" • 

MARTIN, R.D. Region i' O'SdPoVSse.lyegziSeo. 
ol. Geological Survey. Ip. 47622.35B 


Almlallon uwen. ir.-.>u. •- (,„m 

n non 10 meollno to discuss commonls from 
A«illa«on Qivon. 1p. 475l9.l90-47Bl9.i«u. 


56 DOCKETED ITEMS 


-0611090494 S'olt fcq.i-erionls memo '6 84D3P6 fnca'.rg »0 SMS.Sol pWro nvesri- 

? eion on piani 

H'tKSJ OV.co ot tho Srcte!ary 0* Ifc Co.Tm'ss on 84<'03/?9 NflC • No Delslad 
Afli'tation Gvon. Ip ‘1?019 i92-475i9.l9i>. 

-9611090497 Slall 'cq.'l''enc‘.nts rrero re uM mdcns by mionenois lot loinial liea'- 
ing^ Oft 631026 m Vfa^Wna'.oft OC 

CliiLK.S J Oiiico oi iha socreta'y of ins ComT ssion 63/11/01. M^C • No Doiaaed 
A'MmlO'i Given 3PP 47619.I94.47519219. 

6810280164 Ocna'ic Hr 6018 10 ell Lcenssos ol operei ng resciors 6 no'dets ol CPs le 
dan teco d slorsgs on optcsl dsks Svc 'si erel 

CFlUTCiiFlEtD.O Assoc sla Diecior lot Pio.ocis {Pcsl 870411] ea/iO/20. Consol' 
deled Edson Co. ol New Yo'k 'oc 45po 47513.001 47513.046 

6611020046 NoM.collon Ol (irra & 'ocalon cOange ol 6S1102 rreoing w/iA' m 
nociiviile.MD lo discuss lo.ng lorrn seismic piog-an gtocnd moiion deioimraion 
fiOOD.Il. PrOiOcI C -C5ioral0 V 88/10/24. KMGH70N.GW PtolQcl D.reciotoio V 
2pp. 47400 321-47409 322. 

6611140096 Summary ol 681004 & 05 mootings w/un: In Pockvii.eMD to dscuss inai 
lOp; on ipn^ lorm se srr c ptogramAddi irlo o.n I siod iloms musi bo subtr-iKod n 
onset to coniinuo lov.oyt ol tepi V. si ol aitendoes.egends & «OMaiapiis oftoi 
FIDOO.H Prc.ect Citectotala V 86/10/24. Proleci Oitecio'alo V 240pp. 47533073 
47539 312 

861 1 140063 Summary cl S&032d-30 plani welKdown by MRC Stall as pati ol tovew ol 
PHA lot p'ani long term soismic program Agenda & .'is* ol atiendees erd 
ROOO.Il Pro;sci Oitccroreio v. 88/10/2^ P/olecl Dtocioraie V tSpp 47538 I4l- 
47538 162 

-8BI114023G ronr.erds 860328-33 trip repi for ptav vis I 
DANOyOPAOHYAV a'ookhaven Naiional Labu.aipry 86/04/20 CHOKSHt.N NRC • 
No Ooiailod AlMiaiPti Given. Ip 47536.156-47536 ISG 

"6811140241 Trip >opt 4( 880326 30 visit to plan', (a PDA hoicg peticirted by aaieiy & 
nail eva'ualion div o< BNl. 

QANOVOPAGHVAY Orockhaven Natcnai Laboratory 86/04/20 6'00Kra»en Nalonal 
labcnatpry 6pp. 47506 157-47535 162 

8811140395 Sornmar'Zes 880225 NRC audit qi selected soisrmc liaghty eatcuiations 
pedotired as pert ol lot'gid'm seismic program fiag'ty (utvos for specific 
cc'npQ'ior.i.ai gve.n local cn, sbob'd not be usnd genedcaiiy. 

ROCO.H. Proloci OtacioraW V, 68/ 10/25. Piofeci OvrecwiS'e V 7pp 47636333- 
47536:338 

6811035314 Forviatds docurncriai on la PRA portormed as pan o< lo-ng-icim seisrnc 
P'ogiarri.Ui i eompioi'ce cotTpiialon of oihor speci'ic inio lo.- low wessure a^iion 8 
auxiilaiv saiiivator sys ooc<jmo.*i1ation v<i.i be s Jbir iied in Nov 1989 
Sl'IFPER.J.O. Paci'ic Gas A Elocinc Co. 88/10/26 Oocomem Con'roi Orancti (Docu- 
mcrtCcill'O) Oesli]. 1.030pp. 47505:259' 47509 208 

881 1 140061 Rosponda lo 831C0S lU (o Cengressman OE Lung-an e>P'es«ng concerns 
ro piediciod eArihgtaka al plant 8 oD|cciivi;y of roconi lept scbmiiied by vil reavaiu' 
ailng se smic design basis lo/ piam. 

MURuEY.TE OPioa cl Ncclear Rooccor Regu:aion, Oircciot (Post 8704ii) 8$/ii/ 
04. WA80EN.J . LORAN.W Alii:lation Not Assigned. 9pp. 4 7937010 47537 022 

e8il2IOlSt Forwards app cation for amend co License OPR OO.consising ol LNonso 
Arrand Ker^osi 89 07, lo osomption irom required (:acue<icy Tocn 

Spec 4 3.1 I, Table 4.3-1, itom 23 eoneoinmu aeUrYfe i.np Fee pad. 

5H FFER.J.O. PaciriC Oas 8 ElactiiC Co BS/il/lO OtKumont CooDo' Riancb fOocu 
irem Ccrtrcl OosK) 2pp 476n;08l-4781 1:076. 

-8611310152 Applicalion for amond lo Liconsa CPR BO.consisting cl Hconso Amend 
Renje&i 58-07 ro Tech Spoc 4.3. t.l, tab's 4 31, Hem 23 concern ng $a.$mc u.p 
SHIFFER.JO Pacl3c Gas & E'ocCr-c Co 88/11/10 10pp. 4761 1:0^ 4761 1 072 

-6811210293 Proposed Tech Spoc Tab's 4 3-1, "Reaclnr Tnp Sys Instrumoniairtwt Sur- 
VO 'ance Requ 'emenls." 

• Paclt.c Gas & Elocinc Co. BB/H/IO 4po. 47611 073-47611 076 


Q. Inspection raporls, EE Bullellns ft corrsapondence 


6810250329 Forwards Insp Ropis 50-275/88 25 ft 50'323/86-23 on 8e0e29<l909 & 
noiice or doviaion. 

PATB.R.J. Rogon 5. Ole ol the CirocWr. 88/10/05. SHiFFER JO. Paci5cCas8 Ctec- 
IticCo 2pp 47270:305-47270:31/ 

— OBtOSSOBas Nc/.ico Ol deviation Irom msp on 890829-0909 Doviabon 

nolod.adrr'nisi/aLvo procedure for reading & Interp.'sing lesi Irtsiru-nenls had not 
bean Issued. 

PATE.n J. Region 6, Ole ol mo Oircclor. 68/ 10/06. ip. 47270 307-47270307, 

'-6610250335 Insp Rap'.a 50-276/88-25 & 50-323/89'23 on 860829 0903 0&nft5on 
noted Maicr areas mspocicd activities 'o t/nii I lnsetv.ee iisp.insp loHowup Aains 8 
followup on Homs ol norccmplianco. 

CLARK.C . RlCHARDS.S Roalon 5, 01c of ibo Oiteclor 89/10/05 tOpp. 47270308- 
47270 317, 

6810030249 NRC Inlo Moilce 88-079, "Visusa ol Flashing i.lghis lor High Radaiion 
Area Cori'ols." Sve l>9l encl. 

ROSSI.C E On/islon ol Opo'a’tooal Events Assessment (Post 87<J4iH 66/10/07. 
Consol dated Edison Co. or Now Yo.'k, Inc I33pp 47270:242-47280 003 

8810070114 NRC Info NoVce 88 062. "Torus Shells W/Coriosion ft Oograded Coai.ngs 
in QWH Conia nmenis.'' Sve f.sl onci 

ROSSl.C.F Oivls-on of Operetionai Events Assossmorl (Posi 870411). 68/10/14. 
Conaolidaiod Edison Co. of New York, he. llCpp 47280.124-47280:235 

9910140212 NRC In'o Ndllce 96-095. "BioVen Peia ring Block Slvds on Ancbci Oaring 
Chock Valves" Sve Isl snci 

ROSSI, C.£. O.vis'on of Operallo.'ial Evenis Assesimenl (Posi 670411). 89/10/14. 
ConsoLdaiedEOiScnCo ol New Yci;<. tnc llfipp 47463:199-47463.318. 


9810140018 NRC in'o Noilce Q6-064, 'Oolociive Uoior Shell Keys m Lim (orguo Hc'.y 
AciuBlws" Svc irsi end 

FtOSSl.CE OiviSiun Ol Cnoratinnal Evunis Assossmoni (Post 670411) 08/10'20 
ConsoUdaied Edison C^o. ol New York, Inc. l I9pp. 4 7280.004 4 7280. 1 23. 

8610170391 NRC In'o Notice 06 066. "Operai ng W/Muitipie Grounds m OC D.sinb.iO'' 
Sys." Svc bsc OTKl 

ROSSl.CE D.v.sion of Oporaiional Evenis Assessment (Post 070411). 60/10/21. 
Conso! daied Edison Co ol New York, inc. i i6pp. 47463 081.47403 i97 

8811030085 Ack rucc pi of 690527 Hr informing NRC Of slops lakon lo corroci vlolenots 
noted in Insp Repts 50 2 75/86-0? ft 50 323/66-02 

CHAFFEE A.C. Region S. Ole ot the Ouoclor 00/10/21. SHiFFER.J.O Pacil'C Qas ft 
Elocinc Co. Ip 47426 016 47426 026 

8811160180 Ferwa.‘ds Insp Ropis 60 275/00 27 ft 50 323/00 25 on 801003- 07.No vie- 
lalons noted 

YUHAS.G.P RogPft 5. Ole Ol iho O.ieciDT. 80/10/31 SHtFFER.j.O. Pacibc Gas ft 
ElecineCo 2pp 47509:210-47569 217 

-88ttt60l34 Insp Ropis 50-275/00-27 & 50.323/00'25 on 061003 07. Slrongilts ft 
woaluiesses n^od Major areas inspected OA lor ctiomisiry aciivitios. water charr airy 
caMicf chem-cal ft ta'liochomcei analyses & onsito loliowup of inspuctoi iioms. 
TENOHOOK.W.K , NORTH.H S Region 5, Ole of itm DJoctor 00/10/31. 6pp. 
47569212-47569217 

8811160254 Resporils to doviSlions noted in Insp Repis 50-275/00-35 & 60-333/66' 
?3CoveOive actions adrn mslraiivo procedure ro gauge isolations during ASME losis 
•ssued lor uso ft Procedure OP- 1 0 on mslrumonl valve ad,'U9imont roscindecl 
SHIFFER jO. Pacilic Gas & Eiechc Co. 88/11/07. Document ConUof Orancti (Docu- 
meni Coning Oosk). 4pp 47549 058-4754Q 061 

88(1040324 SuppI 3 lo NRC Info Notice 86 106. "Foodwalcr Line Qroak " Svclisiencl 
n^^.CE O^ipft o' Opetailbnai Events AssossmoiM IPosi 670411) 69/11/19. 
CoosoHdaiCil Ed.son Co. of New York, Inc. 1l3pp 47559:072 47559:104 

6811180046 Responds to NRC 060926 Hr re vioisiions noted In Insp R^ts 50 275/86 
21 ft £0-323/86'l9Correciive apt ons Survel'lonce Tost Precoduros SiP I-I6A1.I-33C 
ft 1-12081 revised lo implomeni changes identified ft recommended by lochnicians 
SMIFFERJO Paciiic Gas ft Electric Co 88/11/14, Document Conirol Branch (Decu 
tnemCcraitfOssk} 6pp 47584:098 47564:094. 

8911890284 NRC in'o Notice 90 007, ' Pump Wear ft Fpiolgn Objecla in Pieni Piping 
Sv$.'’6vc lit end 

ROSSl.CE. O.vslori pi Qperaiionai Evens Assassmant (Posi 070411). oe/li/l6 
Consekdsied Edison Co of Now York, Inc tl3pp 47601:020-47601:133. 

88 1 109C483 NRC inio Nobco 88- 006. "Dogrodaiion ol Wesilnghouse ARD Rplaya " Svc 
lisioncl 

ROSSt-C.E. f^visert of Opoiaiiona' Evenis Assessrneni (Posi 670411). 66/lUlC 
ConsoSdatoJ Ed sen Co of New York, Inc. 113pp. 47597:001 '47567:113. 

8811166046 KRC irtio NoOco 86'Ci89. "Dogradaiipn ol Kapion Eiec'fical insulQVon." Svc 

LSI OACl. 

ROSSi.CF. Ohnson of OpeioHonai F.ventg Assossrrmni (Post 070411). 68/11/21. 
ConsoMaied Edison Co or New York. Inc. I l3pp 47003'045'47803:t61 

9911166476 NRC Info Npiica 99-092, "Poieniisi lot Bpani Fuel Pool DtamOown.'' Sve 
ksi end 

ROSSl.CE Otvision el Opoiebonal Evenis AsAessmont (Post 670411). 98/11/22. 
ConsoirrlatadEdBonCo ol New York, me. Il4pp 47506:I24-476D6'237. 

8811160316 NRC Buiieim BB-OlO. "Nonconlorming Molded Case OrcuH Sroakere ” Sve 
kSt enci 

ROSSl.CE Dvis“on ol Operational Evenis Assessmeni (Posi B704tl). 0B/H/P2 
ConsoWaiedEdiSonCo. o( Now York, int. I8lpp. 47606.001 •47606:1 23. 


ft. Periodic operating reports ft related correepondence 

9811190110 • 10CFR50.59 Annual Rep\ ol Chenooa.Tesis & Exponmenle lot 670323- 
0W3?2.'W/091114ltf. 

SHFFeR.JD PaCiticGas A ElecincCo. 0B/O3/22. 12pp. 47687:145-47587:166. 

8816260092 Monthly operating repts lor Sepi 1989 tor Diablo Canyon Unite I & 2.W/ 
861014 Hr 

BEOESEM.P. TOWNSENO.J.D. Pacific Gas 4 Electric Co. 88/09/30. lipp 
47322 272-47322:282 

6811639138 'Ropl on Discharge Morilonng al Diablo Canyon Power Plani During Sept 
1988.'* W/881020 Hr. 

TOWNSENO.J.D. Pacil'c Gas ft Electric Co. 68/09/30 LEONARD.W. Calilorrua, Stale 
of 47pp 47427:270-47427 316 

8811210396 Monthly operating repis tor Oct 1988 lor Diablo Canyon Units 1 & 2.W/ 
891114 Hr. 

eEOeS£M.P.W, NQLAM4., TQWNSENO.J.O. Pecikc Gas ft Electric Co. 08/10/31. 
lIpp. 4761 1 084 4761 1 094 

9911216417 Forwards App 2, "Chemical Analyss ot Sediment Sampling," lo NPOES 
(TrschaiOT monitoring rept lor SepI l968.inadvertently omitted from previous submittal 
rOWNSEND.JO. Pacific Gas ft F.leclricCo. 88/11/(5 LEONARD.W. Calilornla. Sialo 
ol. ipn 47586:006 47588:094. 

-661IS16444 App a lo moruWy NPOES ckschatge monHoring rapt for Sopl 1989, 
"Cftomlcal Analysis of Sediment Samp'ing " 

• Pacif-c Gaa 4 E'eclric Co. 80/09/30. 7pp. 47688.080-47588:094 


S. Reportable occurrences. LERs ft related correspondence 

8811I4040S Part 21 repl re abnormal deterioration ol Sull^ei-BIngham Inti auxiliary sail 
walei pump Impalieis due lo madeguaie heat lieairneni.miiiaiiy repoRoO on 
681021. Impallars rap'aced ft vendor removed from qualified suppliers list. 

SH1FFER.J.D Pacific Gas ft Electric Co 88/10/26. MARTIN.J B. Region 6. Ofc ol Ihe 
Oiroftior. 10pp. 47549:320-47549.335. 



DOCKETED ITEMS 57 


8011090125 Pan 2i lopi 'o Doled -n Li<n<totqju Coip tiupprocf satety- toiaicD Sf/B 
vaivo actuaio'a w/Rl-l msuloiuJ dc moiO's (Mai may oo| ciovclop li/l'raied slail^ig 
lorq'JO al o'ovolct) ampioni temps Roviow of rriolO's Oy liccnsoes toccxnmonded 
WliKlNSON.i E Limito'quP Co/p 08/11/03 OHiCOotNucioarReacio/Reguiaiion.O- 
fOClOriPosl070-111) lepp -17525 ??7-'17525 2'12. 

BBtliaoiir LEH GO 020 00 on 8ai014.‘^S1V doda'od mopo-ablu Cuu to inadequate o?»- 
uiron qua'.il-caiiori ul surqo suppressors Aiih'n olcciricai connGCioiiSlnvoscigat'on of 
causo o' ovoni sii'i III progress Resign chance corr-plQioti W/OGl 1 14 lii 
MALONE .00, SHIFFER.JD. Pac-lic Gas & Elocinc Co 88/ll/M. 2pp <17582183- 
•17582 18-1 

6011230222 Forwards LER QO-02‘1 Qi re fai'uro to moot Tocli Spec (Im'png condition (or 
opeiat on (or inopo/ab'.o toaclot inp sys .nsirumeniaiion channel EvaUieucn ot ovent 
included in LER.In rosponso 10 insp ReplS 50-275/00-21 & 50 323768-tO 
S/PFFER.J.O PaciUc Gas A Slecii.c Co G3/i)/i4 Oocumom Coniroi Biancft (Docu- 
ment Conitoi Ooskl Ip 47500 001-47506 006 

-6811160124 lER'OB 024 01 on 000707,6 h allowed by Tech Spec 33 l to (ilaco no(h 
erab'o overpo/rer dilloreniiai lomp channel m inppad condiiian aucceded Caused by 
p<?rsonnei arici Su/vo.iiance Test Piocoiluia SIP l-SA wJl bo rovisou 
KELLY.W.J Pacific Gas &GI(’ClriC Co. Q0/10/14.5PP 4?5Q8002-47506;006. 

8611220122 LER 80 017-00 on 000625, excesswo i.oQWago ihtcush ECCS cbock vnivo 
St-i-88ieC disovorod Caused by improper assembly of chock valve hatiooi bracket by 
m/a d grinding on swing arm. Piocotivroa will bo prepared or »ewiseiJ.W/fi9lii5 lit. 
K^LY.WJ, ShiFFER.Jd. Paciiic Gas & Eiectr.c Co. O0/lt/i5. iDpp 47627039- 
47627.051 


S 8 lt IdOOlO Order * Gran's applicant GO 1 103 nnoppasod moi.cn (cr 45 day oions'cn 
Cil l 4 no to respond to Com'r.on/ieaUh ol RA conloniirjns Soniotl on O 81 107 
irRYEJH Alomic Saloly end Licensing Board P<v,oi rr-ioe 7441 (i 0 /ii /04 Pniinr-oi 
pb’ 8 Eibcmc Co ip 4 /.iiacf)i' 474 ioooi 


H. Oeneral correapontienco 

6810360535 Respcvids to eOOOOD Mr re B nisachor roquOSi Ihitl ACRS addiose & rO' 
sponu to eexoms >n proposed rosian 01 plant. 

ZeCH.L.W Comni-Ssionefs SO/lO/0-1 MiKULSkl-QA Senate. Ip. J732-4.2I-1- 

47324:216 

-88tO260537 FprwivcJs HaHerd Counly Coiinc-lwoman.B Ri5achor,030708 'it fa-s-ng 
conco'ns to plant lor response 

MIKULSKIBA SanalO 83/08/09 2£CH.l,W Comm'sa'onors 2pp 47334215 
47324:216. 

8811 100038 Commpnl suppO'img peiilion let tulomsk-ng PRM 50 52 'G NRC to nstaie. 
trotrt of linonclai tiualii.cBi.ons oi uH as consitJorauon m operating hcensng honnnys 
(^ ^.aetne trliis 

BIRNIEP Ma-yianct Nuclear Saloly CoaM-on 68/10/24 Dockoing 8 Sorvif.es 
Orpneh Ip 47464 207-47404 287 

6811090141 Conuhont oppos'ng poiuipn lot lutomakiny PRM 50 52 to OKemplion ol li 
nanc<al <fjaMicni.crs of appl cants hom rov.ow ol OL oppicniions Pei-iion p'osnriis no 
co'npe'iatg toason lo emond cunon.i rulea 

CAOn^LV Odho Power Co O6/1O/20. Dockoling S Services Srancn. 3pp 47423001- 
47423:002. 


V. Operator Examinations 

6811140380 Notiiioa of OQOtiO mcoling w/Rogon V m San Ftanc.sco.CA (o (f-scuss 
NRC rcacloi opoialat Ircwsino proaram in Rog en y. Agenda onci 
KlRSCH.OF. Region 5. Ole 01 the Ditocior. 08/11/03. MARRN.T. Pacdx Gas aeioc- 
Itic Co. 3pp. <17530:070-17539 072. 


DOCKET 60-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


P. Securlly, medical, emergency 6 lire prolecllon plans 


8810260501 Forwards SA(.P Board Ropis 50 277/07-90 A 50 278/87-90 lof June 1097 
■ Jul 1089 UUl will bo conlaciod to schodulo meolmn to discuss SAbP ovaiuai-on 
RUSSEUWT Region i, Ole ol the Orocioi 88/i0/i9 MCNeiH..CA. Piutadciphia 
EUiCliicCo 4pp. 47289.163-47389 201. 

-8910260609 SACP Repts 60-277/87.09 & 60-276/87-e9 lor June 1087 • Jul >968 
’ Roglon 1, Ole ol tho D.reclOf- 88/10/10 46pp 47200:157-47206 20l 


8611020223 Porwanis public vo/sion ol Rov 3 >0 Emergency Rosponso Piecodine ERP- 
140, App 6, “bomego Ropa'r Toam " W/undid release memo 
GALUGHeR.J.W, W/ade'phia Eiocir-c Co «8/i<3/20 flUSSELi .W.T. Region t. Oic 
ol mo Oicoelur. 4pp. 47438 327. 47438 334. 


• •8811020226 Publ'C version ol Bov 0 lo fmergoncy RoMonse Procodoros EHP irvlex. 
• Philadelphia Eiociric Co. 00/10/20 4pp 47430.331'47438 334 

8811020266 Forwards Rev 8 10 public version ol omotgoncy rosponeo ptocoduros 

OALLAGHBn,J.W Philadelphia Elocinc Co. 60/10/20 RUSSeu.V/.T. Oegtori 1. Ole 
01 the Orector. 6pp. 47414:164-47414:172. 


-881 1020266 Rov 8 10 Emergency Response Procedures indoi 
• Pni'.ado'phlB Elocinc Co. 68/ 10/20. 4po 47414.169 47414 1 72. 

8610310017 Oenotic Ur 88-19 10 all luel cyc'fl l«c‘My Ixonsooe 

possoss-ng, using, importing, orpofiifig or UansporiinQ formula aiiantdros ol siroioifc 
SNM re use ol deadly lorce by licensee guards 10 ptevoni ihoH ol SNWSvc list onci 
OUHNCTT.R.F, Division ol Saloguaids i Ttansponaiion (Host Q704I3I 08/10/20 
Consolidated Pdiaon Co ol Now Yoik, Inc. 3lpp. 47513,047-47613077, 

80(1090086 Summanros 080922 onlorcoment eonlotonco In Region l elc re aocofily 
program al plant. List ol aiiendoos end. « ^ 

EBNETERS.D Rog-on 1 Olc ol Ihe Dreclor 86/10/28 MCNEftC.CA Pb-fartefphia 
Elocinc Cd 32pp •>7403 067-47483 088 

6611060323 Forwards Safely Insp Ropis 50-277/00-34 A 60 278/86-34 co BSOflW- 
lOM.Noviolailona noted. _ - 

KAN6W.F Region 1, Ofc ol ihe Oitecior. 88/ft/OI. Ffi.ladoipF/a EfflCIrtc Co. 3pp. 
47477.308-47477 345. 


•88(1000326 Insp Repifi 5O-277/0O-3-4 8 50-270/00-34 on 000903- »Ot4 No violations 
noted Malor areas inspected accessible porlions of Units 2 8..^ opofellonal 
saloly taalsUon proloclion, physical socunly.controf room aciividas S (Icorwoo ovonie 
WILLIAMSJH UINVILLE.J.C Region 1, Ofc of the Otoclof 08/10/25. 34pp. 
47477-3U-47477:345. 


6611220076 Discusses Physical Security Insp Roots 60-277/88.26, 60-278/80-26.50- 
277/88-31 4 5O-270/00-3f on 880725-29 A 0827-29 4 forvfatds notico of vfolaboo 4 
proposed imposition ol civil ponaliUes in amount ol $60,000. 

RUSSELLWT Begiori 1. Olc ol the O'-rector. 8G/11/I6. MCN61LL.C.A. Rhdsde'phla 
electric Co. 5pp. 47617.009-47017:018. 


■8811220076 Partially withheld notice of vtolaHon 4 proposed impoaifiori of cM penal- 
RuVsELLWX^Rsgion I, Olc of the Director. 88/11/16. 5pp. 470I7;O14.476»M)18 


Q. Adjudfeatory correspondence 

8611100134 PECO consenled io molion for 46 day extension to respond U> Common- 
weaiih of PA confentions.' CetMficaio of Sve onef. 

IHWIN.D.P. Philadelphia Electric Co IRWIN.O.P. Hunlon 4 Williams. f/ABS 7453. 80/ 
11/03. Atomic Safely and Licensing Board Panel. 4pp. 474 18.15 l-4T4>6:i54. 


J. Inauranco 4 intlsninUy Infoimallon 

88M>280307 Forwards Unrlorsemem 124 4 126 to NEUA Policy Nl'.i40 & Endotsc- 
monis 7 a 4 75 10 MAELU Policy MF-G? 

OnAOiev.£ J Ph-.lad«lph'B Ereciti: Co 80/09/29 OiN/72,1. NRC • No Oola-.'<3d Ain- 
eiiori Civon 5pp 47320 270-47323.283 


P. Opersilng license sioga documenls & correspondence 

a8ll020t04 FOiA roquos! lO' locoids ro losieii sci'Oduin Ipr tacil-ty ct imposition of 
hftos lor mismenenomcni 

flltOOeS J ronnSylvan'e, Commonweallfi 0* 08/09/13. NRC • No OoW'-Cd Alli.iaupn 
GNon 4pp 47273 233 47273 235. 

8811020110 Rosponde 10 FOiA roquesi ipr 'eceids boiwoen named NRC & ub' 
omptoyoos /^ip A roco'ds onci App 9 documents wiihheid (ref FOIA Gxompiion 6). 
QRlMSt-CV’.Off. Divis-on Ol Freedom of Info'maf^on 4 Pobiiceirons Soa,c<m (Poei 
880515) 68/10/04 RHOOES.J Pennsyivanie. CommonwoaUh of 5pp. 47556 328- 
47566:341. 

-8804210600 Summary ol 880406 mooling w/ulil somor mansguia 10 inlroduco J 
PaquaiW.nijw pfosidoni A ch-ol o>rtcolivo oil'cor 4 d-scoss now mgl lesm rosisri pier 
lO' oU * Slrenothoning ol onsno onginooring slall. 

STEtLO.V Olc ol 111 © Executive O-'OtlOt let Opotoiiohs 86/04/14. OfC Of the E«C5ii- 
Ifvo OirPei©' lor 0/>0'8i>ons 4pp 47273 340 47273 343 

-89ti02Ct40 Oiscueaos 060513 loicon wJC McNdiii ro meoiing w/Qoverno' ol Co'D- 
monwoniih 01 PA '0 rosiart 

• NRC • No Doiai'OO AII,lBlieri O'ven. 88/05/16. CARR Corp.missionora tp 
47273;344.47273 344. 

-0011020144 Dfscusaos Commissioner Carr 071215 S’lo mi A spouh Agendo 

^^NRC^-^No Ooiai’ciJ AIM anon Gwon 08/01/05. NRC • No Ooiai'od Al/il aifon Gtvon 
3 dp 47273:345 47275 003. 

—681 1 170138 EDO RrtnC'poi Co'rosfiondenco Control 0003004 10 J Rhodos 880810 Hr 
10 Chairman Zoch loquosiinQ dalos 4 topics ol discussion ol mcoimgs & loicon be- 
Iwoon liconsoo oxocuwos S NRC about util losian 4 imposition ol hnos 

* NRC - No Dpial'cd AiMiDlion Givon. 88/08/16. OMico ol Nuclear Reactor Bogula- 
hoo. O-roctor (Rosl 070411) 4pp. <17656 324-47556.327. 

8810189350 Gofiotic Lit 88-17 to oH holders ol OLs or CPs lot PWHs re loss ol 
Oltn.Svc Hat onci » „ - . 

WUTCHFIELD.O. AsBoc-alo Dtoclor lot Projects (Post 070411). 88/10/17 Conson- 
Oalrxl Edison Co. ol Now York, Inc. 84pp. 47279 150 47279 24i 

8810250164 GortcncUr 08 18 lo all i.eonsoos ot operating leaclora 4 ho'.dors of CPs re 
rtenj locoriJ Bloraoe on opt.cai disks Svc I'Sl end 

CnOICHFlELD.D Associate Dinjcioi lor PrqlociB (Post 870411). 06/10/20 Conso.i 
daiod Edison Co. o' Now Yoik, Irxc 4Dpp. 47bi3 001-47513 046 

8810260405 Notilicalion ol 881 102 mooling w/uW In Rocl^vi'lo.MO to diSCuss revs to OA 
pronram In nov 8 to updaicd FSAR & Homs on leak rale fosimg .Mealing agenda end 
MfwTtNHE Proioct Oicdotalo 1-2. 80/10/20. BUTLEH.WR. noieci Ditoclorolo 12. 
7pp. 47208:040-47280 046 

8810270026 Summery ol 681010 moating w/uMi In Rockvi'lo.MD ra uiii 880307 submilial 
ro profeciion Horn oaniadod voKago conditions list 0/ attendeos A agondo one' 
MAHTiN.n.G. Projocl Ditectotaio 1-2. 83/10/20. Projocl Dirccioralo 1-2 6pp. 
47335;3(»-47335 311 

8810279146 Forwards appi cation lor amends to Licenses OPR-44 & OPR-56, revisng 
Tech ^ac to BQurca tango moniior count rata requ'rornanta Ouring startup 
BPWiLEY.CJ. Philadelphia Elaciric Co. 86/10/21. MURLEY.T.E. Oliico of Nucleai 
Reactor negulaiion, Director (Post 8704U) ip 4764l:l23-4764l.l42. 

-8810270154 Applxat'on lot amends lo Licenses DPR 44 & DPfl-OG.fovising Tech 
Soacs re sourco range mon-.tor count ralo roquiremonts (hiring atarfop 
OALLAQhEH.J.W. Philadelphia Electric Co OB/IO/1O. i3pp 47641 124-47641:135 

—8810270167 Proposed Tecli Spac changes re seu'co range moniiot courii rate roqu to- 
menis (luring sicirlup. 

• PhUacJolphiB efocitic Co. 60/10/18 7pp 47041. t30-470-iM42. 



(81I790008 rOlA lequesi fo' tiqcume.iis produced OJr'ng oi alicr C&83?3 ffieo|i-*ig be- 
tween L Zech.M Oawse.n.D Ralt>ti'jn.JF PaquoHe & CA Merto i In Vi'asli'iglon OC ra 
Nnc percep'.ion cl uli & tes’.an sciiedjie lot p'ani 

RHOCESJ. Pensyivana, Ccmtror.w&a'th ol. 89/10/24 Of'ice ol Atfir. n.s'Jalon A 
Hewo'ces Wanaaoroerv'.. Oitaciof <Post 0704 Ul- ip. 47640 3O0-4764Q 303 

881 1020007 Responds to 880919 Hr ro concerns ra sed by P Nem'nond on restart cl 
c'an: narrrnora lit does not p.-ovtfe bas s to permarenily shutdown p'arH. 

STELLO.V Ofc ol ttiQ E>ecLtii/a Dreciot lor Operations. 88/10/25 t/.KULSKl^.A. 
Scrala 5pp 47414.242-47414:269 

-881102001(1 Rcc|ues‘.s htRC tesponsa lo ooci HG Harnmoncl 88072.0 ly oxprassing 
concern replant. 

MIKULSKI.0A Senate. 66/09/19 BRADB'JRNE.J.C CorgroasioncI Alievs 2pp 
47414 247-47414 24B. 

8811030329 'ntoims ol lev lo com'ni'.rri&r.i ra ernctgor.oy epe-'anng ptoceOjta unnng 
lor plant licensed operaia'S 

QALlAaHEfl.WR Ph 'adeipbia E'eevic Co. 88/10/25 BUTlER.WP Pio.acl Oroc- 
loratel-?. 2pp 47439:203-47439200- 

8811160388 Noi’Ca ol Signl.cant Licer'see Meeting 68-174 on 891110 iri King ot 
Parssia.PA to cJscuss conlgutetion mgi 

IINVII.I.E.J C. Reaion 1. o'c oi ibe Q.ieclor. 08/10/27. Region 1. Ole ol Ota Owdc>o'. 
2pp. .17546333 47546334 

8611298361) Responds to Oene-ic Lit 86-11, 'NRC nosinon on Rad'Sicn Embr'ti'eineni 
of Reacior Vessel Mails S impact on Piani Operat'ons." Sub-niitlel dates lor Tecb 
Spec emends 8 lesuhs ol 'ractcre toogtiness analyses lor p'anis staled 
GALLAGHEn.JW. FfiilaL'£'p?iia eicctnc Co 88/11/23 MURLEYT. Oil ce Ol N'uc'oat 
neaclOiRogjlaiion, Oneclot tPosI 970411) 3pp 47669276 4)665322. 


0. Inspacilon reports, IE BuMellna & correspondence 

8611020119 Responds to fOlA request lo' records belwoon named KRC & ubi 
emproyees App A records oncl App Q documenis withhold (rei KOIA Ekcmphoo 6) 
GRI.MSlEy.OH. Utvisen ot Freedom ol Inlormatiori A Publicatons Sei\r>cea (Post 
830615}. 80/10/04 RHODES. J. Pennsylvania, Comrnorivteallti ol Sop 47550320- 
47556341. 

-6811020120 S'clOcai^n of L'censee MeoLng 07-145 on 871222 on sno to chscussen- 
lorceme.-il Issues associated w/a70331 order Related documor;(aiion oncl 
L/NVILLE.J Region 1. Ole ol the Oi/eclor. 67/12/16. Rnoion I. Qfa ol irw Otocior 
14pp. 47273246 47279 259 

8810030248 NRC In'o Nolice 99-0)0. “Misuse ol Flasbino Llnhcs lor Hob Rad-alron 
Area Conuois “ 5/c i si er«i. 

ROSSICE. Otvis-cn cl Opeia’ionai Events AsiosMr.ent (Post 0704111 $8/10/07 
Consolidalad Edison Co. of Row Yor), me tpSpp 47279 242-47200003. 

60100701 14 NRC mla N'auee 68 002. ' Torus Shells W/Cor<ojion $ Oegracod Coaiegs 
In 6WR Coriia'n.*nsnls.'' Sve list encl- 

ROd&.C.E Division ol Opetauonai Evsms As$essr^em (Post 6704»1) $d/io/i4 
COhSOlidatod Ed son Co of New YOik. Inc nOpp 4720O.l24-47r8a236. 

86101408 IS NRC in'o Nonce 09-085. “Sroiten ReMImng 0ioc4 S‘vds on Anchor Da>-'v>o 
Cnock Vaves " Sve I'Si end 

ROSSi,CE Divis'gri ol Operations: Eventa Assossmom (Post $70411) 08/10/14 
Conso'idaled Edison Co of New YoiK, me MSpp. 47463 199 47489 31$ 

8810360120 Forwards SER acceping proposed 'plan lot nosien oi Peach eoiiom 
Aiprnie Power Station." Plan rreeis nequlremem vc. of 8)0331 order susoendina 
Mwar cperaiona $ o'der Co show causa 

RUSSELL, WT. Reoion 1, O'e o( the Director. 66/10/19. mCnEili.C.A. Pltradeipha 
Elocilc Co ?pp 47323 176-47323 264 

—8810260133 Sa'4ly C'laluai.oi^ ol xtiS “Plan lot Reaiaii o' Peach flcMom Aiomc Power 
Station " 

• NHC • No Oeiaiiad Af(.lial-on Given 88/10/31 80pp 47923 177 47323 264 

8610260501 Forwards SAIP Board flopis 50 277/87-99 8 S0-27e/87-99 lor dune 1007 

• Jul i6C8.Uir win be contacted to schedule maaimg lo discuss SALP evakral'on 
RUSSeiL.W T. RMion 1, Ole of sho Oitecior 08/10/19 MCNElLLXlA PimpdeWna 
eiectr,c Co 4pp. 47289 153-47269 201 


8811020353 Notilcahcn of S gnilipant Lreonsee Mooiing 08-171 w/utd in peito.PA lor 
^LP iRul meoling. 

LINViLlE.JC. Rt^on 1, etc ol the l>>eclor. 99/10/21. Flogion l, Otc ol Iho Onoclor. 
?pp. 47414 190-47414.101. 

8811030363 Requosis rosi-lie of invosiigailon ol Qllogaiions by conlracior wHo ind calod 
loss of dvaliye>it intoiviow notos fo'lowinq controci lorminat'cn & concerns ro ortlo'S 
by S(.ncfv>sor not Id follow work permit procodures. 

WEN2lNQEfl.E C Reapn i, Otc ol iiio Onoclor. 08/10/21. MCNEILL.CA Ph.'add- 
plea Electric Co. 2pp 47439.048-47439.049 

8811090086 Summari/as 08&922 onlorcomunl conlutonco in Rog-un 1 ole ro socut.ly 
prograrn alpisntllsl of flitenefoos unci 

E0NETEn.50. Region l. Ofc ol llio Oneciot 88/10/26. MCNEilL.C A. PtniedGlpli'a 
Elecir-c Co 32pri 47483:067-4 7-103:008 

9811000323 Forwards Sa<0ly fnsp RcplS 50-277/80-34 & 50-278/88-34 on 680033- 
1014 tv'o violations doled 

KANE.W.F Region I, Ofc ol the Drecior. 08/if/0i. Phiado'pt'ia Efocirtc Co- 3rF 
47477.3(» 47-177 345 

-6811080325 Irrsp Hopis 60-277/88-34 & 50-278/08-34 on 880803-1014 No v.o'Ohons 
noted aioas 'nspociocl.aLcessiOla ponipns o' Unlls 2 & 3 opora'-onai 

safoly.rooabon (Holoc1ot>, physical socuniy.conirol room aciivillos & Icenece ovenis 
WflUAMSjll., LINVIILE.JC Roolon 1, Otc Ol tliO Direcicr 88/10/25. 34pp. 
474 7 7 311-47477 345 

0811160163 forwards Snioty insp Repts 50'277/)18'37 & 50-270/80-37 on 00002&' 
30.NO violations noted 

&CUAMy,Rn Rogion 1, Ole ol I'm D'recior. 08/11/07. MCNEILL.CA Pli.lodolpnia 
EfeciriCCn. Tpp. 47568 103 47500:102 

-8811160169 In^ Repis 50-277/68-37 & 50-276/88-37 on 800926 30 No vlolAlions 
noted hla{ct areas inspoctod:tad>ai>on saloly ptogtam, Including aiaius ot previously 
idor.tfiod iipnis & posl-projoci rov:o<vs of Un i 3 pipo roplacnmoni 
ORAGOUN.T.MARKIEY.M, SHANOAKY.M. Reg'on 1, Olc ol Iho Dirociot 00/11/03 
6pp 47568 185 47560 192 

8011170209 Forwards SalOiy Insp Ropis 50-277/68-35 & 50-270/60-35 on &80926- 
3(S.Na violai-oA9 noted Concern re del.cioncios In sys lovol procoduros ihel lorcod op- 
eiators to suspotiQ conduct of burvoiiianco losis noted. 

MARTINJ.r Region t, Ofc of tho D.fOCIOr. 88/11/07. MCNEH.L.C A. Philodolph a 
EleewiC Co 3pp 4?576 016-47676 032 

-8811170216 Insp RopiS 50-277/88 35 & 50 276/66 35 on 80O926-3l>.No violations 
noted Maor areas Inspociod iicensoo performance In areas oi maint survoiilonco pio- 
ccduree i records lha) veniy compononi evaiiabiiiiy.por Toch Sooc rcquHomonia. 
fiNKEl.A.. OnvSOAlE.P, FieUElOWSKi.T Bogipn 1, Olc ot Iho Dirodor 06/11/03. 
15pp 47S76.010-47576 032. 

66III70036 forwards Safety Insp Ropis 50-277/68-32 & 50-278/e6-32 on 000831- 
OOEd.No vio'aiions noiodWooLnessos -donbliod in iiconsod oputaioi raquolilicobon 
progtam. 

MARTi-N.T.f flcglot^ 1, Olc ol Ihe O-tecioi. 66/11/06- MCNEILL.CA. PMIIatlolpli'a 
£iecn«Co 47572201-47072:216 

-t01tl7tM)42 Insp Htopis 50 277/86 02 $ 50 276/66-32 on 68083l-0920.No violnUOns 
or dov.-ai-ons noted Mojoi areas mspeciod iconsod oparaior rogualilicoiion itaimno 
p>og<am woeir.osses in ir-qusLi-caiion piogiam idontitiod. 

WALkER.T. JOMNSO-N.T . LANGE.O. rfegion 1. Otc ol the Oifoclor. 60/10/27, l3pp 
47572 204 47672 215 

881121000$ £N 8R 096A:io arj;uslmeni lo pioposeo imposiiion of civil ponaiiy.Civtl pon- 
ally reduced by 50% due lo licensee idoniiiicaiion & reporting ol evonis lor liom 
lAPenallyis $50,000 insleao ol $76,000 

BOSANO.WP. i.iEBERMAri,j. Olc ol Enloieemeni iPosi 670413) 86/n/09. ip 
47592043 47592043 

6811210016 EN 88 096 on 861 ilA.noUcs ol viplaiion & proposed imposition ol Civil pen- 
alty m amom'l of $75,000 vvill bo Issued to licanseo based on lailuro lo lako appippri- 
aie compensatory measures lor degraded vital area barriers 

HOSANO.RP., UEBnRMAN.J. Olc ol Enlorcemeni (PosI 870413). eo/ll/OO. Ip 
4760»3i3.47«)l).313 


-«81I>260S09 SALPftepis 50 277/67-99 4 60-276/87-93 for June 1S67 . 1968 

’ Rogon 1. Olc Ol Ihe n>teclor. 86/10/19 46pp 47289 157-47269.201. 

0010140018 NRC Info NoHce 63 004, ' OelecLvo Woicr Shalt Keys In Lfm4ot<Ria Moiw 
Aciuaiors." Sve I si onc>. 

ROSSi.CE On non ol Op&aiioiiBi Ever-ts Assossmenl (Post 870411) 86/10/20 
<3onsolidai0(J Edison Co of New Yoik, (rvc I19pp. 47280004.47260;»23, 

8611030027 Discusses NRC eva'uaiion ol plant licensed oporaior prohciency 4 sb'tt 
crew performance scheduled lor wks ol 881 114 4 21 in response lo Insp Repis 50 
2T7/ftft-02 & bO 278/SB*32. 

MAfiTiN.T r. Region 1. Olc ol the Oirecior 80/10/20 MCNEK.C PhitadeWiia E/ec- 
meCk) 3PP 4742 2 079 4 7422,(101 ■w-os.w 


Np‘-iCO 86-066. •'Operaiing W/Mul!ip!e (Gtourvls m OC Oistnbvlioi 

Sys. Sve l«si encl. 

ROSSI.CE. Orns-on ol Cperahonal Events Assessmoni (Po4i 6704111 66/10/21 
CoriSO'tdaiCO Edison Co olNcwYprV.lrx: 116pp 47463.001-47463 197. 

Forwards Sa'e^ insp Repis 50 277/88 28 & 50 276/88-28 on 800029 
0902_No volaiions noiad-Obscrved inat amn'iary ope/aior did not Iol'ow expl-oi in 
sirucbons of fouii/ie lesi proeedu-e ^ 


-061<I31()494 Insp Rapts 50.277/88.28 & 50-270/08 26 on 060629 0902.140 vwIsIku 
no.ed Major areas mspecied rewiew p( lijeftsee oparatir'o procedures non utensod o 
etaiprs hairiing 4 on s.ie & olfs le review comm Hees 

4n77'i)50A73mf6^' '• '‘'® DiiaclOf 86/10/1$ 21p 


8$11W$3M ^ lo NRC Irilo Noiico 60-106. ''Foedwaier umo Break " Sve hsi oncl- 

n05SI.CE 0-vis>on of Oporatiorrai Events Assessment (Post 870411). 80/11/10. 
Consckdaiod Edison Co of New vorh.. Inc i i3pp 47559.072 47550 104 

$011100068 Responds to NRC 60101 1 Itr ra vio'aiions nolod in Insp Ropta 50-277/00- 
17 4 50-276/06-l7.Correciive actions work insuuctions revised to include removal oi 
heal sMo'ds 6 onhausi manifolds 

SMilH.OM. Pmlaflolpliia Electric Co 08/11/10. MAmiN.T.T, Region i, Olc ol mo Di- 
rector Bpp. 47S89 1<14.4758e 152 

6811220078 Discusses Physical Security insp Repts 50 277/68-26. S0-27e/60-2e.&0- 
277/88-31 4 50-270/00-31 pn 600725-29 & 0327-29 4 forwards notice ol violatloo 4 
proMsad Irtipos-l-on ol dviI penalities In amount of $50,000. 

RUSSELL.W.T Region 1. Olc ol Iho D-recior. 66/11/15 MCNEILL.CA Phllpdolphio 
Eieclric Co. 6pp 47617 009-47017 OIB 

'•0011220078 PariiaHy withheld noiico ol violation & proposed imposition pi civil ponal- 
beafrol iOCfR73 2l) 

RU&EtU.WT Region 1, Olc ol the 0«eclot. 86/11/15 6pp 47617.014 47617.018 

6011098264 NUC Irvio NoUca 80-O0V. "Pump Wear 4 Frjtoigti Oblecis in Plant Piping 
Sys." Sve lisi end 

FHTSSi.CE. OtviS'on o) Opaiaiional Events Assessment (Post 670411). 08/11/16 
CkinsoHdaied Edison Co ol Now York. Inc 1 13pp. 47601.020-47601:132 

0011090403 NRC inlo Nolice aS-OOS. ''Oegreoation ol V/esiinghouse ARC Relays.'' Sve 
■•SI enci 

HOSSt.C.E Oiv*'.on o( Opeialional Events Assessment (Post 670411) 60/1U1&. 
Consotiiialed Edison Co oINew York. Inc. 113pp 4/597.00l-47597.f13 



861U60088 NRC Inlu Notico OO QOO, "Ooo'adQliO'i Ol Kapton Eloctiical Insulation'* SvC 
list oncl. 

nOSSiCE Div.s'.on ol Oporotionnl Events Assossmont (Post e?04U)- 86/11/21. 
Consoiidotod Ed'son Co of Now YotK. me ti3pp. <t 7603 045 A7C03 161 

8611160470 NnC Inlo NoUco 00-002, "Potoniiai lor Spent Fuol Pool Oraindown." Sve 
iisi end 

ROSSi.C.E IDivision ol Oporolional F.vonis Assossmont (Post 670411) 08/11/22 
Conso'idaiod Cefison Co of Now Yof^, Ine. iMpp 'i/eOC I2‘l-I7606.237 

8811 160315 NRC OuHuim 00-010, "Nonconicirninp Mo'-ded Casa Cvcuil Droakcis'* Sve 
Hsi one' 

ROSS'.CE Division ol Opornuonoi Events Aasosamcnl (Post 870411). 86/11/22 
ConsolIrlalOd Edison Co. of NOW Yorh, Ino I21pp 47006.00I-47606 123. 


R. Periodic oporoling reporls 8 rolalQd correspondence 

8811020113 Rosponda lo EOIA roquosi for records tiolwoen nemod NRC « uU 
crnptoyoos.App A records onci App Q documonis wiilitielrl (rol FOIA Eiion'4>Uon 5). 
GRIMSLEY.Drl Division of Fioodom of inlonnot-.rm 4 Publ.cai'ons Seivlcds (Posi 
880515) OO/'O/Ol. nnOOnS.J. PonnSylvniVa. Commonwoollh ol 6pp 47656:326- 
47650 341. 

-8811020116 Forwards stoUis root lor 800204-24. 

Lil-lVItLE.JC. RoQion I, Ofc of die Oirocror. 00/IO/04. KANE.WF Regtorx i. Ofc of 
llio Dvoclot- 4pp. 47273 242-47273 240. 

8811010431 Forwards plant status lopl fOi 881003-10 
LINVILlE.J.C. ROQion 1. Ofc of lliO DUQClor. 08/10/25 KANE.W.F. Rogiott 1. dc ol 
Ifto DIroclor. 4pp -17402.105 4 7402.100. 

8611210364 Montliiy opornilng ropis for Qci 1006 fur Poach Boiiom Units 2 4 SRopis 
includo cotroclod nol olocirlcnl energy gonoraiod monilily.yr-io-yt dato 4 cunnJaiwo 
totals duQ to error doinclod Sinco Jon >080 topi W/OQt 116 Itr. 

MlDDl.ETON,L.L . MUNQEII.QA Ptniadolphla ElOCIrlC Co. 86/10/31. Mpp 
47503.01 1-47603.324. 


V. Operator Examinations 

8811030328 Informs Of rev lo comm'imeni re emergency operating p/oceriu'e train rrg 
for plant itconsea operators 

QAt.tAGHfR,W.R Ph'ladelpma Eioclrrc Co 08/ 10725 0UTt.Eft.WR Pro, -ecr Direc- 
torate 1-2 2op 47436 208-47439 203 

B81II70036 Fo-wards Safety Insp Repis 50-277/68 32 & S0'278/a8'32 on GB0S31- 
0926140 violations notod Wea>irtesscs identified m i.eensed opeiaio' requal iicat on 
ptOQtam 

f/ARTIN.T.r. Reg'on 1, Olc ol me O.recior, 89/11/06 MCNEILL, CA PhiarlelptMa 
ewetreco 3pp 47572 20f-475?22l5 

-8811170043 Insp Repis 50-277/89'32 4 50-276/86 32 on 86063l-0d2Q.NO violai-ons 
or doviauatts noted Major stees inspected licensed operator reQua'iil-cai<on uainmg 

a iam Weaknesses m raquaiilicai-on piogtam idertiitied 

KEn.T JOHNSON.! , LANGE, 0 Region 1. Olc ol me Diteclor 68/10/27. l3pp 
47S72:204-475722t5 


OOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


f. SecurHy, medical, emergency & fire protection plans 

8810280501 Forwards SAI.P Board Repis 50-277/67-69 4 60 378/87-69 for June f967 
- Jul 1688 uut will be contacted to schedulo meeung to discuss SAlp ova'uat-en 
RUSS6UWT Region t, Olc olihe D rector 88/10/19 MCNEILL.CA Pwadeiphia 
EteCtfiCCo. 4pp. 47289 163-47209 201 

-88(0280509 SALP Repts SO-277/07.99 4 50-270/87-99 lor June 1907 - Jul 1980. 

• BetMon 1. Olc Of mo O.rocior, 80/10/19. 45pp. 4/289.157-47289 201 

881 1020233 Forwards publ-c version ol Rov 3 10 Emergency Response Procedure ERP- 
140.A0P S "Oamago Repair Team " V//undid teieose memo 
OAILAOHER JW PWledoipMe Electric Co BB/iO/20. HUSSELL.W.T Region 1. Olc 
ot ma 0-rectOi 4pp 47438 327-47438 334 


8811220001 Foiwatds plpnl alnius ropl lor 001010-1107 
LINVILLE.J C. Region 1. Qfc of llio OnQCtor. OO/ll/OQ. KANE.W.F. ftcgfon I. OfC of 
tho Dirocior 6pp 47027. OGG-47627 000. 

S. Reportablfl occurronaos, LERs 8< related correspondence 

8810360141 lER 00-022'00 on OOOQIO.concludOd UiRl edoduato cell sw-.icli imkoflo on- 
nagomont not voriiiud >n post & pofiSib'i.ty exists ilifli during seismic ovom.oddi brook- 
are may linvo fftiiorf Causotf by irtadoouaio dosigrt ol coni/ei tmkooo.w/efliOiO Hr. 
CR'nOET.E, SMITH, Q.M. Pliifoiloip'iia Elocitic Co. 00/10/10. bpp. 47270.240- 
47270244. 

8810310002 no on 001020, diosol driven tiro nump la'iod to start nulomaHCOHy dunng 
ppriormanco Of 8u/vo!)fflnco 108l Couae under Invostign'-on D-oset dewon t40 pump 
siibsoouonily lostod succossluiiy 4 foiurnod to SVC ^ ^ . 

SMfTff.D.M Pli'/adofplifa Efdciric Co. 00/l072f. nuSSRtt.W.T. Oocumom Coni'Oi 
Brandi {Oociirnonl Conirol Desk). 2pp 4730 L‘J53-4730' 364. 

8810310188 PNO-l-OO-llOon fl0t02l.doldy m rosiorl of UnJs 2 4 3 utH4 Second 4 
Third Ouarioi lOQO.rospociivuly.io onow lutinor upgrade in opoieior 
!ra'n/nu.ff«inaooriai 4 su/m/viflory olfoctivonoss 4 plant security 
UNVILLC,J., 'JVCNZlNQER.R. Rogion I, Olc 01 Hm Director. flft/iO/21. Ip. 47301:366- 
47381.395. 

8811020278 LED 00 023-00 on 000026.doiOfm(noy Hint nonconformarKO m se'smic «p 
Wlwoon Drill 2 lencior bidfl 4 radwosio bldg placed piani euiawo d design 
basis Caused by drawing ortOrTIxcoas cencrolo 'omoyod W/fl0tO26tlr. 

CniQUCJ.E. SMITH.D.M. fWfltlolpIriP Cloclnc Co 00/10/26 6pp 47412.0C0 
47412.004. 

8811060138 Special tdpron 00l020.di06Ol driven (iro pump laJod 10 sioti e^omaucaliy 
during survoMlonco loai Caused by inodoquaio losi Diesel driven No pump « auto sro<« 
looloro losiod 4 rov ol lifo pumps survoiltanco tosia m P'OCoss 
SMITH.D.M. Philadolpliio Elocuic Co. 00/11/03 RUSSELL.WT. Oocomoni Control 
Dranch (Oocumorrl ConUal Desk) ?pp. 47404.010 47404 01 1 

8811090126 Port 21 topi ro clofocl m UrtulOfdue Corp supplied satoiy- ratelad 
valvo ocluolors w/RlI msulnlod dc moiora mat may not dovotop lutl-raM awimg 
torguo at olovolod amlTonl temps Roviow of motors by l^onsoes tocommondoo 
WllKiNSON.I.E, umliorqiio Corp 00/11/03. OHico ol Nucleat Roacto* RoQuIaUen. o- 
focior (Post 0704 1 1). tOpp 47626 227-47625 242 

8811060379 LER 00-024-00.on OOlOOe.tloiotimnod mat Survoitianco Tests 6.16 4 ej7 
did not vorily pump opotabiliiy.por Tech SOdc 4.14.A t^.^so wxw 
roviQw.Tompotaty procoduro cliango made 10 SunroiHanco Tost 6.l/.W^BllO H . 
CRIQOET.E.. SMITH, DM PliilaJoipHio Electric Co. 68/11707. 4pp. 47490 307- 
47490.310. 

8811210350 LER ii0-004-02on fl00302,supply 
undorvotiago, causing oulbtjard Group H 4 111 primary containment Caused by 

damanod relay co'l FpilQd food ropiocod 4 bus rolurnod le svcAV/wn u 
CRIBQETE FOOARTY.EP Ph.ladolphio Elocinc Co 08/11/17. 9pp 476123J2- 
47612340 


-8811030226 PoWiC version ol Rov 9 to Emergency Response Procedures ERP index. 

• Philedeipr/a Electric Co. 88/10/20 4pp a7436.33l-47438 334 

8611020266 Foiwsids Rev 8 10 public version ol emergency response procedures 
index 

GAUAGhERJ.W Ptvisoelpttls Electric Co 88/t0/20 RUSSELL.WT Region 1, Olc 
OHMOfracror. Spp, 47414 104-47414.172. 

-8811020266 Rev 8 10 Emergency Rosponsa Procedures index. 

‘ Phiedelpt'ia EtOCiric Co. 06/16/20 4pp. 474 1 4- 1 69 47414 172. 

881031001? Oortc'ie Li' 8819 to s'l fuel cycle fac'i'ty licensees 
possessing us'ngtmpoRmg. exporting or irensport>ng lormu'a quaniiiios ol siraiegic 
SNM re use of deadly force by i.ccnsee guards lo prevoni fheli of SNM Sve ui enci 
BURNETT/f F. Division of Sa'oguards 4 Transportation iPosi 870413) 88/10/28. 
ConsofWoiPd Edison Co of New York, (nc 3ipp 47513047-475 0 077. 

8811090088 Summarises 880922 enfoicemant conforenco in Region 1 ofc ro secuniy 
otoo/am at piani iisi pi e'londoss onci 

leNETEnSO Region t, Olc of me Ditoeto'. 88/10/26. MCNElLL.C.A Philadelphia 
EtocmcCd 32pp 47403 067-47483 096 

8811080323 Forwards Safety msp ftepts 50-277/66-34 4 50-270/60-34 on 080903 
lOia Noviotsiions noied- . „ 

KANEwF. Regon 1. Olc ol me Oitecioi, 68/n/Ot Ph-.iBcieiphia Electric Co 3pp 
47477:308-4747?345 

-8611080326 insp Repis 5O-277/03-D4 4 S0-2?8/e8-34 on 880903-1014 No violations 
noted MNot sroes inspected accessible poRioas ol Units 2 4 3 operational 
safeiy.tadisuon proisclion, physical security, control room ecrtviites 4 '■consw evanis. 
WIlOAMS.JH. Region t. Olc ol Ibe O roctot. 00/10/26 34pp 47477 311-47477:345- 

8811220076 Discussos Physical Security Insp Roots 50-277/86-26. 50 278/88 26.50- 
277/88-31 4 50 270/88-31 on 800725 29 4 0827-29 4 loiwatds notice of vioisiion & 
proposed rropos't'ort of ewd peneliirfis in amount of $50,000 v. 

nuSSEll-.WT. Region l. Olc of the Ditecior 80/11/15. MCNEILL.CA PMadeipha 
Efecl'icCo 5pp 47617.009 4 7617.016. 

-881 1220078 Paitiaily withheld notice ol violation 4 proposed imposition of civil penal- 
Rli^ELLW-T, Re^gion t, Olc of the Director. 80/11/15 6po 47617 014-4761 7.0ifl 

O- Adludieetory correspondence 

8811100134 PGCo consentod-io molion lor 45-oav extension lo respond to Common- 
weeftnof PA confenlions * Corlificaio of SvC onci ,u.bo 7..eT na/ 

IRWfN.O.P. Ph.iadolphls Electric Co IRWIN.DP. Hunion 4 Wilkams 7453 Bb/ 
ll/oi 'Aitfnic Safety end Licensing Board Panel. Jpo 4 7410:151-47418 154 

8811100019 Order * Grants epplicant OBtt03 unopposed motion for 45-d8y extension 

of Irowto/espond to CommonwoBlih ol PA contoni'ons Served on BBtlor 

roveJH Atomic Saloly and LiconSing Board Panel. *1400 7441. 66/11/04. Phnadei- 
ClA-k> /-/> In 474>Bn0t-474IB0D1 


T. Hearing Iranacrfpfe on non-anllCrus< maffore 


8811020113 Rosponda to FOlA roquosi lot records enra M * 
omplovooa App A records end. App Q documenls * 

GRIMSlEY.O.Ii Division ol Freedom of Inlotmouon 4 

000515) 88/10/04 RHOOES.J PonnsylvPniB, Commonwodlih of- 6PP 4/K>b-J4u 
4766C-341 


“8811020129 Tranac/lp! ol 071222 onlotcomont conloronce in Dolta.PA to (acarty.Pp l* 
* CommlSSiOniitB 87/12/22. 6lpp 47273 260-47273.339 


. Oenersi correspondence 

110260536 Rosponds «J 080809 irr re 9 Rijacher reguesl that ACHS address 4 re- 
spond lo concerns 10 proposed tesian ol plant „ 

ZECH.LW. Commissioners. 08/10/04 MIKULSKI.OA. Sonaie >P 47324214- 
47324 216 

8010260537 Forwards Ha'lord County Counciiwoman.0 Risachet.060708 lit raising 
concert's re plant lot response. .i7-»OAaiR 

MfKUtSKi.e.A Senaie. 88/08/09. ZECH.LW. Commissioners. 2pp. 47324.215 
47324-216 
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SiT. S««.. !» .>.«oo.- 
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«61I1503M Noko 0? Sgi'i'.ccn! Lrcotisoo Mootino nO-174 on 80llie n Kjr- w 
Puas'afiAtodscuss conl'nwOi'O'^ 'ngi 

mNViLLEJC flag®'’ 1. Ox Ol II 10 OifOCIO' nP/lO/?7. nogion I, Olc 01 the Ovec'oi 

2PP 47546-333-4754633'1 

88 HI 7042 JN««:O£>>Slg-micahl LIconsoo Mool.rui 00 170 on 031100 w/uli.n k,.«„ 
Pws-aPA lo <Wcus< p.po foplacomont ouino® ALAftA > 

IINV.1LE^C nccioo I. Olc ol IMP DroclOi 00/11/01. nog on 1, Olc ol IhoO/ec-ji 
9M47M7IM 47567 157 


0. liupMllOA raports. IE Buliedns & correapondence 


J 4 irKiamtrif mrormauoA 


um«>307 Jl Er«3c»$a^C';s 174 6 US » Nfl-'A Ptf-Cy 

i-iecti 74 i 7} tcUAilU PcKCr -57 

efi/OtE'E. S^-.icCo M.>5.'73 DMtZ.i 713^ 

eTChGf.t”'' C*c «7.'j3 ?7i4?3?3 ??3 


r.P ieO S EfxJuse- 
: ■ Ko Oei&icd A(0 


P Op«<jbng BceriM lU^t docurunii 4 co'/eipondenca 

1111^164 ‘O'A (S'.cijl '4 •■es'a/t lj» laO'-V W I'TPOS.IO-I ol 

fc^s tj 

PHOOESi e*-.-Sl^»f«4 C<ynr*^a.".hCi' M'C-5/i3 fiSC • fto Deti'eo Aiftkaioo 
4pt. 47;.’.’7374?^rjij6 

1111920113 P.-oc^rtis la PO* 'e<Mil ly be7*ewi fane<J NRC 4 irt 

e'^iigvCirt uel fOiA£ie<r.p*jonSJ 

'»p y5I.E r 0 H ct ftOMon C4 Ir'^T-a'OA 4 PubMri'jOnS Sfortces (Posi 

48C5r',i W •: C4 PhC-DSSj Pe'rij'rt.'M Co^r^^wCilh Ol Spp 47556378 
47i56 341 

-1404310500 SyjT-T’ir/ c4 680406 ncelx^ •ku'.I senior rra/iegers lo rcoOXe J 
P»i3i*"« C'^VSo'l i <A««t ««4ci.?»9 o^^er 4 tHoBS n«w mgt ream rMiart ^o 
ly i.u 4 *'rev*4^ cl c<^*.e erryfw-ng ivii 

STtiLO v C*< cl e-<4 Erw-'^VO Oe»;'.cr lor Ooerjaiyii 84 j 04/14 (^c Of tho Ei«cv 
sv« Orociof !;♦ Cparix'.j 4fp 47773540>47773 3<3 


M1I020I13 flo^onds to FOIA lom/osi lor roconls Ijolwoen nomod NRC 4 is 
errp:(W0O4/'pp A/ecords and App B documonia w.ihhold Irol FOIA Exemption 5) 
GfllV^EvdH. Oiv.fion Ol Froodom ol iidormplion & PuDl'caiions Se.'Vices (Pov 
680516). 88/10/04 flMOOES.J Ponnsylvonifi, Commonwoallli ol 6pp. 475563J5 
475S634I 

-6ett020l204tOl<>C8lroa of Liconsoo Moorng 67.1*15 on 071222 on S'W to dvcuSSe^ 
lorcemom issues essociatod w/D70331 ordor. nplolod rJocumoniQiion onci. 
l.tNVA.l.C^ Aegloa l. Olc ol Hw Oueclot. 67/12/iS nogion t. Olc of lno Okkiw 
I4PP 47273-346 47273 259 

8810030349 NRC Info Notico 08 070, "MiSiiSO of FIASli ng LiglilS tor Hgli Radaiion 
Area Cora-ols ' Sve isi end 

nOSS'.CE Oinsen pf Opoiniional Evonis Aasossmont (Rosi 870411). 63/10/07 
Cons(i^'.ed Edwi Co. of Now YorV, tnc. I23pp. 47270.242-47260 003. 

88100701 14 MTC bi'o Nonco 86-082. "Torus SMolls W/Coriosion & Degraded Coslngr 
in 0Wn Corn rmenis " Svc list oncI 

ftO^i.CE OiKs-an pi Oporniionol Evonia Asaoasmont (Post 870411). 89/10/14 
Consordeied Epson Co. oINew Vo'li. Inc HOpp 47280:124-47260:235. 

68(0140212 KRC Info Nolica 00-065, "OroliQn noialning Blocic Sluds on Anchor Oadn) 
Crecs vaNw " Svc isi one'. 

ftOSSi.CE O-vs-on ot OpomvonBl Evoms AswsstnonI (Posl 870411). OS/lO/u, 
ConxMsied Edsc^i Co of Now York, Inc liepp 47463. 109'47463’3l0. 


-8411028140 0>scvssH 66C5I3 lefccn n-'C McN«)!: re neeang w/Goven^ Ol Com- 
rcfyrttT' 'jl PA re 

’ Nnc - Na Oote«»d APoexn Gnen 88/C5't6 CA,R.R Commss-oners tp 
472'3 y4 e^j;j 344 


-88110X144 Crsct.ss«i Con-rrtSior'-er Ce/r 871215 si*4 vtut 4 speeen Agervla 
enci A/.'p onei 

' NAC • No Ckr',a.'<«d A*'5e(*c<i Grven 86/Cl /C6 NRC < NC 0«(4/e4 AfA)rjon Grven 
3C0 47773345477/5003 


•481I170IM ECO Pt/ic«e4 Corespondence Coosaf 0r>339C4 t* 3 Rhodes 88<i8i6 iv 
1 C 2»cn tt^jmre 4ii*i 6 ic«4 ef iSscvsson oi /neetinas 4 teicon Ds 

(<•««*. Kansee erec^oves 4 NRC ibau> I.t4 4 r^ovton oi lines 
• ARC No D«4*ied A'hhison fi*ven 68'M'i8 ©i Wjcree/ Re«i» Rem/a- 
Bor. Cwei.icv (Pcsi jrCJil) 4pp 47556 3?4'47‘5e327 


88102601X Fp/werds SEIT accepting proposed "Plan for Rpsian ol Poach Octio-n 
Momlc Ptwer Sishon." Pipn meoie negultomonl V.C. of 670331 oidet suspamimg 
power opereiiofis 4 o/der lo 8i>ow cause 

fiuSSEU-Wf nwm 1, Die ol Die Dirodor. D8/I0/19. MCNEILL.CA. Pti-'afletphe 
ErectneCo ^ 47323:175 47323 264. 

-8810260127 Safety evelvet-on ol uM ’ Plpn lor noaln/l ol Poach Doilom Atomic Power 
Siaww- 

'NRC-NoOeiai'pdA1f.'idlion Given. O6/IO/31. 06pp. 47323:1 77-47323'204. 

8810760601 FonverdS SAIP Board Roots 50-277/67-00 4 GO-278/e7*09 for June 1967 
■ M i9$8UMvrdoo coniaoiod 10 scncduio mooimn 10 discuss SALR ovsluallon 
ftUSS£a.WT Rooioft 1, QIC ol (ho Oiiocior. OftAo/tO, MCN6ILL.C A Phi-'afla'phia 
EieciTKCo 4pp 47760 l53-472e9 20l 


0810IM3M Genenc 40 8617 fo »* herders Of Oti or CP$ for PWRs re lose pf 
C*tS ire 8S1 snc' 

CRurCMF.Eigc Awoc>ale Orec-at far Pr:^t4 (Fos’ 8?04»i) 68'i0/i7 Consok- 
dared Edieon Co oi New Yort>, int 64fp 47279 i 56-477?324i 

8810260164 oefwnc Lt 88-'8 to all tcer’-saes of operatng reeaiorg 4 hoei«<sei CPs re 
p*er-t record ss^age on opKai isAs SvC HI end 

CRUiarflELOO AuoCMta Ekrenor (or Pr^-is (Ppsi 8704II| 88/lO/X Consr*- 
OJted Eason Co c4 New YorV. inc 45pp 475i300l-475i3O46 

88 IO?»806 Norihcabcn of 84n :7 rueetrg wr^j m RoctnYle M3 lo ckscvss revs in OA 
ES?f!r. S 'j'e lestrrrg Meeurg a«rtla end 

a'^l^n-WnY^aeocerol.? 
8810770028 Siawnary of B6iCt9 neeiJTg w.-ua n RecS *#6.1170 re u*J 860907 Mbmrai 

eonawni usl ol Jnendees 4 egende enS^^ 
5^^4733^ Orectc»»-e 17 M/O-TO Pto,e« tVec^ete 1-7 600 


**^-’^* PorirtnJs acvMaeon lor emends lo Uenses OfR-44 4 OPR 56 rews 
'»'« '^Mremenls during startup ’ 
Electric C*a efl/i:/?i WURtEYTE OfSoi Num 
i^rwfieauMSw.OtreciMtPwt 870411) lp 4764t 123^7^1 142 ” 

-MW7«t$4 Appiicarion to amends lo Uenses OPfi.44 4 0Pfl-56tevis«i T. 
^ Vr '*« -^Rireerhenrs durwsSnlp^^^^ ‘ 

GAlIAGhER JW Phiaoe^ EiecIncCo 88/13/18 iTpp 4764ll74-47641.135 

^ comt ra'e eeqj 

• PMedetirM EieoncCo eanO/tfl 7pp 47641 13687641 hj, 

8111280008 FOiArequMi to documents evoduced Oimi or anwrftsfttM 

Mti030007 RetpoNdS to 0813919 IB re cor*efris raised bv P ii, n,rr . r, i 

t*Le M'10'25 HlKW.&»-a.l 

^ 680729 2. e.pre« 

tWAOfitJRNejC Congresstoiai AfTm 2 

tWatwig procedure da, 
GUTLER.WR 


-0810280609 SAlPRopiS 50.277/67-60 & 50 276/07.09 for Juno 1667 - Jul 1996. 
•neC«il.OtteUheOii6tlCit.66non6. 45pp. 47209.157 4?2&6'201. 

8010140019 NRC Into NoUco 60 004, "Doipcilvo Motor Shall Koys in (.)iri.1orque Meier 
AciuStos ■■ Svc 8si onti 

ROSSi.CE ftwsion oi Opeiaiional F.vont9 Assoasmonl (P091 070411). 66/10/70 
ConsoNfaiedErSscnCo of New York, Inc, liopp 47260 004-47280:120. 

8811030077 Discusses NRC ovaluai'on of irloni liconsod operator prolicicncy 4 shli 
crew perlorrraoce Kheduled lor wka ol 601114 & 21 In rtssponso lo Insp RopisSO- 
277/68 37 4 50-278/88-32 

MARTIM.T I. Region I. Otc Ol Iho O.rocioi. 00/10/20 MCNElL.C. Philedolphla Ele© 
IrtcCO 3pp 47422070 47427601. 


89I0l7M9t NRC too NowM 06-066. •‘Opetaiing W/Mulllpl© OtoundS in DC OiSlnOu’rOt 
Sys.-Svcistenci 

AOSSi.CE. (Maon of Opaiolional Evonis Assessmcni IPosi 070411) 60/10/21. 
WnsoWBWd Edison Co. of Now York. Inc 116pp. 47463.081-47463:197. 

WW 10489 Forwards Salety Insp Ropis 60-277/60-26 & B0-27e/60.78 on 800029- 
wWMo vmiai^s noiod.Qbservod mat auxiliary opemlof did not loi'ow oxptic-l m- 
sntcaons ol rouiina lesl procedure. 

MARTmT.T. Region 1, Olc Ol Iho D.recloi. 88/10/21. MCNEILL, C.A. Phfladelphie 
EleelrtcCo. 2pp. 47377.358-47376 OlG 


•^TM10494 In^ Repis 60.277/86-28 & 50-276/80-26 On aOO82O-O0O2.No vIolaliOns 
®'®f® Inspected rev ow of l-censoe cperaUng procedoroa.non-licensad op- 
SSjJ** 9'l0 0 olfsiia roviow cornmiUoes 

«37”35M737To\^/' '• DlfOC'Of- BB/\0ne. 21PP 


^***1^^^ Ol Slgniricam Llcensos Moelmg 08-171 w/trtil In Delia, PA to 
5AIP mgt rneeting. “ 

^474i4?90 4 ? 4 l 4 -'i' 9 ?*' 80'lO/ai- Region 1, Oic ol iho Oifocto. 


ReqjosiB rosults of invesUgaiion ol allcoalions by conUactor who ind^flied 
exd Interview notes loilowmg confraci termination & concerns ro ordett 

'’®9'PP ’• °'P P' 'fie Direcior. 88/10/21. MCNElUL.C.A. PhiJadc!- 
prea biecbic Co. 2pp 47439 048-47436 049 


860622 enforcement conloronce in Rog'on l olc ro security 
K^gi^hi '•hi 01 attendees end. 

”®S;P.'i 'vP'P o' 11a Direcior. 88/10/28. MCNEILL.CA Philadelphia 
ti«lncCa32pp. 47463.067.47483:098. 


**iVf?|Ito^^M''noied®''' 60-277/88.34 g. 50-27e/80.34 on 660903. 

«4^'3M47477^45 ®' ‘''® Oi'op'or. 88/11/01. Philadelphia Elecirlc Co. 3pp 


-6811060326 Insp Depls 60 277/(30-34 & 60-270/00-34 on 8Q0003't014.No V-olaHons 
noloO N/aiot a'ons mspociocliaccossib'.o portions ot Un.is 2 & 3 opotetORAi 
sefoiy.cad si-on proiociion. physical socuriiy .control lOom aciiv-lios S ^c^soe events 
WILLIAMS, J 11.. LINVIl.LG.JC. ReQion 1, OtC Ol IhO UiroClor. 00/10/25 34pp 
47477 311-47477 345 

6811160(63 Fotwa'tis Safely Insp Ropls 50-277/83-37 & SO 278/68-37 on 890326 
30 No vio'aiions nolnd. 

0ELLAMY.R R. Region 1. Ofc Ol the Oiiecio' 00/11/07 MCNGILL.C.A PhJodelpnia 
Electric Co 2op 47660 103-47560 102 

-88M160I68 'nsp nopis 50-2/7/86-37 8 50-278/00 37 on 660826-30.No violshons 
noted Maior areas inspected ladistion satoiy program.includ-ng status ol previously 
lOenMiod Koms & posl-projoct revlOAS of Unit 3 pipe replacemont. 

DnAGOUN.T,, MAnKl.EY.M.. SHAN0AKY.M. Beoion '.O'col Iho Oireclpt. 88/11/03 
0pp. 47560 t85-47560:192. 

6011170209 Forwards Salely Insp Ropis 50-277/00-35 & 50'270/eB-3& on 800928- 
30 No v-otatrons doled Concern re deficiencies In sys level procedures that fOrcod op- 
erators to suspend cond-jct ol survcilianco tesla noled 

MARTIN, T T. Region 1. Olc Ol iho 0-rocio'. BO/lt/07. MCNEiLt.C.A. Philadelphia 
Electric Co 3pp 47576015-47576.032 

-8811170216 insp Ropis 50-277/80-35 8 SO-278/60-3S on 680928-30 No vio'auons 
noteri Major areas inspected licensee porlormance in areas ol maint survotltanco pro- 
cedures & rocords (hot verily component svn-iabf.ity.per Tech Spec loquuorr-cnis 
FINKEL.A . ORYSOALE.P.. REQELOWSKl.T. Rog'-on 1. Olc ot IhO DioclOi 60/11/03. 
15pp. 47576 010-47576 032 

6811170036 Forwards Salely Insp Repls 50 277/00-32 & 50-27B/88-32 on 880031- 
0929.No violations noted weaknossos Idonlif.od in hcensad opomior toqualrficau'en 
program 

MARTIN, T.T Region i, Olc ol Iho Qirectoi 6&/tt/08 MCNEILL.CA. Ph-lado'phia 
Elect/icCo 3pp 47572:20J-47572.316. 

-8611(78042 Insp Ropia 60-277/86-32 & 50-278/8e-32 on 680831-0920(40 vfotalfons 
or Qoviaiions nolod.Me|o( areas Inspected l-consod oporpioi lepualitrcabon vanuig 

K 'ogram Weaknossas in roquel.licalion pragtam Idenlitiod. 

/ALKER.T.. JOhNSON,T.1anGC,D. Region 1, Olc ol llie Dirocioi. 8fl/iP/27. I3pi> 
47572 204-47572215. 

8811210005 EN-QQ 090A re adjuaimont to proposed impoailion of civil penally Cum pen- 
ally reduced by 50% due to iiconsoe idenlllicalion & laporimg ot ovonta lor iiom 
I A Penalty Is $50,000 instead ol $75,000. 

nOSANO.RP.. LlEDERMAN.J Olc ot Enloecoment (Post 0704131 88/11/09. ip 
475S2.043-47S82.043. 

6811210016 EN-(]0-0S6-on 861 1 M.nodco of v.o'ailon 6 proposed fmposiilon efcM pen- 
ally In amount of $75,000 will be issued lo Heonsoo based on loiiuro to toko appropn- 
ate componsaiory ntoosuros lot dogrodoci vital area bo'riQis 
nOSANO.RP, tlCOCRMAN.J. Ofc ©f Enfo/cemom (Post 6704I3>. 08/M/09. »p 
47809:3l3-476O9.3t3. 

8B1 1040324 Suppi 3 10 NRC Inlo Notice 06 109. “Feedwater uno Orcek.” Svc ksienci- 
ROSSi.CE Division ol Opcrehonoi Events Assessment (Post 670411). 86/u/iO- 
ConsoUdsioO Edison Co. ol Now York. Inc. i t3pp. 47S59.072-47659. 164. 

6611160066 Rosponda lo NRC 66(011 Ur rd vlolaUens nofod in hisp Repis 50-277/68- 
i7 & 5O-279/0O-t7.Correcilve Bcttons.worK insuucUons revised lo inctudo tomovel el 
heal shields & exnauai moniioids. 

SMITH, O.M. Phiiedeiphia Electric Co OO/n/tO martin.tt. Rog'on i. OlcoiUioO 
tsclor. 0pp. 47580 144-47569:152. 

8811220076 Discusses Physical Socurily Insp Roots 50-277/66-28. 50-276/88-29.50- 
277/69-31 & SO-278/80-dt on 060726-29 6 0927-28 6 forwards nolice of violations 

R roposod imposiiion of civil penalities in amount ol $50,000. 

USSELL.VIAT. Region 1. Olc of the Oireeior. oe/f i/15. MCNEiLL.CA. PhifadeiphiA 
ElecWcCo 6pp 476l7.008-476l7.0l8 

-8811220076 Pariiaiiy wiihneld noiico of violaiien & proposed irnposttiort ef cMi penal- 
iie9(rol 10Crfl73.21). 

RUSSELL.W.T. Region 1. Ofc of Uio O.reciof. QQ/n/15. 6pp 476t7.8l4-470t7:0l8. 

6611090284 NRC Inlo Notice 68-067, ‘ Pump Wear & Foreign Ob|ecta in Plani Piptog 
Sys “ Svc lisl enef. 

ROSSf.C.E. Division ol Oporailonal Events Assossmuni (Posl 070411). 80/11/18 
Conso'-idaled Edison Co. of Now York. Inc. t13pp. 47601 020-476QKt32. 

6611090403 NRC Inlo Notice 08-066. “Oagredauon of Woslinghouse ARO Relays" Svc 
lisl encl. 

ROSSf.C.E. Division of Operaiionai Events Assessmeni (Posl 870411). 6B/11/I6. 
Consoildaled Edison Co. of Naw York. Inc. It3pp 475Q7:00l-47Si>7:lt3. 

6611150060 NRC Inlo Neilcs 08 009. “Ooorsdailan of Kepion Elecirkal InsutaOon." Svc 
l.«i end 

ROSSf.C.E Division Of Operational Events AssessmonI (Post 870411). 88/11/21. 
Consotidalod Ed'SOn Co. of New York, inc. itGpp 47603 045-47603;i6<. 

6611160470 NRC Info Notice 08 092, "Poiontlaf for Spent Fuel Pool Orsindown." Svc 
lisl encl. 

ROSSl.C.E- Division ol Operational Events AssessmonI (Post 870411). 88/11/22. 
Consokdaiod Ed-.son Co of Nev/ Yoik. (nc. It 4pp. 47600:124-47606:237. 

6611180315 NRC Bulletin 68-010, "Nonconforming Molded Case Circuit Breakers." Svc 
list enci. 

ROSSl.C.E. Division ol Operational Events AssessmonI (Peat 870411). 88/11/22. 
Consol-daled Edison Co. oi Now York, (no. I2(pp. 47606.001.47606:123. 


R. Periodic operating repo/ts & reialer) correspondence 

8611020113 Responds lo FOlA request loi records between named NRC i uN 
employees. App A records one) App B documents withheld (tol FOlA Exemption 5). 
GRIMSLEY.OH. Division of Freedom ol Inlormotlon & Pubilealione Services (Posl 
360515). 03/10/04. RHODES, J. Ponrjsylvsnio, CommonweaUh ol. 5pp. 47556;328. 
47666-341. 


-8811020115 Forwa'Os fiiatus topi tor 800704 24 
LINVILLE.JC Hegon 1. Olc ot ilio Duccloc 00/10/04 KANE W F. Rog'on I Olc ot 
lltentocicr 4pp 47273 242 47273 ?45 

6611010421 Fonv0nrs plant status ropi (o' 881003-19 
UNVIt.l.E,JC R(iglOt^ i. Olc Ol Iho O.reciot 60/10/25 KAME.WF Region 1. Olc 01 
iheOreclor 4pp 47402 105 47403 108 

0611210364 t/.onildy oporatmo roplS lor Oct 1906 tor Poach Bottom Units 2 9 3 Repls 
include corrected net etocirical energy gsnefalo.'j mon»iiy,yr-io-yf deio 3 cumoiaHve 
totals duo to error dotociod since -Jan lOOO rnpt W/08t 115 lir. 

MrOOLGFON.L L . HUNGER.G A. Pti-Iadotphie Etociric Co 80/10/31. 14po 
47503:311.47563 324 

681122003I forwards plenl sislus repl for 661019- 1 >07 
UNVIULGJC RoQ-on 1, QIC t>l Iho Dtccioi 00/11/09 KANF.,W.F. Rog-on 1, Olc ot 
(hoOfOClor 5pp. 4 762 7:056-47627060 


S. Reportable occi/rrenees, LERs A related corrospondenee 

6810310002 RO on 0UiO3O,d-asel drivon tiro pum.p fai'ed to start ouiomalically dur-ng 
per/d/manca ol survo iianco lost Cause under mvesirgairon Diesel dn«n i-ie pump 
subsoquonily tested succossluiiy & roiuinod to svc 

SMITfl.OM. ftii'atfo:p'-.ia Eioctnc Co OB/iO/21. RUSSELL.W.T. Document Control 
Branch (Oocumoni Control Dosk). 2pp 47301:353 47301:354. 

6610310003 LER 30 OtO DO cn $80023, primary conutinment Isoleiion eyv Group »» Iso. 
lAiioti occiarod losuilmg iicm unoxp's'nod momoniery loss ol power to A toacior pto- 
(ocfAMi sye (rus isolai.on reset after Approx 4 h & 25 minulos w/OO I02i Ur. 
CRlOBE.Te.. SMtTH.DM Phi'ado'pWo Elocw.c Co. 00/10/21. 4pp. 47301.358- 
47381:359 

0610310166 PNO l-OO-l lO.on eBt02l,delay in roslarl of Units 2 & 3 until Second & 
Thfnl OuarTor lOOS.rospocl.vciy.io allow fudhor upgrado In operator 
Volnlng.managorfai & supeivisory elicclivonoss & plant security. 
LlNVlUE.J.WEN2lljGER.E Roglon I. Olc ol llto D lector. G()/10/2t. Ip 47361:355- 
47301.355 

8611000136 SneciBi icpl on 90i020.aiosel driven liro pump (ailed to slarl auiomatically 
during survci'iorico lost. Caused by madoquato tesi.Diosof drivon firo pump A aulo-stai 
teahro tesiocl & rov ol firo pumps sunreiTanco Isais m process 
SMITH.OM PhlieiJo'pJ'iB tluciric Cc 08/11/03- RUSSDLL.W.T. Documoni Conirpl 
Branch (OottimorM Coi'lro' Desk) 2pp 47404:010*47404 011. 

6611090125 Pan 21 icpt le doloct in Limpiorquo Corp supplied salaiy related SMB 
valve ecluatote w/RH insulated dc molO'S inal may not develop luil-raiod starting 
lO'Quo PI eie/aiod ambiom lomp; Roviow of moiors by ucenseos rocemmendod 
WilKiNSON.i E lim-ioiquo Corn DD/il/03 Oflico ol Nuclear Reactor Roguiaiion, CM- 
roclOr(f>osi670-1tl). I6pp 47525 227.47525 242 


T. Rearing iranecripia Or non-nnilirList msiiere 

661*020113 Ruspohda to FOlA roqunsi lor rocurds bolwoen named NRC A ull 
em^voesAeo a records end App Ci uocurwnis w/hhold Irel FOiA ExompllonS). 
GRiMslEY.O.H Division ol Fioodom ol iniormanon A PubUcalione Sarvicoe (Poet 
990515). 30/10/04. RHODES./. Pennsylvania. Commonwoollh of. Spp 479S6329- 
47556341 

-331 1320)29 Traoscnpi Ol 071222 opiorcomoni eonfwonco In Della, PA to lacnity.Pp »• 
77. 

♦ Comm«8-onOf9 97/12/22 6tpp. 47273 260 47273 339. 


V. Operator Examlnotlons 

6811030226 Kdotms ol rev to coinmitmeht ro emcrgoncy oporaling procedure naming 
lor plant fcorjsed oporoicrs 

OAlLAOMEn.WR Phi'adolphiB Electric Co. 88/10/26. OUTLER.W.R. Pio|oct O.rec* 
forBtot 2 ^ 474 39 200-47439 209 

8811170036 Forwarila Seletv Insp Ropis 50-277/00-32 A 50-276/00-32 on 600631. 
002f)No Wo)o)ions noied VVoakriossos idonMfod in liconsoO opereio/ requellfical'on 

a am 

rrN.r.T. Region t. Ofc ot Ihe D.rcctor. 86/11/08. MCNEILL.CA. Philadelphia 
Electric Co. 3pp 47672 201 17572 215 

-8811)70342 Insp Ropis 50-277/83-32 A 60-278/88-32 on e8063)-0929.No vloiallcns 
or d0vi8l4)ns nolod.Malor areas Inspociod: llqonsed oporoio' lequaiillcallon irain'ng 
prograrn. Weaknesses in rcqualification piograni identified. 

WAlKen.T. Rog.&r» t. Olc of the Duoclor. 60/10/27. 13pp. 47572 204-47672:215. 


DOCKET 50.280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergonoy A lire protection plans 

98t108lK136 RQvit.ad coinorale emergency response p1anW/GOfO20 111. 
CARTWRIGVtT.W.R. V.rginia Power (Virg'nia Eloc'iic A Power Co). 88/10/01, 180pp. 
47467:l27-4?467.344. 

8610260386 Advisos ihai 000014 Rev 13 10 guard liain.ng A quBiilicadon plan consist- 
ent w/p(ov«)ons of 10CFR6 o.64{p) A eccoplahle. 

CL1NE.W.E. Region 2, Olc ol Iho DIrooior. 00/10/14. CARTWRIGHT, W.R. Virginia 
Rower {Vtrglnfa E/ecirtc A Power Co) 2pp. 4 7270 212-47270 213. 

8910310017 OenotiQ Llr 88-19 to ell fuol cycle facility licensees 
possessfog.using.impDiting.exporling or liansponing formula quantillas ol sUeteglc 
SNM re use ot OoQdly force by liconsoo guerus lo proverd Ihell of SNU.Svc lisl end. 
OUnwETr.R.F. Div/slorj ol Safeguards a Trarrsportallon (Posl 070413). 38/10/28. 
Cohso'-idotod Ed.son Co. ol Now York, Inc. 31pp 47513 047-47613.077. 



62 DOCKETED ITEMS 


S6110MI4S3 Forwards FEMA remedial exercise rept of 860633 exorcise. Oeficency re 
delay on pal ol director of oporanons & stole emergency operat^ona etc staff In ap- 
prov V q & iirclemen'mg protective actions setisfecloiliy coneciad. 

DECKEB.TB Region 2, Cifc ol itie Oiiettor. 88Mi/0t. CABTVr'RlQm.WR. VUgW^a 
Power (V.rginia t'lecinc 3 Power Co). Ip 47626;360'43535;330. 

88111603S6 Revised amorg8:vcy plan Implementino procedures. mc'itding Rev II lo 
EPIP-302.notf 7 to EPiP-3.as.Rev 3 to EP:P-4.03,Ro-v 2 to EPlP-407,R6'j 6 to EPIP- 
4.0g.Flev3 10 EPIP-4 14,nev3 lo EPlP-4.i7,Rev 1 to EPiP4 28 3 rev to EPIP-4.89W/ 
BB1104 itr. 

CARrv/RlQHT.W.R. Viiginia Powor (Virg'nia Elociric S Power Co). 88/11/04. 1 72pp. 
4?684-.203 47666-.Q33 


H. Gerteral correspondence 

0611090111 Comment on proposed rule 10CFR50 re NUREG-l3t7, "Reguislory Op- 
tions lor Nuc'08' Plan) License Ronowel " Sa'ety eys functional inspa & contgutaDon 
mol piograms support renewal basis as opposed to raticenaing process. 
STEtNHARDT.C.H Wisconsin Public Service Corp. 68710738. OocheVing & S«rvKes 
Branch 4pp 47432 354 47423 357. 


P. Operating license stage docomenle & coireepondencs 

8811090004 "Surry Unit 1 Cycle 10 Startup Physics Testa Real." W/a81038lti. 

BROOkM RE.T A.. D2IAD0S2.0. VirgVa Power (Virgin'a Electric 1 Power Co.). VP- 
NOS-41. 88/09/30 64pp. 47494.303 47495 006 

0810250116 Submits plan for actions to be leiien pdor to uMu ng Uml i reactor caviiy 
seal Actions encompass aieaa ol design, testing procedures A (raining. 
CARTVk'RiOHT.w.R. Virg nia Power (Vrrgime Electric & Power Co). 66/10703. 
GRACE.J N. Regcn 3, Ofc of the Oiiecior. 3pp 47269.112-47269:114 

0811)260125 Con'irms 681007 letson re recent events at pieni idennlyttig si^licani 
Issues lo be addressed during sbuldown.l.l/ describing plans & sebedulea lor lesoIvVtg 
listed issues expeclod by 861019. 

ERNST.Ml. RMOn 2. Olc of the Oireclor 88/10/08 CARTWRlGHT.W.R. V-rgirsie 
Power ^irgn B 0ectric6 Power Coi 2pp 47322:105-47332 100 

0810270021 Notifcelon ol liir.o change tor 681026 nteeUng w/uiii in Rockviiie.MO to 
dscuss resolution ol issues, includrtg selety ays functional Insp re sve water eye A 
main leedwaier pipe wall thinning p'oo'ema 

PAieL,CP PfO^lOtrecioiato fl-a. 89/10;i4. e6RKO'W,HM Pioteel 0«ecioiato It 2 
4po. 47342356 47342:359. 

8810180350 Generic Lir 68-17 to ail holders of OLe or CPs lot PWRs re loss of 
OHB Svo 1 St enci 

CRUTCHFiEL0,0 Associate Director tor Projects (Post 87041 1). 66/10/17. Consoli- 
dated Ed son Co. of New Yorli. Inc. 84pp. 47279.158 4/379:241. 

8818310346 Mi.w that 680631 changes to operaitonai OA program satisfies 
iOCPR 50.54(8] tequiremenis 6 accepiabie.per 860617 (efcon. 

JULIAN.C.A. Rocon 2, O'c Pf (he Director. 85/10/19. CfluOEN.OS. Virginia Power 
(^iginie Eiecinc A Power Co |. tp. 4/396.193 47396:193. 

881 1020003 Forwards resiari sciToh plan fer utii per 861007 leicon Actions indude both 
plant nod & mariageir.ent coniie's. 

GARTWBiaHT.w.R. V.rginia Power (V.rg.'n.a Electric A Power Co.) 68/10/19. 
EHNSr.M Reg'on 2. Olc ol toe Director 2pp. 4743i:l04-4742l:t33 

-8811030006 "Malor Milestones Description Of issue Approach To Resolution " 

' Virginia Power (Vlrgnle Electric A Power Co.). 56/ll>/l9 30po 47421:106- 
47431:133. 

0510250164 Generic Lit 88-10 to e-l licensees of operating reactors A holders of CPe re 
plant record storage on opbcal d sKs Sve list end. 

CRUTChPIELO.D Associate Oiecior lor Projects (Post 87041S). 68/10/20. Conso’i- 
dated Edison Co. ol New York. Inc. 4epp. 4 751 3 001 -47513 046. 

8511920109 Discusses 559918 mot meeting to discuss corrective eelrons prior to using 
reactor cawty see* tor upcom'ng 1)n.| 3 refueling-Lisi ol aifendees end. 

ERNST, M.L. Region 2. Olc of ihe Diector. 08/10/20- CARTWRiGHT.VYR. V.rgrta 
Power (Virginia Eieciiic & Powei Co } 3lpp 474i5.i6/-474f6;2l7. 

8811910254 ANALYSES OF NATURAL ClRCUlATION DURING A SURRY STATION 
BLACKOUT USING SCOAP/BELAP6. 

BAYLESS.P.O. EGAG Idaho, inc. (subs, ol EQAG. Inc.}. FIN A-6360 NUR£<3/CR- 
6214 88/10/31. Oivisiors of Sysiems Resoaich (Post 660717). t6lpp 47276083- 


8511 160177 Motiticaiioh ol 691117 sign ficanl mgl meol.ng w/util In Surry, VA to d scvss 
status ol radiation pioted.on upgrade program. 

CANTRELL,F. Region 2, Ofc ol the Oiracior. 88/1 1/09. Region 2. Ofc of the DiieclOf 
ip. 475n.036-4757V038 

8611189181 Confiims 881031 telcon between DA Sommers A CM Hosey re 661117 
meeting al p'ani to discuss A review slaius of radiation protect^ uporede 
uoaam.Pioposed agenda end. 

ERNST,ML. Rmion 2. Olc ol (he Oireclor. 88/11/09. CARTWfllGHT.W-R. Virginia 
Power (Virginia ElecVic A Power Co). 3pp. 47666;335-47665 336 


0- inapectlon reports, lE Bulletins a correspondence 

8819030249 NflC Info Notice 09-079, "Misuse ol Flashing Ughia tor High RadiaKon 
Area CohttoH." Sve 1 si end 

ROSSI.C.E. Division of Operaiionel Events Assessment (Post 870411). 68/10/07. 
CohsoWaled Edison Co. or New Voik. Inc. I23pp. 472/9.242-47280 003. 

8819259471 forwards suiTimaiv ol 680910 enloioomeni conteience re Insp Repie 50- 
260/88-20 A 50 281/68 20 Issues diSCussed Included, foreign mell in saleiy-releted 
8ys flow paths In conisinmeni sumps & clean! ness control program. Viewgraphs encL 
ERNST, M.L flMion 2, Olc ol the Oireclor. 08/10/12. CARTWHIGHT.W.R. Vtrtfftto 
Power (Vvgmia Elecitv: & Power Co.\ 27pp. 47270.081-47270;107. 


8810070114 NRC Info Novee 68-083, "Torus Shells W/Corrosion & Degraded Coatings 
in 6WR ^nialnmanis " Sve Hsi end. 

ROSSI.C.E. Division ol Oporationai Events Assessment (Post 070411). 88/10/14. 
CofisoNdatcd Edison Co. w New York. inc. 110pp. 4720O'. 124-47209 235. 

0610)40212 NRC Info Notice 08-085, '‘Broken Retatoing Block Studs on Anchor Oa'Ung 
Check Valves” Sve i si end. 

nOSSI.C.C. Ow.eton ol Operaiional F.veriis Assessment (Posl 670411). 09/10/14 
Consol.da(ed Edison Co. Ol New York, Inc. l>0pp 47463:199-47463310 

0810)40018 NRC Info Notice 60 084, "Detociivo Motor Shall Keys In LImiicrque Mold 
Actuators." Sve 1 si end. 

ROS&.C.E. Division ol Operational Events Assessment (Post 870411). 86/10/30. 
Consoirdaiad Edison Co of New York, Inc Ii9pp. 47280.004-47380:123 

9610)70391 tIRC Into Notice 88 006, "OpeteiinQ W/Multiple Grounds to DC DiauAwuon 
Sys." Sve 6sl onci 

ROSSI.C.E. O.visio.n Of Operaiional Events Assessment (Post 870411) 88/10/31 
Consol.daled Edison Co. of Now York, Inc. 1 16pp. 47403 081-47463:197. 

0011030146 Fciwerds Insp Repis S0>260/66-3/ A 50-261/80-37 on 600010- 33 No vio- 
lations or deviations noted. 

HEflOTAfl Region 2. Ofc ol tho Director. 80/10/24. CARTWRiGHT.W R Virginln 
Power (VVgliUa Elacltlc A Power Co ). 2pp. 47439'.l36-47439'.t46 

-08)1030148 Insp Repis 60-280/06-37 A 50-201/86-37 on e809l9-23.No vto'alions ci 
deviations riotecf.Mejor ercas inspociod.revlew ol Inservice Insp program admin'stranvo 
(iroce<Urres.NOE procedures A oosorvaiion of acuvilios associated w/oxams 
NEWSOMEAW., DLAKE,JJ. Region 2. Olc ol tho Director. 88/10/16. Opp- 
47430^138 -4 7430 146 

6611030056 ACK receipt ol 860023 Itr Informing NRC ol stops taken to corrod violations 
noted in insp Repis 50-380/88-29 A 60-38t ■88-26 

HEROT.AR. Reg on 3. Ofo ol ihe Director. 80/10/26. CARTWRIGHT.W R. Virginia 
Power (Vlig ma glectnc A Power Co.). Ip. 47423:245-47422:24S 

6611070167 Responds lo NRC 600629 Hr informing NRC Of sleps taken to corroct v-o- 
laiions notod in insp Rapes SO-369/68-30 A 50-2Bl/B8'30.Corredivo aciions:siation 
deviation rept answered by slailon engineering on 880812. 

CARTWRIGHT.W R. Virginia Power (Virginia Eleclrlc A Power Co) 8B/)0/3B. Docu- 
ment Control Branch (Document Conirol Desk). 6pp. 47481:266-4 7461:270. 

861I0700M provides i:onlitmalion ol reporting schedule lor response to NRC Bullrtllri 
80-1 1 re mesonery wall de5lgri.Rosponse to open item will be provided within S wke ol 
propoeod cpnieronce call. 

CARTWRIGHT.W R Virginia Power [Virginia Electric A Power Co ). 60/10/31 Docu- 
ment Control Branch (Documoni Control Desk). 2pp. 4/442 073 47442.074. 

6011090146 Cont.rnneiibn action Ur re iriii 081019 submittei ol resiari items, inciucAna 
saleN sys tonciiohai Insp Indmg A secondaiy pipe thinning A 081026 mooilno ro 
ovenis A Insp findings lor plant. 

ERNST.ML. Region 2. Olc Ol the Onecter. 86/11/02. CARTWRIGHT, W.R. Virgnla 
Power ^aginla Elacirio A Power Co ). 2pp. 47483:1 16-47483:120. 

68)1150226 FoNvaids map Repis 50-380/88.36 A 50-281/88-36 on 60O6O4-1OOl.No 
v«leiion$ V devie) ens noted. 

WlLSON.e.A. Region 2. Die ol the Director. 88/11/04. CARTWRIQHT.W.R. Virgihta 
Power (Vlieinie Etecinc A Power Co.). 2pp 47S53:32l-47652'322. 

-8011160237 map Repis 50 260/88-30 6 50-201/00-36 on 080904-10001. No violcliona 
or deviai'orts noted Major areas inspectod.plani opeiailens.plant maint,piem aurvoll- 
lance a review ol Ti 3515/68 

HOLLANO.WE . NICHOlSON.L.E . CANTRELL, F.S. Region 2, Olc Ol the Director. OB/ 
11/03 13pp 47552.323-4 7552 335. 

001)100356 EN-e6-095on 661 1 lO.nolico ol violation A proposed Imposllion of civii pon- 
ally in amount of 550.000 will be Issued to licenseo.Aclion based on lailure lo ado- 
queiely tm^emeni cleanliness & loieign mail exclusion controls 

LOEHMANU. LIEBEBMAN.J. Olc ol Enlwcsmenl (Post 070413). 06/11/07. Ip. 
47603 133-47563 133 

6B)f)50455 Forwards insp Repis 50 260/B6‘35 A 50-281/00-35 on Be0919-23 & nolico 
Ol violation 

COLLINS.O.M. Region 2. Olc ol His Director. 80/11/09. CARTWRIQHT.W.R. Virginia 
Pr^r (Virg.n’a Elact/ic A Power Co ) 2pp 47546017-47646 033 

— 66 ) 1150466 NotiCB ot vlolelloA Itomlnsp on 08O9t9 23.Vioiallon noted. lailutQ to moot 
n:OSH/MSHA approval lequiremenis tor Type C supplied ait respitalors A adhoro to 
tadlaiton conirol procedures . 

COILINS.DM. Region 2. Olc ol the Director. 88/11/09 3pp. 47548 0t9-<l7546:020. 

-8611)50462 Insp Repis 50-280/8835 A 50-361/68-36 on 880919-23 Violations 
noted Major areas Inspected 'adiahon proteciion program lor conlrolling occupational 
exposures during exiended oviMes A ulil actions on previous Insp lindmgs 
WRlGHT.FN . LAUER.MT., HOSEY.CM Region 2, Olc o( the Director. 68/11/01. 
I3pp. 47546 021-47546 033. 

8811040324 Suppi 3 to NRC Info Notice 66-106, "Feedwaier Line Break." Svc iisl end. 
ROSSf.CE. Division ol Operational Events Assessment (Post 870411). 88/11/10. 
Conedidaied Edison Co. of New York. Inc. Il3pp. 47659.072-47559:184. 

8811220400 Discusses Insp Repis 50-380/88 26.50-261/B8-26,50-2e0/88-28 & 50- 
2BI/6B-38 on 6B0605-0730 A forwards notice of violation A proposed imposition ol 
civil penally in emouni ol SSO.OOO.Lack ol mgl action re cleanliness problem nolod 
ERhJST.ML. Region 2. Ofc ol the Director. 88/11/10, CARTWRIQHT.W.R. Viroinlo 
Power (Virginia Electric A Power (Do ). 4pp. 47616:168-47618:172. 

-8811220403 Nobce ol v'toiaiion A proposed imposition ol civil penally in amount ol 
SSO.OOO.Vioialions rtoted:malni A mod activities eilher accomplished w/o edoquato 
procedures or cnterla or procedures A criiona not properly Implemonied 
ERNST.M.l. Region 3, Olc ol Ihe Director. 80/t1/lt. 3pp. 47616:170-476l6.172. 

Ml 1090284 NRC Info Nolice 88-067. "Pump Wear A Foreign Oblecls in Plant Pioina 
SyS.” Svo kst end ’’ 

ROSSI.C.E. Division of Operaiiorrai Events Assessment (Post 670411) 88/11/1& 
ConscAidated EOiSonCo. w New York, inc \i3pp. 47601.020-47601:132 



DOCKETED ITEMS 63 


nc inlo Nolle© 00 OQO, "Oograclai'Oii ot Wosi.ngnouso AflO Oeiays " Sve 

D.vi^'oii ol Opoiauonai tvonis Assossmoni (Post 670411). OG/I 1/16 
J E<)i4on Co of Now York. Ir.c, 1 13pp 47007 001-47597 1 13. 

jnc Inlo Noi'Co 08 C09, •’Dogindaiion ol Kenton Einct*:ca' insulaiion." Sve 

Division ol Oporaiionni Evonts Assossmoni (Post 070-fll) 00/li/?l. 
fj Edison Co 01 Mow Yc/k. Inc I13p? 47603 045 47003 161 

NRC Inlo Nolle© 68 002, "PoiRniiol let Sponi EuPi Pool Dra'ndown " Sve 

O'Vision ol Opeialional Evonis Assnssmont (Posl 0704U) G0/11/P2 
30 Edison Co 01 Now York, inc. 1 14pp. 47606 124 4 7606 237. 

MRC BoMolin Q6-010, "Nonronloiming Mo'dod Cos© Circupl Bteakeis." Sve 

. O-.vision of Opoi'aiionai fc'vonis Assossmoni (Post 670411) 00/11/22 
eel Edison Co Ol Now York, Inc. I2lpp 47606.001-4760C.123. 


8811160326 flovisod nmorgoncy plan imphjfucniing pfdcedi/res,lnciud'ng Rov n lo 
EPlP -3 02 Rdv 7 10 EPIP -304 Bov 3 10 EPIP 4 . 03 .nov 2 10 EPIP- 4 . 07 ,nev 6 10 EPlP- 
4 09 Rov 3 to EPlP- 4 . 14 .Rov 3 IQ £PlP- 4 .t 7 ,Rov 1 to EPIP 4 26 S rev to EPiP -4 20 .W/ 
601 104 III 

CARr\VniGHT,wn. Vlrgina Power (Virg-no E'OCUic & Power Co) 00 / 11/04 172 pp 
47564 : 202 - 47565.093 


8011090111 Commeni on p'opoaed tu'.o 1 OCFRGO re NUBEG-t 3 i 7 , 'Regu'.aiorv Op- 
tiotis lor NuciOB' Hiani L'censo Renowai ” Safoly sys funci-onni insps & cooligoral.on 
mgl proo'ams support ronovygi bas's es opposed lo relconsmo process 
STEINHAROTCr. Wisconsin Public Sorvico Co-p. 06 / 10/20 Dockel,ng & Sotvicos 
BroncA 4 pp. 47422 354 - 47422 . 357 . 


P. Oporaling license slag© documents & correspondenco 


H Oenerel correspondence 


cperaling reports & related correspondence 

Woniniy oporaling topis lor Oci lOO'J lor Suity Power Siaiicn Un'ts 1 & 

I A CAnrWRlGlIT.WC. Virginia Powor {Virginia Eleclrlc 6 Power Co) 00/ 
fjp. 4/501.331-47501:352. 

Die occuirences, lERs & rololod correspondence 

5 LER 00 037-00 on ODOOtO.clectiKBt ponolfai'on not comnloioly MIed w/li/e 
losm.suifOuDdiTig caWos a$ fOQu.fOdFiio waich hol poslod wiOVn houi ol 
I Caused by poisonnoi orfcr.Potsonnol coun&olod W/OOlOin Itr 
lOL Vi'gima Powor (Virginia Eioclric & Power Co) 00/10/18 4pp 

>8 47270 211. 

IS Suiiimary ol Operaiing Roaciots Events Meoimg 00 41 on 661 OIG.W 0 Sifl 
jvents lUerWiod lor mpvl lo MRC porlotmsnco Indicalorjirogmm. 

Jj.P Events Assossmonl Qrancn 80/10/10. ROSSVCG Division ol Oper- 
• vents Assossmonl (Posl 0704 1 1). 20pp. 47374:330-47374:350. 

05 LEB 00 036-06 on 800320,ihroo focucuiaiion spray HXs tilled w/svc water 
rodCausod by leakogo post noimolly closod recirculation spioy tlX iniQC Isplo- 
/es Samples lakt'n.vv/eoiOEfl Hr. . 

MDL Vitoinia Power (Virginia Glocinc & Power Co.). 88/10/20. Spp 

>19 47438:623. 

183 PNO l)iOB-067ein OOiOaixoniractot received electrical shock while oroci- 
■Holding near 4.160 volt iianaiormor. Coniioctor taken to hosp 8 roloasooNo 
ilnalion 01 radiation mvoNod . ... ...... 

>£l.L,P Rogion 2. Ole 0 / the Director. 88/10/31. ip. 4740V.042-4749i:042. 

136 Pen 21 rapt to dofoci in Llmiiorauo Corp suppled salolY- rolefod SMB 
ocioaiorg w/RH insuiaied do moio/s inai mpy not riovoiop loH-iaiod alailing 
ai elevated ambient lompB Review ot moiois by l.cen8soB letommondod 
NSON.I E Limiiorcuo Corp. 00/ 1 1 /03 OHico ol Nuclear Roaciot Regulation. Oi- 
<P0Ste704tl). t«pp 47525 227-47S2S 242. 

>333 lGR 00-0t7-0i on B00606,leiolgn mall lound m lomporary discharge cone 
jr & dolicionuioe found in sump scroons. Caused bv inodegualo Insp program 
I consi afhvitloa Foreign objects teinovod.W/081 107 Ur. 

■ON.DL Vitgma Power (Virginia Elociric & Power Co) 08/11/07. 5pp, 

>053-47549.0^57. 

0174 LER OOOOO-OO.on 88101 l.conltol/relay room thii'er Irippod Caused by 
teiiigoreni leak & iriBuiiicioni eve water (low, Sve water (low mcroasod ihrougli 
•r 8 by ihroiikno opon eWHOr svc woior outlei vpive W/OO " J ’ U* 

5ON0L Virg-ma Power (Virginia Ciociiic & Power Co) 00/11/ 11 . 4pp 

0 034-47500.037. 

>0165 LER 08 040 oO.on 0 flt 0 l 2 ,poteniiai accumulaiion oi gases in sucion plp-ng 
gn head safety inlecuon sys pumpr. dsiorminod Caused by inatleguate design of 
fna-noermn work in progress to design & InslQll vcnls.W/891 M2 lie 

SCjNDL WainiB Power (Vugima EiQCir>c & Powor Co.). OO/u/ 12 . bpp- 

39.136 47660 140 

20247 LER 86-031 Ot on 8009l2,dolorfninod itiai adoQuaio supply ol svc water 
■ noi b© available to provide sulliCioni How to tecuculalion spray HXs In event ol 
JA 8 loss o( oHs'io powor.CauBSd by design deficiency. W/G8 1 1 ' 7 Hr. 

■JSLER.M.R. Virginia Powor (Virginia Efoclnc & Power Co) 60/11/17. 7pp. 
.17:112-47617.116 

<ET 50-281 SURRY POWER STATION. UNIT 2 

icurtty, medical, emergency & Hr© prolecllon plans 

080038 Revised corpoiato omorgoncy tosponso plan.w/60tO2O Hi. 
kRTWRiGHTWfl Virginia Power (Virginia Electric 8 Powor Co) 00 / 10 / 01 . iBOpp. 
407.127-47467 344 

>260320 Advises that 060014 Rev 13 10 guard training & qualificalion plan consisl- 
il w/provislons ot 10CFB50 54(p) S acceptable . 

JNeIwe Region 2. Ole ot the Direcioi 88/10/14. CARTWRlGHT.W.R. Virg'n.a 
jwer (Virginia Efecinc & Power Co ) 2pp 47270212-47270.213. 

3310017 Genetic Ur 6019 lo all fuel cycle lacitity licensees 
issessuiQ.usino.imporilng, exporting or transporting formula quanlwios ol siraiegio 
NM 10 use ol deadly force by licensee ouaids lo prevent ihell ol SNM.Svc lisi erj^cl. 
URNETT.R.F Division Ol Safeguards & Tiansponalion (Posl 870413). 88rio/28. 
bnsplidaled Edison Co of Now York, Inc. 31pp 472l3 047-47513.077. 

1090453 Forwards FEMA remedial exercise lopl of 080628 exercise Deliciency to 
Slay on pari ol director ol operations & stale emergency operations ctr staff in ap 

•ovrng s implemoniirig protective eclions sai'Sfacloniy correcied ,, 

ECKER.T.R. Rogion 2rOlc ol the D.roctor 80/11/01. CARIWRIGHT.W.R Virginia 
owet (Virginia Eleclric & Power Co.) ip 47525 280-47525 260 


8810250116 Subrr.its p'an lor actions lo bo taken pnor lo uli'ijing L/n-i I reactor cavity 
seal Act.ons encompass areas ol dos-gn.iosi’ng.procoduros & training 
CARTWRlGHT.W.R. Virginia Powor (Virginia Electric & Power Co) 88/10/03. 
GRACE, J.N. Reg'on 2. Ole ol me Director 3pp. 47269.1 12-47269.1 14. 

8010260125 Conhrm 0S1OO7 lo'con ro locont ovonls al p'ani Idoniilyino significant 
issues 10 bo addressed during siiuldown lit duscnbing plans & sUiodules lor resolving 
listed issues expociod by 881019 ....r,-.-.. r,i...i-r,.i r. 

ERNST.M.L. Region 2, Ole of the D.rocior flO/IO/OO. CARTWRlGHT.W.R Viign-i 
Power (Virgin'a (fiectric & Power Co ) 2pp 47322 105-47322 1O6. 

6610270021 Noiilicalion of I'mo char^go for GO 1026 mool.nn w/uM in Rockville.MO lo 
discuss iQsoiution ol issues, indudrrin saJeiy sys lunciional msp 10 svc water sys & 
main Icodwator p'.po wan ihinnlng piooioms. 

PATGLCP Proloct Diroctoroto 11-2 08/10/14. OERKOW.HfJ Proloct O.reciorafe 11-2- 
rtpp. 47342355-473.I2 359 

6610160350 Gonodc Hr 60-17 lo aH ho'iieis ol OLs or CPs lot PWRs ro loss ol 

CrS^MFIElIj.O Associaio Direclo/ lor P/oiecls (Posi 870411) 00/10/17. Conso'i- 
dated Edison Co. ol Now York, Inc 84pp. 47270:160 47279:241. 

68103(0348 Advises Ihat 660621 ciiftngos to o(icrst.onal OA program saiisires 
10CFR80.64[8) requlfemonta & accornobie.pet 880017 lalcon 
JULIAN, C.A. neoiQn S. Olc ol Ihe Ditficior. 60/10M9. CRUDENOS. Virginia Power 
(VliginiaElocliica PovrerCo) Ip 47306 193 47396 193 

881 1Q20003 Forwards fosieti ftclion plan lor uM.por 081007 lo'con Actiom include both 
plant mod 4 manaaernom coniroJe. , . _ , 

CAfltWRlQHT.wn Virginia Powor (Wglnia Gfoctnc A Power Co) M/lO/19. 
ERNST.M, Rogion 2, Olc el »ho Olroclor 2pp 4742l;104-4742l;l33. 

••88T1020006 "Malor Mileslonos Description 01 issue Approach To Hesofuiion ” 

• Virg'nia Powrw (Virginia E/ecirie A Power Co). 88/10/19 20pp 4742i:j00- 
47421:133 

8010260154 Oohoflo Lif flO-tfl to sli (iconsQos of oporat.ng reactors A holders ol CPs to 
plant record slo/flflo on oplicfti disks Svc list enci 

CnUTCHFIELO,l3 Associaio Oitoclor lor Prolocis (Posl 0704U) 88/10/20. Consoli- 
doled Edison Co. ol Now Ycik, Inc 46pp 47513 001-47513 04C. 

891 1020)09 O'Seussos 8OOO16 mui muolihp tp discuss coireciive aciions piiof lo using 
roaclof cavity seal lot upcoming Unii 2 ioiuoi.nQ,Li8i ol ailondoos c^ncl _ , 

ERNST.M.L Region 2, Olc pi ifie Oirecioi. 66/10/20. CARTWRIGHT.WR Virginia 
Power (Virginia L-loctnc & Power Co ) Oipp 47416 107-47416-217 

6811010264 ANALYSES OF NATURAL CIRCULATION DURING A SURRY STATION 
eLACKOUr USING SCDAP/RELAPe. 

OAYlESSPD. EOaO Idaho, Inc, (subs ol EQ&G, Inc) FIN A-6360 

5214 86/10/31. Division Ol Systems Rosoarcii (Post 860717) leipp 47276003- 

47278.243 

0611160177 Noliticaiion ol 661117 signiiicani mgt mooting w/oM in SuiiY.VAlo discuss 
eiaiua of radiation protection upgratfo pfogiam. , .u r, . 

CANTREll.F. RoQ.on 2, Ofc o( the O'lor.for. 06/11/09 Region 2, Olc ol the DitoeWr 
ip 4V671.O30-4757) 036. 

8811160161 Conlirms 601031 lolcon bolwoon DA Sommers 4 CM Hosey re 881117 
meefing ai plant lo d'Seuss A review siaius ol radiaiion pioiBCi'on upgrade 

§nN^SmL*^noo^on^2?l3lc''oMrio Ditocior. 00/11/09. CARTWRIGMT.WR. Virginia 
Power (Virgm-a Pocinc & Power Co ). 2pp. 4 7665 335-4 7565.336 

8611170376 Forwards nobco of environ assossmonl & Imdicg ol no signilicani Impact 10 
oxempHon liom roQuiromonia ol 10CFR50.App J ..... r, 

PATEL.C.P. Rrolect Oifocloraio lt-2 86/11/10. CAHTvVBIGhT.WR Vi/g-np Power 
(Virginia E'oclric & Powor Co) 2pp 47672:144-47672 149. 

-•681)170380 Notice ol onviion assossmonl 4 imiimg of no signif-cani impact ro exomp- 
Hon from lOCFRSO.App dreocrirsmonis. ^ 

BERKOW.HN Prolocl Diioctoielo 11-2. OO/U/'O 4pp. 47672.140-47672:149. 

0. Inspection reports, IE Bulletins 4 correspondenco 

6610030249 NRC Inlo Notice 08 079. "Misuse ol Flashing Lights lor H.gh Radiai.on 
Area Controls ■■ Svc list oncl. „„ ... 

ROSSl.CE Division of oiierational Evonis Assessmoni (Posl 070411) DOMO/Or 
Consoiidaied Edison Co of Now Yoik. Inc. i23pp 47270.242-47260 003 

8810250471 Forwards summary ol 960910 onloicomenl confoisnco re Insp Repfs 60- 
200/60-20 4 50-281/00-28 tseuos discuasod includod, loioign mail m salely-ioioiod 
sys How paths in containment sumps & cleanlinoss control program Viewgiapns onci 
Ernst, ML Region 2. Olc ol ine Dircciot. 06/10/12 CARTWRiGHT.wfl. Virginia 
Power (Vitg.nia Eiocltic S Power Co.) 27pp 4727OO01-4727O.)O7. 
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0100701 14 NfiC in‘o NoKe fi8 Oi2. ‘Torus S«oi's W/CotroS’on & Dograded C 08 l»igs 
in ewn CcniB'n'rerts •' Svc f si end 

ROSSlC.e. 01 Ooe'alonai Evonis Assessment (Posi 87Q41I) 68/10/14. 

Consolda'ed fdson Co. olMow roik. Inc llOpp 472e0:1?4 47?83?3S 


U11090403 NRC Iftio Nc’KO 00 008. ' Oogtatlaiion ol Wosiinfl'iouso APD Rolnys ' Sr: 

I SI onci. 

ROSSl.C.E Q.iison o< OPOtalianel Events Assessniuni (Post 07<I-11I) OOrnriS 
Canso'dalad Ecliscn Co. ol Now York. inc. 1 13pp -i/SO/ OOl 47507:1 13 


6810140212 NRCln'o No'ice 66 085, •'Broken fleiS'nno Blocii SljdS«nAnclio« Oeiting 
Checii Valves " Svc I si orci 

flOSS'CE Dt/ison ol Operai'onai Evonis Assessmer^i (Post 870411} 80/10/14. 
Consoiidaied £o son Co or New York, fnc 110pp. 47463 199 47463.318 


6011160068 NRC Kilo Nolico 66 089. ''Dogradaiion ol Kapioii Eloclncol Insulaiion " Svc 

1st oriel 

ROSSl.CE O.vison oi Opotaiionai Ewenis Assessmoni (Post fl704ii). 68/ii/2i 
Conso'idaied Cd’SOn Co ol New York. Kk 1 13pp. 47603 045-47603 1 61 


68I0I400I6 NHC irb Noiice 68-064. "Oeiectrvo Motor Shall Keys in Lim lotQire Moioi 
Acivaio’s.” Svc I SI er-ei 

nOSSi.CE. Dvsion ol Operaiionai Evenis Assessment (Post 870411). 60/t0/?0. 
Conso'daiod Edison Co. ol NO'w York, Inc 1l9pp 47280004-472e0;t23. 


6611 160478 NRC Into Noiico 08 092. •'Poioniiai lo' Spent Fuel Poo' Draindewn." Svc 

tat and 

nOSSl.CE [^vision ol Opurplionai Evonis Assessmeni (Post 070411). 68/11/22 
Consobdatad Ediso.n Co. ol New Vork, Inc ii4pp 47606.124 47606 237 


6810170391 NRC inlo Notes 86 066, "Opeialing W/Mulp’e Grounds in DC OsK bunon 
Sys." Svc list erid 

ROSSi,C£. Ovison cl Operational Events Assossmeni (Post 870411). 88/10/21. 
Conso'daied Ed.son Co. oiNewYork. Inc Il6pp 47463 081-47463:197 


861116031$ N'RC Gul’Oln Rfl-010. "Nonconlornii.ng Molded Case Circuil Otoakers " SvC 
fcst CVICl 

ROSSl.C.E ClwBiOn ol OpOiBlional Cvonls Assossmuni (Post 8704ll) 68/11/22. 
Consoildaied Ed son Co. ol New York. Inc. I2tpp. 47606 001-4 7606 123. 


681 103014$ Forwards ln$p Repis SO 260/88 37 & 50 281/86-37 on 880919- 23 No vio- 
lailons or dcviaTcns rei'.ed. 

HERDT.AR. Reeicn 2, Ole ol ihe Director 88/10/24. CARTWRiGHr.WR V.rgr-a 
Power (Virginia Etecinc S Power Co ). 2pp. 47439 136-47439.146 

-8811030146 Insp Repis 50 260/66-37 & 50-281/86-37 on 660919 23 No v>olai>ons or 
deviai'ons noted Ma.or areas inspedecfreYSw ol mservee Inspp’Qgrarn adr risiraiAre 

B rocedves.NOE procedves & observaiio.'i ol aci v.i ea essoe aied w/evema 
lEWSOME.n.W.. eiAKE.JJ Region 2. Ole o! the Oirecior 88/10/16 9?p 
47439:136-47439:146 

681103005$ Aev tecoipi ol 880923 Hr In'otming NRC ol slops taken lo correct vtotavcfu 
noted in InspRepts 5l)-2e0/66-29 8 50-281-68 20. 

HEROT.AR Region 2, Ofc 0< the Director. 88/10/26 CARTV/RiGHT.WR Vugciia 
Power (Vitg nia Bectr^: 8 Power Co ). tp. 47422:245-47422 248. 

861 1070187 Responds 10 NRC 660929 IK inlo'm ng NRC oi sieps caVen lo eor/oct v'o 
laticns r-oled in insp Repis 50260/66-30 S SO-2ai/69-30.Corieeiwe ecticns:siat«n 
Ceviaiion repi answered b/slaiion ong nearing on 660812 

CARFWRiGHT.W R. Virgin.a Power (^rginia Eleciric $ Power Co I 88/10/28 bocu 
menl Cori'rol Branch (OMumeni Control Desk). £pp. 47461:266 47461 270 

6611070898 Prgvidea coril.-mation ol leponng schedule lor response lo NRC Sulelm 
80-t 1 re masonatv wa i desIgaResponse lo open Item will do provided wimn 2 wfcs ol 
proposed coelsrence call. 

CARTWRiGHT.WR Virg-.tia Power (Virg-nla Eled'lc & Power Co-) 88/10/31. Oocia 
fnenlCon’JC'Branc'HOceurrernConiiol WSV). 2pp. 47442:073-47442.074. 

6611090149 Confirinal on ael«n li; re uiH 88iQi9 suh-Yiitial ol rostal ilems/rcitMino 
Mleiy 8y9 l/ricilene) .nsp Finding i secondary pipe ihlnning & 861026 moarng ae 
avsnis 6 Insp Findings lor pieni 

6RN3IWL Roolon 2. Ofe ol Vw Orector. 99/IW02 CARTV/PlQHT.W ft. V«{*»8 
Powei (Virgir'ia decide 6 Rower Co). 2pp. 47463.1 19-47493:120. 

eeillSCI329 Forwards insp Ropis £0-280/9e-36 6 50'28l/86'3e cn 680904-1 001. No 
vioistcns or devteUina noted 

WILSON.BA Region 2. O'c of the Oirecior. es/n/oi. CARTWRiQHT.W.fl. Vtrgn^ 
Power (Vug 4la£laci/lc 6 Power Co) 2po 475S232f-47692 322. 

-6811160237 inep Repis S0-280/d3-36 8 SO 281/86-36 on 880904-l0001.Novl(4aiiO7e 
or deviations noiad.Ma,or areas Inspected plant operations, plant mani.pient svtvei'- 
lance 8 review oUl 2516/88 

HOILANO.W E . N'.CHOLSON,l E , CANI REIL.F ,S. Reg'on 2, Olc O' ihe Chrecior. 89/ 
11/03 tSpp 47S52323-47SS2 336. 

8811160266 EM 08-095 on 881 1 lO.nei'ce ol vlo'aion & proposed imposition ol ervi petv 
alty In amouni ol $50,000 w: i be issued lo Iccnsee.Acilori based on Failure to ade- 
<iu8te!y Imptement cleemmess & (oretgrv me'.l eitlusion controls 
LUEHMAN.J, LIEBERMAN.J Olc cl ErloiceiTiGni (Peal 870413). 89/11/07. Ip 
47593133-47583 133. 


R. Periodic operaling reports S reialed correspondence 

9BII160038 Momkly oporaimg rcpIs lor Oci 1906 lor Surry Rower Slaliort Units 1 8 

2w/eaiii$itt 

WARnEN.L.A , CARTWniGHT.W C VitQln'S Power (Virg-nla Electric S I’owor Co.) 68' 
10/31. 22pp 47881 331-47681 362 


S. Reportable occurrences. LERa ft related correapondenco 

881 i09l>a63 Pr40-ll-8e 0G7 on e8l03l,conlracioi recewod olociricel shock whilo ciocl- 
•pg sceMoldit^ near 4.i80.vDll Iranslonoct. Conuaciot isknn to hosp & rcIcnscdNo 
coniantmaiion or rad-anon involved 

C/INIRELL.F. Region 2, QIC nllho Director. 88/10/31. Ip 4 749 104 2-4 7401:042 

8811098128 Perl 21 topi lo detect in Llnuioiquo Corp supp'iod safely- (olaiod SMD 
valve aciuaiors w/RH msulnlod dc motors inai may not dovalop Ml raiod sia'iino 
ioi<;ue 81 eiovaied ambleni tomps Roviow ol motors by licensees rocommondod 
WilKlNSC»i.l C Limiicrquo Corp. 86/11/03 Ollicool Nuclear Roociof Rogulsi on. On 
rectCUPosi 870411) l6pp 47526,227.47525.242 

8611181)395 88-024-00 on BOlOOT.darnage lo imerns' compononis & pthci d screp- 
aooesdutirtgdiSdssorrbiy o' made recirculation spray pumps A & B noted. CodSO un- 
doieimined Poregn mail removed Kepnir of pumps initialed. W/86UU4 Hr. 

OEHSOM.Ol Vegm's Powoi (ViigiO’a EteWiic & Power Co) 80/11/04 6pp 
47$70;103-47570;107 

8811180471 ten 88-023 00 on D8i006.ihree coniammom irip valves louncF c'osud & id. 
d-eben moniier sempto purrp ft paiticuiaie monitor discovered aloppod due to ir.p 
-raNe iMedocVCaused by peisonnoi anoi.Tnpvaivos opened W/8fti tU4 lu. 
BENSON.Ol. Virui.'iia Powoi (Viicin>a Electric ft Power Co). 88/11/04 4pr> 
47568 347 47560 350 


OOCKCr ftO-262 PRAIRIE ISLAND NUCLEAR STATION. UNIT 1 


r. Security, medical, emeigencv ft lire proiecilon plans 

aemnwi? Qoc-.chc u» &bis io a'l tuoi cydo ieci«y l^wnsoos 
Mssossing.uslna.imporiing.oipcinirvg or iransport>ng lormuta guaniiiios ol eirnloulc 
sNM re use ol deadly Force by licensee guards to provoni ineli ol SNM Svc list end. 
OURNETT.FI.P. Otvialon ol Saleguards ft Tiansportation (Post 870413). 88/10/20- 
Consol dated Ed son Co ol Nowr York, Inc 3lpp 47513047-47513077. 


P. Ope/ating license stage docurnanle ft correspondence 


6811150455 Feiwards Insp Repis SO 280/88 35 ft 60'281/6d-35 on 860919 23 ft noace 
ol violation. 

COLLINS.OM ReQlon2, Olc Of the Dreclor. 80/11/09. CARTWRIGHT.WR v.rgna 
Power (Virg nia Elacinc & Power Co.). 2pp 47548 017-47546 033 


8819180380 Gonerio Lu 88-17 lo all rvolders ol OLs or CPs lor PWRs ro lose o( 
OHR Svc hsi enci 

CHUTCHFICID.O Aasociaio Oirecior for Prolocis (Post 070411) 88/10/17, ConsoH- 
deled Edison Co. ol New York, Inc 84pp. 47279 156-47279 241. 


-681 1 160459 Noiico ol vroiai-on Korn Insp o.i 880919 23.V®laio,i noted, fa lure to meet 
NIOSH/MSHA approval recuiremenls lor Type C supplied air respirators ft edhcie to 
laa-aiiCA coriroi piocedu-es . 

COLUNS.OM Region 2. Ofc el the Oirecior. 00/11/09. 2pp 47548019.47546020. 


8819260164 Gerraric lit 08*I6 lo all licensees of opeiaiing reaciois ft holders ol CPe ro 
ptsra record slorage on optical disks Svc list end. 

CRUTQIFiELO.O Associate Oroctor lor Projects (Posi 070411) 68/10/20 ConsoM- 
deted Edison Co- ol Ne-w York, Inc. 45pp. 47513 001-47513 046. 


-8911150462 Insp Repis 5O-26O/80-35 ft 50 281/86 35 on 880919-23 Vioielior.5 
ncied Mdjor a/eas m&p^tedfadidiion prolocl on program for conlro'img occup^l'O/ial 
opetwaa o jiaoes & M aclions on previous map tirdnos 

WRIGHT.F.M, LAUERMT. HOsEV.CM. Reg on 2. Ob ol Ihe Oreclor. 89/11/01. 
t3pp 47546.021-47546:033 


8611010422 Forwards application lor amend lo Licenses DPH-42 ft OPH-60. a'lowing 
plant to fcceive metis w/low levels ol coniam nation from other util job sites loi do> 
conlaiNnaiion ft vo) reduction Foe pa;d 

MUSOLF.O. Northern States Power Co. 88/10/24. Office ol Nuclear Reactor Rog-j'a* 
Von. Oiecioi (PosI 870411). 2pp 47401:083-47401:091 


Si^l 3 lo NRC Inie Neue 80-106, "Feedwaler Lire Break." Svc I el ef>cl 
ROSSI.CE. lesion Ql Operalonal Evenis Assessmeni (Posi 870411), 88/11/10. 
ConjolirJatedEfliSonCo. of New York, Inc 113?p 47569.072-47659 164 


Discusses Insp Reals 5O-28O/03-2«.S3-281/88-26.6O-28O/e9-29 ft 59 
201/68-29 on 860605-1)730 ft forwards nol'ce Of Yoieloa ft proposed Imposifkm o 
cmi peneiiy -n amount of SSO.OOO.Lsck oi mci action re clean'T.eSs problem noted 
ERNST,M,L. RMien 2, Olo ol the D.fecior, 68/11/10. CARTV/RlGHT,W.R. Virosti 
Power fV.rginia Electric ft Power Co) 4pp 47616:166 47816:172 


"'VtA Yolelon ft proposed Imposilon ol civil penally in amount ol 

ftSO.Ow.violatiOiis noied.mairi ft rrod acilviiios either eccompllstied w/p edequale 
® ciiiena or procedures ft cnieria not propoily Implemenled 
ERNST,W L. Regon 2, Olc of Ihe Ovecior. 88/11/11. 3pp. 47616:17O-476I0:172. 


8811090264 NRC Info Notice 66-087, "Pump Wear ft Foreign Objects in Plant Piling 
Sm. Svc 1.81 end. 

flOSSi,C£ OtnsKm ol OpwairorAl Evenis Assossrnem (Post 870411). 
ConsoWaied Edison Co. of New York, Inc. 113pp. 47601:020-4760);I32. 


-6811010424 Application lor amends to Licenses DPR'42 ft DPR-60, paririiliinq Iqc<'I. 
lies to leceWa malls w/low levels ot ladioscilve conlem'rislion Itom other uU s-toe 
lor deconlamlnetion ft vol reduction. 

MUSMF.O. Noitharn Slates Power Co. 68/10/24. 4pp. 47401 065-47401.088. 

—6811010426 Proposed Tech Specs ro iransler ol byproduct mall liom other util job 
shea (or decontamination ft vol loduciion. 

• Northern Stales Power Co 88/10/24. 3pp. 4740 1.089-47401.091. 

9811070304 Responds lo Generic Lir 88-11. "NRC Position on Radiat’on Embritllomor-it 
ol Reacloi Vessel Mads ft lie impact on Plant Operations " 

MUSOLF^. Northern Stales Power Co. 68/10/28. Document Conirol Brancli (Docu- 
menl Control Desk). 3pp. 47455 072 47456:074. 

6611210308 Forwards Wostinghouse Customer Advisory LU CAL 67-03, "66296 Throl* 
Ue Vatves" ft Wostinghouse 861114 Itr.per O O.lanni request lor addi Into re 670920 
amend requosl. Plant does not use B6266 turbines. 

MUSOLF.O. Noiihein Slates Pcpwbi Co. 58/11/14. Oocumonl ConUol Branch iDocvi- 
menlCcmUol Desk). 4pp 47614 132-47614 135. 



on roports, IE Bulletins 8. correspondence 


g NBC inl. Notice 08-079, "Micose ol H.-ltlna l-Wt. to. High Bed,.« 
ttrol?" Svc list end. — ■ n7f><irtt. 80/10/I>7. 




iTnRC ln.0 Notice 08.083 '■Torus Shells W/Corroslor. a » 

Containments.’' Svc list encl, Assessment (Post OTOAtl). 08/10/1 . 

r.l.d » SL 2f N “"olMnc, ttopp, 47200:120-47000:235. 


lated boisoti n— — ■ 

12 NRC into Notice 6B-005, "Broken Retaining Block Studs on 
/alves.” Svo list encl. . cuenis Assessment (Post 

Sated^Edlson ci, ofS Yolk. me. llOpp. .7d63:t99..7d63;31D. 

r37 Fetvrards Salety Insp Ropts 50-202/88-14 a 50.300/08-14 

O33Blnsp„Repts5p.202/a8-U 


S. Reportable occurrences. LERa » related correopendence 

ftniiMOtZS Part 21 rap' ^'?'''°Xat ^av nor^develop lull-rated starling 

POCKET 00-2.. ICAHO STATE UNIV. BESEABCH REAOTOB 

p op...., no ,0»o» ...S'. 

.4 .« iicensa 4-110, revising Tech Specs to correct 




”. 0.-004, 




jlldated Edison ^o. o. isur. . - 

.9,NBC5,oN*.s-.-Op.t..0S~ 


ol 0|)eroUonal^^M^^ 


olldalod Edison CO. u« •'««. • 

Cl 1 no 582/08-20 a 50-306/00-20 on 061OO3-O7.No viO- 

-“I 

100174 ' Responds to NRC Eu''e‘|;; ?cc^?21^ 

rr^rdfit Branch (Docu- 

^®cSilro1'D«hf 3pp® S“ 72:ffi74^ 

^er cHfip. 4^663:050.47683:061, 


arCo 4pp, 47 SU'd:uoo-if«««.w-'. 11-, ft„ei 

iSSS3SiS:®5SS*f— 

T60 3ol;iS?7''.c2,S*“2>» ‘ * 

srE.«s.3j|i&^ 

' n.,,.. eo.oo7, ..^p . ---- r;:r: 

iESss 

00.403 NRC ,n,o N«. 8.-000, "DOS— on o, 

olKWloS" 3rSS.0,.4%97:,.O^ 

1,500.8 NBC ,pto N.«p. 8.-009, .D.0t.«»" «' “^“'“,',,,,",.,,.,2,. 

,80470 NBC Inlo NO.M 68-002, "PPWn«»l 08/11/22. 

,003,5 NBC BP...iP 0.-0.0, ■•NpopPP.p™.. 

„,.d,o op.r..lno ..po... A r.,...d oorr..p.nd.n.. 

. rcTP nn 1968 for Prairie Island Untla 1 a 2.W/ 
1150408 Monthly operating repls for „„,A0/3i. lOpp. 47646:092- 

JQSTAD.D., MUSOLF.D. Northern Stales Power o. 

'540;1O1.‘ 


to quaimcauons Ol ,,.oq.iiq 

?',fcstate Urtv., Pocatello. ID, 8B/10/2B. 32pp- 47420:006-47429, . 

docket 60-205 FORT CALHOUN BTATIOH, UNIT 1 

F. S«urlly. medical. emeTaency fc lire prelection plans 

. -..^1 *»AralAin4 


(bocMinonl Co<NU0i u©bin/* ijripls* 

... 


Me Pfolod Dir»W IIM. moovu. Ccnlrel DosK), ip. 4roep.v,v 

rdo.'4i,p, 4,1533:050.47683:08,. 3,0.2 - S«, W .d„,.3,0.25 B.71.85 ™" 

sssss€«5s««>"- 


;l o,.,,,.,. B8/.0/24. C»-™o. C.0„., B,.nc5 
i5[oRRTs,K.J. ^msha public Pwe^w 
(Document CenUol Desk), 4pp 

of strategic 
.Svo list end. 


(Documeiii •• ^ iBclllty 


18 to 

.OSC-14. 


6*11080111 Boviaod 

-•a^tSS-iSsssSra • 


BsausiiBu. 
Omaha Public 
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'8ftl1iS0111 Insp Ropl S0-3BS/eB-32 on 8e0901-3;^Vioie:ion noied.MaiQi >'^8^ 
Inspoctod (o'lowup on previously identlf-ed liens, cpe’aiional safety ventiatlonpiaiil 
louis.nonlhty na.rt observations & security cbservat ons. 

HAnRELL.PH PeiST , WESTEfiWAN.T.F. Reg on 4, Olc ol lire Oitactcr. 88/11/03. 
27pp. 4/547 056-47547:094 


0811100297 fotwaiOs Arr.er.d 1 16 to Licenso DPn-40 & suloiy ov.Vu.Hion AmnnO mad 
lias Tech Spoca lo provde addition ol table o> conionis loi tallies & ii(;iircs A lo ce-- 
red error So location rcl irv Sociio.n 2 i9. 

MII^O.PO. Projaci Diroctoraio IV. OS/n/OI MOnniS.K j Oiraha Pubic Power 
Oisirict 4pp. 47535004 47605010 


8811160176 D scusses 080322 mee'ng w/util in Region IV o'c rop'oni ptiys'eal seturity 



Power Oistr at 2pp. 4764/ 048-47547 051 


-8811150181 Surnmary ol 660922 rnoeling vr/uii in Ati ngton.TX re siailon security im- 
p/ovonent plan.Aiiendance list e.ncl 

CALDWELL R A. Region 4. O'co! iiie Oireciof 80/10/85 Reg w 4. Oio ol ihe 0::ec- 
lor. 2pp. 47547.050 47547,051. 

6811100004 Forwards SAUP Ropi 50 206/69-14 lor Oct 1986 - Apr 1968 AcMr^ Pis- 
cussed duArg 090916 SALP rngf meeting 8 u^‘ 889910 response lo be lesponsM to 
NRC concerns 8 recommendations. 

MAnriN,n.D. Region 4, Old ol the O.roclor 88/U/14 MORR-S.KJ Omaha Pobic 
Power Dstrict. 2pp. 47562:t8a-47682:29a. 

-0611100006 SALP Real 50-205/00-14 lor Ocl 1988 • Apr 1986. 

* Reg'on4.0lcoitheO'ecior.B6/lt/t4 90pp 47£62:iao 4/582 269. 

0811220404 Corrected Rev 6 to radologlcal crr.eigoAcy losponse pen rp radiotogtCDl 
emergoncy rosponse i/air.:ng.W/86l 1 14 Ur 

MORRI5.K J Omaha Public Power Oisinci 66/1 1/I4. 6pp 47617: i48-<76i7:tS3 

6811220906 Rev B lo Emergency Plan Impiemeniing Procedure EP.P-RR-i0, "Emoroerv 
cy Recovery Organ'iation Operei one Supporl Uarager." W/881 1 18 hr. 

FRAMCO.F.F MORRIS K J. Omaha Public Power O.slncl. 66/11/ 16 6pp 476t5;ie7- 
47615:192 

6611220466 Forwards changoa lo emeigency clan .mple.'nentng procedures, inc'ixl.rig 
Rev 3 to 6PiP OSC ia-1 & Rev 7 lo EPiP-Rfl-29-1 4 propnelary Rev 7 lo tPlP-RR- 
28-5 Propr alary rev wlhbo'd 

MORR'S.K J. Omaha Pub'lc Power Ois'-nci 68/11/17. Oocumoni Convol Branch 
(Oocumani Conlral Oesh). Ip 47617-2S1-47017:2O2 

-6811220469 Revised amercency D'an Impicrr.eniing procedures, mciudng Rev 3 to 
EPIP-OSC 16-1 & Rev 7 iaEP:P-RR-2Q-5. 

FRANCO.F F.O-nal a Publle Power Oialnci 60/11/17. 33pp 4/617 262-47617 292 

881 1220476 Fervrard nonpiopi aia^ Apropnelary versions of Rev 7 to Emaigorxy Ptan 
impiomeniing Procadu'e EPiP-OSC-/. "Personnel Rescue " Propiieiery version with- 

MORRIS.K.J Omaha Public Power Osmet 68/ii/i7 Oocumen Coivroi B'&nch 
(Oacumer.l Convol OesK) Ip. 47617.239 47617:250 

-8611220478 Rov 7 to Emergency Plan Implementing Piocedu'e EPlP-OSC-7. 'Person- 
nel Rescue.' 

FRANCO.F.P. Orrena Public Power OiStdci. 66/10/26. Ilpp 47617 240-476l?:250 

6611230049 Adv »es that 60 1 021 revs lo emergoncy plan scceptauo 
CALLAN.LJ. Renicn 4, Oic ol the Oireeior 60/11/17 UORRIS.KJ. Omaha Pubi-c 
Power Oraidci. 2pp. 47C4 1. •270-4/04 1:27 1. 


J. Inturance & IrKfamniiy information 

8811090198 Po/wards laguoais (er renewal or enensien o< axemption (rom reguiro- 
mcnisor i0CFRSO.54(a](I) io properly insurance Fee paid. 

VOlGT,H.H. LefloBul. Larrb, Loiby S MacRae. VOiQT.MH. Nebraska Piib5o Power 
DiSbiCi VOiGT.RH. Omaha Pubi ; Power Oisl/lcl. 88/11/04. Oecurnenl Conirol 
Branch lOocurrenl Conltol Desk). Ip. 47513 095 47513 . 1 07. 


--6811100299 Amend 110 to LIconso DPR nO.modilyrg Tnrii Scots 10 provide atid-: on 
Of tab'e of coeienis lor latics A ligoros 4 correct o.-tpt lo locnticn roi n Soci-on ? ifi 
CALVOJA. Pro.OCl D.iocloralo IV. 08/ 11/03. 9(:p 47535 C0n-475:!5.0IO 

• •0811190301 Safety evaluation support ng Amonj 1 16 to Liccnso DPR -lO 
• Olfrce ol Nuclear Roaclor Regu'oiio"i. Urector (Posi 870411) ou/li/03. ?pp 
47635r017-47635K>ie 

8811148172 Ccc-Curs w/proposed completion dates w/cmcopiiuiib ol i.siud itc ns.pci ci ' 
660923 rcquist based on prolm.nary results ul long langu planning nllnrts 

CALLANXJ. Region 4, Ofc ol iho D.roclO.- 60/11/04 MORMIS.KJ. Ru'u'e 

POiwar OraldCl 2pp 47535 101-47535 102 

8011171)017 Nolilicaiion ol signihconi 1 censuo mouimg on Q 81 1 lO w/ut 1 in Ruginn iV 
olc lor ul I pmso/tiaion ol saloiy orihoncoir.ont prcgmni (miogratL'il program sci'od- 
lie). 

CALLAN.LJ Region 4, Olc ol Iho Diecioi 08/ 11 /DO Rogicn 4, Cic ol mo Dructoi. 
2pp. 47572:260-47572 261 

8611320150 Submits isi ol instrumoni air associalixl ilurns which wll not be compiotiid 
by end of current oufaga.OA c'aVcrency ropls ganaraiad i/i rosponse in sys funol'cr'ai 
.nspA weniietTis evaiualotl to doierm no Irpaci on p'arit saloiy 
MORRl^KJ. Onialio Puh'ic Powo/ OiSitici 0n/ii/l5 nocinnntu Conirol Rrandi 
(Oocximonl Conltol Desk). 2pp 476I7:I8|.476I7:ID2 


Q. inapecllon reports, IE Bullellna & correspondence 

8810200006 FN-BO-003cn BBiOl2,nolico Ol proposod imposmon ul civil punoliy m 
emooni ol SSO.OOO w.n ba issued lo hrorrseo based <a’i Iwo v uirilions ulcniilioj by li- 
censee re mstanation ol improper chock valvos 

WOf/O.H. Lie0EnMAN,J. Ofc ol Entorcomoiil (Post 07D4I3) no/lU/06. ip 
47361 303-47361 303 

8810030249 NRC Into Notico 00-079. "Misuse of Flaslimg Lights for ttll|h Railmtcn 
Area Controls ' Sve SSI ancl 

Rf^Si.C.E Dvrsion ol Oporaiional Evonis Assussmont (Post 070411), 00/10/0/ 
Consol ilatod Edison Co el Now Voih, Ire. I23pp 47279 242-47280 ODD 

6810070114 NRC Into Koiicu 80 002. "Tcrus Shet'e W/Coiro8iOii & Dugrntluii Coninys 
Itt 6WR ConiA nmonis " Sve tisi oncl. 

BOSSl.C.E. 0.v.Mn ol Opcialio.nai Cvonts Assossmoni (1^091 8/04 1 1). 611/10/14 
Consoiiduted Ed'SenCo 0' New York, Ine 110pp. 47260 124-47200 235 

0610140212 NRC lr«to Notice 68 005. "Broken nmoming Block Siuds un Anchor U.nri r-g 
Chock Valves ' Sve ilsi oncl 

ROSSi.CE. Ov.sipn uf Operailonal Cvunis Assossmunt (Post 870411) O0/IU/14 
ConsoCrdalod Ed son Co. of Now York. inc. llBpji 47453. 190-47403 3IU 

8810270004 Forwards insp RepI 50 285/88-31 on 860912-16 6 no'ictm of violutnn & 
dotfiebon llnrosoivco ilom idont'lioO m ropi 

CALLAN.LJ. Region 4. Ofc of iho Drocioi OQ/lO/iO. MORRlS.KJ Omaha PiJ.liij 
Power OiSIl'Cl 2pp 47342.1 78-47342.191 

-86I027000S Notco ol violai on Irom msp on 880912-16 Viclaiiuris notoJ Iniluio lo 
kleniily piossuro boundary parts as control qu-Viiy olcrnonls & (ailu'o ol purrhnso 
order loConev let ros'siance temp doiucior to include an rospunso spi'cua 
' Reg t>r» 4. Ofc QHha Director B9/t0/l0 2pp 47342 I6U-47342I0I 


-6611160105 Roqudsis lor renowal or exierslon cl esempi-cn Irom iOCPR50S4(wKi) 
re properly insurance rcguiel ors 

VOIGT.H H. LoSoeuI, Lamb. Lciby 6 MacRse VOiGT.HH Nebraska Pub'-C Power 
DIsIrIci. VOI3T.H.H. Omaha Public Power Oslrici. 68/1W04 4p3 476t3l>99 
47513:009 

-861 1 1601 14 Rbquasls lor exompt.on from raqui/orrcris ol lOCFRSO S4(w}(i) re prop 
etiy insurance requitemai'is duo lo liconsses Inability lo prov-da squivaKint proiecbon 
irtiojol pjrchss iM A'uc'esr Clocirlc Ifiivisnce Lid coverage 
VO’.CT.Hil LeBoouf. Lamb. Lsiby & MacRae. VOlOT.HN NobresVe PuUc Power 
Oisitlcl vOiGl.H.H. Omaha Public Power Dsinci 87/11/02 8po. 47613-100- 
47S13.i07 


P. Operating license atage documanta 6 corraapondance 


-8610270006 Noheo of dav-aiioi from msp on 8U0di2 tO.Ouviniicins noiuil: loluro ir> 
Issue engmooiing gu do prepared & designatod as Enginounng Manual CCr G A lai'.ircr 
of leredio^iwhy of Guih Welds G 1 & G2 10 oncempass nil mpairod nrens 
• Region 4. Ofc ai the Dirnclor QB/10/19 ip 47342 102 47342 102 

-6610270056 Insp RopI 50 265/08-31 on 080912-16 ViCiBliur.s & doviDlons 
noled.Major areas inspocied action onpiovious msn l.ndmgs.wa'dng.dusgrs ciumgoa 
8 mods.procuremnnt & lecolpi.storMo s handl-rg ol oqu pinurit & malls 
OltBEHT'.L.O.. MCNEILl.WW., BARNES.I RoQion 4. Ofc Ol Urn OirociOf. Ofl/lO/IB 
Opp 47342:183-47342:191. 

6610140616 NRC Inlo Noi CO 86-004, "Oolociivo Motor Sriali Keys m Limitcirquo Motor 
Acruaiors " Sve list end 

ROSSI.CE. Division ol Oporaiional Evonis Assossmoni (Post 070411). 00/10/20 
Consoidelcd Ed son Co. of New York, inc. 1 19pp 47200 004-47280 123 


6610169360 Geiionc Lir 08-17 10 all holders ol OLs or CPa for PWRs 10 loss ol 
OKR.Svc list oncl 

CROfCKPlELO.D Associale Director (or Prolscts (Post 070411). 00/10/17 Co«wo»- 
dated Edison Co ol New York, tnc. e4pp. 47279 156-47279.241. 

6810269164 Goner 0 LI/ 06-18 lo a'l ‘.iconsces ol operating reactors & holders of CPsro 
p'ani rocord storage on opl-cal disks.Svc i-si and. 

CRUTCHFIELO.O Associaio Direcloi lor Ptojocis (Post 670411). 06/10/20 Consol- 
dalod Edison Co. ol New York, inc. 4Spp. 47513.031-47513:046. 

8611030110 Responds 10 Oenenc LIr 03-11. "NRC Position on Radiation Embnlllemeni 
of Reaclpr Vessel Mails & impact on Plant Ope'ai ons " 

MORRIS.K.J Omaha Pubiio Power Disvici 86/10/28. Oocumem Conltol Branch 
(Doccmenl Control Desk). 3pp 4 7417:356-47417:360 

6611043262 Advises Ihat 881026 request for waiver from Tech Spec 32 re sampl-ng 
leeclor coolant during oil load canid lion not requ ted Recommends util proceed tw7 
amend request lo clanfy s luation 

CALVO.J A Pro;ect Direciorate IV. 00/tO/20 MORRlS.KJ Omaha Public Power Ols- 
irlcl 4pp. 47429 120 47429.123 

80 f 1070067 Requests waiver ol contpharKo Irom provis ons ol Tech Spec 3 2 refabue 
10 Teb'o 3-4 re samp' ng ol RCS dutmg core oiNoad condil on Waiver requested for 
durst on ol outage beginning 001102. 

MORR'S.KJ. Orral'a Public Power O-stnci. 03/10/28 Oocumoni Conltol Branch 
(Document Comroi Oosk). 2pp 47442 127-47442:128. 


6610260176 Forwards Requalil-coi on Exam Kepi 50-205/OL0I) 04 during wK ol 
e0O53I.NRC corjcWes lhai Ircensoo cperaior roqualilrrat-on pioQiam r-i’provod 
CAILW4.LJ. Region 4, Olc of iho Duocior. 00/10/20. MORRfe.K J Omotia Pulii c 
Power Oleuicl. 3pp. 47266 286-47266 292 

-68IO260IB0 Exam Ropi 50 286/0188 04 during wk ol 000531. Exam ir>sult8 two 
crews consistli'g ol two roacloi operators & s-x sonior rcactci opuraiors passeU 
eieams 

PEtLET.JL Region 4. Olc ol the Ouocior 08/10/20. 4pp 47266 209-472(16 202. 

6810173391 NRC Info Notice 86-066, "Operating W/Mu'.tipio Grounds m DC D-siributiori 
Sya." Sve hsl encl 

HOSSLC.E Division ol Oporaiional Events Assessment (Post G704 II) 88/10/21 
Consokdaied Edison Co. 01 Now York, inc. Il6pp 47463,001-47403 107. 

8611010409 Responds to NRC 300923 Hr re violations noted m Insp Rept 50-285/88- 
28.CoMechve actions dedicated iiro protection onginoonng posit-on csiabiisiicd w-lli n 
sya engineering organizoiion 

MORRlS.KJ. Omaha Publ-c Power Disinci 88/10/24. Oocumoni Conirol Dran-ch 
(OouMnem Control Desk) 4pp 47408 282-47408 205 

8611060276 Discusses visual exam ol la'ied fuel assemblies d-schargod al end ol Cyclo 
lO.per ubl 870902 commiimeni. 

MORRlS.KJ. Omaha Public Power Oistnci 06/11/02 Documoni Control Orarich 
(Document Conltol Desk) 2pp. 47477 306-47477. 307 



DOCKETED 1 1 two 


.dvises thot insp Ropl 5O-285/B0.33 cancell0d.No repl will be issued w/ 

■ Region Ole of .bo Director. 08/11/02. MORRIS.K.J. Omaba Publ.c 

ct 1p°7525:201-47525;201. 

norwards opdaled & Itr“rSb^^^^^ 

Document Control Branch 

Con“sk). ip. 4750<1:109.<t7504:114. 

iS£s€S:S 3 r— 

F.™,d. Insp R.P. 50-285/SB.3I. on m1004.»»l..lon» nn.od.Nollce ol 

"r’SKn l“ofc ol m» «'»'”■ s"'"'”"’ 

irlcl 2pp. '175'19;172-475'10:174. 

ip. 

|.'.47549;174. 

ridct Ip?" 7559:291.47559:300. 

67 Nolico ol '''“'“'i^'I’j^S^nVns'itlmoTa contld Id'a^ w^tovlew ol 

SvS.fcBAlllSEsTHPB^o" °'d 

IS Forwards Insp '’S'’' f°2So b pro*loi!s°ffi 
Adeauolo correctivo actiona In Spec requiramonta aallsliod, 

fu*ar 4 "on? tffK^^^ 

Jisiricl. 2 pp. 47547 '. 054 . 47647 ; 004 . 

nog Notice ol faflure°°o°oS^ 

repi for nonfuncllona iro bo rior, Ifom ays. 

i 7647 ', 06 B. 47647 ; 0 Q 4 . 

0,9 Forward, rasoorrso ,o NRO 960920 lu ro .lolallona rrolod In lr»P H.PI 60. 

SSH'S^KsSI!'™' 

r District. 2pp. 47560:292.47650:297. 

50032 Notice of MSd^MR-^FC-K 

«l Ptoceduro Chango narticio oxam prior to repair. 

S'4’"(§lSW^olor%0/^^^ IP. 47650:294.47550:294, 

150034 insp Repl 50.285/88.40 on 8Q1024.28.Viola1ion noled.Malor ereac 
t0324 Suppl 3 10 NRC 'bio i?''BBni/'lO. 

fe°d“dlrlng" 8 ? 8 %®SAL^ 



SSf ssif 

,99.,B6Spnn,,,sll,.ol«ru,.on..;^ 

ii.gs|SfiKfes±. - - 

trarB^'cTLeip. o. 88.024 lir ln.o,n,ing NRC ol slops taken to correct vloia^s 


8811230079 Responds lo v»nB noted in Insp^R^^^^^^^ 


..r.::r._ ~ . - - - ~r 

a.„o=.403 NRC inlo No, Ice ae-OM, "D.or.da.ldn .1 

' „ 

e 9,„».9 NRC inlo Nollod .9.0.9, ■■Ps.«d..lon ol 
B91HS0470 NRC Inlo Nr>«co 09.092. "Potanllal lor Spenl Fuel 

libd'^’jfs c”;.xrv::Kr^4^■ ' „ 

ss,„.93,9 NRC Rull.,ln e.-Olo, "NcndonlorBlnO Molded C... CIrend Bra.S.ra S« 

Sbd'HS ci. ?f arvtal^ir ' 

R. periodic op.ro, ing repo„. » rsl.Ud corre.pondsnd. 

s.,„,..3« M.n,nl, OP.,., in. -Pl Im -P- ™ —f; 

'^iESSE,W,J, MOBRIS.K.J, Omal,. PubHo P»we, Cl—, •B'OP'P". '» 
47281 '072-47201 '0® 3’ 

47564'.02'4-47B64-.044. 

9. nep.r,.W. .Cdorrence., LER. > r.I.IPd .o™p""bP"'» 

8810260074 PNO.|V-O0g4ten OfllOZO.po^^^^^^ 

^HffTa‘s'«'ffir-a»pp. «66:9.9. 

0811000283 



8811000272 Followup spocial lept |r°Pj|Jf?d'LfgMnItlQto1?te^^^ pmgram for 
' Cenirol Brar^cb 


8811000235 LER BB.024.00:on 

's-,™.. 4 pp. 

47464;070-474® 4i072« „iaio/i ^MD 

8811090125 Part 21 roo\ re '"^‘ bX, m°a^ 

8811160412 specif detector, Ulll 

0811220126 LER ««f,8'Ked°°brii0rsoffi''erS 

47627:1 29.47627 '.133. 

V. Operator Examinations 

ncni 50 285/OL0B.04 during wk oi 
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docketed items 


0-ccc.-^0;«..v 6e'i0-?0 4pp «?266 2a94??56»^ 



M , U?0«i rcA.X« H. 8 pre«.*^*x^ t.on 8M03t <r>oc».nq ... op«.. 

wvn? MORP S.KJ Omaha Pub*c 

^ctsV!:t4^ 47615 250.47615 ?W 
OOCKET 50-2M WEMAM KMMT STATWH, UNIT 3 
f. S*cwNy. ne«C4l, em»f9*fl<y * Nf« pfOteetlon plans 

SOPNEn.RF Ov54on oi Si‘effj4fda i TraPSMrtahon (Post aw^ ee/iO/?e 
C:cnwW4ladE.XS0nCo oiNew Vort, fnc 31pp. 47613 Q47.A75t3.077 

K Sfwal cweiponcWiK* 

til 1020113 ComTieri opPOiina pfOpo&tO rjl« lOCFRTO re elMn^g C» P-spovr^Cl no- 
ciaai wasie 'iKjrie’ation oi raffwas'.e o<l snoJd noi b« altowed 
• AHMion NCI AssA'-ed M'!0'?1 Office Ot the Secfaia/y of ino Com-mssAn Ip 
47326 358-47326359 

p. OpMaUnQ icarue iia^a documanls A eoffespondence 

ili0tM350 Oenenc Lu 69-17 lo afl hotdem ol Ols or CPs tor PVtWs le loss cil 

CTui^T^iOO Assowie Owector i« Piofocis (Post 6704 m 69710417 Consoli. 

dated Edisor' Co o' New Vort.lnc 94pp. 47279 169-47279 241 

1110250164 G4n«r< iir OS-iS 16 all bcensces ot operavig t«a:io<s4 Hotflefsot CPs re 
eurx recerdsiorsM on optical drsAsSvc I’ll ertct ^ . 

CRUTChPiElOO AsMca'e Ovector for PfOfecis (Post 6704itf 96/10/20. Consol*. 
OaledEdnonCo o' NerrYoni. ’nc. 45«i *75i3Wt'436i3 049. 

5111970321 fleowesis rervraries ol lee lor 680M2 apoKaSon for trrend to Licensees 
0^^ ^ A OPn^r4 

0<OC$RM Ltcense Pee Mansoornem Sfiftth 66fiu0i 9flAM,.9 CorisoWated 
CddonCo ol New YorV. Ine fp 47461.321.47461 321 

5511060790 i'''cms inai rssue ol cfunoe lo Tech Spec <e rnovabie mooto negtronde- 
YBC1C4 puKM Twittes reowM for m core/OKOXo peiecio) taM>( 4 qeneraaori «< 
mor^ K4 core iVn map considered closed 

NE«3HSOf1S.30. PiOi«ciO»eclor4l«M 66/11/01. SflONS.JC New Vort Powei Aw 
Oiorty (lor-i^ Poww Aotnor4V 0* iTie Sliie Of New Yorli} 3pp. 47473266* 
47173 220 

M11210143 Forwards apphcabon lot amend to LKdnse OPR-64.de!etii>g Oraaiuialonal 
Charia F^ures 6 2 1 4 6 2-2 per Generic Ltr 864J6. • Removal of Orgarwaltort Charts 
Xom Tacn Spec Adriwusiralrve Control Reogeementa " 

BRONS.J C New Yortk Power Authonry (tormerty Power AulTtoniy ol (Tie Slate 0> New 
Y9I1) 69/11/10 Oocumeni Control SrancTi (Oocc-menl Control OesSI ?pp 
47566 332.47569 346 

-6111210146 Appocaton for ar-end lo License OfR.64.repiac>n9 Ogara/abon Charts 
Sacscn 62 4 e«rira!irm Figures 62-1 4 6 2-2 

8F10NS J C New Verb F^er AuOwrty (former})' Power Authorih of (he State oi Mew 
YorKi 66/11/10 Oocumeni Contiol Branch (Ooair~-efll Control 6esi<) Ip 47568334- 
47566 334 

-5611219149 Proposed Tech Specs re remora) of orgarnaton chans 
* New York Poiier Authonfy ('ermetS Power Aut^ty M the Stale ol Now VoAf 68/ 
ll/IQ 74c(: 47568 33547595346 

95 1 1216 157 Fcfwards CGO NTA 7374. •Conformance to Generic Itr 63-26 Item 2? I* 
E(Mprn«M Oasohcalion for A» Ouvet Sa^e^ Ralaied Comporwn'a Indian Poiiu 3 •• 
tedrecai lept KcecHmg gu responses to gerienc lu 

NeiGHQOftSJO ProiMOitocioratel.1 98/11/15 BRONS.JC New York Ppwer Au- 
Bionfy (lorme»*|i Power Auth<*sy ol Vie Slate ol New Yort) 3pp, 47588 173. 
47586 193 

•451117^0 -Conformance to Generic Llr 63 29.ilem 2 2.1 - Equipment Dasuftcaiioo 
Iw A4 oTter Safety Related ComponenU. intJan Poinl 3," lechn^ evaltiaiion repi 
OOYAC EG4Q Ware. Inc (subs, ol EG6Q. ii*c > UOY.AC Idaho NaUwal Errtoeer. 
MlatMVOiv fWGeOQt EGG-tnA 7374 w/08f3t NBC • No Detailed Affisboo 
Gnerv tepp 47568 17947599 193 

5411218159 Fonrvds Qjestions ft corwents re pump ft va*re msaonce lessno wo- 
QrVn M68C6(d 

NCKiHBORSJO PrOfed Drecttraie H 96/11/16 BRONSJC New Vorli Power Aia 
47^085***^ Amhonty Of the Stale of New York). i6pp 47568070. 

0. intpeetten reports. IE BubetUvs 9 correspondence 

• M<5use ol nashro UqMs lot High Redabon 

Assessment (Post 6704ft) 86/10/07. 
ConsohOated EtIsonCo of New Yort. Inc t23pp. 47279 242.47280 003. 


8810070114 NRC 'nlo Nolico 66 002, -torus ShoMs W/Corroson 9 OograSod Coa;-;, 

nfwSc^'^ Mongol Opsfflb^^ Cvonls Assossrnoni (Post 670^41 1) 66/10/14 
K&UkI WiWnG}. of New York. Inc . lOpp 472.10 -24 473n0.?35 


8810140212 NRC LnfPNolica 60.065, ' Broken Rolfuning Block Studs on Anchc- Oaring 

S^ir^F^oLd^n^ol'aJe/oiional Events Assessmom (Posi 07041 1) 68/i0/',4 
gSo-5sL & Kw York, me 1 Ifipp. 47403 109 4 7463 310 

6610140019 NRC Into NoKe 60 004. -OulocUvO k'olor Shall Keys m Limilorqua Mo'.a 

nn^^?E ^^stoh ol Operalonai Events Assessment (Posi 0/04ii) 09/10/20 
ffi-Sod^fsSnCe.orNewyo-k.lnc 1l9pn 47200.004.47200 123 

6818170391 NRC InloNoUco 80 066, -OperQi ng W/Mu'Hplo Grounds n DC O-sinbas- 

^yeew^F Onnsior^ Ol OporohOnal Evonis Assossmont (Post 070411) 00/10/21 
S^•?^ed«*Oh^.X“wVorK.1nc llbpp 474630U1-474C3 107 

881035016 S Responds 10 violatons noiod in Insp Hopis 50 200/86-10. 50 206/69 
**24 50-2&/87-20 9 50.286/67-22 ft proposoO Imposlllon ol evil penally in a-nou-l 0' 
475000 Wainipioflram/or equprr.onl qu.nlilicallon rievplopod 
RRONSJC New Tcrk Power Auihorlty (lormorly Powor Authoriiy of iho Siaie ol he* 
Verk) 68 / 10 / 21 . Ole ol Enlorcerr.eni (Post 070413) I7pp 47376 13 . 1 47376 151. 

8911M0I47 Forwards Safety Insp Ropt 5O.206/0Q.1B on 80UO2G-3O 8 noiico of uCa- 

MARSHLB neolpnt.OlcoliliBOi/ccior 60/10/31 JOSiGCn.W. New York Power 
AuUKMFf (Iwr^ly Power Authority ol iho Siaio ol Now York) 2pp- 47494 <57 
47494:270 

-6811090149 Notice Ol vloiailon Irom Insp on 600928.30 Vioiaiio.ns noiorl P/cccdu'es 
C AO 2.Rey 4.iC-W)-7.Rov 0 ft iC.AO-O.Rov 0 tioi i<w.owcd ot approYOd by lOS'.oni 
manaaer ft listed proeeduios noi revicwod on bionmal Iroquoncy 

I. Ofc ol the Direcloi 08/10/31 2pp 4749*1 250-47494 260 

-8811080151 MSP Reel S0-2e6/80-tB on BB0928-30.Vi&lalions nolod.Ma)ci a-ess 
Mspeciediicenseo maT,i program ft imniGmonlanon lor insirurnontai cn ft ^o^iroi *7$ 
PA^I^RJ MATHEW, R.K, ANDERSON, CJ Floglon 1, OfC pl ihe D rocicr. 00/10/ 

20 lOpp 47494 261-47494 270 

8811180283 forwards Insp RoplS 5O.2C6/D0.|7 on 050001-1017 ft nolicool^» 
WEN2iN0ER.EC Region I. Ole ol Iho Drecier 80/11/03. JOSiQCn.W New Yoik 
Power AgthMity (lormeily Power AulbcMy Of H'O SialO Ol Now Yoik). 3pp 47S6 1 092- 
47$C1:I04 

-8811 160259 Noiice d vioiauen irom msp on 600901-1017 Vio'silori noied.moosiiios io 
ensure good hcesekeep'hg & cietnhrress ol plant not eUoclivQ in thal moini supon set 
did not enstfo Cleanliness ol work 9 le 

• Rogioh 1. C«c ol the Dnociei 00/li/03. ip 475ai;00b-4766l 095. 

-9811160292 MSP Ropi 50 205/68-17 on 000901-1017 No vlO'ai'Ons rwlcfl MajW 
areas inspecred ensiie leguiai ft bacKs''iii insp ol fariHiy operaiiona ir’cldong stiii log 
ft teco--ds.»tenseo eciiohson previously idoiMiHed map indinga . 

JOHNSON.Jfi Region 1. OlC ol iho 0.rectOi 00/11/02 8pp. 47561 006-47561. at 

801 1840324 &jppl 3 lo NRC Info NoliCO 80-106. "Foodwator Lino Brofik " SvC 1.81 encl 
ROSSi.CE. Orviscm ol Opeieiienai Evoms Aaaosemom (Post 070411). 80/il/'i/ 
CwstfiflaledEdisohCe. oINow York. Inc. Ii3pp 47569072 ‘17660 i64. 

8811090294 NRC inlo Notice 88 087. "Pump Woai & Foruign Ob;oci8 n Plant Pipng 
SyS ■■ Sve ksl encl .. or..., lie 

ROSSI.CE Dveloh ol Operational Events Assossmont (Post 070411) B0/ii'"> 
CrwsoMaled Ed sen Co oiNowYoiK, Inc. Il3pp 47001:020-47601. )32 

9811890403 NRC Mio Notice OB 008, •'Dooraileiion ol Wosiinghouso ARD Relays" Sve 

ROSSi.CE DviS'Cn of Operational Events Assoesmoni (Post 070411). 80/11/16 
Crmsoiidated Edison Co. ol Now York, Inc. 1 13pp 47507.001-47597: 1 13 

9811160005 NRC lido Nonce 08-009, "Degrodalion ol Xaplon Elctulcal Insu'eton" Sve 
tsiencl 

ROSSI.CE. Division el Opetellonal Events Assessmont (Posi 870411) OO/il//' 
Consolidated Ed-son Co of New York, Inc. 1 13pp 47003:045-47603: 16i 

9811190470 NRC Into Noi CO 00-092. "Poienhal lor Spent Fuel Pool Oramdown" Svc 

ROSSl.C.E. Orwson ol Operational Events Assessmont (Post 070411). 88/11/22. 
CoosolWaied Edison (3o 01 Now York, Inc. 1 14pp. 47606:124-47006 237. 

89III8031S NRC BuHeiin 09 010. "Nonconlormlng Mo'tiod Caso Circuit Breakers ' Svc 
Islenct 

ROSSI.CE. Division ol Operaiional Evcnia Assessmeni (Post 870411) 80/1'/“ 
Coneobdeied Edison Co. of Now York, Inc. I2lpp. 47600:001-47606 123. 

R. Periodic operating reporit & related correapondenco 

9811220396 Monihly operating lopl lor Oci 1088 for Indian Poinl 3. W/081 103 Ur. 
KELLYA . JOSlGER,W.A. New York Power Authoiily (formerly Power Autf'orily 01 me 
Stale of New Yoik). 80/10/31. 12pp 47616:055-47616.066. 

8. Reportable oecurrencea, LERs & related correspondence 

•611090125 Part 21 rept re defect in llmiiorque Corp supplied safety- rolaled 
vWve aciualors w/RH Insulated dc molors Inat may not develop fuli-reied siening 
torque at elevated ambient temps Review ot molors by licensees locommendod. 
WlkinSONJ E. Liir.iiorque Corp. 86/1 1 /03. Oll.ce of Nuclear Reactor Pegulai-ca Di- 
rector (Post 870411). 16pp. 47525 227-47625:242 
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4 LEn 80 806 00 On 88 lOOO.un’t Oip iniUalOil tiy >03$ Ol eulo Stop Oil pros- 
'tain luibno (jonuratoi Ceusod by sbiliir.y ol govornar irrpcllQi a&serribty duo 
s«i reiBining pm Hoaciof syCti'Onuod to bus W/OOl 10/ itr 
ID E . jOSfGER.W A Now York Powo' Autbo'ily (lo'n'oiiy Power AuihoMly ot 
> ol Now York) 80/11/07 l?pp 47507 010-47367.030 

• 4 lER 68-007-00 On 081010. manual ruaclor i>hul down duo lo 2 gpm aloam 
■r 31 [S0311 siaiod luak Caused by 350 degioo cirr.umieroniial ihruwali ciacv 
•0161 lubo ol SG3) Sub) luho piuggod A Sint.i/zod Vy/aeui? 11/ 
iAN.V. JOSiGEn.W.A. Now Yoik Power Aulhorily (formerly Power Auihotily 
fate of Now York). 08/11/10 6pp. 4 7610.030 47616033 
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ly, modfcal, emergency A fire protection plans 

'56 Advisos itial 800029 Rev 27 lo physical security plan conslsient w7piovt- 

• t0CFR50.54|p) & eccopiQble 

«V £ Rogio/) 2. OJe ol Ino D-roclor 08/10/30. TUCKERH.D Duke Power Co 
4 14 173-47414:175 

1 07 Requests Dial NRC 880921 ilr lo uiil re Rev 26 to plani physical aecu/Uy 

• roiurnod or desiroyed duo lo documonl coniaininn salogoards onci 

WE RoQion 2, Otc of mo O'focior. 80/10/25. SKEALEV.tf.G South CaiCir^. 
tf. Ip 47509 032-47560 032 

t20 Roquosis mat 880021 Hr lo ulil ro Rov 26 to plant physical aacurity p'an bo 
yod c roiurnod 

.W E Roolon 2, Ole Ol me Oi'oclor. 08/10/25. NUS Carp Ip 47550210- 
^ 10 . 

'333 Roquosis that 880021 Ilr lo uM ro Rov 26 10 plani physical socuniy p'an bo 
or destroyed Oacumont.conca'nmg satagyards ancl.lronamtdod erroneously. 
-.WE. Reoion 2 Ole at Iho Oirociot dO/IO/ 25. Environmanial Protection 
:y. ip. 47566 337-47565-337 

> 1 43 Requests ihal 86092 1 Ilr lo ut'i re Rev 26 lo plant physical seciniiy plan be 
fid or dosiroyod 

i.WE. 000*0/1 ?. O/c ol Ww DrreeW/. 88/10/25 PttiNNEY.J.M Oconoo County. 
p. 47560 209-47550.209 

01S2 Requests mat NRC 060S2I Ilr to uiii re Rev 26 10 plant pht-aics) aecuriiy 
:>o telurnud or dcslroyod duo lo document coniamina safeguards into 
Cs.W.E. Ronion 2. Ole ol I>i0 Dirocior. 80/10/25 MCGARRY.J.M. Gianop. Cook. 
JIM Reynolds Ip 478B0-23I-47568.231. 

-0 1SS Roqueais mai 080921 Itr lo uiit re Rov 26 to plant phy$.ca( security plan be 
rsod 0/ dosiroyod Documoni.conlom'ng saleguords enci.crronopusiy irar^sm-tied 
RoQ'on 2, Ole ot mo O-rociot 86/10/25 Noriii Carolina. State oL ip 
• f1:33<1.475K 334. 

10017 Qonuric Lit 80-10 lo all tud cycle iac>'-iiy ticonseea 
•ossing.usmg, Importing, oxpnrting or ironspor(cng formula quantnios of strafotyc 
1 ro uso ol doadiy lorco by l.consoo guards lo provoni ihoii at 3 nm.Svc i-si onct. 
iMETT.n.P. DiviS'Oh ol Sofuguetds S Tronapodotion (Post 670413) 80/10/28 
ROlWaiod Edtaon Co. ol Now Vorli, Inc. Sipo ■47513 04 7-47513 077. 

GO071 Forwards publ-C version Ol rovS lo crisis mgt implomonilng proceduros.W/ 
alert roiueso memcj 

^KSn.M 0. Ouko Power Co 60/10/26 Oocumcnl Coniroi Branch (Oocumeni Con- 
Oeak). 4pp 474Bd'007-474e7;l28 

1 080079 Public vora'.on ol revised crisis ntgl irnplemoniing procoduros Including 
f 27 to CMIP-l.Rov 19 10 CMlP-2,flov 25 loCMlP-A.Rev 26 10 CMIP-6 .Rovs 32 lo 
>P-6 A CM/P-7, Rov 22 lo CMiP-O.flev 27 le CMlP-0 & Rev 2 lo CMiP-tO. 
RRIS.R.E. Ouko Power Co. 00/10/28. eOOpp. 47486.011-47487.126. 

090243 Forwards Insp Ropls 50-268/60 32.60 270/88-32 R 50-20//68-32 On 
:)9l7-iot4 & notice ol vlo'.aiion 

.OWNLEEVL Region 2 Ole ol me Onecior. 60/11/02. TUCKER.H.B Ouko Power 
. 2pp 47624 330-47524:344. 

11090250 insp Rents 6O-26O/60-32.6O-27O/88-32 S 60-267/68-3Z on 660317. 
1 -4 Violations noiod Major areas inspected maini acUvli.o8.opotaiions.sAfcguerd8 R 
.l.otion proioct'.on, survollianco lesiing & Insp of opon Homs 
ilMNER.P.H Region 2, Ofc of tho oTroclor. 60/11/02. ttpp 47624.334-4?524.3'l4 


■ surance & Indemnity Information 

0260090 Forwards lemporary exemptions from I0crns0.64(wl(5)[i) ro scho^iar lo- 
jiromonls ot proporty Insuronce rule. 

lATTHEWS.OB Prolecl Di/ocioralo 11-3. 88/10/07. TUCKER, HD. Ouko Power Co 
[>p 47262:210-472a2.234. 

1 1025011) Exemption from /equi/emonis ol iOCFR50.64(w)(6)|i), increasing amount 
f onsite properly damage insurance, unlit rulemaking linalized but no later than 
00401. 

iARGASA Division of Reactor Projects • l/ll (Post 870411). 88/10/07 DuKo Power 
:o. 4pp. 47262 231-47202 234. 


Operating ifeenss stage documents & correspondence 

1 1070360 Oarilies dassihcavon ol 860709 Ur to SSER Into in Hr no longer considered 
sropnelary.per 10CPR2./90. 

rUCKER.H.B Ouko Power Co. 88/07/13. BARNETT.fl.F., GASKIN, C.E. Office of Ng- 
:t6ar Mate/ial Safely 8 Safegus/ds.O/ecIo/. 2pp. 47441:251-47441 262 

16160360 Generic Ur 08-17 to aft holders of OLs or CPa (or PWRs to foes o( 
DHR Sve list end. 

DRUTCHFiELO,D. Associate OUecior (or Projects (Post 070411). 68/10/17. CohsoB- 
daied Edison Co. of New York, inc. 04pp. 47279:156-47279.241. 


8810250164 Gene/K ilr 08- 16 <o all licon;eos ol ooorai.ng reaclotu £ holders of CPs re 

e arn record siorage on oul'cai d'Sks Sve i.si onci 
RUTOtFlELOO Aasoc'ato O'tocior lor Proiocis (Posi 070411) 88/10/20 Conso'i- 
daiod Ei)«on Co. ot Ni-w Yo/h. Inc 45pp 47513001-4751.304C 

881 1100160 "Oconeo Urji 3 Cvc'.o 11 Slailiip Tosl.ng Hcpl " W/8fti03i Ur. 
HASTIN6S.P.5. lUCKER.HB Duke Power Co ee/I0’3> Ihpp 47509257- 

47500 272. 

8Byi>50128 fto»po/MJ9 l£> NRC 090920 roquQSl lor addl mlo ra uUi app'.csi.en for 
amortd lo Tech Specs lo odd toqu'rcmonls lot sianOh/ shutdown laci'ily Addl into 'm'i 
bosubmHioo by 66f 126. 

TUCKER.H.ft Doko Power Co OB/ti/04 Documoni Control Branch (DociJT'oni Con- 
trol Desk) Ip 47549 052-47540 052 

8eill60>89 Sub/R/fs ksl9 of aelfons lo t>c lofowod lo ai/ow comnucii oporaiion oi p'ani 
until hardwaro mod to gas luihma implomomod 

TUCKER.H.0 OiAe Power Co. 88/ 1 1/07 Documeni Control Branch (Oocumeni Con 
IroinDSk} 2pp 47544 310.47544 317 

6811140316 Recasts Eitldl Info la 081013 appiical'en lor amend to revise Tech Spoc to 
lOQu-rc Typo C loosl look 1051 lor Panouollon 22.fotv prosrruro svc waiei Irom laacior 
coolant pump moiors & lube o‘i coolers ouiloi 

PASTlS.tl.N Pto'/lCi Oiroctorato 11-3 88/U/OS TUCkGR.H.B DuVo Powur Co 2pp 
47635 1«3-4753S:J04. 

8811160110 SuriHnary of 8BO90B moetng w/utii m Seneca, SC ro foul'ng in roacio' b'dg 
cooing urti sys causod by lako scdimenl on on waiar e-Oe A by benc acid prec/plia 
lion on er sklo. Usi ol alienaoes & vlowgraphs onci 

PABTtS.HN. Ptolcci Diiectoiaio li-3 88/11/08 Pio|eci Diecicralo 11-3 I6pp 
475660604/666084 

88II180S4I Forwards Rov 3 lo ‘ Corporato Process Control Program." 
toCkC/T.HO. Ouko Powur Co BOn t/08. Documoni Control Branch (Oocumeni Con- 
IrotDoak) 2pp 47&64 045 47504 C60 

-881 1 160S48 "Corporoto Process Control Program " 

‘Duke Power Cft 86/1 l/OD I4pp 47504 047-47664,060 

6811140419 Forwards roqunsis lo' oifdi info to losponses to tornado missi'-os at 
pianiftosponso/cquesiart wvilr.n 45 days of If' dsfo 

PASTiS.KN. Ptojuci OitacloiBio l1-3 88/11/09. TUCKER, H B Ouko Power Co 5pp. 
47538:201 47638 295 

6811189239 Forwatrla (tfol.m'nary sfllply ovaluahOh & toguOSI for addl inlo ro uM 
O6O315 jMoposeti rove to Tech Spocs for instrumnntai'on to doioci inadogusie core 
coa>nn.(^o$o(t r«vs accopiaoio oxcopr /c' /.siort nems. 

PASTIS.H.N. PrOjOCi Onocioraio 11-3. 88/11/15. TUCKER.H.D Duke Power Co. 3pp. 
47679:194 47078:201. 

-8911199241 Pto'iminafy safety oveiKPlion 10 revs to Tech Spec lof inatfumoniaiion lor 
detociion o< inaooquoio core coo'irra Proposeo Toch Specs accepiablo il modilled 10 
rosoivo hsuos epocified in iiems t through 3 of SocHon 2.0. 

* Oiiico of Nucioai Roacior Roguiaiion. Dirocior (Posi 070411). BQ/11/15 5pp. 
47070:197-47679 201 


0. Inapecttoh reports. lE BuHelint ft correspondence 


881920028$ Forwertls summary oi 800912 uniorcemonl conleronco ro vipiakons noted 
in I/tap nopis 50-269/60 2S.50 270/08.26 ft 50-207/80-25 
ERNST.ML R^bh 2. Oic Of tlio OltDCtor 08/10/03 TllCKER.M D. Duke Power Co. 
I7pp 47260323-4726O.339 

8810030249 NRC Into Notice 88079, "Misuso o( Flashing Lights for High Radailon 
Area Controls " 8vc kel enci 

nosSi.CE- 0>vlsfo/> ol OperoMonel Eycnis Asscainient (Post C704I1) 00/10/07 
Coosol4alod EU-sw Co ol New Yoik, Inc l23pp, 47270:242-47280 003 

861026041) Forwards insp Roots 60 269/60-27.50-270/60 27 A 60-207/88 27 On 
080822-291)0 vfolohohs or dovlailqns noted 

OECKEH.T.R Region 2, 01c of lira Dirocior. 00/10/07. TUCKER.H.B. Duke Poivcr Co. 
?pp. 47272219 47272.235. 

-8819300420 Insp RoplS 0O-269/88-27, 50-270/08-27 & 60-297/88-27 on 080822- 
26 440 vKyattOirs or rtoviaiione nolou Major atoas inspecfedrad.alfon protection 
proaram.lncludirm occupoiional oyposuros during oxtondod outages 
WFflGHT.F.N GlL^nSEN.W.R . HOSEY.W.B. Region 2, Ofc ol Iho O.roclot. 08/10/ 
06 lepp 4727^229 47272 235 

88IO3SOQ09 Forwards Insp Ropls 60-209/08-30.60-270/88-31) & 50-207/80-30 on 
66O&20-OOO2.N0 wotalions Of dovial-ons noted. 

HEBDT.An. RofllonB, Olc Of Iho Direclor 00/10/11. TUCKER.H.B. Ouko Power Co. 
2pp. 47270.222-47270:231. 

-8810266080 Insp Ropls 50-260/08-36,50-270/80-30 A 50-209/08-30 on 080829- 
00(72 No v-.trfaUons or dovlollons nolod Major areas Inspected inservice 
insp.QbsorvaUory ol work scIiv.Iiqs. lovlow ol daia/ovalualions & steam generator luhe 
sleeving. 

COLei\JL. GLASMAN.M.M., BLAKE.J J Region 2, Olc ol Iho Dirocior. 00/10/07. 
8pp. 47270 224-47270 231 

08190701 14 NRC inlo Notice 00-002, "Torus Shells W/Corioslon A Degraded Coalings 
In QVlR Containments " Svc list and 

nOSSf.CS tTrvIslon of Operational Evenia Assossmani (Post 870411). 88/lO/M. 
Coneolidelod Edison Co 01 New York. Inc. I10pp. 47200.124-47260:235 

88)0)402(2 NfTC Info Notice 66-066, "Broken Relaming Block Studs on Anchor Oerlnsg 
Ch^ Vatvea.'* l.sl end 

flOSSI.C-E. EHuislon of Operational Events Assossmenl (Posi 8704U). 80/10/14. 
ConeoDdaied Edison Co-of Now York. Inc. 118pp. 47463.169-47483:318. 


70 


DOCKETED ITEMS 


trolPei*! ftv a?3?j '’5-*'’^’j '^2 

MIdUMlI f.sc |"1 N3--« ^ce-*. ^<‘«' S'^'' ■" ‘■■^’=>''^ 

Sas^'.'ce Oc<-i oral C/erts As«s«-«r.; IPCSI fiWIlJ 6ano/20 

nepo -72aooM-472W.>» 

Ml I01020S fof-a-1» <cr«X« W 8f tO? twe l-J ??^?2 

^ W 270-el?6 « W ae7<6f 26 Ct . W IV r ^lakf<-V '«*«'» » 

M^Eq‘TR’Btp!?!o'^C^]^O.r«-« 8eM0;20. TOCKEaHB. Oftfl Po^f Co 
Ip 474.^303J74-t«?C3 

ai4lT««lSFC r'}K.-.c«66-0e6 OiMtg-r^ W/IA.-,p.e GiOo'WJ* »« DC l>jV<«,l«« 
^SS^‘e'^Cw*i!c'’ cl Ope'a'.ofti Ev<p;$ 

C««^a'rtCJiv:nCo crfle-i»Yorw Inc 1I6PP 47463061-47463 l«7- 

MI1030IW For*a.il rsd Bfp^s 60263.66 34.60270166-31 6 50-26776631 W 
860317 16 6 rcica d .^cr'a'cn ip.sppdx a'« cowluciod I'ldependf/ii <r<asi.-efneris 
<r II -vAr^ at ai a’s lo »er*v d.i c4pa^ 

OEC^BTfi f>eo<-<'2. Ccci i.%« tMecijf 60710.24, TUCkeH.MB. Duke Po^e* Co 
2CP 47*27 J'7-47*2' 314 

-MllOWIl? 720140 <1 >Xr'4-<rb t’Crfi' .7I4P V' 66C3l2-»6'7<Ka-j(w oo’ed no ^nueo tn^ 
jirjcvcrs '-M coofi^cfl cl vi‘,cs a sa-pSTis cl o“cas tion ma-n co<v 

OfC^ES.T H Bfg-in 2 Cc ol ir«Cri«‘o» 87710*24 2 m» 47*27 316-47427 370 

-MUMOI70 lr»p Rafi W 2€3.'e9 31 50 2?<3/e0-31 6 50 787760 31 pn «W9I2- 
18 v'ldiW.J wiM Mj.c* a;e45 irip«'fcl con'iiwi'vTy fva$j<e*neo!s 6 OA w in- 
pi*fi 'yi>oct»<”4i vit.isi ..... 

0EFyy3€7H. y.A.aeJa Re^cn 2, O'e o' Cw O^ecw 80710716 i4po. 
47477371-47*77 3)4 

111104014$ Fc<«a-ds r«*#«ni» lo v«iJ>5«>S nci^Jin insp Repu50 269786-28-S0270/ 
88 76 6 SO'25"M28CC'’«d.va Mvon Ptid'A^OiOitiH <M7>5»0 lo 'Kiwa 
UM oearrAM imi 10 o« ^acoo 01 ccnvoi poxai iu$c$ 

TUC'-ER H 9 Ol*«Pc««i Co 68710-20 0 


C^u'(>«-‘i CofUOl Sian^ (Oocvmcnt Con- 


tfC4 041*1 5pp 474*5 186.47**5190 

8411090243 F»v>Wjs i-^ip P«cia 50 259'$8 32 5‘>270'08-32 6 50-267788-37 on 
880617 O'* 6 >%ue o' Yditon 

Sf^SiEE.VL Reo^n 2. O': o> 114 O/ociM 687ii402 lUCKER.HB OuFO Power 
Co ?pp 47574 330 47>?«34* 

-Ml 1090747 FfCMo d >-«i45cr> Pan -rsp on 68091 7-1014 VM>:ai/On ncieO Station O 
'*c«v« 33 I i>o< i>ie*>e<] <n ciai wM 'OQueil not deiigna'M 9i Oa common 
«erfc'ewtng *1 ate^pcaiMr^a'-oncl viter|-i6^'«Oo>c>ftO 

eR0vSSi.e6Vl..Ao^3.0(e<ItF4OK«c(0( 66711702 2cp 47524 332-47574 333 

-8811090250 .nop Ropii 50-289/88 37 50-270188 32 & $0 787/8832 on 880917- 
tCl4V«i*«or4 nc'MMa«C7 ar«3i i>‘ipo:t«d 4CivM4ooe<at<on$S4‘eguaiO$ 6 
r»di*BOP,pr;iec«n. w-.e-z^nea lei'jn^ 8 -rop o* ope-ni'em 
S* NNERPh WERT lO. PEESlIST a Ro^on 2. Of oHiw CWecw 887ii702 
tipp 47574 334 4752*344 

MItiMtil Fci-*4if?s fc.i-i*‘ory pi M'OOO er'CKWnericon'efexeceiwentiji tfegi** 
Mc*P4tw’44 0 l coo^s vWicor'eciNO aciumtexcn to t»ie freon-. » 
<ra •I'on Pr to LnPe>»;*nd O^ada'ion p'ocesi 

ERNST M L. Region 2 Oc c7 ine 0»ecny. 66'' I7C4 tuCkeR.hB OuVe Power Co 
2lpp *’57071447570234 

M111IO530 Eipretaen ‘Mi-ng fd! Octa-zed presen'atons PescnbmgirtlcoirrwMient lo 
^Jak/y ver'l%45or ^.en (0 NRC <lm>g 8dl'78 rnoe^rtg n cor^unctroo <*7previci«ri 
tomval -espicnsM 10 NRC mip'eva.’ua'cn repts (oncK>)e mane* 

TUCAERH8 {X*« Power Co 88711/09 MtaLEV.re Office d Kodear Reactor 
R«9.MtKy O««c-oi iFo4l8T->4ni 25P 475^6032-47568093 

••”6^34 Socc* 3 10 KPC .no 77ou-e « 1O6. ‘ Fee<f*ater Lw Biedr ' Sve i-si end 
ROSSiCt Ov-fiion o( Oporaaonji Evens Assessmem |Posi 8F04ii| ea/ii/iO 
Ccnso*d«!M Edison C-o el .’4ew vor*. 'nc 113pp 47559077-47559184 

W263/88 i?.50-27076e-l7 « 50787/8817 on 
«44t«n Arier'xn #ivied louvesoived item Hlere.rfie(l 

04®«a'-M''i7tO TUCKCR.HB Di*o Power Co 

ipQ 4 ^ r t f M 760 * ^ 06 

-Ml im2 to f»o«e ol vio»3ion Iron insp on 6807 1 1 29 Vidavoos noted; ficensee did 
r^ Miepeoce^e lc« »er^ca'jOo 8 ca>i{y oi conud roor-i nsuvmeniaiKn ioi 125 
9^®'*’^ oe'ecico & batierir ondervoFaao a'a/m relays 
CiiEoCwAF Re^ico? Cc of die Orectof sl/ll/fO <pp 47607.129 47G07;132 

«^769'88-l7.50.270786 17 fr 50287/88-17 on 880711- 
'"^‘'WOologr P'esenbed by 

#r’ie»»afTi«Wrv«5cn 7515197 eva>..8VnginvpierT>eriUl«no^ 

^*7^48 ”E'*DT.Aft R«^ 2 01c O' ttve Orecioi 08/10/16 54pp 47607.133- 

“s^Tsl^Xd’'’ ^ " P^"' 

^^AdJad^Fd^ r« (Posi 670411) 86/II/I6 

i-«n»oso**« EsWOriCo o' Non Yofl. Iry: tl3pp 47601 070-47601:132. 

O’ westnghoose ARD Relays - Sve 

(Post 670411). 86/11716. 

»-4)r9aK»!M 5(HCn Co o* New Yort, Inc ll3po 4759? 001.47597 |13. 

o' Kapion Eiecmcal tnsotauon ■ Sw 


8611160470 NRC 'nio No'co 00-092. "Polonlial lor Sponi Fuel Pool D'ando/.r' 
island 


flntSfrp Dws-on cl Cperaionai Even's Assossmom (Post 070411) 85/ii- 


^nsc'daied Edison Co crtJewYoik, inc. li4pp 47000.124.47606:237. 


88 It 1603 IS NRCB-jiein 68 010. "NonconlwmnB MoWod Case Oicmv BieaVeis" 

Division ol Ooe/aiiona' Events Assossrr.ont (Post 070411) SB/ii. 
Fd sen Co. orNew York. Inc. 12lpp. 47600 001-47606:123. 


B Periodic cperallng reports & related corroapondence 

6811210418 Mormiy opMBlng lepis loi Oct 1006 'O' Oconoe N-jdeat S’.atonUr.-i 
& 3 

WILLIAMS, RA, TUCKER, HB Duke Powoi Co 08/10/31 17pp. 47556 

47596235! 


S. Reporlabis occurrences, LERe & related correspondence 


B811170165 LEH 86 003-00 on 660926.luiliiino tJUIg sun\p radiation monw fo-y 
Bypass Caused by deleclivo procedure l.'ormsl/bypass solocior swiicti lotvrnt 
-normal tolund.onBlV lest Inie/loek staisiarm & procoduio rov,sed.W/68l20i ii-. 
fr'ORIH PJ TUCKEfl.H B Duke Powoi Co OC/12/OI. 7pp 4767 1.058-4757 1 C5 


8811020343 LER 80-004-00 on 080S30,Unl 3 load shod & subsequoni Keowoe i 

S enaiaiof emergor-cv sled occuvod duo 10 loss ol powor to two ma n 1. 
useslnvesigaiing cause ol load slied & rosioring power 10 man leoder bus« 
BBin21 Mr 

lEROy.SE.TUCKER.HB. Duko Power Co 88/10/21. Bpp 47421.134-4742114 


8811040139 LER 88- 006-00 on 86091 MOSS ol power occurred on Unit 3 Wh.chio: 


'm toss cl DHR c8|>ebi!ily.Cau8ed by mgi doliciencyDMR copabi.ly 8 ac i 


regeinsdW'86i02d lu. 

IEROySF. TUCKgH.H.B. DlKO Powor Co. 00/10/20 1 Ipp 47440053-4744I 


8SII090126 Part 2i rspi 10 doicct in limitoiquu Corp suppled ea'eiy rolaied 
«»W6 ecija'O'S w/RH niu'aie-tl Oc moiots in&i may not develop lull tated s' 
loiqua ai eievaied ambient temps Review ol motors by hconsoes tecornmonded 
WILKINSON i.E Limi'orque Corp 88/11/03. OMlco Ol Nuclear Reactor Regu'ai-i 
reclO'(P0Sl 670411). I6pp 4752S’?27-47526:242 


Y. Dry Cask independent Spent Fuel Storage instaiiatlone 

881031000? Raises na cbiection 10 advarsca conai aciivitlcs ol iSFSi prior lo 1 e> 
ecipn by NRC.per 801011 nr.S te Clearing & grati.ng would bo ai risk ol util. 
THOMOSON.Hi. Oiiico 01 Nuclear Material Saroiy 6 8efoguard$.OIiocl07. 68/ 
TUCKER.HS Duka Power Co. 2pp A7375.03l-47375.O32. 

6010310030 Forwards environ assessment & l ndmg ol no aign'I.cani impact re t 
ew'icBiion ici consi fr opeteie iSFSl w/o end 

FKOUSE.IC Fuel Cycle Safety Branch. 08/10/25 tUCKER.H.S. Oukn Power C 
47376210-47378261. 

-8810310062 Notice Ol IssuancO ol environ assoesmeni & finding o' no sigi 
mpKi lor Oconee iSFSi at Oconee Nucioar Siation 

flOBERTS.J.P. Fuel Cycle Safety Branch BQ/ 10/25 5pp. 4 7376 220-47376 22* 

-8810310084 'Environ Assessment Related lo Consi & Operaion ol Oconee I 
Station iSFSi 

* Oifce ol Nuclear Material Safety 6 Soleguards. Director. 88/10/31. 
47376 225 47376 261 

0011090287 Submits question w/discusslon lo clarily 881012 request lor inlo r< 
002, Rev I NRC requests arfdl mlo to confirm design basis decoloration levels f 
drop cases 

flOBERTS.J.P Fuel Cycle Saieiy Branch 88/1 1/0t. MCCONAGUY.W J Nul 
2PP 475I33I1-476I3312 


DOCKET 50-200 REED COLLEGE RESEARCH REACTOR 


V. Operator Eiamlnaiions 


8611 140213 Notifies o' 6901 10 rreoting w/RoQ on V In San ftancisco 10 discu 
reactor operator l-censing program m Rog on v. 

KIRSCH.OF, Region 5, Ole ol the Director 80/11/03 RUBY.L Rood Co'leg 
larva, OR 3 m> AT535.1A9 47535 10V 


DOCKET 60-289 THREE MILE ISUND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

0811010417 Rev 2.02 to Procedure 5000 ADM-30S4 01 LEP-033). "Operaiion 0 
pany Techn'cai Func'ons Cir." 

’ General Public Ufililios Corp • GPU Service Corp 88/10/21. I7pp 47- 


6B10270374 Forwards environ assessment & (ind ng ol no sionillcanl impact rc 
non Ifom requirements of tOCFRSO.App R on /eacior coolanl letdown sys v 
cuilry. 

HERNAN.R.W. Pioiect Oireciorale 1-4. 88/10/24. HUKILL.H.D. General Pubi r 
Corp • CPU Service Corp. 2pp 47324 32'/-47324 33l. 

-8810270308 En-nron assessment fr finding ol no significant impaci ro requei 
empuon from tOCFRSO.App fl requirements on reactor coolant loldown s 
circuiiQ'.Acuorv accepiab'e. 

STOLZ.JF. Project Oireciorate 1-1. 88/10/24. 3pp 47324 329-4 7324:331. 


081)010512 fltiv 0 to Fmorgoncy Plon Implorruntiag PiocoOute 0200-lMP-)72001. 
■ Emomoncy Pubi c Into Plan & irr.plotr.onlmy PtocoiJufo.'' 

• Goncral Pub'iC Ulilil'OS Cotp • GPU Service Corp. 60/lO/2'l 42pp- 47401:133- 
47401:175. 


08103(0017 Gononc Ltr 00-19 >0 a'l luol cycle faci'fly M^naeos 

poanessing.using, Importing, oxpo'bng or banspo'iing loimuin guani.iies ol siralogic 
SNW rg usn ol doodiy lorco hy I'consog Guards lo provoni tlielf ol SNMSvc llsl ©ncl 
BURNEn.nP Division ol Seloguords S Tfansporlol'on (Post 070413). 03710/28 
Consol rlaicd Eri.son esn clfICivYojk, Inc Dipp 47513047 47613077 


8011080)05 Pofwarrls exemplion Irom locfwical roqu.iofTioiiis ol Socbon 1)1 G.2 ol Apo 
n to lOCPflbO la ibvel ol ptotecilori ol Pno Zonas A0 FX-4 & FH-PZ-l fof letdown 
isolpl.on vB'.vo circuits ^ ^ . 

liEHNAN.R.W Proloci D.mcioraio 1-4 08/11/02. HUKILL.H.D Gencta) PuMc Utilrties 
Co'p - GPU Service Corp 2pp 47494 215 47494 221. 


-0811080109 buorrplicn Irom lOCFfir.O.App H, based on analysis ot Vatves UU-V-2B & 
2Q 8 MU-v-3,4, & 5,indicaiii-g that at least one aot ol valves w/l 6o capaoie o( par- 

Icirr.inQ posMiio shutdown role w/o add', lire proieci on onliancomonla. 

VARGA.SA Division of Roactor Piojacis • l/ll (Post 0704)1) 08/11/02. Genewl 
Public JliiiliOS Corp - GPU Sorvico Corp 5pp 4740-1 217-47404:221. 


8011210307 Forwards Safety insp Ropl 60 289/00 24 on OBQu2Q-tOl5 S 10. NocowS- 
irons ad/orao lo naddor aoioty/aalcai'pids or /ogu'etoty loquiiefnonis 

noiod Favorabio lindinns to sriil aasossmoni capabll I os noicd. 

SEPfEMHAUSEN.L. Rogon 1, Ole of Iho Droflor 00/11/14 HUKILL.HD. Ganoial 
Pubi c Ul.I.i.es Cotp - GPU Sorvico Corp 2pp. 47614.241-476)4.307. 


061 1220102 Fonvards addi mlo to fncilily lOCFRSO.App H It'S 521 1-07-2028 & 621 1-37- 
2034,dtd G70210.onr 880007 ronunsl. Inlo ro open items concornlna NRC lowlow Ol 
TMi-i associatud cifcuiis siudios (os idoniitieri in Insp flcpl 50 2fi9/0&-23). 

HUKILL.HD. Goiioiol Pubic UbliLob Corp. • GPU Sorv.co Corp 88711/14. Documoni 
Control Branch (Documoni Conirol Das'll. Upp 4 7627:136 47627: l<6 


H. General coireapondonce 

0811020030 Cominnnl supporting pioposod fu'O lOCfRlBO ro rMSSOiinfl NRC auUior- 
liv lot aoptovino onsno low lovol waslo (lisposoi m Agroomonl Siaios , ^ . 

SULLIVAN, J L General Pub'ic UtiliUos Corp. - GPU Sorv.co Corp. 08/10720. Oockoi- 
ing & Sofv.cos Dtanch ip 47326 123 47320:123 

0811170327 Responds 10 080012 Iff lO NRC 000331 responso lo fiuestlMs fahod con- 
corning concliLons 61 p'ams & toclpionl proposal lo siaUon sonioi oporatoi In conuol 

room ai al' nuclear plania lo owjrsoo p'anl wwallons 

ZeCHLW. Cominissionors. 66711/09. YOUNG, C Afli'.iaUwi Not Assigned. 3pp. 
47800 04847507:027 

"80 M 170337 Forwards H/S oxcusnned bolwoon NRC & author m 1984 i6 peoWoms In 
commercial nucioor power fioird & change in lodorai reguiauons io allow sor/ot toaciot 
oDcreior lo dovialo irom Tech Senes m omorooncy. 

YOUNOC Aflilieiion Nrjl Assignocl 80/09/06. ZECH.L.W Commissronere 2pp 
47536 0S7.4756G0'71. 

-0011170346 Urges NRC lo concol indoiai ronuiation permdUfig license© i© depart •t©'" 
Tech Spec when onnraiino nucioor power plant in omergoncy s ensure cnai ©w pro- 
tnulflaia porcy lo oporaio iMi Unn i m accordance w/OL 0 Tech Specs. ... 
YOUNG C Alli'i'aiion Not Assignod 84/05703 PALlAOInO.N Com/ni$si©ne/a. 3pp 
47506050 47606 071 

-0811170368 Advisos IMai nucloor iiidusiry overlooked most iinpotleM toseon rating 
from 7MI accidunt.fo wii.riiai erntion epo'aio/7/nfli e/ficwi siai-cmed in conwoi e©om 
would have pfovoniod acc.dont. _ « . 

YOUNG C ’Aftilrarrpn Nel Assignod. 80/07/07 ZECH.L Comnusslonoie 2pp 

47506.070 47606.080 

••8811170369 Opines Ihai l0CFn50 64(x| & (y) supodiuous 4 dangotous.NRC »lv^d 
insuuei opoioiofs not to dopan Irom Tech Specs m cmorgoncy Auihor rosumo aeie'i- 
me oxporioncQ in commorcai nuclear power liold cnci , 

yOUNQ.C Alfiliation Not Asa'finod 08/04/20 2GCH.I Com«n>s3lonei8 4pp. 

475G6.00l-4750e084. 


P. Operaling licensa stage dccumenls & correspondence 


8810180350 Genotic LU 88-17 lo all ho'deis ol OLa ot Cl’s lor PWRs ro loss ol 

CRU^CHFIEL^D.O Associolo Director (or Ptolocis (Post 070411) 80/10/17. Consoil- 
dalod Edison Co ol Now York, inc Q4pp 4/279:l66-47270.24f. 


0011020288 Responds 10 NRC TMI-I pioleci manager raqoost during tFaewssions ro 
NRC SIMS listlng.SlMSpilnloul did 071226 end. ^ „ 

LONO.R.L Goneiol PuOlic UMiiios Corp. • GPU Service Corp 08/10/10 Documoni 
Control Branch (Documoni Conirol Desk). 30pp. 47412:109 474 t2.i38 


8810250164 Goncric Lit 88-18 to all liconsoos Qf opocai'ng reaciors 
plani record storage on optical disks Svc hsl anci 
CRutChFIElO.O. Associate D.reclor for Prqlocla (Post 0/O4H) 
daiad EtJiSor) Co. ol Now York. Inc 45pp 47613.001-47613 040. 


& holdors ol CPs la 
88/10/20. Consoh- 


8810270116 Nolilicalion of 001031 meoi.ng w/ulil in Parsippany.NJ lo discuss cortenl 
licensing aclions. _ . „ . ... 

HGRNAN.R.W. ProjOCl D.roclofaie 1-4. 80/10/24. STOLZ.J.F. ProlOCl Oir«1o«8t0 M. 
3pp. 47342.353-47342 355. 

8810270374 Forwards environ assossmonl & finding of no significanf snpaci re exemp- 
tion from roquiiemonts ol lOCFBSO.App R on roacioi coolant leldown sys valve cir- 

He'SnaNRW Pro,oc1 Directorate 1-4. 88/10/24. HUKlLL.H.O Ganorol Public UUiUes 
Corp ■ GPU Service Corp. 2pp 47324.327-47324.331. 

-8810270380 Environ assessme/ri A lindvig ol no slgnilicanl Impact re request lor »*■ 
errpiion from iOCFR50,App R requifomenis on roaclor cooisnl leidowr sys valve 
cucu’lryAciion accepioMe. „ ..... 

STOLZ.JF Proloci Direcioiate 1-4 80/10/24. 3pp 47324:320-47324 331. 


8611160056 Forwards iniogialod schedule Category A.O & C proloci llsiings & changes 
10 faiegralod schedulo lor Category A, 8 0 C p/e;eci8 semiannual update (Nov 1988) 

LQ^RT^enerai ^XhfuiJiitos Corp • GPU Service Corp. 88/11/05 Document 
Control Stanch (Document Conirol Desk) 2lpp. 47553:068-47653 080. 


O. inspection reports, IE Bulletins & correspondence 

8610030249 NRC Into Nolkro 00-079, "Misuse ol FlBShmg Lights lor High RediaHon 
Atea Controls.’' Svc list end. ... 

BOSSJ.CE. Division of Operallonsl Events Assessment (Post 670411). 88/10/07. 
ConsolKlaisd Edison Co. of New York, Inc. I23pp. 47870:242-4728O:OO3. 

08100701 14 HRC Into NoUca 80-082, "Torus Shells W/Corrosion & Degraded Coalings 
in BIWB ConlB'nmonts." Sve list encl. „ ... . 

ROSSl.C.E. Division of Operational Events Assessmonl (Post 8704U) 86/10/14. 
Conso’idaied Ed'son Co. of New York, Inc 1 10pp. 47260:124 47200.235. 

6010140212 NRC Info NoUco 88-085, "Orokon Retaining Block Studs on Anchor Darling 
Ch^ Valves." Sve r.sl oncl. , , 

ROSSl.C.E D.vislon ol OpeiaLonal Evonis Assessment (Post 870411). 88/10/14. 
Constfidalod Ed, son Co. of Now York, Inc. I (6pp. 47463. (90-47463 310 

8810140016 NRC Info NoKco 08-084, "Oofociivo Molor Shaft Keys irt Lim’iorque Mow 

flOSSICE O.'/isien of Oparatusnel Evenls Assessmeni (Posi 870411) 88/10/20. 
C.onsol)daled Ed'son Co. of Now York, Inc. l lOpp 47260:004-47260 (23 

8610170391 NRC Info Notice 80-086, "Oporaiing W/Mulliplo Grounds In DC Distnbulion 

noSSLCE^^O^irsn of Operenonel Evonis Assessmem (Posi 070411). 88/10/21. 
CoMorjiatod EdlSOr^ Co. of New York, Inc. 1 16pp 47463.061-47463.197. 

8810270388 fleSBonde lo NRC BuKaiin 88 008. "Theimsl Stresses in Piping Connected 
lo BCS.'’ Resulis of makeup & purHicallon sys nigh pressure in|ociion p'plng sched- 
Ued lobe reported to NRC by Jul 1060. 

HUKiLL.il.O. General Public Uli'illee Corp. • GPU Service Corp. 68/10/21 Document 
Conirol Branch (Document Conirol Deek). 6pp. 4736l;085-4736l;089. 

8010310462 Foiwarde Insp Ropl 60 260/68-16 on BBO82OO02O.No vlolalions 
noiod Concorn Idenhhod re polonliai ovoitosding of emergency d-.esef gensieiora. 

DURR J.P. Beoion 1. Otc of the Dirocto'- 88/10/24. HUKILL.H.D. General Public Uhli- 
has Corp • 0(^ Service Corp. 3op. 47376.103-47376:205. 

-«6I03)0466 tnsp Ropt 5O,289/0S-I6 on 880BS9-09O2 No vtolabons or deyfaitons 
nolodMelot aroae knspecleO.l’tenseo ecUons on previously Idenlified insp 
(todmosOefidondee rioted re laiJura lo fmplamonl i evaluate emergency feedwaler 

k^SHl^T.. MATHEW.R.K,. ANDEFieON,C.J. Region 1, Ofc Of Ihe Dlreciot. 88/10/ 18. 
lOpp 47376:196 473^:205 

8811070087 Responds lo 680714 Inap Repi 60 289/ee 0B.Ci8tifiee evolution of assess- 
ment ol flC-V-28 operabiiriy.Geneiic LH 66-07 ceils lor immediate steps lo esleblish 

plan w/ roasonsWe schedule 10 cofieci deiiciency. n... -.-«i 

w»lSCa4 R F General Public Uiiiilles Corp. • GPU Service Core. 60/10/26. Oocumenl 
Conitrt Branch (Oocumenl Cenlioi Desk). 3pp 47460:317-47460:310. 

8911040265 Advises ihel uiii 680706 & 0016 responses lo NRC Bulletin 08 004. ’’Po- 
lemiaiSaiely-naietod Pump Less, •• meals loquirarnenis. 

HERNAtg R.w. Proloti Dueclpret© 1-4. 85/10/31. HUKILL,H,0. Osneraf Public UWiWs 
Coip. • OPU Service Corp 2pp. 47434r228'47434'226. 

8811180063 Forwards Form NIS-I, "Owner Dale Rept for 'f'MNiSlil*?!’", 
at fecrfity prior lo S during Cycle 7 refuelrng oufage-per lOCFR5O.86e(0) * Teen 
SoeceFoimNlS-2, "Owners Repi for Repeiis or nopieeoments eisootjcL 
HOKfUlfO Gane'Of Pubf.c Ufifilos COrp. • GPU Service Corp. 88/11/06. Decumenl 
Conoco eianch (Oocumenl Conirol Desk), 37pp. 47665.004.47B65:130. 

8811040324 Suppl 3 to NRC Inlo NoUce 66-106, "Feedwater ‘-'''e liM ®ncL 

ROSSi.CE Division of Operelio/wl Evenis Aseessmeni (Post 870411). Bsni/H). 
Consokdeied Edison Co. of New York, Inc. ll3po. 47650 072.47559.lB4. 

8811210387 FoiwoiOs Salety Insp Repi 60.2e9/8e-24 on 660828-1016 & 19. Nocondi- 
Hons adverse lo nucloar ealely/BBlaguBids or legulsiory requ'iemenls 

twiedFevotablo findings to sell-aasossmemcepebiiiiies noted . 

BETTENHAUSEN.U. Rooion 1, Ole ol the Director. 66/11/14. HU^KlLL.H.O. General 
Public Ubiities Corp. • GPU Service Corp. 2pp, 47614:241-47814 307. 

••8811210388 Insp Rspt 60-289/68.24 on 880828-1016 & l9M8ior areas 
iiispecied:plBnl stiuldovyn/cooldown to porfotm tesclot coolanl pump repsirs-planl 
aiartup/escBlatlon lo lull power, two plenl irsnsiente * 5‘'Fl 
COWQILL.C J. Roglon 1, Ole ol ihe Director. 88/11/09. 64pp. 476I4:243-47614.307. 

8811220102 Forwards addl info re tadlity lOCFRSO.App R llts 6211-67-2026 & 6211-07- 
2034 did 970210 per 680907 request, (nfo ra open iiems conce/nino NRC review Of 

TMI-i a88ociatod'cltcuil8 8ludla8(asldonlifiodinln8pflepl60-2B9/66-29). 

MtiWLt.HO. Gunoral F^dlic UWiWes Corp. • GPU Service Corp. 80/11/14, Oocumenl 
Control Etanch (Document Conirol Desk). 11pp. 47627:136-47627:148. 

8811220076 Responds to IE Bulletin 82-02, "Degradailon ol Threaded Fasteners In 
flCPS of PWH Plante." Commil/noo! for W of BCPB Issieners ihel are reused fol- 

!Sj^l.^D'''Ger«rB? Public Utilities Corp. • GPU Sen/lce Corp. 60/11/16. Document 
^ancfi (Docufitenl Co<ilrol Oaak). 2pp 47627:1 34«47627:135. 

8811000284 NRC Inlo Notice 88-007, "Pump Wear & Foreign Oblecis in Plant Piping 

ROKLc\'.'*DMSon ol Oporallonsl Events Assessmonl (Post 070411). 08/11/16. 
Consolidated Edison Co. of Now York, Ino. 1 13pp 47601:020-47601.132. 

8011090403 NRC Into Notice 86-088, "Degradailon ol Weslinghouse ARD Relays." SvC 

ROSACE Division ol Operaiional Events Assessmonl (Post 870411), 08/11/16. 
Consoildsled Edison Co. of New York, fnc. 1f3pp. 476fl7.-OOt-47Se7;fl3. 
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esmSOOes NRC tn'oNoilcsee-OQS. ‘Oegtei<al3n ol Kapton Eiectticai inHia'nn' Svc 
list ai'.ci. 

flO^i.C.E. Diwsion of Opereiona' Events ^ssassmeni (Post a/O'tti) 88/11/21 
ConsolidaifrtI Edison Co O'NewYorX. Inc 113pp. 47803 045-47603:161. 

S81 1160470 Mf?C In'o NOWO 08-032, • Pclon) a' Iw Spo-n rucl PoW DraiKJcwn" Svc 
list end. 

HOSSl.C-E. Division ol Ope'ononai Evenis Assessrr.cnt (Posi Q70411) 08/11/22 
ConsoliOaiaiJ Ed son Co oi New York, inc. 1 14pp. 47606 I2y-476w6237 

6811180816 NRC Qji:ei>n 63 010. ' Noncanlo'mi'g Moldod Case Cecul Bieaxais" Svc 
Ijsl encl- 

ROSSl.C-E. D.visdn ol Ocflfaiional Evenis Assessmeni (Post 870411). 66/11/22 
Consolidated Ed son Co of New York. Inc. I2tpp. 47608 001 •47606:123 


P. Periodic eptratkfg raportt i related correepondence 

6811030012 "Nodsar Safety & Complance Committee Semanrual Ropi 9. Ace-Sopi 
1866." W/661024 Hi. 

LANEY, IIUMPHREYS.L.l.. WiT2<G,W.F. General PubI e Ul i es Coip. • GPU Stfvice 
Corp. 88/09/30. MURLEY.T.E. OHice Ol Nudea' Reader Reg-j'snon. Djeclot (Posl 
670411). lepp 47417:338-47417:358. 

181 1020325 Forwards TMiresIdsnl ole rronlPl/siaiua rept lor 860910-1007 
COWQILL.CJ Region l, 01c ol Hits D'oeio'. 88/10/18 QEnEKHAUSEN.l negion 
I. Ofc ol Ihe OirecTor. 5pp. 47414 168-47414:163. 

6810260340 Forwards "TMI Aqoai - Study Monthly PiOQ'OSS Repl for SepI 1068" 
RESSIER.W.C Gereiel Public Uti'iiies Com • GPU Sorvice Coin 66/10/21. 
MASNiK.M NRC-NoOeia'ledArri'etonGivnn ip. 47363 291-47363.604 

-6610260346 "TMI Aqjatic Sli.(ly,Moniri^ Progress Repl lor Sept 1906 " 

* Radiation Manageii'eni Coip (RMC) 88/08/30. I3pp 47363:282 47383304. 

8611220410 Monthly ocaratingrapt toi Oct 1968 tor TMl-t.W/eet 117 tu. 

SMYTH.C.W,, HUKlLl.U.0 Ganeial Pcb'ic Ul lilies Coip - GPU Sorvico Coip 06/10/ 
31.6pp 47ei8;022-478lS027. 


-88I11M005 Fonivaitfs Unon Isiod Hams ro oKsilo emorgoncy p'onmng at laci'.ily lor 
eYoW/oiien-sRslatod riio oncl 

BELIAMY.H R. Re^n 1, OfC ol Iho Oiiecior. 87/10/27. THQMAS.E.A Federal Emor- 
gencyManage.'nonrAgoncy 15pp 47541 302-4/541 316 

-661 1 16C0I0 UYges NRC (o candtici to fnal adiuci-Caiory hearings necessary lo losolve 
o-jlsland ng Issues m manne ihat w.ii rosloro pub'ic conlidenco Auihor choasos not lo 
lostrfy ai 880216 iraei ng 

/U.EAW40£H,L.R Massachusous. Ccmmonweailh o( 80/02/25. RUSSELL, W. Regior* 
I.OIcol ihaOitecio'. 2pp 47541 317-47541:316 

—0811160017 Sumiraiizos 670302 special loml comnniicu on invosligai-on 8 study ol 
Pilo'ini Staben hearing lo review omergency propaiednoss. 

OOcflfL£lf4.t Region I, Otc o< Iho Onecior 87/03/03. WIGGINS.J. Hog on 1, Ofc ol 
IheOKOClor. 2pp 47541 340 47541;341. 

-6611160019 Requests ihal mio renjestrd in 070612 & tO itiomoa lO ofisitn omoigen- 
ey preparodnass bo fenvarded lo rEMA hoadqua'teis loi use in seil-lniiiato-d roviow ol 
efl*argancy plans 

BELL/lMY.nR Rcgicn I, Ole ol It'o Dl'ocior 07/06/23 MATrHEWS.O.B. Emorgoncy 
fVepd'edncss Branch 42pp. 47541 342-47542 023. 

-6811160025 Allidavii ol SC Shol'.y ro rasiail Ol laci'.iiy Facility should not bo rusieited 
u>M olfs'ia o/narganay response plans upgraded S ovoluaiod lo adoqualoiy proiccl 
pub'ic noalih & saioiy. 

SHOLLY.SC. MHB Tochnica' Assoclnios 07/10/14 30pp. 47542.026 47542.055. 

6611010027 Ack <Cco-pl of 660827 Hr on concorns w/plani rosiar) to or^go'ng status ol 
emorgoncy ptep&redr.oss pronrom ai loci'iiy.Ltr Icnwarilod lo Rooipn I 
COLLiNS.&J. Region I. Ole ol the Droctor. 00/10/20 thOMPSON.AC. Piymoulh. 
MA 2pp 47400 225 47400 228 

•'6611010033 RolieiQias posHion tliai un-i not be pormitiod to rosiait until ciUzorta ol 
P-yinojin.MA proioctod by rosponso plon In evoni ol major accidonl. 

TIIOMPSOM.AC Plymouth, MA. OB/09/27. NRC • No Dotoi'od Attiliailon Civon. 2pp. 
474O8;227-474O0 220 


&. Reportable oecurrancea, LERa 6 leialed correspondence 

8610260330 LER eS-OOS-OOon 060825, RCS heaXp rate incroesed Id 60 P per hour 
when third reactor eoo'ani pjirp started Caused by procedural error.OpeiatO'a trained 
& procedurea revlsad te primary rnqaloring meiiiod uscd.W/63i02S iir. 
ofro.s M., HUKILUH.O Qenoral Public L/tiimes C«rp • OPU ScMcd Cc*p 66/10/25. 
6pp. 47638 262-47336287 

6611090136 Part 21 repl ro do'ect in Umiio'que Corp auppliod solely- (e<ated SMO 
vaNa 8Clu8(ore w/PH inau'aiad dc irofora (hat may not develop lut rated atarang 
torque 61 alevaied ambiont lemps.Review «i moiora by Hce'iseos recommended 
WILKINSON, I E. Limltorque Coip. 68/1 1/03. Oir«o di Nuclos' Reactor Reguiaiion. Di- 
rector (Post 870411}. 16pp. 47S2S 227-47626:242. 


DOCKET 60.291 MIHAMA NUClEAn POVrER STATION. UNIT I 


P. Security, inedleal, emergency A lire proteotton plane 

661(140391 O-'seusses 661021 feicon w/JO Hadfioid.civi' detense daecior lor 
PiymouUi.MA re 681017 Itr concerning list Ol special needs people, status o( imp'e- 
menilno procedural A concern for point dscussed et 661014 Commission meesng 
STELLO.v Ofc ol the Executive D-ectoi (Of Operaliona 66/1 1/02. 2ECK.LW.Com- 
mlasioneri 3pp 47647 101-47647 184 


U. Congreealonal/Executive Correspondence 

6611140931 Discusses 661021 latcon w/JO Hadile'd, civil dalenso dxt-ctor lo< 
Plymouth, MA re 861017 Hr concerning hai ol spnciel needs people.staius of lmp*e- 
manl-ng procedures & concern lor poTni discussed at 6Bt014 Com<T,ission iReounn. 
STELLO.V. Ole ol the E«eculive Oiiecior lor Oparalons. 68/U/02 2ECH.IW Com- 
missioners. 3pp. 47647;16l-17547. »fl4. 


DOCKET 60-263 PILORIM NUCLEAR POWER STATION. UNIT t 


F. Security, medical, emergency & fire protection plans 

6610180501 Responds lo 661011 Itr re eme/gancy propareOnaaa Irrves & oppos'lton lo 
restart ol laciiiiy.Commission will use host Info availao'e w/fu'-l ewaronosa ol responsl- 
blLiy tor Piotecf onol public healih & safety 

ZEcfl.L W. Commlaslonara 88/10/13. OtiKAKlS.M.S. Maasacfi-jseils. ComtnpnwealM) 
ol. 2pp 473&1:137-47361:144 

-6610160S07 Expresses opposition to resian of faciMy.Requesis relusaf lo restart imU 
emeigency response p'ans completed & tested by lull-scale graded oHsHo exerciso. 
DUKAKIS, M,S, Massechuselta. Cemmo.nweaim oL 68/10/1) 7ECH.L. Gdrwnls^- 
ers 0pp. 47301:138-47361:144. 

661027043 J Adi^ses llsai NRC will exercise enlorcemeni discretion A nol issue a noico 
of violation or cNii pana'ty re extensive number of lire barrier deficiencies IdonllHed by 
uti1 as ps.l of extensive lire barrier Insp & upgrade program. 

RUSS£tt,lV.T. Region I. Ofc Of the Oiiecior. 06/10/13. GlRORG, Boston Ecaon 
Co. 3pp. 47361 :090-47361:082. 


6611060270 FoAvSids tnsp Rripi 50-293/60-31 on 000020 0826 & noilco Ol viololicn. 
COILINS.SJ Rog-on l. Ole of iho O'recior 60/10/26. BIRD.R.Q Boston Edison Co 
^p. 47477 346 47470015 

-6611060272 msp Rep) 50263/G8'3l on B00S30 0936Viol9«ons noiedMalo/ nrpps 
in$pociCHlredia(>on pioieciiori,phys>cei security, plant ovonls,maint,suivei!lcnco & 
oulogo actrvil es. 

SlOuOKAR Region I. Olc of tho Onocto' 00/10/24. 27pp. 47'f77:340-47<f70:0f6. 

66)1090001 Revised em.o'ooncy plan unpiomenhng procedures cHenoo inaituciion 
nolce.teilimg Riws 2.2.1.0.3.6 6 2 to Procedures 2.3.2.34.2 3 2 35, 33x1 4-33.0 M.4- 
45.563.1.5036 D 2 2.i0$P0Cliveiy 
•OosloftEdSPftCo 06/10/26 2pp. 47S24 350 4 75P4.3S(. 

6611090001 Advises that 800601 Rov 5 lb physical security plan consiolont w/ 
iOCFRS054{p)& occopiahio 

BELLAMY ,nn. Roeioiv 1. Olc 01 Ihe Diiecior. 06/10/27 BlRD.R.G. Boston Etllaon 
Co Opf> 47401037 4749) 030 

6611090460 Forwards porfon ol maikocl-up uensenpt Ol Commission ooioid mpot'hg 
re p^mMn losponso lo 60i0i7 roquest.NRC proposed cianficetiohs of siatomonla 
made el sutH rrooimg also ond.W/o staiomenis 

ZECh.l.W Commissioneis 00/10/27. AGNES.PW. MassachuBetts. Commonwonibi 
ol ^ ‘17624017-47624 026 

-6eil09O4?3 Ack recclpl of O6t0l4 Hr lo NRC 081014 mooling Hi 
Rcdivi'lo.MO Reques’s that lianscript & mails le mooling bo lorwoidod to ouihor qI 
civil rinhis Trenscnpl & matt ro readiness to Implomont emorgoncy plan roguoalod. 
AONts.P.W. MassnchuseUa, Commonwealth ol. 60/10/17. 2ECH,L.W. Commission- 
ers 4pp. 47524023 47524 026 

M103I1K)17 Qonoric LU 66-iB to all luot cycio facility Heensoos 

Mssosstng.uBing.imporUng.exportiiig or irensporimg lormula quaniiiios ot atratOQlc 
re uso of dosdly force by i.consoe gueras to provant then ol SNM Svc list oncl 
BURNCTT.R.F. Division of Safoguards & Transponallon (Post 870413). Q0/10/2Q. 
ConedxJaied Edison Co ol Now York. inc. 3lpp 47513 047-47513:077. 

0011070169 OlscusssG qublos tahon from tianscnpt ol 081014 NRC moolino its 
Rockvrle.MD re omergancy plann.ng. 

TIIOMPSON>.C Plymouth, MA 60/l0/3t. NRC - No DotaHod Alhlialion Given. Opo. 
47558:264 47550:272 

6611070212 /Avisos lhai 660629 Rev 6 lo physical socurity plan consistent w/nrovi- 
sions 0) l0CFR5054(p} A accepiable 

BCLLAMY.H-R nogioft I, Olc ol Iho D-rector. 86/10/31. BiRD.RG. Boston Edlsort 
Co 2pp. 47461:103-47461:104 

6611230295 Revised omorgency plan imploment.ng procoduros indud ng Rov 1 lo EP- 
IP-IOO.Bev 2 lo EP-IP-np,R 0 y 1 to EP-1I’-120 Rbv 1 lo EP.IP-i30,ffov I l£> EP-JP. 
140.ReY 1 toEP-IP-210,Rov 1 lo EP'1P-220 & Ro-v 1 lo EP-1P'520 W/081 114 Ur. 
WA1.KER.C-K.. HOOK,SE.. eiRD.R.G. Boston Edison Co. 80/11/14. leOnD 
47025-I78-4762S 3-15. 


Q. Ad|u(flealory correspondence 


6610270094 Responds to ACRS 800914 review o! proposed restart ol otanl. Responses 
jo comments on station blackout ruIe.Wrus vent S current status ol corrective acHona 
for inadequecies In emergency p’ens IdenUied by FEMA provided 
STELLO.V. Olc ol the Executive Oirector for Operations. 86/10/10. KERR.W. ACRS* 
Adirisoiy Commiliea on Reactor Safeguards. I3pp. 47362:005 47362 001 


6611160001 Partial response to FOIA request lor documents re facliiy. App O docu- 
ments ava-’able In PDR.Fofwards App P documents, also ava lable in PDR. 
QRIMSIEY.OH. NRC • No Oela’rad Affifaion Qivon 06/10/25. JOHNK)M.Ge- 
Swldlei 6 Benin 8pp. 47541;O13.47544;035 


soil 160235 Partial response to FOIA requesi ro dqcumenls.App M & N documonia oncl 
& avaflab'e in PDR. 

GR1MSLEY.D.H. NRC - No Ooiailed Alfihalion Given 60/10/10. JOHNSON GG 
Swkf^r 4 Berlin. 4pp. 47556:053-47556:154. 

-66)1160262 Informs fhat tuna ptovttod within which Commission may act to toviow 
Directors Decision 00 07-14 expliod Commission declined roview.Oecision bocemo 
Hnai agency action on 87091 6 Sorvod on 670925. 

CH11K.SJ. Ollico ol the Secroiary ol the Commission. 67/09/24. GOLDEN.W B Maa- 
Sachusene, Commonweaimol. 6pp. 47555: 1 15-47556:154. 
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tivisos li>al lin'u tor CornmiUb'On lo (oviow OoCiSicn QO-QQ-^e 
1 'S‘iioo (loci f’CC) roviow DcciSloa bucomo final aQOncy acbon on 
• d on 0nnO7 

Jllico 01 lUO SPf/Olary of It'P Co/n/nssrOn 7443 DB/M/O?. 

J. Wnssachiisoiis. Conimonwnallti o1 ip. 47fll805l ‘t7<H805». 

\dvisos Dial iimo lo* ComrTiiss'nn lo loviow OoCiSlon DO-b8-l7 
fiission docimod rov.uw Oocis.on tiocemo I'oal aQOncy acPon on 
3d on 801107. 

Jllice of ih(j Socrotary of the Comrr.lssion. #400 7444 BB/11/07. 
.M MassflCf'U.^OIts. Coni'T>onwca!lh 01. ip 474lOOS2'474lfi(}&9 


rrespondenco 

.osponus lo OOlOfO postcard rocorntnonding koQp'ng Soahrook & Pitgrim 
tod & Quosiion ro tvjcioat vvasio disposal Two lovois of syasiQ lot commot- 
power plants considorotJ 

Drv.sion of floaclof Pro/ods ■ uw (Post 870411). BO/i l/OO. SHIFF.P.B. 
>1 Assigned ip 47503091 47502095. 

EirpiossDs opinion ihal plants shoo'd romaln closed until convortod to al- 
ti source 

^llrt'aiinn Not Assigned OD/iO/)5 NHC - No Doiailad AlUiaton Cuvon 
002 47532 095 

nforms Uiai 5 Minnhan.snn.or ixonsad oporaior.ierrriinaiad employmont w/ 
)20 & W Handy pennanoniiy coass'gnod w.lhin uiii on 891029 to pos>l4>n 
not repu ro liconso corlilicalion 

□oslon Edison Co QU/1 1/l5 OocurnonI Conitol Brancti (Documanl Con- 
epp 47617 t2|.476l7.1P2 

responds 10 001014 lir to Cliairman 2ocli urging NHC la piocood immod.- 
.tan Pilgrim & iiconso Soebrook Rosiarl & lir.onsmg will not lake place unM 
.aiisliotf ilmi safo opo'aiions can bo poitoimod 

>. Otvisiofiol nooexo' Pro/ocis • Mil (Posl8704U) 0071»/»0. EuSTfS.WE. 
Enioipilsos. Inc 4pp. 47641276 47041 201. 

4 Urges roliconsifig ol Pilgrim & eypodiiod operation o( 
‘Newspaper clipping oner 

.£. Ecological E/iwprisos. Inc. 007il714 2£CH,I.. Comwastonors 2pp 
• 47641.281. 


' CommlttQO on Reactor Saleguards raporle & correapondeneo 

I Summarijcs ACRS 34l8t mooimg on 860900-10 in Ooinosda.MU le pro- 
iian ol PilQ'irn.USI A'4S, "Shutdown OHR nociuiromonis" & TVA lossone 
Hon 

ACRS • Advisory Commiltoo on Roocior Saloguords OO/IO/OO Z£CH.L W. 
oners 5pp. 4 7545:078-<t 7546.003. 

6 Responds to ACFtS 660914 rovlow ol nroposod rosian ol plant. Responses 
ante on atanon blackout luiu.iorus vont & current status of corrocirvo actions 
'luacios In omorgoncy plans lOoniiiiod by FEMA provided 
V. Ole of llto Bxorufivo Difcrcrof for OporaiUna. OO/iO/iO. K£fln.W. ACnS • 
Commiltoo on Ftoacior Safeguards. t3pp 47362 006-47362 001 

6 Parilai rosponso to POIA ropuost ro rJocumants App U & N documents onci 
>10 in pon. 

GV.O.rf NRC • No DoiaJoa A«r:i 0 l,or> Given. fl0/»0/l0. JOHNSON.OE. 
& Berlin 4pp. 47556a03'47656:lS4. 

242 Forwards ropt suaimonring rosuhs of ovaluatlon ol oporaiion ol 
4PO Toam cvaiuonons found lo bo thorough 

jR.D.W ACRS • Advisory Commilleo on floacior Sa/ofluards 857 j 1706 
',R.F. ACRS • Advisory Commilloo on Reactor Saleguauls. I4pp 47550097- 
Cl 

42 Responds to 000600 Hr ro ((uusiiOns raised m tostimony to ACRS concern- 
>1 & 600626 iaslimt?rty.ncspon9es lo issues ccniarnci) In 000020 ACRS sub- 
CO testimony unci. 

IS.S J. Region I, Ofc of iho Orreciof 60/11701. ALEXANOER.t R. Massschv- 
ommonwoallh ol- lOpp. 47549.1 1 1-47649; 120. 


ling license stage documents A correspondence 


249 FOIA loguosi for lisiod docurnonls ro plant 

lON.GE. Swidlof & Botlln 08/06/24 hORAK.K. Fodoral Emargoncy Wanego- 
igoncy. 3pp. -17685 217-4758S 222. 

413 Conlirms 800920 luquost to oddross Commission during 601014 mooting 
30sod rostert ol facility Any rosiarl dodalon wiil bo based on Judgemenl of edo- 
of planl.mgt & oltsito omorgoncy planning. 

l.W. Commrssionera. 8Q7 io/ 0/. KENNEOY.E.M. Senaie. Ip 47324:380- 
:302 

i04l9 Enptossos concerns over pioposod rosiart o< plant & requests opporiunHy 
iross Commission during 081014 mooting 

lEDY.E.M. Senaio. 00709/28. ZECu.L.W. Con’missiono/8. 2pp. 47324:30»- 
1-302. 

3125 Partial response lo FOIA roquust tor records r9 facility App K documents in 
^PP L documents onci & available in POP. 

ISIEY.D.H. NHC • No Deiailod AfWiallon Given 86/10/07. JOHNSON.GE. 
or & Berlin. 7pp. 47391:143-47394:21 1. 

>70136 Peckego of documents re Pilgrim Nuclear Power Plani restart. 

Sion Edison Co. B//10/28. 600pp. 47391:163-47394:211, 

t0385 Updates App M lo rosian roadinoss assossmenl topi did 880fi26,p(evlously 
tilled. 

._LO,V. Ole of iho ExecuUvo Director (or Oporatlons. 86/10/13. 2ECH, ROBERTS. 
Ft Commlsslonots 4pp 47421:204-4742l-.2O7- 


SB101M360 Ocnotic Ur 88-17 to nM bo'clors Ol OLs or CPs lor PWFIs re loss ol 

□HR Sve iisi onci 

CRuTChFiELD.O. Associaio O.ractoi lot Proiocis (Post 0704U) 8n/io/i7 Consoii- 
(Isicd Ed.&OA Co of New yorh, Irv:. 8-lpp 47279 I56 47279 241 

SB 11160236 Paroai rosponso lo FOIA roquesi re documents App M 6 N rtocumonis or, cl 

6 availabto in POR 

GntMSlEY.aH. NRC - No Oolo'lod All.hal.on Given 88/10/18 JOHNSON, OE 
Svintllot & Oodin 4pp 47S56 063 47550:1 54 

-6814 160239 Fofv/ardt dtatl safety evafuat’On 8 SACP fnpul ro 8504 12 proposed rev lo 
Tech Specs for survoiiiance requi'emerds Appamni conlilci Ideniiiied in Toch Spec 
Fable A2f& STS Eighteon month ca'ibr iroquoncy accepiablo.SA(,P mpui onci. 
STAROSTECKi.R. 0;v Of Prolaci & Resident Programs, Rl. 65/11/04. 

THOMPSON>4l. 0-vlsfon ol Licensing (800428'851124) 7pp 47566 060 47556 066 

-8841160246 Re^onds lo 870323 Hr lonwardag concerns or MC Oil le 
tardily Response to MC OK did S702I5 onci. 

ALLANS M Region 1. Ole ol the Director 07/04/20 STUODS,GE House ol Rop 
2pp. 475S64)e2-47SSd 003 


-8841108260 Responds 4o 6702 IS Hr re facility invitation exiondod lo visit Rogion i oic 
In King o< FYiidSia.PA a( NRC expense (o d-scuss concerns 
KANE.W.F. Hegien i. Ofc of iho Director. 87/03/16 OrT,M.C Aliiiiauon Not As- 
signod Ip 47556 084-47556 084 

-0811160266 Rosponds to 00i0l3 Hr ro facility Reomphasizos that NRC does havo so- 
ncus concerns re prob’ems at lacifiiy & has taken action to assure uiir addresses cor>- 
cerns 

MURL£Y,T,6. Region 1, Ofc ol the Oroctor. 86/11/20. OTT,M.C. Affiliation Not As- 
algnou ip. 47550:065-47656 000 

— 8911160262 NoMication Ol 870620 meetrng w/ul'f in King of PrusS'8,PA lo discuss 
ainius Cl oulego 8 oinor losiari eciiviiios 

OOenfl£iN.C T Regiots 1, 0(c of the O reclor. 87/06/16. Rog'on t, Ofc of the Oirec- 
iei.25pp 47556090 47556 144. 

99>026<>I64 Generic Lir 80-10 lo all f.consoos of oporaiing laacton & holders ol CPs re 
p'.pni record sioipgo on oplical tJisks.Sve list end. 

cnuTCHFiGtO.O. Associaio O.foclof for Projects (Post e/o-in). 66/10/20. Conso'i- 
daiod Edison Co- ol Now Voik. Inc. 45pp 476i3 OOi 47513 046 

8011160004 Pa>i>0i lesf^nso to FOIA rsQuosi lor documents ro lacitiiy. App 0 doeu- 
moms avoBabte in POn.Foiwords App P documents, siso avoiiabip in POR, 
OniMSLEY.O.if NRC ■ No Ooiarlod AIMiat'On Given. 08/10/25. JOHNSON.GE. 
Swidioi & Gorlin 8pp. 47641:013 47544 035 

-0811100003 Forwards labuiolod summary ol oceupaHonel exposure history st 
niam Reioied mfe e'so onci. 

BeuAMY.n.fi. ftogton 4, Ofc ol IM Oiiocioi. 00/07/11. KiSTen.H.S, Rog.on I, Ofe 
OUneOsOCier 200pp. 47541 024 47641:301 

-6011160014 ReCTMurnomls ulil piovlilo listed aildl info re 071015 power BSCenslQn pre 

ivjws.MG negioft i, Ofcoi iheOireciei. 07/12/07. BiOUOH.AR fleflion l. Ofc of 
Iho 040 ClOf 2100 . 4764 1 319 47541 : 330 . 


-6611160024 Rovisos composition Ol D70708 restart assessrneni panel. 

KAN6.W.P. Reg-on 4. Ofc el mo Diiocior. 67/10/08 RUSS6LL.W.T. Region l. Oic ol 
the Osecier. 2pp 47542:024.47542 025. 

-9611160029 fnfonns iliai onsite review of util 000526 sell-assessment ol readmess (or 
rosian 8 Rov 2 to rssiDri plan cchodulad for wk of 680620. 

BlOUOH.An Rogtoo l. Ole ol iho D reciot 60/06/16 DOERFLElN.L T Region l, 
Ofc Of Iho Oaocior. 2pp 47642.050-47542.057. 


-661(160032 FortroKis plan (or loviow.ng uhl se'f ossosamoni rapt ens'ta Ouring wk of 
660620 Piannkna moobng scliedulo lor 880820. 

OOERFieiN.!. Rogioiv 1, Otc of me Director 88/06/16. AKSFULEWiCZ.F , 
MEYER.O Bogron 4, Olc ol llio D-rodor. 4pp. 47542 056-47642.061. 


-6611160039 NoMj::aMon ol 000027 moeiing w/uM in Krrrg ol Prussia.PA to iHscuss li- 
censee reeponso 4o irvafni insp.ovaluaiion of RHR vaivo probloms & status of soil-as- 
eossmonl imiowi4> Rotated Info ortcl. 

OLOUON^H. Roglwt 1. Ofc ol the Oiroclor. 08/06/20. Region 1. Olc ol the Okoctof. 
8pp. 47642D64-47542071 . 

-6811160050 "Feasiblkty ol Exposure Asaossmont tor Pilgrim Nuclear Power Ptani," 
lirtal proiocl lOpl. 

SPANGLER.J.O.. KEeLER.G.J. Spangler Envlronmeniel Consullonts, Inc. 88/05/12. 
160pp. •47542072-47&42:262 


-8611160090 Fttwarde doscfiption ol rostan plan review rosponsibiliiios 6 detailed In- 


evucbons (or rovfewnrs. 

CCH.LIN3.S 3. Rarfpn 1. Olc ol Iho Dirociot 
Oivea 4Spp. 47642:263-47642 307 


07/12/14. NRC • No Detailed AlliiletiQn 


-9641160062 Forwards list ol commilmonlB from 660107 Kennedy hoatinoe. 
01OUOHJ4R Reftlon I, Ofc of the Ofroefor. 00/02/04. COLLINS.S J. Region ». Olc 
ol the Direclor. 47542:306-47542 309. 


-69)11^076 Forwards Del ol ouielanding Issues in response lo FOIA Reguosl 66 120 
& 880309 lolcon.Fto1aied into end 

COLLINS.S J. Region 1. Ofc ol Iha Director. 00/03/H. HOQINSON,L. NRC - No De- 
ISHod AINliallon ^ven. 23pp. 47642 357-47543.019. 


-6811190080 Raouosts asalstanca In noticing ol 680511 public meeiing to discuss ro- 
sulta of NRC review ol commoniB on uH lesiait plan lo bo hold in Plymoulh,MA. 
BLOUQHAR Region I. Ofc of lire DIrseWr. 80/05/02. VOGLER.D.J. Doxbury, MA. 
3pp 47643:020-47544 035 

8611030209 Siafi roquiromente memo re 801014 d'Scussion/possiblo vote in 
Rockvi1le.MO le ptani reslart.No volo taken at meetmg to enable Commission to fully 
consider info presented. 

CHILK.SJ. Oliico Of Iho Secteiery of the Commission. 80/10/26. STELLO.V. Olc Ol 
the Execuliva O'eclor for Opetalions. 2pp. 4 7455.04 1-47455 042 
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SSll0S00t3 FQtv»aias .nfo to sjppi eC0fi3t rev.sed pov'Cf tjscora'on Stppl nKOfpoi3ie 
into pfog'sm weekly p'3f>i sf j'dovpn Plant fi>gi 'w'l assoss aoed (of eacn aJi slniiittown 
as pan o' rojtirio AOekly tev sws 01 piani perloirtanco 

aiRORG Boston Edison Co eBMO/2?. Oocumcr.t Conito' Ciacicti (C.icurcnt Coo 
liolDesi') 2pp <I74?3 341 •'7473:346 

8911460404 Forviards uf dosctipiioo o1 saloly ontiens^n-.cnt ptoQ-am. NRC initial 
assessfrent.foquesi ‘or addi into A nil revised into le tli/ocl torus vonl sys.p»- 0()iC04 
d scuS8’on.W/o orcis. 

BlOUGHAR RoQlcn 1. ore ol Itio Ooctof 86Mt/03 N CKERSON.J. Alr*a^;n tJot 
Ass gned. ip 47553012 -47553 012 

9011100246 Responds 13 081016 concerns re proposed roslerl ot pia'ii Chaaman 2Mh 
081014 i:t (o P Agnes re oxpu'stori itern tncolr.g onci 

MoniEY,! E 0:“co ol Nucloar Reactor Bogulai on. O.'ecicr (Post B7041I) BB/li/ 
07. OUAIO.DL. AW arion Mai Assigr'.Dd. 4pp 47526:172 4 752fi. ItJO 

-681 1 100248 For^vards mto re siiuaiio" thai aifccl u-otkcblo errc'Qency tosponso plan 
(o' plani. 

OUAiORL- Ariiiiaiion Noi Assigned 88/10715 CHILK.SV. Corr.fp saionoia. 3pp 
47626:i77-47526 170. 

-8611100249 Pc'v.ards pfo'-os 8S addi into re emergo.ncy response planruna 
QUAtO.OI.. Alllifliion Nol Assgned. aa/iO/iO CPILK.SV Ott-ca ot inaSecieietyol 
llie Comrr ss-On 2pp 47526 180 47526 t80. 

8811180184 Paitial response to FOIA rogi.esi lor plant Inia.Oocumenis 'atod in App O 
tola'iy withheld (lel FOIA E«err.piion 5) 

GRIMSLEYOH NRC - No L)oia>idd AlMiatian Given 68/11/10 JOMNSO-N.GE 
Swidlor A Berlin 3pp 475S7 025-47557 030. 

8811210441 Mol.licaion ol Sgnil cant Licensee Meet r-g 86 186 w/uM o.n 081117 lo dis- 
cuss utl actions in response to deficiencies no'.ed in con'.aiomerii ponoiration pyie 
supports 

BLOUGHA R Roflon 1. Cic ol ihe Oirocio'. 80/11/10 Reg on 1, Ole ol the Oeoctor. 
2pp •17596:277-4 ?6S6 278. 

8811230387 Inlorrr.s ol conso'clion ol rQsie.d open ,(orrs Riant ready lo-- lesian 
eiRO.RG Boston Edison Co 08/11/10 GocuTeni Control Elranch (Documonl Con- 
trol DesV) 2pp. 47617.046.47ai7.Q49. 


Q. Inspection raporla, IE Bullellns & eorreaporidence 

881l}030249 NRC In'o NotiCQ 60 079. 'MisuSO cl Fleshing L-gl'IS loi H-gn ned-aiion 
Ares Cenuots" Svsisicncl. 

ROSSi.CE ONisen ol Operehonai Everts Assossrr.ent (Post 0704n| 06/10/07 
Consolidsiod Ed'Sen Co. orNow Yoik, Inc 129pp 47279 242-47280.003. 

6610270431 Advises the! NRC w -I exerciSe eniorcomeni discrei on S not issues notice 
of vioiai on or cN'.l peraTy re oxiansive nurnter q( tiro ba'r.ci deficfonc «s idorufied by 
u'jI as pan ol oxisrsvo luo bama/ irsp & upgrade prodiem 

nuSSELU.W.r Pag.on I, Ofc of iba 0.racror. 68/10/13 B.RO.n.G. Boston Eoson 
Ce. 3pp 473ei;09Cr4736l:0!l2. 

8810070114 NRC Info Notice 86 062. ' Torus ShoBs uv /Corrosion A Oeg/eded Cost ngs 
In QWR Contarrmanls." Sve list a-nci. 

ROSS'.CE Orvfsion eP Oporai-onai Evonia Assessir.cn| (Post 870411) 69/10/14. 
Consoiidatoil Edison Co cfNew Vo'k.’nc llOpp. 47280 124-47280 235. 

8810140212 NRC infoNo'iCO 86-066. ‘Broken neiairfng Olock Sijds on /WicNct Darling 
Check Valves. ' Sve iisi end. 

R03Si.CE. Division cf Operaloral Events Assassrreni (Post e704tt> 66/10/14 
Consctideled Edison Co of Nam York. Inc. t iSpp 47463 196-47403 316. 

881118023S Pan a' response lo FOfA reducsl to documcnis App M A Ndocumcnls oncl 
& Rva lad'o in POR. 

GRiMSLEY.OH NRC • No Oelalad All .aHon Oven 88/10/18 dOHNSON.GE 
Swialer & Bdrlin. 4pp 47556053 47656:154 

6819U90I8 MRC fn'o Notice 96-064. “Oefeclve Motor Shaft Keys in Limiotcur Molot 
Aciua'.ors ” Sve list enci 

ROSSI.CE Divslon ol Operaional Events Assessment (Post 07Q411) 88/10/20 
Consolidated Ed sen Co of New York, Inc i ISpP 47280 004-47260 123 

9610170391 NRC Info Notice 66'06d, ‘‘Operaing vV/MuInple GrourWs m DC Oist/ibuiion 
Sys " Svc lisl en<i 

ROSSI.CE. Division cl Oporationai Events Assossmoni (Post 670411). 80/10/21. 
Consolidated Ed-son Co of New York. Inc. Il6pp. 47483.06i-4/4&3:t97. 

8611460001 Partial response fo FOiA reguesi for docume.nis re laciSh App O docu 
treris available In POR.Forwa'ds App P docurnenis. also aval' able in POR. 
GRiMSLEY.UH NRC - No Oclalcd All.iiaien Given. 88/10/25 pOKNSON.O.E 
Swidler & BoiLn. 6pp 47641 013.47544.035 

-6611160034 Accepts 660601 p/dloco’ for /ul 1660 Insp NRC Inspp'an requesiock 
MINOR.G.C.. SKOllY.S.C MHB Techneal Absocates 86/06/16 RUSSEll.W. 
Region l. Ofc of the Oirecior. 2pp 47542062-47542.063 

—8811160036 NoUcaiion ol 860627 meeting w/uti1 m King ol Prussia, PA to disctrss li- 
tensed rosponse lo ma m insp.evdltslion of RHR vaNd proMdms 6 stdius of seN-as- 
sessmani loHowup.Reiaied into enci 

BlO'JQH.A.R. Rmion I. Ole ol the O.roctor. 86/06/20. Rec-on 1, Ole ol the Dvaciot. 
8pp. 47542064-47542.071. 

861 1060270 Forwards Insp Repi 50-293/66 31 on 66062? 0926 S itof'Co «l victalon. 
COILINS.S J. Rag on i.Olc ol me Droctor. 68/10/26. QIRD.R.G. Boston EdsonCa 
2pp. 47477:346 47476:015 

-6611080271 No'Jco ol violation Irom insp on 8e0623'0603.Vio'ellon poiod:licenseo 
failed (0 Issue term nation oicpas'jrd instory ropis (o o/ei 4G0 individu4ls,pei tOCFRlB 

a 20. 

• Region I.OJcol IheOiroclof. 80/10/26 Ip 47477:348-47477 348 


8671106043 Responds to wolaiio-is nciod n insp Repi 50-293/80-29 ru olleclive bar- 
r^jra awnst rain & wnd erosion.SIngio ahoet ot poiyoihyiorto procured lo cover rr.aii 
BIRDRG Soslori Edison Co 60/11/01. Documom Control Branch (Oocotnonl Con- 
UOlOoaV) 3 fp 4752S 336 47525 340 

6e}f<6a742 Respands to G00009 Hr ra q-josir.ms raisGrt In tCRlimpny fo ACRS concern- 
ing plam 8 880826 lesi.mony.nosponsos lo issues conialnod m (100826 ACRS sub 
commAice lesimtony end 

COLLINS.S.J Region 1. Ofc ol It-.O Oiroctor. 80/11/01 ALEXANDER.! B- Massath'j- 
selis. ComntOfUvoallb of 18(ip 47549.111-47549 120 

8611070113 EN-a6-094;on 80 1 lOl.not.co Of pioposotl ImposiUon ol c:iv.l penalty in 
amouil of $50,000 issued lo iicensoo based on access conuoi v-o'alion & la luro to 
lako prompt corrective acbot^ lo oiiiigaio consequences ol vio'at-on 
HOSANO^hP, UEOEBMANiJ. Die Ol Enloiconionl (Posi U70413)- 88/U/02 Ip 
47456 101 47456 1(11 

8611040324 Soppi 3 to NflC Into Nolico 00 106, "Foccfwator Lino Brook •• Svc list end 
ROSSI.CE Division o! Oporalional Evftnis AssossmonI (Posi 07O4lt) 00/11/10. 
Cooso'ulaidd Edison Co of New York. Inr Il3j!p 47559 072-47659.164. 

0811090284 NRC tr>lo Nciico 88-087, ‘‘Pump Wear & (•'otoign Obiecis In Plant Pip.ng 

Sys " Svc tsi enci 

ROSSI.CE. Oiwson o! Oporalional Evonis Assessmoni (Post 870411). 8O/11/1C 
Cooso’idated Edison Co of Now York, Inc. 113pp. 47601 020-47601 132 


881 1090403 NRC Inlo Noiico 80 068, "Degradal.on ol Wosilnyhouso ARO Rolays “ Svc 
i<sl oriel 

ROSSI.CE. Oivls.on ol Oporalional Events Assossmoni (Post 070411). 08/11/16 
Ccnso'ic/atdcf Edison Co of New York, Inc 1 t3pp. 47S97 00f-'l7697. 1 13 

9811150066 NRC Irifo Notica 68 OB9, “DogradDtion ol Kepton Eloclncal Insvj'allon " Svc 

ROSST.C.G. Oivis.on ol Oaorailonal Events Assassmenl (Post 070411) 00/11/21- 
ConsiYidaioif Edison Co ol Now York, inc I I3pp. 47603:045-47603 161 


6811160470 NHC 1n*o Noiieo 80-092. "Potential lor Spent Fuel Pool Dia<iicjown.’' Svc 
kSI duel 

ROSSi.CE Division of Oporalional Events Assossmoni (Post S70411). 08/11/22 
Consol daied Edtsoiv Co of Now York, inc 1 14pp, 47606 124-47606237. 

081116O3IS NRC Bu'lorn 80-010. ••Noncenlo'm.ng Molded Coso Circuit Droakora." Svc 

nOSSi.CE Oivison pi Onmalonai Evonis Assoismont (Pps) 870411), 08/11/22 
CoAsrri-daied Edison Co. of Now York, inc i2ipp. 47606 001-47606:123 


R. Periodio operaiing reports & reiaied correspondence 

6811070116 “SeirHannuSi Marine Ecology Ropt 32,J8n-Jun0 19Q6." W/0R1031 Hr. 
ANOERSON.n 0-. BiRD.nC Boston Edison Co 60/06/30 166pp. 47444. ll/- 
47444:281 

8611030166 "D-sCheigo Mon'ioring Ropl lor Jul St>pi 1908 " W/00102B IK. 

BiftO.n.C, Boston Ed'Son Co 08/09/30. I9pp 4742e.044-47426 083. 

8811030432 Forwards biweekly siaius lopi tor period 001008-21. 

OlOMGH.AR NRC - No Oeteiled AlMrairon Giv«n. 88/10/28. WIGCINS.J.T NFIO • 
No Oeieued Alf/ioiion Givon. 6pp 47420 012-47420.01 7 

8811210299 Monoity oporai-ng repi lor Oci 1900 lot Pilgrim Nuclear Power Slai on W/ 
881114 !•« 

HAM(LTO.v.R. HICHFILL.KL. Boston Edison Co. 0e/i0/3i 7pp 47Slf.350- 
4761 1 356 

8611210326 Forwards biweokN piani status rept lor period 001022-1104. 

6LOOGM>kn. Region 1, Ofc ot the Diraciot Oo/fi/OO WIGGiNS.J.T. Rog.on 1 . Ofc 
ol Ibe O/eciot. epp 47590 142-47500:147. 


S. Repoitebie occurrences, LERs 6 related correspondence 

8811090125 Pen 21 toot ro delect m Limiiorquu Corp supp'ied saloly- rolaiod ShAU 
valve acivaiors w/RH insulaiod dc motors that may noi develop full ralod siarllng 
torque el eleuaiod ambionl lomps. Review ol motors by l-ccnsoes rocommondod 
WilKiNSON.iE LLmitorque Corp 00/11/03 Otiice ol Nuclear Reactor Rogulotion. Di- 
rector (Poet 6704 1 M TOpp. 4 7525 227-4 7525 242 

8611140236 lER 86-022-00 on 001010. lull sctem signal occurrcd.Causod by coonitivo 
ul4 qpecalo* eiior.Operaiot roc'osad breaker & energized roacior protoclion sys uhnn- 
nei A logic Gi'cu/ry. W/BGl 107 Ur. 

6LUS.O.W.. aiHO.nQ. Bosion Edison Co. 80/n/O7. 5pp. 47646.23e-47546:242 

66l1t60M8 PNO I 88-116 on 681 lOO.volers voted down Stale-wide rolurendum lo ahtiU 
down planis in Slate cl MA if nuclear waste produced in process. 

WAnREN.C. BLOUGH.R Region I. Ole ol the Director. 88/11/00 Ip. 47640:14>>- 
47649:145 

66I1210M1 LER e8'023-D0:Qn B8i0l2.auiomBt<c actuation ol secondary conlainmont & 
standby gas ireatmern sys occurred.Caused by ulil licensed operalor orior.Shili li. 
censod operators being rnlrained re taacior protection Sys W/081 1 to Ur 
ELUS.O W . B1HO.R G Bosicn Ed.son Co. 86/11/10 5pp 47593:191-47503:195. 

8611230439 Special lepLon &0lOi7.fire suppression sys oloctrlc fire pump docleroii 
tnqperiUkle Rump could nol be leiurned to operable status within 7 days.Causo undor 
mveei^iion. RaplacemeAi moior msiallod & pump daclarsd oparabla. 

BiRO.K.C Bosion Edison Co- 80/11/15. Documeni Control Qrartch (Oocumont Cory- 
lid Desk) 3pp. 47631:322-47631:324 


-6611080272 Insp Repi 50-293/86-31 o.n 800629 0926.Violal ons noledMajot areas 
Inspected (sdiaiion profcclon.ph-ysical security, plant ovditfs.ma'nrsurve’ffance 6 
Outage ecl.viiies. 

BLOUGH-A R Regon 1. Ole of ihe Oirecior 68/10/24. 27pp 47477:349-47478 015 


8811220187 LER 88-024.00. on 88i0l /.Croup I isolation signal duo to high water CqvoI 
In reactor vessel occurred.Caused by disassociailon of p.n from foodbock cam imkBno 
ol val'M) posMonoi lor valve Linkage secuied.W/e8i 1 16 Hr. 

ELLIS.O-W.. BIRD.R G. Bosion Edison CX> 80/11/16- 6pp 47617.028-47617 033 
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PNO-I'GO UOon Otil 1 i6,iiconsoQ d.scovsred conianiinaicrj waste spilled 
jis'do process bldg Caused by locbn clan bo'iev.ng deiriineialized water 
ire. Source cl leak Isolated P'oss rc'.easo issued 

DOEnFl-ElN.l , WAnnCN.C no9;On 1, etc Ol the Drocio- 8B/11/16 
160 “17016 300 


anacrlpis an non-aniltrust matters 

Transcript ol NRC 060020 tcchncal mcoiing in niymouiti.MA re roview ol 
estu'i ol tac.'ily & NHC 681005 mcelino w/utii n ncckui'le.MD re raatliness 

•ionors 80/09/PO tOOpp <l76<t2 Oi6'“J76“l3 030 

Transcript ol ODiOM maoiirig in Hochvire.MO ro d scuss'on/ possible vole 
resia'i Pp t-lO-t Supporting docurnonlolion onci 
iioners d(f/iO/U ?30pp ■f?326.0Qt -t?3?6.23l. 

Summary ot 66I00S mooting w/ui'i m Rockviliu.MO re status of readiness 
lesiart List Ol aiict'.deos K viowgraphs end. 

l.D.OG. Project Duoctoraio 13 OO/iO/?-! Pio|eci Directorate 1-3 I5pp- 
1--173/6 120 

'4 Transciipi ol 061005 mooi'ny in nockvJio.UD re status ol readiness <or 
lac Illy Pp I 04 

Siont'/s. 1)67)0/05. 94pp 4737602I-473T0 )20 

I Partial fcsponso lo FOiA roquosi lor docyntenls re fac^kiy App O ctoco- 
ttr.ab'o in PDIT. Forwards App P documents, also evaitab'.o in POP. 

. •«',DI(. fJRC • Mo Ooiai'od Afliimiion Gwen 60/10/25 JOMNSOM.G e. 
Berlin 6p(). 47541 Ot3-47544 035. 

70 Forwufds motkod up pagos to transcript ol 880107 Kennedy hearings lor 

s 

..AP Potjion 1. Olc ol ll'o Director. 80/02/08. CALLAHAN.M S Corigtes- 
Ians 42PO. 47542310.47542351 

>73 ForwutdS transcript Ot tusumony lor review & correction. 

i.T M. Sonolo, tabor & Hyman Resources. 88/0l/?9. RUSSEll.VV. Region i, 

oDrociot. 5pp 47342 362.47642 356 

)Q Forwards portion ol marked up transcript of Commission 80i0H mealing 
in response to 88tOt7 roquostNnC proposed clarilicalions ol eteiemeats 
subi mooting oiso oncl.W/o siatomenie. 

W Commissioners. 08/10/27. AGNES, P.W. MossachuSOilSi Commonwoelih 
A7324:017'47&24.026. 


saslonai/Executive Correspondeneo 


37 Confirms 001003 roquosi to address Commission schodutod 0610U moot- 
roposod rusiatl ol planl. 

.W. Comrnissionors 08/10/07. STUDOS.OF.. House ol Rop ip. 47303.303' 
i04 

)341 Roquoats opponunily to spoak at 0Ql0t4 meolmg ro reopening ol planl 
'8,0 E House oi Flop 08/10/03 2HCH,L Commissioners ip 47305 304- 

304. 

>92 Confirms 881007 loquost 10 address Commission at 88t0t4 moeimg ro 
C(l reaiari of fac'lily 

_W. Commissioners 80/10/07. MURPHY, E. MonsocliusoilS. Commonweotih 
*( 7200.033-47209 033. 

160 Roeponds to 801012 iir ro roadmoss of faci'ity lo ros'jmo normal 
ipns.NRC wiii not oulhotiro rosiati ol p'ani until an available mfo has boon con- 

1 

l.W Commss.onora 88/10/13 BARRY ,C V Mossachusoils. Commonwoalih 
47260 347-17286 348 

>0190 Inlorrr.s ihal E Murphy wi'.l roprosoni Commonwealth ol WA at NRC meet- 
consider util foqocsi for pt?rrn,s8'0n to loiail planl 

V.C V. Massachusoils, Commonwealth ol. 86/10/12. 2ECH,L, Commias'oners. 
'266 340 47260.340 

)3t9 Responds to 8800i2 fir ro rosutis of NRC iniogtafed osseesmonl (earn 
Qsulis of recent SalP & Current status ol otnorooncy planning at plant. 
i.LW Commissioners 66/10/13 STUDOS.G.t Mouse ot Hop. 2pp. 47266:354. 
> 359. 

60320 Discusses danger ol leopcunng of olont Rosutis ol SALP & current status 
lergoncy plonn'ng do not warrant immediate reopening ot planl 
iDS.O.E House ol Rep. 88/09/ 12. 2ECH NRC ■ No Doia'ItKi AlfiWolion Given. 
'17266 356 47266:359. 

i0326 Responds to 860920 hr ro results ol NRC inioaraiod assossmeni team 
|•esulls of reconf SAIP A current slafos of emergency planning a< planl. Confirms 
'12 request to address Commission at 661014 mooting 

H.iW Commissioners 88/10/13. KGRRY.J.F. Senate. 2pp 472663-10. 
>6.353. 

S60327 Raises serious concerns ro poss-.b'e rosion ol plant Urges that Commis- 

B osipone fosiarl docisiori until concerns fully addressed 
Y.JF Senate. 86/09/29 2ECH.L W Commissioners. 2 pr 47266351- 
36.352. 

1260326 Requests opporiuniiy to present testimony on issue ro lealorl ol plant at 
014 hearing. 

>RY.J. Senate. 88/10/12 ZECH.L. Commissioners, ip. 47266 353.47266 353. 

) 10016 Confirms 861012 request lo address Comm'ssion at 681014 meeting re re- 
t ol plant Commission allotted lime for personal appearenen at beginning or meet. 

Ch.LW Commissioners 80/10/13 KERRY, J F. Senate 4pp. 47377 205. 
>77 210- 


-'8810310020 Req'jesis that Commission postpone ceslart of plant until concerns re 
ubiic health & safety answered. 

ERRY.JF. Senate 86/09/29 2ECH,LW Commissioners 2pp 47377 209- 
47377 210 

86 f 1 f 70067 Responds lo 801012 Hr ra rnqjasi fo.' rasfarl of plant Issuos laisoa a'raady 
addressed by NRC w/oxcept on ol onte.-gency plann.ng 

ZGCh.L W. Comm,s3ionor9 68/lt/iO COsrEll.O.N J. Massachusetts, Common- 
wealth of 4pp. 47672.113.47572 129 

—6611170069 Roquostn postponement ot doc.sion ro wboibor to auihon/e restart ol la- 
C'.iiiy unlit condil.ons.mc.luding demonstrable improvement ol laci'ity mgi & integrity of 
facil.ly contB'.nmoni slrengthenod LH Alexander testimony onci 
COS'! ELIO.M J , ALEXANDER, L.R Massachusoils, Commonwealth of. 66/10/12 
ZECH.L. Comnussionera. )3po 47S72uy-47572.l29. 
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F. Security, medical, emergency & fire protection plans 


8810260091 Forwards T Uibanik 660929 Ur summarizing concerns re rev, sod evacu- 
ation timo sludy.Rosppnse roquesiod. 

Shafer, W-D Region 3, Olc ol the Oirector 96/10/17 RCED.C Commonwealth 
GdispnCo. 2pp. 47262 215-47262 217. 

-'8610260093 ideritilias several dolicionc.os re g-jidance in NUREO 0654 No Uallic con- 
ircl ptena pwiQad S ktcaHon & axieni of congesiion not ind«raiod Time oslmala 
study doos not Indicate number ol vohiclos needed for one trip. 

URBANlK.r, Alfr'ial'On Not Assigned 80/09/29 KANTOR.F. NRC • No Dolai'ed Alhh- 
alon Given, ip 47262.217 47282.217, 

8811020401 Forwards Salely msp Ropts 50-295/68-16 8 &0-304/0e.t0 on 060927-29 
& 10t4.No vipiBlIons noied.App A re exercise weaknesses encl.One weakness was 
inadequate overall lesponSQ lo transportation accident that Involved personnel in]u 
nea. 

NOHELiUS.C.E. flog on 3, gic Ol the Director. 68/10/26 REED.C Commonwea'ith 
Edison Co. 3pp 47411.316-47411:346. 

-8811020404 map Repis S0-3e5/06-ie & SO-304/86-16 On 660927-29 & t0t4. No vio- 
lations noiadUalcr areas mspcciod annual omorgenev preparedness exerdso.Fou' 
exorcise wesknessos idenilliea wh-ch will roquirc correelive BCiion 
PLOSKI.r., PATTEnSON,J.. SNGLL.W. Region 3. Ofc of (he 0 redor. 66/10/20 3fpp. 
4741t:3t»-47411:340. 

6811040003 Forwards app lo SALP Repts 60-293/60 01 & 60-304/66-01 lot Doc iQ66 

• May 1668 

OAViS.A.O. Rogipn 3, Ofc ol Ibo Olraclor. 66/10/20 REEO.C Commonweallh Edison 
Co. 2pp. 47441:133-47441:140 

-6311040013 Roaportds to SALP 7 ropte.por 660623 itr.To easuio aggressive S timoly 
follow-up of App n item9,a69t3ieni i.ro marsfta'i appointed & onginoar amployed w/ 
lesponsibiRy lot lire proiocilon eys. 

REEO.C. Commonweallh Gdlson Co. 86/10/16. 0AVlS,AB. Region 3, Ofc of iho Oi- 
rociof. Opp 47441:136-47441:140 

6610310017 Oanoria Lir 66-19 lo ou fuel cycle laci'ily licensees 
poesoesmg.using.lmporiing.oiipoiling or iransponmg lormule quanliiies ol siralogle 
5NM ro use of dOeOly force by kconseo fiuards 10 provorti Iholl of SN.M SvC Irsi end 
BUn^iET^.R.F. D.vision Of Safeguards & Transportaiion (Post 670413) 66/10/26. 
Consoildafod Edison Co. of NowYcrK inc. 31pp. 475i0.047.476»3 077. 

881 1 170074 Change Hoqueal A-oa -tgO to Rev S lo Emergency Plan Implementing Pro- 
cedure EPIP 180-1, "Rad/Chom Ditoclor '■ 

• Commonweallh Edison Co. 66/10/26. 7pp 47572. 194-47572 200. 

6611160488 Forwards Page 6 tnadvortenliy omiiied Irom Insp Repta &O-295/D6-I0 & 
50-304/60-10 ee evaloahort of Sept 1906 exorcisoPago coniamed details to one ol 
exorcise weaknesses identified during insp Responses loquesiod. 

QREQERlR Region 3, Olc of tho Drrocier. O8/fi/0/. REEO.C, Conmonwoalih 
Edison Co 2pp 47014:093 4?614 095. 

-9811180053 Errata lo Insp Repis 50-295/88-18 & 50'304/86-t0.consi9tlng ol Psgo 6 
ro exercise weaknesses In emergency plan. 

' Reg.on 3. Ofc of the Dirocior. 86/ 1 1/07. ip. 47614.095-47614 095. 


J. Inturance & Indemnity Information 

8810260337 Fpnwa/ds Endotsomoni 01 to MAElU Po'icy M.F.64 
OSTEfl.J Commonweallh Edisori Co. 66/08/29. OiNiTZ.I Ollice ol Nuclear Roociot 
Dogulai'ori. DjocIW (Post 6704 1 1). 2pp. 47209 lOl 47200 102 


P. Operaling license alage documents A correspondence 

6810180350 Generic Lir 88-17 to oH holders of OLs or CPs lor pwRs re loss of 
OHR.Svc list enpl. 

CRUTCHFIELO.O. Assodalo Director for Protects (Post 870411). 80/10/17. Consoli- 
dated Edison Co. o( New York, Inc 64pp. 47279 156 47279 241. 

8810260164 Generic Ltr 80-IO to s'l Lcenscos ol operating leaciors & holders ol CPs re 
plant record siorago on optical d-sks Sve hst enci. 

CRUTCHFlELn,D- Associate Oireclor lor Peqjocis (Post 8704U) 88/10/20. Consoli- 
dated Edison Co of Now York. Inc. 45pp. 475l3.00t-476l3.046. 

6611 100176 Forwards notice ol consideiat'on ol issuance ol amends to Licensos OPR- 
39 & DPfl-48 & opportunity lor fleering on 880609 request re removal of boron ir,|ec- 
lion lank & associated pipmg, valves 8 neat trace lor rocltcuiailon. 

NORRIS J A. Piojocl Oirectorale ltl-2. 86/10/27. BLISS, HE. Commonwealiti Edison 
Co. 3pp. 47608 249-47608 266 
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-8811^0182 t-Jcrtlca of corts'detQiio/i o' issua.nse o' affcoOs lo (.censes DPa-39 8 
OPR-^lO & oppotiunirj" ror hcarng Amond consisi cf changes lo Tech .Specs 
3 ?,3 •l.O 6 & 3 0 ro fcoron h'ecl-on lank. 

MULl£R.On Pro, eci Orocloraie <11 2. 83/09/03 £pp 47606 352-4 7608 2S6 

86 1 1 160030 Purwa/de adO' Info ra fiued head assosso^eni program at p'antspei 881013 
lalconPiued head anchors which ui(i/e concrete eiparsion archais used at Quad 
Cii es plant only & ombodn-ani lengih used <n asscssmoni irosi eonserraiiwe. 
JOHNSON.l W. Commonwaailh Edison Co. 88/11/04. WunLE/J.E. OHice of Noclear 
Reoc'or Raguiaiion. Orocior (Posi 870411} 3pp. 47564. 125-47564:158 

-6811160043 Posponds lo 701326 Iv t« NRC 781213 mooimg in eeU-esda/7D >o IE 
Gullolin 79-02 Ana:y8ls ol sholi' (ype enpansion anchors ul 'ized in p'ace assemb'ies in 
concfolo oncl.FaciO' ol safoty ol lour sfi I accepiatio Ice anchors 
PEOPLES.D.L. Coir.monwee'ih Edison Co 00/02/19. KEPPIERJ.G. Region 3. Ole ol 
ihaOiroctor 3pp. 47664.145-47564 158. 

6811210287 Eotwaids r.oico O' Issuar.ca ol Amonds 114 8 103 lo lacSity Ols DPn-30 
& OPR-4G.rospoc1ivcly. 

NORRIS. JA Pro.eci Orocioraio 111.2. 88/11/04 BLISS.KE. ComTonweailh Edison 
Co. 3pp. 47502321-47692 326. 

-8611210273 Noi-co of issjonco ol Amends 1 14 8 iflS to laciliiy OLs OPR-39 8 OPH- 
48.roSpeciivoly.Tech Spec Soclio.ns 3 2.3 4 S 3 0 lo auihoriimg re.-noval ol boron in- 
jocl oh tank 8 rolalod plpmg.valves & heal Iraco for rcclrcu'aiion changed 
SANDS.S P. Rrcjacl Oirocloralo III-2. 66/ 1 1 /09. 3pp 47502 324-47502 326 

8811210123 Forwards Amords >14 8 103 to u-censoa OPR-39 & DPR-48. lespecirveiy 
& saloty evaluation Amenij aulhoriaos lacii has (o tartiova boron injociion lank & asso- 
cialod pip-rp.vaivos & hoat irace for roc-rcu'ai on. 

NORRiS.JA. Pioleci Dnaciornia 111-2 86/11/09. BUSS.H.E. Commoftwoa'in Edison 
Co 3pp. 47609 263 47609 284 

-8811210126 Amends 114 & i03lo Licenses OPR-39 & OPR-48.respccliv6ly. lomovino 
boron 'njecUon lanH S associated piping, va'vcis & heai trace for lochcuietiontetween 
boron in ocilon lank & bone ecld larks. 

MULLEIi.O R Pia;ect Oieciornto 111-2. 88/1 1/03 26pp 47809 256 47609 281- 

— B81I2I0127 Sa'oty oveluailan supporting Amends 114 & 103 lo Llcanses OPR-30 8 
OPn-48,iG3poctivoly. 

’ Olf.co of Nuclear Reader Regulalion. Oirodor (Post 670411} 68/11/00 3pp 
47609 282-47009:264 

8811140120 Roquosis OA Topcel Rapl CE-1-A for proisci managers lo use es ref doc 
umoni tor luluro licensing aclioni- 

kOJULERC.R. Pr^Qci Oredweto fU 2 8%/M/io SHEWSki.WJ. Commonwealih 
Edison Co 4pp. 47537;O87-47537;1O0 

86 11320095 Forwards Rov S2 to OA Program Topical Repi C6‘i'A.por 881110 request 
SHB'WSKI.W.J. Commonwoa'ih Edison Co 88/11/17. f/ULLER.O.R Pro}«ci Oirector- 
aio 1113. Ip 47Q63;Q03-47663Q60 


0. Inspecilen popoit*. IE Duilatfns 8 eoirsspondenc* 


8810030248 NRC info NoiiCO 00 078, "Misuse of Flash ng Ughis tor H<gtt Bediaiion 
AroaCon'jois." Svc 1 si end 

R09Sl.CE Division of OparAHonai Evens Assossmem (Post 870411) 86/10/07. 
Cohsoiidoied Edison Co of Now York. inc. t23pp. 47279 242 4726 0 003. 

88100701 14 NRC Info Not co 08 082, ' Torus Sholis W/Car<oslon A Degraded Coalings 
In BwR Contoinmonis." Svc list onct. 

ROSS'.CE Orvis'on of Opoial'onet Events Asiessmont fPost 8704S1>. 8»/tO/l4 
CohsolidaloJ Edison Co. 01 Now York. Inc. I tOpp 47260.124-47280:235. 


8810140213 NRC Info Noiico 86 086, "8ro)ion Roia ning Slock Studs on AiKbor Oarkng 
Chock VaVos." SvC list end 

ROSSl.C.E Oiv.slon ol Oporolional Evonls Asscssmoni (Post S704lt) 86/10/14 
ConsoHdaled Edison Co. of Now Voik, Inc. I I8pp 47463 t99-47463'3l8 

6610260080 Discusses LER OS-040 00 & Supp'oronial lER 88-040-01 8 forwards 
notice of vio'atlohSinco LGRs provide descnpflon, cause, ansfysis of event S correc- 
livo ec'ions.por IOCFR50 49, no civil penally wi'l ba proposed. 

0A'/iS,A6. Hogioh a.Olo ol the Oiracloc 88/10/19 O'CONNOR yJJ- Commonwealih 
Edison Co. 3pp. 47335242-47336:253. 

-6810280064 Notice ol v.'olalion re LERs 86-040 00 & 66-040-01 Violaiion 
nolad llconsco environ qualif'csdon files did nol contain record of lesDngot anelysis 
for lorrninal bfocks-por I0CFR50 49 & Generic Hr 66 07. 

DAVIS, A.B. Region O.Ofcol IheOitecior. 86/10/19 Ip. 47335 246-47335 250. 

8610140016 NRC Info Nolice 66-084. '‘Defociive Molor Shall Keys in Lim lorquo Motor 
Acluaiors." Svc lisi ond. 

ROSSI, C.E. O.vislon of Opo/allonal Evenls Assossmem (PosI 870411). 86/10/20 
Consolidoled EU son Co. ol Now York, Inc 1 16pp 47280 004-47280.123. 


8810170391 NRC Info Notice 88-086, "Oporeimg W/MuHple Grounds m DC astribjllon 
SyS-" Svc list end. 

ROSSICE OMslon of Oporetional Evenls Assossmoni (Post 670411). 86/10/21. 
Consolidaiod Edison Co. of Now York, Inc. 1 16pp. 47403 081-47463:197. 


6811070092 Responds to NRC 880902 Ur re violations noted In Insp RopIS 50>295/8B- 
20 & 60-304/88-20Corroctivo oclionarorrala lo Jan-June 1966 radoactvo release ropi 
el;brt^lned on 680026 6 Included dala ro solid radwasle shipped orlsite. 

TnY2NA.G E Commonwealih Edison Co. 08/10/25. DAViS,A.B. Regron l. Ofc of llw 
Diroclor. 2pp. 47442 362-47442.353. 


8811020401 Forwards Solely Insp Ropis 50-295/66-18 & 50 304/65-16 on 660927-29 
A 1014 No violations noted App A ro exercise weaknesses encl.One weakness was 
Inadoqualo ovore'l roaponso to lianspo/lfl'ior* accldonl Ihal involved personnel inkr- 
lies 

NQREUUSCE- Region 3. Qlc of the O.rcclor 68/10/26 REED.C. Commormeafth 
Edison Co. ’Spp- 4 74 1 1 -3 16-474 1 1 .348. 


-8811020404 Insp Ropis 50-295/08-18 & 60-004/88-18 on 860927-29 & 1014. No vio- 
lations noledMa.or araas l/ispoctodiannual omergency preparedness exeiciSO-Foor 
exercise woeknossos Idonlifiod which win racimre correclive aclion. _ ^ 
PLOSKtT.. PATTEnSON.J . SNELL, V/- Region 3, Ole of Iho O«teclor. 68/10/20- 3lpp. 
47411:316-47411:340, 


8811040095 forwards app 10 SALP RepIS SO 205/00 Ol & 50-304/00-01 tor Occ 1086 
-May 1988 

OAVISA8 Rogion 3, Ofc oHho D-reciof 88/10/26 REED.C Commonwealih Edison 
Co.2pp 4744t:l33-47441;l40 

-6811940009 App 10 SALP Repis 50-296/8801 & 50-304/08-01 for Dec 1086 - May 
1906 

• Rng.on3,0;c Of IhoDi'oclor. 68/10/26 3pp. 47441.135-47441 137. 

-6811049013 Responds to SALP 7 rapispor 860623 lir.To assure aggressive & timely 
roFow-up of App R iiems.ossisiani fre marshall appointed & engineer employed w/ 
respons bi'ity lor fire protection sys 

REEOC. Commonwealih Edison Co. 88/10/19. DAVIS.A.S Region 3. Ofc ol iho Di- 
rector 3pp.47441:188'47441 140 

88111S04B8 Forwards Pago 6 madvenontiy omitted from Insp Ropis 50 295/86-18 & 
50-3(M/68-l6 to evaluation ol Sept 1988 oxercisnPago contained details ro one ol 
oxwcise weaknesses ideniilied during insp Responses requested 
CREGERLR Region 3 Ofc ol Iho Director 88/it/07. REED.C Commonwealth 
EdrSOnCo 2pp 47614093 47614 095 

-6811160053 Er/ata to Ir^sp Ropis 50-295/88-18 & 5Ci-3O4/0&-lO.conslsiing ol Page 6 
re exercise weaknesses in emergency plan. 

’ Regon3. Olcol Iho D-roclpr. 6R/n^7. Ip. 47614:095 47614.095 

8811170327 Respor'-ds to 880613 lit lo NRC 880331 response to questions raised con- 
tetniog comMons at ptents & teclptent proposal to slal-on sen'or operator In control 
(ooni at ad nucloar planis 10 evorsco plani operations 

2ECH.I.W Commissioners 88/11/09 YCDUNG.C. Affilial-on Not Assigned. 3pp. 
47596046 47507:027 


0611040324 3 to NRC li\'.o Notice 86-106. '"Foadwaiet Lino Break " Svc Usi end. 

ROSSi.CE l^i3"o.n ol Operational Events Assessment (Post 870411). 88/11/10. 
cionsoiKraiod Fd-son Co of Now York, Inc 1 1 3pp. 47559 072-47559.164. 


8811090384 NRC Info Noheo 88 087, "Pump Wear & Foreign ODjecta in Plant Piping 
Sys ' Svc ksiancl 

ROSSUC.E Oiv.slon of Opo'aiiona' Evenls Assessmoni (Post 870411), 88/ll/tO. 
Conso'Kfaiet) Edison Co. of New York, Inc. 1 13pp 47801.020-47601:132. 

881 1090403 NRC inio Nonce 88-088. '"Oegredai-on of Wesiinghpuso ARC Roiaye ” Svo 
iisi end 

ROSSI.CE Division of Oporahonei Events Assessmeni (Post 070411). 88/11/I6. 
Coneo'idalod Ed^on Co of Now York. Enc ll3pp 47597.001-47567:113- 


881 1 150088 NRC info Notice 86 089. ’’Dogradanon of Kapion Electrical Insulalion." Svo 
ksi encL 

ROS&LCC D-vIsicn o' Opo'snonei Gveriis Assessment (Post 870411). 88/11/21. 
ConsoMaied Edison Co. of New York, me. llOpp. 47603.045-47803:101. 


8611100470 NRC Info Noiico 68-092. "’Poienliei lor Spent Fuel Pool Oralndown." Svc 
ksierKf 

nOS&i.CE Divison ol Operat-onal Events Assessrnent (Posi 870411). 88/11/22. 
Conso'idaiodEd-SOn Co. of New York, me. 1 Upp. 47608.124-47606:237. 


681 1 180315 NRC SuUolln SO-O'O, "Nonconlornvng Molded Case Circuit Broakors." Svc 
hst etwi. 

fiOSSi.C.€. Orrlsioh «1 Op&ta^^0l^&^ Events AssassmetM (Post 870411). 68/11/28. 
Consoydaiod Ed son Co. 01 Now York, Inc. I2ipp. 47606.001-47606' 123 


R. Pedodic operating leporls A related eorreepondence 


881 1150332 Monthly opoialing repis for Ocl 1988 loi rflon Units 1 8 2- VV/08II05 Itr. 
AUS1IN.G. PLIML.G.J Commonwealih Edison Co. 80/10/31. 12pp. 47658.013- 
47658 024 


6. Reporiable occurrences, lERb 0 relaled correspondence 

8811140097 PNO-lll-60-067'on 681025. hcensea determined that neither of two motor- 
driven eui(S‘ary feodwaier pumps would automatically start w/loss ol offsite power & 
lo-io steam eoneraiot level Pumps doclared Inoperable. 

KINOS.J.M.. FOHNEY.W. Rogion 3. Ofc of the Director. 66/10/26. Ip. 47538:324- 
47538:324 

8811090125 Pan 2l repl ro deloci m LImitoroue Corp supplied safety- related SMB 
vaWe eciuaiors w/Rh insulaiad dc motors Inai may no) develop fu))-ialod siariing 
locqve al elevaled amblenl lomps Roview of moiors by licensees recommended 
VAIKINSON.I E. Limitorque Corp. 88/11/03. Office of Nuclear Reactor Rogulallon, Ol- 
rector tPos) 87041 1) I6pp 47525:227-47525 242 

8811210207 LER 88 020-00;on 88l0i8,di»covoretf solerioW operated ait valve conllnu- 
ously veniing.Caused by piece of foreign mall lodged In valve.Ve've replaced & Sur- 
velBance IS.6.3 being rewniten.W/undalcd Eir. 

HUTSEBAUT.J.. PLIML.G.J. Commonwealih Edison Co. 88/11/15. 5pp. 47592:327- 
47592:331 


V. Opeialor Examinations 


8811150492 Informs that written & oral reactor operator & senior reaclor operator 
exams schedu'er) lor fA ol 890220. Ref malls Usieti on enci should be submitied 60 
days prfor to exam dale. 

WRlOHT.GC Region 3, Ofc of the Director. 88/11/09. REED.C. Commonwealth 
EdiSonCo t2pp. 47548:343-47548.364. 
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F, Securliy, medical, omergency & lire protecilon plans 

BS 10270478 Forwards uxornplion from roquiromenis of App R.Seciions III.L & Hl.G to 
lOCFnsO.sololy ovaluaiion & lochnical oveluaiiori repi Aliornalo ine proicciion conlig- 
urstion provided oquivalorii lovol 01 safoiy lo iMai aeP evod w/App R 
BLACK, S Ofc Of Special Projects. 88/ 10/2 1 WHiTE.S.A. Tonnosseo Valley Auihority 
2pp 47836.C01-47330.032 

-88l02?0480 Excmpiiod from App ft.SoOsdclions IIIL S llHi lo lOCFOMre (raproioc- 
Ii0r\ loaluros of nuclear power plants 

PARTLOWJ.G. Ofc Of Special Projocis. 08/10/21. Torir\ess&o Valley Aulhonly Qpp. 
47336 003 47336012 

-8810270464 Safely ovaluaiion supporting oxempiions lo App n.SubsocUond HIL 8 
III G lo I0CFR5O 10 plant lire piolocilon ^an 
' Ofc of Special Projocis. 08/10/21. 20pf» -17336 013 47330,032. 

••8606270135 "Evaluation of Firo Proleclion Exompilon Requoais From 10CFnS0.4B & 
App n to lOCFRSO.Browns Ferry Nuclear Plant Units 1.3 & 3." lochnical evaluation 
repi 

AHMEO.N. Caispan Corp (subs Arvin Indusirios/Franki.n Roaoarcb Cenio>) Nnc-03- 
81-130. TER'CSSOe 039. 86/06/24 STANG.J. NRC - No Detailed Allil-auon Qiven 
20pp. 47338.033-47336.060 

8811010100 Responds to 880030 lir re violations noiod >n Insp Repts 60-259/88-29 SO- 
260/86-29 & 206/Q8-29.Hosponae wilhliold (rol 10CFn7a 21). 

GRIOLEY.R. Tonnossoe Va'iey Authority. 88/ 10/27. Oocumonl Conitol Branch (Oocu- 
moni Control Desk). 2pp. 47401:081-47401.082 

9811020218 Temporary Change (a Rev 2 la Emeroeficv Plan (mplomanhng Procedure 
EPIP I, "Einergoncy Plan Ciassdicalion Logo" W/ 801027 lir. 

GRIOLEY.R. Tennessee Valley Auihoriiy 88/10/27. 8pp 474 1 1.276-4741 1.282 

8811030321 Discusses shoiicomings of B80921 omergency exorcise el plant in areas of 
commun>cat>ona & accouniobiliiy. Accouniabilily dnil should be performed pnor lo Uni 
2 refueling. 

lITTLE.WS 0/C o/ Special PfoJocls. 88/10/27 /‘ARTtOW.JC 0/c o/ Special 
Projocis. Ip. 47439 307-47439:307. 

8810310017 Gonoric Lir 88-10 to alt lucl cycle (acikiy icensoos 
possessing, using. Imporling.expori-ng or ironsnorLng formula ouani'Hos of suatogic 
SnM ro use oi deadly force by i-consoo gueros (o prevoni ihefi of SNMSvc nsi enci. 
Burnett, HP. Oivlsfon of safeguards S Transponaiion (Rosf 870413) 86/10/28 
Consolrdaiac/ Edison Co- ol New rorh, Inc. 3lpp 4 75 >3 047-47913:077 

8811080456 Advises lhal Rev 0 lo generic tadreiogicai amorgancy plan coaloima lo 
planning aids ol lOCFR60.47(b) & requiromonls o' App E lo lOCFRSO.w/ono excop- 
lion Involving deienon o( criteria addressing susiemod winds of hurocana force. 
MCCOY.F.R. Rogion 2, Ole of the nirecior. 88/11/OI. WHITE.S.A. Tennessee veHoy 
Auihoriiy. 2pp. 475t4'05l-47SI4;092. 

0611220094 Forwards Insp Repis 60-259/68-30.50-260/88-30 6 50-296/86-30 on 
680620-22 & 20.Two exorcise weaknossos idoniiiiod re inadoquaie onsno accouniabn- 
ily & failure lo domonsuaie compielo & timely emergency mlo now. 

MCCOY, P.n. 0(c 0/ Spocial Projects. 80/il/td whiie.SA. tonnossoe Vesoy Au- 
thority 2pp. 47607'224.47e07.244. 

••98/1230099 Insp fiepis 60-2S9/08-30,60-280/C0-30 6 50 296/06-30 On 980920-22 & 
29.TWO exorclso weaknossos noiod.Major cross Inspected omstgeney proparodnoss 
exercise lor ofl-yr after hours drill. 

SARTOR, W.M Rogion 2. Ofc ol ttio 0.reclor. 88/10/20. t9pp. 4 7607 226-47607.244. 

8811220181 Rov 3 to Emergency Plan Implomenllng Procodixe 6PIP-7. "Acbvetion & 
Operation ol Operation Support Ctr" & Rov 4 to EPIP-S, "Personnel Accouniabfily 6 
Evacueiion ” W/08 1117 »ir. 

QRIDUEY.R. Tennossoo Valley Aulhonly. 88/11/17. 42pp 47$O7;202-476O7.323 


P. Operatfng license stage documenis 8 correspondence 

8810180350 Gonoric Lir 88-17 to all holders ol OLs or CPs lor PWRs 10 loss oT 
OHR.Svc lisl end. 

CRUTCHFIELD.O Aseoclalo Oiiecior for Projects (Post 870411). OS/lO/17 ConsoH- 
dated Edison Co. of Now York, Inc. 84pp. 47279:156-47279 241. 

6810260225 Application for amends to Licenses OPR'33.DRP-S2 & DPR-68. omead-ng 
Tobies 3.2.A & 3.3.D to allow specific reactor low level Insitumenis lo bo out ol svo 
when roacloi vossol water level monitoring sys mod being perloimed.Feo paid 
MAY.M.J. Tennessee Valley Aulfionly. 06/10/17, Oocumonl Conirof Ofsneh (Docu- 
ment Comrol Desk). 3pp. 4/272.343-47272:357 

-8810260230 Proposed Tech Specs Tables 3.2 A & 3.2.B.e1'owing specHIc reactor low 
water level Instruments to be out ot sve when reactor vossol water level monrtoring 
sys mod being performed. 

* Tennessee valley Aulherity. 88/10/17. t2pp. 47272:346-47272. 367. 

6610260184 Generic Lir 86-18 lo ell licensees ol oporaiing reactors & hofdorsoi CPs re 
plant record storage on opilcal disks.Svc list end. 

CRUTCHFIELD,0- Associate Director for Projecia (Post 870411). 89/10/20. Consol- 
dated Ed, son Co. ol New York, Inc. 45pp. 47613 001-47513:046. 

8810270181 Nollco of consideration of Issuance ol emends to Licenses DPR-33.DPR-62 
a DPR-68 a proposed NSHC defermlnaftor? a opporturtlfy /or hearing re changing 
Tech Spec Sociion 3.6.A.5 allowing core spray sys to be Inoperable. 

BLACK.8.C. Ofc of Special Projecls. 88/10/20. 10pp. 47361:1 16-47381: 125. 

6810310216 Clarifies comments made during 880621 briefing by TVA on TVA loorganV 
zallon a plant status. 

WHITE.S.A. TennessQp Valley Auihority. 88/10/20. PARTLOW.J.G. Ole ot Special 
Projects. 2pp. 473e6.-l / 1-47368.1 12. 

8810260308 Requests ulil verification that conclusions ro hazardous chemicals other 
than chlorine siiU valid In light of findings reported In 870526 Mr.Response roqtteslod 
within 60 days of rocelpl ol Ttr. 

BLACK.S. Otc ol Special Projects. 88/10/21. WHITE.S A. Tennessee VaFey Auihority. 
3pp. 4720O.29a-4728O:3OO. 


6910270478 Forwards Oxempton from roqjiremoms ol App R, Sections MIL 8 III 0 lo 
lOCFRSO.saloly ovafoat'pn 8 lec/xifcai eva'uai.on ropi Alternate i,ro protecion conhg- 
i^etion provider! equivaloni level ol saloty lo lhal achiovod w/App R. 

BLACK.S Ole ol Spnclal Projects 88/10/21. WHITE.S A. Tonr^ussoe Valley Authority 
2pp. 47336 001-47336 060 

—8810270480 Exemption from App R, Subsections ill L & ill.Q lo lOCFRSO ro lire proioc- 
aon feaiutos ol nucloar power plants. 

PAflri(M4f,J.G Ofc 0/ S^ciaf Projocis 88/10/21. Tertnossee Valloy Auflwily. 9pp 
47336003-47336012 

-8810270484 Safely ovaluaiion supporting exemptions lo App R.Subsechons MIL & 
III G 10 lOCFRSO ro p’ant lire protection plan 

* Ole ol Special Projocis. 68/10/21 20pp. 47336.013-47338 032 

-8608270/35 •'Evafualion ol Fire Proteciip/i Eiemplion Reqoesis From lOCFRSO 48 4 
App n to lOCFRSO.Browns Ferry Nuclear Plant Units 1,2 S 3," leclinical evaluat-on 

ropi 

AHMEO.N. Caispan Corp (subs Aivin Indusiries/Frankhn Research Cantor). NRC 03- 
81-130. TEn-C5506-63l 66/08/24. STANG.J. NRC - No Oolailed Alfiliat-on Given 
29pp 4733603347336060 

$910310067 Application lor amends lo Lfesnses DPR-33.0PR-S2 8 DPR-6S. oxiendmg 
duration plant license lo 40 yrs from issuance 0/ OL as permuted by 
10CFR50 07 Foe paid 

GRiDl.EY.n Tenrkossoe Valloy Authority 66/10/24. Document Control Branch (Oocu- 
meni Comrr^ Desk) 3pp 47396:148 47396:162 

—8610310081 Proposed Toch Specs ro oxionsioti ol license to 40 yrs from Issuance ol 
Ol 

* TervtesseeVal'oy Authority. 68/10/24. 42pp 47396.151-47306.102 

8810310138 Forwards Rev 2 lo "Drowns Ferry Nucloai Porlormanco Plan," providing 
updaies.correciions & cianlicalions lo achon plans & special programs. 

WHITE S.A. Tennossoo Valley Authority. 88/10/24. Document Control Branch (Oocu- 
meal Conirol Oosk) 3pp 47386 205-47367:170. 

-8010310204 Rov 2 to "Browns Ferry Nucloar PcrlormBnca Plan " 

’ Tentiossoa Valloy Authority. 60/10/31. 380pp. 47386:206-47367:179. 

6810310133 inloims lhal NRC will pertorm aud l of selected Issues ro seismic design 
program during 08l03t-tl10Auuil to Include design calCulallons ol four design 
areas.inciuding divwoii assess sioel piaUorms & miseoiianeous aloei.w/enels. 
BLACK.S Ofc of SpocHf Pfojocrs. 68/10/25 WHUE.SA. Tennessee Vaffey Aulhonly. 
3pp. 47395:129-47395:131. 

8810280327 Forwards Voi 3.Rov 2 to rol matrix ol nudoai performance 
planjna^atlenlly omitiod from 881024 lli. 

GRIOLEY.R. Tonnossoo Valley Autheniy. 88/10/27. Documonl Conliol Branch (Oocu- 
moni Conirol Desk). 8pp. 47367.249-47387:264. 

8811070356 ForwerOe i4tod diewings requeslesd in NRC 880919 Ur, Item 6 re insorvice 
MPressuto test. 

QRiDlEY.TT. Tonnossoo Valloy Auihoiiiy. 80/11/04. DPCumonl Conirol Branch (Oocu- 
monl Conuoi Desk) 7pp. 47441 253-47441:269 

8811180373 Forwards eupplomonial summary ropi on plant OCRDR,per NRC 680809 
safely evaluaiion requeei No now hurnan engineering d-screpancles which require cor- 
recb'on botore restari ol Unit 2 exisis. 

ORICHEY.R. Tennossoo Valley Authority. 68/11/09. Oocumonl Control Branch (Docu- 
moni Conirol Desk) e5pp 47580 141-47560.225. 


O. Inipeclion reporla, IE Bullellns 8 correspondence 

8811080171 Revised Ur forwarding Insp Reple 60-269/eQ-t6,.60'260/B8-ie & 60-296/ 
86-19 or) 860501-061 1 & notice ol vlolaiion.W/o encis.Concurrsnce changed. 
MfXOY.F.R. Ofc of Specfei Projocis. 60/09/12 WHITE, S.A. Tennessee Vsiley Au- 
thority. 6pp. 

8810030249 NRC Into Nollco 86-070, "Misuse of Flashing Lighte lor High Rad>alion 
Area Controls.” Sve list onci. 

ROSSI.C.E. Division ol Opoiaiional Evenia Assessment (Post 070411). 66/10/07. 
Consokdaled Edison Co. of New York. Inc. I23pp. 47279:2'13.47280.003. 

8810070114 NRC Inlo Nollco 86 082, "Torus Shells W/Corrosion & Degraded Coalings 
In BWR Containmems ” Svo hsl end. 

ROS9.C.E Division ol Operaiional Evenls Aeseeemont (Post 870411) 88/10/14. 
CorrsrMidaled Edison Co. of Now York, Inc. 1 10pp. 47260:124-47280:235. 

8810140212 NRC Inlb NoUce 88-088, "Broken Relaining Block Studs on Anchor Darling 
Criock Vafvos." Sve lisl end. 

RO^l.C.E Division ol OperaUonal Evonie Aseesemont (Post 670411). 80/10/14. 
Consdidaled Edison Co. of New York, Inc. 118pp. 47483:190-47463 316. 

8810140018 NRC Info Notice 68-064, "Oofectwa Motor Shall Keys In Llmliorque Motor 
Actuators." Bvc lisl end. 

ROSSI.C.E. Division ol Oporational Evenls AssessrnenI (Post 670411). 88/10/20. 
Consdidafed Edison Co. or Now York, Inc. it 9pp. 47200.004-47280:123 

8610170361 NRC Into Notice 68-088, "Operaiing W/Multiple Grounds In DC Distribution 
Sys "SvC Msl and. 

ROSS.C.E. Division of Operational Evenls Asseasmont (Post 670411). 88/10/21. 
Cbnsol'daled Edison Co. ol New York, Inc. I t6pp 47463:001-47463:107. 

8810280013 Responds lo NRC 680922 Ur re violations noted In Insp Repts 60-259/66- 
16,60-260/88-10 & 60-298/e6-16.Corroclive action: more aggressive atirlude must be 
developed whon evaluating condition adverse lo quality. 

QRIOteY.H, Tennessee Valley Aulfiorfly. 80/10/21. IDocurron! Control Branch (Docu- 
mom Conirol Desk). 4pp. 47339:357-47339.360. 

8810260011 Responds lo NRC Bulletin 86 006, Suppis 1 & 2, “Thermal Slreasss In 
Piping connacied lo RCS." 

QniDLEY.R. Tennessee Valley Aulhodly. 88/10/24. Document Control Branch (Docu- 
ment Control Oosk). 4pp. 47383:173-47363:176. 



78 DOCKETED ITEMS 


8811020369 Forwards 'nsp Ropls SO-^SOrSO-Ol^O SaorSa oi 8 &0-288/88 31 on 
9807I9'?2 & C907-08 Mo viol8l<ons or davia'ioos r^olcd 

MCCOY.fr O'c of Special Projocls 6A/10/2<1 WHITE, S. A Teonesseo Va ley Au- 
ihCfily 2pp 47rtl2 020 .J74I2X)3Q. 

“8811020270 Insp Repis 50 289/98-31, 50 260/00-31 & 60 ?96/fle-3l on 880719.22 S 
0907-00 No v,o'aUon3 or doviai'Ons Acted Melor acoos inspected pieni fag/alory ftv- 
forrronco impro'rerront ptooram aclion item .mp'emenlai on 

IQUATON.S.A J., LinLE,v7.S. Olc Of Special Projects- 88/10/24. I6pp 47412.022- 
47412:010 

6811011)398 roiwaids Insp Rapis SO 259/6B-21. 50-260/68-21 & 50-296/86-21 on 
-060701 -31 & r\otlco ot y.ctation ncspO(^so to vmtes^ved item te ada<)uscy c( admnis- 
irative control over access to higi-i rad ai'On aroas leqjostcd 
MCCOV,F,R Olo ol Speoal Piojecis 99/10/25 WHiTE.SA Tennessee Vatey Au- 
thomy. 3pp 47415201 47415320. 

••86(1010405 Not CO Of Y.oiation liom insp on eQ070t-Sl. Violation noiedfanta to go- 
noticaUy review CondiV'on Ad-vetse to Oualti-y Peels SOM 871347.SOP ft7i003.SOP 
8710C6 4 SOT 67 1304 wiih.n 70 days o' Initiaiion of repta. 

MCCOY .F.n. 0!C of Special Projocla 86/10/25. 2pp 47415 P04-474t5-295. 

•■8811010408 Insp ROD'S 50-260/ne-21.&0-260/e0-2l 8 50-298-88-21 on 880701- 
31 Vio'alion 8 ti'tioso'vod items noiod Major sr«as (nspoctod operalional Kaleiy.maL'ii 
oCSGrvalicns.si/rvfiDanco testing obsorvalors & restart lost program 
CARPCNTER P R Region 2. Otc Of Hio C -•octor. LITTLE.W S dfc Ot Special Prolecis 
08/10/21 25pp 47415296-47415:320 

88 1 1010100 Responds 10 983930 fir re yrc'eiiona noted in irspRepts 50-258/88 29 60- 
260/89-29 & 2d0/aa-29 Responso v,-.thheld (ref lOCFR?) 21) 

GniDl.EV,P Tnnnossoe Vai'ey AjiToiily 86/10/27. Documeni Ccntiol Brar^n (Docir 
mom Control Desk) 2pp. 4V4O1:0ai-474Ot:092 

6811090056 Ack roceipi o1 68011 1 Hr mlorming NRC of stops leken locotreci v olaiions 
noied in Irsp Ronls 50 269/87-33 & 60.260/a7-33 8 60 208/87-33 V.oiai-on A 
dnioied issue IFI 50-259.260. 296/a7-FRP-01 must be resolved as stated 
niCHAPDSON.S O Ole of Special Projecis. 68/10/31. WHj 7E,.5 A Tannesseo Vaiiay 
Author.ly. 2pp 47S2&t27d 47S2S 279. 

6811060227 Responds (o NRC Ur re woaKnosses rolod m imp Repie 50-259/68 07.50- 
260/89 07 & SO 298/88 07.Ccrrecli</e ecbons: aci pn taken lo ensure edeejuato level 
of review of continctor genaraiod calculations 

GRiOLEY.R Tennessee Valioy AutUoi.ly 88/11/03 Oocurreni Corttrol 6/anc(i (Oocu- 
moni Conliof OosK). 23pp 47478 035-47478.057. 

8811070288 Ccnlurrs that roquirod actions ol NRC Bulieln 89 007 compidlod 8 
impiemoniod.QuHelin & NRC Info Noi'cs 68-039 placed >n req-nrod readi^ fer Ik 
co-nsod opciaiora 

OmnLEr.R. Tennosaeo Va'ioy Aulhoriiy. 88/11/04 Oocumom Con'-roi Branch (Oocu- 
mont Control Oosk). app. 47486.268 47458:267 

881 12101 18 Ack recolpi ol 681027 lir informing NRC ol steps laVan 10 corrdCI uolatons 
noied In map RapIS 50-2S9/86-28, 60 263/81-20 8 S3-296/e8 29. 

MCCOY.Fn Ole of Egeclai Proiecia 89/11/06 klsQSlEy. 0.0. Tennosise vaTev 
Aumo'liy. 2pp 47809:236-47600:>39 

88t(Q40324 Suppi 3 to NRC Into Nol-ce 66-1Q8, 'Feedwater un« Qreak.' $vc Hsi end 
R09Si.CE Orv-slon of Oporailonal Evonis Asssssmeni {Post 870411) ee/ii/i9 
Coraolidaied Edison Co ol Now York. inc. 1l3pp 47559072-47860.184 

8811220094 Forwards Insp Ropis SO-3S9/69-30.80-2dO/89 ao 8 50-298/88-30 an 
690920-22 8 23 Two exorcise weaknosaos identified re inadoo-jaie onsite accooniab/- 
•ty & laiiuie to domcnsttaio complole & tirnoiy am-etoency <nlo i:o-n 
MCCOY, F.R. Ofc ol Special rrojccis 88/11/15 WHITE, S.A Tennessee Ve'iey /tu- 
inoiily 2pp 47607:224-47607r244, 

.•8811220099 Insp Ropis 50 269/88 30,50-260/89-30 8 60 296/98-30 on 880320-22 S 
29 Two exorcise weaknesses notod.Major areas Inspected emergoncy preparedness 
■Motciso lot oil )i altei hours diiT 

SARTOR.W-M., DECKER, T R Reg on !. Ofc of the 0 rector 88/10/26 19pp 
47607:226 47807 244. 

8611090264 NRC fnfo Notice 80 067. "Pump Wear 8 Fote grt Objocis In Plant Polng 
Sye " Svc list cnci 

noSSi.CE Division ol Opo/alional Events Assessmoni [Post 87041 1 ). 83/11/18. 
Consol deled Ed son Co. of New York, inc 113pp. 4 7601:020-47601:132 

8811090403 NRC info Nolico 68 088. "Oogradatan of West nghouse ARO Relays." Svc 
list end 

ROSSI, C E Div-slon ol Operational Events Assessmoni (Post 870411). 89/11/16. 
Consolidated Edison Co. of Now York, inc 1 13pp 47597 001-47597:113. 

881 1 150088 ARC Info Notice 88 080, "Doaradaticn ol Kepton Eleclitcai Insitfaliort ' Svc 
lisi e.ncl. 

ROSSl,C.E OMsion ol Opoiational Events Assessment (Post 870411) 88/ff/2l. 
Consolidaicd Edison Co oiNawYorli, Inc. il3pp 47603:045-47603 161. 

8611160470 NRC l.nlo Noiico 88-092. "PoieiiCial for Spent Fuel Pool Orandown " Svc 
list end 

ROSS1.CE. Division ol Oporatlonal Evonts Assossmenl (Post 870411) 86/11/22. 
Consol dated Ed son Co of New Yo-'k. Inc. Il4pp 47006:124-47606 237. 

een I 8 O 3 I 8 NRC Bu leln as-oio. "Noncon'orm.ng Molded Case Ctcuil Ereakers." Svc 
I St end. 

ROSSI.CE D.vislon ol Operai onai Eve.nis Assessment (Post 870411) 88/11/22 
Consolidated Ediso-n Co. of Now Yoik. Inc. 12tpp. 4760G 001-47606:123. 


R. Periodic operailng reporla S relaled correspondence 

8810280027 McniMy opeiBl-rg repts lot Sept 1980 lor Btowns ferry N'JCleat PlanI Ursis 
1.?S3 W/undQlod III 

CAMPOELL.G Q Tonnessoe Valley Authority 88/09/30. 70pp. 47206 268-47288340. 

8811010240 Cisshaigo mon-loring ropi lor Sepi 1966 
SCHM'ERBACH.M. Tonnosscd VAl'ey Auihoniy 88/09/30 I2pp 47397.144. 
47397:155. 


8811010274 Forwards revised pages to scmannual radioactive oUluont re'ease ropts lo.' 
FestSSecond I4eil 1967 

GfllDL£Y,R. Tonnosseo VaTey Auihoniy 96/10/25. Documeni Control Branch (Docu- 
ntenl Coeval Desk) 2pp 47402 109 47402 115 

“8811010347 Corrected pages to "Eiliueni & Wasio Disposal Semiannual Repi Second 
Hall 1987. 

* Tenr.esseo Valley Auiho'iCy. 97/ 1 2/3i. 3pp 47402:1 1 1-47402 1 13. 

-^1'1&1&340 Co’iec'-od pages to "Eltluer^t & Waste Disposal Ropi First Hall 1087 ." 

‘ Tennessee Valioy AulhO'ily. 07/06/30. 2pp 47402.1 H-47402 1 15 


8. Reportable occurrences, LERs & related correspondence 

8810260404 Forwards docuinenis re 1675 lire at plant. Documents provide overview ol 
experfenco w/slgmlicani lire that resuiied in spurious component operailon.io-ha ol 
control (unctions & attotxeojs control loom insuumentetMn readings VV/o ends 
2ECH.LW. Commiss-oners 60/10/07. PROTSENKO.A. Un'on ol Soviet Socialist Ro- 
ptrbice Ip 47323:271.47323:271 

8B1I09012S Part 21 repi re dolact In Limitorque Cotp suppllod ealely- related SM3 
vaivo actuators w/RH insulated dc molars that may not develop lull-rated siartirg 
torqje at elovaled ambient lernps Roview ol motors by I consees recommended. 
WIUCINSO.N.I.E Lm-liorque Corp. 88/11/03. Ollceol Nuclear Heacio' Regulation. Ol- 
rector (Post 8704 It). I6pp 47525:227-47525:242. 


V. Operator Examinations 

8811140362 Advises that mlo m 870831 tesponso to NRC 670721 teguosi lor addi Into 
<e acceteiatsd ieauatificaV>OA piogram adehuateVy addresses tirsi six concerrts out- 
lined m lir. Roouatrrcatiori exams wiT bo admin-slored In Fsb 1969 
0LACK.se Ofc of Special Projocls. 98/11/07. WHITE.SA. Tennessee Valley Author, 
ily 2pp 47636 30»-47536 310 


DOCKET W-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR 


0. Inepecilon reports, IE Bulletins A correspondence 

e8UO0O418 Fervraids (nsp Repi 50.297/68-04 on 660026-20 6 noUco of violsl'on. . 
OECKCfl.T.R. Region 2. Oic of the Director. 80/11/02. ELLEMAN,T.S North CflroMna 
SieiOLMtv. Raleigh, NC. 2pp 47514:035-47514 050. 

•^(1000421 Notice Of Violation iiom insp on 680920-29. Violation noted: failure lo hsvo 
i mainia-n approved procedures uiiiired by radiation proieciion ole lo conducl iiqvld 
eutuonl 6 enyion sample ladio'og cei anaiysaa. 

OECKER.TR Regton 2. Ofcol iho Director. 66/11/02. Ip. 47814:037.47514:037. 

“8811090424 ir>$p Rep) 50-297/66-04 on e80d26-2d.Vioiaiions neiod.Majoi arose 
inspected ons'te review ol iicensoo radiation proieciion proQram.lnciuding ataff 
oruarnrei-on.iram ng. raai8i‘on conlipl £ survalliance aclivitles 
KO2O.G0. HOSfcy.CM Region 2, QIC ol the Diroctor. 08/10/31. 13pp. 47514:030- 
47614050 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plans 

8811046298 Forwards public voision ol "NPPD Cooper Nuclear station 1966 Emergon- 
cy PreparedoessExorciso," schodulod lot 881018 

TREVORS.O.A Nebraska Public Power Disincl. 86/08/30 Document Conirot Graocfi 
(Documont Coniroi Desk) 2pp. 47429 260-47430 326. 

“8811040300 "Coeper Nuclear Sinlion Emergency Exercise Manual " 

' NetyasVe Public Power DtSIricI BB/lO/IB. 4?5pp. 47429 262-47430:326. 

8810310017 Generic Ltr 86 19 lo all luel cycle facility llcensaos 
posses^ngus-nglmponing.expoiUng or iransponmg formula quaniitrus ol siralogic 
SNM re use ol deadly forco by hcensoo guards lo piovenl ihell of SNM Svc list end. 
BURNETT.n.F. Division of Safeguards S Transporteiion (Post 870413) 88/10/28. 
Consofcdeied Ed son Co. of Now York. inc. 3lpp. 47513 047-47513 077. 

8811100157 Rev 6 lo Emorgoncy Plan Impiemenlmg Procedure 5.7.6, "Aciivation of Op- 
erations Suivotl CIrs ’’ W/681 102 Hi. 

TREVOPS.GA Nabiaska Pubic Power O.suci. 89/11/02. 8pp. 47508:301- 
47508.306 


J. inswancs 8 Indemnity Informalton 

8811000166 Forwards requests for renewal or exionslon ol exempiion from require- 
menls of 1OCFR50.54(w)ti) re property insurance Fee paid 

V^GT.HH. LoBoeuf. Lamb. Leiby & MacRae. VOluT.HH Nebraska Public Power 
Oisfnci. VOfGT.HH. Omsha Public Power DisincI 68/11/04. Documeni Control 
Sranch (Oacumeni Control Doek>. Ip. 47513 095-47513.107. 

-8811160105 Requests for renewal ot oxtonsion of exompiion from lOCFRSO 54(w)(i) 
le property insurance regu'at.ons. 

VOIQT.HM. LeBoeul. Lamb. Loiby & WacRee VOIGT.HH Nebraska Public Powar 
D-.Sbici. VOfGT.HH Omaha Public Power Disincl 88/11/04. 4pp 47513.09B- 
47SI3099 

-8811160114 Requesis (or exompiion from requiromenis ol 10CFR60 54(wJ(i) re prop- 
orty insurance r^u rernonis due to licensees inability to provide equivalent prolecliort 
m ieu of purchasing Nuclear Electric Ineutance Lid c-ovetage 

VOIGT.HH. LeBoeul. Lemb. Leiby & MacRao VOiQT.HH Nebraska Publ'C Power 
Disincl. VOIGT, HH Omaha Public Power OiSlnci 87/11/02. 8pp 47613:100- 
47S16.10T. 



8910180360 Gftnodc Ui Ofl l? lo nil tioldo's of OLS Of CPs ft).' PWRs lo ft>ss Of 
nHR Svc list oncl. 

CRUTCHFIELD, D. Associalo Difocio' foi PfojOClft (I’OSI 0?0411) J)B/I0/17 Connol.- 
daleO Edison Co ol Now Yo:k, Inc 04pf) <17270 156 <‘•7270.241 


8810260049 Proposes Isiocl plan loi rnova'uaiif'g reactor -/i-ssol su’vai'arico 
program Second survoiHonco cupstiio wri bo w<iiuirawn & tael data ansly/od ptor to 
12 EKPY. 

TflEVCnS.G.A. Nebraska PiibLc Power Oislnci 087 107 1 7 Oocumant Co.'ilrqf Bmxti 
(Documoni Conlro! Desk). 3pp 47321 302-47321.304. 

8810250164 Gonoric LU Q8-10 10 all Lconsoos of opotaii.'ig roacicis & hoMots of CPs ra 
p’ani record storage on optical dsks.Svc list one- 

CRUTCHFIELD, 0 Associaio Director tor Projects (Post 0704 it) 08/10/20. Cor^o'i- 
daieo Edison Co ol Now York, inc. 45p? 47513 001-47513 046 

88 f 1040205 Forwarrls for NRC rov.ow & a\>prova> rev. serf prr5ccss com'til prograrn lor 
(ac'l'tyKov incorporaios various enbancements previously disctissed w/NRC & up- 
p'ovod by station oparaions roviow comm'liue pni Toch Spec fl 6 2 8 on 081027. 
TREVORS, G. A. Nebraska Public Powor DiSir.cl 80/10/20 Oiicocrcni Control Branch 
(Oocr/monI Control Desk) fipp 47<}3S OOI-47-13S.OC6. 

8811060184 App'.icaiicn ior amond lo License DPR'46,deioing t.OOO ps g prossu'o por< 
missive irom MSIV closure scram inp seiir.g & making rrusco'laneous od-lcrai 
corrections Fee paid. 

KUNCL.LQ Nebraska Pubic Power D.siriCl OO/n/Ol Document Control Oiaiuh 
(Oocumont Control Desk) lipp 47504 092-47504.107 

”6811080218 Proposed Tech Specs dalot ng 1. 000 psig prossuro parmrssrva lron> MSiv 
closure scram trip sotting & making miscellar.oo'js ed tonal corrections 
' Nobtasko Public Power DiSli Cl. 80/1 1/01 6pp 47504.1(13 47504 107. 

SS 1 1 100288 rorwo'cls safely ova'Mi.on lo iniorifn opera) i.'dy ol aoWy iclalotl pv*"? 
sys.Util response lo piping sys accoptabie 

(D’CONNOR.P.W. PfOiQcl Dirocioiaio IV 80/11/03 TREVORS.G.A Nebraska Putfic 
Power District. 4pp 47536.048-47535 050 

-861 1 100290 Salety oveiuaiion Supporting imcnm oporab l ly ol piping sys 
• Ollice of Nuclear Reaclor Regulation, Oirficior (Post 070411) 88/11/03 7pp 
47535:052-4V636 058 


86111S0274 Forwards Amond 126 to license OPR-46 A safety evaiuairon Amend 
changes Tech Spues lo add limit ng conrlitions lor operation 8 su'vciiartco tcqjio- 
ments lor toconily inslallad aliornalo shutdown 

O'CONNORPW. PfOlGcl Oiiccioralo IV 80/11/07 TREVORS.GA Nebraska Hub'ic 
Power DiSUlCL 50P. 47646:345 47546 361. 


•8011160279 Amend 126 10 License OPR AO.changmg Tech Specs w addi m.i ng con 
(Siiionn lof oporoiiQo 8 surveii'arice raquiromenis for recomiy 'nstA3oii a'lomaie shut- 
down eys. 

CALVO.J.A ProlOClOifOCloraie IV. 68/11/07 tOpp 47546350 47546.350. 

■8811150309 Safaiy ovalushon Supco'img Amend 129 lo l-ennso OPR-46 
' Proloci Oiroclorato IV. 80/11/07 2pp 47648 360 47546 361 


8611210284 Noiificalion ol 801 1 17 sgnilicant icenseo meoimg w/uti iit Arlngioo.TX lo 
discuss issues ol inicrasi.Cur/oni cscslaiod enforpcmenl issue re emnton rruahi-caiion 


of eguinmuni at (aci'iiy will rot bo discussed 

CONSTAOLR.C.L. Region 4, Ofc ol Iho Director 80/11/10. Rofl'on 4. Ole ol 0»o Of 
racier. 2pp. 47614 1 16-47614 1 17. 


0. Inspactfon raports, IE Sullatins 8 correspondence 


8810030249 NflC Info Notice 08 079, "WiSuso Of fiasluriQ l.rghis lot HiQO Ratltafon 
Area Controls " Svc list oncl. . 

ROSSiCE Division ol Oporationol Events Assossir-ont (Post 870411J 80/10/07. 
Consol'-datod Edison Co of Now York, inc I23pp 47279 242-472e0003. 

8610070114 NRC Info Notice 80-082, "Torus Shells VV/Coirosion & Dogrocicd Coatings 
In bWR Coniammenla." Svc list and 

flOSSl.CE Division of Operational Evonis Assessment (Post e704U). 80/i0/i4 
Consofidatod EdiSori Co oi/VewVork, inc. IIOpp 47280 I24-47260235 


0810140212 NRC Into Notice 80 085, "Broken Retaining Block Studs on Anchor Oaring 
Check Valves." Svc Let cnci 

ROSSl.CE. Oivis.on of Opo/aiiona’ Evonis Asscssmem (Posi 97041 1) 86/10/14 
Consol-.daied Edison Co of Now York, Inc. t lOpp 47463 19!)-474633I0 


8910260502 Forwards Equipmoni Oualificalion Insp Ropi 50-298/08-26 on B6CG06 0921 
& notice of vrolatron. 

CALLAN.LJ. Rog'on 4, 01c ol the Onoetor 98/10/19. TREVORS.GA Nebraska 
Public Power DiSifiCt 2pp. 47260 336 47206 346. 


”8810280507 Notice of wlaiion Irom Insp on 861 103 07. Violation noleil Eousjmenl 
Oualiticaiion Data Packages 224 & 3tA d.d not contain qua1ii-c8i>ondocumen>aiion lor 
Okoniie T95/35 tape cable splices 

* Region 4. Ole ol the DiieciOf. 00/10/10 2pp 47266.338-47266 330. 


-6610260510 Insp Repi 60-299/88-26 on 890606 0921. Vrolalions nolod Major areas 
Inspected licensee actions on previously identilied items re aquipmenf guahliceLon. 
JOilNSON,AR STETKA.T.F. Region 4. Olc of Ihc D-fCCtof. 88/10/16 7pp. 
47266:340-4 72^348. 


8810140018 NRC Into Noiice 88 084. "Dolective Motor Shall Keys m Lnt-iorquo Motor 


Actuators " Svc ksl oncl. „ » . 

ROSSI.C.E. Division ol Oneraiionai Evenis Assessment (Post 870411) 
Consolidated Ed-son Co of New York, me 1l9Rp. 47280 004-47200 123 


88 / 10 / 20 . 


ROSSLCE n.y,«t>o of OpOiBliOnpl EverMs Assossmoni |Po9l 870411) 88/10/21. 
ConsoTdaicd Ediso'i Co oi New York, Ir.c I16pp 47463 091-47463 197 

6810310420 Adv.sos that Insp 50-298/88 18 caned'od A no insp repi will be issuod Icr 
nurrbor 

CAUANl.1 Regcn 4, Olc ol Iho Oiecicr. 80/10/21 TREVORS.GA Nnliraska 
PuWic Power District Ip 133. 

8811010469 Forwards Insp Ropl 6O-296/00-2O on 880901-30 A nohco ol 
v-oiaiion Actions taker) w/rogs'd to previously ido.'ilitied m&p iindings a’so oxarn ned & 
d scussed in r^i Paragraph 3 

CAUANLJ. Hogiof) 4, Olc of ihe Droctor. 88/10/21 TREVORS.GA Nebraska 
PulYiC Power Disincl. 2pp 47396 216-47396.220 

”8811010475 Noi CO of vioiaiio-s from nsp on 880901 -SO.Vio'aiion noiod. Steps G 6.J2 
& J S pf Nuclear Pe-'Tormanco Procedure 10.27 not s gnod Oil evon ihouq't stops com- 
plulod oo 060019. 

• Refiion 4. Ofc Of th.0 n.iOClOf 80/10/21. Ip 47396 220 47396:220. 

”8811010479 Insp RepI 50 208/8 8 28 uri dG000l-30.Volaiion5 nolod-Ma:or areas 
inspeciod.LER lol'owup.i'Orispotiaiion.laciTty mods, operational salety ver-f.coiion & 
manihiy euivc Nance & rns ni obsorvalio/is 

CONSTAfllE.G L . BENNCTT.W.n Hogon 4, Olc Ol Iho Di-eciO' 08/10/19 epp 
47396 221-47396 220 


8810310418 Oiscussos Insp Ropl 6O-296/06'2O on 861103 07 A fo-'words not CO ol vio 
iaix>n A proposed imposiilon of civil penalty bnsed on iS'iuro to onsvi'o 600 volt cabio 
& cable c<mr.ecU>r8 r.ue'ifiod 

.VtART|N.nO Region 4, Otc ot Iho Drocici 80/10/25. TREVORS.GA Nebraska 
Pubic Power O strict Spp 47374 31 5-47374 338 

”8610310418 NoUco of vio'atian & proposed irr.posilion of civi' pertaliy n amount of 
Si50.000.Vio'a<<ons noted Koiiie 600 volt cabiu Typo HTK/FR not quai Led A Fenwa'/ 
Patel Model 17023 lerr.p ewilches riol quaiihed per Generic Lir 88 07 
MARTlN.no. Region 4, Olc of IhO D.roclOt. 08/10/25 12pp 4737<; 320 47374:338 

8811160184 Forwards Insp Ropl 50 206/06 24 on 000912-23 A nolice ol 
vtclaiw) Concorn re faibro to develop comprehonswo Ira n ng p'an lot corporate lech 
meal support persorinol expressed. Oelay in resolv-ng issue unaccopiabfe 
CAUAN.IJ Region 4. Olc ol the Droctor 0oAl/O3 TREVORS.GA Nebraska 
Public Power DiSlncI 2pp 47558:136 47558 164. 


”8811150199 Nol-ce Ol violenon from insp on O6O0l2-23.Viciation noted lai'u'o lo pro- 
vmJo solely ovaiuai on fo’ ensngos lo normal, slinormal.maini A operaimg procoduios 
to safety toviow A audil board icr required review in Mooiingi) 1 15 througli 130 
’ Roglor)4.0fcPliho Dirocior. 8S/t 1/08 ip 47558 138 17558:133 

-88II16O202 Insp RePI 5020D/C6-24 on 0009l2-23.Violaion A unresolved item 
noted. MaiO' areas InepociodJoi’owup oi p'Cv.ou9 insp find nns.onsiio review 
comnii|ieo.o(4 lo roviqw cemmifioe A equipment gus'ilicacfon/eoismie design of 
AOASTAT relays. 

QAGLIAROO.JE nogem 4, Ofc Ol the Dirocicr 88/11/07, 26pp 47558 130- 
47558 164 


8811150228 Forwards request lor add- info re iitil response lo IE DuHom 05-003, 
"Moior Fa'iu'os ng Plant Trensionis Duo to improper Switch Sellings " 
CALlAN.lJ Region 4, Olc ol iho Dirociet OO/ii/OO TREVORS, GA. Nebraska 
Pubi c Power Orsifici 4pp 47540 062 47549 065. 

8811040324 Su(^t 3 to NRC inio Nolice 08-106. "FuodwalOr L-no Oieak" Svc I si end 
ROSSl.CE OrvrS’On Ol Oporauonnl bvonis Assessmonl (Posl 8704111 00/11/10 
ConsorK/aied Cc7scn Co. or Nov/ York, me t I3pp. 47559-072-I75S9 ifl-i 

8011090284 NRC inlo Noilco 60-067. "Pump Wear A Forolgn Objocis In Plant Piping 
Sys " Svc i>si oncl 

ROSS*.CE OiviSHOi) of Oporatironaf Evonts Assossmeni (Post 070411). 0fi/ll/is. 
ConsolKlated Edison Co. of NbVii York, me tl3pp 47601 020-47601:132 

8811090403 NRC m(o Nohco 80-086. "DogradatiOi) of Wesiinghousa ARO Relays." Svc 
k$( oncl 

RO^i.CE OiviS'on ol Oporeiioriai Events Assessment (Post 870411). 80/U/16. 
Consiyidaiod Ed.son Co. of New Yoik, Inc l i3pp. 47597.001-47697:113 

OSMtSOOeS WRC info Natico BO OBO. "OogradolWn ol Kapion Elocincai insuision " Svc 
i-si er-ci. 

ROSSl.CE D.vislon ol Opnrotional Events Assessment (Post 870411) 69/U/21. 
C^nsolKialcd Ed-son Co o'Now York, Inc 113po. 47003 045-47603 I61 


0811160470 NRC Inlo Nolice 08-002. "Poioniiai for Spent Fuel Pool Dra'ndown” Svc 
ksi end 

ROSSl.CE Division ol Opoioi.onal Events Assossmoni (Post 870411) 88/11/22. 
CorrsofdaftKf Edison Co of Now York, inc. IMpp 47608,124 47606237. 


8811160316 NRC Btilieim 80-010, ‘’Nonconlormlng Molded Case Grcui Breakers" Svc 
list otkI 

ROSSI.CE Oiws.on of Opatailonal Events Assossmoni (Posl 070411) 86/H/22. 
Cor^oUdaied Edison Co of Now York, me >21 pp. 47606.001 -47006 123 


R. Periodic oporailag raporia 8 related correspondence 

8811160393 FAonIhly operaiing ropl for Ocl 1988 lor Coopor Nuclear SiaLon.W/001 107 
Ur. 

SCHEUenMAN.J.r. HORN.GR Nebraska Public Power Oisinct. 86/10/31 5pp 
47646 335 4 7546:330. 


S- Reportable occurrence*. LERe A related correspondence 


8610270336 FN-BBOOeon 801025, notice Ol proposed imposition ol ovil penalty m 
amooni of $160 000 will he issued to licensee Action based on vicMaiions ol equo- 
ot t0CFR50 49 contained m Generic Ltr 08-07. 

Olc Ol Eniorcemonl (Post 870413) 88/10/20 Ip 

47335.331-47335 331 


menl quaulicahon requiremonis 
LUEHMAN.J. LlE0tRMAN.,J 


0810260083 LFR 80-023 OO.on 880018.RWCU sys vatvo closed (Group 3 isolat-on) duo 
lo relay talture.Causad by rolay coil rnaching reasonable lilatime lor normal energued 
relay Fa'tod relay coi) ropiacou.W/CBi0l7 iir. 

KRAUSE.RW, HORNG.fl. Nebraska Pubic Power Dislnci. 88/10/17 4pp 
47323:090-47323 102 


80 DOCKETED ITEMS 


6810260047 TD.-wa-rlS LERs SO OlAHt S bS 024 00 
KOfiN.GB Nebraska P^tlic Powbr Oistrici 6fl't0/2l Docuiie-'il Con'/ol B-aiKh 
(Docums'it Ccni'o' Cask) ip 47289263 47269. PO'i 

-8910260050 LER 68 016 01 On ee05l7.whi.e eveUating mod 10 yx-sl-rg HPCl pjfrp 
Oiscba'i^o PF ng CK'Sling scppo'l lound lo be urderdcsigrort lot bes flo learis shoi^n 
00 hanger drawng HPCl discha'OO piping sys suppcns mo;; lied. 

REEVES.OL. Nebraska Public Po*er Disirci 83/10/21. 9p0 472e0:2a4-4?289;20l 

-66I02600S4 LEH 88 0?4 00oo 860923.seveial Qrojp 6 iSO'aiions occbiicd djo 10 
loiorrr tier- lopping oi iea:ior b'dg 8 verii’abon rabialon ird caior/irip una Causerl by 
Colec'.ve sen-’r <J ode Zener diode rep'accd. 

REEVES.OL- Nt'j.-a4>ta Public Power OiSir.cl 88/10/21. 3FP. 4/2U9:292-4?283 294 

8811040053 Po.-wartfS LERs 88-025 & 83 023 
V'.OR'l.GR. tleca^'a Put'c Power Cs'nti 88/40/27. Oocumeni Co.nbcl Bianch 
iDocunenl Conircl Desk) Ip. 47455:164-47455 1 /O 

-6611040116 LER 86 025-00 on e6032Q.Oiv II pri'na'y & secondary ccnlan'nonl iso’a 
tions occurred Caused by co l lature ol ro.'/naiiy enoig'ied ro'ay >r4 (caclor & conio n- 
merl iso'alon log'c Fared lO'ay coii rep'aced 

KRALtSERW Neb-aska Pubbe Power Osincl 88/10/27.300 47455 I6S-474S5 167. 

-8811040117 LER 98-026 00 on 8a0930.momcr.ia.')‘ undorvo lego cor.dilion on emor 
ger.cy I'arslorrrer sensed result rg m eulo aiartitp of desol gc.nnraiors I S 2Causo 
unkroivnEng.necriog ova'uaion lo bo co.'npieicd £ recessary mods rnado phot >o 
siartu? 

REEVES.OL Nebraska Pub's Power Osinci 88/10/27 30p. 47455.168-474S5 170 

881199012S Pad 21 repi ro deloct -n Limiiorqije Coi) supplied salety re'aied SMB 
valve aciLSlo's w/Rn insj'aiad dc rnoicirs inal may noi develop ijltaied s4aii<i>o 
lorgue at e'evaied amb.ori lomps Review ol rnoicrs by ' corisees racommoniied 
WILKINSON. I E. Lirrliorquo Corp 68/11/03- OMc« ol Njciaa' Reactor Reoiiiaiion. Or- 
rccicr (Post 870411) 16pp 47525 227-47325 242. 


V. Ope/alor Examinations 

0811160023 Reguosis NRC irnpismoniaiion ei Enairne.' Sid ES-60i re s-mj'eler por- 
tion o< reque'iNcai on e/ain be de'ayed rtje to lack ol averabia simulator time lor to- 
mad-siiCn S ralasting 

TREVORS.G A Nebraska Public Power Disincl. 88ni/10. Documnri Conitol Bra/tcb 
(UOCumenl Control OesV). 2pp. 4 7553 293-47533 300 


DOCKET SD-SOI POINT 0EACH NUCLEAR PLANT. UNIT 2 


P. Sseurliy, mtdlcel, ernergancy & lire proiecllon plans 

9810310266 Forwards Pub'io version ol Rev 2 10 E’PiP 42 & Rov 20 lo EPiP 7.3 3 « 
Foirrs EPlP'6.6c.EPIP-22.EPIP-23.£PIP-24. gPIP 309 EPlP-2t. 

PAY.CW. Wi8con8i.4 Electric Power Co. 66/10/13 DocuT.eni Control Oiancii (Oocu- 
moriconioi nesk) 3pp. 47375;098-4737S;i66 

-6810310291 Piiblic version ol Rev 2 10 Emergency Plan Imp'ornem rg Procerlute EPiP 
4.2 & Rev 20 to EPIP 7.3 3Fo.'ms EPIP-0 6c. EPIP'22.EPiP 23.EP-P-24.EPIP-30 £ 
EPi'P-3l enCI.V//ur,dld rotoaso n-emo 

'WiSConsnEIecinc Power Co 98/10/10. 6epp 47375 I0I-4737S.I59 

8611110046 Partial response to FOIA request lor documents App O.E & F records end 
& evel'abio in POn App F records rarl'al y wilbho'd (rel FOlA E>errkp'..on 6). 
QHIMSLEV.O.H NRC • No Oeiancd Af/i'iation G-ven. 68/10/13 MURPHV.M. AK.li- 
anon Not Assigned. lOpp 47520 230-47523036. 

-8611110114 Forwards memo from Region III tiro proiection spoda'-sts & sccnon chiels 
expressing concorrt lhal f<’e pump lesl rg required by existing £ proposed Tech Specs 
do not adeguaiciy mcci tenu remenis ol NFPA 20 

SPESSARO.R L Region 3. Ole of die Oieciot. 83/02/16. ElSENH'JT.O.G DmIsIoooI 
Licensing (600428 BSl 124] 2pp. 47521 01 1 -47521 012. 

-8611140249 Forwards Isled info in response to 830218 memo re surveiartce toshng 
of firo purrps.incijdmg ull 630121 response to Insp Repts 60 266/92-17 6 50-301/ 
62* 1 7 which icfenified prob'ems w/liro pumps 

SPESSAftO.R.L Hegiofi 3. Ok; ol the Olteciot. 63/04/16. eiSENH'jT.OG Owislotx ol 
licarvsing (600428-851124) 15pp. 47521:017-47521.031. 

6611030287 Revisod emergency plan fmp'emeniing proceduics.inciudrg Rov 22 lo EP 
2 O.Bev 25 l-O EP n.O.Bev 30 lo EP 50.flev 20 lo £P SO.Rev 20 lo Er 7.0flftv TO to 
EPOO S Rev 24 (0 EP90 W/e81026lir. 

FAY.C.W Wisconsin Elecir.c Power Co 88/10/26 l34pp. 47425 241-47426:014 

8610310017 Gener.'C Ltr 86-19 lo aii fuel cycle tacr'rly Sconst/es 
possessing, us-ng impo'lng.ovportng or iransporirg formula quamiires of strategic 
SNM ro use o! doaoly force by i ccnsco guards to prevent thofl ol SNM Hve llsi enci 
- BURNETT.n.F C-vsion ol SafeQua'Cfs 5 TransporiaVon (Posi 670413) 69/10/29 
Consoiidaiad Ediso.n Co. of New York, Inc 3lpp 47513 047-47513.077. 

6611060112 Responds lo NRC 68I0C6 Ilf to exercise weakness noted itt Insp Repis 
50-266/89 21 b 5O-30l/60-i3Conccp\s ol opeiaticr dstusssd w/petsotxs qusin^ 
to fill ptani oporatio.nri manager £ s le manager posiiicm^ 

FAy.CW. Wisconsin Electric Power Co 68/10/31. Document Corxfjoi B/ench (Oocu- 
menl Control Desk) 3pp. 474S4:189-474S4-191 

8811150415 Requests emend ol safety £ icch.-iicai ovalualions lo delete ref to gas tur- 
bine £ breakers contained in room constructed ol walls.Moor/ce.ling ihal are 3 h no 
rated 

FAY.CW. Wisconsin Electric Power Co. 86/11/01. Oocument Control Branch (Oocu- 
men Control Desk) ppp 47668 074-47558.075. 

8811220165 Fo'wa.'ds pub'ic vorsiotx of revised emetgerscy plan imptomQnlatian 
procod jrcs.mcluding Rev 14 ip EPIP 1.3, Rev 5 to ERiP 3.1 £ Rev 8 to EPIP AJ3. 
FAY.CW. Wisconsin Electric Power Co 86/11/07. Document Conirol BrancN (Oocu- 
mom Coni'of Desk), ip 47615 193-47615 239 

—8611220166 Revised emergency plart implement ng procedures.includng Rav 14 to 
EPIP 1.3, Rev 5 to EP.P 3.1 £ Rev 8 lo EP.P4.3 W/undid release memo. 

"Wisconsin Electric Power Co 88/11/07. 46pp 47615:194-47015 239. 


9011190061 Fawa'ds Safeguards liwip Bepis 50-2ti6/fitt 10 S S0 3Qire0i7 on 
803829 0922 £ npl cu ol w.olailcn Notice withheld frul lOCFn73 21) 

GREGER-LR Region 3, Ole ol me 0 raclor. 88/11/10 FAY.C W. Wisconsin Elecir.c 
Power Co 2pp 4/087 191-47587 193 

-6811190073 Pantally w.Ihl'Old Socuriiy Insp Repts 5O-266/00 i‘) £ 50-301/68-17 (rof 
iOCFR73 2l).Vo'<itions noted Major atoas mspuciedsocuniy plan A rmplomoniing 
procedx'es.feco'ds £ repis £ phys'cai barriers ■ viiai areas 

CHHlSTOFFER.C.RooonO. OlcoflhoO-reclor 86/11/10 ip 4/507 193-47587.193 


K. UdHty final Eftlely Analysis Report (FEAR) & amends 

9610310049 1088 FSAR Update lor Point Beach.Unils I £ 2 W/081013 Mr 
FAY.CW W.sconsm Electric Power Co. QO/IO/01 200pp 47369.327-47371 028 


P. Operating Jlcense stage documents £ correspondence 

8610160350 acnenc Ltr 08-17 to all holders ol OLs or CPs for PWRs re loss of 
OMR Rve ‘isi end 

CRUTCHFIELOJ) Associala Oireclor for Prelects (Post 870411) 88/10/17 Consoh- 
dalod Edison Co of Now York, inc. 84pp. 47279.156 47278 241 

66102S0164 Generic Lir 86 16 to a'l licensees of operating readers £ holders of CPs re 
piarii record sicago ori oplicsl Oislss Sve l.si end. 

CnuJCHFlELO.O Associate DifoclOf for Projects (Post 870411). 88/10/20 Consoli- 
Jaied Edison Co of New York, Inc 4Spp 4751300147513048 

8811020434 Frywards acial mlo for Tech Spec Change Request I27 to increase ol al- 
lowable cere Mwer peaking feciors.Proposed changes to safety analyses £ results of 
large break lOCA hosi-esiirnaia analysis wiH be submiiiod separately 
FAV.C.W. WitC0«w<» eioctric Powot Co 86/10/28. Oocumoni Control Branch LOocu- 
merxi Coni'dl Desk) 2pp 47410 103 47410 202. 

-6811020435 '*F.nai Repi For inctcasod Poaking Factors £ Fuel Upgrade Analysis ” 

• Wisconsin Electric Power Co 66/10/31. 6Bpp. 47410:105 47410202. 

66111504 IS Requests amend el saloly & lechnicsi evsiusiions to delete roi to gas tur* 
bme £ breakers contained m room const/ucied of wells. iion//coil.nQ that are 3 li iiro 
laiod. 

FAY.C W. WiMOftsm Clociiic Power Co CS/u/Ol. Document Control Drench (Oocu- 
moni Control Desk) 2pp 47550 074 47558 075 

86III70040 Requests mod ol 660524 anul cation lor amends 10 Licenses DPR-SA & 
OPR-27.consisiiig ol Change Requesi 123 10 Includn rsquUemoni lhal channel chOCh 
lo* Tabio i5 4 t-i. "Roacior Coniainmoni Pressure’' be conduciod onco per shili. 
FAY.C.W. Wisconsin Ei»cl"C Power Co. 86/11/07. Document Control Urench (Docu- 
mo*'-' Conitol Desk) 2pp. 47572:243-47572.245. 

-661117O04S Piqposod Tech SpocSAibdilying 680524 application lor amends to Ll- 
censes OPR 24 6 DRR-27 lo inc'ude requirement that channel chock lor Table 15 4.1- 
1. "Roacipr Contanmrnt Pressure" be conducted once per sh'll. 

' Wisconsin ElecKiC Power Co 68/ 1 1 /07. Ip. 47572 245-47572 245. 

8911150246 Reque.kts addi i-'iie ta pose bi'ity oi gaps terming in borafiox in facility sperxl 
luoi pool storage tacks £ doscr-ption ol moasuring tachnquos lor delociing dogiadod 
Botaflox in insorvice siirvai 'lance program. 

KiNTNER.LU Proioci Directorate ll-l. 06/11/06 COTTLE.W.T. System E-nargy Re- 
sources, (nc 2pp 4754e.l61-47546.t62 


Q. fnepecllon reppits. IE Builetlna & correspondence 


8610030249 NRC Info Noiico 68 070, "Misuse ol Flashing Lights lor High Radiation 
Aroa Conitois ” Sve list end 

nOSSi.CE QvtS'on ql Opoiaiional Evenls Assessment (Post 670411). 88/10/07. 
Consolidaiod Eo-son Co of Now York, Inc I23pp 47279:242-47280003 

991 1110048 Partial response lo FOiA request for documenis App O.E £ F records encI 
£ available in PDR App F records partially withheld (rel FOIA Exemption 6). 
GRIMSLEY.O.H. NRC • No DeleilOd AIMiation Given 86/10/13. MURPHY.M. Alli:i- 
elion Hoi Assigned tOpp -17520 230-47523 026. 

-9811140249 Forwards listed info In response lo 830216 memo ro surveillance tosiung 
ol Ixe pumps.fnclud ng ulil 630121 response lo insp Repts 50-266/0217 & 50-3017 
62-17 wh'ch fdentihad problems w/lire pumps. 

SPESSARO.RL. Region 3, Otc ol Ihe u.reclor. 03/04/15. EiSF.NHUT.O.G. Division of 
licensing (000428 051124) ISpp 4 7521 017-47521 031 

8610070114 NRC Inlo Notice 63 082, "Torus Shells W/Corrosion £ Degraded Coalings 
■ft BWR Conta'nmerils ’’ SvC list encl. 

ROSa.C.E Oiv.slon el Operational Events Assessment (Post 870411). 88/10/14. 
Censo'idaied Edison Co. ol New York, Inc i lOpp. 47280 124-47200.235 

6810140212 NRC Into Not ce 86-065, "Broken Retaining Block Studs on Anchor Darling 
Check VaNes." Swo I si ervci. 

ftOSSi.CE Oivison ol Operational Events Assessment (Post 870411). 88/10/14. 
Consoiidaisd Ed son Co ol New York, Inc. 1 18pp. 47403-199-47463 318. 

091O39OOO3 ForweidS Exem Repis SO-SSS/OL -80-01 & SO-3O1/OL-60 Ol ariminislnrec) 
on 8e09l?-16. 

WRIGHT.G.C. Region 3, Oto of the Director. 88/10/18. FAY.C.W. Wisconsin Eieclnc 
Power Co 2pp. 47323 31 1-47324185. 

-9610260011 Exam Repts S9-266/OL-B3'0 1 £ 50-301/OL-e8'01 on 680912-16. Exam 
resuNs fmr out ol five reactor operator candidates £ two out ol three reactor operator 
candi'lates passed exams. Maslnr copy at exam enci 

LFNNAHTZ.J A.. BURDICK.T M. Region 3. Ofc of Ihe Drecior. 68/10/17. t85pp 
47323:313 4 7324 1f}5. 

0010340018 KRO Info Notice 88-084, "Oefective Moioi Shalt Keys in Lirniiorque Motor 
A^uaiors." Sve list end. 

FIOSSI.CE O.vision ol Operational Events Assessment (Post 8704if] 88/10/20. 
Consokdaled Ed-son Co. cl New York. inc. 1 19pp. 47280 004-47280:123. 
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0010J70301 Nnc U>lo Nouco un OOO. Oporuing W/MuHifllo Grounds m OC OslnbulOn 
oy$ t>vc nst oi'Cl 


nOSSl.C E Division ol Opuraiionoi F.vonis Assossmonl (Posi 870AU) 
ConsolclnKiii Grlison Co ol Now York. Inc. Il6pp <17463.081 -17063 197 


00 / 10 / 21 . 


6011010636 Pofviiifila Ir^sp f1o,,is 5O 266/O0-i?2 A 50.301/00 20 on aa09?6-30 A noftco 
Ol v.o'aiion 

SlIAFEM.Wt) no(|ion 3, Ole ol Ihu Diroclor. 00/10/21. FAY.CW Wisconsin Elecific 
PowufCo 2()p 4 7400 260.4 7400:201. 


••0011010539 Notice ol viololion Irom Insp on 000926-30 V oialions r.oiod insiructOJ not 
al/ruys piosoni iiurmg ovarn given to siudonis having completed oeneral Bmolovoo 

SHAFtM.W O nogion 3, Ole Ol the DifOCtor 00/10/21 Ip 474O0-27t-474O0 271, 

-8011010640 Insp FloplS 50-20G/80 22 A 50.301/00.20 on 800926 30 Violation & 
weair/iosses noWO.Moior oraas tnspeciod liquid, gasoojs.soid radwasie mgi A irans. 
porlniion prt^rnms Programs lor coniroli ng rodvrasies appear elleciive. 

PAUL.n A . GnEGCn.L R. Hog on 3. Olc oT mo Difoclor. 00/10/21. lOpp 47408.272. 


G611020264 Proviilos losponso lo NRC OuHoli.n 88 009 ro thmbio tubes lor incoro neu- 
tron mon-.ioririg sys Thimble lubo life can bo oxionded w/o undue nsk ol laiiure 
TAV.C.W Wtsconsin Eiccinc Poivof Co 80/10/28 Documenf Control B/ancfi (Oocu- 
mom Control Dosk). Gpp 474ll.203-rl74l 1208 

8811080112 Responds lo NRC Q8100G U' lo oxorciso weakness noted in insp Repis 
50-206/00 21 A 50-301/00-19. Concopis ol operation discussed vv/persons qual-tied 
lo lillp'ant oporntions manager & siio manager positions. 

FAY.C.W Wiscons'n Elocu.c Power Co. 00/10/31 Oocumeni Coniroi Branch (Docu- 
mont Coniroi Dosk) 3pp 47494.109-4749-} i91. 

8611040324 SimpI 3 lo NRC Inin Noiico 00-106. ■'Foedwaiot Lino Break." Sve lisl enci 
ROSSI, C.E Division ol Oporaiional Evonis Assessment (Host 070411) 08/11/10. 
Consoiidniod Ed-son Co of Now York, inc ll3pp 47659072-47559 104 

0811180081 Forwards Saloguards Insp Ropis 60-266/00-19 & 50-301/08-17 on 
800020 0022 A noiico ol vi^aliOANot'CO wilhhold Uol l0CFfl73 21) 

QREQER.L.n Rogon 3, Ole ol iho Drocioi. 88/11/10. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 475O7;tO1.47507.193 


S Reportable occurrences, LERe & relelad correspondence 

Special ropi on 08O631.cmofgenr.y dcsci generator une.pecicdiy rc’-rr.od 
10 lull speed A votlego cond-i-on On 880929 A 1012 cvcni tecurredLxaci cause not 
lesiing planned over next 90 days lo pinpev.'.i cause 
FAY.C W. Wisconsi.-x Elecinc Power Co. 88/10/26 Oocumeni Contro' Bran-h iDcca. 
ment Conlfol Desk) 7pp 47412 013 47412 019 ' 

081 1090125 Part 21 reel re defect in Limitoroje Cbrp supplied sa'etv- related SW9 
valve aciuaiors w/rh msuiaied dc motors itiai may not develop luii-raied siart.na 
torque at otovaied ambient temps Review ot motors by licensees 'eccn-mended 
WILKINSON.IE LimiiorqueCoip. 80/11/03 Oliico ot Nuclear Reactor Reoii'otic.-' Di 
rocior (Post 070411) t6pp 47525:227-47525 242 


8811160101 LER 88-002-00 on 881008,aulomatic reactor trip occurred Caused by miss- 
ing wire in source range pieamp'ilw assemtji/ProceO-jre OP.35 revised to cianN cx- 

f acted responses of staled annunciaiors W/eei i08 itr 
AY .C W. Wisconsin F.lecific Power Co 86/11/08 6pp 47559 226 47559 231, 

0611220365 LER 88 003-00.on 881022, Steam generator tubes discovered as 
loaking.Caused by degradation ol lubes Um w.ii continue to monitor tube miegsty ort 
hoi leg ol each steam generator A plug tubes which exceed or aeoroach hmtsw/ 
&8l 1 1 / Hr. 

Fay.CW. Wisconsin Elecinc Power Co 00/11/17. lOpp 476i5305-4?6i53i4 


V. Operator Examinations 


0610260003 Forwards Exam Ropis 50-266/OL-88 Ot A 50 3O1/OL-08-O1 adm-n siored 
on 080912-16 

WRIGHT, G.c. Region 3, Olc ot Ihe Oirecior. 08/10/10 FAY.CW Wisconsin E'ectnc 
Power Co 2pp. 47323311-47324:185. 

-6010260011 Exam Repis SO‘266/OL-00 01 A 50-30l/OL'89-01 on 080912-16 Exam 
rosuiis:lour out ol five reactor operator cand dales A two out of three reactor operator 
candidates passed exams Master copy of exam encl. 

L£NNAni2,J.A.. HOPKINS, JA. SUNDERLANO.P fl Region 3, Olc Ot Ihe Oirecior 
80/10/17 105pp 47323 313-47324.185 


-6911160073 Pariiallv wiThlio'd Secuiily insp Ropis 50-266/60-19 A 50-301/63-17 (ref 
tOCrR73.2l).Viol01lons notodMalpr areas inspected security plan A Implementing 

S rocodiifos.rocords A ropis A phyaicsl barriers • vital otoas. 

HHISTOFFER.O.. CREEO.J.R. Roglon 3. Ofc ol Iho Oirocio'. 80/11/10. Ip 
47607:103-17507.103, 


DOCKET 60-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 
F. 3»evfHy, medical, emergancy & fire prelection plans 


9811170141 Forwards ronuosi lor edjl info lo uiil aciions taken lo rosolva issues raised 
HI NRC Oullofin 90-002, “Rapidly Prapagaiing Fa^qvo Cracks in Sleam Generator 
Tuboa '■ 

SWEN80N.W.IT Prolocl Oiiocioralo 111-3 80/11/14, FAY.CW. Wisconsin Eiecitlc 
Power Co- 4pp. 47572.0ie-47572 0l0. 

6811090264 NRC Into Noiico 00-007, "Pump Wear A Foioign Oblacis In Plant Piping 
Sys" Sve list oncl. 

ROSSI, C.C. Orirlalon ol OpeiaMnel Evonis Aasossment (Post 9704>>). 68/11/19. 
Conaol-dnlud Edison Co. of Now York, Inc. l tSpp- 4760l:020-4760i:i32 


8810260243 Forwards Insp Repi 50'30?/e6 2e on 800813 0916 A notice ol 
violalionAtienlion invited lo unresolved iiam 

WILSON, Q.A. Region 2, Ofc ol the Oiroeter. 60/10/05 WiLQUS,W.8 Flonda Power 
Corp. (subs ol Plorids Progress Cofp-)- 2pp. 47263 192-47263 210 

-0610260267 Insp RepI 50-302/66-26 on 660613-0916 Vioiehons noted Mifir areas 
Inspected plant operations, 9ecurity,ied,ologicai conirois.LERs A nonconlortmng oper- 
ations repis, facility mods & licensee action on previous insp items 
HOLME&RAy,P.. TEDROW.J, CRLENJAK.R. Rog,on 2. Olc Of Hie Oirecior. 66/10/ 
04. 13pp. 47263:106-47263.210. 


861 1060403 NRC Into NoHco 60 000, "DOQrodaiion ol Wesiingliousn ARO Relays “ Sve 
list onci. 

nOSSI.C.E Division ol Opoisbonol Evenla Assossmom (Post 370411). 88/11/16. 
ConsoHdoiorl Ed,8on Co ol Now York, inc il3pp 47507:001-47507:113. 


6611210300 Forwards propnolery WCAP-12042 A nonproprlaiery WCAP-12043, "Point 
BoQCit Unii 2 Tubo FaiiQuo Evaluation Rosponso to NRC Ouoalions" A appLcaiion lor 
wiihholjina WCAP-12043 Irom public disclosure por t0CFR2 790. 

FAY.C.W. Wisconsin ElocHic Power Co. 80/1 l/t 7. Oocumeni Coniroi erancH (Oocu- 
muni Control Desk). 3pp. 47505:228-47595 289 


-0611210303 notjuosls lhal WCAP-12042 bo wiihhold from public disclosure per 
10CFn2 700. 

WlESEMANN.n.A. Wosi'nghouse Elecinc Coip. 00/11/14. MURLEY.T. otiice ol Nu- 
clear Reactor Regulation, Director (Post 870411). lOpp 47595 230 47595 239 

-8611210386 "Polnl Beach 2 Tube FaiiQuo Evoiuoiion. Response lo NRC Ouesiions" 
PlTTERLE T A LAQALLY.H , HU.M Wostinghouso Elecinc Corp. WCAP-12043. 00/ 
11/14 31pp. 47505:240-47605:269. 

6011220448 Responds to NRC 001021 Hi ro violations noted in Insp Ropis 50-266/8&- 
22 A 60-30 1/00-20. Discussion ol issue A corrociivo acHons to violation provided In util 

FAY^CW.^ Wisconsin ElQclric Power Co 80/11/17. Document Control Branch (Docu- 
moni Coniroi Desk). 1p 47617:002-47617.002. 

681 1 150086 NRC Into Notice 88-089, "Degradation ol Kspion Elocirical Insulaiion " Sve 

ROSS^CE Division ol Operai-onal Events Assessment (Post 870411) 88/11/21. 
Consolidafod Edisorr Co. of Now York. Inc. HOpp. 47003.046-47603:16l 

6611160470 NRC Inlo Notice 88 092, "Potonlial (or Spent Fuel Pool Oraindown." Sve 

ROSSlCE Division of Oporaiional Events Assessment (Post 670411). 88/11/22. 
Consolidated Edison Co. oINew York, Inc. 1 14pp. 47606:124-47606 237. 

881 1 180316 NRC Bulletin 88-010. “Nonconlorming Molded Ceso Circuil Breakers.” Sve 

ROSS?CE Division Ol Operallonal Events Assessment (Post 670411). 83/11/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 47606:001-47606:123. 


H. Periodic operating reports A related correspondence 

8B11 160472 Monthly operaimg ropis lor Oct 1988 lor Point Boach Nuclear Plant Uniis 1 

KR^SE^c'w^. F/kY.C.W. Wisconsin Electric Power Co. 88/10/31. 0pp- 47546.000- 
47546:016. 


8811030344 Revised emergency plan implemeniing ptocedures.inciuding Rsv I4 to EM- 
205, “Assombiy.Evacusfion A Poeeonnol Aocouniebrirty ol Personnel Wrinin..." A Rev 
4 10 AR 601, "rSA Annunciator Response '' 

STEPHENSON, J.O.. MARSHALL.W. Florida Power Corp (subs el Florida Progress 
Corp ). 86/IO/U. 23pp. 47422.1 10 47422 133. 

6611210002 Forwards "Crystal River Unit 3 Nuclear Power Plant Srto- Specific OHsiie 
Redioiogicsl Emergency Preparedness Aieri A Notiiicalion Sys DA venficaiion." Sys 
safisfres NUfl£G-0654/F£MA REP-l.Rev j A FtMA BEP-iO caveal on approval re- 

PETERSON.G.C Federal Emergency Management Agency. 88/10/18 STELl.O.V. 
Olc ol the Executive Duecior lor Operations ip. 47606 238-47607.126 


-6611210004 "Crystal R'voi Unit 3 Nuclear Power Plant Site-Specific OllsHe Radiologi- 
cal Emorqency Preparedness Alert A Nolilication Sys OA Vcniicaiion " 

■ Federaf Emergency Msnagemeni Agency 88/06/17. 24epp 47606 239-47607. 126 


8611030122 Revised emeigoncy plan Implomenting procedures.mciudmg Rev 9 to AP- 
360 Rev 11 to AP-450.Rev 6 to AP-460 A Rev 7 to AP-530 A EP-390,rospeciively. 
MARSHALL.W. Florida Power Corp. (subs of Ffonda FVogress Corp), 88/10/16. 
160pp. 47417:021-47417:180- 

861 1020429 RevlseiJ emergency plan implomenlmg ptocodutcs.includ.ng Rev 4 to Pro- 
cedure AR-90t. “DGA Annunciator Response''^ A Rev 44 lo Procedure EM-306, 
"Emefoency Plan Roster A Notiiicalion." . ^ ^ „ 

MARSHALL W STEPHENSON.J.D. Florida Power Corp (subs, ol Flonda Progress 
Corp.). 88/10/20. 30pp. 474 15.092-4 74 16.121. 

6810250343 Rev 24 to Emergency Plan impiemenung Procedure nEP 02, "Activation & 
Noblication ol Corporate Emergency Simeon Orgamzaiio^h.” , c-r^ ^ 

STEPHENSON JO. JOHNSON.S., WIDELL.R. Flonda Power Corp. (subs ol Florida 
Progress Corp.j. 08/10/21. 59pp. 47262 317-47263 019. 

6611030176 Revised amsrgertcy plan Impismenimg p/oceaores,incMing Rev 4 lo AR- 
902. "OGD Annunciator Response" A Rev 5 to AR-703, "SSFR Annunciator Re- 

■'*Flcirida Power Corp. (subs, ol Flonda Progress Corp) 88/10/21. I6pp 47422 228- 
47422 243. 

6811030106 Rev tl lo Emergency Plan implemeniing Procedure AP-770, "Emergency 
Oiasel Genaralor Acluaiion " ^ x-rx-^vnei 

• Florida Power Corp. (subs, ol Florida Progress Corp.) 68/10/24. 18pp 47427,061- 
47427.078. 

8811140044 Revised emergency plan implementing proc^ures.lnclud-ng Rev 4 to AR- 

951,Rav3 to AR-952.Rev 1 10 AR-953 A Rev 2to Afl-954 aa/in /57 

MARSHALL.W Florida Power Corp. (subs, ot Florida Progress Corp). 88/10/27. 
19pp. 47S36.2M-47S38.30e. 



82 DOCKETED ITEMS 


eai03t00l7 Gene.'ic LK 83-19 to ell ijQl cyc'a fachiy Icensees 
posscssing.LS rg.imyoning.erpod ng or irpiipofirg (ofmj'a <iuar»M»os of svaie^ 
SUM to V.5& ol detd.y (cico 6/ icefwse ouaios lo pte-jer* ihuH ol SNM tsi eciw 
BUnNcTT.Hf. Dmsoo ol Salego3/0s 2 Transportation (Post 870413) 68710/28. 
Consolirtaiod Edison Co ol Nsa" York. Inc. 3lpp 47513 047-17513 077 

081 1140048 Re/ 10 to Emersency Plan Impre-nening ProcetlLre AP-380. ‘ Enanewob 
Ss'egoQ.'ds Actuarion " 

MARSliAll.W. F.’ofida Poiver Coip. (subs Ol Florda Profltcss Co.-p) B6/I0/3I. 
SOpp 47536222-47536 271. 

8611180727 Forwards Insp Repi 50 302/66-28 on C&a3tM6No i/lQlaio.ns Ot davi- 
aions noied 

(XINE.WE. Reaion 2, Ole ol ihs O'lccior. 88/(1/03. 'MLGUS.W.S. FluKla Powac 
C«rp (subs ol Florida Progress Coip } 2pp 47566:205-47589 207. 

-8811160233 Partially wlll'heirt Insp Hept 50 302/88-28 (/ol 10CrR?760& 732l)No 
violations noted. Major areas inspaciad-secuniy plan & mplemcnl>ng ptocodutos.mg*. 
el/ectivcnoss secutily p/og.'am .security program aud<i & testing & rnalni 
S7ANSBERRY.WVV. MCQUIRE.O.n Region 2, Ole ol lie Oireclor ee/11/02 ip. 
47589 207-47689 207 

8811170028 Rev 7 lo Emergoncy Plan implementing Proceduro EK4’2t9. 'Ouics ol 
Dose Assessment Team.” 

SIGPUENSOH.JO FKwida Power Corp (svibs. ol Flor.fla P«og'«ss Cotp) 86/11/04. 
20pp 47567:177-47667 196. 

8611220026 Fciv.a'ds Rov S to security training & qual.licobon planRev w.lhlioYi 
(10CFn73 2l). 

WiOELL.R C Flonda Power Corp (subs cl Florida Progress Corp.) 88/11/10. Onci/ 
ment Coniioi Branch (Oocumoni Control Desk) ip 47658082-47€0a062 

6811220377 Revised omergoncy p'an irnplemontro procodj/os.irciutAng Rov 2 to AR- 
921. ''Hydrogen Panel Annuncialor Response" £ Rev 7 lo AR-701. "^FP Armuttn 
alor RospoRse." 

MARSHiLL.V/ Flonda Power Co'P (subs ol Flodda Piogrcss Corpl 88/11/14 
24pp. 47607 168-47607:211 


P. Operating Dcenae stage doeumenia 8 correapondenee 

8810380249 Forwards responses lo 880830 quesiio'is re emergency leedwaio/.per 
880928 comm itT.eni. 

WIDELL.fl.C Florida Power Corp (subs, ol Florida Progress Corp). 88/10/13 Oocu- 
meni Control Branch (Oocumeni Control nesk). npp. 47333 083-47322.088 

86101803S0 Generic Ltr 88-17 to all holders ol OLs or CPs lor PWRs re toss ol 
OHRSvc liSt ercl 

CRUTCHPIEI.0.0 Associate D.tecior for Proieds (Post 070411) eo/lO/17. Consos- 
dalod Edison Co of Mew York, Inc. £4pp 47379:156-47279 241. 

6dt03S0934 Add'esaea concema re oulsisndtng survey human engnoor.ng otiserva- 
tiona Ideniiiied in NRC 880B29 SGR.Eighi sa'ety- reieieo mdicai ng lighis w/singio li'a 
menls lound Mode unneceMAry sinca (uncuons on conuoi boa-ds. 

WiRElL.R.C. Florida Power Corp (subs of Florida Progress Corp) 88/10/16. Oocu 
meni Control Braricn (Oocumeni Control OesK) 3pp. 47270.193 47279195. 

8810260164 Genene Ur 68-18IO an licensees of operating reaciocsA hoidetsoi CPs ro 
plant record alorago on optical disks Sve lisi anci. 

CRUTCHFiELO.D. Aasooaio Director lor Projeois (Post 87041 tj 89/10/20. Con$o.Y 
Paied Ed son Co. ol Now York. inc. 4Spp. 4 7513 001-47513 048 

8810260209 Forwards 0AW-2O49, "Analysis ol Capsule CH3-F.rioiide Power Corp 
C/yslai River Unit s.Reacior Vessel Mati Surve.iiance P/ogram " 

VAO£l.\.,RC Florida Power Cofp (s'Jbs n( FlOnda Prooress Corp.) 88/10/20 Oocu 
moni Control Branch (Documenl Conirot Desk), ip 47281:090 47261 iQO 

-8810250228 "Analys s Ol Capsu'e CR3-F Florida Power Corp-Crysmi Rwer um 3.Ro- 
ecior Vessel Wall suivf Hence Program" 

LOW£,A.L . /kADLANO.J D . CARE V.R L. Babcock i Wilco« Co SAW 2049 86/00/30 
lOOpp 47381 091-47281:190. 

8811020021 Forwards addi Inlo re u|il resolution ol issues associated w/emoigarKy 
leodwaler sys valve leakage, per 661019 telcon. 

WIOGI L R(;. Florida Power Corp (subs. o( Fforida Progress Corp). 88/10/21 Oocu 
meniConlioi Branch (Oocumeni Conirol Oesk] €pp. 47415.218 47416 223. 

68I031<I14& Adv-sos that ui-l sstislied commilmenis & restored emergency leedwoicr 
sys (0 one nai design basis Succosslul leak testing of valve EFV-33 remans lo l>o 
compioletf 

VARGA.SA Oiv.sion ol Reactor Prelects • l/ll (Post 8704ft) 88/10/25 
WILGUS.W S Florida Power Corp (subs ol riorida Prog'ess Corp ) 2pp 47366 191- 
47366.19? 

6811020399 Requests licensee (o address negative concius ons piesoniod in onc3 SER 
A teebneal evaluation repi re facility BPOS.pet SuppI i lo N(lREG-0/37 
lequirstnonls Response lOQuesled'Mlhin 60 days ol ltr date. 

Silver.!! Proleci oirocioraie ll-2. 86/10/28. WILGUS.W.6. Florida Power Corp 
(subs, ol Florida Progress Cerp ). 2pp 47414.317 474(4:324. 

-8B 11020499 Baiely evaluation co.ncluding that iscniy SPDS does not meoi appficsMo 
requi'emonls ol SuppI i lo NllREG 0737.Util shoulo suhniil rosofullons lo staled stall 
findings A Khadjie for implementation ol necessary cor/ocirve act ons 
' Office ol Nuclear Roactor Regu'auon, Dirocior (Post 870411) 86/10/28. 6pp 
47414 319 47414:324 

6811070061 Submis co'recuon lo analysis provided m ulil 880825 Hr to svppo/i lech 
Spec Chanao Requesl 156.Rev i <e UHS lomp 

WIOELL.R.C Florida Power Corp (subs, ol Florida Progress Cerp.) 88/f0/31. Oocu- 
moni Control Branch (Ooci-'fr.onl Control Desk}, 2pp 47442071-47442.072. 

6811160170 Confirms 66)109 moi tneelmg al plan) lo discuss events leading to baRory 
charger msa'gnmenl on 660617 A reviow ol equprnenl quaMication program.por 
881 107 lelcon Notil.caiion ol meeting onci. 

ERNST.ML. Ronion 2 . Otc ol iho Director 86/11/07. WiLGUS.WS Florida Power 
Corp. (subs ol FJoiida Progress Corp.) Ip 47671.033-47571.035 


••8811180173 Noii'.calio't ol 80i 109 signilcani myt meoling at plant. 

CRLENJAK.R.V. Rog on 2 Ofc ol the Director. 88/11/07. Region 2, Ole ol tho Oiroc- 
10 .* 2w 47S7I034-47S7I 035 

861 1160066 Summary of 681 102 modi ng w/NUMARC A F.PRI in Rockvi'fe.UD ro omor- 

S ency desoi ga.ieralor reliability monitoring A rehab'lity programs. Aiiondoe Isl eiicl. 

EflW2AV/ Roaclor Planl Saleiy Issuos Stanch 88/11/00. KNIEL.K. ReBciOf Ptanl 
Safety Issues Branch 44pp 47553 100-47553 275 

-8811160072 "invosiigailor^ of Emnrgoncy Diosol Gonoraror Roiiabiliiy Program Case 
Study of Crystal River Unl 3" 

MORGArq.TA. TRUfc.D.E. Enn Enginooimg A Research, Inc. 88/10/31. I32pp- 
47553.144-47553 276. 

6811210447 Wolillcaiion ol 981120 meeirg w/util In Rockvillo.MD lo dscuss AEWS 
coiKe'ns al planl. 

SILVER.H Project Diroctoiaio il 2. 83/11/17 BERKOW.H.N. Project Dnocio/alo II 2 
3pp 47612358-47612360 

6811230403 Forwards requesi (or add' into re util OSiOOQ A 680926 responses lo 
tOCFR50j82ATWS rulo Rosponse foquesiod within 90 days ol Hr date Undorslands 
Uiai uii vv'il procoed w/ Implomeoiaiion ol ATWS mods A comploio mod by noxi 
ouiage 

SiLVtfl.H Projoci Oirecloraio li-2. 86/11/18. WILGUS.WS. Florida Power Corp 
(subs Ciflcklda Progress Corp.) Iipp 47623.890-47623 100. 


O. Inapecllon repoils, IE BuHeilns A correspondence 

8810260243 Forwards Insp Repi 50-302/88-26 on 860813-0916 A notice of 
v.ofaiion Allnniion invited to unresolved iiam. 

vm.SON.BA. Region 2, Die ol the Dirocior. 88/10/05 WILGUS.W S Florida Rov/o* 
Corp (subs, ot FJoridB Progress Co/p ) 2pp 47263 192-47263 210 

••8810250248 Notice of v.oiatioi^ l/pm insp on 680813-0916. Violation noted as of 
6609I6.IVO lER submiiied lo/ 68071P condition in which conlainniant air lock soel 
leakago tests delorminod lo be inadequate lo implement requiremonls ol Tech Specs. 
WILSON.QA Region 2. Ole ol the Droclor. 88/10/05 4pp 47263:194-47263:197 

-8810250257 Irvsp Rspl 50-302/88-26 on D80613-0916.Violdlions noted. Malar areas 
irtspeaed planl operailons.socuriiy,tntllological controls. LERs A nonconforming oper- 
abor-s /Mis.facil-I/ mods A licensee action on previous insp Hems. 

!tOlMES-HAy.P . lEOnOW.J , CHI,F.NJAK,R. Region 2, bic ol Iha O.recler. 88/107 
04. I3pp 47283 168-47263 2(0. 

6810030249 NRC Info Notice 88070. "Msuse ol Fleshing Lights for High Radfaiidri 
Area Controls " Sve Hi enci. 

ftOSSi.CE Division ol Opereiionai Evenie Assessment (Poet 870411). Q8/10/07 
Consokdaied Edison Co ol Now York. me. I23pp. 47279 242-47280.003 

8810250351 Forwards Ir^sp Ropt 50-302/65 27 on 680820-0902 A nolice Ol 
yidsFonRopi documents oral comm imeni mede by licensee A discussed in exit Into/' 
view 

HEROT.AR. RMion 2. Oic Ol iho Director. 66/10/13 WILGUS.W.S. Florida Power 
Corp (Subs. eiFToiida Progress Corp). 2pp 47263.058-4 7263:070 

-08(0250355 Nt)(ica o( vioiaiion iiom msp an 000829 0902 Violation rvaiedoleotticai 
eoiiipmsni (.lesdid not adequately address insirument eccuracy. 

HEROT.A.H. Region?. Olcol the Diioctor. 60/10/13. 2pp 47263.060-47263 061. 

-8810250357 insp Repi 50 302/86-27 bn 080020 D902.Vio1dliC)ns nplod Mojei aropB 
mspeciedpievicusly idoniiiisd environ qualification deticioncies documonlcd on lustili* 
catren tor continue ppereiion.Llcensoe commiimoni ideniilied. 

MERRlWEATHER.N, SMITH.C., CONLON.T.E. Region 2. QIC ol Ihe Dirocior. 68/10/ 
07 9PP 47263 002-4 7263:070. 

6810070114 NRC Info Nonce 68 082. "Torus Shells W/Corro$'on A Oegrerlod Coatings 
mBWRComamrTvsnls.’ Sve list encl 

ROSSi.ee. Dvision pi Operational Evonis Assessmoni (Post 870411) 88/10/14. 
Co-nsofidaied Edison Co. of Now York. Inc llOpp 47200:i?4-47?B0235 

0810)40212 NRC Into Nniico 68-065. "Biokon Retaining Block Studs on Anchor Datimg 
Check Va'ves " Sve list encl 

nO^.CE. Ovison ol Operahonal Events Assessment (Post 970411). SO/lO/Irt. 
ConsoSdeiod Edison Co. oi Now York, inc 1 16 pp. 47463:199-47463 318 

9010250342 Fpiwarda Rev 0 to Insorvrce insp pump A valvo program. per 860310 lU. 
WIOEIL.RC. Florida Pnwer Cerp. (subs ol Florida Progross Corp) 88/l0/i9. Oocu- 
mentCor/.iOlBiaivch (OocumetM CorMiol Dosk) 3pp. 47263 (33-47263.157. 

••8810250344 Rev 0 (0 inservice Insp purnp A valve program lor ASME BoHer A Pros^ 
sure Vessel Cods, Section XI 

* Flonda Power Corp. (subs, ol Florida Progress Corp ). 63/10/19. 22pp 47263: 
47263 157 

8610260407 Rosponde W NRC Hr to violations noted in Insp Hoot 50-302/88-24.CQtroc- 
live ackons.task group established lo investigate probioms in vendor technical info 

B am A proceouie re design basis issue resolution developed 

ILL.RC. Florida Power Co'p (subs, ol Florida Progross Corp). 68/lO/td Oocii- 
meniConbo) Branch (Oocumeni Conuoi Desk). 3pp 47268356-47208358. 

881 1890218 Forwards rev lo inservice insp repair A roplacemoni program documonl.W/ 
o and 

ROSSFElD.WL. Flonda Power Corp. (subs ol Florida Progiess Corp.) 88/10/10. 
eCONOMOS.N Region 2, Ole ol iho Director, ip. 47624:130-47524:130. 

6810)400(0 NRC into Nplico 60-084. "Oeleclive Moioi Shall Keys m l.'milotque Moior 
Actualors " Sve I st end 

ROSSl.C.E Division ol Operational Events Assessmoni (Post 870411). 88/10/20. 
ConsoSdatod Edison Co. ol Now York. Inc. 1 19pp. 47280 004-47260 123. 

8810170391 NRC Info Notice 88 066. ''Operating W/MuHipio Grounds in CX^ Disinbuiion 
Sys*'Svclisl encl. 

ROSACE Division ol Operational Evonis Assessment (Post 870411). 88/iO/2( 
ConsoTidaicti Edison Co. ot Now York. Inc 1 16pp. 47463 081-47463.197. 
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86 1 1020071 Forwards order imposing civil mon.olary penally ro omergoncy cliosci gei^or- 
aio' inabil ly to perform design Oas's funciior^ 

TAYLCn.J M. Oonuly Exocuiivo Oiiecio' for ncoionai Oooiaiions. EDO iPosi 070413). 
60/10/31 WlLGUS.WS FIsr, da Power Coip (subs of f'lciide Progross Ccrp ) 2pp 
47415 166-1/415 173 

-8611020076 Order imposing c-vil moneUry penalty in arpounl or S2S.OOO based on 
loblom re omorgency diosci generator inaiiJily lo poiform design bas>& luncions 
AYLOn.J M Oopuiy Executive Director lor Regional Oporaiions, EDO (Post 870413) 
68/10/31. Florida Power Corp (subs. Of Florida Progross Corp) Spp 474iS.l68* 
47415 173 

8811040059 EN-e8 0.33A on 880429, notice of proposed iTipositon ot c.vJ penally m 
amount ol 550,000 issuod 10 liconseo. Penally mitigated by 50% after consucration ot 
licensee 88C602 lOspunse.Order imposing $25,000 penalty issued on 8BI031. 
PERFEm,R., UIEDtRMAN,j Ole ol Enlorcomoril (PosI 070413). 06710/31 Ip 
47440 201 47440 201. 

8611040104 Forwards addi .nio complot.ng ulil response to NHC Bi/latA B7-C02.Stppla 
1 & 2. including mfg irdo (or salety-tuiatod invenionod A rioninvenloried iictns noi pra 
vided In util 0807220 Ur. 

WIOELL.R.C Florida Power Co-p. (subs. Ol Florida Prograss Corp). 88/10/31 Oocu- 
monl Control Branch (Document Control OosKj. 307pp 47.f-tfl i25-4744?0?i 

8811100269 Responds 10 vio'ailons noted In Insp Repl 5O-3O2708-26. Cotioci-va 
aciions LER 88-018 subrr.iiiod lo ropi event te coma'nmeni e-r locK seal leakago 
tosis 

WiDELL.H C Florida Power Corp. (subs Of Flor,da Progress Corp.) 60/i l/OI. Oocu 
ment Control branch (Docurr.enl Control Desk). 2pp. 47535. 081-4753S 082 

8611180227 Forwards Insp Rcpl 50 302/88-28 on 8Q091I-I6NO v>Olaiior>S 4M devi- 
aiions noted 

CLINE.we Region 2. OfC of tho OiiOCIOr 80/11/02 WftGtlS.WS Ffonda Powor 
Corp (subs, ol Florida Progress Corp ). 2pD 47589 205-4 7569-207. 

-8811180233 Partially wiltitiold ln$p RopI &0-302/88 26 fret tOCFR2 790 S 732l)No 
v.oiaiions noted Major areas mspoctnd security plan & impiomenunp proceduros.mgi 
elleclivcness. security program, security prouram audit & testing & ma-ni. 
STANSBERRy.W.W, MCGUlBE.O.n. ftegion 2, OlC ol mo o.rectoi. 88/11/02 Ip 
47580 207 47509.207, 

8811160530 Forwa'da order imposing cwil n-ioneiary penalty issued to utnon 001031 lor 
iransmiual 10 Ole of FR (or publication 

LIEBERMAN.J. OlC Ol Enforcomont (Post 870413). 08/11/08 LESAR.MT. Regulatory 
Publications branch Ip 47544 246-47544 246. 

8811040384 Si^pl 3 lo NRC Inlo NobCO 86-100, "Faodwator Line Qrook " Svc ■■$( end 
ROSSi.CE Division ol Ope/elionai Events Assossmont (Rost 8704ii) O8/11/10 
Consolirlaiod Edison Co pi New York, me Il3pp 47559 072-47559 184 

8811320141 Responds to v.olaiions noied m insp Repi 50 302/88-27. Conoonvo 
actions startup D'oek va'-ves to bo modiiiod to comply w/ loCFRSO 49. 

WiOEll.R C. Florida Power Corp (subs ol Florida Progress Corp ) 88/11/14. Docu- 
monl Control branch (Documont Control Oosk). 5pp. 476i5'3i6 47615320 

661 1220445 Forwarrfs roviseci rosponsu (0 NRC lit re violar-ons noNtd m (nsp Rep/ 50- 
302/00-24. Cortociivp aci>on$'Nuc1oat Oporaiions Dept Procedure NOO-17. "Ons>gn 
Oasis Issue Rosoiuiion" issued A quauty piogiams dept survciUanco pedormod. 
WlOEn.H.C Florida Power C(jrp (nuDi. olFIOfxfa Piocyoss Corp) 60/)i/l4 Ooco- 
rnont Control Branch (Document Conirol Desk) 4pp 47603 162-47603 ICS 

6811090284 NRC Into Notice 88 087. "Pump Wear A Foro-gn Ob.octs m Plant Pipng 
Sys " Svc 1 81 enci 

ROSSI.CE D.vision ol Operational Events Assossmoni (Post 870111). 88/11/I6 
Consolidated Edison Co of Now York. Inc I13pp. 4760i 02O'476O1:132, 

6811060403 NRC Into Nonce 80-088, "Oogradaiior^ ol Wesungbouso ARD Rdays" Svc 
list enci 

ROSSI.C.F. Division of Opereionel Evonls Assessmom (Posl 870411) 08/»l/IQ. 
Consol.daieci Ed-son Co ol New York. Inc. t t3pp. 4 7507 001-47597 113. 

8611210309 EN'60-O23A on 6D0314.Comntiss'on noiUiod of inieni lo Issue nolkool vo- 
laiion & imposition ol civil penally in amount of $100,000 Aclicn based on sevoioi 
violations Including Isiluio lo lock A post woik pei mil One violation withdrawn 
FLACK.E.. I.IEGERMAN.J Olc ol Eniorcemonl (Post 870413). 88/11/17. ip 
47593 297-47593 310 

6611210311 Forwards order imposing civil monetary penally duo lo v.olasons n tadi- 
al'on safely program 

TAYlOR.J M Olc ot mo Executive Director (or Oporaiions 88/1 1/17. WILGUS.W.S 
Florida (’owoi Corp (subs ol Florida Progress Co'p ) 2pp. 47503.298-47593 299 

-6611210314 Ordot imposing civ<l penalty In amount ol $50,000 duo io vtolelions involv- 
ing ladiaiion saloly program 

TAYLOR.J (.4. Olc ol iho Gxecuiive D-recior lor Operations. 88/11/17. Flor-da Power 
Corp (subs, ol Florida Prog'ess Corp). llpp 47693 300-47593 310. 

6811150068 NRC Inlo Notice 88-069, "Degradation ol Kapion F.icclncai insi/aiion." Svc 
hsi oncl. 

ROSSI.C.F D.vision ol Operational Events Assessment (Post 870411). 88/11/21. 
Consolidated Edison Co oINow York, Inc Il3pp 47003.046-47603 18I. 

8811160470 NRC Inlo Notice 88 06?, "Potential lor Spent Fuel Pool Drandown '* Svc 
list end. 

ROSSi.Cfc Division ol Operational Events Assessment (Post 870411). 86/11/22. 
Consolidator! Edison Co 01 New Yoik, Inc. I 14 rp 47606 1 24.47606 237 

6811180316 NHC Bulletin 88-010. "Nonconforming Molded Case Orcurt Breakers'* Svc 
list enci 

ROSSi.CE. DiviS'on ol Oporai-onai Events Assessment (Post 670411). 88/11/22. 
Consolidated Edison Co. ol New York. irxc. t2ipp. 47606.001-47606.123 


R. Periodic operating reports A related correspondence 


S. Reportable occurrences. LGRs & relaled correspondence 

8811100270 tCR HO OtO OUon 08091 /.discovered Ibai unll cperelina for aop'ot 20 ft 
w/0 baUcry charger supplying load lor i25voli dc hus.in v-olaiion of Tech 
Spocs.Ca.rsod by assignmcnl ol baitery tua'.ignmoni lo wrong personnelW/601031 lii 
MOFFATT.L W, WIDB.L.R C Florida Power Corp (subs olrlotlds Prog'OSS Corp ) 
80/10/31 4pp. 47514;096-47514009 

0811080120 Special rcpl 00-09 1 :on 8U1099.RCS sample obianed A analyzed for lodme 
acuvily iid<ca<ed doso equivalent lodma IDEI) exceed ng Tech Spec imiiCnom-sts 
coni-nued samp'mg A anaiys s 01 RCS at intervals until DEI decreased 
WIOELL.R.C Florida Power Corp. (subs ot Fior.da Progress Corp) 88/11/01. Docu 
mcni Control Branch (Oocumeni Coniiol Desk) f ipp. 47474.099 4/474.109. 

8811890126 Pa'i 21 ropi re dalocl In limiioique Corp suppl.od saloly- related SMB 
vaiv4 aciuaiofs w/Rl/ loaUBiod dc motors tnsi may not develop lu'i taied starting 
lotqud at oiovatod ambient temps. Rev.ow ol motors by licensees racommondod 
WILkinSON.I C b.mitorquo Coip 00/11/03. Olhce ol Nudos' Roscio' Roguiaiion. Di- 
recio* (Post 070411). tSpp 47525 227-47525-242 

8811220180 Lb'R 66-021 03on 0BIO14,ESF actuotisn occurred lhai injocled 1.OOO gat 
Dotalod waiof into RCS Caused by p'oeoduro vioiai on duo 10 inadequate |ob 
Diialng Evoni roviewad at mooling ol insirumeni A control shop personnel. W/O81 1 14 
Hr 

MOFFATT.tW.. WIDELL.RC Florida Powoi Coip (subs ol Florida Progress Coip). 
83/11/14 5pp 47621:177.47021:101 

8811230176 LEH 86-023-00 on 001017, personnel daieimnyd that Tech Spec surveil- 
lance roquirement ro pressuri^cr hoofers noi b^ng mel.Csusod by miscommuniceiidn 
boiwoen NRC A uiil.Ptoccrfuros revised 10 cortocily Implemoni requiremonis.W/ 
801116 l|r 

M0FFAT7.L w . tWiDELL.R C Fipridfl Power Corp (subs o( Florida Prog/oss Corp), 
80/11/16 6pp. 47617:071-47617 076, 
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f. Sscurlly, medical, errtergenoy A fire protecHon plans 

8810260091 Forwards T Uiban-k 080929 III summanaing concerns re revised evecu- 
auoo umo study Rosponso loquosicd. 

SiiAfEH.wO Rooiort 3. Oic ol the Dieolo'- 68/10/17 REEU.C Commonwealih 
Ed son Co 2pp •17202:215-47282217. 

-8810260093 idonuiios soveiei doiicioncios ro guidance in NUFTEQ'0654. No irallic con- 
iioi plans provided & location A oxieni ol congest on not indicated Time estimate 
siudy (Idea not ind cate number of verve )ea needed (or one inp 
URBANIK.T. Allihsiion Not AssInricU. 80/09/20. KANTOR.F. NRC • No Oelsitod Allili- 
eiionCrvon >P 472b2:2l7-47282:2l7. 

8811030401 ForwaidS Saloly Insp Ropis 50-295/08-18 A 59-304/60 16 on 800927-26 
A iO(4.No v.oiat one noted App A re exerciso weaknesses oncl One weakness wss 
Inadequate ovuiaii losponse to liansponaiion eccidom that mvelvod psisonnel in,u- 
nas 

NORELiuS.C.E. Roglon 3. Olc Ol Iho Director 68/10/26. REED.C Commonwealth 
Ed-SOriCo 474 11:316-4741 1:340. 

-8811820404 Insp Ropis S0-2Q5/8O-ID A 50-304/66- 18 on 060927-29 A 10H No vio- 
lai.brts noiod.Ma!0r eioas inspected. annual omoigoncv pioparodness exercise. Fou' 
oitoease wo^nosies fdo.nMieo whfCh mil tgqjiro correefive ociio't. 

PlOSKl.T, RoQlonO. Olc ol Iho Dliccior. 00/10/20. 3lpp. 47411 310 47411.340. 

B6II840005 Forwards app 10 SALP Ropis 50-296/80-01 A 50-304/88-01 lor Doc 1006 

• May 1906 

OAVIS.AB Region 3. Olc ot iho Dioclor 80/10/26. REED.C Commonwoalih Edison 
Co 2pp 47441.133-47441 140. 

—8811040013 Responds lo SALP 7 ropis.por 600023 lu.To assuro aggiessNo A timely 
loroW'Up ot App R iioms.ossisioni tuo marshe'l eppomiod A ongmoor employed w/ 
resmnsibakiy for fro profocllon SyS 

REEO.C. Commonwoalih Edison Co. 00/10/19 DAVIS, AB Rog'on 3, O'c ol tho Di- 
rector 3pp 47441 138-47441 UO 

B6I03100I7 Oonor.c Lir 83-19 10 B'l fuel cycle locilily liconsoos 

cmsoss'ng.using.impoiiing.uxpoiling or iransponmg loimula qjaniit-.os ol stialcgic 
SNM ro uso ol deadly lores by l-consoo guards to p'oveni ihelt ol SNMSvc lisi oncl 
8URNETT.H F. Division ol Saloguards A TranspertaUon (Posi 070413). 06/10/29. 
Consolldaiod Edison Co. ol Now York, Inc 3lpp. 47513 047-47513.077. 

6611170074 Chango RoquesI A-68 498 to Rov 5 to Emergency Plan Implomonting Pro- 
codutp EPIP ICO 1. "Rad/Chorn Director.'’ 

' ComrironwoaUh Ed.sonCo. 86/10/20. 7pp. 47572.194-47572 200 

6611150466 Forwards Pago 6 inadvorionily omUtod from insp Ropts 50 205/88-16 A 
50.304/88-18 ro ovalualion ol Sopi i960 exctcisoPago contained doiaHs ro one ol 
OKOrerso weaknossos idenliftorf djrmg Insp Responses roqussied 
GREGER.LR. Region 3, Olc ol iho Director. 80/11/07. REED.C. Commonwoaltn 
EdisonCo 2pp. 47614 093-47614.005 

-6811100053 Errata to Insp Repis SO 295/08-18 A 50-304/e8-i8,consistino ol Pago 6 
10 euQtciso weaknessos m omorgency plan 

• Reg on 3. Olc ol Iho Director. 88/ 1 1/07. ip 47614. 095-47814. 095. 


P. Operating license stage documenlt A correspondence 

8810180350 Generic Ltr 60-17 10 all holders 01 OLs or CPs lor PWRs ro loss ol 
OHR Svc list enci 

CRUTCHFIElD.O- Associaio 0. rector (or Prolecis (Posi 0704U). 0fl/iO/l7. Cpnsoli- 
daiad Edison Co. of New York, Inc. 64pp. 47276.156-47279:241. 

8810250(64 Goncnc Lir 00- 10 lo all licensoes ol operakng readers A holders ol CPs re 
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Cen 100176 For^artfs nciico of coos floraiioi ol issuance of am&ncia to Licenses OPR- 
30 £ OPR-10 & oppo'iuniiy lot haafioa on 8C0€09 lenuesl to raifoval ol borm injoc- 
iionianV & assoc-aiod p'ptnjj.voives 8 lioal vaco (or rocifcu'aiioa 
NOnniSJA Pfoloci Oirocioi-aio 1112. 88/10727 BLISSHE Comno.iwealih Edttoft 
Co. 3pp. ^7600-240 -17508 256 

“091 H00I82 Ncl'CO ol CQ.'iS'defat'Of' ol issjaoco ol Rmands to Licenses DFR-aB & 
pPR.40 & opporunii/ (ot heanng Amerd consisl of chasaes lo Teen Specs 
3.2.3.4,3.11 & 3 9 te boron in.eci so tank 

MULlfin.DR. ProlGCI Oireclorafo III-2. 68/09/02. Spp 47608 252-47508 256 

68111600^ Fo-Vrards add: i.nlo to I'uOd hoad aasessrrionl program at plants pet 881013 
lol^n.FIfOd hoad anchors which uiii2d concroie enpansion snclwts used ai Quad 
« ^ o/nljodmcnl longlh osod in assessmerxt most cot^senrativo. 

JOHNSON.I.M. Gommonwoolth Edison Co. 68/1 1/04 WUBLEv T E 01)4:0 d Nuclear 
Roacloc Regulation. OtfOCloUPosl 870411) 3pp 47£i64:l25-47b64 166 

-8811160043 Responds 10 791228 l!r te NRC 791213 moflling >n Boihesda.MD le IE 
Bullel.n 79 02. Analysis of shell type enpansion snehois ul 'ited (n p'aco assemblos m 
concre'o oncl.Facior ol safaiy of tour sii:i accopleble lor anchors 
PEOPlES.DL cammor.woailh Edison Co. 80/02/19 KEPPLERJ6 Re«on3 Ole of 
tho Director. 3pp 47564;M5-47684:188 

6611210287 Forwards notice ol issuance of Anpends II4 & 103 to facii.ty OLs DPR 39 
& DPR-aS.tcspet’ivoVy. 

NORRIS.J.A. Pfo.eci Difociciiale 111-2 86/11/04 BUSS.HE Corniwonweaiih Ettson 
Co 3pp 47592 321-47592 326 

-8811210273 N'QI to ol issuance Of Arr.onds 114 A 103 to laci' ty OLs OPR-39 A OPR- 
4B.rospecliweiy.Tflch Spec -Socllons 3 2.3 4 A 3 9 rc aulho/izng rorroval ol boron m- 
leciion lank & rc'aied pfpmg.valvos A heat trace lor tecirculei on changed 
SANDS, SP Pto|OCI D recWalO 1 1-2. Q8/1l/0fi. 3pp. 47S92.324 47592326 

8811210123 Forwaida Amends \U & 103 lo Licenses OPR-38 8 OPR-aa. lospeciiwdy 
A safety eve'uaiion Amend a-jihon/es laci'iiios lo remove boron in|oci-oa tsrtk A asso- 
c'aloJ piping. valves A heal ireco lor recirculai on 

NOnBIS,J..A Proiaci Orwlo-aio III-?. 68/11/09. eL'SS.ME Co/nmonweailh Ecksen 
Co. 3pp 47609-253-47609 264. 

-6611210125 Amonds 114 6 103 lo Licenses OPR-39 A 0PR'4e respectively. reniovli>o 
boron in, action lank A essdciaiod piping.vefves 8 heat iraco for lecircuiaiion berween 
boron imoction ta.nk A bcnc acid tenxs 

MULI.En.DR. PtOjB:lC.'eclorale 111-2. 68/11109 26pp 47609 256-47609 261 

-8811210127 Sflloiy ovaluiLon suppoAro Amends 114 A 103 lo Liconses OPR-39 6 
OPR- 48,re&po9tlvaiy. 

’ Office 01 Nuciosr Reactor Reguieiion. Oirector iPoit 870411). 86/ii/09 3pp 
470OO:202-47OOO284. \ . wt. 

6611140120 Reguosts OA Topical Rept CE-i-A io/ projeci managers lo use ss rai doc- 
ument ler lulure I eens'nn actions. 

MUUER.C.n Preset Oirocioraie 18-2. 68/U/10. &HEWSKI.WJ. Commonweailh 
EdsonCo 4pp. 47537 097-47537 100 

6011220069 Forweids Rev 52 to OA Program Top ca’ Pepi CE-I-A.p«r OSlUOreouesi 
SHEWSKI.WJ. ComimonAestih Edison Co 88/11/17. MULLEP.O.R. P'codOwecto-- 
aiolil 2 Ip. 47eC3063-47e68:066 


O. Inspeciferi reports, IE Bulletins A correspondence 

8810020249 NFIC Info Noi-cO 69-079. ‘Misuse ol Fleshing Lighie (or High RadiaUon 
Aroa Controls " Sve I el enci 

ROSSI, C E O.visldh of Ope-elional Events Assessment (Post 8704111. 88/10/07. 
Consoitda'.od Edison Co of New York. inc. I23pp 47276.242 47280003 

8810070114 NRC Info A'oi cc 66-082, “torus She'Is W/Corrpsion A Degraded Coaiirtgs 
fn BWR Coma nments.” Sve lisl end. 

nOSSl.CE Division of Operational Events Assessment (Post 670411) 88/10/14. 
Consolldoted Ed sonCo of Now York, Inc. flOpp 47280'i?4-47250235. 

8810140212 NHC Info Noiice 86-08&, * Broken Retaining Block Studs on Anchor Oaririg 
Check Valvos." Sve lisl end. 

ROSSI, CE. Drvisicin of C^oraiit>n8l Evems Assossmem {Post 670411) 68/10/14. 
Consolidated Edison Co. ol Now York, Inc. Il8pp. 47463.199-47403316. 

80161401)18 NRC Info Notice 86 084, 'Oeieclive Motor Shall Keys (n LimKorquo Motor 
Actuators." Svc fist end. 

FOS5I.CE. Division ol Operational Evems Assessment (Post 670411) 08/10/20 
Conso'datod Edison Co. of New YcA, Inc. 1 19pp. 4 7280.004-47260:123. 

8610170391 NRC Inlo Notice 06 060. ‘Opsreling W/Uulilple Grounds in DC Oislnbubon 
Sys." Svc *isl end. 

ROSSI, CE Dvision of Opoiallonal Events Assessmonl (Post 070411) 98/10/21 
Consolidated Edison Co. of Now York, inc. l Idpp. 47463081-47463-187 

6611070092 Responds to NRC 860902 itr to vlofalions noted In Insp Repis 60-295/68- 
20 A &l)-304/88-2O CcKreclivo actions. errala to Jen-June 1968 tad oaclive release rept 
submilled on 680928 A included data re so'id radwasle sli pped ofisiie. 

TRYZNA.G.E Cotnmonwoa'th Edison Co 68/10/25 DAViS.A B. Region 1. Ofe of the 
D'recioi. ?pp. 47442:352-47442 353. 

6611020401 Forwards Safety Insp Repis 60-295/66-16 A 50-304/86-18 on 680827-29 
& 1014. No vlolaHons noled.App A in exercise weaknesses end One weakness was 
inadoquald ovorell response to transponation eccidoni that Involved personnel ino- 
des. 

NORELll/S.C E. Region 3, Ole ol the Croclor. 6B/I0/26. REEO.C Commonwealth 
Edison Co. 3pp. 4741 1:316-4741 1:348. 

-8011020404 Insp Repis 50-29S/8S-18 A 60-304/68-18 on 660927-20 A 1014 No vio- 
lalions nolod.kto^or aroae mspecled annuai emorgsney prcpa.'edness oxorcise.Fow 
oxorciso weaknesses idoni. lieu which wifi require coriectrve action 
PLOSKI.T . PATTERSON, J., SNELL.W. Region 3. Ole ol ihe Direcior 86/ 10/20- 3tpp. 
47411:319 47411:348. 

88(1040905 Forwards app to 5ALP Repis 50-295/08 Ot A 50-304/66-01 lor Dec 19B8 
• May 1966- 

DAVfS.A.B- Reg on 3, Ole ol Ihe Diroctor. 88/IQ/26. REEO.C. Commonwaailh Edson 
Co 2pp 47441:133-47441:140. 


-6811040009 App to SALP RepIS 50-295/66-01 A 50-304/86 01 for Ooc 1966 - May 
1988 

• Rogon3. Oic ol the Diroctor. oe/tO/26 3pp 47441.135-47441 137 

-8811040013 Rosporde 10 SALP 7 repts.por 860623 II' To assu'e aggrossivo A limoly 
(oHow up of App R items.essistani lire marshall appointed A onginoci employed w/ 
rasponsib kty lor lira protection sys 

REEO.C Commonwealth Ed son Co 60/10/19. OAViS.AB Region 3. Ole ol tho Di- 
rector 3pp 47441:136-47441 t40 

0811150468 Forwaids Pago 6 inadvertonily omitted from Insp Repis 50 205/68-18 A 
50-304/89-16 ra avaluanon ol Sopi 1968 exercise Pago contained doia is re one ol 
axerose weaknesses idanhliod during msp Rosponsos roquostod 
GREOER.l R Region 3. Ole ol ihe Director. 66/11/07. REEO.C Commonwealth 
Edison Co 2pp 47614:093-47614 095 

-8011180053 Errala to Insp Ropis 50-295/88-16 A 50-304/80-l8.consist<iig ol Page 6 
re eaorciso waaknsssos m emergency plan. 

• Rogona, Ole ol the Director. 88/11/07. ip. 47614 095-47614.005 

0811170327 Responds lo 680612 Hr ro NRC 660331 response lo quoslions raised con- 
cern ng conditions al plants A rociplonl propossi to sieiion son'or operator in control 
room at an nudoai plariie to oversee plant operai-ons 

2ECII.LW. Comm-ssionars. 88/11/09 YOLIND.C. Affiliation Noi Assigned. 3pp- 
47566049-4 7587:027 


8811040321 Sitopl 3 lo NRC Info Notice 86 1D8, "Feedwater Lino Oroak “ Svc list eneV 
nOSSi.CE. Diviston ol Oporaiional Events Assessment (Post 670411). BO/lt/lO. 
CoiisoiKlaled Eii son Co. of New Yoik, Inc i i3pp. 47559.072-4 7559 164. 

8811090284 NRC Into Notice 88-087. "Pump Wear A Foreign Objocis in Plant Piping 
Sys " Svc ksl end 

ROSSt.CE Oivisicn of Opeiatlonel Events Assessment (Post 870411) 08/11/10. 
Consdidaied Ed>$onCo. of New York, Inc. 113pp. 47601:020-47601:132 

88 1 1090103 NRC In'o Notice 68 066. ’’Degradation of Woslinghouso ARO Retays.'’ Svc 
hst enci 

ROSSlC.E. O.visiciv of Opeistipnsi Events Assessment (Post 670411). 86/11/10. 
Con«si*deted Edison Co. oi Hew Vwk, inc, n3pp. 47597-.00i-47597:U3, 

6811150068 NRC <nio Notice 66-069, "Degradaiion ol Kapion Electrical Insulation.’’ Svc 
1 $1 anef. 

ROSSi.ee. Division ot Opeteiionsl Evems Aeeesemeni (Pos) 870411). 66/11/21. 
Consohdsted Edison Co. of New vo'k. me. i i3pp. 47603:045-47603:161. 

8811 100470 NRC into Nonce 86-092. ’’Potential lor Sponi Fuel Pool Oralndown ’’ Svc 

kei enci 

ROSSi.CE Division ol Opoiaiional Evonis Assessment (Post 870411) 66/11/22. 
Censo'idaied Ed-son Co. of New York. Inc i I4pp. 47606 124-47606 237. 

061 1180315 NRC BuHeiin 66-010, "NOhconlotTnino Moldod Case Ciicuil Bteakeis." 5vc 
list enci 

ROSSI.CE Div-tion ol Opeiaiional Events Assessment (Post 87041 1) 66/11/22. 
Cohsotrdsied Ed>son Co. of New York, inc. I2lpp 47606 001 47606:123. 


R. Periodic opersting reports A related correspondence 


8811150232 Monthly operating repis tor Oct 1966 foi Zion Units i A 2. W/68110S Ur. 
AUSTIN.G. PLIML.Q-J Commonwealth Edison Co. 88/10/31. l2op 47558.013- 
47556024 


S. Reportable occurrences. LERa A related correspondence 


0811160072 LER 68 OOS-OOon BBlOlSJsolat’on valve seal water lank tovel discovorod 
to be 13 Inch which violates Tech Spec 3.9.1 B requiring 70 gallons (16 1/2 inch) in 
lenk Caused by fa lure ol valve lo open. Valve repairod W/8ei 1 io Hr. 

ASKLEY.J,. PliML.G.J, Commonwealth Edison Co. 88/10/25. 4pp 4/679 3 57- 
47678:360 


8811090391 LER BB-006-00:on 860929.lmpropor insiallalion of auxiliary loodwaiorpump 
motor 26 rK><.cecf Caused by Inadequaio design review ol implngemom plalo.Shlold 
plate nrfnslalled oorrecily per Change Noiice Z-885-26 VV/undaledltr. 

VUEN.S.J.. PLIML.GJ. Commonwaaith Edison Co. 88/10/29. 3 pd 47409 060- 
47409062- 


8811090125 Pail 21 rept re defect in Limitorque Corp supplied safely- related SMB 
valve actuators w/RH insulated dc motors that may noi develop lull-rated slarting 
lorqua al afevaied emblonl lemps. Review ol motors by licensees recommeridod 
WILKINSON, I.E. Ifmilorque Corp. 86/11/03. Office of Nuclear Reactor Regulation Of- 
tecior (Post 870411) IBpp 47525 227-47525:242 

6011060206 LER 69 007-00 on 881 006, operators received urgent taifure alarm from rod 
control orculuy A fourtd blown fuse Indicator popped Caused by procedural 
dehclancy.Componenls to be analyzed A procedures revised.W/utidalod ilr 
PARKER.).. PLIML.GJ. GommonweaHh Edison Co. 66/11/07. 7pp 47475040- 
47475.046 


0811150077 lER 88-009-00.on 88101 2, reactor tripped due lo low vacuum turbine trip 
dudrw Insifumeni main! sutveiHance.Causad by lack of adequave ptoceduie lo perform 
task Alarm switch A isolation valve in turbine end to be labeted.W/undatod Hr. 
LEVY.GR. PLIML.G.J. Commonwealth Edison Co. 88/11/11. 4op 47547-136- 
47547:141. 


8011230234 Corrects typo In transmittal Itr for LER 8e-009-00.(3orreci docket is 50-304 
noi SO -204. 

PUML,GJ. Commonwealth Edison Co. 80/11/23. Oocumeni Control Branch (Oocu- 
menlConifOlOesk). Ip. 47641:316-4764 1 316. 
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V. Operalor Examinations 

6811160402 Informs iTiat writton & oral rsecior opoiaior & senior loaclor operaux 
exams scheduled lor wk of 690220 Rul mails listed on onci should be subm>iloit 60 
days prior to oxam deio. 

WHIGHT.GC Rogor' 0. Ofc of the Oirocioi 66/11/00. REEO.C Commonwoallh 
Edson Co t2pp. d/eie 343 47546 354. 


DOCKET $0-305 KEWAUNEE NUCLEAR POWER PUNT 


P. Sacurlty, medical, emergency A lire protection plane 

66 f I f 10046 PaitiBl rasoonse lo FQIA, reguosl lor documenis.App O.t' A F rccoids end 
& available m PDR.App F rocoids partially withheld (rel FOIA Exemplioct 6). 
GHlMSl.Ey.O.M. NRC - No Detailed Amalkin Qiven. 06/iO/>3. MURPHY.M. AlAb- 
ellon Not Asslgnod. 10pp. 47520 230 47523.026. 

-8611140260 Discusses 620512 Part 21 (opt ro unqualified bullet rosistant hro doors at 
plani.Mlg refuses lo submil modified doo/s to applicable testing 8 pieni unabio lo 
produco acceptable certified test data 

NORELIUS.C E. Div 01 Enoineerlng. R3 62/11/23 JOROAN.E L Oiv of Englnoailng A 
OuaMyAssutanco.lE (Pro 630103) S3pp 47521:051-4762tiie4. 

8611020121 Forwards Safety Insp Ropt 50-305/66-t9 on 66t0tl-13.No violalions 
nolod 

SHAFEH.W.O. Region 3. Ofc ol mo Oiroctor. 66/10/21 HiNTZ.O.C Wisconsin Public 
SoivlceCorp. 2pp. 4741 1:205 4741 1;315. 

-8611020126 Insp Ropt SO-GOS/oa-lO ori 8ei0U-l3 No vioieilons, doviations or dell- 
cioncfes noted Major areas inspecfod. observations ol facility emergenev propared- 
noss exercise. 

FOSTER, J., PATTERSON.J, SNEtL.W Region 3. Ofc of the Orrecter. 68/10/21. 
10pp 4741I:29?-474I1:3I5. 

8810260016 Provides corrociion to saloguards evaluation on physical socuniy piar» re 
Arviend 79 lo License DPn-43. 

GUTTER, J.G. Projoci O-rociQialQ 111-3. 68/10/24. HlNTZ.O C Wisconsin PwWic Servico 
Corp 2pp. 47342.-334. 47342 335 

8810310017 Generic LIr 88-16 10 ell fuel cych} taclliiy bcertsaes 

postesslhg.using.lmporting, exporting or iranspertirig formula guantides of avaiogic 
SNM ro use ol doattly lorce by iiconseo gueras to prevent melt ot SNM Svc list end 
BURNETT.R.F. Division ol Saloguarde & Transportation (Post 670413). 66/10/26. 
Consoiidaietl Edison Co. of New vork. Inc. 3lpp 475i3:047-47Si3.077. 

8811100163 Forwards 30-dey wrilion response to 680027 aecuriiy related nouco ol 
vlolaHon.Rasponso withhold (tof 10CFR73.21). 

STEiNHAROT.C.n Wisconsin Public Service Coro 66/10/26. Oocumeni Connoi 
Sronch (Oocumonl Control Oosk). ip. 47S26:OOi-47o26'OOf. 


H. Qeneral correspondence 

0811030424 Commonis on pioposod rule 10CFR50 re extension of time for impiemerv 
lailon ol doconleminaiion pnoniy & irustooship provisions o< property msurarKo 
requiremunis Util lequosis losponse to 860927 iir. 

GEKL.E 0 Wisconsin Power & Llglu Co. 66/ 10/20. Docketing A Services Branch, ip. 
47376 264-47376.265. 

6811060328 Commenl supporiing proposed rulo 10CFR20 ro disposal ol waste oU by 
incineraiicfi.P/oposed /we rrou'tl provide several bonewa, including resorvairoo ol Broil- 
ed capacity in licensed disposal sites for wastes w/higher eoiiviiios 
STElNHAnDT.C.R Wisconsin Publio Service Corp 88/10/27 DoctenenI ConUoi 
Branch (Document Control OesM 2pp. 47417:334-47417:335 

8811060111 Commenl on proposed rulo I0CFR50 ro NUREG-t3l7. "Regvialocv Op- 
lions lor Nuclear Plant License Renewal." Safety sys luncUonal insps A conhguraliof) 
mgt programs support renewal basis as opposed to reilcenafng process 
STEINHARDT.C R. Wisconsin Public Sorvlce Corp. 68/10/20. Docketing A Services 
Branch. 4pp 47422:354-47422:36/. 


P. Operating license stage documents A correspondence 

8811180278 Forwards Rev 2 to WCAP.11470. •'HaodbooK on Flaw EvaiusUon 
Kewaunee Unit i steam Ooneraiots Upper Shell to Cono Weld." 

STEINHAROT.C.R. Wiscorisin Public Service Corp. 80/09/26. Oocwnpnl Control 
Branch (Oocumoril Control Desk), ip. 47578.071-47670:180. 

-6611180203 Rev 2 10 ''Handbook on Flaw Evaluation, Kewaunee Unit ( Steam Genera- 
tors Upper Shell to Cono Wold." 

BAMFORD.W.H., LEE.Y.S., RISHEL.R.O. Wesiingfwuse Electric Carp. WCAP-M476 
fl02. 68/06/30. I26pp. 47578.072-47876:169. 

6810180360 Generic Ur 66-17 lo all holders of OLs or CPs lor PWRs re toss of 
OHR.Svc list end, 

CRUTCHFIElO.O, Associate Direclot for Projects (Post 870411). 66/10/17. Conaoli- 
daied Edison Co. of Now York, Inc. 64pp. 47276. 1 60-47270.-24 1. 

8810250164 Generic Lir 68-16 lo all licensees ol operating reactors A holders ol CPs re 
plant record storage on optical disks Svc list encl. 

CRUTCMFIELD.O. Associate Director for Prq|ecl8 (Post 870411). 86/10/20. Consoli- 
dated Edison Co. ol New Yoik, inc 46pp. 47613 001-47613:046. 

6610260334 Advises thal "Statislicai Assessment ol ON0 Test Osla Rosutls," did 
680319 will be wilhheld from public disclosure, pei requesl. 

GlITTER.J.G. Projecl Oireciorale III-3. 68/10/21 COPELAND.R.A. Advanced Nuclear 
Fuels Corp- (formerly Exxon Nuclear Co., Inc ). 4pp. 47374:1 01 -47374; 194. 

6810280016 Provides cotreclion to saleguards evaluation on physical security plan le 
Amend 79 to License OPR-43. 

QIITTER,J.G Project Directorate III-3. 88/10/24. HINTZ,D.C. Wisconsin Pubhe Setvica 
Corp. 2pp. 47342:334-47342.-335 


8811010533 Forwards list of Reg Oundc t 97 variables A surnmary of current lovoi of 
Guaiiticat<on lor accident monitoring instrumentation 

STEINHAROT.C.R Wisconsin Pwolic Service Corp 68/10/24. Docunoni Control 
Branch (OocumeniConiioi Desk) 33pp. n740i.ioo 4740i 132. 

8611070364 Responds to Gononc Lir 66-i 1 by providing results ol lechi^icsi analysis of 
Reg Guide l OS.Rov 2 A effect on plani.Piossuie-iomp Umiis rov^cd in 1966 vsmg 
dreJlRo* 2 loron gu-do did Fob i066 Ad'usloil ret temp va'uos provded 
STEINHARDT.C. M. Wisconsin Pubic Service Corp. eB/ii/Oi Dccim.oni Control 
Branch (Oocumont Coniroi Desk). 2op. 47444 067-47444 0G8 

6811108163 Informs ihei lisiod tevisoil drawings being sent to Region iii.lor liing.poi -iG 
KenBor 880320 request 

ST&^NHARDT.O.R. Wisconsin Public Service Corp. 63/11/01. Document Control 
Branch (Oocumenl Control Desk) Ip. 47006 270-47508 279. 

6811180130 Forwards Rev 2 to WPSRSEM NP-A, ‘Retoad Safety Evaluation Methods 
for Applicatron to Kewaur^co " 

STEINH/UIOT.C R. Wisconsin Public Service Corp 83/11/09 Oocumont Control 
Branch (Oocumenl Control Desk) ip 47562:136 47502341 

-^11160139 "Reload Safely Evaluation Methods loi Application to Kewaunoo." Rev 2 
hOLLY,J.T. Wisconsin Public Sarvico Corp. HOLLY ,J.T. Wisconsin Power A Light Co. 
HOLLYJ.T. Mad.eon Gas A Electric Co. WPSRSEM-NP-A R02 60/10/31. 200pp. 
47562:140-47562 341 

8811160284 Grants BG0310 request to withhold "Siailst'cal Assossmeni ol ONB Test 
Resulis.'' from public disclosuro (ref l(7CFR2 790) 

OllTTEn.J.O. Projeci Oireclorato li|-3. 00/11/10 COPELAND, RA Advanced Nuclear 
Fuels C^p (formerly Exxon Nuclear Co., Inc) 4pp 475-l6 0S8-476'l6 99l. 


Q. inspection raporia. IE BullBllrts A correspondonce 


8810030346 NHC Inlo Notice 90 070. “Msuso ol Flashing Lights for High Radiation 
Area Controls.'' Svc list end 

ROSSl.C.E. Division of Oporalional Evanis Assessment (Post 870411) 69/10/07. 
Consolidafed Ed-.son Co of Now Vorf, tnc. f23pp 47279242-47280003 

6910070114 NRClnfo Notice 68-062. "rorus Slioffs W/Corrosfon A Degraded CoaLitgs 
In BWR Containmerila " Svc lisl enci 

RGSSf.C.E tXvieion of Operafionnf Ei/onis Assessmani jPosf 07041)). 68/10/14. 
Consolidated Edison Co ol Now York, Ine llOpp 47280.124-47260:235. 

8810140212 NRC inlo Noheo 86-085. "Broken Retaining Block Studs on Anchor Darling 
Check Valves." Svc Usi end 

ROSSl.C.e. Division el Oporailonei Evenis Assessment (Post Q70411) 66/10/14. 
CoASOtdsied Edison Co. of New vp/k, ine. nCpp 47463.199-47463:316. 

8A1DU00I8 NRC Inlo Nblics &6-084. "Doipctive Moipt Shall Keys in limiiofquo Motor 
Aciuetors " Svc list oncL 

ROSSi.CE Drvisiori el Oporel-onai Events Assessmani (Post 670411] 06/10/20. 
Consoildalod Edison Co of New Yoik. Inc. 119pp 47280.004.4728I>:123. 

BA 10170301 NRC inlo Noheo 68 060, "Operaiing w/Muiiipio Grounds In DC DisUibuiion 
S-^’’ Svokei onci. 

ROSSi.C.E. Division Ol Operaiionai Evonis Assnssmonl (Posi 670411). 08/10/21. 
Coneoliflaiod Edison Co. of New York, inc. 1 iCpp. 47463.081-47463:197. 

8810270349 Forwards Safely Insp Ropt 6CI-305/6B-18 on 660616-0830 A notice of vio- 
laiion. 

KNOP.R.C. Region 3. Ofc ol Iho Oirootor. 86/10/21. HINTZ.O.C. Wisconsin Public 
Sendee Corp 2pp 47336 33S-4703S.34S. 

-8810270352 Nohce ol violation from insp on 080016-0930. ViofaLon noied-fochnlclans 
Ip poricrm routine surveillance In accordance w/plant surve-ilanca Procedure 
SP 46MI7. 

KNOP.nC Region 3, Ole ol IhO DUocior. 68/10/20 2pp 47335 337-47335 338 

-6810370386 Insp RopI 60-305/60-18 on 080616 OSSO.Vioiailons noied.Major areas 

a cledinfo nolrca fo'fowup.oporafional safely, survefWance.meini.lEns.lemporsfy 
cUon followup A collacllon of collocalod TLD resells 
OEFAVCTTE.R. Regtort 3, Ofc of Iho Orreclor. 80/19/20. 7pp 47305 339 4 7335:345. 

08(1030121 Forwerds Safely Insp Rspl 50-395/08-19 on 88l91}'l3No viofal^ms 
noted 

SHAFEfl.W.O. Region 3, Ole of iho Direcior 68/10/21. HINTZ.O.C Wisconsin Public 
SenAce Corp. 2pp. 47<1U:268-4V41 1 315 

-8811920125 Insp RepI 60-305/66-19 on BSlOH-lS No vlololiona, deviations oi defi- 
ciencies noted Major areas inspoctod' obsorvations ol laciliiy emoigency prepared- 
nees oxerclae. 

FOSTEfl.J., PATTERSON.J.. SNELL.W, Region 3, Ole ol the Direclot. 88/10/21. 
I9pp 47411 297-47411.316. 

8811010106 Forwards response lo NRC 88092? IK re eecuiity-relalod violations noted 
In Insp R^l 60-305/06- 1 7. Responso withheld 

STEINHARDT,C.R. Wisconsin Public Service Corp. 88/10/28. Oocumonl Control 
Branch (Oocumenl Control Desk), tp. 47397:I67.47397:I67. 

8811100183 Forwards 30-day wtlllen response lo 66092/ secunty-relatod notice ol 
vKKatlonRasponse wilhheld (ml iOCFR73.2li. 

STEINHAROT.C.R. Wisconsin Public Service Corp. 60/10/28. Oocumonl Control 
Branch (Document Control Desk) Ip. 47626.00i-4762i3.00l. 

881t180S05 Forwards response to NHC Bulletin 66-009. "Th'mblo Thinning in Westing- 
bouse Reactors." While no formal program exists, plant stall has been monitoring 
tfVmbte performance since Mar 1665 rofueling oulsge.per NRC BuHehn 86-009 criteria 
HINTZ.O.C. Wisconsin Public Service Corp. 88/TiJ07. Document Control Branch 
(Oecwmanl Control Desk). 7pp. 4766S,327-476e5.-333. 

881 1040224 SuppI 3 lo NRC Info NoHue 80-100. "Feoc/walar Lino Break." Svc Us! onci. 
ROSSI.C.E. envision ol Operational Events Assessmeni (Post 670411). 88/11/10. 
CwsoNdaled Edteon Co. ol New York, Inc. Il3pp. 47659.0/2-4y659 l8'}. 
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831(090264 NHC Inlo Noice 8b 087. "Pump Woe' & Fo'eisn Objects !*> P^ani Piling 
Sys '■ Swc I SI onci 

ROSSi.C.E CvisiOT cf Opotdiionai Everils Assossmont (Post 8704(1) 88/11/16. 
CoisclidatOdEdbon Co. of Now York. Inc I13pp 47601020 47601.132. 

8811090403 NRC Inlo Not co 60 083. "Oegtadai on of Woslngbouse ARD Relays" Svc 
I SI enci. 

ROSSI.C.E D.visicn ol Operaional Events Assessmoni (Past 870411) 88/li/i6. 
Consoiicjatod Edson Co. ol New Voil , Irc. t tOpp 47697 001-4/507,1 13. 

8611150066 NRC inlu Not ce 60 089. ' DegradatlP') ol Kaplan E'ecinca! insblat>on“ Svo 
ii&i oncl. 

noSSl.C.E Oiv.s:on of Ocoraiionai Events Assessmoni (Post 870411) 68 / 11 / 21 . 
Consol deled Ed.son Co oINew Yo.'k. Inc. Il3pp 4/603 046-47603.161. 

6611160470 NRC In'o Noiico 88 092. 'Potential lot Spenl Fuel Pool Oia-ndown" Svc 
list end. 

ROSSI.C.E Dwisicn ol Oporaibnai Events Assessmoni (Post 870411) 68/11/22. 
Consclidsled Edison Co oINew Yoik. Inc. t upp. 4/606 124-47606.237. 

6811180315 NRC Quilelin 8B-OIO. ‘Noncontorm ng Molded Case C icuit Breakots." Svc 
hst eric'. 

ROSSi.C.E Oivison ol Cporaiiona' Events Assessmont (Post 870411) 88/11/22. 
Consol'deled Edison Co of New Yo'k. Inc. I2lpp 47606 001-47606:123. 


n. Periodic operating reports & related correspondence 

86111S0438 Monthly opo'aiing rept lor Oci 1988 lor Kewaunee Nuclear Piani.w/ 
681110 

nUIIER.GH. STEINHARDT.CR. Wisconsin Puh'ic Sorvico Cctp. flC/IO/3l. Spp 
47547 261-4 7547 266 


S. Reportable occurrences, uERs & relaled correspondence 

661109012$ Part 21 iop‘. re deloci In lin'iioiquc Cotp supplied ssisty- reiaiod SMB 
valve ectuaiors w/RH nsulalod dc rnoiors trial may nol develop luR-raied siarivig 
iC'Ciue ai elevated amb.eni lemps.Renew ol motors by iicenscos recommended 
WILKINSON I E. Limlioiquo Corp. 66/11/03 Qflice ol Nuc'ear Reactor Regu’aiion. Oa- 
tecior (Post 870411) 16pp 47S25 227-47526:242 
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P. Secuilly, msdicKi, emeigenty A Urs ptoiectlon plans 

8810310017 Generic Itr 08 19 lo a'l luel cycle locikiy beenseos 
possessing us ng.imppning.espQding o< iransporting icrmUa puentc-es ol suetegic 
SNM 10 use ol ooaoiy lores by licensee guaros io prevent iheit pi SNsi.SvC (Hi oncl 
BURNETT.RF. O.viSion ol Salegijardi i Transponeiion (Post 670413) 88/10/28 
Cnnsol dated Ed son Co ol New roik, Inc. 3ipp 47513.047-475I3 077. 

6611010106 Forvraids responso to MiC 860927 Ur ro soa/ity re'swd vioiai<or>s noted 
m Insp Real 5Q'30S/66-l7.Responso niinbeld 

STEiNHAROT.CR. Wisconsin Public Serwico Corp. 66/10/26. Oocumeni Coniroi 
Branch (Document Control OasK) tp. 47397;167-47397:id7. 


P. Operating license siage documents A correspondence 

86I0I803S0 Qererc Lir 68-1/ lo a'l ha’ders ol OLs or CPs lor PWRs re loss ol 
UHR Svc I St oncl 

CRUTCHI ELO.D. Assoclple Duectoi lor Ptojocis (Post 870411) 88/10/17 Consoi- 
deied Edison Co. ol Now York. Inc e4pp. 47279.156 47279 241. 

6810250154 Genonc Hr 88-16 to all I censoes ol operalmg reactors S ho'dorsol CPsro 
pierti record storage on opi cal d sks SvC hsi oncl 

CHUTCIIFIELO.O Associate Orocloi lor Ptojecis (Post B7041I) 68/10/20 Consoli 
dalPdCdsonCo ol New Yoih, Inc 4Spp. 47513 001-47613 046. 

8811010422 Forwards sppicaiion lor amend lo Licensos OPR 42 & OPR 60. a^kxv-ng 
piani to receive mads w/low levels ol coniaminslion Irom olher vil |Ob snos tv de 
coniaminai on & voi reduction Fee pa.d 

MUSOi^.O NortAem Stales Power Co 56/10/24 Oiicd ol Nuclear Roecior Betyj'a- 
don. rii-'eclor (Posi 870411) 2pp 4/401:053-47401:091. 

-86111)10424 Application lot arr.onds to Licenses CPR-42 8 OPR-BO. pormUmg lacih- 
ties lo receive mails w/iow levels ol radioaclive coniaminaiion Iromolner iai |M snos 
lor dcconiaiT nation & voi leduciion. 

MU5OLF.0 No'lhem Slates Power Co. 88/10/24 <pp 47401.055-47401.086. 

-86110(0426 Proposed lech Space re liarvsfor ol byproduct matt from otner ul4 )ob 
sites lor daconiaiTimaiion & voi ledudion. 

* Northern Slates Power Co. 65/10/24 Spp 4740l 069-47401;09t. 

8811070304 Responds lo Genenc Lii 88 1 1. 'NRC Posit-on on Radraiion Emtxilliemenl 
ol fleaciot Vessel Mads & Us impaclon Plant Operations.'' 

MU5OLF.0 Northern States Power Co 89/10/2B Oocumeni Control Branch (Oocu- 
mom Ccnirol Desk) 3pp 47456072-47456:074 

8811210308 Forwards V/estmghouse Cuslomet AdviSO'y LIr CAL 87-03. "BB296 Throi- 
de Valves" 8 Westirghouse 651114 iir.per O Olanm request lor eddi nio re 870928 
amend rcQuesi Plaryi does noi use BB295 lurb nos 

MUSOlF.O Northern Slates Power Co. 58/11/14 Oocumeni Control Srartch (Oocu- 
meni Control Desk) 4pp 47614 t32-476l4:i35 


O. lospecilon reports, IE Bulletins & correspondence 

8510030249 NRC Irvio Nobce 89-079. "M suso Ol Fteshi.ig Ligitis 7o( Hgh Rarkaboiy 
Area Controls " Svc lisi enci 

ROSSI.C.E Divison ol Oceiaiional Events Assessment (Post 870411}. 68710/07. 
Consolidated Edison Co of New York, Inc I23pp 47279 242 47280003 


8810070114 NRC Into Mocico 08-092. "Torus Shells W/Conosion & Degraded Coatings 
n BWR Cioniatisn'enis." Svc list er.ci 

ROS&.CE O.vision of Oporatio.nai Events Assessment (Post 870411). 88/to/l4. 
Consoiidaidd ^son Co ol New York, Inc. 1 10pp. 47280.124-47200:235 

8810140212 NRC Inlo Notico 80 005. ''Broken Reiein ng Block Studs on Anchor Darlmg 
Check V^vos" Svc list oncl 

ROSSl.CE Or/iS ari ol Operedonal Events Assessment (Posi 670411) 86/10/14 
ConsoUdatod Ed son Co ol Now York, Inc Il8pp 47463 199-47463 318 

8S1I070337 Fonvards Safely Insp Ropts 50282/88-M & 50-306/88-14 on 880607- 
0924 NO volations noted 

AXELSON.WL Region 3, Ole ol the D-recior. 08/10/17. lARSON.CE. Northern 
Stales Power Co. 2pp 47460.320-47460.326 

-5811070338 lnN> Rapis 50 262/88-14 & 50-306/68-14 on 000eO7-O924.No violations 
AoredM^or areas mspoclod p'ani operational satoiy.maini.survoillerices.ESF sys.LER 
loEowup.reliteling aciiv.i.os S closeoul ol lemporary insi'ucUons 
6URGESS.BL Rogion 3. Ole ol Iho Dirocior. 68/10/17. 7pp 47460:322-47460.328. 

8810140018 NHC fnlo N'oico 86 084. ''□elective Motor Shall Koys in LImilorquo Motor 
Aduaiors" kst end 

R^SI.CE. Di'/ison ol Oporaiionpl Events Assossmoni (Post 070411). 88/10/20. 
Consol dated Ed son Co or New York. inc. 1 iBpp 47280004-47260.123 

8810170391 NRC Inlo Notice 88-096. "Operating W/Mi/lipio Grounds in DC Distribution 
" Svc nsi oncl. 

nC^SI.CE Dvisjon ol Operational Evonia Assossmeni (Post 870411). 86/10/21. 
Censoldaied Et^son Co i>l New York, Inc Il6pp 47463.001-47463:197. 

88(1070131 Forwards Insp Repts 50-282/88 20 a 50-306/88-20 on e81003-07.No vio- 
lar-ons noted 

WRKaHT.GC. Region 3, Ofe ol the Direclor. 88/ 10/26. LAR.90N.C.E. Norlhern Slaioa 
Power Co 2pp 47481 233-47461 241 

-8811070133 Insp Rcpts SO 262/06-20 a SO-308/8S-20 on 881003-07.No violations 
noied Major areas inspaciadliconsod operator requaUlcailon training a venlication ol 
comm imenu made by I consoo re generation test Hems. 

IIARE.SM. SUNDEHLAND.PR.. BURDICK.T M. Region 3, Olc Ol the D-recior. 88/ 
10/26 7pp 4746 1 235-4 7 4 61:241 

8811080174 Responds lo NRC Dui’dlm 88-009. "Thimble Tube Thinning in Wosung- 
house Reactors. " UN intends to lorma'ire inimbie lube insp program a accopiance 
cme/ia lodocunem coniormante w/Cmonon 1 ol bulletin by 091231. 

LARSON.CE Nonhein Steios Power Co 86/10/31 Oocumeni Conirol Branch (Docu- 
ment Control Desk). 3pp .17172 207 47472 209 

8811180209 0«cu$sos ui-i 001)70 7 8 1010 responses to IE Bu’lotin 08-004. "Poiontiol 
Seieiy-Re'eted Pump loss " Requiromani will be tuiMled w/submiiial ol wriiion ropl 
desctibmg act-ons taken 30 days loilowma compieiion ol mods. 

OUAtINi.oC. fio.ect Oiicctoieto m-l. 85/11/09. MLISOLF.OM Northorn Sialos 
Power Co. 4^ 47583 058 47503 061 

8811040324 3 to NRC Into Noiico 86-I06. "Foadwaler Lina Break.'' Svc list oncl. 

ROSSijCE. Ovtslon ol Operational Evauta Assessment (Post Q704ti) QQ/u/iO 
CensoiKiaied Edison Co of Now York. inc. il3pp 47559072-47550:184. 

8811230437 Responds to NRC 88l0l2 llr ro vioialions noted in Insp RopIS 50-262/OS- 
|7 a $0 306/8d-i7Correciivo ecuonspipe supporis in piping ays modliaci a all 
siiessos now w ihm code aiiowab'cs. 

LARSON.CE Northern Slates Power Co. 80/11/11. HARRlSON.J.J. Region 3, Olc Ol 
thoOreciOi 2S>P 47623 0.31 47623 032 

8811090284 NRC in'o Noilco 88-087. "Pump Wear a Foreign Objocts m Plant Piping 
Sys " Svc ksi end 

ROSSl.CE 0.>4Sion ol Operaiional Evenia Assossmeni (Post 970411). 80/11/16 
ConsoLddied Edison Co ol New York, inc. I13pp 47601 020 47601:132 

68!i|}90403 NRC Ink) Noiico 86 068. ''Degradation ol Woslinghouso ARD Relays " Svc 
hsi enci 

ROSSi.C.E OiviS'Ori ot Opeiat-cnal Events Assessment (Post 070411) 88/11/16 
ConsCKJaied Ed soi\ Co oi New York, Inc U3pp it769700l-47537;ti3 

8611150088 NRC Inlo Noiico 89 099, "Degradai'on ol Kepion Elocitical Insulation." Svc 
hsi end 

ROSSl.CE. 0.vi9*on ot OpoeaiicnBl F.venis Assessment (Post 970411). 90/11/21. 
Consobdatsd Eason Co of New Ycik. Inc Il3pp 47603 045-47603 161. 

8811180470 NBC Info Not-co 99-092. "Poieniioi lor Spent Fuel Pool Draindown." Svc 
list end 

ROSSl.CE Oiv'son ol Opoiei-onsf Events Assossmoni [Post 870411). 69/11/22. 
Co-'isot-daiOdEdSonCo of Now York, Inc. 1 14pp. 47606:124-47606:237. 

86III803I5 NRC Rui'eim 68 010, "Nonconforming Molded Case Circuit Breakers" Svc 

ksi oncl 

ROSSl.CE Division ol Oporaiional Events Assessment (Post 070411). 66/tt/22. 
Consolidated Edison Co of New York, inc I2lpp. 47608001-47606.123. 


R- Periodic operating reports a related correspondence 


8811150405 Monihly operating repis lor Del 1988 for Praino Island Units 1 a 2W/ 
M1109 lit 

OUGSTAO.D, MUSOLF.O Northerr* States Power Co 60/10/31. lOoD 47646092- 
47548.101 


S. Reporlable occurrences, LERs A related correspondence 

8810250307 LER SS-OOl-OOon 66092l.airiock seal test not performed within required 
tme Caused by personnel error Importance ol adequately lev.ow-ng containment entry 
logs dunno airlock tosi procedure emphasised W/e6l02i Ur. 

HUNSTAO.A.A. MUSOLF.O. Northern Stales Power Co. 86/10/22 4oo 47270 1B4- 
47270:187 
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681109013S Pa'i 21 root to doled in Limiioiauo Co'p supplied saieiy- rotated SMB 
valvo eciuaiors w/RH insvlafod do molore wgi may nol develop ftk -rated aiarMig 
lo'Que ai o'ovalod ambient temps Review ol motors by ticenyees recommended. 
WILKINSON, i.£;. I imaorqua Corp. 80/1 1/03. Ollice ol Nodeof Reactor Ro9tiial»(W>. Di- 
rector (Post 070^11) l6pp. 47525 227.47525:242 

0611160396 PNO-lli'08-09l on 861 lOO.iaci'ny Shut dowrt (or condonser repairs Repa^ 
w(7rl( includes loak in sioam Ims inside condertser itienuhed on 001103 & condtvrsar 
tube leak observed on 081 106 

OURGPSS.a, AxetSON.W, Region 3. Olcol the Oectar. aa/n/Ofl. Ip 47564 063 
47564063. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & tire protection plans 

8810310017 Generic Ltr e6-l9 10 all luol cycle iacility 5consoos 

possossing.us,ng,import<ng,erpoding or transporting lamuta quaaitbes ol saaicgic 
SNM to use ol doadly lorce by licenseo nuaroa to provenl inoU ol SN’^.Sve bsi enoi 
BURNETT, RF Oiwslori of Safeguards & Transooriation (Post 8704I3J 66/10/28 
ConsoVdaiod Edison Co o( New Yotk. Inc 3lpp. 47513:04?-47S13077. 

8611080009 Forwards lovisod pages to 661011 proposed security plat> clutngesEnci 
wdhtie’d (rof I0CFR73.2IJ. 

WHITTiER.G.O. Me.no Yonkeo Atomic Power Co. 88ril/Oi. Oocumciii Contrcl 
Branch (Oocumont Control Desk). Ip. 47474:0l3.474?4.0l3. 

6811080287 Submits lesponso to SAIP Rapt 50 308/87-90 Reauesis lecons doiaiiQn of 
pprtormanco In area ol radiation controls Util did not know that NRC-epproved serutiiy 
an no former considered adequate until receipt ol SAiP 

ANDA22A,J.B. Memo Yankee Atomic Power Co 86/11/01 RUSSEI.L.W.T Rogion 
1, Ole ol the Orecio/. 8pp. 47490 350.47490.3S4. 

8811090001 Forwards SalQly hsp Ropl 50-309/08 17 on 660d19-2l No vioiairons 
noted 

BELIAMY.RR Region », Ole ol the D-reclor. 80/il/Ot nAW>^^^A.JB Ma-no 
Yankoa Atomic Power Co 2pp 47613:137.47613 144 

-8611090003 Emergency Preparedness insp Rept 60.300/661 7 on 8839 19 21 No vie- 
iatiens or deviations noied.Major areas inspecied observaiion of annual partial pariici- 
pation emotgoncy exorcise on 800920 

FOX.e.F , LAZARUS, W.J. Ragon 1, CMc ol the O.recWr, 88/ t0/3l 6pp 475l3 139 
47613:144. 

6811210432 Noulicaiion of Signllicent llcensoe Moetmg 88-185 w/uui on68lli7 loUiS 
cuss physical sacuniy plan for plant 

TRIPP.LE Region 1. Ole ol the Oirgcior. 86/11/10. Rcrglon I, Otc oi iho Oaocicr 
Ppp. 475Se279-47596280. 

8611320137 Po/wards parliaUy dololod Insp Repi 50 303/66 19 on 880001-100$ & 
notice ol violation Response lo sucuniy violat ons requosiod 

WIOOlNSJT. Roolon 1. OfC ol Iho Drector 88/11/15 RANOAT^A.JB Mn^io 
Yankee Atomic Power Co. 3pp 4786i:305‘4765i:3i7. 

-S611320129 Partially deleted noiCe ol v.oiaiion irom msp on 88090i-i005 t'O* 
tOCPR73.3i) violations noted security p/aciices 
' Region I.Ofcol ino Director 68/U/iS. 2pp 4765i:308.476$t:309 

-8811320131 Partially dololod Resident insp Ropl 50.309/88't9 on 860901- 1005 pel 
I0CPH73 2i}.vioieiions noted Major ereas inspecied loHowup on previous mep 
fmdings.roview of special ropie,i.consoo event loiiowup & phyeicei socuniy. 

TRIPRLE Rngion J, Olc enno Diracio/ 88/10/27 8pp 47651 3l0-47e6i.3l?. 


H. General correspondence 

8811300316 Comment on proposed lulo 10CFR28 te Fitness lor Duly PioQtam Fools 
that level ol leshttg moposoa in rule far exceeds inlent ol Illness for duty rulo 6 would 
place unreasonable Durden on ernp'oyoes. 

tOWAflOS.D W, Yarrkee Atomic Elaciric Co. 88/1 l/l 7. Oocket-r^g 8 Sarvreos Branch 
8pp. 47633.210 47633:217. 


P. Operating license stage documenie & correspondence 

8610180350 Generic Lir 88-17 to all holdets of OLs or CPs (or PWRs ro (oss of 
DMR.Svc iisi oncl. 

CRUTCttflELO.O. Associslo Oirecior for Pto|ocls (Post 6704111 80/10/17. Consofl- 
daled EdiSon Co of New York, Inc 84pp 47279.166 47279 241. 

8611030374 Application lor omond lo License OPR-GO.consisImg ol Proposed Chitngo 
133, modifying specified survaiiance interval Air conlrot elernoni assembly partrai 
movotnonl lesi from once every 2 wks lo monlhly Fee paid 

RANOAZZA.J.B. Maine Yankee Atomic Power Co. 00/10/16 Oocument Coniraf 
Branch (Oocumonl Coniiol Desk) 4pp 47439:040-47439.045. 

-6611030381 Proposed Tech Specs. modifying specified survciiiance iniorval lor conuol 
olomeni assembly padiel movemoni lest frequency, per C-E STS. 

• Maine Yankee Atomic Power Co. 86/10/16. 2pp 47439 044.47439 04$. 

8810250164 Generic Ur 86-18 lo aii iicenseas of operating leaciors & holders of CPs re 
plant record storaga on optical disks.Svc lisi encl. 

CRUTCHFiEUD.O. Associate Dirociot lor ProJecls (Post 8/041 1). fiO/tO/20- Consolh 
dated Edison Co ol New York, fnc. 45pp. 4 75l3.00f.475l3 04S. 

8811020276 Forwards safely evaluaiion accepting Topical Rept YAEC-ldOOP. 
‘'RELAP5YA:Compuioi Program For LWR Sys Thermal- Hydraulic Analysis" lot rel in 
I, censing epphcaiions lo extern specihsd.W/Technical Svaluairor) Rept EGL3-TFM- 
7933- 

FAIRTfLE.M.B. Proleci O.recloreie l-0. 88/10/25. PAPANIC.G. Yarikee Atomic Efectrrc 
Co. 3pp. 47436 232-47438:318. 

—8611020279 Safely evaluation of Topical Repi YAEC-tSOOP, ''RELAPDYA: Compuier 
Program lor LWR Sys ThermalUydrauiic Analysis." Program acceptable as Hcensing 
meinod lor small break LOCA analysts under conditions stipulated 

* Office of Nuclear Reactor Regulaiton. Oi/ecior (Post 870411). 08/10/29. 4pp 
47438:235 47430.238. 


8811160185 App'icalion tot amend to Lrcenso OPR'36. amend ng Tech Spec Snetibn 5.2 
to delete olfs-to A laa-Hy orga’^i/ation charts. per Oer.or-c Ltr 88-08 Fee paid 
RANQaZZA.JB Ma-no Yankee Atomic Power Co 88/10/26 Document Control 
Brench (Oooumcrril Conlrol (Josk) 5po 47558 213-47658 219 

••8811(60206 Proposed Tocn Specs.deloi'ng oitsito d facility oiganijniion 
CharlS.Figu'es $ 2*1 & 5.2-2. 

• Maitio Yonkoo Atomic Power Co 08/10/26 2pp 47550 210 47668 219 

6BI109D021 Fonvards inlomal tupl re short ctcuil sludy.pct 681016 icuuesi dunny 
mooiihy Prosciii lian on ui| targe load add lions to plant buses which was imposed by 
F Baxior 070309 memo should be inainiB'ned in oiioct 

V/HITTieft.GO Mama Vankoo Alom.c Power Co 66/10/27 RUSSEU VV.T Regent. 
Ole Ollho Drector llpp 47502 341 47502 350 

881 1 100262 flopucsis IhDl NPC make listed change to a'l apprcp'iaiu "list copies" re 
L<cer>$o OPR 3C\ 

AfsiCLDSCM.P.l Yarikoo Atom-e Electric Co 00/11/02. Oocumonl Control Branch 
(Documorii Ccrsf'C) Dosti). ip 47535 074-47535 074, 

66 it (40 (70 ^pt-caiien for approval tu foavo inptoco.st.giicv coniamniatod sc/ rioxt to 
roacior water storoya lank Rad oloy cai assesstr.enl onci Fee pa.d 
WfilTTlEn.GO Ma-no Vankoo Atomic Power Co. 66/11/62 Uocomeni Control 
Branch (Oidcunicni Caniioi Dusk). I4pp 475-14 081-47544 094 

88112(0037 App'icalion (or amend lo Uconsu DPR-36.modilyny Tech Spec 1.1. "Fuel 
Sioraye " Fee paid 

(lANtr/kZZ/Lj 8 Mairio Yonkoo Atotrlc Power Co 68/11/00 Oocum.arvi Control 
Brancti (Oocumoiit Cortirol Desk). I3pp 47590 335-4/590 350. 

-8811210036 Proposed Tcc-h Spec i.l. "Fuel Storage " 

* Maine Yenkco Atomic Power Co 66/11/O6 3pp 47590 348-47590.350 

86II2I0288 Forwards t;OG-NTA-7003, "Ccniormanco to Bog Gtrde 1.97. Mam© 
Yankoo." 

SEAHS.R.M Project Dfrcciotaie l-O. 08/11/ 16 RANDAZZA.J.O. Mai'/e Yankoa Atom's 
Power Co 3pp. 47500:104.47590 108 

-8809160117 "Conlormanico 10 Reg Gude i.O/Ma-n-o vankoo." technical ova'uaiion 
<op< 

UDv.a.C £08G Idaho. Inc (subs ol EG&O. Inc) U(3Y.AC. Idaho Nalienal Engineer- 
ing lat>oi8iory. FIN A>&*.03 EGG-NTA.7O03. 06/00/30. NRC • No Ooia-iod Aifiiiauon 
O.von 2lpp 47$0U 107-47500 131 


0. inspection reports, IC Duiieilns 8 correspondence 


8811080262 Responds 10 NRC Bul-OU'i 00-001. "Delocia h WeslinghQusuCi'CU'l Oroak- 
©r$ " IVo ctrcu'i breekors subj to Qu’tetin insia,tod in (I'ani 

F^ANOAZZA.J.B Meltio Yonkoo AlO'n'C Powot CO OQ/04/20 RUSSELL,W-T. Rogion 
I.OlCOdnoOffOClO' ip 47504.106 4 7504 166 

6810030249 NRC inlo Uoiico 86-076, "M.suSO Ol Flastnng LigtitS lor High Rerfiabon 
Area Controls " Svc list onct 

nOSSI.Cf Division 01 Onoiailonul Evonts Assossmoni (Post 6704(1) OB/tO/07 
Consokdalod Edison Co 01 New York, inc I33|ip 47279 242-47280:003 

86100701 14 NRC into Nohce 80-082, "Terus Siiolis W/Conosion & Degraded Coarngs 
m BWn Coniomments " Svc list oncl. 

nOSSI.CE D.vison M Opetalionai Evnnis Asscssrnonl (Post 070411). 88/10/14 
ConsoiKiaicrl tdison Co ol New York, Inc nOpp. 47280 124-47200 235 

6810140212 NRC into NoliCb 80 085. "Qioken Roiain ng Oleck Studs on Anchor Dailmg 
C>)cck VeWs " Svc lisi ond 

ROSSi.CE Division ol Opomt'onai Events Assossmoni (Posl 670411) 00/10/14 
Consol-dated EdiSon Co 0 / New York. Inc. 1 Iflpp. 474«>3. 199-47483 018 

8610260 102 Oiscussos Irrsp flepi 50-309/67-I6 on 870720 24 4 forwards notice of wo- 
lotion 

nuSSEU.W r. Rog'on i, Otc of the O.tocioi 63/t0/l7. RANOAZZA.JO Memo 
YanVeo Atomic Powot Co 5pp. 47200:308-47280 322 

••8610260108 Nol'Cu ot v-oiation Irom msp on 870720-24 Violatiort noted conlmanial 
coMc usQd in lout oi RCS sys hoi & co'd log RTO & statos terminal used m RCS cold 
(on RTO loop circuit not includod on list ol equ pmeni important to safely. 
HUSSELl.WT. RoQ'on I, Ole ol Iho OituClor. 00/10/17. 2pp. 47280 313-47280 322 

8610140018 MRC Into Nol'co 80 084. "Doloclivo Uolor Shall Koys In Limilorquo Motor 
Aciuaio*s " Svc ksl oncl 

ROSSI.CE Division ol Opcralionol Events Assessment (Post 87041 1). 60/10/20. 
Consotidstod Edison Co ol Now York, Inc flOpp 47260.004-47260 123 

88(0170381 NRC Info Nol'CO 60-066. "Opofal'ng lA7Wu»<pie Grounds m DC Distribution 
Sys " Svc list oncl 

ROSSi.C.E. Dvisiori of Oporaiionat Events Assossmerii (Post 070411) 66/10/21 
Consolidatad Edison Co ol Now York, inc ii6pp 47463:061-47463. 197. 

6811070316 Hosponds to NRC Bulteim 08-000. ' Theimal Sirossos m Pip.ng Contiectod 
(o RCS." No unisolablo sochons ol p pmg connected 10 RCS thai may nave been sub) 
lo OKcessivQ incimal slresses induced by leaking valves 

BANOAZZA.j.B Maine Yonkoo Atomic Power Co 88/10/31. Oocumonl Conuoi 
Qranch (Oocumonl ConUol Desk). 9pp 47459 283 47459 29i 

6611180003 Nolico ot Sign.t.cani Licensee Meeting 88-178 on 861 1 10 m Wiscassui ME 
re SalP moi mooting 

TRIW.IE rtog'oo 1 Olr oi iho Direclor 08/ 10/31- Region 1. Otc ol Iho Oueciot. 
?pp 47600.016-47589017. 

68 1 1080287 Submits rosponsQ to 8ALP Rcpi 50-309/07 99 Dcquesis leconsidcration ol 
poriormanco in area of radiation controls Ijtil &d nol know iftal NRC-approvod socuriiy 
an no longer considered adequate until receipt ol 5ALP. 

ANOAZZA.j B Marne Yankee Atomic Power Co. 86/1 1/01. RUSSELL ,vv T. Rogiori 
1. Ole ol Uie Diroclor. 6pp 47490:350-47490 354 
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8811090001 Fomartis Safe!/ 'nsp Hep) 50-309/89-W OT e803lS-21-tto v.rfatsWW 
roiad 

aELlAM/Bfl Hogan 1 0»c ol lAa DifecIO'- G6/11/OI flAMOAZ^A.JB Mano 
Ya.'ilce Aloffrc POWO' Co ?pp 47513 137 47S13 

-881 10981)03 Emorgoncy Picparcilness Insp Hepi 60 3C97G6-t 7 on e803>9-?l No VD- 
lai«r$ or <fcY ai-pris noiod l/alo! aroa% lospeciod. oPsarvalion ol anruai parbat pa.iici- 
palion or'crgonc/ o*cfc se on 080320 

FOX,E F . LAZAnuS.W J Reg on V 0!c ol IIB Drooler 88/10)31. 8cp. *7513 139- 
47513.H4 

ee 1 1040324 Supp* 3 lo NFIC !n‘o Nolice 06- 1 C6, ' Feodviraisf Lino BroaK " SvC 191 onci 
nOSSi.C E Opjision of Opoiaiicrai Even's Asseasmeri iPosi 870411) BO/ll/iO. 
CoTiSOiKJawiiJ Edison Co ol fU'« Yc'l^. 'rC 112pp '.75590?2-47559'.lfi4 

0811220127 Fcrwarcis pelia'I/ de;eled insp Rapi 50 309783 19 or) 680901-1005 & 
noi CP ol vio'8) on.Responsc lo secuniy vio anona rcqueaion 

WlGGiHS.JT Region 1. Ols of ihe O.-ecior. 88/11/15. RAN0A22A.J.B Mane 
Yankee Atom'C Pon-erCo 3pp 47651 305-47851 3l7. 

-6811220120 Parialy de'oted npiccn oi vlolalon from map on 889901-1005 (lel 
10CFn73.2i).Vioia' ons r.ole0.sacut*>y pratl'tes. 

' Reg-on l.Ofc of IfieO-tecior 88/11/15 2pp 47651 300 47661.309 

-081122(1131 Partial y dc'eied Resident Insp Ropi 50-309/88-19 on 88050). 1005 (>el 
IOCFR73 2l)-Vola‘<cn9 noiedUejo' areas inspected (a‘iQv>jp on prevnus insp 
liidirig^yeview ol special icp'.s.lconsee ever\i i<jiiQy,-ua a pAyslcal secu«<ty. 

TRIPP.L £ Region 1. Ole Oi Ihe Oirocior 88/10/27. 0pp. 47651 310 47651:317. 

8011090204 NRC Inio Noiice 89 087. "PLirp Vycar & Fo'eign OK.ecis m Flam Rrptftg 
Sys." Sve lisi one’. 

nOSSi.C.E Oiv.son ol Opera'.icrel Everts Assessment (Post 870411) 087ii7l6 
(^pso'idated Edison o' Now Yorli, he. 1 13pp 47601 020-47601:132 

6611090403 KRC ir/o 1}oi po 80 088, "OegiadaVon ol V/esii.-ighpuse ARO Be'ays " D-rc 
lisi end 

ROSSf.C E pMsion cf Oseraionai Eve.*iia Assessrr.eni (Poai 070411). 68/11/I6 
C^nsolidaied Edison Co ol New York. Inc 1 iSpp. 47597.001 47567 (13 

98t123Q42t Forwaids ovalireiiod repi re onsM re-riew cl i.eensee simuieiicr) (acihiy 
condjcied dgr.rg vik ol 330a29.SimuiGtia.n /eciiiiy found 10 be In foP compiiancp w/ 
reauiaiions 

SbARS.P.M. Prcteci O'-recloraiu 1-3. 68/11/17. RANaA22Aja Ma no Yankee Atom': 
Power Co npp 47623 033-47623.043 

0811151)093 NRC 'n'o Notice 86 089. "Oegradation of Kepion Efecfncalinsuiai'OA" Sve 
list onci 

B08Si.CE. OiYiSCpT e! Ot>si«"«nai Events AesMemerii (Posi 8704li) 68/17/21. 
Conso'deiorl Ed'Son Co. of New Yci 1<. inc 1 13pp 47603.045 47603 lei 

0011180470 NRC Info Notice 88 C92. "Po!«ni‘ai for Spent Fuel Pool Ofamdown.'* Sve 
Hat end. 

nOSSlC.E. Q.-/i4ion o( Qpe'at.onal Evonte AsMevnem (Poet 6704t(). 3d/tt/22. 
Copsolidoled Edison Co 01 New York, inc lUpp 47606 124-4760623/ 

6811160910 NBC SLiioiin 80 010, "Nonco.'ilorming Molded Case Ci'CiH eioaVers." Sve 
list enei 

ROSSI, CE Ovision ol Operai'Onal Events Assossmeni (Post 870411) 39/11/22 
Consohdaicd Edison Co of Now Yoik,fnc. I2ipp 47COOOOI '47606 123. 


R. Periodic operating reports & reialed correspondence 

8811209221 Forwards moniriy opotalmg repi /or Mare Yenkea lor Oct 1936 6 revised 
operaing data rapt cage for Sopi 1986. 

V/HiniEB.O 0 Maine Yankee Atom c Powei Co. 88/ 1 1 / 1 4 NRC ■ No Oweiod AHiU- 
ePon Gvsn. ip 47e21:245'4762l 299 

-0811210329 Uonlfily operating icp: (or Oct 1988 lor Meine Yankee 
TAYLOR, JM Mare Yenkeo AlomC Power (^. 86/10/31 ilnp 47621:240 
47621:256. 

-6011280222 Revised monihly ope/ahng ropi lor Sepi 1966 for Maine YenKeo 
RIVARO.OA Wa ne Yankee Aiotr.c Powor Co. 80/09/30 2pp. 47621:257-47021 250 


S. Reportable occurrencea, LERs & related correepondence 

0011090125 Part 2i repi re deleci in Limitoroue Coip suppned safety- releied SMB 
valve aciuaiors w/RH Insu'aied dc motors lliai may not develop lob-raied elorilng 
toiguo St elevated amb-ent temps Rev.ew of molars by licensees rocomroended 
- lYILKfNSON.i E Lim torque Coip. 86/11/03. Office of Nuclear Reactor Reguialion. CK- 
recloi (Post 070411) I6pp 47526 227-47525 242 


DOCKET 60-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Secutily, medical, emergency 6 (ire protection plana 

061 1010532 Rev 6 lo "Arti'.c'al Island Emergenev Plan " 

GURGiN.O , NICHOLS,J. Public Eenfice Eiocl'lc & Gas Co. ol New Jersoy. 68/10/19. 
110pp.47O&0.229-47396:346 

0811020357 Notice of Signi'icani Licensee Mealing 68-172 in King of Pruasie.PA ro 
physical socuniy program lor An lical Island. 

SrttTLAND.PO Reg'of) 1. Ole oi the Oirecicr. 86/10/21. Regon f. Ole oiiho Okec- 
icr 2pp. 47409.0B3-47409 084. 

8811040021 Revs 10 A/iif cial Island emergency plan admin s’relive procedures/ttduding 
Rev 2 lo Ef’IP 1003, Rev 1 to EPI.o 1004. Raw 8 to EPIP 1013 8 Rev 0 lo EPIP 1014. 
' Public Sofveo EfocL'ic & Gas Co of New Jersey. 88/10/26. 56pp. 47440^59. 
47440314. 

8011040026 Rev 6 lo ErTergc.ncy Plan Irrplemanting Procedure EPIP 602, "Rad.o-*oglcel 
Dose Assessment " 

• Pubic Service Eiecinc 8 Gas Co. ol New Jeisey 66/10/25. 99pt) 4744e:027- 
47440 115. 


60ttO3O1OS Bevisod orrioigency plan implemont-ng procoriuros.includmg Rev 3 to EPIP 
201SA304S.flov 6 lo EPIP 202S & 302S,Rev 5 to EPiP 204S & 30lS,Rev 2 to EPIP 
307S S Rev 1 (0 EPIP 30AS 

FAWCEn.D. JACKSON, J, MILLER.U K Public Service Electric S Gas Co. ol New 
JO.'Soy 00/10/27- 200PP 474 16 172 4741 7:020 

801IO7<K)24 Revised orrernoni:y plan irmplemeniing procoduros.inciurling Rev 4 to (ab'e 
of ccnionte.flov 3 lo EPIP 801. Hov 1 to EPiP 602, Rev 3 lo EPIP 003, Rev 1 to EPIP 
804 & Rev 2 to EPIP 005 

• PuUc Service Etocinc 4 Gas Co. ol New Jersey 60/10/27. 39pp 47458.022- 

47458061 

88103I4MI7 Gertotic Lir 60-19 to all fuel cycle laciliiy l.consees 
possoss>ngA)»na.imppring, exporting or iransponmg formula quanioies ol sltalogic 
SNA1 10 use of deadly force by 'iconsoo guarus to prevent melt ol SNM.Svc list encL 
OURNETT.fl.f. Division ol SalOQuarde 3 Transpoitaion (Post 870413) 80/10/28. 
ConsoMaiod Edison Co ol Now York, Inc 3ipp 47513 04/-47513. 077 


H. General correspondence 

0011300164 Comment on proposed rule 10CFR2G le Fitness lor Duty Program which 
bichidos random drug lestmg Ui 1 sirt^rigly favors 180 day period for impiomoniatlon of 
rUe i 360-dj|y implomcntaiion period (or random drug losiing 
MlLT£NSEn(JER.S Public Serv.ca Eipcinc & Gas Co of Now Jersoy. 68/11/21. 
CHlLK.SJ.OHi<5do1 ib.e Socroiaiy o( «io Commission. 5pp 47C33.206-47633.290. 


P. (derating license siege documenls i correspondence 

0011030073 Notice ol Signihcent Licensee Mooi-ng BQ-170 on 661020 in King oi 
Piussia.PA to rlscuss refuel na oi/iago probioms 

SWCTLAHO.PO Region 1. OTc of the Director 8Q/lO/t3 Region 1 , Ole ol Ihe Direc- 
tor 2pp 47422 337-47422 339 

0010100350 Generic Lir 09-17 10 ell holders ol OLs or CPs lor PWRs le loss of 
OMR.Svciii enci 

CrtUTCMFlELO.D Associate Director for Prolocis (Post 070411). 60/10/17. Consol'- 
daledEAsonCo of Now York, Inc. 84pp 47279 156-47279:241. 

0010250302 Applcahon iP' amend 10 Lioansa DPR-75, reducing correction How mfie»- 
loemeni imcertoiniy to in Tech Spec 3/4 2 3. Fee paid 
MiLTCNSCfiOEH.S Pobi-c Soivico Etenutc & Ges Co. ©l New Jersey 89/10/19. Doc- 
umerti Conirol Oianch (OocumonI Conirol Desk) 2ipp. 47321.310-47321:336. 

-0010200300 P'oposee Tech Specs. loduclng correciion toi How meesuromont uncot* 
la/niy hem 36 10 2 2 Aa 

* Mublic Service Eiecuic & Ces Co ol Now Jotsoy 06/10/10. 6pp. 47321:331- 
47321 336 

0010250104 Oenofic Vic 60- V6 lo e'l iiconsoas ol oporeimg leecioie & holdois ol CPs ro 
plant record siorago on opbcsi disks Sve Lsi end. 

CRUTCHFiELO.O Assov'-ate Precior lor Pio;ocis (Post 070411). ee/IO/PO. Cansoli- 
dated Edison Co. o1 Now Yck, Inc. 45pp 475 1 3 00 1 -4751 3.040. 

5010370034 Bequosis ihei NRC ensure me) uiit beats steam ganetaioi lube deoraDfl- 
lion es Category C-D laituro es s'aiod in Tech Spec 4.4.6 S- 
N 1 CHOLLS.GP. New Jersoy. Sieia ol. fiO/tO/20 Documeni Control Branch (Docu- 
ment Control Desk) 2op 47342:211-47342.212. 

00liO2OO54rorwBi{)s shtaly ovaluavon accepi.no uiii tegussi re svr. eilension ol Con- 
temmonl Fen C«.i Units 21-25 & relel from ASME Code toqu>remont6 for repair ol 
Conlainmeni CoH Unit 25 

STONE.JC. rvt^ct Oiiocioioto 1-2. 68/10/20. MiLTENaERGER.S. Public Sarvico 
Elacinc 8 Gas Co. ol Now Jersey. 3pp 47412 147-47412 155, 

-0011020007 Saloty evaluation accepling uiil request lor svc extension ol Conlainmeni 
Fan Coll Urkls 21-25 A lekel from ASME Codo requirement lor repe-r of Conia-'nmont 
Cod Unii 25. 

* Olbce ol Nuclear Reactor Regulation, Director (Post 670411). 66/10/20. 6pp 
47442 150 474A2;t55. 

6011020316 Femverds lenaiiwo ouil ne for biological assessmoni of sea turtle occur- 
rences & weralionai impacts al plani.per 860920 request 

MILTEN8ERGER.S Pubi c Service Electric & Gas Co of New Jersey. 86/10/20. Ooc- 
\miont Conirol Bienoh (Documeni Conirol De&V). 3pp 47409.094 4740Q.09Q. 

8811020357 Noi>ce ol Signillcent LIconsoa Mooting 06-172 in King of Prussia, PA ro 
physicel security progiam lor Art.Lcel Island 

SUVETLWJO.P.O, Bogion 1. Ole ol Ihe Director. 88/10/21. Rogbn 1 . Ofc of the D.rac- 
lor.2|>p 47409 083 474091384. 

6811030185 Reouests lemporary excmpi-on from cortan adm'nisuative ponions ol 
10CFR50 40(e){l)|i) in order to leiurn lo power operation. Fee pa'd. 

MILTENBERGER.S. Public Servica Eleciric & Gas Co- of Now Jersey. 68/10/21. Doc- 
ument Conitql Branch (Oocumeni Control Desk). I2pp. 47427. tt8-47427;l29. 

8011040286 Forwards Amends 69 & C2 lo Licenses OPR'70 & OPR-75, respociivaly & 
safe!)/ evrduatipn. Amends change Tech Specs ro coniainmoni a'r lock leakage lesiing. 
SrONG.jC Project Dircciorale 1-2. 66/10/21. MILTENBERCCR.S Public Service 
Eleciric 8 Oas Co. ol Now Jersey. 3pp. 47429 124-47429.140. 

-8811040207 Amends 69 & 62 10 Licenses DPR-70 4 DPfl-75,ro9peclively, changing 
Tech Specs (0 coniainmoni air loch leakage lesiing. 

BUTLER.W.R. ProjoCl Directorate 1-2. 88/10/21. 11pp. 47429:127-47429:137. 

—8011040288 Sa'oly evalual’on supporting Amonds 89 & 62 to Licenses DPR-ZO & 
OPB-75.te»eclively. 

* Oliice oi Nuclear neaciot Ftcguialion, 0. rector (Post B70411). 88/10/21. 3pp 
47429:138-47429 140. 

8611020014 Forwards required aliidavil In resubmiltal ol 881021 request lot exomptlon 
from requirennents of 10CFRS0.46(sJ(l>(i). 

MILTENBEROEH.S. Public Service Eloclfic & Gas Co. ol New Jersey. 88/10/24. Doc- 
umeni Control Branch (Document Conirol Desk}. I2pp 47412.067-47412076. 



MfLTENUERGEll.S f'uh'iC SCfVfCO (.(ecftic « Gas Co Of wow Jersey ff8/IO/Zli ooc- 
umonl Ccnirol Brunch (DocuT.ont Conito' OesM 5pp 4739?. O/G'-ITSS? 082. 

••681 1010337 Rovi&erl Toch Specs pagos ro power disuibjiion lirn.ls 
■ Pubic Service Eloctnc & Gas Co of Row Jorsoy 00/10/26 Opp 47307 070- 
4 7397 00? 

6611070069 Koisvarcls.loi FR pubi cation. onviron assessment & finding ol no s-gn.fcani 
impact to lompoiary exempt on from iOCFR50 46(a)OHi)PfCipose(l oxetrpiion would 
a'low losiari prior to comploimg ECCS roanaiysis 

BUTLEn.W.n Ptajoct Cuectcralf] I?. OO/W/2? MILTENBGPGLR.S Pub^c Swwo 
Electric & Gas Co of Now Jorsoy 3pp. 47443013 47443 018 

-6811070073 Environ Qssossmonl & lincing of no s-gnificani impact a'Jow^g restail 
prior to comp'oling ECCS toanalyS'S 

BUTLER, WR P/oiOCI Oirecforaio 1-2. 80/10/27. 4pp 47/)43.0l6-474<l3l>»a 

8811070276 Forwards iiconsoc program for using roociQr oporatofs d^nrtg du'aiion ol 
control room rodosign olfod.por NnC 961016 request 

LABRUNA.S Public Service Electric & Gas Co. ol Now Jersey 88/10/28 Documonl 
Control Branch (Documcnl Control Desk). 4pp 4 7-459 3 1 7-47459 320. 

6611040256 Forwards oxempi-on from requirements of iaCFRS046(8)(i)(i) 8 solely 
eva'uaiion suppcning oxempiion.poi Q6102I & 24 request 

STONE.JC. Proiocl Diroctorale 1-2. 86/11/01 MIL1ENBER6ER.S. Pubic Sorvico 
Eleelnc & Gas Co ol Now Jersey. 3pp. 4 7445 144 -4 7445. JS4. 

-6611040259 Exemption Irom l0CFR50.46(a)(iHi) 'o ECCS coci.ng perlo-manco bo 
calculated w/eccoplabio evaluation model & results conform to criteria sel lonh m 
Paragraph 50.46(1)1 

LAINAS.G C Drv/S'pn of Roaclor P/o(eci9 • l/li (Posi 070411) OB/tt/Ol. PuMc Serv- 
ice Electric & Gas Co of New Jersey 6pp 47446;147-4744S 152 

-6811040262 Safely ovaiueiion supporting schodUer exemptfon bom 
10CFR50.46(a)(1)(il. 

• Office of Nucloar Reactor Regulai'on, Otoclof (Post D70411) 88/11/01 2pp 
47445.153-47445:I54 

881 1080222 Forwards Amend €3 to License OPR-ZS & safely evaluation Atrj^nd aiiowa 
aiterneta sampl.ng molhod lor siearti gonoialor lube Insps.l m.lqd to loudh toluol ng 
ouiage 

BOGER.BA Assistant Oiroclor lor Region I Reactors 88/11/01 MIlTENBERGER.S 
Public Senricu ElucUic & Gas Co ol New Jersey. Spp 47504.078 47504:09i. 

-8811080224 Amend 63 lo Liconso DPR-76.aliowing alirirnate samp-ing meinrxl lor 
sieam goneroior lube inspa.imiied lo lourth refueling ouiago 

QOGER.BA Asslsiani D^roeior lot Bogion I Roaciors. 66/U/01. 4pp. 475O4O03- 
47504.086 

-88 1 1080228 Safely evaiuaiion supporting Amend 63 lb License GPrt-75 
' Oftico el Nue'ear Reactor Reguiai-on, Oiroclor (Poat 6704ii) 86/11/01. Spp 
47604 087.47504 091. 


4/0IS..M 3 

-8811320338 Saloty oval.iolion simpoit-ng AmD-id 04 to License OPR 75 
• oilico o! Nuclear floactoi Rcijuiaiion. Droctoi (Post 67Q4iii 88/u/i? 6pp 
47016 344 47616 349 


Q. Iriapaeilon reports, IE Bullollns ft correspondence 


881)070299 Submils supp'orronial tosponso lo NRC Bu'-'oiin 87 003 to lost results ler 
lasioncra lound rjul ol spec. Safety loiaied lasinnors that siigtii'-y exceed HRU mail 
hardness spnc loqu iemonis may be used w/o comp-omisino solely 
MiLTCNOEnGi'R S. PuW.c Service Eiecinc & Gas Co or Now Jerser 60/04/2? 
RUSSf LL.W 1 . Region 1 , Ofc of ihe 0 loclor I3pp 47460 329 47460 340 

8810030249 NRC Inlo Notice 66 0/9. "Misuse of Fiasivng Uyhis lor High Ratliai'On 
Area Conltors" Svc I SI cr.cl 

nOSSl.CE Division Ol Oporalionai Evonis Assessmont (Post 0/O4ii) 86/10/07 
ConscHdaied Ed son Co ol New VO'k. me. I33pp -17279 242-47280 003 

88100701 14 fine mio NoLco 86-00?, " Torus Shells W/Ccrrosion & Degraded Coalings 
■n BWR Coryia-nmonts '" Svc Ki end. 

ROSSi.CE Division oi Opeialionai Evonis Assossmeni (Post 6704ii) 68/10/14 
Consoi'datcd £d son Co. of Now York. ir.c. 1 lOpp 47280 124-47200 235 


8010140212 NRC Inlo Notice 88 085. "Broken Rota.nmg Clock Suids on Anchor Oaring 
Chock Valves." Svc '/si end 

nO^.C.E O-vis'Ch Ol Opoiaiienai Events Assessment (Post 070411) 60/10/14. 
C^nsolidaied Edison Co of Now York, inc llOpp 47403. 199-47463. 3i0 

0810260380 Rosponds to NRC 000912 Ur re v-OluUons noted In Insp Ropis 50 272/88- 
16 & 50-31 l/06'l6Correciivo act one decumontod rovow wi'i be poiioimod ro pnoriii- 
/ailon A comploiion ol work orders lor PASS by 691201 to prevent rocurronco 
lA8nilNA.S. PiibLc Serv.co Elsdr.c S Gas Co of Now Jersey. 88/10/19 Oocumoni 
Control Branch (Docuinont Conuoi Desk). 6pp <17270 166-472/0.173 

00102594 >4 ForwarJa Criv.ryrj Qnal ' cei ory Bnlotcomoni Conference Repis 50 272/00 
23 A SO-31 1/66-23 on 880629 

MARTIN.TT. RoQ-on 1, Otc of iMo Dirocioi 00/10/19. MiLTENBERGEn.S Ptib'.iC 
^rvlc:o Elocinc A Gas Co of Now Jersey 2pp 47272.236 473/3 306. 


-001O2SO4I7 En'ofi»rnen{ Conloronco Hepfs 50-272/80 23 ft 503fl/06-23 on 
880920 Areas cuscussod.s'gn’ficanca of concerns ebo-il onviron qua'il-cai'on of L.mi- 
(oruuo vaiwo oporalors w/o roqured T-Jiams A solenc,d-opuroiod valvos w/o sea's 
OUrlH.J Roolen I.OIn of the D.roctOf. 88/10/14, 69pp 47272.236 473/2 306 


0010140010 NRC Info Ntof'CO 66 064. ’"Oefocfivd Mofor ShSlf Keys fri lifniorquO Motor 
Actuaio'S" Svehsi end 

nOSSi.CE Div-tton pi Oporalienal Events Assossmeni (Posi 670411). 86/10/20 
Conso'-idaiod Cdrson Co ol Now York, inc i lOpp. 47280 004-47200 123 


081)060201 Nolifical'un of 661 <16 meeting w/utii In Rocku.ffe.MO to d<«CuS$ general 
isstioa assosciatnci w/oporaiioh of plants. 

STONE.JC Project Di'ociO'ale 12 88/11/02 BUTLER.WR PiOiCCi Oriocioiato l-2 
Spp. 47473.056-47473 000 


8610170391 NRC Info Not-co 00-006, ""Oparaimg W/Muliipio Grounds m OC O-smbution 
Sye ' SvC iisi end 

ROSSi.C.E. Oiwsipn pi Opo/airemai Evrnia Aaaeaameni (Posi 870411} OO/iU/21 
Conao'idaiod Edison Co oINOw York, inc 1l6ep 47463 081 47463-197. 


6011070182 Confirma chnnge <o Tech Soecs^er 60ii<73 tdeon euihorr/airdn.license 
0PR-7S amended on 08U03 Revised Tech Spec Pagos 3/4 2-0.3/4 mi A 0 3/4 2- 
5 end 

0OGER,D,A Division ol neacioi Pro, eels • i/ii iPoal 670411) 66/11/03 
MiLTENOERGER.S Public Senrice Elocirfc A Gas Co of Now Jersey. 6pp. 
47460.2S6-47460.26f 

8611140126 Noiil-celion Ol 861 122 moeiiog w/uiil in Rockviiie.MO to discuss prepara- 
tion of biological assessment re sea turtle occurrences A operation impocis at 
lociiily-Toniaiivo ouil'ne lor biological assessment onci 

STONE,j.C. Pfoiecf Oirecforare 1-2 08/lf/O4. fluTLfin.W.R Protect Ofrecweie I-? 
Spp. 47607.209.47637:213. 

8611160401 Informs that util will return lecFity to svc having eccompmod all scticiiuiod 
OCROR mods lor outage w/excepilon ol Baiiey indicalor repiacomoni ind-cators in- 
(onded (o be replace d «vr(hin three outage OCRDR commrrment 
LABRUNA.S Publ'c Service Electric A Gas Co. of Now Jersey 86/11/07. Oocomom 
Conirol Branch (Document Control Desk). 2pp. 47569015 47569.016. 

8811230162 Final response lo F01A request for dacumenis.Fonwaids App U 
documonls App Lf documonis also available In POP App U (focvmoni wnhheW Jrof 
FOIA Exomplion 5). 

GRIMSlEY.DH. NRC • No Detailed Allil-ai'on Given. 88/11/08 JOMES.C.n Alii’ieiKm 
Not Assigned. 4pp. 47565 053-47685:058. 

-8709170040 Forwards hsi ol curreni lire pioiaciort e/i/orcor7ier)l acbwis.per 05>lO0 
requosi Suggosied schedule (or affected licensees to comply w/App R rcoukemoms 
w'.Il be prowded 

DIRCKSW.J. Ole of iht» Executive Oirecloi (or Operations. SECY-85-306A. 85/12/03. 
4pp. 47685 059-47585.065. 

8611210393 Forwards safety evaiuaiion granting temporary rollcl Irom ASME Section iii 
requirements ro mechanical seal clamp Assemblies. Rctiol granted for max of ihiea 
Cycles. 

BUTLER.W.R. Ptolecl D,raciorale 1-2 08/(1/17. MILTENOERGER.S. PoWc Service 
Sleciric A Gas Co ol New Jersey. Spp 47609 245 47600.252. 

-6811210399 Safety evaluation supporting requested lomporary roiiryt Irom ASME 111 re- 
quiremonts for use of mechanical seal clamp assembiiea.Rehef granted. 

• Ollice of Nucloar Reactor Hegulaiion, Dreclor (Post 670411). 69/10/31. 3pp 
47600.250-47609.252. 


681O26OO0S Discussoa aieius of rosoiuiioh of NRC Oullui n 60-002, '"Rap.diy Propagai- 
■txg F'aiiMo Ctacke In Steam Gonoraior Tubas." Provides doiols ol basis lo pairmi 
restarl o( Unt) ^.poixJing c’osocut ol NRC Qiiffolm 60 002 for pfani 
STONE.J.C. IhOiOCl Diroctoiaio 1-2, 00/10/81. MILTENBEnCiER.S. Pub'io Sorvco 
Electric A C>6S Co. ol Now Jersey 4pp 47366't65-47360'l80 

8811010088 Forworda Exam Rcpis 50-272/00 SlOU & 60-311/66 2301 aOmin-aterod 
on 8610(3 

OALLO.RM. RogiOh 1. QIC of the Di-ector. 00/10/21, MiLTENOERGER.S Pub'lc 
Service Ekxcic A GesCo of Now Jersey. 2pp 47402:170 47402:102 

-8811010094 (iiem Repis 5Q-272/e8>2lOL A 60-311/08-230'.. on GDl013-Exam 
results soruo' roncloi oparaior canadato passed all pert-ons of operei-ng exam, 
BRIGOS.L. Region i. (jfcol the Director. 0B/10/2l. 3pp 47402"101 47402-102 

08 1 1080222 Fonwards Amend 63 10 License OPR'75 ft safely ovotuolron Amend allows 
aliorneio eamp'ing nieihod lor eloam goneroior tube insps.lim.ted 19 lourlh reluoimg 
OUlBflC 

OOCftR.O A, Asslalanl Dnucior lot Rog-en I Reactors. CO/l l/Ol. MlLTENBEnOER.S. 
Public Sorvree Efocfric ft Gas Co ofNowjoraoy Spp 47604. 078-47604091. 

"8611080224 Amend 63 lo License DPR ^S.allowing olieinaio sompl-ng method lor 
sioam QonetQlor lube insps.limilod to lourih reluol ng ouiago 

BOGEH0.A Asalaiant Director for Region I Rootiots. oO/il/Ol. 4pp. 47504.003- 
47504 086 

-681 1D8032B Solely ovaluai-on aupporling Amend 63 lo License DPR-75. 

* OKico of Nucloar Raacior Rogulolion, Director (Post 670411) 08/11/01. Spp. 
47604 l>a?-475O4:09l. 

8611140014 Ack fccolptol 081013 Hr inlormlng NRC ol stops taken lo co'iect v.olai ons 
noted in map Ropts ^-272/08-07 ft 5031 1/60 07 

QALtO.R.M. RoQlon 1, Ole ol the Dlreclor OO/U/01 MILTENBERGEH.S. Pub'ic 
Service Elocinc A Gas Co of Now Jersey. 2pp 47537 203 47537:208 

8611080056 Forwards Saloty Insp Rapt 50-311/00-19 on 06l003-07.No vielalions 
Rolod. 

nuRn.,j.P. Ronton I, Ofc ol iho Drocior. 60/1 1/02 MlLTENBERGER.S Pubix Sor/- 
ice Eloctnc A i3aa Co. of Now Jersey. 2pp. 47477:150-47477:169 


8811220332 Forwards Amend 64 to License Drn-75 A salniy evaluelion. Amend re- 
visas Tech Specs to reduce correction for flow measurement uncertainty Irom 3.5% 
to 2.2%. 

SOGER, 8.A. Assistant Oirecio/ for Region I Beactora 00/1 1/17. MILTENBERGER.S. 
Public Service Electric A Gas Co of New Jersey. Opp. 47616 332-476)6:349. 


-eai 1080060 insp Ropl 50-311 /80-1 9 on 601003-07 No violations noted. Major areas 
(nepecied post-mod test piDgrain porlormo-d duimg recenr reluofirt-3 outage, review of 
posl-mod tost proceduics A lost results lor complolod icsis Unresolved iicm noted. 
VAN KESSEL.HF.. EAPEN.P.K Region 2, Ole ol the Director 86/10/31 lOpp 
47477;160 47477 169. 


90 DOCKETED ITEMS 


6&110&0146 Reipo.TSs VO f.RC BuVavm WiOOO. ' Th-irbUj Tube Thrr^^ «i Weehrg- 
house RcecVcrs " insload ol conti'iu.ng (o inspoci wearing ihimb'o tutts.uV'l proaciivo- 
ly replaced 8 modified itilrrblo lubes so povent ai lor wear sigiilicarvMy re&ised 
LABRUNA S Public Servico Elecinc & uas Co of New Jersey 8B/11/02 Docu'rtorvI 
Control Branch (Documoni Conl.'ol DosK). Bpp 47a94r2a3 -17494.250. 

8611040324 Suppi 3 10 NRC in'o Notice 8C-1O6. "Feodwatcr Lide Breah.'* Sve isi end 
noSSI.CE. tjwisicn of Oporaiionai Events Assossmervi (Post 870411) OB/ii/lO 
Consoiidalod Ed sorv t5o ol New York, ire llOpp 47559 072 47559 184 

8811330290 Vor«atris response ‘.0 NRC Bo'iebn 68 003 ta pa'*M at maidecyLiate latch 
engagement tn GE HFA latchmg-type relays Rosulls at rev'ow ol relays found saiiS- 
factory 

LABRUNA.S Pubic Sorvico Electric & Gas Co of New Jorsoy. 08711/14. Document 
Contrci Branch (Document Coniroi Desk) 3pp. 47000.090 47608.092. 

0811090284 NRC Into Notico 80 097. 'Tun-p Wea' & Fore gn Ob)ocis in plant Pft.ng 
SyS." Svc I st end. 

ROSSi.C.F Divison ol Operaioriai Evonis Assessment (Post 870411) 89/11/15 
Consolidated Ed-son Co. ol New Votk. Inc. 1 13pp. 47G3I 020 47601.132. 

9811090403 NRC inlo Not.ee 06 089, "Oegradeiicn ol Weslmgliouso ARD Relays" Svc 
I SI end. 

ROSSi.C.E Oivls:o'’ ol Operational Events Assessment {Poai 870411) 88/11/16 
Consolidated Edison Co 01 Now York, InC. 113pp. 47597 001 47597 113. 

8811150066 NRC Info Notico 88 089, "Oegredadon ol Keplon Flecnical Insulaiion" Svc 
list er.cl. 

ROGSi.C.E Division ol Operationa' Even.is Assessmnni (Post 870411) 88/11/21 
Conso' dated Ed'son Co oINew York, Inc 1 13pp. 47603 045 47603 161. 

8811160470 NRC i/iio Notice 88 002, "Potential lor Spent Fuel Pod Ora mown" Svc 
list enci 

ROSSl.CE. O.vision «l Oporelonai Events Assessmom (Post 870411) 88/11/22 
Consolidated Ed so.n Co. of Now Ycik, Inc. I t4pp 476G6. 124. 47605:237 

8811180315 NRC Bullet n 68 010. "Noncontormfng Molded Cnso Ctrcbii Breakers " Svc 
list end 

ROSSl.CE Oivsion ol Operalioral Events Assessmom (post 670411) 88/11/22 
Consolidated Edison Co of Now York. Inc. t21pp 47606 001-47606:123 


n. Periodic operating laporia « related correepondence 

6810280245 NPUES dschs'oemonltonrQ ropi for Sept i900.W/68IO25lt/ 

TREJO.J Pubic Service ETacinc 6 Qes Co. ol Now Jersey. 8&/09/30 Caporaie.C 
Now Jotsey. Slate ef 26pp. 47363 317-47363 342 

6611220333 Monthly operating repi forOci 1988 lor Selom Unit 2.W/ 681111 fir. 
ORTiCELl€,A.. MiUER.L.K Pub'ic Service Etecir.'c 6 Gas Co of New Jersey 86/10/ 
31. I4pp 47817C81'47517;094 


8. Repe/tabla eeeurreneea, LERe A related correepondence 

6610250339 LER 8R-OI6 00 on 661005, several lubes found dog-aded >n steam gonoie- 
tor lubes 22 & 24. Caused by stesm generator desigaEmorcency iKenso amend 
issued to muO'ly steam goneraior lubo sampling motbeaW/OGiOiS itr 
PObLACK.MJ, MiLlER.L.K Pub'ic Sorvico Elocinc & Gas Co oi New Jersey. 88 / 1 O/ 
16 5pp 47264 357-47204 361. 


68103100(7 GGr-«ri: Ltr 88-19 10 all fuel cycle tocility licensees 

possessi'iBusng.Importng.nvnoiiing or trarvsporting formula quantiles of siretegic 
SNM re use of deadly force by licotiseo ujarcis to prevonl Ihnfi ol SNM.Svc list end. 
BURNETT, fl.F. Div.sion ol Snleguards S Transpertafon (Post 870413) 08/10/28. 
CorveoMated Eo-son Co. ol New York, inc 3tpp. 47513 047-47613 077. 

6611210154 Ponwards Insp Ropt 50-312/88-28 on 0QI003-0SNO dellcioncles or violQ- 
iions ftoted 

VUHAS.G P flogion 5, Ole ol iho Ditocior. 00/ 1 1 /04 FIRLIT.J F. Socmmonio Mor’lci- 
pat Ulfeiy Distriet. 2pp 47596 134 47596 145. 

>•8811210165 tr.sp Repi SO 3I2/9Q-30 on 081003-0(3 No violations noted Ma|or areas 
inspoctad fol'owup on open items, liconsco audiis, train ng & evaluation ol 1988 annual 
omoigortn pr^arednese overcbo 

PENOERGASi.K M . fiSH.RF. Region 5, Ofe of the Director. B8/it/04. lOpp 
47506 136 47596 145 


P. Operating license singe documents & correspondence 

6811110164 Nolilicaiion ol 87OJ03 rneol.ng w/util In Boiliosda.MD lo review disctopan- 
cios in p'ent iHiuul olfiuonl program S 10 discuss changes to Tech Specs & olfsito 
doso caici/auon manual lo concci idenlifiod discropnncies. 

KALMAN.Jf PWR Pro)BCl Dirocioraio 0 B7/02/25. DENTON.H.. LYONS, J.. 

MlRAOUA.f NRC • No Daini Od Alliliaiion Given 2pp. 47520 164-47520:165. 

8818260218 /UJvisoB lhai TDl dosei gonoralors inslaifnd ai plant moot diall 1996 O-M-3 
vibration cnicrie & uiii d sconlmued moniioring TDl d esois (or vibroiion on OSiOOt.Dio- 
eels w. I now t>o men loiod porlad cally 

CHOLEV.BG Sacramonto Mu-Nc pal Utility D.SInct. 68/10/12. KNIGUTON.G. NRC • 
No Doiadod Afiil nllon Given. 2pp 47289 131-47266 I32 

8818160350 Generic Ltr 86-17 to aM hotdors ol OLs 01 CPs for PWRs ro loss ol 
Diin.Svc Usi oiict 

CRUTChFICLO.O. Assoc aio Di’ccloi for Ptojncis (Post 870411). 68/10/17 ConsoH- 
delod Edison Co. of Now York, inc. D4pp 47270 1 60-47279 241. 

661 1 150256 Sumrrary ol 6BI012 moot-ng w/uill in ROQ on V ofc ro liconsoo oflluonls & 
water mgi pio.cci act-on plan did B60829 Concern raised ro Iroquoni liconsoo roorga- 
nireions tesiJiing in pio'vous action olnns not boing ollnciivoty implomoniod 
YUftAS.OP Region 5, Ole ol >he Dliccioi 88/10/18 Region 5. 01c of ihe Diector 
3pp. 47540 26!) 47540320 

-8811150289 Rev 0 lo. "ElUucinls & Walor Mgl ProJdCt Action Plan." 

MELANCC^.S. VOCHHEIM.E . KEMPER.W. Sacrarpomo Municipal Utility Disirici. 80/ 
00/28. 29PO 4754B 262 47540 320 

6810250164 Generic Li' 06-10 10 eii i consoPs ol oporoiing reaciora & holdore of CPs ro 
p'eni record stotaou on opiicei disks Svc fisi end 

CRuTCiiFlEiO.O Assodato O-iector fer Profocie (Post 67041 1] 88/10/20 Consoli- 
dated Edisen Co Ot New York. Inc 45pp 47513001-47613046 

0811010553 /^i^caimn Ipr amonri lo l.icenso DPR-54,r!on9lsling of pioposod Amend 
■ 73.modifyarg Toch Spec 3. 14 10 romovo roquiiomohis foi lira suppression sys in Firo 
2ono« 70-00 Fee pa-d 

0EWITT.H8. Sac'smsnio Municipal UNly DiSlriCl. 08/10/25 KNIGHTON, Q NRC • 
NoOoidilod AlliTailon Given. Opp 47401 320 4 7401:320. 

-8611810554 Proposed Toch S|)0C Tablo 3 14-3, ' Carbon Oioxido Supprussion Zonos.'' 
• Seoemerto Munc-pti'Uli'ily CiSlncl. 68/ 10/20 2pp. 4?40V.32a.47.(0V.328. 


8811080192 LER 8a-Cl20'00:on 861001, fuel assembly insert changoculsm luci hsndkng 
build r-g (FHB) conducted w/FHO Ediausi fan 21 moaerabteCaused by personnel 
crror.STd lagoji ol FHB ventilation sys will bo pt«parda.VY/09l iQI itr. 

POLLACK.M j . MILLER.L K Public Service Clccinc 6 Gas Co 01 New Jersey. 69/11/ 
01. 5pp, 47474:164 47474;188. 

6611060125 Pan 2i ropi re defect in LImliorauo Corp suppi-cJ safely- related SMB 
valve actuators w/RH Insu'aled dc motors inai may not dove'ep luL-raiod slerurtg 
torque ai elevated ambioni lomps Review ol motors by licensees recommended 
WILKINSON, I E. Llmliorquo Corp. 66/1 1 /03. Oflico ot Nuclear Roacic Regulation. Oi- 
teclor (Post 6 704 1 1). 1 epp. 47525:227-4 7525 242. 


V. Operator Examinations 

9611010086 Forwards Exam Repis 50-272/66 3tOL & 50-31 1/66-230L aifmniSlored 
on 881013 

GALLORM Regicn I. Ole ol the DroClor. 88/10/21. MILTENBERGER.S PutAc 
Sorvico Electiic bGasCo ol Uew Jorsey. 2pp. 47402 179-47402:162. 


08IIO3O34I AMiiicatipn to-' Amend 160 lo liconso nPR-54.modily>ng nucioar svc bat- 
icty survoiisneo root-l-C-T.snlB.foo paid 

OEWirr.RO Sacrarnnnio Mun'cipal Utiiiy Districi 00/10/20. Documeni Conirol 
Otartcix (DeciLT.eni Coniioi UuSk). 3pp. 47420;OI8-47426:02d. 

-8811030343 Ptoposod Tuch Spccs ro nuc'oai SvC bpllory oporabiliiy & surveillance ro- 
quiromenis 

' Sac'amor^to Municipal UliMy OiSUicl. 08/I0/2B. Spp 47428 021-47420 020 

6911008240 Noiil cation ol 601 1 10 meoimg w/ulil in Rockville, MD to discuss plant ra- 
dKyncIrvo iiqu.d elliuont program 

KALMAN.G Ptojsci Direcioralo V. 68/11/02. KNIGHTON, GW Projoci Dirocioraio V. 
4pp 47472 350-47472 353 

6811100163 At^lcQiion lor amond lo Liconso DPR-Sd.consisi-ng ol Rev 1 to Proposed 
AmervI I72,withdrawing roquosi to rioioie reactor bldg spray Imo rogultomonis & jusli- 
fy ng removal of OHR inisl linos 

OEWirrjTB Sacramento Municpal Uii4iy D.sirlct. 86/11/04. Documonl Conirol 
Branch (Docurnenl Conliol Desk). Opp. 47514:131-47514:143 


-6611010094 Exam Repts CO-272/8B-2IOL & 50-31 1/68 230L on eatOISExam 
results senior reactor operator candidate passed aT portions ol opeiabno oxam. 
0H:GGS,L , ESELOniDTH.P. Region I, Olc Ol the Dirociof. 88/10/21. 2pp 
47402:161-47402 102 


DOCKET 60-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency & lire protection plana 

8811150314 Extends invitaiion lo allonci FEMA emergency mgt insi workshop on leder- 
8l radiolegcal emergency rsspo.nse p'an scheduled on SB1024-26. Workshop coutso 
agenda encl.W/o slated end 

MARTIN.J.B. Reg on 5. Olc ol Clio Diracier. 86/08/19 FiRLIT J F. Sacramenio MmxF 
pal Uti’ily District 2pp. 47547:136-47547:137. 

8811010S53 Application lor amend lo License DFR-S4,consis|ing of proposed /Cmond 
173, mod-lying Tech Spec 3.14 lo remove roqu-iemenls Icr lire suppress-on sya inFire 
Zones 75-60 Feepa'd 

OEWiTT.RB. Sacramento Wumcpal Ulihiy D-slnci. 60/10/25. KNIGUTON.G. NRC - 
No Dolaifed Affliation Given app. 47401:320 47401 329 

-6611010564 Proposed Tech Spec Table 3.14-3, "Carbon Dioxide Suppression Zones" 
sacramenio Municipal IJlildy Osincl 89/10/25 2pp. 4 7401:329 47401:329. 


-8811100154 Proposed Toch Specs ro local leakage rale losis & reader bldg contain- 
monl nUegrtly 

* Sacramoruo Municipal Ui-l ty Disinci. 00/ 1 1/04. 4pp. 47514.140 47514. 1 43 

6611160437 inloims lhai ulil plans no other acfiviiios ro TDl diesel genoreloi radiator 
ihassfes & associalocl PRA.per 861218 submiiial of probabilistic calculation & aubso- 
quoni aclons 

CnOLEY.O.G. Sacramenio Muriicipal Uii'iiy D-sinci. 66/11/07 KNIGHTON, G Docu- 
moot Conirol Biancti (Documeni Control Desk). 2pp. 47565.339 47565’340 

9611170038 Requests review ol improved Tocti Specs submittal along w/ lead plant 
aubmiilais- 

FIRLiT.J F. Sacramenio Munic-pal Utility Dislricl. 08/1 1/06 KNIGHTON.G Documonl 
Control Braricty (Documonl Conirol Desk). Ip. 47572. 273-47572. 273 

681 1170041 Interms lhai uiil will continue to adm-nisiraitvoly & procodurally restrict two 
iMmp oporaiion as comm.iiod m 080206 submittal. 

FintlT.JF Sacrnmeiilo Municipal Utility DiSiricl. 08/11/00. KNIGHTON.G Document 
Conir^ Branch (Documonl Conirol Desk) Ip 47567 064-47567:064. 

9811230373 Fonwards mnulos Of 800909 moeiing w/ulil in Rockviile.MD ro Tech Spec 
oporabil ty requ-rornenis & design basis applicable lo auxiliary feedwater syS 
HOIAHAN.QM Division ol Roacior Projocis - lll.lV.V « Special Projecis (Post 
870411) 8B/11/I0. FIRLIT.J. Sacrarnonio Mun,cinal Utility OiSIrIci 3pp 47641 260- 
47641 269 
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••8611230378 Surnmary ol 080906 meeting w/uiil in Rockville, MO ro facJity aim'iaty 
feedwaior sys oporabiiity Handout end 

KAIMAN.O P;ojDCl Difeciwale V CO/ll/IO PrO/Cd D roctorate V 7pp 47641-263- 
47641 269. 

881 1210078 Suppi I to 060930 appicef.o-n lor Amend 166, Rev i !o License OPR 54 
revising Tech Spec 4 6 4.| to onsuie oqu pmoni required lo verity vitel 120 von ec bus 
operabi'ity. 

0£W(TT.R.S. Sacramonlo Municipal Ullity Olatncf. 66/1 l/f5 KNIGHTON.G Oocu- 
mont Control Biench (Documont ConUo! Oosk). 2pp 47500 037-47590.039 

••8811310079 Proposed Tech Specs 4.6. 4. 1 (page 4-34i) re survei’iertce ol oqutprr.enl 
required lo verily vital 130 vo'-i ec bus operability 

' Sacramemo Mun.cipal Ulil'iy District 08/1 1/15. Ip. 47590. 039-47&9OO3&. 

8811220458 Requosis oxempllon lo 10CFR20,App A,Footnole d'2{cl.a‘Jov>.lrtg crcd4 lor 
radio od.no proleci/on /actor wtien usi/ig MSA GMO-i Can-stor 

F1F1LIT,J.F. Sacrarnento Municipal Uti'ity Dlsinci 88/11/17. KNIGHTON.G. Documont 
Conitoi Cranch (Document Control Desk). I3pp. 47e27.07i-4762/:083. 

8811220306 Rov 1 lo 8BI007 proposed Amond I70.dolinlng appiiCabJMy roquiemanis 
of Tech Spoc 3.4 w/respoct to auxiliary leodwaicr sys flow paihs.Rov deioios words 
"to Ibo condenser'' trorn Spoc 4.6 t 

OEWITT.ro Sacramonlo Municipal Uii'.ily Oistncl O0/n/l6 KNIGHTON.G. Docu- 
menl Control Oranch (Documeni Control Desk). 2pp. 47627 I0i-47627;118. 

••88 1 12203 1 1 Proposed Tech Spec Socuon 3.4, "Steam & Powor (^rworsron Sys " 

• Sacramonlo Municipal UtiMy District 0B/U/18 t6pp 47627:103^47627:118 


0. Inspection reporlB, IE Builailns & correspondence 


8810030249 NRC Info Notice GO 070, "Misuse Ol Flashing Ugltts lor Higtt Rarkairort 
Area Controls " Sve list encl. 

ROSSI CE Division of Operational Events Asaossment (Post 670411). 60/10/07. 
ConsDiidalod Edison Co. of Now York, Inc. I23pp. 47279 242-47280003. 

8610310536 Forwards Insp Rapt 50-312/88-30 on 8S09l2-l6.Na nonccMnpkarrce 
noied.Levol ol performance re liquid oltiuDnIs conllnuoa to warrant n gh level ol mgi 
atteni'on 

SCARANO R A, Region 8, Ole ol the Director. 08/10/13. FlRLlT.J.F Sacrarr.onio Mo- 
nrc'pal Ulillly Dlairlot. Sop 47373 124-47373:139. 

-6610310539 Insp Rcpl S0-312/8G-30 on Q809l2-ie.No violal-urts or dovlal-ons 
POfaii.Meioi areas inspected iconsoo accons on previous msp (indirtgs.radroacUve 
liquid & gaseous waste & review oi licensoo repts. 

HOOKEft.CA., north, H.S. Region 6, Ole of mo Director. 88/10/13. I4pp. 
47373 126 47373.139. 

6810070114 NRC Into Notice 88-082, "Torus Shoi's w/Conosion a Degraded Coaiirtga 
in OWR Containments." Svc list enci. 

ROSS1.C.G Division ol Opoiational Events Assossmem (Post 870411) 80/10/14. 
Conso'Jdaied Edison Cp. of New Yo/k, Inc tlOpp 4?200 124 4 7200 235 

8810140212 NRC Info Nolice 80-085, "Broken Retaining Block Studs on Artclror Oatlitg 
Cneck Veivos " S«c list end- 

ROSSi.CE. DiViSlon of Operational Evonia Assessment (Post 07O4ii) ee/i0/i4, 
Consolidaied Edison Co. of Now York, Inc. i tOpp 47463 199-47463 310 

8810140018 NRC Info Nol'CO 08 084, "Doloclive Motor Shall Koye in Limnorque Motor 
Aciuaiore." Svc list end. 

ROSSi.CE. Division of Operational Events Assessment (Rost 8704ii). 86/10/20. 
Coneolidated Edison Co. of Now York. Inc ll9pp 47280 C04-47260 I23. 


8810170391 NRC Into Noi<ce 68-088, "Oporoimg W/Multiplo Grounds m DC 04inbutlon 
Sys" Swe list end. 

ROSSi.C.fc' Oivrsjpn of Operanonol Evonis Assessment (Post 870411). eo/iO/Ei 
Consolidated Fd'Son Co. of Now York, Inc. i l6pp. 47463.081-47403. 167 


881II50495 Forwards map Repi 50 312/88 32 on 880919-23 8 1003 07 4 noUce ol 
violation. 

ZIMMERMAN, n. Region 6, Ole of me D.recior 88/10/26. FIRliT.Jf Sactarnonto 
Municipal L/liTiIy District. 2pp. 47540 132-47549 144. 

-8811160498 Notice of violation Irom insp rjn 080919-1007 Vio'ailon noiadRellol 
Valves PSV-26101 & 261 10 made inoporabio & wniion salely evaluafon not complet- 
ed lo provirlo bases tor doiorminaiion ol change 

ZIMMERMAN, R. Region 5, 01c ol Iho O roclot. 80/10/26 2pp 47549.134-47549 135 


-6811150500 insp Rept 60-312/88-32 on OBO9t0-tOO7.Violalons nolod Maior etoes 
Inspected design changes S mods.OA audiis.PWR moderator dilution requiromants S 
followup Items. 

ANG.WP., MILLER.L. Region 5, Olc of the Director. 88/10/25. 9pp 47549 136- 
47649 144. 


8811030266 Forwards response to violation noted in Insp Rapt 50 312/86-23.Corrective 
actions. maini ong ncers wi'i bo reinslruclod on plant procodu/os re contiguraiion con- 
trot. Including temporary mods 

FlRLlT.J.F. Sacramonlo Municipal Utility Oislnci. 88/10/20 Documont Conboi Drartch 
(Oocumoni Control Desk). 3pp 47425 027-4 7425 029. 

8611070197 Forwards response lo violations noted in Insp Hepl 50-312/08-29 Re- 
^onse withhold (ref 10CM2.790) 

FinLiT,j F. Sacramonlo Mun.cipal uti'.ily O.sinct 88/11/01 Document Control Oranch 
(Documeni Control Desk) tp. 47444 073-47444 073 


6611140009 Ack receipt ol 880929 Itr informing NBC ol Steps taken lo correct vioialions 
noted in Insp RepI 50-3I2/S8-25 

YUHASG P. Region 5, Olc ol the Director. 00/ti/Ol. FlRLlT.J.F Sacramento Mun-ct- 
pal Utility District tp 47538 306-47538 309 

8811210164 Forwards Insp Repl 50-312/80-28 on 881003-06 No doliCtoncres or vlola- 
lions noted 

VUHAS.G.P Regiori 5. Ofc of the Director BOnuOi. FiRliT.JF. .SacramerUo Mimici' 
pal Ulilily Disinct 2pp 47596 134-47696. 145 


-8611210165 Insp Rept 60-312/88 28 on 881003-08 No violations rfOIdd Ma.ci areas 
irrspocted.loLowup on open iioms, licensee audils.ualn ng & evaluation of i98S annual 
emoreency preparedness exorcise 

PENDERGAST.K M , FISH.R.F. Region 6. Olc ol the Oirectoi 80/11/04 lOpp 
47596:136 47S96T4S 


6811150097 Requests foe lor 661006 opplicaLon re update ol Second 10 yi insorv.ee 
insp plan Ipr laci'iiy. 

OIGGS.R.M ticonso Fee Management Brartcfi. 88/11/08 CAUDiLL.E. Sacramonlo 
Municipal Utility District ip. 47649:1 10-47549 1 10. 

8811040324 Suppi 3 to NRC into Notice 86-106. "Feedwaior Line Break" Svc I'Si encl 
nOSSI.CG. uivisiort ol Operolionai Events Assessment (Post 670411). 88/11/10 
Consdrdated Edison Co. ol Naw York, inc. i l3pp 47559.072-47659:184. 


6611090264 NRC Into Notice 88-087, "Pump Wear 8 Fore-gn Objocis m Plant Piping 
^■a." end. 

ROSSICE Division of Operaiional Events Assessment (Post 070411) 08/11/16 
Consoltdaied Edison Co. of Now York, Inc i I3pp. 4760l.020-47e0l;i32. 

88 1 1090403 NRC Inlo NoliCQ 68 080. "Oogredotion ol WesHnghouso ARQ Re'ays." Svc 
|i3terv:l 

ROSSI.C.E. Division of Oporalionaf Evants Assossmoni (Post 0704H). OC/ii/ie. 
Consolidaied Etlison Co. of New York, inc. ti3pp. 47697.00i-47697.li3. 

6811160088 NRC Into Notice 80-089, "Degradation ol Kapton bToctncal insulation." Svc 
list eiKl 

ROSSI.C.E. Orv/Sion of Oporaiional Evonis Assessment (Post 0704ii) 68/11/21 
Consolidatod Edison Co of New York, inc. 1 l3pp. 47603 045-47603 I61 


6911161)470 NRC Info Notice 08 002. "Polonftat for Spent Fuel Pool Oraindown." Svc 
iisi end 

ROSSI.C.E. Division ol Operat'onal Events Assossmoni (Post 870411] 88/11/22 
ConsokOat^ Edison Co ol New York. Inc. i i4pp. 47606:124-47606 23/ 


881)180315 NRC Bulletin 88-010. "Nonconloimlng Molded Case Circuil Breakers" Svc 
I.S1 encL 

ROSSi.CE Owisioh ol Operatonal Events Assessment (Post 070411). 88/11/22 
CoftSOirrJalod EAson Co of fi/ow Ypik. Inc '2lpp. 47606 001-47606:123 


R. PailodIc operating repoite A related cofrespondenee 


8811080119 Monthly opereing repl Ic Sep) 1966 tor Renchp Saco NuCesr Oenoraimg 
SteilonW/861l03llr. 

DEWITT .RB Sacramemo Municipal Unity OiSiricI 88/09/30. KNlQHTON.O Oocu- 
merit Control Brench (Doeemoni Conuoi Desk). 28pp. 47403:342-47484:00!). 

8911320401 Monthly operating lopi lor Oci 1088 for Rancho Soco NuCloar Qenoral.ng 
SialionUn4 lW/08inSllr 

MUEUER.M.. CRuNK.Sl Sacramento Municipal Uti'-ily OiSlrlci. 88/10/31. 7pp 
47627094 47027:090 


S. Repo/lable occurrences. LFBe 9 reieied correspondence 

8810190349 Specitil Ropi 88-t6oh 08091B.PASS ihopoieblo more then 72 I) Caused 
by dearanca tegs piacod on eddi valves to disable Ilow path fur backup diiut on/liush 
water itom chJieU water tank S'/a loiuined to operable avc. 

KEOTEao.R. Sacramento Municipal Uli'iiy D-auict 60/tO/i2. MARTIN, J 0. Rog'on 5, 
Old ol ina Diroctor 2pp 47280:355-47280 358 

8810910165 Summery ol Opdrsung Reactors Events Moclino BB-41 or) 081018 No sJg- 
iT.ircant events idenlilied lot input io NRC performance inijicatot program. 
jAUDONjP Evonis Assessment Dranch. 68/10/10 ROSSi.CE. Division ol Opar- 
akonal Evonis Assessrnrjnt (Post 6704 1 1). 20pp 47374 339-47974 350 

8810260116 lER 87-04601'on 671l26.docay heat sys valves relumed to operable 
siatus.onetoired.stcokoiJ & leli In open posit on. Caused by leTuro to perform aurvoii- 
larKO proceduro properly. New procedures issued.W/OSiOlO iu. 
nUTTER.SW., FirLiT.jf. Sacremanio Municipal Utility Disirici 88/10/19. 4pp. 
47262 198-47202:191. 

88?»09W86 PNO-V-88 O59;on e8l024,lico/)seo delermnDd ii'Bi roacto/ coolant unoon 
hliod leakage was l 06 gpm.LookBQO could not bo reduced Reactor was shut 
down No entry Inside shle^ porm>iied Repair molhod lo be dotoimincd upon next 
onby 

ANQ.W.. QUALLS, P. Region 5, Olc ol me Director. 88/10/25 ip. 47422 136- 
47422:138 

8911020328 LER B8-012-00:ori B&0026,Quxi'.iQry opotaior lai'Od lo use procoduro or 
votily ime-up w/proceOureOn 660827 .valve cDS-556 d-scovored misaligned Caused 
^failure to Isoleie roaenoralo hold-up lank a prior to ro'.easo W/661020 Ur 
0OWSER.RW.. FIBLITJ.F. Sacramento Municipal Util.ty Disincl 88/10/20 5pp. 
47416-150-47418 154 

8911090340 LER B6 013'00:Dh 880007.workoi In 20 It elevation auxi'iary bldg hallway 
almosi garnsd access to miscetinrraous waste tanlr room via ppenirig at top Of room 
waaRao-ation protection posted orea as high radiation poinl.W/88U0t Ur 
eOWSGR,RW.. FIRLIT.Xf. Sacramento Municipal Utility D, strict OB/ii/Ol. 5pp. 
476l3:208-476t321? 

8911070309 LER OB-Oll-OO.on 880606,dual'dnvo auxi'.iory loodwalei pump P-3ie siiul 
down due io outboard packing overheat-ng Caused by uondoi-suppi.od packing being 
rAmentionaUy mcorrool New sfylo ol packing inslaiiod m ouiboard gland W/BBi 103 Ur 
HUTTER.SW., FIRLITJF. Sacramemo Municipal Utility DisUici. 88/11/03 4pp 
47444:333.47444:336. 

8011090125 Part 21 toot to dolocl m limiiorque Co/p supplied safely rolalotl SMB 
vakro aciuelors w/Rtf insuleied do motors inal may not develop fu'-l rated starting 
torque at elevated ambient lomps. Review of motors by licensees recommended 
WILKINSON, i E Limiforquo Corp 66/11/03. Office Ol Nucfeor Reacior Raga'ai-on. 0.- 
rector <P 08 l 370411). 16pp. 47525:227-47626 242. 



6811140437 In'o^ms lhat uM p'ans no oiher aiijviies r© Tul oesoi ooncfsior raciBior 
I dssocu^ocj PRA.pof 661210 subrnsliaJ of pfobab/isvc ca'cu'airon & sub^* 

?.WD!.£YQG Sacfamon’o Mun'cgal Otil ty Distfci 88/11/0? KW:GHTON.G Docw- 
menrCori'Ol Brar.ch (Documo.Tl Conlrol Desk) 2pp. a7566:339-4?565 340 

&ai1160S73 Ltft 88 016-00 ot\ 601014, teactoi lr,pp«P dte lo g-W <l«-jtb3«a Caused 
by bansin sslon i ne lauiis PhasP lo phase fau-il proieci'On oxieodad past Siegg si^b- 
Slalon W/e8l1l1 Jli 

HUTTEflSW. fiRLiT.JF. Sacramo.'iio Municipal UMiiy Dsirtci. 88/11/11. 7pP- 
47563 337-47583 3« 

6611210193 Special Repi OS-l/.on 68i026.tpc)iniclaas discovered (hei lire baiaar doors 
were noi restored lo operable slaius wiihirt 7 days ea required by Tech Spec 
3.14 6 2 Fire barner doo/s wore relu.-ned lo operablo slaius 

oewiTTRB Sacraroemo Murucipal Ul My Oislrici. 80/11/14 MARTiN.JB Regions. 
Ofc of Hie G'eclor 2pp. 47692 3I9-47592.320 
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f. Security, medical, emergency & fire prolecticn plans 

8810288348 Rew.scd emer^ncy plan imp'emcntng proced-jresrnc'ucirM Rov I3 iQ 
1604.002, "Oils le Dose Pioieciiona • flOACS Computer Meihod." Rev 5 to 1904 04. 
'Esi.maiing A'rtjorne Release Rales" 4 Rov 3 lo 1904 05, ‘Acmospheiic Slab.My 
Class '■ 

• Arkansas Povior 4 Light Co. 80/08/01. a6pp 47341:047-47341 132. 

6610S70246 Revised emergency plan impiemenimg proccduiGS.iriciudi.'iy Rev 7 lo 
(003 33. "Proieci ve Action Gi/'del-nea lor Rescue/ Repair 4 Oamaga Conitol Teams" 
4 Rev 12 to 1903 42. ' Dunes ol Emergency Medicol Team" 4 Rev 3 lo 1833 55 
EWiNG.EC Arkansas Power4LlQni(l^. £6/08/18 22pp. 47361 094-47361:115 

6810260116 Rev 0 lo Emergency Plari Imolamenting Rroccduro 1905005. "Airborne I- 
131 Oeierminslon Usir.Q SAM-2/RO 22.'' 

EWING.EL. Arkansas Rower 4 Ligkl Go. 88/08/30. lOpp 472e6.20?-47260 2II 

8910270016 Ronsed ernorgoncy p'an Irrpicmonling procedutes.lnciudmg Rev i9 lo 
1903 60. "Emergency Supp'ios 4 EquipmonI" 4 Rev 15 lo 190361, "Cornmumcairoris 
Eouipmont Tesla *' 

EWING.EC. Arka.nses Power A Light Co. 68/10/13 l3pp 47342.010-47342:022 

881 1010213 Ponrrards proposed rev to Table 0-1. "Min Stall ng Requiremenla" ol emer- 
gency plan Rev reduces required number ol non'icensod operators on sh II bom Uirco 
to two 

HOWARO.OR. Aikanaaa Povret & Llghl Co. 96M0/i7 CALVO.JA Regon 4. Ole ol 
IhS Direclor. 5pp. 47397.O9l-47397.096. 

8810250095 Rov I Procedure STM-U07. "Speni Fuel Sya " 

' Arkansas Power 4 light Co 88/10/18 f7pp 47325 1S7 47325 173. 

8811010115 Foivrards Rev 14 tolnduSUlal securilv p'an Rev wilhncid (rol tOCFR732l). 
HOWARO.OR Aikansas Power 4 Light Co e8/l0/25 Oocumoni Corirol Srartch 
(Oocumeni Control Oeskj. Ip 47397:16^6-47397:I86 

8811970031 Forwards enempkon from lechmcaf requkomenia ol lOCFRSO. App R.per 
util 640615 4 650630 requests. 

CAUVO,J.A. Proleci 0>reei<}rete IV 68/10/26 CAMPRELL.TG. Arkensos Power 4. 
Light Co. 4pp. 47444'078-4744i|:1 12. 

-861 1070033 Exemption from lOCFRSO.App R roqui.-emenia re f.te proloci on program. 
hOIAHAN.QM. Oi'/ieioi Of Reactor Protects - m.iv.v 4 Special Prolecls (Poai 
670411) 88/10/26. Arkansas Power 4 Light Co I3pp 47444 082-47444 094. 

-8811070034 Safety ava'uation supporing ulil exempton from lOCTRSO. App ft «e- 
qui/omenis. 

* Oiflco of Nuclear Reactor Regu’aiion, Director (Rost 07O4ii|. 8$/i0/26 I8pp 
47444:095 47444.112 

8610310017 Generic Lir 88-19 to al' fuel eyefe >ac-biy bconsoes 
pogsesaing.usmg.lmporiing.experling or franspori'ng formula quantidea of etraiegic 
5NM re use of deadly force by Icensee guards lo provont inofi of SNMSvc lisionct 
BURNETT, RF. Olyision of Safeguards 4 Transpodal'On (Post 070413) 88/10/20 
Consolidated Edison Co-ol New York, Inc. 31pp. 47513 047-47613.077. 

0011070272 Forwards FEMA exercise evaluation repi o> 080323 emergency (wepared- 
nass exercise No deficiencies noled or areas recommondod for corrective sci^ 
CALUAN.L J RegonA, Olc o( the Oireryoi. 86/10/31 CAMFGELL.G Ackaosas Powo' 
AUghlCo 2pp 47460 187-47460.255. 

-8610070351 Forwards FEMA repi ol 880323 exercise. 

TRAVERS.W.D. Emergency Preparedness Branch. 00/10/05. BANOART.n.L Region 
4, Ofo ol the Direclor. )p. 47460.169-47460 ?55. 

-8810070354 Forwards 880323 Tnel exercise repi re exercise of offsite radiological 
emergency preparedness p’an. 

KRIUM.R.W. Federal Emergency Manegqmenl Agency. 86/03/23 CONGEL.FJ. Otvi- 
s'-on of Radiaiion Pioteclion 4 Emergency P/oparednoss (Poai 0^411). ip 
47460:190-47460.255. 

8611160509 Rev 25 to Emergency Plan Implemcniing Procedure I603.t0, "Emorgency 
Action Level Class'ificaticin " 

' Arkansas Power & L'ghI Co. 88/11/07. 7pp. 47570 005 47570 101. 


H. General corretpondance 

8911090029 Comment supporting proposed rule lOCFRSO ro NUREG-I3I7, "Regula- 
lory Options lor Nuclear License Renevraf.” Supports contents ol NUREG-f3l7 & erv 
dorsee NUMARC commente on ruiomaVing 4 |ws<lion paper by NUMARC RUPLEX 
working group. 

CAVANAUGH.W. Middle South Ut'nies, Inc. 80/10/26. CHiLK.S J. Oflice of Iho Sec- 
retary of the Commission 3pp 47422;339'47422.34t. 


I. rinanuitti iiiiormanuii 


881 1040194 "Afkanaas Power 4 Ligni Co 1987 Annual Ropi " W/881027 Hr. 
UWGSrON.N.E Aikansas Power & l.lohl Co 87/12/31. DINITZ.I. NRG • No Dela'Icd 
Alla'iallon Given. 56pp 47445 320 47446 014. 


M. Aniltruel correspondence 

8611180150 Forwards FR notice re oppi canons lor amends to Licenses DPR-Sl.NPF-e 
& NPF-38,auihori?ing addiion ot Sys Energy Resourcos.lnc as licensee & loquobis 
commonls on ani trust issues. 

THOWAS.CO. Policy Developmoni 4 Technical Support Branch (Post 070411). 80/ 
11/14 Office ol Admin'strat'Cn 4 Resources Management. Director (Post 870413). lp. 
47S67 244.4750/:249 

-8811160155 Noiico o( proposed amenda lo Licenses DPH-5l,NPF-6 4 NPF-38, au- 
ihohNng add iron ol Sys Energy Resourcos.lnc as licensee & roquosimg comments on 
aniiifusi issues. 

CnUTCHFiELD.D Associate Onectof lot P»o;0tis (Post 870411) 80/11/14. 4pp. 
47507 240-47587 249 


P. OgeraUng license stage documents 4 correspondence 

6810180350 Gerenc Llr 88-17 to all holiiors of OLs or CPs lor PWRs ro loss ol 
OHR.Svc lisi ericl 

CRUTCMFIELO.O Associaio Direclor for Prolecls (Post 870411). 86/10/17 ConsoU 
dalod Edison Go. ol New York, Inc 84pp 47270.150-47279:241. 

6810250164 GensTjC Llr 88-10 to all hconsoos of operating reactors 4 holders ol CPa ro 
plant record storage on optical disks. Sve llsl end 

CRUTCHTlElO.D Associaio Dirccloi lor Prpjecls (Posi 870411). 80/10/20. Consoli- 
dalod Edison Co ol Now York. Inc. 4Spp. 47513:001-47513.046. 

6611010434 Forwards SAR lOCFFISO 59 Bumntaries.por util 861029 submilial ol Amend 
6 (o SARsAII open items ihal wore potential safety concerns have been disposl- 
uoned. 

HOWARD.DR Arkansas Power 4 Light Co 68/10/20. Document Control Drench 
(Oocumoni Control Desk). 23pp 47406 230 47408.252. 

8611020269 Forwards upd8ied."Sec(3nd fO-yr Rasubmiltal Pump & Valve tnservico 
TesiiiM Pfogiam." tor review 

HOWAnO.OR Arkansas Power 4 LighI Co. 88/10/20. CALVO.J.A Projeci Ducctor- 
aia IV. 2pp 47418 037 47416 137. 

-6811020363 "Second Ten-Yr Resubmiltal Pump 4 Valve inservIce Testing Program." 

' Arkansas Power & UgliiCO 80/10/20. 70pp 47418 050-47416 137- 

0811060027 Summa^ ol 6810)8 moclmg w/ul<l In Rockville.MO re results ol Insorvice 
Msp ol casings of Msacior Coolant Pumps A & B & rnquesi lor roi>ol Irom ASME Codo 
lequiromenis rot inspscimg Reactor Cooienl Pumps-Reieiod inlo end 
IIAR8UCX.C.C. Ptoioct D.rociorato IV. 68/10/20 Project Dirocioraio IV. 41pp. 

474V7;201-47477:241 

8811090066 Requests leiioi from lequiremenis lo perform addi wold exams ol ihird & 
fourth teactw coolant pumpe (RCPs).Encl anoiyeis shows that flews do not jeopardize 
pressure roismino capabiMy ot RCPs A & R. Analysis w.ihheid (ref l0CFn2.760)- 
HDWARD.OR. Aikansas Power 4 Llgm Co. 86/10/27. CALVO,J.A. Project Oireciot- 
eie IV. I2pp. 47502:228-47502:239 

081106031 1 Forwards environ easesimeni ft finding ol no signiticam impact ro change 
lef^clo 0 cere reload 4 vaiiabie low pressure trip aelpoim. 

HAneuCK.C.C. Piolsci o-.tectoraia iv. 88/10/30. CAMPQELL.T.Q. Arkarvsas Power & 
L^hlCO- 9pp 47474:129 47474:134. 

-6811060313 Envi/on es8eksrT^en| 4 finding ol no sigmlicant Impact ro Tech Spoc 
changes lo Cycle 6 core reload ft variable tow pressure Inp soipoint. 

WIGGINTON.D L Project Ovocloieie IV. 80/10/31 3pp 47474:I32-47474;134. 

88II14D017 Roqi.-esls roliol from ASME Section XI Code roqu'romonts re exams por- 
fomied during reft/aling oulago limited due to dosign.goometry or matte ol const of 
componenisRe'.iel requesisooscnbedlh eUschmam. 

HOWAHO.O Arkansas Power 4 Light Co. 08/11/03. Document Control Branch (Doc- 
ument Conirof Desk) 6pp 47536.3t6-47&36:323. 

8811160280 Forwards Amend 113 to Licervae DPR-51 4 saisiy evalueHon. Amend per- 
mlle oporaiion ol fdc.lity (or Cycle 9. 

HaR 0UCK.CC. Projeci Directorate IV. 06/11/06. CAMPBELL. T.O. Arkansas Power 4 
llghICo 5pp 4756^163-47505 106. 

-8811466268 Amonfl 1 13 lo l.Icorise OPR-Sl.perrrivMing opeiailon ol laclMy fw Cycle 9 
ft modtiyfno variable low preasure reactor trip selpoini. 

CALVO.JA. Project Diectorala IV. 68/11/06 34pp- 47665:168 47665:191. 

-9811180263 Safely Dveluaiion supporting Amend 113 to License OPR-Sl. 

• Project U-reclorate IV. eB/ti/00. 6pp 47565.102-47565.106. 

-6811210182 Notice of issuance of amend lo License DPn.56l.pormii|ing facility oper- 
ation forCycIo 9 ft rnodifyng variable low pressure reactor trip setpoint. 
O'CONNOR.P.'W. PiC,BCl Diioclorele IV. 66/11/08. 2pp. 47685:197.47585.188. 

6611210172 Forwards salety evaluation re 860710 application for emend lo permll Sys 
Energy Rcscurces.tnc to assumo responsibility lor operation of pfant.Poiontlal long- 
lorm benelils can result from proposed consolidauon. 

CRLTTCHFIELO.O. Associate Oiroclor for Projects (Post 870411). 66/11/16. 
CAMR8L-IL.T.G. Alabama Power Co. 6pp. 47592 267-47692:309. 

-B811210174 Safely evaluation supporting transfer ol operating responsibility to Sys 
Energy Resources.lnc. 

' Office o( Nue’ear Reactor Regulation, Director (Post 670411). 86/11/16. 8pp. 
47692 302-47692.309 
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Q. Inspection reports, IE Bulletins & correspondence 

9St003Q249 NFC Inlo Notice 00 079. "Misuse ot Flashing tights tor High Fad-ation 
Aieo Controls " Svc list unci 

nosSi.C.f: D.vislon ol Operational Events Assessment (Post 870411) 08710/07. 
Conso'idalod Edison Co ot New Yorl'. Inc. t23pp 47279 24?-47j>00.003 

86t028006t Formalizes 880030 roquost lor documents In ardor to conduct IE Bii'loiin 
79-27 Implementation aud t lor laciiity scheduled on 881212-16. Response <equo$lod 
t>y 801125 

HAFBUCK.CC Prolocl Oirectoraie IV. 88/10/12 CAMPBELL.T.G Afkensas Power & 
Light Co 4pp 47342 267 47342 270. 

0610070114 NFC Into Notice 80-082. " Torus Shells W/Corrosion & Degraded Coai-nge 
in BWR Coniair’.ments " Svc list end 

nOSSi.CE Division ol Opo/eiional Events Assessmem (Post 870411) 88/10/14 
ConsoTilalSd Edison Co oi Now Yortr. Inc ttOpp. 47260.124-47263:235 

8810140212 NFC Ihlo Nolico 88-085. "BroKen ncialang Blocli Studs on Anchof Oa/l-ng 
Check Valves." Svc kst one' 

ROSSI. C.E. DwiS'on ol Opeiaiional Even's Assossmeni (Post 670411) 88/10/14 
Consol'dalod Edison Co. o) New Vo/k. Inc liflpp 47463. 198 '1>463 318 

8610250389 Forwards Insp Fepts S0 313/88-2S & SO 368/88-26 on 880801 0915 & 
nouce ol violat-on, 

CALLAN.L J. Rogion 4. Otc oMha Oiroctor 88/10/14 CAMPQELl.G /Uknnsas Powoi 
& Light Co 2pp. 47260 338-47268 354. 

-8610260392 Nolico ol violation trom insp on 880801 0915 Vialaiion noiedlaiure to 
lo'.low procodures lor equipmont control. 

• Region 4. Ofeof Iho (Wclor 88/10/14. 2pp 47280 340-4 7266.341. 

-8810260393 Insp RepIS 50-313/86 25 & 50-368/88 25 on 860801-0915 ViOlabons 
notod.Ma(Or aroas inspecled lollowup ol evonia. ma'ni.proviously tOatiMioci 
iloms operational saloly verilicaiion & survoilianco 

JOHNSON.W O . HAAG.R.C . GILOERT.LO Reg on 4, Ole Ql the D.tocloi. 09/10/13. 
13pp. 47268 342-47268 354. 

8610260404 Ack receipt Ql 660916 Ur informing NRC ol slops laKen to conoci violahone 
noted in insp Hopis 60 313/88-23 £ 60-366/88-23. 

CALLAN.L J. Region 4. Ofc of iho Oitoclor. 80/10/19. CAMPBELL.C Arkansas Power 
& Light Co ip 4>2e3:224-47263:aa7. 

-6810250407 Responds to violations noted in Insp Fopia SO 3I3/6S-23 & 50-368/00- 
as.Correciivo actions rnemo issued lo oil oporators to Close both isotairon valvos lor 
ell safoty-reiQicd pump gaugos. 

LEVINEJ-M. Arkansas Power & Light Co. 00/09/16 Cauan.l-). Rogloo 4. Ole ol 
Iho Director. 3pp 47263 226-472631227. 

8610140018 NFC ipio Notice 86 084. "Oelociwo Motor Snaii Koys In limiorQuo Moio> 
AciuBlora " Svc Let end 

noSSi.CE. Division ol OpofQiionai Events Assassmoni (Post 870411). 08/10/20. 
ConsoHdeiad Ed, son Co. ol New Yoik, Inc 1 19pp. 47280 004 47280:123. 


6011040324 Si^pl 3 to NRC Inlo Nouco 66-106. ‘ Foedwater Lino Break." Svc list end 
HOSSt.CE Division ot Oporaiional Events Assessment [Post B704ti) Sd/ii/iO. 
Consoi-dauid Edison Co ol Now York, inc. itSpp 47559 072-47659.184. 

0611090204 fJflC Inlo Notice 03 007. "Pump Wear & Fore.gn Ob|ocls in Plani Piping 
Sys" Svc lisi cr\cl 

nOSSl.CE O-vision ol Operational Events Assessment (Post B70411) eo/il/16 
Conso'rdaied Ed.son Co el New York, inc i lOpp. 47601:020-47601.132 

881 1090403 NRC Inlo Notice 88 080. ''OegraUai-on of Wosinghouso ARO Relays." Svc 
list Uriel 

ROSSl.CE Division ol Operational Events Assessment (Post 870411). 66/11/16 
Consol daiad Ell-son Co ol Now Yoik, me 1t3pp 47697 001-47597.113 

0811220232 Ack roiO'pl ol 801028 Ur Informing NRC Ol slops taken 10 correct devi 
atons noied In Insp Ropls 50-3 13/0B-27 £ SO 368/66-27. 

CALL/VN L d Rogion 4. Ole Ol Iho Omeclor 68/i l/t6 CAMPBELL.G. Arkansas Power 
£LighlCo 2pp 47817 161-47517 105 

081 1 1SOOS0 NRC Into Noi-cQ 68-009. ''Degradation ot Kap'on Electrical Irtsulalion." Svc 
list end 

nOSSt.ee O.visi'on of Operational Events Assessment (Posi 07O4lf) 6d/ft/2t. 
<^nad dated Edison Co oiNow York. Inc. HOpp 47603 045 47603 161. 

0811160470 NRC Inlo Nolico 08 092. ''Potonllal lor Spent Fuel Pool Draindown.” Svc 
nsl and. 

nOSSl.C.E Division of Oporaiional Evenis Assessment (Post 670411). 88/11/22. 
Consokdaled Edison Co of New York. inc. Il4pp 47506 124-47606.237. 

0011100315 NRC Bui'olin 06 010, "Nonironlorming Molded Case Circuit Broakora." Svc 
liSl onci 

ROSSl.CE. Division ol Oporotional Evonis Assossmonl (Post 8704)1). 68/11/22 
Conso'idalod E/i-oon Co. of New Yo/h, Inc. iSIpp 47605001-47606. 123 


ft. Partodlo operating reporif £ rofaled correspondence 


0011210364 Monthly operating rapt for Oct IBDD tor Arkansas Nuclear One Unit 1 W/ 
OB1 118 lb. 

SCHAuenC^CK.D.. IfOWARD.D.R. Arkansas Power & Light Co. 66/10/31. 6pp. 
47590 081-47890 065 


8. Reportable occufrencea, LERa A releied correapondenea 

8011160494 lER 65 00i-8l:on 0601 iS.durlng po'lormanca of monlhly suiveilloncs tost 
on omorgonoy diosei generator K4A, engine tripped on high cteckcase 
ptessuto.Cauaad by moiei on-moiai conlaci on wrisipin beoiings.Seerlng teplaced.W/ 
001031 Ur 

TAYLOn.LA. LEVINE, JM Arkansas Power £ Light Co. 08/10/31 8pp. 47B50.002* 
47560 007. 


8810170391 NRC info Notice 88-006. "Ooerei.ng W/Mulnplo Grounds in DC Oisinbuilon 
Sys" 8vc list end. 

ROSSI, CE Division of Oporaiional Events Assassmem (Poet 0704ti). 60/10/21. 
Consolidaied Ediaon Co. oiNew York, Inc it 6pp. 47463 001 -47463.197. 


8811060027 SummaN of 601010 mealing w/uui In Rockviilo.MO re rosutis o' msotvico 
Insp ol casings of Reactor Coolant Pumps A £ 6 £ toquosi lor rdiol from ASMS Code 
requiromonts (or Inspecting Reactor Coolant Pumps.Rdaiod mio onci. 

HARBUCkCC P/oloci D-redorate IV. 60/10/26. Project Oirectoraie IV. 4ipp 
47477.201-47477:241. 


0611070124 ForwordS Erern Ropt S0-3I3/OL-86-O2 administered on 080926. 

CAllAN.L J. Region 4. Ole ol the Direcior. 09/10/27. CAMPOELL.Q /vkanaas Power 
£ Light Co. 2pp. 4746I-.1 16-47461:169 


001109012$ Pan 2i ropi ro delect In llrruiorquo Corp Supplied aaloty- lolaiod SMS 
valve actuoiore w/Ril insuiaiod dc molore inai may not develop full-rated alerting 
icirtua el aievaiod omliiani lamps Rovlow oi maiors by Uconseos rocommendstJ. 
WILKinSOn.i E. Lirmioiquo Corp 66/11/03. Oilice of Nuclear Roacior Ragulallon, Di- 
rector (PO8t870411|. lepp 47525:227-47626 242. 

6011090214 PNO-lV-60-066 on 061 i02Jndividuol perlormlng malnl ociivliles on steent 
gonorator 8 insp cover rocoivotJ radiological exposuro ol 3^216 ram to /ight thigh. NRC 
Oispatchod to sno on 9dt f03 Rogion IV Informed. 
eAER.RE Region 4. Olc of Iho Dlrocior. 88/11/03. Ip. 47404:083-47484.083. 


V. Operator Examlnallona 


-8811070126 Ekom RepI 50-313/OL-60-02 on B80626 Exam resuUsono senior roacior 
operator passed wrillen exam & issued ilconso. 

GRAVESON, PELIET.J.L Region 4, Ole of iho Dirocior 06/»0/26 46pp 
47461:116-47461.163. 

-6011070120 Forwards commerjis on senior leaclof oporaior w/Jfien oxem edmvVs- 
tared on 860926. 

FORCE, E.A. Arkansas Power & Light Co. 00/09/29. GRAVES.O Hog-on 4. Olc of the 
Dirocior. 6pp 4740l;)fl4-4746».l89. 

8611070360 Ack recoipl of 66QB31 response to NRC 860602 fir id Insp Ropis 50-313/ 
08- f2 £ 60-380/08- I2.lnla In vhl 800701 Ifr may not Have boon ssfoguotds inlo al 
lime ol Issuonce. 

CALLAN L J- Region 4, Olc of the Ouecior. 60/10/28. CAMPBELL.G Arkansoa Power 
£ Light Co. 2pp. 47444.-Ofl9 4 7444 0 72 

-661 1070363 Informs that based on info piovldod,ui<l response lo Insp Repis 60-313/ 
6812 £ 60-368/80-12 correctly detormined rtol w be ealeguerds letlo £ iher recall ot 
response would not bo appropriate. 

LEVINE.J.M Arkansas Power £ Light Co. 86/08/31 CALLAN.LJ Region 4. Olc ol 
the O-reclor. 2pp. 47444;07f-47444[w72. 

8B11140260 Responds to NRC Itr re violations noted In insp Mopis 60-313/86-27 & SO- 
368/8e-27-Corrocllvo acllon8:SAR rev for 1980 Issued following upgrade oflorl (a 
Identify necessary changes 

LEVINE,J.M. Arkansas Power £ Light Co. 88/10/20 CALLAN.t.J. Region 4. Ofc of 
the Director. 3pp. 47646:317-47646:310. 

8611150036 Forwards Insp Repts 50 313/86 33 £ 50-368/06-33 on 66l002-07.No vio- 
lations or deviations noted 

CALLAN.L J- Region 4, Ofc ol the Dirocior 80/11/08. CAMPBELL.G. Arkenaas Powor 
& Light Co. 2pp. 47647:037-47647:044. 

-8811160040 Insp Repis 60-313/68-33 & 50-368/66 33 on 881002-07.No vlotaiions Or 
deviations noted. Major areas Inspocied: licensee responses o lOCFnsa62 rule on 
ATNS. Licensee commits to actions to prevent low-lamp overpressure 
BOARDMAN.J.R., STETKA.T.F. Region 4. Ofc ol the Direcior. 08/10/27. 6pp 
47547.039-47647:044. 


0011070124 Forwards E>Bm Rapt 50-313/OL-80-02 admlnisierod on 8B0B26. 

CALLAN LJ Region 4, Olc of iho Dirocior. 68/10/27. CAMPBELL.G Arkansas Power 
BLigWCo ?pp 47461.110-47461:109. 

-8011070126 Exam Rupi 50-313/OL-60 02 on B80926.ExBm cesullBOno senior lasclor 
oporaior passod written exam £ Issuod Ilconso 

GRAVES.O.N., PELLET.JL. Ragbn 4. Ofc ot the Diroctot. 06/10/26. 46pp. 
47461:116 4 7461:163. 

-8011070120 Forwards commonis on senior roacior operator written exarn adminls- 
lofod on 000920 

FOflCE.EA. Arkansas Powor £ l.lghl Co. 68/09/29. QRAVES.D. Region 4. Ofc of the 
Oitoclor. 0pp. 47461:164-47401:109. 


DOCKET 50-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Seourlly, medical, amergenoy £ lire protecllon plans 

0011090289 Rev 7 10 "Donald C Cook Nuclear Plant Emergency Plan." W/eeiOI9 Ur. 
HAHBHDARQERT, ALEXICU.M.P. Indiona Michigan Power Co. (formerly Indiana £ 
Mk^an Elociric Co.). 60/00/30. MURLEY.T.E. Document Control Branch (Document 
ConlfolDeak) 76pp. 47502:1 10 47502:104. 

0611100101 Submits status of internal conduit tire seal program in response lo Insp 
Rapls 50-316/65-13 & 50-316/66-13. Propnolary "Conduit Fire Proloclion Research 
RrtNjrern." final repf encf Repf withheld. 

ALEMOt M.P. Indiana Mictilgsn Powor Co. (formerly Indiana £ Michigan Elaciric Co )- 
00/10/20 MURLEY.T.E. Document Control Branch (Document Control Desk). 26pp. 
47500 200-47600:236 

0811030405 Change Sheet 2 to Rev 0 lo Plant Manager Procedures Emergency Plan 
Procodure PMP 2001 EPP 202. "Oporalion of Operations Sieging Area " 

• Indiana Michigan Powor Co (lotmerly Indiana £ Michigan Electric Co). B0/tO/24. 
epp. 47425:021-47425.026. 



94 DOCKETED ITEMS 


6611070214 Advises r/iat 361016 Pov 16 10 physical securlTy plan conslsianl w/provl- 
sipas ol lOCFHSO 54(p) & accdpiabld 

SHArER.W.O Peg cit 3. Ole cl Iho Dractor 66/10/27. AlEXlCH.M P. Indena M-'cM- 
gan Pov.e» Co (lonnetVy Infliana & f/ich'gan Eiec'.rtc Co> 2Dp. 4746l'.l0i-4746l:t02. 

661106000S Change Sheel S lo Re/ 0 lo Preventive Mami Procedure PMP 2001 
EPP.20?, ' Operation of Opeielions Stagng Area “ 

' Indiana Mictilgai) Power Co (lo.'meriy indara 5 Michigan Eloctiic Co.). 66/10/27. 
3W» 47512 3Se-47612 360 

B61631D617 Generic Lir 88-iEi to all luei cyOe lecIMy hconseoe 

pcssessing.us ng.rnporiing, export rg or iraris^r(>ng lormu'a quentrtios ol Strategic 
8NM ro use ol deadty lorco by licensee cuerca lo prevent theft ol SNM Sve 8sl end. 
0unN£TT,Rf. Otv.son cl Seteguards & rter4(»rt8'.iah <Poal 070413) 60/10/20. 
Cor^solda'Cd Ed.son Co. cl New York. Inc 3lpp. 47513 047.47513.077. 

6811030264 Responds to WO Shafor 880912 Hr re emergency preparedtiesa sxetdsa 
weakness rtoted m Inep Rapts £0315/68-22 0 50-jl6/66'25Co>recive echons 
taken lOd re data correctly normaii/ed 0 thyroid doses ca'cu'aied properly. 

AlEXICH.U P. Indiana M'chigan Power Co (lormerly Indiana 0 Michigan Eiectrio Co.) 
sariom OAViSA.B MRC • No Oeia4ed MUaion Grrsn 4pp 47439 064- 
47439667. 

6811140333 Chango Sheet 2 to Rov 0 lo Plant Manager Procedures PMP 2001 
EPP.105. "In^iai Core Oam^o Assessmenl." 

' Indiara Michgatt Power Co. ?iorn«rly Ind'ane 0 Michigan Electric Co.). 68/10/31. 
6pp. 47S35 166-47535 20S 

6611140239 Chatijo Sheet 3 lo Rev 1 ol Procedure PMP 2081 EPP304. "OHsite Ooso 
Projection." Ezhib.i K worksheei mod to include lotf ne channels. 

' Indiana Michigan Power Co (iQrrnaiiy Indiacie 8 M-ch'gan Electric Co.) 88/10/31. 
13pp 47646-257-47546269 

6611210101 cne.*igo Sheet 3 to Rev 1 to Emergency Pien Irrpisrran'Jftg Procedure 
PMP2061 EPP.304. "Otisilo Dose Projaction " 

’ Ind-ana M.cMgan Power Co. {forpterly Indiana 0 Michigari Electric Cok 66/11/03. 
3pp 47SS6 146-47596 t4B 

6611210106 Charge Sheei 2 lo Rev i lo Ernergenev Plan i.'npiement-ng Procedirre 
PMP 20BI EPP.105, "Initial Core Oarnaga AsaassirienV' 

GIBSON, L Indiana Mchigan Power Co (formerly Indiana 0 Michigan Elecldc Co). 
66/11/03. 3pp 4 7810 340-47610.342. 

6611160123 Porwaids Inap Repis 50'31S/e8-23 0 50-316/66-27 on 660606-1019 0 
notice d videiion. 

AXElSONiWL Roglon 3. Ole of Ihe Oirecigr. 66/11/08 AlEXlCH.M.P, indienB MchP 
gan Power Co (lorma/ly Indiana 6 Michigan Electric Co) 2pp. 475$i;07O 4756 i 096. 

•'6811160137 Insp Repis S0-3tS/ee*23 0 S0*3i6/6e 27 on 660908 i0l6 V>0l«i>0hS 
noted Major ereas Mispeciod ati'OflS on ptovicusty idsn(>l.ed iiem«.|)leM 
cpereiiops.raoio'ogicei controls. maini.surveiHance.i-re protection 0 emergency pre- 
paieoneas 

BilROESS.Q (. Rogio-n 3. Ole ol Ihe Ol/ecior. 66/11/06. 1 7po. 47561:O73-4756l:0e9. 


P. Operating licenae aiage documenta 0 corraepondence 

8610160350 Qenervc Lv S8-i7 lo an holders ol OLs o' CPs 'or PWRs re lots ol 
DhR.Svc i'isi enei 

CRUTCHFlELO.O Associate O.ieclor lor Picjecn (Posi 6704il) 68/10/17. Consell* 
dated Edison Co. ol New VorK. Inc. 64pp 47379. 156'4 7379 241. 

8810350164 Generic Ltr 66-18 id all licensees ol operating reaclors 0 holders ol CPs re 
plant record storage on opl-ca' d.'sks Sve list and. 

CRUTCHFtei.O.U. Associsla Director lor Pir^is (Post 870414}. 80/10/20. Cotv#ot>- 
daied Edison Co. ol New York. Inc 45pp. 47513 001-47513:046 

6611080073 Provides Info re degradation ol A-193 Grade 86 Type 410 aia.riless steel 
retaining b'OCK studs in Oarlmg Valve 0 UIg Co clear waie/way check vsNas Insiaked 
elplara. 

ALEXICH.MP. Indiana Michigan Power Co. (loimerly Indiana 0 Michigan Electric Co). 
66/10/26. Oocumem Conlici Branch iDocumenl Conuoi Oe$k> 8pp 47474 195- 
47474:142 

6811140374 Forwards enwan essessmoni 0 llnd<rrg of no aignlhcent impact re 660201 
appllcaiion lor amends lo Licenses OPR £6 0 OPR-74 to make Tech Specs con^slenl 
w/NHC gude'iros re rn’ k samples 0 thyroid dose release pathway 
SCOTT. w. Projeci Oirecloralo IH-I. 86/11/04 ALEXICH.M.P. Indiana M/chigan Power 
Co. (toimehy Irrdana 0 Mich gan Electric Co). 4pp 47536.340-47539.347, 

-6811140379 Enviion assessment 0 linding ol no slgnil'canl Impact re appHceUon lor 
amends to License OPR 58 0 OPR-74.(eyising Tech Specs re milk eomplv^ (or ttdi» 
logical analysis 0 SIS lor ihy/oid dose release psihway (or ch=ld. 

OUAY.T.R. Pioleci Caeclorata M 1 &3/‘1/0<. 4pp. 4 7536044-47536.347. 

6611140358 Forwards onvron assessment 0 finding ol no significant intpaci ra 980019 
app'ication for amend lo I'censos lo chango Sections 5 3 I ol Tocti Specs. 

SCOTT, W.E. Pro'eci Direcloiaie e8.rii/09. ALEXICH.M. Indiana MicTu'gan Power 

Co. (loimeily (twj-ana 0 Michigan Electric Co.) 3pp. 4 /536-.296 47536 302. 

-8611149359 Eninro.n essess.-neni 0 Finding ol no sign.licani unpecl ro 880616 appAce* 
Don 10/ amend to Licenses OPR-53 0 DPR-74. revis.ng Teen Specs re lue) enricli* 
meni. 

QUAY.T.R Pcolect OitecWtaiO lll-1. 68/11/08. 4pp. 47536 299-47538.302. 

6611160347 ApplicaWoh tor amend lo License DPR-58.modltying leQuIretnenl le peaking 
(actor iirril reel submiila' Fee paid. 

ALEXICh.M.R ind.ana Michigan Power Co. (lormerly Indiana 0 Michigan Eleciilp Co>.}. 
86/11/08. MURLEY.T.E Oocuirent Control Branch (Oocumoni Control Desk). 3pa. 
47S6l.067-4756l;069 

8611230182 Final response to FOrA request lo' docirmenis.Porwaids App U 
doctimanis.App u documents also available In POR.App U document wthhela (rel 
FOlA ExemptchSI 

ORiMSLEY.D.H NRC • No Oelsiicd Alliliai'on Given 68/11/08. JO.VESCR. Allilalion 
Nol AsWgnod. 4pp. 47605.053 47585 056 


—8709170046 Fenwards Msi ol curroni tire proleciion enlorcomoni actions, per 65i ICO 

a 'jest Suggoslod schedule for ellecied iiconsoes lo comply w/App R roquiremonte 
be provuod 

OiRCKBW i Ole ol Ihe Executive Director loi Oporaiions. SECY 65-306A CSr 12/03 
4pp 47585:059 47685.065 

66111S0503 Forwards summary ol e'legaiion re aciivii-es at plani Summery withlioid 
(rel I0CFR2 790). 

GnE€NMAN.E.6. Roglon 3. Ole ol ine Ouectot 88/iir09 ALtxtCH.M.P Indiana 
Michigan Rower Co. {lormerly Indiana 0 Michigan Electric Co.) ?pp. 47549.359- 

47641360. 

8811170300 Fonvarda Amends 110 8 i04 io Licenses OPR-58 0 DPn-74, respectively 
0 oalew evalueiion Amends increaso max ennchmsni ol (uel ssseinbLcs (torn present 
ve.*ues lt> 4 23 weight perceni u-235 Notice ol issuance also end. 

SCOTT.W. Prj^ecl Oirectorale tll-V 88/11/14 ALEXICH.M.P. ind'ana Michigan Powo.- 
Co. (lomyarly Ind'ana 0 Michigan Electric Co ) 3pp 47592 047 4758? 0G3. 

-8611170318 Amends 118 0 104 to Licenses OPR-58 0 0PR-74.io&pociivoiy, ir.croas- 
Ing flia< enrlchmoni ol Ivol assemb'los 

QUAY .1. Project Directoiate lll-l. 88/11/14, 7pp. 47582 050-47562 0S6 

-8611170319 Safely avalpaiion supporting Amends 116 0 104 (o Licenses DPR-56 0 
OPR-74;(espectni8ly 

’ Office ol Nuc.'aar Reactor Ronu'alioa D.recior (Post 6704(1). 66/11/14. 5pp. 
47582 .057-47M2;061. 

-0011170413 Nobca ol Issuance of Amanda MS 0 104 lo Licenses OPR 58 0 DPR- 
TA.cesaactively 

SCOTI.W. Pfe;ecl Direciorele lll-l. 68/11/14. 2pp. 47582 062-47582 063. 


0- Inapeciloh reporla, IE Buiisilns 0 eorreapondence 


0610030240 NRC in/o Noi'ce 86 079. "Misuse ol Flashing Lights lor High Radiaiion 
Area Controls." Sve Jisl end 

ROSSl.C £. Divia:or> ol Operational Evonis Assessment (Post 6704ii| 89/10/07 
CoASMidated Edison Co. oi New York, inc. 123pp. 47279:242-47260.003 

8610070114 NRC inlo Notice 66-062, "Torus Shells w/Coirosion 0 Dagradod Coalings 
M 6WR Containmenis " Sve l ii end. 

flOSSl.CE. Dvision ol Ope'aiiohsi Events Asseasmoni (Post 07041 1). 88/10/14. 
Corisoiidaied Edison Co. ol New York, Inc. ItOpp 47280:124-47260.235. 

6810140212 NRC InlO Noi'cs 66 065, "Broksn Retaining Block Studs on Anchor Osiling 
Check Valvea." Svc nsi enci 

RO0Si.CE. Divis'en of Ooe'siionai Evanis Assessment (Post 670411). 66/10/14 
Consol daisd Edison Co oi New York. Inc. Iiepp. 47463 199-47463 316 

6010140019 NRC ihio Noiles 66-064, "OelocHvo Motor Shaft Keys in Lim torque Motoi 
Acuslors" Sve i’ll end. 

ROSSi.CE. Oiviiion o' Opsiaiiensi Events Assessmeni (Posi 87041 1). 66/10/20. 
CorwcAdsisd Ed son Co. »( Now York. Inc. it 9pp. 47260'004-47280'l23. 

661 1 100101 Sub/r.its status of inismai condml lire seal program In response lo insp 
Repis 50-3)5/65>i3 & 50-316/65-13 Pioprieisry "Conduit Fi/e Proleciion Researen 
Px^sriL*’ Imai repl snci Ropi withhold. 

ALEXICH.M.P imlsna MichlgBn Power Co. (lormerly indrenn 0 Michigan Elsciric Co ). 
88/10/20 MURIEY.T.C. Oocumant Control GtsncTi (Oocument Conirol Desk]. 26pa 
47008 2004 7506 236 

8010170301 NRC Into Notice 66-066. "Opereling W/Muinpls Grounds m DC D-sinbution 
Sya *■ Sve Msi onci 

RO0Si.CE. Division qI OoersHonai Events Assessmenl (Post 6704UI 86/10/21. 
Consoiidaied Edison Co of New York. Inc. nCpp. 47463061-47463:197. 

001114019 $ Forwards notice of vio'aiion re irxsp ol ectiviiros w/NRC mobile nondosiruc- 
live lesi'rn /ab el nieni on 860906-15. 

MARTIN.T.T, Region 1. Ofc ol ihe Director 88/10/21. MILLER.H J Rog-on 3, Ofc ol 
IhS CkiecfOl. tp. 47544:041-47544 043 

-6011140200 Notice oi violation from insp on 860906- 15. Violations noted use ol mad 
equsle rsdiogrephy technique Ihei lailed to identity deiecis in eieam generator shell 
piiU) weld 0 fallu-'e lo IdenliFv linear surface Indicahons. 

' Reglo(% I. 0(c of the Diredor. 66/10/21. 2pp. 47544 042-47544 043. 

0011020205 Responds to NRC concerns ro NRC Bulleiin 88-009, "Thimble Tuba Th'n- 
Atng m YMesllnghouse Reaclors" Summary ol plan to establish Humble lube Insp pio- 

S rams 0 spproiriniBie deles of l.mplcmoniaiion given in end 
-IEXICH.Mr. Indiena Michigan Power Co (Formerly Indiana 0 Michigan Elecinc Co |. 
08/10/28 MURLEY.T.E, Oocumeni Conirol Brejichi (Documeni Conirol Desk) 4pp 
47421:244-47421-247 

0011030254 Responds ip WO Shaler 68091? Hr re emergency preparedness evetcise 
weakness noted in Insp Repis 50-315/86-22 0 50-316/68 25 Correciive actions 
lakenAKk'i^ dale conecily normalized 0 thyio-d doses calculated properly. 
ALEXICH.MP. indisna Michigan Power Co (forrne'iy Indiana 0 Michigan Eiocinc Co) 
W/ 1 C/ 26 . OAVIS,A.0. NRC • No Detailed Allihaiion Gwen. 4pp. 47439.064- 
47439.067. 

0011100246 Responds to Open Hems 50-3I&/8/-30 U3 0 50 316/87-30-03 ro reacior 
cootani eampies Results 0) sample ol Unit 1 reactor coolant analyzed irstod.Lltil will 
epnbue to send samples to oll&ile vendor to doietmlne usled taiios, twice yearly- 
SMITH, W.O Indiana Michig-ari Power Co. (formerly Indiana 0 Michigan Electric Co). 
00 / 11 / 04 . HOITZMAN.R.S. Roglon 3. Oic Ol the Oirecioi. Ip 47589.199 47589 199. 

0811100123 Forwards insp Repis 60-315/66-23 0 50 316/66-27 on 660908-1016 0 
notice ol viQiailon. 

/kXElSON.W.L. Regi'ort 3, Ole of ihe O-recior. 88/11/08 ALEXICH.M.P. Indiana Michi- 
gan Perwer Co. (ioimoiiy Indiana 0 Michigan Eiecinc Co) 2pp 4756 V070 47561.089 

—0611160126 Notice ol violation from trtsp on 680908-lOl9Violalion nolcdloui o' 
Iweniy-four hydrogen sklmrnir^g sys dampers not positionerf per Procedure t-OHP 
4021.029 008 for some undetermined period pnor 10 860907 
AXELSON.W.L Region 3, Ofc of ihe O-iedor 68/11/06 ip 47561 0/2-47561 072 



'6011160127 Insp Dcptj SO JIC/BS-SJ S SO 31G/6B 27 na 600900-1019. ViolabODS 
r.oied Va.oi atoaa itispocieri act ons on previously .cioittilaKl ilcms.piani 
opGtaiions.rarl oiooical controls, mami survei'lanco.iite protoction s emergericy p'e- 
arcdr.odS 

URGESS.PL Hog:on 3, OIc oMtie Oiroctet 66/11/06 17pp 47501 073'<I7S61 099 

8611040324 Suppi 3 10 NHC Info Notice 60 106. "FoodAatnt Lmo Utoak " Sve list oxcl 
ROSSl.C.E On'isrcn of Opeyalwal Cvonis Assossmeni IPaai 076411) 08/11710 
Consol dated Gd.scn Co o( No/r York, Inc 113pp. 47559.072'47559.tB4 

8811090264 NRC Info Notice 66 06/, "Pump M/oar & FofO'fln OOjocis in Plant Ppr»g 
Sys " Svc list enci 

ROSSi.C E D-viS'on nl Operational Events Assossmont (Post 670411). 69/11/16. 
Consolidated Edison Co oi Now York, Inc. Il3pp 47601020 47601.132 

661 1090403 NRC Into Notice 66 066. "Degradai'on ol Wosimgiioust} ARO Htfays " Svc 
iisi end 

ROSSI. CE. Civisioi) ol Operational Events Assessment (Post 670411) ee/ii/i6 
Conso-Hdaiifd Ed.son Co ol Now Verk, Inc. IISpp 47S9?.001-4?597.II3. 

8811160068 NHC Into Notice 60 089, "Oegradation ol Kaplon Elecincal inst/ai-on " Svc 
l.st onci 

ROSSi.CC D.v.sion of Operational Evcnls Ar.sossmeni (Post 870411). 88/11/21. 
Consoi.dated Edison Co. of Nevr York. Inc. 1 13pp 47603 046 47803 16I 

6611160470 NnC irtio Notice 66 092, ‘ Poioniiol lor Spent Fuel Pool D.*aJ>dOMrt" Svc 
list end 

ROSSI. C.E Division ol Operational Events Assossmont (Post 6704ii) 89/11/22 
Ccnso'idaiod Ed son Co. ol Now York. Inc I14pp 47606. 124>476C6237 

8611180315 NRC Rulieiin 80 tJlO, "Nonconlorntirg Molded Caso OicuR Qiooheis" Svc 
I St enct 

ROSSi.CE D, Vision Ol OpGralicnai Events Assossmenl (Posi &704ii|. 88/11/22 
Consol dated Edison Co of New York, Inc I2lr>p 47606 001-47600 123 


R. Periodic operating reports & related correapondenee 

6810260019 Moniniy opoiniing repi tor Sept 1666 lot OC CooK Uo-t 1. W/601OO7 in 
GILES.H . HAflNER.Jw., SMiTH.WG Indiana Mchigan Power Co (lotmiMly Indar'a 
& Michigan Etociiic Co.) 08/00/30 /pp 47323.118'47323 124 

8811180051 Monthly operating repI fo' DC Cook.Nuclear Hlanl Unit 1 lor Oci 1968W/ 
801107 Hr. 

GILES.H , MARNER.J.W., SMITH.W.Q Indiana Micdg^an Power Co (lorn>erly Indiana 
a Mxhiqan gloeir.c CO.J. flfl/ 10/31, 8pp. 47588. 1 IS 47S09 l?2 


S. Reportable occurrences, LERa & related correspandence 

6610260305 NPUES noncompiiance rtolifrcation on 8009i8walut makeup pretJtor bock- 
wash sampiQ ovcoodod I miiaiions Caused by h.gh soids in tniako front lake 
M.cli,gen Pioni personrioi tomincicd about need to ovaiuaie & rept enoiysos pretimity 
MENoE.RC Indiana Mrodlgan Power Co (formerly Indiana & Utchfgan CtpcuK Co) 
00/10/06 ZUQGER.PD. Mich gan. Stale of ip 47323. i32-47323:tJ2 

8610310165 Summary ol Operating fleaciots Events Meoimg 86-41 on 6810 i0.no sig 
niiicant ovonis idnniiliod for input to NRC porfoimanco indicator Mogram 
jauOON.jp. Events Assossmont Rrnncn 66/1O/10 ROSSi.CE Ov>$ion oi Opo'- 
aiionai Events Asaussmuni (Post 670411). 20pp 473/4.339 47374 358. 

6811100046 Special ropl Flfo Doo/ 37i,sopdrating rww conisrnmeni accoss bhla & «■»- 
maty bldg cieno bay.inoputab'a loi moro man 7 daysOuu to riumerorrs repairs 6, ro- 
poiiiivu hatdworo (aiiuroa. permanent corieci.on ol snuaiton bomn pursue<i 
SMiTh.W.G (ndana Michigan Power Co. (formoriy Indiana & Michigan Eiocinc Coi 
08/10/20 Oocumcni Control Sranen (Oocumem Control OesM 2pp. 47628080- 
J792C006 

8611090146 lER 80'00b-00 on 000927,lowar Im.l ol deicci-on loi giosc rad-naciiviiy not 
moi for ccmpensaioiv samp'os Caused by nusiniorproiei'on oi Tech Spec rc<H<»cd 
value Gamma spectroscopy analysis wi'i bo p(iriormed.W/e6t027 iir 
WOJClK,J T . SMITH.W J Indiana Michigan Powar Co. (lormoily iniltana & Michgan 
E'eciiic Co ) 88/10/27 .fpp .I75t3 323-i?513.326. 

8611070106 Special repi Unit 2 west moior driven auxiliary leedwaior pump 8 Un4 1 
local stiuidown inslrumcniai-on w/o backup power lor groaiei than 30 days 
SMITH.WG. Indiana Michigan Power Co (lormorly Indiana & Micivgan EiccUicCo). 
86/10/26. DAVIS.AR Documoni Control Branch (Dotunieiii Control Desk) 3pp 
47442.129-47442 l31 

6611070251 Speciel iep\ consislii>g ol losufis or annual land uso census lor 
1 966 Census 1 Jcnlifieo need to chango d stances to nearest rosirter'.cos n oach pianS 
land soclur used In colculaimg offsilo doses 

ALExrCH.fv! P. Indiana Michigan Power Co (foimefly (ndana 6 Mrcfifgan Eroclnc Co) 
66/10/31. OAViS.AU. Oocumeiii Conuol Qiandi (Oocumorti Control Oosk) 7pp. 
47458:353 47468 359. 

881 1 160419 LER 65 072-01 on 65073l,calibr nns-schedul-ng during Outage planning re- 
sulted in excoedonce oi Tech Specs hmo interval lirn-l Caused personnel 
error. Cal br completed on 650904 Admimsiraiivo controls ostablished.W/BBl 104 iir. 
BEiLMAN.T P., SMITH.W G. Indiana Michigan Power Co (lormcily Indisna S Mclt-gan 
ElectricCol 80/11/02 4pp. -17585.31 7-4/565 320 

8611090126 Pan 2t root ro detect m Limiioiouo Corp suppl-cd safety- leialed SMb 
valvo actuators w/Rh insulated dc moiors ihsi may not develop ruft-iaiod sian/ig 
torque at elevated ambient icmps Reviovr ol motors by liconsees recommonded 
WILKINSON. I E Limitorque Corp. 66/11/03. Olfice ol Nuclear Reactor Rogufairon. Di- 
rector (Post 670411) I6pp 47525 227-47625 242 

6611230391 NPOES noncompl ance nohticai'On on 66l031,profilior backwash itSchaiBi; 
(Ouilaii OOF) iiidicaied suspended solids concenir,-)tiori of 138 mg/i. 

MENCiE.R C Indiana Michigan Power Co (formerly Indiana 6 M.chirgan Electric Co.) 
fi8/tr/07 ZUGGER.PO. M.chigan, State Of. tp 4763r 352 47631 352 

6611180111 LER-RS-0 10-00 on 66 1004, unit electrical cobles o< reactor head voni ve'vos 
a prossunzer steam space vent valves deiorminod not Qhysica'Jy conligured per 
design draw.ngs Configuration discrepancies correcied W/r6i t lO Hr 
GFiLMAN.T P . SMITH.W G Indiana Michigan Povror Co (lormrriy Indiana & Michigan 
Eleciiic Co ). 66/11/10. 5pp. 47563.100-47563.104 


6811220462 no on 60 1 083. tire doiociior^ sys lo' 650 It olovation ot au« I ay bldg inop- 
wob'e lor longer man 14 days Caused by oxcessive smake from wrsldmg operations 
for steam gonoreio' ropiacomonl Fi-o watch pa"ol ostabi.shcd 
SMiTM.W.G. Indiana Mchigen Power Co. (tonnerty inOiano & Michigan Eiocinc Co). 
88/11/14 DAVfS.A.B Documoni Conirol Orantf) (Doctmen) Coniiol Desk) 2pp 
47817 146-47617 147 


DOCKET SO-316 DONALD C. COOK NUCLEAR POWER PLANT. UNIT 2 


F. Sacuftly. medical, emergency & fire prolectlon plans 


6911090269 Dov 7 lo ''Donald C Cook Nucioar Plant Emergency Plan." W/661O19 Hr 
HAnSHOAflGf-R.T , ALCXICh.MP Indiana Michigan Power i3o. (formerly Indiana S 
Michigan Eloclr-.C Co ) 86/09/30. MURLEY.T E Cocumonl Control Branch (Oocumoni 
ComrolOask) 76pp 47502 II& 47502 194 

86III00I6I Submis HiBius Of Internal cordui lire seal program in rosponso to Insp 
Ropis 50-315/85 13 & 50-316/85 13 PropnetB'y "Conduit Fro Protection Rosoaren 
P/ogram." final topi oncl.nopt wiiihiielil 

ALEXiCii.M P Inijiaria Mich-gan Power Co (lormeily ind-ana & M-ch-gan Eiecinc Co ). 
06/10/20. MURLEY.T.E. Oocumoni Control Branch (Document Coniroi Oo$k) 26pp 
47506 209 4 7S08 238 


06M03040S Cnanaa Shoal 2 lo Rev 0 lo Plant Manager Procedures Emctgancy Plan 
PiQceduto PMP 2091 EPP 202. "Oporoiton of Opo-alions Staging Area " 

' Indrana Mchigan Powor Co (lormaiiy Indiana & Michigan Electric Co) 66/10/24. 
6pp 47425 021-47425 02 c. 

8811070214 Advises lhai 891010 Rev IB to physicol security p'an consisiont w/provi 
sions oi lOCFn50.54(p) 6 accoplable 

SHAFER.W.O. Region 3. Ofc of ihe O.ioclor 66/10/27 ALExiCH.M P indanaMichi. 
gan Power Co ((o'tnoily Indiana & Mich.yan Electric Co ). 2pp 4746l:i0i -47461.102 

6611090006 Chango Sheet 2 to Rov 0 to Provonlivo Malm Procoduro PMP 2081 
EPP202. "^oration ol Oporat ons Staging Area " 

* Indana M>cnigun Power Co. (lormorly ingana a Michigan Eiocinc Co). 68/10/27. 
3pp 47512 358-47512360 

6610310017 Goncnc Lir 86 19 lo all luul cycle faciiily i.eonseos 

possossmg.us-ng.importing, exporting or iranspori.ng formula quaniiiios ol siraicgc 
SNM <0 uso ol doodiy torco by licensee guards 10 pro'^oni melt of SNM Svc tisi onci 
UURNETT.n.F I3ivl8.cn of Safeguards & Transportation (Posl 670413). 66/10/26. 
Co/isokdalbO Edraen Co. of fJow Yo/k, Inc 3 fpp 475i3 047-475l3 077 

8811030294 Hosponils lo WD Shale' 680912 Ur re omotgoncy preparednoss OxerCiSO 
woahnose noted tn map Ropta 50-315/66 22 6 50'3l6/o6-2SCoriocl-vo actions 
tokon odinv uoia ccrieuiiy normai’/ud 6 ifiyro'd dosus ceicu'ntcd propoily. 
ALEXICH.M P inJ'ana Mxhigsu Ppwpr Co (lO'/npriy Indiana S Mchiuan Elachic Co) 
88/10/28. OAVIS.AB NRC • No DolR-loU Alli'laiion Given. 4pp 47430.064- 
47439087 


8811140233 Change Shoot 2 10 Rov 0 to Rlani Manager Procudu'Os PMP 206i 
EPP.iOS. "inriiaf Cb'o Dom^i) Assossmont " 

' indiano M’Chgan Power Co. (lormorly indmrya & Michgan Electric Co) 66/10/31 
Opp 47535 100 47535 200 

6811140239 Chango Shuoi 3 lo Rov I of Proneduio PMP 2061 EPP304, ' Ollsila Dose 
Pro.OCIion " Exhlill K worksheet mpj to ir'.ciuiJfl lod no channels 

* Indiana Mjchtgun Power Co (lormorly Indiana & Michgan Eiocinc Co) 06/10/31. 
I3pp 47046:25^47548 269 

8811210101 Oiang^q Shoot 3 10 Rbv 1 to Ernergoncy Plan impiomeni.ng Piocodiire 
PMP 2081 EPP3D4, "Ollsiia DO8O ProjoClion " 

* indronn M.chigan Power Co (lotmnriy Indiana & Miumgan Electric Co) 86/11/03 
3pp 47606 146 47596 140 

0811210106 Changia Shoot 2 to Rov I to Emergency Plon Impiomoni.ng Piocoduio 
PMP 2001 &PP 1C5. "Initial Core Damogo Assossmont. " 

GIBSOn.L Indnma Michigan Powor Co (lormcily ind-ana & Michigan Eioctic Co) 
80/11/03. 3pp 47610.340-4'/B10 342 

8611160123 Foiwarda Insp Rupls 50-315/06-23 8 5O-316/e0 2/ on &e0909 l019 S 
noiko ol vKiiaiion 

AXELSON.W L. Rogon 3. Ole Ol Iho Orccior 06/11/08 ALEXICH.M P. Indiana Michi- 
gan Powor Co. (formerly Indmna & Mich gan Eiocinc Co ) 2pp 47501.070-47661 069 

>•8611160127 Insp RopIS 50 315/86 23 6 50-316/06-27 on 060906 1019 Violations 
noted Me)or areas inapcciod actions on previously Idoniiliod noma. plant 
oporahons.rad piogical controls, mainl.suivci'lenco.lirti proloct-on & umcrgoncy pro- 
poredness 

GUnGESS.O.L noglon 3. Ofc of tfio DrqclOr 80/11/00 17pp. 47561.073-47561 069 


P. Operating llcenae alago documenta & correspondence 


8610180350 Generic Lir 68-17 10 ai'- ho'dors Ol 0',.3 o« CPs lor PWRs re loss ol 
OHH Svc bai enci 

CHUICHFJELO.O Assecralo Oireclor 10/ Prwrcis (Post 870411) 88/10/17. (Consoli- 
dated Edrsqr) Co. Ol Nevy York, Inc 04pp. 47270.158-47279 241. 

6610250164 Generic Lir 08-16 10 a'l hconscos ot operating roacio's & ho'dnrs oi CPs ro 
plant record siotogo on optical d.sks Svc list end. 

cnilTciiFiELO.O Associaie Drrecio/ Iw P/ci,ccis (Posl 870411). 06/18/20 Consofi- 
dated Ertson Co. of New York, Inc 45pp. 47513 001-47613 046 

8610268379 Requests remiiianco ol loo lor 600524 appi cat-on re iniegraiod startup 
(oslina program 

DIGGS.n M llconsn Fee Management B/anch 66/10/21 DOLAN.J Indiana Michigan 
^worCo (leimcrly Indiana i Mich.qan Electric Co ). ip 47323 108 47323.108. 



96 DOCKETED ITEMS 


8611060073 Provides in'o ra (tegredetion ol A-t93 Grede 66 Type 410 Kiafaiess stcd 
retaining b'och &;uds in Oailmg Valve & Mig Co cloa' waterway check voives ineieflod 
at plaal 

AIEXICH.MP- )nd ana McWgan Power Co. (fo'enorty Indiana £ MtcMfian Eli?ci/c Co) 
86/10/28. Documtrni Coniiol Branch (Document Ccrriroi Oesh). 8pD. 47474 1 3S> 
47474:142. 

8811040312 Appiicaiioa for err.end lo license 06^-74, revising Tech Specs lo de'oie 
ove/ioad losi lor diesoi generaio'S reov'dd by Spec 4. 8 . 1.1 2 c 9 Fee paid 
AL£XICH,M P. Ind ana Michigan Powar Co (rornioriy Ind ana & M.chigart Elecinc Co.). 
80/10/31. MUPlEY.T E. Documeni Cohiroi Branch (Ooeuineni Conbol Desk). ^)p. 
47465 277-47455 284 

-6811040316 Proposed Tech Specs deleting overload lost lor diesel geneteiots re- 
Qulicd by Spec 4.8 t.t.2c.9 

’ Indiana Michigan Power Co. (loimerly Indiana & M.chigan Eiocinc Co) 88/iO/3i. 
2pp. 4745S 263 47455:284 

8611070341 rorwa'ds safely evaiueiiort accepting Topical Papi WCAP-llt45. 'Wes- 
1 rghouse Small Break LOcA Evaiuai-Oh Model Generic Slurly W/N'OTFtUMP Codo" £ 
resoii/ilon of NijREQ-0737. Item II k 3 31 re plant -specif c analysis. 

SCOTT, w. Projeci Onactoraie itl-l. 68/10/31. AlEXlCH.M P. Indiana M>cM 9 ai\ Power 
Co (lotmerly Indiana £ Michigan Eloclrlc Co.) 3pp 47457:009-47457:013. 

-8611070346 Safety evaluaion re reso'uiion ol NlinEG-0737.llem li.K.3.31 re p'artt- 
speciFic snalys's lo domonsiretacompller.ee w/ 10CFR50.48 
■ PrOi'sci Dacei!>iala »l-l 88/10/31. Spp 47457:01P-47457.013 

8811140374 Forwards environ assessment & find no of no slgn.Ocanl impect to 800201 
appilealtort for emends lo Lieenses OPR-S9£ OPfl-?4 k) make Tec/> Specs consrsiwu 
w/NRC guidel res le m.ik serrples £ ihyrold dose re'oese palhwey 
SCOTT.W. Pro|eci Olreciorale 111-1. 88/11/04 ALEXICH.M P. indieria Mrchigatr Powor 
Co. (fpimetl/(ndians & Michigan Cioctn'oCo) 4pp. 4 7638 344-47536 347. 

-8811140379 Erwiron assossmeni & (inding ol no slgoTicani impact re appircelwt lor 
amends to license OPR-66 & OPR-74. revising Tech Specs re m.iK aernpiing tor ladio- 
logical anelyS'S £ STS lot ihyrold dose release pathway tor child. 

OClAV.Tfl Project Dreciorale IIM. 68/11/04. 4pp 47536 344-47536 347. 

8611140356 Forwards environ assessment £ finding ol no s'gnliicani irr.p8Ci<e B608i9 
applicallon lor amend lo licenses lo change SeeVons S.3.1 of Tech Specs 
6 COTT,w.E- Project Oireclorale 111-1. 86/11/08. AlEXlCH.M Indiana M^thigan Power 
Co (formerly Indiana & Michigan Electric Co.). 3pp 47630.298 47538 302. 

-8811140359 Environ easessmant a rmdiiM oi rw sign.iicani impact ro eSOSto appiica- 
t'on lor arriond lo licenses 0PR-S8 & (3PR-74. revising Tech Space ta fuel enneh- 
monl 

OUAVJ.n. P(a;acl Qiraclorate lll-t. 88/ 1 1/08. 4pp 47538 209-47533:302. 

8811830102 F'mi rasponis to F&A reguest for documenia Forwa'da App 17 
doeumapia App U documenis alao availab'a in PORApp ii dociririenl wiihhoki (<«i 
POIA Exampiion 6} 

GRiM9lEr.O H. NRC • No Oaiafied AffiAadon Given . 68/ 1 1 /08. dONES.C.R- Affirration 
Not Astignod 4pp. 47585.053 47585 058. 

-8709170048 Forwards fi'sf of current 6te proiecnon enforcemani adons.pei 6$t106 
reguasi Suggesied achaduia lor affecfad llcansaas lo comply w/App R roguiromartis 
will be prowdad. 

OfRCKS.w j Ofeol Ida Executive Director (or Operations. 8ECY-85 309A 8$/i2/03. 
400.47565.059-47585.085. 


8810170391 NRC in'o N'oi-co 88 086, ''Operating W/Mull.pio Grounds in DC Disit.bnl-orv 
Sn" Sve l-sionci 

ROSSI.CE. Division ol Oporaiicnal Evonis Assossmoni (Posi 870411) 80/10/21. 
Consol dated Edison Co oINow'Yo'h, Inc I16pp. 47463081-47463 1D7 

8811 140195 Forwards noi-co nl v-oiaiion re insp of activities w/NRC mobile nondostruc- 
ittfo losimg lab ai plani on 8900C6-I5 

MARTtN.f.T, Region t. Ole ol ihe Di-nclor. 88/10/21 Mill ER.H J Region 3. Ole oS 

liieDrecior Ip 47544 041-47544.043 

-8811140200 Nolico Ol vio'aiion from msp on &80006-15 Vio'aiions nolod use ol med- 
oc/ifBla rad-ography (achn-gup ttioi failed to idonhiy detects m steam gonoraior shell 
^Us we'd £ lailu'e lo idoniily I non' suilaco ind.caiions 
'Rfigion I.OIC Of thi> Difoclot. 03/10/21. 2pp 47544.042-47544 043 

8811020285 Responds lo NRC consoms ro NRC Quiioi-n 88 000. "Thimble Tubo Th n- 
nlrm in Wesiin^ouso Raaclots " Summary ol plan to osinb'ish ihimbio lube insp pro- 
grams £ approxfmalo dalos ol i‘np'.ornantaiion g-vorr in nnci 

AIEXICH.MP. Indiana Mich gan Powor Co (lormerly Indiana 8 Michigan F.ieciiic Co ). 
86/i0/2e MURIFY.T.E. Documont Control Drench (Oocirmonl Control Oosk) -ipp 
47421 244-47421 247 

86110302S4 Responds lo WO Snafar 600012 tir le omorgency proparodnoss ovorciso 
weakness noted in Insp Bopis 50-315/00-22 & 50-316/88-25 Corruciive actions 
taken iodine dais correctly normali/od £ ihyroid Oosos calculaiod proporly. 

AlEXiCilM P. Ind ana Michigan Powor Co (lormerly Ind-ana 6 Michigan Eiocinc Co ). 
68/10/28 OAVIS.AD NRC - No Dolailod Aff.liaiipn Given 4pp. 47430064- 
47439067 


8811070107 Forwards description ol dillicultlas encouniored £ summary ol invostiga- 
t-orts re RCS loop weld tnsp program 

AlEXlCH.M P. Indiana Mchigan Powor Co {formerly Indiana & Michigan ElocUlc Co.). 
88/10/28 MURLEYJE. Documonl Co.nirol Qranclt (Documoni Control Desk). t2pp. 
47460 274 47460 2Q5 


8811090345 Forwards Safely Insp RepI 50-3>6/08'24 on 361)903-15 £ rollco Ol violQ- 
Oon 

HARRISONJ J. Region 3, Ole ol mo Di'ecioi. 86/1 1/03. ALEXiCH.M P Indiana Michi- 
gm PowwCd (formerly imHena £ Mcffgan EWcfrto Co.). 2pp ■t'/6020t r-f 7502.025. 

-8811090350 Moiice Ol vio’alion from insp on 880906 ISViolsuons noludglrlh walO 
was noi positioned poipond Cuia' 10 recording surface & two doieciabio unaccoptabio 
iinaor md^bons bad noi boon idontiiiod or dispos'tionod. 

HARRlSCWiJJ. Reg-on 3. Olc Ol Hhj DiiocIOi DB/1I/P3. 2pp 47603 013'47502.0 1 4. 

-881 1090352 Insp Rapt 50 316/00-24 on 660900-15 No vIOlOllOhS noted. Major erOQ8 
inspocfod.siaam gchomior loplacamoni aciividos, including sQloiy-rofalcid 

piping.woiafflonis irt laeowsiar £ RCs & ginh wolds 

KEncil.H.W.. HARRlS.RH, OLIVERI.MA. Reg, on 3, Ofc ol Iho Oiiocior. 00/10/10. 
9pp 4760201647502023 

08 1 1180248 Responds to Open licms 59-3)5/07-30-33 £ 50-3I6/87-30-03 re roACtor 
oooiani samples Rosuiis oi sanip'o ol Unii 1 reactor coo'ant anatyzod listed (Jill wl'l 
coniinuo to send samp’es 10 oHsilo vcndcn lo doiormino tisiod ronos.lwlco yoaily. 
SMITH.VVG iMiane Mictitgan Power Co (formariy indnna £ Michigan Eioclne Co > 
68/11/04. HOIT2MAN.R 0. BoG'On 3, Olc Ol tho DireclOi Ip. 47000.100-47500;Hi|). 


6811159503 Forwards summary ol ailegelon re aciivinos ai plant Summary wilhhe'd 
(rel IOCFR2.76q) 

GREENMAN.EG Region 3, Olc ol Ihe Director. 88/11/09. AlEXiCH.MP Ind-ana 
Michigan Power Co (lormerly Indiana £ Michigan Eleciric Co). 2pp 47540:359 
47549 360. 

881 1 17Q309 Forwards Amends 1 18 £ 104 lo Licenses DPR-55 £ OPn-74. respocbvoly 
& safety eva'uatlon Amends Inctoase max endchmenl ol luel assem.bi es Item presorti 
yaluos to 423 weight perceni li-236.Nol<ce of Issuance also and 
SCOTT.W. Proved Diedoiaie lll-t. 88/11/14. AIEXICR.M.P. Indiana M<chganRowef 
Co. (forrrieily Indiana £ Mich'igan Electric Co.). 3pp. 475S2:047-475B2.063 

-861 1170318 Amends 116 & 104 lo licenses OPR-dS £ DPR-74.rsspoc1vo'-y. Increas- 

a mex enrichment ol fuel assembl es 

AV.T. Proi'ecl O-reclorace HM. 88/11/14. 7pp. 4766206C-47682;O66 

-8611170319 Safely evaluation supporting Amends 118 S 104 to Llcensos DPn-58 £ 
OPR-74,respac(ively. 

* Olfco ol Nuclear Reactor Regu'ailon, Oirectoi (Posi 870411). 68/11/14 6 pp 
47662:057 47582.061. 

-8811170413 Notice ol Issuance ol Amends 116 £ 104 10 Licenses OPR-58 £ DPR- 
74,iespeci.vely. 

SCOTT.W. Project OirectoralellM. 88/11/14 2pp. 47582.062-47652.063 


Q. Inspection reports, IE BuUellns £ correspondence 

8810030249 NRC irtfo Nodes 88-979, "Misuse ol Fleshhg Lfghls for Kigft RaitaOon 
Area Centro's." Sve list oncl. 

ROSSI.C.E. Division ol Operational Events Assessmeni (Post 870411) 88/10/07 
Consol-dated Edison Co 01 New Voil’., fnc. l2Jpp. 47270 242-47280,003 

8810070114 NRC Into Notice 88 082. "Torus Shells W/Corrosion £ Degraded Coaimos 
In 8WR Contafnmonis." Sve list end. 

ROSSI.C.E. Division of Opetalionai Events Assessment (Post 670411} 68/10/14 
Consol'daled Edison Co. 01 New l/ork, Inc. 11 0pp. 47260:1 24-4 7280-235. 

8810140212 NRC Into Notice 88-085. "Bieken Relain'ng Block Studs cn Anchor Oaring 
Check Valves " Sve list end. 

ROSSI.C.E. Division ol Opeiel-onai Events Assessmenl (Posi 870411) 88/10/14 
Consol'daled Edison Co. oi New York, Inc 1 18pp. 47463.199-47463 318 


6811160123 Fields ihsp Ropis 60-315/06.23 £ 50-316/60-27 on 060006-1018 £ 
noilce ol vioiai-on 

AXElSON.W.l Region 3, Otc ol ifW) Director 80/11/08. ALEXiCH.M P Indiana Mteltl- 
gan Power Co (tormoiiy indiano & M-chigan Eiocinc Co.). 2pp. 47601.070 47561 ;OQO 

-891II60125 Noiico ol violaiion from msp on OOOOOO-iOlO.Violaiion noioOlour ol 
iwoniy-kKit ttydiogen sk-mming sys dempois nol posiboned poi Procuduio 1-01 IP 
4021 020 (XI8 lot some undeiorm-nod potiod prior lo 060607. 

AXElSON.W.l. Region 3, Olc ol liio Duoclor 68/U/OO. ip 47661:072-47601:072. 

• ■80f>ieOt27 Imp Ropts 50-315/08-23 £ 50-316/00-27 on 000900-1010. Viotaliona 
rroied.Meior areas inspected Qcliona on prov.ously idoniifiod iioms.plrinl 
ope>ailons.(adic4oQical controls, meini.survulllance.tlie protoci-on & omoigoncy pro- 
pnredness. 

OURGESS.a.L Region 3, Olc ol iho D ieclor. 0B/H/06. I7pp. 47561.073-47661:080. 

8811040324 Simpl 3 Id NRC Into Notice 06-106. "Foodwaior lino Break " Sve list oncl 
ROSSI.C.E. D.vision ol Oporabonal Evohls Assessmonl (Post 070411) 06/1 1/10 
Consoildaiod Edison Co. of New York, fnc 1 »3pp. 4 7559.972-4 7550.104 

6811090284 NRC into Noilce 66-007, "Pump Wear £ Forokih Oblocls In Plant PiDinn 
Sys " Sve 1 si oncl ^ 

ROSSl.CE. Ovisien ol Oporalionol Events Assessmonl (Poal 670411). 60/1 l/iO 
Consoiidaied Edaon Go. ol Now Yoik, inc. 1 13pp 47601.020-47601:132 

8811090403 NRC Into Nol-ce 00-088, "Oogradallon ol Woslingiioueo AHD Rolaya " Sve 

Met and 

ROSSI.C.E. Division oi Opereiional Events Assessmonl (Posi Q704ii). 88/11/10 
Consol datoO Edison Co. ol Now York, Inc. 1 t3pp. 47667.001-47697:1 13. 

8811180068 NRC Inlo Nolico 06 089, "Degradation of Kaplon Eloclrical Insuloiion " Sve 
bsi end 

ROSSI.C.E. Division ol Operational h'-;enis Assessmonl (Post 670411) 66/1 1/21 
Consolidated Ed-son Co. 01 Now Yoik, Inc. I13pp. 47603 046-47603:161. 

8811160470 NRC Inlo Nolico 00 092, "Poleniiel lor Spent Fuol Pool Draindown " Svn 
lial end. 

ROSSl.DE. Dvision ol Operational Evonis Assessmonl (Post 870411) 00/11/22 
ConscWdaiod Edison Co. 01 New York, Inc. 1l4pp. 47606:124.47606 237. 


B610U0018 NRC Inlo Nof.ee 80-004, "Delactive Moioi Shall Keys m Umilofouo Motor 
Aciualo'S." Svc list end. 

BOSSlCf. Divls/on of Operafonal Bveete Assessment (Post B704tt) 88/10/10 
Consolidated Edison Co ol New York, lac. 1 19pp. 47209 004.47260:t23 


6811160315 NRC BuHoim 06-010, "Nonconlorming Molded Case Circuit Broakore " Run 
lisi end 

ROSSI^.E. Dvision of Oporafional Events Assessmonl (Post 6704 it) 80/11/22 
Consoiaated Edison Co of New York, Inc. 12ipp, 47606001-47606 123. 



R Periodic operallnj) repoits & related conospondence 

B6JOJ60i73 MonlWy opo/ai'rg rcpi lo' Sepi 1088 lor DC Ccnk Urul 2 W/BBIOO? Ilf 
GILRS.H SMiTH.V/G Indiana M.cHigan Power Co (lormoiiy ind-ena & MxUgan 
Elocific Co) 88/09/30 Opp ^7303 103 -17323 »07 


S. Reportable occurrences, (.ERs s related correspondence 

66 1026039S NPOES r\oncompMnco noMicalion on 8803 1 0.waicr meKcup ptefAer back 
wash sample oncet^ded 'im.iatons Caused by high solids in intake trom Lake 
Mich gsrt Plgni personnel romindod about need lo evaluate A ropt analyses pron^y. 
MENGE.R.C. Indiana M-chigan Power Co (lormoriy Indiana & Mictvgan Eicctnc co.) 
88/10/05 ZUGGER.PD Micli.gan. Stale of ip -17323 132-47323 132 

8810310186 Summary ol Operal r^g Reactors Everits Mooting 88 4 1 on OBioiBNo sig- 
mlicanl ovonls idontiliod to' input lo NRC pmlaimanco ind.caior program 
JAUDON.JP. Events Assessment Brandi UO/iO/iO ROSSi.cE Div*ion ol Oper- 
atliinal Events Assossmont (Post (i70'l t IJ. 20pp. •1737-I 339 4?3?4.358 

661 >>00046 Special ropi Firo Dooi 37i.sopa>eirnu new containment access bldg A aun- 
iliary bldg crane bay, Inoperable lor more man 7 days Due lo numoious lopaiie & re- 
eiiiivo hardware ta'iuros, permanent cortociion of s-luaiion being pursued. 

MiTH.W.G Indiana Michigan Power Co. (lormoriy Indiana & MicNgsn Electric Co ) 
88/10/20 Document Control Branch (Oocumoni ConHC Desk) 2pp 47526088- 
47526 086 

86 103 to 17 > LER 83 OlO OOon 3l}0627,cenlain'nenl puigo Sys In svC w7o reqinrod rack- 
etion monlloring alarm annunciation in control room per Tech Spec 33 31 & 
3 3 3 10 Caused bu porsonnol error. Adminisi-aiivo gu'dolmQ roviso(J.Vil/86t02> lii 
BAKER, K R., SMITH,WG. Indiana M,th'gan Power Co (lotmctly Indiana & Michioan 
EloclfiC Co) 88/10/22. 4pp 47375 160 4 7376 172 

6611070106 Special repl.Umi 2 west motor driven eum'iary locdwaioi pump & Un-.i i 
focal shutdown instrumoniaiion w/o backup power for greater (hart 30 days 
SMITH.W.G. Indiana Michigan Power Co (lormcriy indana & Michigan Eloci'ic Co) 
88/10728 OAV)S,AB Document Conirol Brancti (Document Conitoi Desk) 3pp 
47442 129-47442 131 

6611070261 Spocial repi.coneisiing ol results of annual lend use census <or 
lOBB.Censua rdoniiliod need to change d.siences lo noarost losidencoa n each P'ani 
tend sector usod m cafcufaiing offsKu dosos 

ALEXIC)I,M.P. Ind;ana Michigan Power Co. (lormoriy Indiana & Michigan Elecinc Co ). 
88/10/31. OAVIS,A.O OocumonX Control Brand) (OoCumont ConUOi Oc?k) 7pp 
47458:363-47458:359 

6811090195 Port 21 tool ro dOlQCl In Limiiorque Corp supplied $ 8 > 0 (y- toiaiod SMQ 
valve actuators w/RH insuiaiad dc motors inai may not develop lu'i rated staring 
torque at oitsvaiod ambient tamps Roviow ol motors by liconseos foconvnandod 
WILKINSON I E LimilorquQ Corp 88/11/03. Oliico ol Nuclear Roacior Rcgu'aixin. O - 
reclor (Poet 6704 1 1). lepp. 47625 227-47525 242 

8611930391 NPOES noncempiianco noiiiicalion on 00i03i,prefiito< bockwasi* d scnergo 
(Ouiiaii OOFj indicaiod suspondod so'ids conconiraiion ol i3d rng/l 
MENGE.R.C Indiana Michigan Power Co dormoiiy indiano & M-chjian Eiocino Co) 
80/11/07. ZUOQEn.P.D. Miclilgan, Sietool. ip 47031 352-47631:352 

6811290462 HO:on 66i003.liru dolOClion sys for 650 ft o'-Ovabon of aux/iary OVg inop- 
erable lor longer than 14 daye.Caused by oxcesswe smoko bom weidng opotaiiona 
for sloam gono/aidf /epldcement Fua walcn pai/oi esioblishod 
SMiTII.W.Q. Indiana Midi, can Powot Co. (lormoriy Indiana 4 Michigan Eiocbic Co). 
86/11/14. OAVIS.A.R Oocumoni Control Sranen (Document Control Oo«)i) 2pp. 
476t7:146-4?6l7:147, 


DOCKET 60-317 CALVERT CUFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8811030091 Fonvetds Rev 22 lo secuniy plar)Rov wilfihold (rvl tOCFR732t) 

COSS.H.D Baltimore Gas & Elociric Co 88/ 10/07. Oocumoni Control Brancl) (Oocu 
mont Control Desk) Ip. 47439.313 47439 313. 

6810310132 Forwards Imal exercise repi did 871117. "Exerc.so of OKsilo RodkilogicBi 
Emergency Pteparednoss Plans (or Calvoti Cuffs Mucleai Power Pianf.” Sovoraf areas 
rcqu'ro corteclive actions 

KRIMM.R.W. Federal Emergency ManagemerJi Agoncy 88/10/18. CONDEl.F.J. O-vi- 
Sion of Radiation Protection & Emergency Prepatodnoss (Post 870411). ip 
47366 043-4 7366:097 

-8610310139 "Final Exercise Repi of 871 li7 Exercise ol OKsilo Rod-oiogical Emaegon- 
cy Preparedness Plans for Caiveti Cliffs Nuclear Power plant." 

• Federal Emergency Management Agency. 68/09/16. 64pp. 4736B044's7366 097 

6611080237 Revised emergency plan Implementing procedijres.inchrdiog Rev 10 lo 
ERPiP 4.1 3 •’Technical SuppoiX Or." Rev 10 lo ERPiP 4.1 4, "OperaiKinal Buppod 
Cir," Rev 0 lo ERPIP 4.I.8.2 & t^ov 0 to ERPlP 4.1 22.2. 

* Baltimore Gas & Elecinc Co. 68/ tO/27. 24pp 47474 017-47474.041 

8610310017 Generic Lir 88-i9 lo all fuel cycle faciMy feensees 
possesslrtg.using.imporling.exporling or transporling formura quaneP'es Of aCrategic 
SNM ro uso ol deadly lorce by licensee guards to provenl ihcll of SNM.Svc list end. 
BURNETT.R.F. Oivisfon ol Safeguards S Transporiaiion (Peel B704»3). BB/10/28. 
Consolidated Edison Co. of New York, Inc. 3lpp. 47513 O-lr ^/BiOO/?. 

B81 1090046 Advises that 88OO16 Rev 6 lo safeguards cordlngency plan consislertl w/ 
provisions ol l0CFR50.54(p) 6 accopiablo. 

BELLAMY R.R Region 1, Ole of the O.roclor. 88/10/31 CROSS, H.O Baiianore Gas 
& ElCClflC Co 3pp. 47483:062-47483.064. 

6611140320 Advises that 880916 Rov 8 lo safeguards conimgency pfart condslanl w/ 
provisions oi l0CFfl60.64(p) S acceplable. 

BELLAMY, R.R. Region I, Ole ol tho Director. 8fl/i0/3i. CROSS.HD. Baitunore Oos 
& Electric Co 3pp. 47535.176 47535:176. 


B0111400S3 Forwards Iriep Repis 50-317/66-22 & 50 313/86-22 on e809l3'1O17.No 
violaiions noted. 

WIGGINS.JT Heg’on 1. Ofc ol ihe Director G6/11/OI. TIERNAN.JA. Baltimore Das 
A Elecinc Co 2pp 4 7537 032-4 /537:050- 

-8811140062 insp RopIS 50-317/86-22 & 30-3 18/68-22 on 8309l3-lOI7.No vfolalfons 
noted Major areas inspected laciiily acliviiies. routine insps.operailonal events.fateHiy 
ifuprig d v.ng Byolulior>.rnaini,surva'lianro 8 pliysical security 
TRIPP.L.E Reg»n 1. OIc ol the Director 88/10/31. 17pp 47537:034-47637 050. 

8815210408 Fonvarils Saloly Insp ReptS 50-317/68-24 & 50-318/68-24 on 681011- 
i3.No violat-ons noted. 

OELLAMYj=).R Region t, Ofc ol tho 0-iecioi. 86/11/10 TIERNAN.J.A Bafnmore Gas 
& Eloctric Co. 2pp 47568 349-47586:356 

-S61I9I0413 tnsp RopiS 50-317/66-24 A 50-318/86 24 on 6810lM3.No violations 
noi^Majiy aroas inspeclad.smergency preparedness prcgrem,ir)cUjding review ol 
previously idoniiiicd Insp f.nd ngs & review ol orgamration. 

GORDON C.2. LAZARU5.WJ. Reg'Ot> 1, OTc ol Ihe Director. 66/11/08. 6pp 
47S8B 351-47588:356. 

881 1210338 Forvrards FEMA hnal sxerdso rept ot 871117 exercise of olfsiio lacTologi- 
col emergency preparedness plans No doliciencies Ideniilled during exerclse.01 areas 
roqunng corrocfivd aclion from previous exerc'se,22 of 27 corrected. 
feNETEB.SO Rog'or\ i, Ole oUhe Director. 68/11/15. TIERNAN.JA. Baliimore Gas 
AElOCMcCo 2pp 4759321B 47593275 


H. Oeneral correspondence 

6611100027 Commoni opposing poiilion for tuiemsklng pRM-SO-SO re C Young request 
that Commiss'on amor.d regurei'ens authorizing senior operator in nuciear power p'ani 
to dovioio from Tech Specs In emergency. 

TIERNAN.JA. eaUimoro Gas & Electric co. 68/t0/25. Docketing & Services Branch. 
4pp 47435140 47433:143. 


J. Intuianee A Indemnity Information 

6610280017 Forwards Endorsements 9,9,73 & 74 lo NELlA Policies N-62, N-53,NF-216 
A NF-2l8.respoct,veiy & EndO'semenia 9,S.S9 8 80 to MAELU Pot'Ciea M-SZ.M- 
63.Mr-76& IvIF-re.iospeclivoly 

eOlEV.CC Johnson & Hjggins Insurance. 68/10/20 DINITZ.I.P. Office of Nuclear 
Roacior Regulal'on. D.roctO' (FOSI 670411). 13pp 47363:346-47363 361. 


K. Utlllly Final Safety Analysis Report (FSAR) A emends 

6811090161 Forwards coriodod pagos lo 860624 Rev B lo updated F9AR lor 
plant Dago 7-30 coirocied. Hydrogen purge oxhausl Valves MOV-6900 A 6901 do noi 
dose on coniainmeni eciuailon algnal. 

TiERNAN.J.A Bainmoie Gas 8 tiecftic Co. 66/11/01. Document Conirol erarteft 
(Document Control Desk) ip 47614 026 47514.032 

-6611090162 Corioctod Pages 7-29 & 7-30 lo Rev 8 10 updated FSAR A revised 
7 inaxtvfnenxeiiort A Coniroi List ol EftecUva Pagaa. 

• Sailxmote Goa & Electric Co. 68/U/OI. 4pp 475l4:Cl29-47514;039. 


P. Opeiating license slags documsnts 6 correspondence 

8810280452 Forwsrda video ispo Ol commenia made following Industrial salety 
ecddont.lor inviow.Requasis mooling lo explain eilorta being made lo Improve overall 
petioimanco 

TienNAN.j A Oellfmoie Gas A Eieclric Co- 66/10/07. RUSSELL, W.T. Region f. Ofc 
ol 11)0 Oveclor 2pp. 4 7260:236 47280:236 

8610180350 Generic Lit 86-17 to ell holders ol Ols or CPa lor PWRs re loss of 
OHR Sve let end. 

CnUTCHFiELO.D Associate Director lor Projecle (Post 870411), 66/10/17. Consoli- 
deied Edison Co ol New York, Inc. 64pp. 47279:166-47279'24l. 

8610270174 RoBifiims util Inionl lo cred't lechnical jusliUcallon provided in CEN.372-P. 
"FiiQl Rod Max Allowable Gas Pressure, " in analyses to be performed for Unit 2 Cycle 
9 reload. 

MiHALClK.J.A. Bbltimore Gas 6 Eieclric Co. 88/10/19. Docurrmi CenIroX Branch 
(OoMrrtont Conitoi Desk). 2pp. 47335'3I4-47335:316. 

6610250194 Generic Lir 86-16 lo ail licensees of opecaling reactors & holders of CPs re 
piani rocont sloiage on opucai disKs.Svc ilsl end. 

CnUTCHFIELD.D Aasociale D.racior lor Projecls (Post 870411). 68/10/20 Consoli- 
dated Ed-aon Co. <5! New York, Ino, 45pp. 47613:001-47513:046. 

9610270147 Noiilication ol 881104 meeting vt/ulil.NUTEC & Stale of MO in 
RockvtVs.MO to proaontaiion on new spent fuel dry slorage facilify planned for plant £ 
mods necessary to existing sponl fuel nandling equipment 

MCNEiLSA. Projeef D.recforaie M. 88/10/24. CAPRA, fl.A. ProjecI Oireciorsie 1-1 
3pp 47335:332-47305:334. 

9611010534 Forwards merked-up Tech Specs re enrlchmenl llmlls lor slorage In new & 
sponl fuel storago recke.per SA McNeil BB0930 request 

L1PPOLO.W.J. Baltimore Gas & Eiectrio Co 68/10/25. Document Control Branch 
(bocumenl Control Desk). 4pp. 47396:210-47396:217. 

-891 1010536 Metkeri up proposed Tech Spec Pages 5-3 & 6-5 te cniicailty spent fuel & 
new Aral storage 

* Balt-moro Qas & Eieclric Co. 88/10/26 4pp. 47396:214-47396.217. 

8811180002 Notice ol Significant Licensee Meeting 86-177 on 681106 in King ol 
Pruss<B,PA re onoinooiing & other inilialives. 

TRIPP.L.E Region I, Die ol the Director. 88/10/31- Region 1, Ole of the Director. 
2pp 47589 056-n7689 057. 
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66110703$$ App'lcai'cn for anend to Licenses OPR 53 S CPR CS.ctianging min p(e&- 
sunzafioo le.'np in r«ch Spsc Ftgjie 3i -2c lo 60 F. raepaid 
TIERt7AN^A. Baltmota Gas & Efaciric Co eo/tl/Of. Documer.l Control Branch 
(DocuiTer.i Control Desk). 6pp 47456.107-47466 19?. 

-681 1070357 Proposed Toch Spccs.chang ng mit prcssunzai'On tamp in Tfich Spec 
F.guro 3/4 2c to 80 F. 

' Balimc'e Gas 8 Eioclnc Co fl0/ii/O1- 77pp 47456:116-47456182. 

6811060016 Forwards ownor repi to' repa:>sot roplace-'nanis.Form NIS-?. lor Oass i 8 
2 pressure teia ri rg components 8 suppons. 

T.'EflNAN.j.A Baiimore Qes 8 E.’ecirc Co 86/ii;Ql. Oocumem Control Branch 
(Docurr.ont Contro' Desk) ttCpp. 4 74 73 101-47473.256 

8011060250 Forwards satet/ evaluation re conip''ance w7lOCFPS0.62, "ATWS niie" 
Oesgns to.- diverse sctani ays & turbine t'ip ays when instai ed by dates requied & 
correnily In place aj;<it ary leedivater aciuat.on sys acceptable. 

MCMc'i-.SA Proiecl Oircctoralo M. 66/11/02 TIERNAN.J.A Baltimore Gas A E'ec- 
liicCo 2pp 47504 041 47504070 

-8011060251 Safety evaluation re comptance w/tOCFn5Q62 "ATWS Rule." Au»l-ary 
leedwaier actuation sys designs in conlprmanca w/ raqu're.Tients ol TMl Acbon PIsrt 
item II E.i.2.su/ve. lance leeting^compl ea w/ATWS rute. 

* Odice ot Nocloar Roacioi Meoulaiion. Direcior (Posi 670411). 6Q/1I/02. 28pp 
47604:043 47504070. 

e61ll$0667 Summary of 660926 moef<ng w/tilil & Siaio ol MU re status ol o.'igoir.g 8 
ruiirreliccne'rgaclivit.es ot plant List ol aiiendees 8 supponiig matt end. 

MCNEIL.SA. Prcloci Oitcciorala i-t. 68/11/03. CAPRA.RA. Protect areciotaio 1-1. 
5PP 47647:101 47547:106. 

8611 160093 Summary or 681104 rrieoimg w/ulil 8 ftuTECH.inc in Pockwi'e.MO re n- 
cense appication for dry speni fuel storage at sito Agenda. i.sl ol ailerKfeas & 
NUTECHproseniation end 

nOBEHTS.JP Fuel Cyc'Q Seleiy Branch. 80/11/06. ROUSE.t C. Fuel Cycio Saloty 
Branch. 33pp 47566 096-475E6.I26 

6811260016 Final respcrsQ lo FOIA requesi (or documenrs Fo/wards App A 
documents.j^p A documents a'so available in PQR. 

GRiUSLBV.OiI Division ol Freedom oi Inlotmsliora & rutiticalons Sarvices |Posi 
690515). 66/11/06. RiCClO.J P. Nuclear Inlormelion 8 Resource ServKe 2pp 
47682 126-47602 160. 

-6806220213 Reouesls I'sled addi into lo continue review ol uH request lor enrienmeni 
incrosse lo SO weighi percent U-235 

VlODOES.M.W Hoaclor Sysierr.g Branch 68/06/15. CAPRaR A Prolocl Ouociorala 
I 1. 2pp 47682 187-47662.158 

8611220194 Responds lO SA McNeil quaiUon to mcroaso ol cntichmeni lirrAS as drs- 
cuesed in 680609 request lo' amend Any indirect edecis ol n'gher onnehment wvT be 
idsntiried & evaluated du-mg reload analysis performed lor cycle 
UPPOLO.W3. Sah'n-.oto Qss & Elecirtc Co 6dni/i7 Oocun-snt Com-oi Biancri 
(Oocumcr.1 Control OeiK). 3pp. 47621. 173-4 752 1. 1 76. 


0. Irispeellon reports, IE euiieilns a oorrespondenoe 

6610030249 NRC Into Notieo 56-070. "Misuse «i flashing Oghis lor High Radiairon 
Area Controls." Sve I si end 

ROSSi.C-E. Division ol Operational Events Assessmani (Post 870411} 66/10/07. 
Consdidatod Edison Co orNawYoiKJnc. 123pp 47276:242-47280 003 

6810070114 NRC in'o Nonce 88-062. ‘Torus Shells W/Cotrosion & Oegrodod Coaimgs 
in 8WR Coniemmenis " Sve I si end- 

ftOSSi.CE. Oivislon o< Operaiionpt Events Assossmani <Posi 07041 1) 66/10/14. 
Consolldaied Edison Co oi New York, Inc liOpp 47260 124 47280235. 

6610140212 NRC Idlo Nol.ee 86-06S. "Broken Retaining B'oek Studs on Ancho< Oarkrig 
Check Valves " Sve lui end. 

ROSSl.C.E. OivisiOft ol Operaiionai Evonls Assessmeni iPosi 8704li> 99/10/14 
Conso''Clsled Edison Co oi New York, fnc IIBpp. 47483 199 47453 3ie. 

9910290495 Responds lo NRC 960309 hr to vio'ailons noted nt map nepls 50-317/98- 
20 8 60-316/68-20. No’ico ol viotslion re workers erposed to higher than eipeclod 
dose raios should be retracted basod on listed reasons. 

TIERNAN.J A Qahlmoie Gas & Etetihc Co 89/10/19 Oocumem Corrlrol Biaivch 
{OocumonI Co.'ilrol Oosk). 4pp. 47289.036 47289.039. 

9819370072 Responds to NRC 880920 lb to v^tations noted in Insp Repvs 50-317/98- 
17 & 50 3l8/66-t7.0perai:ng inslruclions modilied to el mnaio lest ol voltage reguta- 
lov In MAN mode. Fee pa d 

TIERNAN.-J-A. Ba'‘.>mwo Gas 6 Eletlix Co. 66/ to/tO. LIERERMAIU 0»c *4 Ertoice- 
meni (Rost 670413). Epp 47342 213 4 7342 220. 

8859140019 NRC Into Mo'.vce 68 084, ''Oelecbvo Meior Shett Keys m Ltnvtotgue Motor 
Acliraiors ' Sve let e.nd 

ROSSi.CE Oiviaon ol Operel'Onal Events Assessment (Post 670411). 68/10/20. 
Conscltda'.ed Edison Co. olNow Votk, inc. It 9pp. 47280-004-47280 123 

6610170391 NRC Info Nodca 88 066. "Operating W/Mullip'e Grounds m DC Osirpb-jUon 
Sys." Sve kst cr«l 

ROSSi.CE Division of Operational Events Assessmeni (Post 670411). 8S/I0/2I. 
Consolidaied Edison Co of Now York. Inc. tl6pp 47463 081-47463 197. 

6611020168 Responds lo NRC I'r re viPlai.ons noted .n Insp Hapis 50-317/68-19 8 SO- 
3te/68-l9.Corrcci.ve ect-on-issue of procedural adherence given immmedrate ailorv 
bon 

TiERNAN.JA. Baiirroro Gas & Electric Co. 68/10/28. Oocument Cor>lrc4 Branch 
(OoCLtroni Conirol Desk) 5pp 47415:182-47415:186 

6611140053 Forwards Insp ReplS 50-317/88-22 A 50-3l8/e8-22 on 8809l3-l017.No 
violal'or^s noted 

WIGGINSJT. Rog'on 1. Ole of the Orecioi 88/11/01. TiERNAN.JA eaiUmore Gas 
A Eieclnc Co. ?pp 47537.032-47637.050. 

-6811140062 Insp Repis 50-317/88-22 A 60-310/68-22 on ee09l3-10l7.No vrofabone 
noied. Major areas i-'ispected iaM ly acitvlilos. roul-ne insps.oparaiiortai events.i8laiity 
duiitvQdinng ovoluhon.malnt survoi'lenco A physical security. 

TRIPP.l.E. Region 1. Ofc Ol the Direcior. 8S/10/3> 17pp. 47537 034 47537 050. 


6811220015 Forwards Insp Repis 50'3l//nG-?3 A 50 .318/88 23 ot> OOiQl l -lONo v.o- 
lations rxH^.Concorn raised te composition oi olfsiie racliaiion saloiy review commii- 
teo A overlappi.10 membership on plnm oporanons sflleiy review commiiiue 
GALLORM Hog.on 1. Ofc ol the U.rodor 66/11/09 TIERNAN.J A DoUunoio Gas A 
ElecMc Co. 2pp. 4 7603 233 4 7003 2-16 

-8811330026 (n^ ReplS 50-317/66 23 A 50-316/08-23 on 66101 l-lO 16 No vio'aiions 
nolerLMsie.' areas inspociedfuncucns A organ /nr-on ol oflsiio safely roview ccmmil- 
tee A p'sftl opeiat-ons safety review corum iieo A Ger.en-; uir 8’1 26 
OEVM. BLU.VBERG NJ. negiori 1. Ofc of ino Duocior 06/11/07 l2pp 4 7603 2 35- 
47603.246. 

6011040324 Si^pl 3 (0 NRC Info Ndlico 65-106, "Foadwaier Llr;o Oieak " Sve l-sl end. 
RO^f.CE. Divis-on of Oporaiioi'si Events Assossmem (Post 070411) 08/11/10. 
Consddsled Edison Co. o! Now Vork, Inc il3pp 4H&9.072-475S9 i04. 

0811210406 Forwards Safety Insp Repis S0'3l7/08'24 A 50'3l6/86'34 on 69101 I- 
13 No v.aiaUons r>oied 

B£lL/«i,iy.n.n. Region 1 , Ofc ol iho D rector 68/1 1/10. TiERNAN.J A Ositm oro Gas 
A Electric Co. 2pp 476BB 340 47598 356 

-8611310413 Insp Repis 50-317/90-24 A 50-318/80-24 on 00101 1-13 No vioiahons 
noted Msjot etobs Inspecle^ omergency proparcdrtess piogram.tnciuikrvj raviow oi 
previotisiy idenKied -nsb I'nd'ngs A review ol organizal un. 

GORCXTN.C.Z, LAZARUS.Y/J Rcgio.n 1. Olc ol Iho Director 08/11/00. 6pp 
47566 351-47506356 


0611090204 NRC Info Notice 68 007, "Pump Wear A Forogn Objocis in Piam Piping 
Sys ‘‘ Svci'Sl end 

ROSSt.CE 0-vislon of Opcralional Evtmis Assossmoni (Post 670411) es/tl/iG 
Consoidated ETdison Co. of Now York. In: li3pp 47C0l.O20-4760l.i32 

0011090403 NRC Info Not Co 88 086. "Dcgiadaiion ol vVosimghouso ARO Relays. " Sve 
ksi end. 

ROS&i.CE Division of Operational Events Assossiueni (Post Q7041I) 08/il/iG. 
Consdidflied Edison Co. ol Now York, Inc li3pp. 4/507 001-47507:113. 

8011220151 Ack receipi Ol 681010 Hr A loo in paymcni lor civil pcnaliies proposed Liy 
NRC m 680920 Hr 

UEBERMAN.J Olc ol ErYorcomeni post 670413) OO/ttrtT. rtERNAN.JA. Qall-- 
more Qas A Cioctn: Co ip 47617 180 47617 ISO 

&8l1i$<K)B6NRC into Notice 88-089. "Dcg'adoiion ol KApion Electrical inst/iaiion.'' Bve 
USI ervcl 

ROSSI.CE Oivislbn o* Operoiionsi Events Assnssinoni (Post 8/0411) 08/11/21. 
Cortsohdaioo Edison Co orNowYeik, me nOpp. 4760D.046 47bM 1D1. 

8811100470 NRC into Nonce 88 092. "Poioni-ai lor Spent Fuel Pool Oraindown " Sve 
fist erKI 

ROSSI.CE. Oiv'Sion ol Operaiionai Events Assessmeni (Post 870411). 88/11/22. 
Cotrsoldaied Edison Co of New York, inc 1 14pp 47600 124-4/606.237. 

001110931$ NRC BuHeiin 68-010, "Nonconiormi.-ig Molded Case Circu-I Bioakers" Sve 

ROSSi.CE Dvtsion of Operaiionai Evonis Assnssmuni (Post 870411). 68/11/22. 
Consoirddied EOiSors Co oUlOw York, inc I2lpp 4760600l'-i7eoe'123 


R Periodic opersiing reports A rslated correspondenes 


0811100073 Forwaids updaiod Tebfos tA.iC.2A A 2B to "Semiannual Efiiueni Roioaso 
Repi (or fest Hell i9&9.’’ Updhte includes strontMin tes«i'.ts tor Second Ouarter tODO 
lor gaseous A fiquid alllucni rainasos 

TIERNAN.JA Baiirmore Gas A Electric Co 86/10/2/. Document Coniiol Branch 
(noCMTiwt COhUcl Desk) 2pp. 47514 12t-4?5l4.t26 

-88III01X)75 Dpdaied "5om annual Elllucni Rcicaso Ropi lot First Mail 1968. " cover- 
ing gaseous A liquid eliiuents 

* Baliimoie Gas A Efeci'ic Co OB/06/30 6pp 475l4.i23 47514 128. 

8811220318 Mohihly opcialmg ropis lor Ocl 1966 lor Cnive/t Chits Units I A 2VV/ 
88111311/ 

UEHNKE.C. nuSSELL.LB. QaHimoie Gas A ElscincCo. 68/10/31. Ilpp -17621:103- 
47621:193 


S- Reportable occurrences. LERs A relatsd correspondence 

0811090125 Part 21 repi ro deloci m Limiiorous Corp supplied safely- roiaied SMB 
valve ectuaiors w/ntf msulaiod dc motors ihai may noi develop lull-ralod siarlmg 
torque at eievatod ambicni tomps Roviow of moiors by hconsces rocommendod 
WIIKINSON.IE Llmilorqua Corp. 86/1 1/03 Olhco ol Nuclear ReaciO' Regulation. Di- 
recior (Post 870411) 16pp 47525 227 47525 242 


Y. Caak IndependenI Spent Fuel Storage Installations 

88II04004S Press roloasn ra uhi plans io apply lor NRC license lo permit temporary 
onsiie dry storage ol spam fuel at piani. 

' Balirmoro Gas A Eioclrrc Co. 88/10/ 1 9 4pp. 47455 126 47455 13 1 


OCK^KET 50-316 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 2 


F. Sacurity, madicai. emergancy A fire proteclion plans 


0811030091 Forwards Rev 22 lo socurily plan Rev withheld (rel lOCFR/3 21). 
COSS.H.O. Baltimore Gas A Efocinc CO 86/10/07 Oocument CunirpI Branch (Oocu- 
meni ContrrH Desk) ip 47439 313-47439.313 
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Be 103 to 132 Fotwaidr. imni oxcrcise lopi did 07i 1 17, "Exeiciso ol Ollsitc Hediologic<il 
Emoigcncy Proparodnsss Pior.s fo' Colvcid C'liis Nuclear Powor Plant " So>N>r(ii areas 
tequiro conociivo actions 

KHIMM.P W. Fode/fil Erro/opncy Mooagement Aooncy 60/10/18 CONGHl.F J. D»w> 
Sion Of Hadialion Proiecdon & Emaigoncy Pioparednoss (Post 870411] Ip 
'17366.043 '17366 097 

-6Sf03tOf39 ' Final Exorciso Popi of 071 1 17 Exo'Ciso of Offaiiu Radia(og>cal Emorgan- 
cy Piepaiodnoss Plans tor Calvert Cl tts Nuclear Power Plant " 

* Federal Emergency Managomoni Agoncy 86/00/16 5-lpp 47388 044'47366097. 

6611080237 Rov.SCd orr.ergonr.y plan implemenlin.g proceduros.includnu Hov 10 lb 
ERPIP “I I S. "Technical Suppon Clr," Rev 10 to tRPIP 4 1 A. "Operational Support 
Cir " Rov 0 10 ERPIP 4. 1 0 2 A Rev 0 lo ERPIP 4 1222 

• Bainmoro Gas S ElOCJfic Co. 00/10/27 P4pp 47474 0I7-47474O41. 

6610310017 Generic Lir 06 19 lo all funi cydo leci'ily iicdnsoos 
possessing. uslr,g,'inporiing.oxporli''g or Iransponmg lormu'a guaniiltas bl sitaiogc 
SNM ra use ol deadly force by Irconsee gua'ds re prevent matt of SNM Sv-c »si otxci 
BURNETT. H F. D.viS'.on Ol Sainguords a Transpartaiion (Past 670413) B(l/t0/26. 
Consolidated Edison Co. ol Now Vork, Inc. 3iop 475i3 047-47Sl3:077. 

8611090046 Advisos ihal 000916 Rov 0 10 safeguards co.niingoncy plan cons>sloni w/ 
provisions of lOCFRSO.SAfp) & acceptable 

BELLAMY, RR Region 1. Ole ol Iho Dirocior 66/10/31 CRQSS.H 0 Belhmoro Gas 
iEiocir cCo 3pp 4'/403O62 47483 064 

8611140320 Advises ihai 800916 Rov 0 to safeguards coniirtgency plan consisioni w/ 
provisions of l0CFR50.64(p) 6 accepiabio 

BCLL/VWY.RR. Regio/I f. Ok ol i>w Dhociqi. 83/10/31. CROSS.HO. Bellmoio Gas 
& Electric Co. 3pp 47536 176 47S35 170. 

8811140053 Forwards Insp Ropls S0-317/Q8-22 & 5(J 316/86-22 on 660ai3-l0i7.No 
violations noiQd 

WiGGiNS.J T. Rogion i, Ofc ol iho D.reclor. GO/ll/Oi TIERNAN.J A. Balintoto Gas 
& Electric Co. 2pp 47537,032-47537.050. 

-8811140083 Insp Ropis SO-317/06-22 & 50 318/80 22 on 860913 lOt7.No vtolaions 
noted Maior nreas mspocicd laciiiiy activiiios. rouiine insps.oporalionai ovoms.iaiakiy 
during diving ovolulion.ma'nLSurvoillance & phys'cal security 
TniPP.L.E hog/on I, Ofc of me OrreeWr, 08/10/31. I7pp 47537 034 47537050 

8811210406 Forwards Safety insp Rppis 50-317/80-24 S £0416/86-24 on 881011- 
13 No Violations noted. 

BELLAMY, RR Rogon I. arc of me Oirocior 86/'t/i0 TfERNAM.JA Bafffrnoro Gas 
&EIOCliicCo 2pp 4/568 340-47Sn8'35G. 

••8011210413 Insp Rqdis 50'317/60^24 & 50-31Q/U8 24 on 661011-13 No woiobons 
noiod Major aroes inapecied.omorgency pfoparednose p(og'8m.tr>c’irdrng teviow ol 
previously ideiUifioci map lindmgs & rev.ow of orgamiaiion 

GOnOON.CZ Region I, Ole ol Iho Drector, 00/11/08. 6pD 4758635l-475e6350 

6611210336 Forwards FEMA final oxoreiso rapt of 07t 1 17 exnicSQ 01 ofisiio rcKi-ologi- 
cal ontorgoncy piopaiednoss plans. No deticioncios idenuiiod during eootciseOi areas 
taguiring corruciivo aciion from prov.ous oxorciso.22 of 27 corrociod. 

E6NETER.S.0 Rog on I. Ole of mo Director 86/ff/i5 TiERNAN.J.A BanirnceGas 
& b'tOCUiC Co. 2pp 47593 210-47593 275. 


H. General correspondence 

8611100027 Cornmoni upposmg poiilion lor rulemaking RRM £0-50 (0 C Young reguesi 
inal Comm.ssion amond regufauons a-jipon/ing senior opn/aior in rtuCfeer powor plant 
10 dOv-aio from Toch Spoca in omorgoncy 

TlERNAN.JA Ba'-limoro C<18 & Electric Co 60/10/25 Oockuting 6 Sorvkos Branch 
4pp 47435 140-47435 143 


J. Insurance & Indemnlly Informallon 

8610280017 Forwards Endorscmonis 9.6.73 & 74 to NEIIA Po'icies N-52. N'53.NF-2I6 
& NF-2l6.tespecUvcly & Endorsornoms 9.0,59 8 60 to MAELLf Poltcros M-S2.M- 
53,MF-76& MF-76.tospoCl>voly. 

QOLEY.ee Johnson & Higgms Insurance 88/10/20. OINITZ.IP Oflico Ol Nuclear 
Roaciot Roguialion, Drector (Post 870411) lapp 47363.349 47363 361 


K. Utility Final Safely Analysts Report (FSAR) & amends 

8811090161 ForworOs corrected pogos lo 880824 Rev 0 to updated FSAR lor 
p'ant Pago 7-30 corrected hydrogen purgo exhaust Valves MOV-6900 & 6001 do rwi 
close on coniainmoni actuation signal 

TlERNAN.JA Baitimoro Gas & Electric Co 88/11/01 Document Control Btanch 
(Document Conlrpl Desk) ip 47514 078-47614 032 

-8611090162 Corieciod Pages 7-29 & 7 30 to Rev 0 to updated FSAR & revised 
"Chapter 7 insirumentation & Control List ol Efieciive Pages.'' 

' Sallimore Gas A ElOClfrC Co 88/11/01 4pp 476l4 020-47514;03? 


P. Operating license stage documents & correspondence 

8610260452 Forwards viduo tape of comments made following mdusUrdl safely 
accident, lor rov.ow Requests meeting to oxpia-n ofloris homg made lo tniprovD ovotali 
^lormance 

TIERNAN.J A BatliniO'Q Gos & Electric Co. 86/ 10/07 RUSSELL, W T. Region 1. Ole 
olthoOrcciot 2pR 47200 236 47280:230. 

8810180350 Generic Lir 80-1/ In an holders of OLS or CPs for f/WFls lo loss ol 
OHH Svc I St onci 

CRUTCuFiELO.O Associate Director tor Projecis (Post 070411) 88/l()/t7. Consoh- 
daied Edison Co ol New York. Inc 84pp 47279 156 47276:241. 

8610270174 Roallirrns util mieni to credit lochn cal juslilicaiion provided in CEN-372-P. 
"Fuel Rod Ma> Allowable Gas Pressure,” m analyses to bo poriormod lor UrT4 2 Cycle 
9 rofc>ad 

MIHALCIK.JA. Oaiiimote Gas & Electric Co. 88/10/10 Oocumenl Conirof Branch 
(Document Comrol Desk) 2pp 47'j35 314-47335:215. 


8610250164 Ge/«aric Lit 88-10 10 all iccnsaqs ol operabng reaciota & holders of CPs ro 
plam focord siciago on optical disks Svc list onci. 

CBUTCHFittO.D Assoc'aie O-toclor for Ptoiocis (Post 070411) 00/10/20 Console- 
daiet) Edrsoo Co. ol Now York. Jnc 45f>p 47513 001 47513 046. 

8810270147 Notification el 001104 meeting w/uiil.NUTEC S Stale ol MO In 
Rcckv-ifa.MO re proaeniaiiorv on now spont fuel dry storage lac-iiiy planned lor plant & 
mods r>ecessaiY lo ex-sting spent luei handling oquipmerti 

MCNEIL.SA. P/Oi-OCI Dirocloroio l-l. 00/10/24 CAPRA.B A PrOjOCl Diroclotalo 1-1 
3pp- 47335:332-47335 334 

6611010534 PcrwB'ds merked-up Tech Specs re orMichmonl limits for slorago in new & 
spent fuel aiorago racks. por SA McNeit OQC030 requoal 

LIPPOLO.W.J. Bailimoro Ges A Elociric Co 08/10/25. Documont Conirol Branch 
(Oocutneni Contn^ Desk) 4pp. 47390 210-47396 217 

-60I1010S3S Marked up prpposod Tech Spec Pagos S-3 & 5 6 ro criiical-iy spent fuel & 
new tucl stotngo. 

* QeiUmore Oas A Electric Co 60/10/25 4pp 47390 214-47396 217. 

8811180002 Noirco ol Sigrilicani Licensee Meeting 80-177 on 001108 m King ol 
Pfussis.PA ro ortginooring & other inillaiivos 

TRiPP.LE Regor> 1, Oft: ol the Dlioclor. 08/10/31. Reglor^ 1, Ofc ol the Oiroclor. 
2pp 47589056-47309 067. 

88II07036S /kpp’ical'on lor amend lo Liconsos DPn-53 & OPR-SQ.clianging min pros- 
eutuaibn lamp a Toch Spec Figuro 3 4-2c lo 90 F. Foe paid 

TiEHNAN.J.A Baltfmoro Gas A Elccmc Co. 00/11/01. Docuinonl Control Qrnnch 
(Oocumani Control Desk], 8pp 47456 107-47456 IB2. 

••6811078357 Proposed Tech Spocs.charxgmg mm prossunzaiiarx temp m Tech Spoc 
f ifluto 3/4-2C 10 90 F 

' DaiwnoroGasA Electric Co BO/ll/Oi 77pp 47456:118-47456 192 

0811800268 l-prwa'rts safely ovaiuaiion to compliance yv/l0CFn5OO2, "ATWS Rule '' 
Oos-gns lot ti-vo<so scram sys & turbino trip ays when msla'iod by daios roqurod A 
curraniiy m-iMeco ouxii ary lecdwaior eciualion eye occopiebio. 

MCNEIL.S.A PiOjOCl Diiactoieie i-l- 88/l1/02. TlERNAN.JA Bellimore Gaa a Bloc- 
IticCo.Zpp 47504 041-47504.070 

-8811080261 Safely uvaluai.pn ro compliance w/l0CFR60 62 ’’ATWS Rule." Auxiliary 
foodwaier aciuairon sys designs m confuimpneo w/ ro<)uiromonis pi TMi Acllon Plar> 
Mom ME I.Z.so'VO.IlOf'CO losiing.cerriplios w/ATWS rulo 

* Ollice of Nudoa' Roncior Roau'otiori, O-roetpr (Post 070411) 86/11702. 20{)p 
47504 043 4 7584:070 

8811150067 Summery pi 880926 moolmg w/uH & Slate pi MD ro status ol ongoing & 
luiuto i>constng aciiv.i-os at piani.Lisi of eiionjoos & si^poriing mall onci. 

MCNEIL.SA PtNoci Dirocipieie 1-1. 00/11/03 CAPRA.R A. ProjocI Dirocioislo l-l 
OPP 47547 101 47547 105, 

8811160093 Summarv of DDI104 mooiing w/ulil & NUTCCH.Ins In Dockvillo.UD ro li- 
cense appheaton lor dry sponi luol Btorego at silo.Agoncfa.l<8l of ailondoos A 
NUTECif ptoseniatfon pr'ci 

nOBERTS.jp Fuel Cydo Ssloiy Urench 08/11/00. ROUSE, L.C. Fuol Cycle Safoly 
Branch 33pp 47686 090 47506 120. 

8811280618 Finsl lOSPPhSO 10 FOlA i0C|U0Si lor dOCumonis.ForwardB App A 
documonis App A oocumnnls also civailablo m PDIV 

GRiMSLEY.OH Owision ol Freedom ol informallon A Publ-cei-ons Services (Posi 
860515). 08/11/08 RiCClO.JP. Nuclear Inlormaiion & Rosourco Service 2pp 
47602 I2Q-47602 160 


••0808220213 RoguosiB hstud addi mlo to conl-nuo review ol uifi requoBI toi enilctrmont 
eicroaso lo 60 wQigm porconl U-235. 

HOOGES.MW Reactor Systems Qronch BO/08/lS CAPRA.R. A. Proiocl DirecloKilo 
M 2pp 47802 157-47002 158 

8811220184 no50Or\d9 lo SA McNoil quesilon lo incrooso ol erinchmenl limits as dis- 
cussed tr> 800609 rorjuasi for gmcndAny inOifocl offiTCis of fwgher onriclintoni wi'-l ho 
•dorsillicd 8 ovaluatod during reload analysis poitormoU tor cycle 
LiPI’OlO.WJ Bail-moro Gns A ElocKic Co 83/11/17. tJOcumont Conirql Branch 
(Uocumoni Control Desk). 3pp. 4/021:173-47621: 1 75. 


O-lnepecUon roporls, IE Bultetina & carreapondence 


8810030249 NRC In'o Nol.co 00-079. "Misuse ol Flashing Lights for Nigh Rndiahon 
AieaCudUols " Svc kal onci 

ROSSi.CE Ovlsjon of Operalipnni Events Assessment (Post 870411). 80/19/07. 
Consol-detQd Edison Co ol Now York, Inc t23pp. 47279 242-47260 093 

88100701 14 NRC Into Notice 88 082. "Toius She'.is V7/Corrosion A Oogiadou Coatings 
in GWR Conia-nnienis. '■ Svc iisl end 

ROSSI.CE Oiv.sion ol Opmalional Events Asseesmonl (Rosi 870411). 86/10/14. 
Consakdalud Edisen Co of Now York, Inc tlOpp 47280.124-47200:235. 

8810140212 NRC Into Noiico CS-085. "Dtokon Roiaining Block Studs on Anchor Onrling 
Chock t/alves " Svc lisl end. 

ROSSI.CE (Tivialon ol Onorolionai Evonia Aesossment (Rost 870411). 00/10/14. 
Conso'Jdated Edison Co. of New York. Inc. l lOpp. 4 7463 I00-47463.316. 

8810260468 Responds to NRC 080009 hr re vio'aKons noted in Insp Ropis 50-317/88- 
20 A SO-318/88-20 Notice ol violaliori ro workers exposed to fifglior lf<an oxpoctocf 
doao roles shoiiiil bo toiraciod based on hsteJ roaeoris 

TlERNAN.JA Bailimoro Gas & Elocinc Co 88/10/19 Oocumoni Corviiol Qrancti 
(Oocumcrtl Control Desk) 4pp 47209 036-47280 030 

8810270072 Responds to NRC 080020 Hr to v.oiaiions nplod in Insp Ropts 60-317/08- 
17 & 5O-3i8/0O-i7.Oporaiing instructions modified 10 al-mlnaio tost of vollego rogula- 
lor m Man merle Foo pen) 

TIERHAN.JA Baltimore Gas A Eteclnc Co. oa/IO/lQ. LIEBERMAN.J. Ofc ol Enforco- 
moni(f>oai 070413) 0pp 47342 213 47342 220 



88tOUMt8 .SRC N:o« 06-CW. Ocfect.ve Mo-o- St3« «ey8i<vV«r.<«ve Mow 
AclualOiS' SvclStencl Awess/ren' (PosI 670411) 88/10/20 

6810170391 NRC into Mice 68 066, Op€-at.ng W/WLltple Grounds .n DC DoUWll-OO 

^SssffE’ovton c. 

Cor^^O'da-ed Edison Co oINew Vc/K. lr>c Il6pp 47463081-47463 19/. 

681 1020168 Resocrds 10 .SRC Ur re viotauor.s noted in Insp Repis ^ 

316/63 19 ^r«t.vc actomssue ot p<ocM adherence given .tnirmedaie ation- 

“eRnanjA. eav.moie Gas 8 Ei«K«c Co 88/10/28 Oocument Conitol Dre-ich 
(Oocu.T.eriConvoi Oesk) Spp 47415.162 47415 186 

8811140053 Forwa.-ds Ir.sp RepiS 50 317/68 22 8 50 318/88 22 on 8e0913-IOl7.No 

rt^GGiNS jTfleQKin 1. Otc d me D-ecior. 86/11/OI. liERNAN.JA BabiroiB Gas 
iElectrcCo 2pp 47637 032-47537 050 

-8811140062 nsp flepts 50 317/88-22 & 50-318/88-22 on e609*3-10l7N^/){^iB 
noted Wajor areas inspected lac aciN'Vea, toju-e msps.oca'aional owefrt8.laial-tv 
dunng dirno evolution. ma nl.s-jrve I'ance 8 physical 

TfliPrLE Peg on 1. 6lc 0! me Diiecior. 83/l0/3l 17pp 47537034-47537.050. 

MU2200I5 Forwi-dS Msp flepls SO-317/88-23 & 50-318/68-23 on MID1 1-18 1^^- 
laions rroted Concern rased re ccrrpos tion c* o'lsiio cad at Oft salety leview conm !• 
lee & cveriapping mexoership on tfani operaians *ai6iy review covnrwl^. 
GAILORW Reg.on 1 Otc cl ihe Dreeior 89/11/09 TIERNAN.JA Balwnoco Gas A 
Elacirc’co 2PP 47603 233 47603 246 

-8811220026 insp Repis 50-317/88-23 A 50 318/88-23 on 881011-1016 No wolawna 
noted Wa,oc areas -nspecied lunc'.cns A organuation of olfs ie sa'aty rovow conimn. 
tee A pla.nl operations salciy review corrmiiioe A Genetic Ur 83 28 
OeVM auj1/9£flGNJ Region 1 . Ofc 0l the Dreeior. 88/11/07. 12pp 47603235- 
47603 246 

6811040324 Suppt 3 to fiPC ir'o Notice 88 108. 'Foedwaier Line 0ro8k " S»c Wt onci 
ROSSI.CE ONis^n of Operational Events Assessmenl (Post 670411) 66/11/IO. 
Oonso'idaied Edson Co of New '/CiA. 'nc 113pp 47559 07 2 476SO;'84. 


6811210408 Fonvards Safety Ir.sp Repis 50-317/68-24 A 50-310/66 24 on 861011- 
i3 No vioiai-oni noied 

BEUUIWY RP. Reoicn 1 Olc Of W Drecljr 88/11/lQ TiEflNAN.JA Baliksioca Qns 
A Elecir-c Co Spp 47588 349 47588 356. 


-8811210413 nsp Rep'.s 50-317/6824 A 50-3t6/69 24 on 88i0lM3No vtoloUons 
noted Maior areas inspeciederncrgencv preparedness prog'em.iiKiMino leview d 
previously identi'ed msp fmd-ngs A review of organi^aiion 
GOROON.cz. LA2AROS.WJ Region I. O'c of me Oicecior. 86/1 1/O8. 6pf) 
47568 351 47566 358. 


6811090264 NRC in'o Novee 86067. 'Pun\p Wear A Foreigft QOiecie <n Plani Ruling 
Srs" Sve lisi enci 

ROSSf.CE OrviS'Oft Of Operaoonal Cvems Assessinent (Posi 870411). 66/11/16. 
Consofidaied Edison Co of New York. inc. ll3pp.4760i.020'4760M32 

6811090403 NRC fn!o Nct-ce 88-066. "Oegradaiion of Westmghouse ARORolayS-'* Sve 
nil end 

ROSSt.CE OnnsiOft of Operaiionai Eve.nts Assesimeni (Post 8704li) 60/ai/t0 
Conso7ii)ated Ed-son Co. of New York, fne 1 13pp. 47597 001-47597:113. 


664109012S Pari 21 tepi 10 cfefoci try Li/nilorque Corp supp'iod safoiy- telalud SA/B 
v^ve aciuelors w/nil insufaiod dc motors that may not dovofop luii.raiGd siariirg 
torque oi elevated ambient lo.mps Review of motors by iicoriscos rocorr.mendcrt. 
WiLKiNSON IE Limitorquo Corp. 66/11/03 Oflico of Nuclear Reactor Rogulaiion. Ui- 
rocioe (Posi 670411) ICpp 47526 227 47525:242 


V. Dry Cask Independerit spent Fuel Storage Insiailollons 

6611040046 Press roloase ro util plans lo apply for NRC iiconso to porm:( lompo’ary 
onsilediy storage o1 spent fuol at plant 

• eali more Oaa A Eioctnc Co 66/10/19 4pp. 47455 120 47455.131. 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION. UNIT 2 


f. Sacurlly, medical, einargertcv A tli« prolocllon plana 

6610250863 RevO 10 Emorgoncy Plan Implomeniing Procodu'o 94 71 IMP- 1 300 26. "Ac- 
|.va(io/i of Technical Support Ctr ” 

BEAVER.iR. Qonarol Public Ul.tr;, os Coip • GPU Servico Ccup 86/09/02 I2pp. 
47270 010 4 7270021 

6611010417 Rev 2-02 to ProcadJro 5000-AOM-30S4.01 (EP 033I. "Operation ot Parsip- 
patiy T&Binlcal Fund ons Cli." 

* Qartoral Public Utililios Corp - GPU Sorvico Corp 69/10/21 17pp 47415 321- 
47416 337. 

6611910512 Roy 0 lo Emerge/scy Plan Implomeniing Procedure 0200-IMP-1720.01. 
"Emergency Public Info Plan A Irnplomanting Procedure " 

• Goners Public Utilit-es Corp • GPU Service Corp 68/10/24 42pp 47401.133- 

47401 I7S. 


8610310017 Generic LIr 86-19 lo all fuel cycle facility licaneooc 
posaeasrn^.i'Sfng.impPiiing.exppri ng or Ironsporting formula quaniilios of siralog c 
SKM to use of doadly force by llcansoe guards to prevent limit of SNM Sve list oncI 
BURNETT.R.F. U.vision of Sefoguarjs a Transportation (Post 070413). 08/10/26 
Consobdaiob EOison Co ol Now York. |(\c. 31pp. 47513 047-17513 077. 


O. Adjudicatory coireapondence 


8811010044 Forwards minutes of conference call he'd on BOtOM among Board & por 
desi 10 discuss scheduling & rolaiod matioi6,por Board request 
LEWiS.S.H. Asssioni General Counsel for Hearings #468 7300 BO/iO/in 

OtOCHr.e.. BRIGHT ,0.0., PARIS, O H Alomic Satety and Ucotwng 8i>aid Ponol 
3pp 472A626e-47266:270 

6611010936 infoims ihat NRC reviewed direct losti'mony filed by iiconaoo A Joint Inioi 
vertor sen 881011 A dscidod nel 10 Me rnbullsl. 

LEWiS.S.H Assiaiani Qenaiei Counsel lor ilosrinns //400 7380. 88/10/24 

8LOCH.P8.. (3RIOHT.Q.O.. PARiS.O.U. Alomt Ssloty end licensing Board PannI. tp 
4725C 246 47236 248 

6611100076 Requosis umo lo make eieiemom during specal hoefing ro issue ol publii 
nea'ih A ssioly concoining d spocni ol waior from TMi. Served on 001103. 
MEYER-RonuiNG Afiihailon Not Asalgnod. #460 7421. 08/10/24. Office ol me Soc 
foiary ol ihe Ccmmisa'on. Ip. 47410:220-47419:229. 


6811370181 Ack race.pt of 681019 lir A fee in paymani lor CfvC ponalliSS p/oPOSOd by 
NRC m 860920 Itr. 

UEBERUAN.J Ofc 01 Erferceireni (Post 870413) 88/11/17. TiERNAN.J.A. ean:- 
more Gas A Eiecfnc Co ip 47617 t80-476l7:i60 


661)100023 Requests Umo lo make brief siaieinenl at 80ilO3 Bpocial hearing on die 
posaioi water genorated by 1979 accident at plant Served on 8 O 1 104. 

SPECTORAO. Alii'iation Not Assigned- #406 7438. 68/10/31. Office ol the Socro 
laryot the Commission. 2pp 47419: 1 37-47410:136. 


6611150088 NRC irfo No'jcaeS Oes. "Oegiadatron Ol Kaplqn Elecincel insuleiion " Sve 
list enef 

ROSSi.CE Otvision of Opersbonsi Events Assessmenl (Post 670411) 86/11/21 
CotwoMaied Cdiion Co. of New Ye*k. Inc I13pp. 47803.045 47603.161 

8611160470 NRC Irfo Nonce 88-092. "Poienual for Spent Fuel Poet Oraindo-wn" $vc 
list encJ 

ROSSI.CE. Division of Operfl'jonal Events Assessmenl (Posi 670411) 65/11/22 
Consoiidaied edison Co of Now York, inc ll4pp 47606 124-47606 237 

6811160315 NSC Bui’oim 86 010. "Nonconlorming Molded CsseCircuT Dieakore" Sve 
list end. 

ROSSi.CE. Omsion of Opei85ona' Events Assessmenl (Post 670411). 06/11/22 
Consolidated Edisen Co of New Yofk. Inc 12lpp 47606001-47606-123. 


R. PeHodfc operaiing reports 6 related correspondence 

'0 ''Semrannoal EtHwoi Retoasr 
Repi for Firsi Halt 1088 Update mcludas sirom-urn results for Second Ouartoi 1981 
lor g^ascous A liquid eKiue.'ii releases 

'®“ ■" «*«' 

• BalUmore Gas A Elecinc Co. 88/06/30. 6pp 47514 123-475I4:)26 


8811290230 Forwards DOE radioioo'cal 8 onviion science fab analyses cl Sr-BO.Br 
OO.gomma epectromeiry.gross a'pha. gross beta A Iriiium from Insp Rapt CU-320/03 
l^per ASLB requesi 

lEWiS.SH. Assisianl QoneiPl Counsel lor Hearings. #408 7521. 66/11/14 
OLOCH.P.B . BHIGHT.Q.O., PARlS.O.)!. Atomic Safely and Licanslng Board Par^si 
5pp 47591 064 47591:008 


H. General correapondenco 


681 1020030 Comm.ent suppoiling proposed rule lOCFRiSO re toasserung NRC auiNor 
iiy lo< approving ons.ie low level waste disposal in Agreomeni Slates 
SULLIVANJ.L. Oenornl Public Ulilltles Corp. • GPU service Corp. 68/10/20. Docket 
ing A Services Branch, tp 47320;I23-473?8'I23. 

B8111T9327 noapcmda to 660812 ill le NRC 660331 response lo questions laisod cor 
corning condiUone el plenta A racipleni proposal to station senior opcreior in contic 
room at all nuclear plants lo ovoraoe plan) oporations 

2ECKI.W. Comrr,[s8loncrs 86/11/09. YOUNG, C. Atli'lalion Not Aesgned Dpf 
476e6.G49.47587.027. 

-6611170393 Requosis verbal concurrence w/publishmg notice ol lecaipi of petition fc 
rulemaking PRM-50-50.pQr 880926 lelcon w/ C Young.Rolatod info end 
BEESON, 3 F. Regu'nlory Publications Branch. 68/09/28. viETTI-COOK.A. Commit 
slopera. TREBY.SA Assistant General Counsel I01 Rulamaldny A Fuol Cycle Bp; 
47566:101-47586:114. 


S. Reportable occurrence*, LERi 4 related correaponoMite 


-8811170394 "Analysis of TMI Accident." 

YOUNG, C. Alliiiat.on Noi Assigned. 00/01/29. 28pp. 47686.n5-47566-.l42. 


880923,deleclve flame A smoko dsiacior 

. ° Baltimora Gas A ElecInc Co 88/10/24 flUSSFLl WT RniUnn 

ol the Dvactor 3pp 47401 183 47401:165 nusstLL.w.T. Region 


-6611170396 "Analysis of TMI Accidonl." 

YOUNG, C. Alfi.'iation Noi Assigned. 61/05/26. 64pp. 47586:143.47586. 232. 


J. Insurance A indemnity Information 


DOCKETED ITEMS 101 


0810250066 Korv/O'ds onviron assessmeni 8 hncling of no s gniticaoi impaci re tempo- 
rory oxompiion from lOCf-riOO S-iMlSjO) re scficuiilst toquiromenia ot property -nsut* 
anco ruio.oKociivQ 0diU0<1. 

MASNIK.MT Projoci Oiteciorato I <1 QB/iO/10 ROCHE.M.R Qeocifll I'ub'C UHilies 
Corp • GPU Sorvico Cofp 3pp 47260 163-‘17269.I71. 

••6810250067 Eriuiron assossmeni & f nding of no Significant irT>pact to oiromplian Irom 
10CFR50.S4{w)(5)(i) ro SChodular requirements of properly insurance ruleolloclive 
861004 

STOIZ.JF Projeci D.fLCtoraie I 4. 00/10/10 6pp 47269.166 47283 171 

6611210459 Forwarijs fumpurary encmplion from scheduler requiremenls of property iri- 
suranco rule olfeciive on 001004 

UASNIK.M Proloct IDireclorate 1-4. 68/11/15 ROCHE.M.O General Pub'ic UM.Des 
Corp - GPU Sorvicn Corp 5pp. 47596 124-47596.133 

-6811210461 F.xomption Irom roguuemonts Of lOCFR50.54(w}(5)(i) unitl coinp'oion ol 
ponding ru'omeking extending implementation rfalo lo no later than 030401 
VARGA. S A Oiv.s-on of Reactor Proiccls • I/ll (Post 070411) 66/ll/IS General 
Public UIililiDS Corp. - GPU Service CO'p 5pp. 47506. 12Q 47696 133. 


P. Operating license stage documenie 8 correspondence 

8610160350 Gonenc l.lr 8B-I7 (o all holders of OLs O' CPs roi PWRs ro loss ol 
OHR.Svc list onci 

CRl/rCHFlELD.O Associate Orecfor 'or Proiecis (Post 670411) 66/IO/t7 CoiKOt- 
dared Edison Co. ol New York, inc a4pp. 47279.156-47279 241. 

6610270081 Hom>is foe lor OBOQu cnticeliiy safety assossmoni for uso ol plasma arc 
torch lo cut upper core support assembly baffle plaios & coro support etsold 
ROCNE.M B Gonoral Public Uii'ilies Corp • GPU Sorvico Corp. 66/10/17. Oocumonr 
Coniroi Oranch (Document Conirol Desk), ip. 47361 305-47361.305 

8610260164 Gonenc Lir 00 10 la oil iicensoGS of operalmg readora & hoidoisot CPsio 
plant record storage on optical disks. Sve list oncl. 

CRUTCHFIELD. 0 Ansociata O.reclor for Prolocls (Post 070411} 08/10/20. Consoii- 
dalod Edison Co. ol Now York, me. 46pp 47513:001-47513:046 

6810270002 Poquosis appiov8i to use polar crane auxii-ery hook m last speed lor do- 
luoling rolamd ociivilios conditional upon inslalleHQn of overload conirol devices as 

B art ol riQQing Fao paid 

OCHE.h>r0. Gonoral Public Utilitios Corp. • GPU Sorvico Corp. 66/10/20. Oocumoni 
Control Branch (Document Control Desk). 2pp. 47381,313-47361:314. 

6611070319 Forwo'ds assossmoni ponol 631024 ropi lo WQ Kuhns re individuals om- 
by iiconsee & found invoivod in inappropriate look rate losirng proceduros at 

CLARK, P.n Gonoral Pub'iC Uliiities Corp. - GPU Servlco Corp. 60/10/20. 
h'URLEV.T.E. Offico ol Nudoar Reador Roguianon. Oirodor (Post 670411). 3pp 
474421 17-47442. 119. 

6S1 1040030 Staff roquiremants momo re 601025 brioi-ng in Reckvilio.MO re TMf-2 posi- 
deluoiinj momtarod aioraqo 

CHILK.SJ. Oflice ol Ilia Socrotary ot iho Commission. OO/i i/Ot. STELIO.V. Ole of 
Ilia Exacviivo 0.roclor lor Oporano/ts. Ip 47440020-47440020 

8611230300 Final tusponso to POIA roquosi for documents. Forwards App 0 document 
& laioasablo portions of Oocumonts £/i through £/3. App D & roioaaabio portions oi 
Documonts E/4 thiougb E/6 available in POR Portions wiinno'd (rat FOiA Exompiion 
6 ). 

GRIMSLEY.O.H. NRC • No Dotsllod Alli'iai-on Qivon. 0(3/1 1/08. FElTON.JM. Nudoar 
Licensing noporis. 4pp. 47634.341-47635 01 1 

-88112303S6 Partially delolod trip rapt ro Commisslonor Carr 860509- tO ul4 Site visit 8 
meeCrig w/Sraio of PA officials. 

ELSASSER.T.C NRC • No Ooialioq Allination Given 68/05/12. QURNS.S-. 
WEBER, M. FELGATE.Q. NRC • No Daiailod AIMioiion Gwen 4pp. 47634:358- 
47634 361. 

6011230427 Forwards Rev 10 to '’TMI-2 Organiraiion Plan" Rev leilecis proposed 
chengo rosulling from incorporailon ol deconiaminstion socilon Inlo waste mgl 
seclion Foe paid 

ROCHE, M.Q. General Pub'ic Utilillos Corp • GPU Service Carp 00/11/16. Oocumoni 
Conirol Branch [Documont Conirol Desk). 3pp. 47623:020-47623 030. 

801 1220064 Responds lo Gonorlc Ur 00-17 re loss of OHR cspabilKiee. Gorwric lU not 
app'icablo to plant in curroni recovery mcdo.lhougr) appi cailon will bo roevaiuaiod H 
docislon mado to rosion facility. 

ROCHE, M B. Oonerel Public Uiiiitlos Corp. • GPU Service Core. 68/1 1/18. Docutnoni 
Control Oranch (Document Control Desk). 2pp. 47827:037-47027.030 


m 


Q. Inspection reports, IE Bulletins & correspondence 

8810030249 NRC Info Nolico 66-079, "Misuao of Flashing Lights lor High RacnaUon 
Aroa Controls." Sve list oncl. 

ROSSl.C.E. Division of Oporallonal Evonis AssossmenI (Post 07(7411). 8B/10/07. 
Consolidatod Edison Co. of New York, Inc. 123pp. 47270:242-47260.003. 

8010070114 NRC Info Notice 68-082, "Torus Shells W/Conoslon 6, Oogradod (Coalings 
In BWfl Containmems." Sve list oncl. 

ROSSI, C E Division ol Oporalional Evonis Assessment (Post 070411) 06/10/14. 
Consolidaiod Edison Co. of New York. Inc. 1 10pp. 4 7280:124-47200.235 

8810140212 NRC Into Nolico 68-065, "Broken Reiein'ng Block Studs on Anchor Darlmg 
Check Valvos." Sve list enci 

ROSSl.C.E Division of Operaiional Events Assossmoni (Post 870411). 60/10/14. 
Consolidated Edison Co of Now York. Inc. 1 18pp. 47463. 10O-47463 3lB. 

8810140018 NRC Inlo Nolico 68-064. "Defectivo Motor Shad Keys in Limtiorque Motor 
Actuators." Sve list oncl. 

ROSSLC.E. O.vislan of Operational Events Assessment (Post 670411). 86/10/20. 
Consolidaiod Edison Co. of Mew York, Inc. 1 16pp. 47260:004.47280.123. 

8810170391 NRC Inlo Nolice 86-066, "Operating W/Muiuple Grounds >n OC Otslnbuiion 
Sys." Sve list enci 

ROSSl.C E. Dwislon ol Operational Events Assessmont (Post 8704it). 98/10/21. 
Consolidated Edison Co. ol New York, Inc. tiBpp 47463.081-47463:197. 


881 109O1B9 Ft^rwaicls Safety insp RepI 50 320/66-1-1 O.-t 080910 1008 & 11. No viola 
Irons noted 

BETTENHAUSEN.L Region l. Ole ol the Oirccicr 66/l()/28. ROCHE M B Goneial 
Pubic Ut I lies Corp. - GPU Sorvico Corp. 2pp. 47525 322 4 7526 333 

-SB1109019S Safely Insp Rupl 50-320/QU-I4 on 800010 1008 & 11 No violations 
noted tfstar areas rnspeclod.defooi-ng 8. doccniamina’cn aci<viJies.ir.cUK}'ng proper 
mpiemonlalion ol rad oiogica' controls. housekeeping & i consoo act ons 
COWGlLL.C Region 1, Ole Of tho D.roclO' 80/10/26 tOpp 47625 324-47525 333. 

8811040324 Si^pl 3 10 NRC Info Nolica 06- 106, "Fccrlwalct Lino Gioak " SvC list end. 
ROSSi.CG D-viS'on of Oporalional Evenis Assossmoni (Post 0/0411). 68/11/10 
Consolidatod Edison Co. of Now YO’k. Inc. 1l3pp 47559072 47659 164. 

8811090284 NHC Inlo NoiiCO 08-06/, "Pump Wear £ Fore.gn ObjocIS In Planl Piping 
Sys ■■ Sve fsl er'cl 

ROSSl.C.E Division ol Operational Evonis Assessment (Post 670411) 80/11/16 
consoldaiod Edison Co. of New York. Inc 113pp 47601.020 47601:132. 

8811000403 NRC Inlo Nolico 66 088. "Degradaiion ol Wosiir.ghouso ARD Re'ays." Sve 
list oncf. 

ROSSl.C.E. Division ol Oneretionsi Evonis Assossmoni (Post 670411). 88/11/16 
Consotidalad Ed son Co. of Now York. Inc. 1 13p,n. 4 7597.001-47597 113. 

BSII15ODB0 NRC Inlo Notice 88 089. "Degredaiion of Kapton EiecUicai Insu'aion." Sve 
iisi onci 

ROSSl.C.E Owislon ol Oporalional Evonis Assossmoni (Post 670411} 66/11/21 
Consolidatad Edison Co of New Yoik, inc. Ii3pp 47603 045-47603 161 

fiSfff60470 NRC Info Nol>co 68092, "Poicnliol for Spent Fuel Pool Oraindown.'* Sve 
Hal ottci 

ROSSl.C.E Orvislon ol Oporaiior^al Evonis Assessment (Post 870411) 69/1 1/22. 
ConsoiidatoU Edison Co of Mow York, inc. 1 14pp. 47606 124-47606237. 

8811180316 NRC Du'.lol.n 06 010. "Monconformir.g Molded Caso Oicuii Oroakors " Sve 
isi end 

ROSSl.C E. Otvislan of Operaional Evonis Assossmoni (Post 070411). 88/11/22 
Consoidatad Edison Co ofNowYork. Inc. I2lpp 4760600147006.123. 


R. PaiJodic operating roporis & related correspondoneo 


8811830012 "Nvciear Saioly 8 CompiaiKe Commntoo Som'ennuei RepI 0. Apr-Sopf 
1008 "W/CO 1024 m. 

LANEY. HUMPHREYS.L.L . WlTZlO.W.F. Gonersi PubI c Ulililiss Coip - GPU Sorvico 
Corp 68/00/30 MURLEV.T.E Office of Nudoar Roacior Ronu'aiion, Director (Posl 
870411) iBpp 47417330-47417350 

B8I102032$ Forwards TMl roskloni olc mpnihly status ropi lor 6B08t0-1007. 
COWQiLL.CJ Rogpn 1. QIC ol ibo Oneclo'. 60/10/10. BETTENHAUSEN.L. Roglon 
t. Olc of Iho DnocTor. 5pp 47414- 159-4 7414:163. 

8810280340 Forwards "TMl Aquailc Study Monihly PiO(ires8 RopI lor SopI 1066." 
RESSlER.W.C. Gonoral Publ.c Utilities Co'P ■ QPU Sorvice Corp. 63/tO/21. 
MASNiK.M NRC • No DoleiiodAlli'iaiion Given ip. 47363 291-47363304. 

-0610280346 "TMl Aquatic Study.Montlily ProQtosa Repl for Sopl 1068." 

’ Radiation Monagomoni Coip. (RMC). 88/00/30 I3pp 47363:202-47363 304. 


B. Reportable occur/encee, LERs ft rolaied oorreepondence 

6811090126 Pari 2i repi ro dofoci In Limliorq.ie Corp suppl.od saloly rolBled SMO 
vaivo aciuafors w/RH Insulaiod dc moiora inal may not oovolop iuii-relod siQri.ng 
lorquo el ofovaiod Rmb'oni tompB.Reviow of motora by llcansooa rocommondod 
WHKINSON.i E Llmltorquo Corp. 06/ 1 1 /03. Ollico of Nudoar Roacior RoQu'alion. Di- 
rocior (Posl 870411) 16pR. 47526:227-47525 242 


T. Nearing Iranacrlpts on non-antltruaC nialtera 


8811070280 Transcripl Of 881025 periodic brioling by TMI-2 Advisory Panel in 
RockvJlo.MOPp 1-30 

• CoowssionorA 80/10/95 33pp 47403 394 47493 350 

8811040210 Transcript of ASLB 661031 mooLng in Lannasior.PA re liconso emond 
application Pp 67-267 

• Atomic Safety ond Licons'ng Board Panol. 66/10/31 204pp. 47433 067-47433 270. 

6811090306 Transcripl ot 861101 heoring In Lancasler.PA ro TMI-2 license amend 
appTcailon.Pp 2B8-572.Supporiing Into ond Wiinossos.K Hol&lelloi,KL Heinor.L 
Tnomaa & M Uasn k. 

• Atomic Safety and Liconsing Board Panel 06/1 l/Oi 206pp, 47464:124-47405 051 

6B1 1090309 Transcripl of 861102 hearing In Lancaslor.PA ro TMl-? license amend 
appfrcadon.Pp 573 OSB.SuppoilIng documenloilon end.Witnossos:GG Boker.WJ 
CoOfkK & L Munson. 

• AWmIc Sofoly and Licensing Board Panol. 00/1 1/02. 280pp. 47403:124 47404:051. 

B611160204 Transcript ol 001103 lioaring in LancesterPA ro TMI-2 kconso amend 
appkcat'On.Pp 659-997.Witnosse8'JA Marlin, SS Yeniv,F 5kolnik,S Lewis & A Bhatta- 
cnaryya 

• Alom'c Soloty and Liconsing Board Ponol. 08/11/03 i46pp. 47661:105 47£61:335 

8611180473 Transcript ol B8H07 hearing in Lancasier.PA.Pp 1,122- 
1.4t7.Wilhe8ses:JA Au>(lar,JI Fabnkani.SkolmK & Malhor. 

• Atomic Safely and Lfcansing Board Panof. OB/tl/OP. 205pp. 47554.013 4/654.3(0. 

8811210304 Tranacripl ol 661115 hearing In Beihusda.MO ro license emend 
epplicaUon.Pp l,418-1,694.Wline8ses:KZ Moigan.Ekolnlk. uowis. 

• Alomic Safety and Licensing Board Penal. 68/11/15 276pp 47609.314-47610:246. 
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DOCKETED ITEMS 


DOCKET 60-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT I 


Q. in^eciian reports, IE Bulletins & correspondence 


F. Security, medicel, emergency A lire protection plans 


8B10250416 forwards Insp Pepts 50-321/88 29 A 50 360/0Q 23 on 860820 0923 Li- 
censee Iden'ii ed via'slon mei & nol cited 

BROWNLEL-.V.L. Reg Oft 2 Ols Ol iho Oireciot. 88/10/13. HAIRSTON, W.G Gecifiia 
Power Co 2pp 47282 006 47282 020. 

-8810260418 Iftsp Repis 50-321/68-29 & 50o66/6e-23 on 860620 0923 No vMi'atians 
Cl tievaiors noted Majo' a'eas inspected: operelcnal sa'ety ven'icaiicn/nanl obsei- 
vaicns & Surveillance ics'my observalons 8 plys'cai soci.niy. 

MENNNG.je.. MUSSER.HA, S'NKULE.WV. Region 2. Olc o' the Dl-ecloi 88/10/ 
(2 I3pp 47282008 47282020. 

8610270433 Advises that repjesi lo conduct alter-hour excrcisa .n 1989. in order inco- 
ordinate w/State 8 Genigia Emcrgo.ncy //gt Agency arcepisbloSched.to lor 1969 ex- 
eic-se reqjosted 

CROCKER.LP. Project Directorate ii-3. 83/10/20 HAiRSraN.W.G Georg a Power 
Co 4pp. 47336 300-47336503 

8811100199 Forwards FENA "El Hatch Nuclear Power Plant Exd.'Cise." documeniing 
fiftdnps of 871203 eaeiciseNo delicienciss identi'icdA'eas requong coneclvo ac- 
tions & eddi areas recommended lor improve meni rated m tepl 
OECKen,T.R. Reg on 2, Olc of ihe Oitector. 88/10/25 HAIRSTON.WO Georgia 
Power Co 2pp 47534:278 47534 346. 

8810310017 Genetic Ltt 88-19 to al lud cye'o lac.'rty icensees 
possessing.using.lmporimg erperimg or irar.spo'tmg lotmu'a quamitles ol sttaiegc 
SNM 10 use o! doad / force hy licensee cuetJs to pre/cni theft ol SNM Sve b$i ercl. 
BURNEIT.R.F O.v-sion of Safeguards « Tianspoitation (Post 870413) £6/10/28. 
Consolidated Edison Co ol New to'Ii. Inc 31pp 47513 047 47513.077. 

8811220111 Ack receipt ol 860825 Mr in'orrr.no NRC of steps taken to correct vio'aions 
noted h Insp Repta £0-331/68-12 8 50-306/69 1S ro emergency opeiasng proca- 
duios. 

EPNST.ML Recrfjn 2, Ofc of ire Director. 88/11/17. HA'RSTON.WC. Georgia 
PoAOrCo tp 47607r272<47607272. 


H. General correspondence 


8811090311 Comrr.eni on proposed ru'o tOCFRSO le NUR€0'l3t7. "Regulalo.'y Op- 
uons lor Nirciear Plant bcenso Renewal." Erdo/sas NUMARC N'JPlcx wcrking 
group comtrenis.inciuding use of licensing bass at isciiy when renewal app’icaiion 
subtr.itted 

MCOONALO.R P. Georgia Power c« 88/10/27 CHiLK.Sd. 0‘'ic« ol iiio Secretary Ol 
the Comrn ss.9n. epp. 47435 066-47435 071 

8811300184 Comrreni uppoHing NUMARC comirems on proposed lulo tOCFR26 ro 
NRC Fliness lor Duly Ptou'Sim which Includes random o-ug losting. 

HAIRSTON.W.G. Georg a Power Co. 88/11/16. CHILK.S J OH CO of ihe Secretary oi 
Ihe Comrr-lssion 2pp 47633 305-47633 309 


P. Operating license eiage doeumenle 8 correipondence 


&610030249 NRC Into Notice 88-079. "Msuse Of Flashing L-ghts loi I'lgii nadai>or 
/kroa Controls." Sve I si enci 

ROSS'.CE Ovision ol Operalionai Events Assossmoni (Post 07041 1 | no/iCiC7 
Co.-»o‘idalOd Edison C-O ol New York. Inc. I23pp 47279:242-47200 003. 

8810250415 Forwards Insp RepIs 50 321/88-29 & 50 366/80 29 on 880020- 0023Li' 
censee-ldeni fKtd violat-cn mot & not cited 

BROlVNLEG.V.L Region 2, Otc of Ihe Director. 89/10/13 HAiflSTONWG Gcoraa 
Powa-Co ^0.47282 006-47282 020 

-8610260418 Insp RepiS 50-321/86 29 & 50-366/00-29 on 000920 0023 No vio'd5ons 
or devaions noicd.Malor areas mspecied operational tiaioly vordicaticnmnint obscr- 
vatio.ns & sjrvol'anca loshng observations & phys cal socuniy 

MEHNNGJC. WUSSER.RA, SINKULE.MV. Rogicn 2. Olc ol Iho Drectoi. 60/10/ 
12. 13pp 47282 006-47292020 

8810670114 NRC Into Notice 08-002. "Toius Shells W/Coriosion & Oograded Coat "gs 
In GwR Conta nrronts *’ Sve lisi oncl 

ROSSt.CE OivJs-on ol Operational Events Assossmom (Posi 0/04ii) 00/10/14. 
Conso'idaied Ed son Co ol New York, inc t lOpp. 47280.124 47200:235. 

8616140212 NRC 'mfo Notice 08 085, "Broken Rula-ning Block Studs on AncliC.' Dail ng 
Check Valvos." Sve I el oncl 

ROSSi.CG. Ovlson ol Operalionai Events Assussmoni (Post 0704ti) 08/10/14. 
Cansc'kiaiad Eason Co oi Now Vork. )nc llOpp 47463. 199 47463.018 

86S0280360 Ack rocoipl Of 880920 Hr inlorminn NRC ol slops taken Id correct viola'.c-'is 
noiodin lASp Repts 60 021/88 21 & 50-366/88 2t 

ERr4SfAilL Reg on 2. Olc ol ihe Oirocior. 08/10/10 HAinSTON.W.G Gcoigia 
Power Co 2pp. 47367 280 47367 281 

8816140016 NRC irtio Not-ce 88 084, "Delociive Motor Shall Koys In Limtotquo Mclor 
Aciueiors ' Sve Usi oncl 

ROSSi.CE 0-viSion ol Opeteilonsl Events Assossmom (Post 070411). 06/10/20 
Consol dated Edison Co. ol New York. Inc llOpp 472B0004-4V280 i23 

8816170391 NRC (n/o Nolice 68-086, "Oporaiing W/Mulliplo Grounds in DC Oistr buliCrO 
Sys " SvC ii*i enci 

ROSSt.C.E Oiv.s-on ol Opoiationai Events Assossmom (Post 0704ii) oo/iO/2t. 
Conao'kJoledEdSon Co ol Now York, Inc 1 16pp. 47463:001-17463-197 

8810280286 Approves loquosi to delay implomoniaiion ol msp Ol RCWU pip I’p dow-i- 
siroem ol do-ju^e iso'elion vsivos lor IG5CC lor Unit 2 uniii noxt schudii’ctl oiilngo per 
Generic Lir 88-01 

CROCKEB.l.P. Pio.eci Dtoclorate 11-3. 88/10/24. HAiRSTON.WG Guornla Power 
Co 3pp 47367 310 47387 312. 

8811036009 Ack locotpi ol 88101 1 Hr inlorming NRC of slops toknn to conoct v Ol/i'.iOn 
noted mlnspRoplS 50 321/88 24 & 50-366/88-24 

SnowNLEE.V.L Region 2. Olc ol Iho Oirocior. 08/10/24. HAIflSTON.W.Ci Oeo/nia 
Power Cx) ip. 4?422:1B7.47422.ie/. 

88ni$0270 Forwards insp Repis 50-321/68-30 8 SO-Seo/ee-OO on 080924-1021 & 
noi-oe ol vtciaiion.Thi'd v-oiaiion not cued based on moeiing ciilona lot iiconscc 'don' 
iiiiod vioieiion 

BROWNlEE.V.L. Rng on 2, Olc d the Ditecloi. 00/11/08. HAIRSTON.W.G. Georgia 
Power Co 2pp 47549.056-47549001 


8810250079 Forwards addi mlo re iicansao mpiorroniation oi niods required by ATWS 
rule. 10CFR50 02 Scope ol lestmo at power ol ai'Prnare rod msoniors assvned 
HAiRSTON.WG GcotgaPower^ 86/10/19. Oocumeri Control Branch (OMumem 
Control Desk), epp 47268280-47266 265 


-88II1S0280 NoMO ol viOlBlion from insp on 080024-1021. Violation noiotl failure IP 
lo'ow wf4icn piocoduios when adding water to suppression pool on 080027 & wliiip 
attempting 10 porloim local leak raio lost on core spray sys valve o-n 081005 
BROWNLEE.V L. Region 2. Olc ol the Director. 68/11/08 2pp 4 7540 068-47543 069 


8810250186 Responds (o NRC 860901 request lor add mlo to util 860630 rasponeo lo 
Generic Llr 68 0l/NUREG 03l3,Rcv 2. Unit 1 Category A wo'ds include <60 wolde 
made m shop & solution heai Irealed. 

HAiRSrON.WG Georgia Powfli Co 68/10/19 Document Coriiot Stench (D ocutwh 
C ontrol Desk). 7pp. 47270.230-47270 239 


-6811150284 insp Repis 50 321/88-30 & 50 366/88-30 on 880924-1021. V o'Qiions 
rotedAUiiPi areas inspected operational safely venliceton.maini & aurvoi.innco lostmg 
observadoos.nOs, utii opoiaiionai upgrade oHoris & rofuo'imj aciiviilos 
S'NkULE.M.V . MENNING.J E , PAf fERSON.M V Region 2, Qfc of Iho Diroctor 0&r 
11/08 12pp 47549 070-47549 081 


6610310340 Adrises that 863725 Kev 6 to FSAR Section 17 2 ro OA program meoi 
recuiremenis of lOCFR50.App B & acceptable. 

JLfliAN.CA Region 2. O'c of Iho Oreclct ge/f0/i9 HAIflSrON.WO Gootoie 
Power Co. lOpp. 47374 266-47374 267. 

6610250164 Generic llr 66-18 to all liconsecs ol oporeing reactors & hokloreol CPs re 
plani record storage on optical d.sks.Svc i-sl end 

CRUTCKFIEIO.D Associaio Director tot P/ojecis (Post 670411) 88/10/20. Con9ol^ 
dated Edison Co ol New Yoik, inc. 45pp. 47513:001 4 7513 046. 

6610280286 Approves requesl lo delay mplemenlation ol Insp ol RCWU pipmg down- 
stream ol doub'e iso'elion valvos lor IQSCC ter Uml 2 until next schodu'ed oufaoo oor 
Generic llr 88 01 . ^ 

CROCKER, L-P. Pro) 0 Ci Oiieciorale ii-O. 88/10/24 HAIRSTON.WG Gewos Power 
Co 3pp 47357 310 47367 312. 


8610286365 Documon’.s resuTsof lelcons w/NRC re limled scope expansion of IGSCC 
weld e>ams for current Un-t i me nl/ tefue' ng outage 

HAIRSTON.W.G George Power Co. 60/10/25 Document Comiol Branch (Docurweni 
Control Desk). 2pp 47339323-47330:324 ' 

6810310229 Requasis exomplion Horn iOCFfl30,App A re woikoi resp-'atojY proioclion 
apparaius-Pfoposes usage ol solvent canisters w/protoclon lactor equal lo 50 or 
grealei against rad-oaclive lodino 8 particles. 

HAIRSTON.W.G. Georna Power Co. 80/10/25 Document Control Branch (Docutneni 
Control Desk) 6pp 47375 038 4 7376:097. ‘ 


6811220293 Coftitms 601109 lelcon ro 801123 mgi meeing in Region ll tod scu-ss mot 
controls ol wold.pg program al plant w/empnasis on adequacy ol woiding on leatlor 
* adequacy ot wolding h oihoi areas ol plant W/onti. 

EHNSTML- Region 2, Olc of Iho Director 08/11/17. HAlRSrON.W.G. Geoiffa 
PowetCo.Spp 47607 277-47607:279 


9BII040324 Suppl 3 to NHC Into Nolice 86-106. "Foodwaioi Lino Qioak ' SvC list cncl. 
ROSSI.CE. Division of Operational Events Assossmnni (Post 070411) 63/11/10 
ConsoWaiod Edison Co. ol New York, Inc 1 13pp. 47569;0?2-4755tf: 104 

8811220459 O.SCU4S05 SALP Rapt 50 321/80-18 & 50-360/88-10 on 083920 Apn lo 
SAiPrwt onst 

ERNST.M.I. Region 2, Olc ol Iho Director. 08/11/15. HAIRSTON.WG Qocrgia 
POWO.-CO 2pp 47603 247-47603 303 

-8811290485 App lo SALP Repis 50-321/69-16 & 60-366/08 18 lor Haich laciHiy oa 
680920 

* NRC - No Oelal’od Atlillaiion Gwen BB/09/20. 55pp. 4 7603 249 47603 303. 

6611090284 NRC Into Nolico 88 087, "Pump Wear & Foroign Obiocis in Plant P.pirva 
STs." SvC 1-31 encf 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411). 80/ll/ie 
ConsoSdalod Edison Co. of New York, Inc 113pp 47601 020 47601.132 

6611090483 NRC into No' CO 86 088, "Degradation ol Wosunghouso ARO Ro'ays. ' Sve 
let oncl 

nO^l.CE Divison ol Operational Events Assessment (Post 870411). OO/1i/i0 
Consol dated Edison Co of Now York, Inc ttOpp. 47597 OOt-47597 1 13 

6611229111 Ack lecepi ol 890625 Hr inloiming NRC Ol steps token to coiroci violaitows 
nolod m Insp Ropls 50-321/88-12 & 50-366/68-12 re emergency opcrniing proce- 
dures. 

ERNST.M.1 Rog-o-n 2. Olc of the Dnocioi 68/11/17 HAlRSTON.W Q, Oboroia 
Power Co ip 47607 272-4/607:272 

8811150088 NRC Into Notice 88-069, ' Dogiadaiion ol Kapion Electrical Insu'alion ” Sve 
IStBACi 

BOS5l.ee Division ol Opoiauonal Events Ass’usmoni (Post 870411), 00 / 11 / 21 . 
ConsoMalod Edison Co of New York, Inc 113pp 47603 045-47603 161 
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6Q11160470 NPC Info KoUCO 80 U03, "Poiontial for Spent Fuel Pool Oraindown." Svc 
lisl eiici 

nOSSi.Cl: U.vi<i'Cin ol Opotalionai Events Assoss'noni (Post 070411) 08/11/22. 
ConsohdaioO Edison Co of Now York, Inc 1 l-Ipp 4760G 124-47606.237 

681 1 180315 NHC Bijllolin 86 010. ‘Uonconlorrnlng li/oldod Case Cvcuil Oteakots " Svc 
list onci 

nOSSi, CL' Division t>l Orn/akonel Events Assassmeni JPos) D70411) 88/11/22 
Conso'idaiod Edison Co of New York, Inc I21pp 47606001-47606.123 


n. Periodic operating reports & related correspondence 


6811220379 Mnnthly opcratii.Q ropis lor Oct 1908 lot Haicti UOils I & 2 W/88tll4 lir. 
TUCKEP.JC, HAinSTON.W.G Georgia Power Co 88/10/31 12pp. 47814:323- 

47014 334. 


S. Reportable occurrences, LERs & related correspondence 

8610260163 LER 08 014. 00 on 86 1003. primary coniemmoni porietranon local leak laio 
losi la.ied due lo MSiVs excoodmg Tecli Spec max loakoge laioCauso under 
invesiigaiion Corrociivo aciicns incomplolo W/fiQi0l9 lir 

TirPS^O., HAIRSTON, W.G Gooroia Power Co 88/10/19 6pp. 47280349- 
47280 364 

6811090125 Pan SI rapt re detect in Lrmiiorque Corp suppiod safer/' rdalod SMO 
valvo aciuaio's w/RH msuiaied dc motors that may not develop lut-raiod sianmg 
lorquo at elovaiod ambioni lorr.ps Roview ol motors ty I censeos recommondod. 
WILKINSON, I E L miiorguo Corp. 68/ 1 1 /03. Oltico Ol Nuclear Roeciot Hegjiaiion. Di- 
rector |Po9l 0704 1 1) I6up 47525 227-47625 242. 

8611220080 Specei Repi OO-OCG.on 881006 & I7,lirc raleil assembiios inoperabto lor 
longer than 14 days Caused by romoval ol porLons ol rcorcu'etron pump motor gonor- 
a'or sot room walls & cobio tray lire breaks 

HAinSTON.W.G Georgia Powor Co 88/11/16 Uocurnenl Conlioi Orancb (Oocumeni 
Conirol Desk) 6pp 47605.344 47805:340 
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F. Security, medical, omergoncy & fire protection plans 

881 1180059 Appeals denial ol foia request lor records re FEMA graded oxerc-se on 
adequacy of f/tdio'ogica' o/iorgancy response tAanning 8 pfopaiodwss lot ui-i 
BELAIH.n.n K.rkualnck & Lockhart. 88/09/19 NRC ■ No Ootaiiod Allilialron Given 
4pp 47557 317-47557 320 

86112300S9 FOIA request lor dncumonis ro seioctien ol monibors appomied lo /tSi9 
handling liligailon ol Juno 1008 oxorose ol oHsuu emergency plan for uiH & $ut>;iibga- 
lion 

ZAHNLEUTER.n j. New York. Slate ol 68/10/06 NRC • No Oeieiied AIMiaiion 
Given 2pp. 47505'0e0-47505 069 

8610310017 Generic Ltr 88-19 lo all (uoi cydo lacikiy scensoos 
ossessmg.using.iniporling. exporting or iianspcriing lormuia quantilros ol strategic 
NM re use ol deadly lorcu by iiconscu guards to pnjveni iiroii ol SNM.Svc iiai end 
flUHNErr.RF. Div-Slon ol Saloouards i Tranipoiialion (Post 870413). 88/10/28 
Consolidatoil Edison Co of New York. Inc 3tpp. 47St3.047-475i3 077. 

8611090167 Forwards Safety Insii Ropi S0'322/80'07 on B60709 & notrcfe ol woleiron. 
WIGGINS.J. Renon 1, Ole ol me Director. 88/10/20 LErDNARO.J D. long Island 
Lighting Co. 3pp 47502 032 47503 046 

-88U00017S Parl'ally dololod Insp Ropl 50-322/GO‘07 on Q60709001S Violations 
noted Major areas inspected piani oporakons, radiation proiccUon.secuniy.pienl 
ovcnis.maint. outage activities, surveillance & repi lo NRC & noruoutmo msp 
BUO'JGH, A R. Region 1. Ole ol the Director 88/10/20 lipp 47502:036 47502 048 

8611040279 Hoquosis onci drali proposed public into brochure.ro food processors 6 
farmers lhai may dc alfacied by plant amgrgoncy.Oo sent to FEMA for review 
LEONARD.J 0 Long Island Ligiiiinu Co 86/11/01. Oocumont Conirol Branch (Docu- 
menl Control Desk) 3pp 47429 075-47420.077. 

8811100052 LILCO rosponso lo 1908 oxorcise contentions ' Inlorvonora 20 exo>C<SO 
contentions should noi be admitted duo to lack of basis & sopcilidty.Suppo(i>ng docu- 
moniabon & CerMicaio ol Svc enci 

CHRISTMAN, JN Long Island Lighting Co. CHRiSTMAN.j N llunton & WiMems 
#488 7440 88/11/03 Atomic Safely and Licensing Board Panel. 255pp. 47416.161- 
47419055. 

8611180066 Pamaliy grants & partially domes 680910 appeal le OH Grimslcy 860811 
den al ot FOiA request lor listed documents Portions ol App documenls reman wiUi- 
hoM (rot POIA Eunmption 0} 

STELLO.V. Ofc 01 the Excrutivo Director for Opotalions. 88/l 1/03. UEIAIR.R.B. Kuk- 
Patrick & Lockhart 2pp. 47557-321-4756/.346. 


Q. Adjudicatory correspondence 

6611010084 Forwards final NUREG-0654/FEMA-nEP' t.Rov t.SuppI 1. "Crdona lor 
Preparation & Evaluation ol Had-ologicai Emergoncy Response Plans & Pioparedrxoss 
in Support ol Nucinar Power Plants Cntorla tor Util. . " W/o end 
YOUNG, M A Assistant General Counsel loi Hearings ^488 7385 80/10/24. 

FRYEdH.. PARISOH, SHON.F J. Atomic Safety and Licensing Board Panel ip 

47256 240-47256 240 

8811010105 Forwards Lnal NUREG'0654/FEMA REP-I.Rov l,S-jppl 1 to. "Criteria lor 
Preparaiior^ & Evaluaiion ot Radiotogical Emergoncy Rosponso Plans & Preparedness 
in Support ol Nuclear Power Plants Criteria lor Util w/o and 
YOUNG. M. A Assistant General Counsel lor Hearings #488 7366 8B/tO/24 

Gleason. J P , SHON.F.J . KLINE.J R Atomic Sately and Licensing Boeni Panel. Ip. 
47256 001-47256 001. 


6811010163 Fundamental flaw deliniiion * Reouesls that ASLAB provide op'nion on re- 
quitod exorciso scope to assist m design of exercise as Appeal Board did lor June 
1988 exerctse.w/ Ceniiicato of Svc 

IRWIN.O.P. Long island Light ng Co IRWIN.OP. Hunton & Wiliams #486 7381 86/ 
10/26. KOHL.CN, ROSENTHAL.A S . JOHNSON, W.R Atomic Safety and Licensing 
Appeal Panel. 4pp. 47256 272-47256.275. 

661 1040020 Oovis brief in strpporf Of appeal Of 680923 conefud-ng {nrtiaf decision.’ Da- 
cisiwi should ba reversed w/Certilicalo of Svc. 

LETSCHE.KJ. Suffolk County. NY. LETSCHE.K.J Kirkpatrick & Lockhart. 
ZAHNLEUTER.R.J. New York, Stale of #488 7419. 88/10/27. Alomc Safety and LI 
conalng Appeal Panel 722pp 47337001-47336:362. 

881 1040068 NRC Staff answer to LILCO requesi of rosunwnon ol immedialo effecirve- 
noas re-viow or for stay ' Commission should grant LILCO requests for stay ol ALAB- 
902Ccrtificato ol Svc enci 

VOUNG.MA Assistant General Counsel lor Hearings #480 7306 68/10/31. Com- 
missioners 16pp 47339 078-47339 093 

661104010S GoviB opposii.on to LILCO peki-on lor review ol ALAB-902 ' Petition 
sliouid bo denied based on LILCO arguments against ALA6-902 being weak & mis- 
gurdocl 

ftCMURRAY.CM Sutto'k County, NY. MCMURRAY.C M. Kirkpatrick & Lockhart. 
2AHNLEUTER.R.J. Now York. Stdto ol #408 7418. 80/10/31 Commissioners. fOpp. 
47339022 47339:050 

-8611040(36 Govts response lo LILCO requesi lo resume immediate effectiveness 
raview.of m eltornative.lor slay ol ALAO-902.' LILCO requesi must be 
idon.dd.Carij(icalo ol Svc ensi. 

NORTON.CL. Sullolk County, NV. NORTON.C.L Kirkpatilck A Lockhart. 
ZAiiNLEUTEn.R.J. Now York. State ol 88/10/31. Commissioners. lOpp. 47339.032- 
47339.050. 


88 1 1040 142 NRC Stall rosponso lo LILCO roQuesi lor immediate aulhoriraion to oper- 
ala at 25% powai * ASLB should issue order aulhon/ing d'locior ot NRR to issue h- 
conso for 25% powor oporoiionCortificalo ol Svc end 

6ACHMANN.RG. Assistant Ganeiai Counsol lor Hearings. #488 7415 66/10/31. 
Atomic Sately and Licensing Board Panel. lOpp. 47339.002-47339 Oil. 

6811040169 Govts rosponso 10 LILCO roquest lor immodiale auihonsaion lo operate al 
25% power. ’ LtLCO lequesi should bo deniod on basis that Board has no lurisdiciion 
lo act on (OQuosi. Alhdavil ol SC ShoHy onci 

CASE.UT Sullolk County. NY. CASlO T. Kirkpainck & Lockhart. PALOMINO.F.Q. 
Now York, State ol #468 7417. 88/10/31. Atomic Safety and Licensmg Board Panel. 
26PP 47339 1 26 4 7339.180 

-8811040178 Govia motion to disquaiity Administraiivo Judges Gleason & Kline from 
preskfng over LiLCO toques) lo' immodiaie authoritstiqn lo operaie al 26% power.' 
kj leische aifidavit in support of mot on enci 

CASE.07. SullO'K County. NY CASE.DT Kirkpatrick & LOCkharl. PALOMINO.F.Q. 
New York. Stoio ol. 88/i0/3t. Atomic Safety and Licensing Board Panel. 2pp. 
47339.154-47339:155 


-8811040183 Atlidavii ol KJ Lotsche in support ol motion lo disqualify Judges Qlaaaon 
& Kfene ' CorthiCAte oi Svc enci 

LETSCHE.K.J. Sullolk Counly, NY. LETSCHE.KJ. KiikpaiiICk & Lockhart. 88/10/31. 
5pp 47330:156.47339 160 

8811040023 Foiwatds co'tociod Pago 8 lor insertion in NRC answct lo LILCO requesi 
lor resumption ol Immediate oiieclivonoss review iniorvanors asked tor slay ol LBP. 
88 24 not ALAO-002 

YOUNQ.ma. Asa-siont General Counsel tor Heanngs #488 7411. 83/ti/8l. 
CMilK.S J. Office ol the Socrotary ol Iho Commission 2pp. 47338.124-47339.125 

8811100011 Production of LILCO Exercise Documents. ' Forwards addi piayer-general- 
ed documents from Juno 1986 oxorcise ol LILCO ollsilo omorgency tesponso plan.W/ 
o ecKi Rolalod Roielod conespondonco. 

INGEBRETSON.C. Long Island Linhimg Co INQEBRETSON.C. Hunlon & Williams. 
#488 7435. 00/11/02 LETSCHE.KJ KitkpalriCk & Lockhait. Ip. 47419:134- 
47419.134 

6811100062 LILCO rosponso lo 1988 oxorcise contentions.' Iniorvenors 20 exorcise 
contoniions should not bo odmillod due lo lack of basis & sopcIficiiy.Supporting docu- 
mentation S Ceniticaio ol Svc enci. 

CHRISTMAN, J.N. Long Island Lighlmg Co CHRiSTMAN.j N. Hunlon & Williams. 
#488 7440 SB/I 1/03. Atomic Saloty and Uconsmg Board Panol. 255pp. 47418.161- 
47419 055 

-8811100059 Allidevil of CA Davorlo In support ol LILCO response to 1088 exorcise 
conienions ' 

OAVERIO.C.A. Long Island Lighting Co. 86/11/03. 2pp. 47416:240-47419:055. 

9811100033 Order.’ Extends l>ma within which Commission may teview ASLAB Deci- 
sions ALAB-BOO & ALAB-901 until 061121 Served on 081104. 

CHLIK.S J. Olfico ol the Secretary ol the Commission. #488 7438. 66/11/04. Com- 
misstfkiers. ip. 47410:140 47419:140. 

9811100108 Forwards allidovil ol CA Oavorlo in support ot LILCO 661103 response to 
1886 exorcise coniontions. 

HARtOW.O.S. Long (stand Lighting Co. HARLOW.O.S. Huncon « Williams. #488 
7447.88/1 1/04. Docketing & Services Branch. 3pp 47418 074-47418.076. 

8811100127 Requests that neonng scheduled lot 681123 be moved to 861122 duo to 
Thanksgiving holiday.por agreement by ell parties. 

LANPHER.LC Sullolk Counly, NY. LANPHER.L C Now York, Slate ol. 
lAMPHER.L.C. Southamplwi. NY. #488 7452 88/11/07. FflVE.JH, PARIS, OH, 
SHON.F.J. Atomic Saloly and Licensing Board Panel. lp 47419.264-47419 264 

8811180180 NRC Stall response to Iniorvenors prollored contentions re emergency 
^arvnlng exercise held on 880607-09 ' Ceriiiiceie ol Svc enci. 

REIS.EJ. Assistant Qonoral Counsel lor Hearings #468 7465. SO/lf/OB. Atomic 
Seloly and Licensing Board Panel. 82pp 47510:343-4761 1 064. 
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8811160225 Govts opposition lo LILCO lepl lo ASLAQ on progress & elteci of lowm of 
Herrtpsiead case.' LILCO fept should be re|ecie<).of m aliernalivo.ietief shoUd bo 
denied Certifeaie ol Svc end 

MCMURRAY.CM. SullOtk County. WV. MCMURRAY.CM K'rkpaitick 6 LocMiafl. 
2AHNLEUT£n,R J. New York. Slate Ol- 7471. 68/11/08. Atomic Salety and I*- 
censing Appeal Panel 27pp. 4 751 1.3J6.475 i?OI I. 

8B1 1260044 Advises that each looinote number commencing w/foomofe 4 in NRC re- 
sponse 10 LILCO request lor irnmediale aulhonzaiion lo operaie ai 25% powor n*e(i 
on 881031 Should be reduced one number. 

BACHMANURG. A9SlS1ar^t General Counsel lot Heamgs Ai4Ba 7516. GB/li/OB 
GLEASON JP. SHON.F.J , KLINE. JR. Atom o Salety and L icons ng Board Panel- ip. 
47591.OO1-47501.OO1. 

8811260067 MAC Stall response to LILCO repi to Appeal Board & response lalniorve- 
nors motion lor summary rejection ol unauihonzed pleading.' S'rtco town ol tiemp 
stead decision does not afleci LBP-88-i3proceedings unneceasary.wrCenHicate oi 
^C- 

BACHMANMRG. Assstani General Counsel loi Hearings #406 7543 68/11/08 
Atomic Safety and Licens'ng Appeal Penal. I3pp. 47591.275 47601 287. 

961118017* Order.' Commission will decide on appeel wheiher govts contfncl watreni- 
ed d'smissal item enilre proceeding & what other sanction, it eny.coosKletiKl 

S ropdaie LILCO bnaf due on 881201 & NRC hiiel on 66 1 1 12 Served on 861109 
LK.S-J. Office oMha Secreiary ol the Commission #486 746? 88/11/00 Olhee 
ol the General Courtsal. 2pp 4761 1:296 47511:207. 

8611150168 Order.' Advises lhal cenlerence of counsel rescheduled to 681 122 Served 
on 681110. 

FRYE.J H. Atomic Salety and Licenstrji Board Panel #408 7469 88/11/09. Oliice ol 
Uie General Counsel ip 47511:307-4/51 1:307. 

8811160213 Requests Comm sslon c'snficalion ol inieni re 681009 order segregaing 
sanctions Issuas decided In LBP-aB-24 from decisions on meriis ol emotgency plan- 
ning Issues also includod in LBP-66-24. 

lETSCHE.K J SuWoik County, NY. LETSCHE.K J, New York. Siaia ol LETSCHE.K J 
Southampion NY. #486 7478. 88/11/10. ZECH.LW., ROBERTS.T.M.. CAnR.K.M. 
Comriu'ssloners Spp. 47510.326-47610:332. 

88II18021S Decision.' Reverses LBP-B8-2 Decision on remainder of LILCO eppaai 
from LBP-a8-2 will be Issued In due course.Served ort 0OUIO 
SHOEMAKER, CJ. Aiorr-^ Safety end Ucensirg Appeal Panel. #466 7470 B8/n/t0 
I3pp. 4751 1:308-4751 1:320. 

6811180329 LILCO opposition lo Intervenors motion for disqvl'if<cat-onol Judges O'ea 
son & Kime.' Motion Should l>e denied & deniel i«l d recliy lo Commission 
IRWIN.O.P. Long Island Ughtino Co. IRWIN.OP. Hunlon & W.il'ams #488 7489 86/ 
ti/12. Atomic safety and Licensing Board Panel. 1 7pp. 47721.013-47721:046. 

-8811180334 LILCO motion lor leave to file answer lo Intervenors 881031 response ' 
IRWIN, O.P- Longla'and UghtngCo. IRWIN.O.P. Hunion & Wi Hems. 86/11/12. Atomic 
Salety end Licensing Board Panel. Spp. 47721 .030 47721 032- 

-8811180340 LILCO answer (9 Iniervenor 081031 response ' iniervenor response & 
encl adidavtt of 8C Snoi^ should be stricken. Otparr] should eonsider answer 8 pro 
ceed lograni applicant 2S% power reoi/est.W/oel'rdavitCertifcete of Svc enci. 
IRWIN.O.P. Long Island Light ng Co. IRWIN.O.P. Hunlon i Wil'iams 88/11/12. Aiom-c 
Salety and Licensing Board Panel 14pp. 47721:033 47721.046. 

8811160326 Forwarda govts responso to LILCO 8 NRC oblocl'ona to 1808 oiorciso 
eonientions Govts will be prepared lo d scuas issues oi imped oi alaB- 903 on con- 
tenilans at 861122 conlerence. 

MUtER, MS. Suffolk County, NY. MILLEft.MS. Soulhampion, NV. MfLCER.M.S- New 
York. Stale of. #468 74S6. 66/11/18. FRYE.J.H., PARIS.O.H.. SHON.FJ. Alomc 
Safety and Licensing Board Panel. 2pp. 4761 1:078-4751 1.298. 


6BI1I40187 Comment opposing proposed tulo 10CFR50 to safoly & ovacuaiion plans 

MANTEllAN. Allheton Noi Assigned 67/02/28. NRC • No Detailed Allnialion 
Givon 2pp 47405 096 47405 097. 

881M40282 Comment opposmg proposed rule lOCfRBQ re restart of 
Sha'Oham.Seiieves Looping Shoroham ciosod would be humane thing to do 
LINOERC Aflleion Noi Assigned 67/03/07. NRC ■ No Detailed Allihaiion Given. 
3pp. 47405285-474 0 5 267 

8811140242 Osoussee lecipion! opposal ol proposed rule I0CFH5O ro NRC ruling on 
approval of evacuai onplan for plant that has been boycotted by Siato ol NY & Suf- 
folk County po’ilicians. Be'ieves p'ani soiost m US 

JAFFe,«. Affifiaiion Not Assigned. 86/02/27. MOYNiffANOP. Senalo. 3pp. 
47405 27S-4746S201. 

8811088211 Comment on pent on for rulemaking PRM.'S0-52 re financial piobloms in 
nuclear rndustry.NRC should keep question ol saloiy above finances. Newspapar arti- 
cles encl 

LEWlS.M.l. AIMiahon Not Assigned. 03/10/27. Office ol the Socreiary of Iho Commis- 
sion 3{^ 47412357 47412350 

8811110047 Commeni on proposed rule IOCFR50 ro advanced notice of proposed 
rulemek4)g.NunEQ-l3i7, ’Regulatory Options lor Nuclear Plant License nonowal." 
Commfas'on should cpniinue lo proceed oxped-liously in defining regulatory poicles. 
YOUNOAHL.RC Long Island Lighting Co OR/tO/27. ClliLK.S J. Ollico of Iho Socto- 
laryortheCofrtfnisslon ip 47465 206-47465 203. 

-8811110050 Rpquosls fci public common! on NRC sieiemeni ol pol.cy lor nudoar 
power ptant liconse renewal. 

LeON/QrO.JO Long Island Lighting Co 88/01/30. CHILK.S J. Otiice ol Iho Secretary 
oflhe Coinmlss on 7pp 47465 287-47465 233 

8611000111 Cmtmoni on proposed rule 10CFR50 re NUREG-1317. "Regulatory Op- 
Irons lor Nudoai Plant Liconso Ronowal " Safety sys functional Insps & conkguralion 
rtMlpriagrams support rono'ival basis as opposed to rollconsing process. 
SitlNHARDT.C.R Wisconsin Public Service Corp. 88/10/28. Dockeling & Services 
Branch 4pp 47422 354 47422 357 


P. Operating license sisge documants & correspondence 


8810180350 Generic Ur 06-17 to all ho'dors of OLs or CPs tor PWHs re loss ol 
OHR 8sl encl 

CffUiCnFiHO.D Asspwaie Oredior loe Proiocts {Post 670ili) ee/l0/f7. ConaoK- 
dated Ed’son Co of New Voik, Inc 64pp. 47270:156’47279.24I. 

6810270451 Responds lo B610O7 Ur lo Hortrnglon 681007 Ur to Chairman Zoch con- 
cerntrtg plant Hotringion luf.y iniondocf to have 601007 Hr mecto part of public rocoid & 
avaaebio to pi4;iic S a'l pan-os m pipcoodir^. 

FYQi.E J Eno/gy. Dspi ol 86/10/18. PARLER.W.C. Office ol tiio Ooneral Counsel. 
1p 47338 289-47336-263 

-8810270454 Adv.80S mat locpiom 801007 itr to Zech ro plant piohibiiod on parlo 
communicaiion under tOCFRZ 760 Lii p'aced m PDR & sorveu on parties lo plant pro- 
COOdlr^ 

PARLW.W.C 0ll.ee 01 Iho Qenoial Counsel. 88/10/07. HERRINGTON.J.S. Enoigy, 
Depi ol ip 47336 200 47336.200 

-8810270450 RoQussis lhal Commission mpvo oxpodiiiousty to compleie dscis'onmak* 
lire re issuaoco ol luu power hconso for plant 

MtHfliNGTON.JS Energy, Dopi Oi. 66/10/07. 2ECH.L.W. Commissloneis. 3pp. 
47036 201-47336 293 


-8611180341 Govis responea (o LILCO & NRC Stall aO|eciions lo 1986 exordso con- 
laniions ' Contentions shou'd ha admitted lor liiigailan in entirety W/Certrficale ol S^. 
TAYLOR.JL. Suffolk County. NY. TAYLOR, JL. Kirkpatrick 8 Lockhen. 

ZAHNLEUTER.R J. New York, Siaio of. 80/11/15 Atomic Saleiy and Ltconsing Board 
Panel 21Sfip.47S1I.OSO-47SU:S9S. 

8611290022 Urges Commission to confirm certi'icailon of Issues from LBP 66-24 lo irv 
clude realfsm/legal authority Issues as well as sanctions issucs.per Intervonora 
881 1 10 tlr.W/CenificsIe ol Svc. 

IRWIN, DP. long Island Lighting Co. IRWIN.O.P. Hunlon S WiH-'sms. #488 7524. 88/ 
11/16. ZECH.LW., HOBERTS.T.M.. CARR.K.M, Comrnlsslonaia 7pp 47692031- 
47602.037. 


8811290063 Advises that LILCO wi'l Ilia motion on Issuos re Oecis’on ALA6-903.dld 
861 1 lO,for prehearing conference.CoM-fieale ol Svo encl 

IRWIN.O.P. Long Island Ughtino Co. IRWIN, D.P. Hunlon & Wil'iams. #406 7530. 08/ 
11/16. FflVE.jH.. SHON.F.J., PARIS.O.H Atomic Salety and Licens'no Board Panel. 
4pp. 47691:103-47501:196. 


8611290087 NRC SUN response to Inlarvenors motion lo disqualify judges Itooi presid- 
ing over low power request ' MoiJon shou'd be denied since li does noi provide imat- 
ly coorilzable basis for disqua'illcaiion Certificate ol Svc end 
YOUNG, M.A. Assistant General Counsel for Hearings #488 7541. 68/11/18 Atomic 
Safety and Licensing Board Panel. lOpp. 47591:224 47591 233 


88t1390048 Summarizas matters discussed on 881110 ro Decision AL/LB-903 LILCC 
accusation re ex parta matlor out ot place 

Cokinry, NY. MILLER, M S. Kiikpalhck & Lockhart #468 7531 
88/11/21- FRYE.J.H., SHON.F.J,, PARIS.O.H. Ato.Tiic Salety and L'consino Bosrc 
Panel.3pp.47691:110-47691;112. *' 


H. Genaral correspondence 


8810270088 Forwards spp'icBhon lor amend to License NPF 36, consisting of Liconso 
Change Aj^Ucaiion le.changing Tech Specs lo al'ow lor oxuiciaing of control rods to 

E ieveni ccnoslon of CRD mechanisms & lo provide tor luncllonal losis Fee paid. 
EONARO.JD Long IsUnd Lighting Co 06/10/19. Document Control Branch (Docu- 
ment Convol Desk), Ip 47361 010-47061:016. 

-6610270090 Application lor emond to Liconsa NPF-36.conslsiing ol Liconso Chango 
16.chan(F>^ Tech Specs to allow tor exorcising control rods to help prevent corrosion 
ol CRD mechanisms & to provide lor various tunciional tosU. 
lEONAao.J.O Long Island Lighting Co. 00/10/19. Spp. 47361:01 1-47361:016. 

-88I027M92 Proposed Tech Spec Table 1 . 2 . "OpaiaiionBi Conditions." 

' Long Island Lighting Co 08/10/19. ip. 47361.016-47361:016. 

86I02S0164 Generic Lir 86-18 to aU Icenseos ol operating roaclors & holders ol CPs ro 
plant record storage on optical disks. Svc list encl. 

CflUTCHFIElD.D Associate Director lor Projects (Post 870411). 80/10/20. Consoli- 
dated EdrsonCo. ol New York, Inc 45pp. 47513001-47513:046. 

88II18000I "Suppl 12 lo Sierlup Repi fo/ Period Aug Nov 1988." W/88n 14 Hr. 
SCAU<^,J.A. STElGER.WE., LEOMARD.J 0 Long Island Lighting Co. 88/11/09 
16pp. 4 7580 001-4 7589 015 

861 1 180204 Forwards camera-ready version ol Tech Specs for review. 

BHOV/N.S Project Oireciorsle 1-2. 88/11/15 LEONARO.J.D, Long Island Lightmo Co 
SOCpp. 47580:001-47561:134. 

8611220462 Forwards change lo Mitial test program described in Chapter 14 of facilily 
updated SAR by deUtrtg porllons of Stadup Test Procedure 26.par 
l0CFR5O.7l(e].Addt changes will be submitied on or before 681212. 

LEONMTO.JO Long Island Lighting Co. B8/1 1/18. Document Control Branch (Docu- 
ment Conbol Desk). &pp. 47632.345-47632.349. 


8811140176 Comment supisorting proposed rule 10CFR60 re obtain'no opeialmo 
* j!® ' i* cooperation on emergency planning ll sle unsafe.NRC.^' 

o.vico L. Courtly ehculd Iniaryane when plans drawn up. 

476^4« 475^2175 Ass'grsed. 87/02/26. ZECH.L. CommlsslonwB. 3p 


881123Q422 Responds to Generic Ltr 86-11, "NRC Position on Radiation Embrlillement 
ot Reactor Vessel Malls & impact on Plant Operations." Delerminallon of copper com- 
ten! of Weld Mall E60IG through data bank research planned. 

LEONARO.J.D. Long Island Light ng Co 60/11/18. Document Control Branch (Docu- 
ment Control Desk). 4pp. 47631:325-47631:326. 
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O. Inspection reports, IE Bulletins & correspondence 

8810030J49 NRC Into Notico 80 0/0, "M'SuSO 0» FlasHng Itghis tor Hgt) Hadaton 
Area Controls " Svc lisi one) 

ROSSl,CE. Oivison of Oporational Evnnis Asscssrnenl (Post 0/O4tl}. B0/IO/O7 
ConsohdaictJ Edison Co ol Now York. Inc iS3pp 47979.243 47260003. 

0810070114 NRC Info Notice 88-082. "Torus Snoiis W/Corrosion & Deo'erted Costings 
in BWR Coniainmorits '' Svc list oncl. 

ROSSI.CE. Division ol Oporational Events Asaossrr.oni (Post 870411) 88/10/14 
Consolldaiod Ed-son Co. of New York, Inc nOpp 47980 124-47280.238 

8810140212 NRC Into Notice 88-QQ6, "Broken Roiem ng mock Studs on Anchor Oaring 
Check Valves " Svc list end 

R05Si,Ce Division ol Oporaiicnal Events Assosarnoni (Post 870411). 80/10/14. 
Consolidaiod Edison Co of Now York. Inc li8pp 47463.100-47463318. 

8610260078 Forwards "BWR Owno.-s Group Repl on Operational Oostyi Ooss ol So- 
loclerl Saioiy-Rolatod Molor-Operaicd Vaivos." per IE Ou'letin 8S-003.Si^pi I. 
LEONARO.J.D. Long is'and Lighting Co 80/ 10/16 Document Conir^ wanch (Oocu- 
meni Control Desk) 3pp 47340 001-47340 042 

'•8810260080 "OWR Ownora Group Rept on Oporational Oeaign Basis ol Sotecied 
Salety-Related Motor Oporaied Valves'' 

ttOWAflO.R W., EAHLE.T.R , REICH.R.T General Electric Co. NEOC-31392 SOI. 88/ 
07/31. 38pp 47340.004 47340:042 

8810140018 NRC Inlo Nolico 06-084. 'Oofeciive Motor Shall Koys m Lim>iot<iuo Moiot 
Actuators " Svc liSl unci 

ROSSI.CE. Division ol Opuretionai Evonis Assessmoni (Post 870411). 88/10/20 
Consoiidalod Edison Co of New York, Inc i i9pp. 47260.004 47200 123. 

66101703B1 NRC Info Nullco 88-086. "Opereiing W/Mull-pie G'Oursds in DC OiSViDul>on 
Sys ■' Svc (isl oncl. 

ROSSI.CE OiviS'on ol Opeieilonal Evonis Assessmoni (Post 8704ll) 88/10/21. 
Consol dated Erlison Co of New York. Inc 1 16p|). 47463 061-47463 187 

8811070269 Forwards NRC noar-torm OL Criloria devolopod 10 rosolvO OuOSlion Ol COtil- 
Acalron lo lOCFRSO SSO-CompIlanco Id cniona <S uiri ^00900 rasjxinee lo NRC fiuHo- 
tin 88'OOS w.li prov.do bases lor es9ur.ng (uii comptianco w/aSM£ Code 
QnOWN.SW. Projoei Oirectotaio 1-2 88/10/30. LEONARO.dO. Long >«>end Lignbrtg 
Co 6pp 47450'2S9-47488'264. 

9811090(67 Forwards Salot/ Insp RopI 60-922/90-07 on 800709 8 nouod ol violet on 
WIQGINS.J noglon l, Oic ol tha Oirocior. 03/10/28 LEONARO.JO long island 
Lighling Co. 3pp 47502.032-47502 046. 

••6811090171 Partially doloiod notice ol violation irom msp on 800700- OOisvioiaboA 
noied conieinmoni o/ywoll elmospheto sample noi e'>aiy30<l wtinm 8 1> pt/or lo sie'hng 
vent w/puioc Mlor bypassing. 

• Region I.OfCOllho OirecTor, 08 / 10 / 20 . Ip. 47602:035 47502038 

-8811090176 Parllaily doloiod Insp Ropi 50-322/80 07 on 88l)70d'09l0. Violauona 
noted Wajo/ areas mspociedp'eni opordiions, rad-anon pro>ociioo.6ecuriiy.pianl 
avcnis.maint.ouiago octivitios.sutvoiiianco & ropt to NRC 8 nonroutmo insn 
OLOUOH.A R Raglan t. Ole ol Iha Oiroclor. OB/tO/20. 1 1pp 47502 036 47902046 

0611140380 Forwards Mgl Moolmg Ropt 50-322/00-10 on 801017. 

WIGGINS, JT Roflon i. Ole of die Oiroclor 00/11/02 LEONARO.JO. long Warm 
Lighling Co. 4pp 47537:346 47538.140. 

-8611140366 Monagemoni Moollng 50-322/80-10 on 88>0l7.Ma|or areas 
discussod readiness ol lacility & eiall tor power opoiat'ons abovo 5% power llcensoo 
prosontat-on mails & list of altondoes oncl 

CRESCENZO.F . BLOUGM.AR Region I, Ole ol the Oiroclor. 80/11/02 I60pp 
47637.360-47530 149. 

8811040324 Si^pl 3 lo NRC Inlo Notice 80-108. ''Foodwalor Line Brook*' Bve Lsioncl. 
ROSSI.CE. Division ol Oporoiionoi Events AssossmonI (Post 07O41t) 66/tl/lO. 
Consol'dated Edison Co of Now York, Inc. I13pp 47559.072-47559. iB-t. 

8811090264 NRC Inlo Nolice 08 007. "Pump Wear & Foroign Ob’oets in Plant PipmQ 
Sys." Svc list end. 

ROSSl.C.E Division ol Operational Evonis Assessmoni (Post 070411). BB/ll/lO. 
Consol'dated Edison Co of Now York, Inc. I13pp. 47601.020 4 76Qtt 132. 

8611090403 NRC Into NoUco 00-088, "Oogradailon ol Wostinghouso ARD Ra'ays." Svc 
I'Sl end, 

ROSSI.CE Division ol Operational Events Assessmoni (Post 870411). 88/11/16. 
Consol.rlated Edison Co of Now York, Inc. 113pp. 4 7597.001 -47597:113. 

8811160086 NRC Inlo Nolico 60-009. "Degradation ol Kapion Eloctncel Insulabon" Svc 
I'Sl end. 

ROSSI.CE Division ol Opeiollonal Events Assossmenl (Post 870411) 88/11/21. 
Consolidated Edison Co. of Now York, Inc. 1i3pp 47603:045-47603:161. 

6611160470 NRC Info Notice 00-092. "Potential lor Spent Fuoi Pool Draindown." Svc 
list end. 

ROSSl.C.E. Division ol Oporoiionoi Evonis Assessment (Post 8/0411). 86/11/23. 
Consolidated Edson Co. of New York, Inc. 1 14pp. 4/606: 124-47606:23/. 

6611160315 NRC Bulletin 08 010, "Nonconforming Molded Case Cvcuil Qreakors'* Svc 
lisi end 

ROSSl.C.E. Division ol Operational Evenis Assessmeni (Post 870411). 88/11/23. 
Consoiidalod Ed-son Co of New Yoik, Inc. I2lpp 47606.001 47606 123. 


R. Periodic operating reports & related correspondenco 

8611020063 Monthly operating ropt foi Sept 1908 for Shoteham Nticlear Station l/rtl 
1.W/8ai005 Itr. 

POLIS.T., STEIGER.W.E. Long Island Lighting Co 88/09/30 4pp 47416:174- 
47415 177. 

6611180015 Monllily operating repf for Oci 1986 for Shorcham Nuclear Power Station 
Unit 1.W/0B1tO1 Itr. 


S. Reportable occurrences, LERe & related corrospondettce 

6010260074 (.£n 00-010 02 on O6O0i4,d scoverod that radochomislry lochn.cians took 
svc water samples at mlai sdo ol RhR hx A .nstoad d outlei s do Caused by cnloi 
svc water dram l.ne isclaiicn valves not labeled V//881O19 iir. 

GRliNSElCtl.ft.W , STEIGER.WE Long Island Lighting Co 80/10/19 5pp. 
47269 348 47209 350 


6811010545 LEn 88-015 00 on OBOgtO.lni'ure lo perlorm calibr ol seismic mon loring ol 

K ak acca'uration recorders wiihm 30 days Cause ol cqjipment lai'u'o under 
'osiigaiion Supplonsental repi wi:i be 6ubrr.iUod.W/00iO26 Mr 
GHUNSEICH.R.W.. STEIGER.WE. Long Island Lighling Co. 08/10/26 2pp 

474 1 5 340-47415 341 

6811090135 Pari 21 ropi re doled in Limiiorquo Co'p supp'ied saioiy telaiod SMB 
vaivo ackiaiots w/RH msuiaied dc moiors Ihat may not develop lu'i rated starling 
lorguo at Novated srnbioni temps Roviow ol molora by licensees recommended. 
WILKINS^I.I.E. Limiiorquo Corp. 00/1 1/03 Olfice ol Nuclear Roacior Regjiat on, 0.- 
foclor (Post 0704 II) l8pp 47525 227 47525 242 

8011180166 lER 68-D16-00:on 00101 l.hucluaiion in sys voltage occurred & numerous 
ESr aciualcd duo 10 oxiomel sov'co Caused by circijmslancDS boyond co-wol ol 

E arn No corrective actions warranted & LER will become roQuirod road ng W/6Bt 1 10 

GRUNSEiCH.n.W.. STEIGER.WE. Long Is'and LIgbing Co 86/11/10 4pp. 

47688 038 47580041. 
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F. Secuifty. medtcai, emergency & fire prolecfCon plans 


8011160290 Extends IrivlIBlipn to etiend FEMA Emoiguncy Mgl Inshlulo wo'ksbop on 
Federal ladie'ogical emergency response p'an scheduled lor wk of 801024. 
MADTIN.JO Region 5. 0<C ol ihp Oroclpr 00/00/19 SHiFFER.dO PoCilC Gas £ 
EkJCinc Co 2pp. 47544 255 47544 256 

6810310017 Genetic Ltr 68 19 to sT fuel cycle Isei'ily Iconsoes 
possessing, uaJng.impoiting.oipening o' uehsporiing formula quanidios ol sitatug'C 
SNM to use ol dead-y force oy hconsoo Quaros 10 proveni ine/i ol SNV.Svc lisi and. 
0L1RNETT.R.F O-viS’on ol Soleguerds n Tienspo'lalon (Post 070413). 80/10/20 
Conaokdstod Edison Co ol New York, me 3ipp 47513047-47513.077. 

8911 100133 Forwards public version Ol Rov 6 10 Emergency Piocoduro EP R-?, "Ollsito 
rranModaiion Acddoms." w/BSit t6 reiosso memo. 

SHIFFER.JO. Pociiic (5as & Electric Co 88/11/03. Oocumoni Control Branch (Oocu- 
tnom Control Desk) 2pp 47502 340 47602 350 

-6611100137 Public version Of Rqv 6 10 Emergency Procedure EP R-7, "Ollsiio Trans- 
portation Accklenis " 

* Pecdic Gas & Eloclnc Co 08/10/07. lOpp. 47502 342.47582'3S0. 

6611330195 RoYisod omorgency plan implomonung procodu'os,cons>si ng ol Rev 4 lo 
EP RB-lS.RovSlO EPnB-15C0 RovOIOEP RQ-15 0 W/80l1101ir. 

SHIFFER.J.D Pacilic Gas & Electric Co. OD /1 l/ie. 20pp 47631:153 47631 18l. 


H. Ooneiat correspondence 

0011090140 Comment on proposad ruto lOCFHSO ro NUREG-1317, "Rogulalofy Op- 
bone tor Nucloar Plant Licenso Renewal " Endoraos NUMARC commenis.As operat- 
ing reactor under NRC scruliny, renewal noad not replay roview which preceded issu- 
ance o( l-conso 

SMIFFER.J.O. Pacific Gas & Electric Co- 00/10/20. CilILK.S J. OH-ce ol tho Secretary 
ol tho Commission. 4pp. 47435. 055-47435 050. 

8011220173 Endoraos NUMARC commonts on proposed rule tOCFR28 ro lilrioss for 
duW.Rece'pl ol mail should bo ack on Hr S tolumed m enci envelope 
SHIFFER.J.D. Pacific Gas & Electric Co 80/11/10. CHILK.S.J. Olllce ol the Secreiary 
of tho Commission ip 47821:176 47621:170 


P. Operslirtg license stage documents & correspondence 


6611090481 FOIA roquosi for documents ro Commission 010001-351231 meoiings 
about plant 

WEIS^AN.S. California. State ol. 88/02/08. GRIMSLEY.DH. NRC • No Ootaliod Al- 
NI«llon Oivon. ipp 475l0:i76-476l9:t76. 

0810180360 Generic Ltr 00-17 to all ho'ders ol OLs or CPa for PWRa ro loss of 
(MHR.Svc list end 

CRUTCHFifiLD.O. AsBOClDta Director for Prolocta (Post 070411). eo/i0/l7. Consoli- 
dated Edison Co ol Now York, inc 84pp 47270. 166 47279 241. 

6611090467 Finn! rosponso 10 FOIA loquosl lor documunts.lnlorms ihei App A & B doc- 
uments available in POR. Forwards paniaiiy deleted App G & C documonls (ref FOIA 
EwempDon 6). 

GRIMSLEY.D-H. NRC • No Detailed Afli'ialion Given. 86/10/18 WEISSMAN.S. Cali- 
lorn'a. Stale ol 7pp 47619.177-47619:210 

-8811090476 Stall lequiremonis memo ro 811112 dosed moeiing lo discuss further 
consfdoration of facilify seismic issue. 

CHILK.Sj. Ofileo of tne Secretary ol the Commission 81/11/17. NRC - No Detailed 
Aflikation Givon. Ip. 475t9:l84-47519:184. 

-6611090460 Staff requiremonls memo re Commissioners 811118 meoimg to discuss 
proposed order to suspend ubi low powor OL w/o laklog final action Commission de- 
cided 10 continue meoting on 81 1 1 10. 
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>•861109048? S'.a'I reciJ>c"n»n;s momo ro Co>r.rriissionots 6?01?7 (noctuig rs discus- 
sion of ullrept. 

CH'IK S J O'licfr ol ihe Socroiar/ of tie Co'n'nissioo 63/02/04 NRC • Mo OeiaSod 
Al'iliatio.'i Oivon Ip 47516:186 47&1S 166 

>•6611090485 S'afi loqurorrenis mc.Tio re 0?10?0 iroeing iq d'SCussoit of Phase If 
rever.licaiion crogiaTi for plant. 

CHllK.S.J. OHico ol ihu Socretaiy Ol ihe Corrmission 02/10/2$ K’RC ■ No Oeiai’ecI 
A'<i:iailon Gvon 2pp 47$i9:id7'475i9.ie8 

-6611090467 Sta'l requircmenis memo re 631029 moetng 1o d scuss perAng ad.udca- 
tory malic’s ir> uiil pioccod ng 

CHILK.S J. Ofl.ce ol iii9 Secretary cl the Comrr.sS'On. 82/11/03 NFIC ■ No Ootalod 
AfliU'ion Given Ip 47519 109 47516 100 

-66 1 1090490 Stall tequ -emcr.ts memo ro 631 1 10 moet'ng lo disccss comments lioit 
parlies on Phase li revenl cation prog'am lor plani. 

CHILK.S J. Ot'ice of the Secreiery of the Commias.on. e?/l i/i? NRC - NoOeiaScd 
Allilatio.n G:vea ip 47510 t90-475l9:i00 

-6611090494 Stall reojitomenis msrno re 840326 mealing <a sle'as ot perctng Invesii- 
aloi Oh plani 

IIILK.S J O'''<co ol Ihe Secrela'Y ol the Co/nmission. 64/03/29 NRC - No Deta-'eri 
A'lt'arion Gvan. ip 47519 192-47519:192 

-6611090496 Stall laqi.-re/nents memo re 650726 meeting to discuss penong tnvestl- 
gallons. 

CHILK.S. J Oll.co ol Ihe Secrolary ot the Comrrisa:on 05/CB/06 NRC • Ko Ooie4ed 
All. atio.nGven ip 47519 193-47519 I93 

—661109049? Stall (SQu 'emer.'.s memo ro u'.i' motions ‘A'.orronors tot loiniai bant- 
ings Oh 831026 in WasNr'gion OC 

CHILK.S J Oitica ol ih.e Secretary ol tho Corrmiss on 63/11/01 NRC • No Oeia/ed 
AffillallO.-tG.ver 1 3pp 47519 164-47519 219 

6610250184 Gertoi c Lit 66-16 IQ all Iconsecs ol opereiing reactors 6 hotiersol CPs le 
piani locoid sio-ega c” opLcal dlsKs Sve Hi end. 

CRUTCHFifLO.O Associate Oreclor lor Projects (Post 670411). &a/i0/20 Consoh 
dated Sd.soh Co ol New York, inc- 45pp. 47513 001-47513 046 

6611020046 Noirica'.lQ.i cl i.ma 6 locaiiort change ol 8dit02 meeimg w/ui-i m 
nocVWIe.KtO to discuss long-lorm seistn c piod'atn ground motion deiormmal on 
ROOO.H. Pro.oci Oirociorate V 68/10/24 KNiQHTON.G W. Prp.ecl Ortocioiaie V 
Spp 47409;32t-47409322. 

6611140096 Surnmary pi 681004 8 05 meetings w/uiii in Rockville. MO lo discuss I'nal 
lepi on lona-io'm so^sme ptoncam Adoi m'o on l-s'ed uetr-s must oo subtniued in 
Older 10 conlruo review ol repl ust of attendees agenda & viewgraphs ond. 
noOD.H Proleei Odecioraie V. 66/10/24. Pro.ecT Oirocirsraio v. 240pp. 47639073- 
47539312 

8811140063 Summery o! 860326-39 P'ani waikdown by NRC Stan as part ol review ol 
PRA lor plam long term eoismic program Agenda & lisi oi atiardces end 
ROOD.H Preloci nirecio/ale V. 66/10/2$ PrO.OCl C-rocloralo V l$pp 47536i41. 
47536.162. 

-8611140238 rorwerds 880328-39 inp ropi (or p'eni v$ii 
aANCiYOPAOtiVAY Brootmavon NaiiOr.al Lsboieiory 86/04/20. CHQKSHi.N. NRC. • 
No Dole '6d Alfiiiaien Given Ip. 4753&'IS6-47536 158 

-8611140241 Tnp rapt cl 860326-30 visil 19 plant re PRA Qei.-ig perfotmod by safely & 
risk evaluaiion div or 6NL 

OANOYOPAOhiYAY SrookMven Na'-lonsl Lobotn'.Qty. 66/04/20 8r<»v.hever\ NaMnsI 
Laboratory. 6pp 47536157-47536:162 

6611140395 Summarizes 080225 NRC eud I of solesied seism.c iragihly caicuiaMns 
peiloimed as pan ol long-ierm se.smic program risgcty curves for ^leciHc 
corriponori,et given locailon, shou'd not be used oenenceLV 
ROOD,H P/oiocl Dir«io.-a!e V. 68/10/25. P/oiocI Olrecioraie V 7pp. 47536333- 
47536330 

6611090314 Forwards documoniaiion re PRA pedormod as pari ol long lotm seismic 
program Ulii ccmp'ol-ng corrpiieton of other specific mfo lo/ low pressute Infeciion 6 
eux^ery saYwater sys.Oocurr.emai’on wi'lbe submiled in Nov 1988. 

SHIFFER.-J.O. Pacific Gas & Gieclnc Co. 66/10/28. Oocpmeni Ccniroi Oranch {Oocu- 
rr-cni Coni'ol Oosk). 1,030pp 47505 259-47508 208 

6811140081 Responds lo 881005 Hr lo Congressman UE Lungren expressing concerns 
to ptodc’CKl earthq-jako at p'ant & obiocUv.ty of receni tepi subnUilcd by uii«e«vaiu- 

M seismic des'cn bans icr plant 

LEY.T E Office ol Njcica/ Reactor Regulation, Oirodor (Posi 870411) 68/11/ 
04. WASOEN.J . LOHAN.W. Alliliauon Noi Ass-gnod. 9pp. 47537 010-47537.022 

8811180168 Forwa-ds WCAP.II051. "Ana'ysis ol Capsula u From PG8E Oebio 
Canyon Ur.l 2 Heacior Vcssol Radiaion Surve-liance Program.'’ pot Tecb 
4 4.9 I 2 6 10CFR60.App H 

SH.FFER.J.O Pac lic Gas & Elecir.c Co 60/11/14. Oocumenl Control SraiKh (Oocu- 
mertl Control Desk). 3pp 476e7.030-4?687.l23 

-8811180171 "Araiysis cil Cepsula U liom PG8E Oiablo CanyotkUn.L? Beeciot vessel 
RadiaiiOh Surveillance Program '' 

M6YER.TA-. YANiCHKO.S E., ANDERSON, S L- Wesiinghpuse Gleclric Corp. WCAP- 
11051. 88/05/30 90pp. 47567 033-4768/;123 


a. Inapecllon reports, 1E Bulletins 6 correspondence 

8810250329 Forwaids Insp Repis 50-275/88-25 & 50-323/66 23 on 860629 0909 8 
notice ol deviation. 

PATE R J. Hegicn 5.01c ol the Dicoctor. O8/1O/Q8 SHiFFER.J O. Paci'rc Qes 8 Etec- 
inc Co 2pp. 47270.305 47270317 

-8610260335 Insp RepiS 5O-275/0d26 & 50-3?3/e8-23 on 660829 0909 Deviaoon 
noiod Major ereas .nspcciodacl>vii-es re Unit 1 inservico msp.insp followup rtems 8 
lollOtM.p on iiems of noncorrpliance. 

CLARlfC, RICHARDS.S Reg on 5, Ole ol ihe Oireclor 68/10/05 lOpp 47270 308- 
47270317. 


8810630249 NRC In'o Noilco GG-079, "Misi.se ol Flash ng Lights lor High Radiation 
Area Cor'rols " SvC I st nncl. 

flOSSI.C.E O.vitich Of Opera'ional Even's Assossmoni (Posi 870411). 00/10/07. 
Consol dated Edison Co of New York. Inc I23pp. 4/279 242-47200.003 

8810070114 NRC Into Noiico 88 082, "Tcrus Shulls W/Coirosion & Dog.'aticd Coalings 
In BWR Comaimcf-ls ' Sve list unci 

ROSSl.CE Oi-yision ol Ope/alional Evenis Absossmeni (Posi 870411). 80/10/14 
Consol dated ErSison Co of New York. ir.c. UOpp 47200 124-47200 235 

6810140212 NRC IVO Nol-ce 80 005. "Broken Rolaining Block Studs on Anchor Oatling 
Check Valves ' S-vc 1 si end. 

ROSSi.C.E Oiv.sioP ol Opernlio/'ai Fvenis Assessn-oni (Post 870411). 00/10/14. 
ConsoHdared Edison Co 01 Now York, inc. Ii6pp 47463.109-47463 310 

6610I400IB NRC Info Nolico 68 084, "Delociivo Motor Shall Keys m L milorquo Motor 
AdualofS." Sve 5si anci 

FtOS^.CE Oiv.son ol Oporat-onai Fvenis Assossmoni (Posi 070411). 8B/I0/2O. 
Conso^aied Edson Co of Now York. Inc ii9pp 47280. 004-47360.123. 

6610170391 NRC Info Notice 88-C66. "Oporanng VV/MuMiple Giuunds in DC Disir-biK-ori 
Sys " Sve I si end. 

ROSSl.CE. 0-vis‘cn ol Operai onai Events Assossmoni (Post 670411) 60/10/31. 
Consok^led Eoison Co. cl Now York. Inc < iBpp. 47463 001 -47463 1 97. 

6611036085 Ack recoipi ol 600527 itr inform na NRC ol slops taken to corroct violaiions 
noted in Repis SO 275/66-02 & 50-323/00-02 

CHAFfEE.AE. Reg on 5, Ole ol the D rector 88/10/21 SHiFFEfl.J.D. Pacii.c Gas & 
ElodicCo Ip 47426016 47428026 

6611150160 Eorvvarifs Insp Rapls 50-275/80-2/ & 50 323/88-25 on 881003- 07.No v.'o- 
laiions iteied. 

yuhaS.GP. Regon 5. Ofc ol the Director. 68/10/31. SHiFFER.JO Pacific Gas & 
EleclncCo 2pp 47569 210-47569 217 

-6611160184 Insp Ropis 50-275/68 27 & 50 323/08-25 on 681003 07. Slrenglhs & 
weaknesses noiod Major areas mspociedOA (or chemistry aciivilies.waier chomisiry 
comtei.chemicai 5 ladochemicai ensiysos & onsiin roliowup 01 inspector Home. 
TENBROOK.W K . NORTH.H.S Roglon 5. Ole ol ihe D-recior. 88/10/31. 6pp. 
47569:212 4/509217 

8811140041 Foi-watds P’opnalary WCAP-12032 & nonprop/ieiary WCAP-12033. ’’Diablo 
Canyon Urvi 2 S’oam (generator U-Bend Tube Faiigue Evaluaiion, ’’ in rosponse to 
NR(j Bv/lotin 68 082 Pioprioie'y rept withhe'if (ret I0CFR2 700). 

SHiFFER.j 0. Pacific Gas S Elocinc Co 68/11/02 Document Control Drench (Oocu- 
meni Con'/rM Desk) 6po 47535-207 47535 245 

-6811140843 Requests ihai proprietary WCAP-1203?. ’ Diablo Canyon Un’i 2 Sleam 
Gene/at<K u-Bond Tube Fangua Evaluaiion’’ be withheld from public cJisclosuro (rol 
iOCFn2 7981 Allidavii end 

WiESCMANN.R A Woslinghouse Eiocluc Coip 68/10/31. MURLEY.T. Ollice ol Nb- 
Clear Reactor Resuienon. Director (Post 670411). lOpp. 47535 216-47535.224. 

"6611148947 "OtsNo Canyon uml 2 Sinarr Oenoiaior U-8end Tube Fahgue Evalua- 
iion 

ItALLJM. HU.MH. SMilH.A.C WestingtiO'jso Eleciric Cotp WCAP-12033. 60/10/ 
3V 21pp. 47535225-47535.245 

8811150254 Rospor-tls 10 OOviailons noted :h Insp Repis 50-275/66-25 & 50-323/83- 
23Co>ioct-vo eci pns sdministralive proceduro ro gauge isolations during ASME toste 
issued to* uso & Procedure OP-lb on i.nsirument valve adjustmoni rescindod 
^tffER.4-0- Pscilit Gas & Electuq Co 66iuf07 Dotumoni Conuol Branch (Docu- 
ment Conl'Ol Desk) 4pp 4 7540 056 47549 06 1 

8811040324 Si^>o1 3 10 NRC Into Nohce 86-106, ’’Feedwater Line Broak." Svc l-'St end 
ROSSi.C-E Dvvision cl Opcrenonai Evonis Assessment (Posi 870411). 88/11/10. 
Consolidatsd Enson Co ot Now York, Inc U3pp 47559.072-4T559 184. 

8811180046 Resi>oridS lo NRC 880926 lir le viOlaiions noiod in Insp Repis 50-276/80- 
21 & 50-323/68-19 Corrcciivo ac1iOns:SurvOillanco Test Procedures STP 1-16/^1,1-330 
& M20BI revised id imp'ornenl changes idoniiired & recommended by lechnciane 
SHIFFER.JO. Racilic Gas & EiGCiric Co 66/11/14. Document Control Branch (Oocu- 
meniConirot Desk) 8pp. 47584 069-47584 094 

8811090284 NHC Info NoKe 68-087, "Pump Wear & Foreign Ob[ncis in Plant Piping 
Sys " SvC l>s« end 

ROSSl.CE. Orvision of Operational Evonts Assessment (Post 870411) 88/ti/IG. 
Consol dated Edison Co nl New York. Inc nOpp 47601020 47601:132 

881 1090403 NRC m'o Notka 68-086. "Degradation ol Westmghouse ARD Relays” Sve 
liSl eiKl 

ROSSl.CE Division ol Operahonni Evonis Assossmeni (Post 870411) 68/11/16 
ConscAdfKed Edison Co ol Mew Yciik, Inc. 1 13pp. 4759? OOl -47597.1 13 

8811150068 NRC Info Not ce 68 089. "Degradation ol Kapton Electrical Insuialion." Sve 
hsi end. 

ROSS1.CE. Division of Opeiahonal Evenis Assessment (Post 870411) 80/11/21. 
CorrsoWated Edison Co of Now York, inc ll3oo 47603.045-47603 161. 

6811180470 NRC Into Notice 66-092, ’’Poieniiai lor Spent Fuel Pool Oraindown." Sve 
hsi encl. 

ROSSl.CE O.vision ot Operahonsi Evenis Assessment (Posi 870411) 68/11/22. 
Coiksolldaied Edison Co 01 Now York. Inc 1 14pp 47606.124 47606 237 

8811180315 NRC Bulletin 66-010. "Nonconforming Molded Case Circuit Breakers.” Sve 
MSI encl. 

FIOSSI.CE Division ol Operniionai Events Assessment (Posi 670411). 66/11/22. 
ConsoMaied Ed son Co ol Now York, me <2ipp 47606001-47606.123. 


R. Periodic operating reports 8 related correspondence 

8811180110 "tOCFHSOSg Annual Repl ol Cnangos. Tests & Expenmonia lor 070323- 
fle0322’’ W/08ni4 Ur 

SH'FFEaJ.D Pacilic Gas S Eleciric Co. 88/03/22 I2pp 47587 145-47587:156. 
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4810260092 Monthly opoiatmg (Opis Id' Sept 1900 lot O ablo Canyon Units 1 & 2.W/ 
8810H Ur 

afeDESCM.P., TOWNSEND.J.D Pacilic Gas 8 Etocinc Co. 88/08/30. itpp 
•173?? ?7? <17323 282. 

8811030138 ' Rapt on Discharge Morllcring ai CiAblO Canyon PoMer Plant Dunnn Sept 
1988 " W/891020 Iti 

TOwnSenD.J 0 Pacilic Gas 8 Elociric Co. 88/09/30. LEONARD.W. Cakloinla. Staid 
Ol. 4/pp 4/427.270 47427 316. 

8811210298 Monthly oporalinrj ropis for Ocl 1088 fo.' Diablo Canyon UnHs 1 & ?W/ 
881114 Ur 

OEDESEM.P.W., NOl.AN,J. TOWNSEND.J D Pacilic Gas & Eiocitic Co 8B/10/31. 
lipp 47611.084.47611:094. 

8611210417 Forwards App 2. "Chamicel Analysis ol Scdimani Samping." lo NPOES 
dischargo moniloring rept lor Sopi I088,inadvorte.niiy omitted from provoua aubmitial 
TOV/NSEND.JD. Pacilic Gas S Eiocinc Co 88/11/15. LEONARD.W. Ca'ilomia. State 
ol. 2pp. 47606 066 47588 094. 

••6611210444 App 2 to monthly NPDES d SChargo monlton.ng ropi lot Sept 1088. 
' Chemical Analysis ot Sodimonl Sampi ng ” 

• Pacific Gas & Efoctric Co 88/09/30. 7pp. 4/5fl0.0a0-475fi9.09<1. 


S. Reportable occurrences, LERe & related correepondence 

6610310166 Summary ol Oparating Roaciors Events Meeting O0 4t ort 09l0l6.No eig> 
nilieant evonis idonlii.od for inpul lo NRC perfomianca Indicaior^ogram 
JAUDON.J P. Evania Assoasment Branch 80/10/19. ROSSI, CE Div^on ol Opot- 
ai.onal Evoms Assessmoni (Posi 8/0411) 20pp 47374 330-47374:350 

6811020039 Advisos that LER 2-08 010 00 Inadogualo & reporting ptocese should be 
oxam'nod lor improvomonls 

CHAFFEE, A. E. Region 5. Ole of iho Dnocior. QQ/lO/tO SHIFFER.J.O Pacific Oes & 
ElOCiriC Co. 2pp. 47415:083 47415084. 

6811010520 Special Ropl QO-OObolwaon Q8l012-I4,3l tuboe In aioam geneiaiors 
piuggad by Wosllnghouso using solid or sonilnol plugs List ol lubes pluggod dunng 
eocond roiuoimg ouiago end 

SHiFFER.j 0 Pecii'C Gas & Elociric Co 80/10/29. Document Control B/oncii (Oocu- 
mom Control Desk). 2pp. 47415930-47415339. 

681 1 140405 Port 2i ropt ro abnormal dolonoratior of SuHtar-Bingham mil suxfiary salt 
waier pump impuiiors duo lo inacto()uaio heat iroalmoni initially repoiiod on 
681021. impeiiors roplocod 9 vondoi romovod Horn quaiiliad suppiiors i«t 
SH/FFEfl,jio, Pacific Gas 9 Eiacmc Co 89/ ifl/29 MAR TINJ.Q. Reevon 5. Oic oi mo 
Oiroclof. 10pp. 47549.329 47549 335. 

8811010322 LER 00 009-00 on 8n0720.lwo of eight steam generator manwaya discov- 
ered leaking & livo menweys showed md caUona ol seepage. Caused by Fienie Super 

? B8koi8 oxporiencing comprohonsivo crocp.Gaskols rep'aced.W/60tO2/ llr- 
ISK.OP., SlllPFEn.J.O Pacific Gas & Eiocinc Co 88/10/27. 9pp 4749t:0l0> 
47401:027. 

8611070241 LER 07 02600on 070S07.survei‘lanco losi interval ot Tech Spec 3/ 
4 4 7,Tabio 3 4-2 oxceodod.Causod by procedural inadequacy i lock of supervisorv 
guidance. All chomistrv larcmen will rcce.ve adJi training. W/88i03t iir. 

POGUE, BD.. SHIFF£R,J.0. Pacific Gas & Eiocinc Co 00/tO/3i. 6pp 47444:327> 
47444332 

9011060206 LER 00-01 1 -00 on 081003 & l0,fuel handling bldg radiation monitor 2-RM- 
SO oxcoaded high alarm seipoint & caused vonMaiion sys lo shift to lodme ien>ovai 
mode Caused by ovdriy conservative sdipoim Selpoinf ra,sod w/08110? ilr. 
SOKOLSkY, 0.. SHlFFEn,J.D Pacific Gas S Elocir.c Co. 60/M/02. 7pp 47473:273- 
47473 270. 

8011090126 Pari 21 rupl ro deloci in Umilorquo Corp suppled ssioiy- relatod SMB 
valve aciuaiors w/RH msulaiod dc moieia inai mny not develop (uil-ratod siartiriQ 
lorguo at elovaiod amhlonl temps Review ol motors by licensees recommended 
WllKJNSON.lE Limioiquo Corp SO/ > ^00. OllKO ol Nudoar Roadof ncguialion. D.- 
rectoi (Post 0704 11). I6pp 47525 227-47525 242. 

88111S00S9 LER 080l2n0on OSiOlO.inadvorlont auloslart el diesel generator 1-3 
during tesimg ol auxiliary iranslormer 2-i relay. Caused by error In judgemenl by 
elociricians. Procedure developed describing proper method of tcaiing.W/80l 109 Hr. 
SOkOLSKY.D, SHIFFER.JD Pacific Gas 8 Elociric Co. 80/11/00 9pp. 47647;091- 
47547.096. 

8811180127 LER 86 0l3'00:on 001014. reactor cavity sump levol Channel 6? lound 
inoporabio Caused by lack of lenuiremoni lo verify alignment of valve prior to 
startup. Procodu'os revised lo cheex ev valve posliion prior lo siaitupW/6B1l14 Hr. 
MARBURGER.OC. SHIFFER.JD. Pacific Gas & Electric Co. 89/11/14. 6pp 
47503.110-47603.115. 


V. Operator Examinations 

8811140380 Noiiiies Ol 090110 meeting w/Rogion V in San Francisco.CA to Pscuse 
NRC reader operator llcens.ng program in Region V Agenda onci 
KIRSCH.OF. Region 5. Olc of iho D-iocior. 00/11/03 MARTIN.T. Pactf'C Gas ft EMC- 
IfiC Co. 3pp. 47639 070 47639:072 
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F, Security, medical, emergency ft fire protection plans 

8811070032 Forwards scope & ob|ociivos lo' annual emergency preparedness exerdso 
scheduled lor 601018. Comp'oto oxorc<se scenario w/conlroiiei irtfo ft simuiailon data 
will be submillod no laici lhan 45 days prior lo stari ol exercise. 

LOFLIN.L I Caro'ina Power & Light Co. 80/08/02. Document Car>frol Btartch (Dock* 
mont Control Desk) 5pp. 4 7442 078-47442.082. 

6810250249 Forwards Insp Repis 50-324/88-35 & 50-325/88-35 on 800312-16.No vio- 
laiions or deviaiions noted 

CLINE.W.E. Region 2, Olc Ol the D reclor. 88/10/12. UTLEY, E E. Caro'irta Pewet & 
LighI Co. 2pp. 47260:092-47269.094 


-8BI03&O2&1 Periia'Iy withhold Insp Repis 50-324/88 35 ft 50-326/00 35 on 860912-16 
(ref I0^R2 760(d) ft 73.21). No violsnons noted Major areas Inspected program 
aud'i.rscerds & repis.powoi supply & training & eualiiicaiion 
MASNYK.O.U., MCGUIRE, D.R. Rogon 2, Olc of ihe Director. 88/10/06. 1p- 
47299094-47266 064 

8810260018 Revised emergoncy plan Imp'emoning procedures. including Rev 2 lo PEP- 
02.6 22. "Technical Assessrr.onl Oirocloi." W/801020 iti 

KAfiNESSJL Carolina Power ft Light Co 00/10/20 124pp. 47322.283-47323:047. 

6SM0I049S Forwards list ol recent revs to p'ant emergency procedures 
KARNESS.J.L. Carolina Power ft Light Co. 00/10/20. QRACE.J.N Region 2. Olc of 
the Orecior. 2 dp 47415 342-47415 343. 

8811010388 Fonvards Bltornaio sale shutdown procedures, emergency operoling 
procedures, coniainrnont venl-ng diagrams & resprinso lo PR Davis questions, per ro* 
quest made ai 600825 ft 26 meetings ro PRA reviow, including fire scenarios. 
LOFLIN.L.I Carolina Power ft Light Co GO/10/2S Oocumoni Control Branch (Oocu- 
mom Cmitrol Desk) 20pp. 47485 052-17490.107 

-8911019391 Rev 0 10 Aliornaiivo Safa Shutdown Procoduro ASSO-00. "User Guide." 
BISHOP Carol na Power ft Ughi Co 66/04/13. 44pp. 47485 072-47405:115. 

-8811010394 flow 4 to Emergsney Operai.ng Procoduro EOP 01EPP-2A, "End Path 
Procedure 2A " 

BiSHOP.E. Carol'na Power ft Light Co 00/04/08 Spp. 47466.064-47489.071. 

-8811119002 Rav 0 to Aliornaiivo Sato Shutdown Procedure ASSO-Ol. "AUornaiive 
Sale Shutdown Procedure Index ’’ 

eiSHa*.E. Carol-na Power ft Light Co. 00/04/04 I28pp 47405:240-47466.007. 

-88H119004 Rev 0 10 AUornaiive Salo Shutdown Procoduro A550-02. "Control Bldg." 
OlSHC^.E Carol rvt Power ft Light Co. 6B/04/0S 202pp 47406.008-47405:209. 

-88111 10008 Rev 0 to Aiiernaiivo Safa Shutdown Procoduro ASSD 03, "ConUol Bldg 
23 Ft Efavabon Bailory Room 2A." 

BISHOP.E. Carolina Powot a Light Co 08/04/04 13pp 47405 210-47486 222 

-8611119019 Rov 0 lo AUotnollvo Sa'o Shutdown Procedure ASSD-04, "Control Bldg 
23 Ft Elevsbon Batiory Room 2B-" 

BISHOP.E. Carolina Power ft Light Co 88/04/04. 13pp 47408’249-47486’26l. 

-8811110013 Rav 0 10 Aliornaiivo Sofo Shuidown Procoduro ASSD-OS. "Roacior Bldg 
Norav 

BISHOP.E. Caro'ina Power ft llgm Co. 08/04/05. t34pp 4 7406:267-47467:080. 

-0811119018 Rov 0 lo Aitornai-vo Sale Shutdown Procedure ASSD-Oft, "Baecior B'dg 
South ’ 

BISHOP.E Carolina Powor ft Light Co. 08/04/04. Sfpp. 47407 064-47467:113 

-8811119021 Rev 0 to Altoinailvo Safo Shuidown Procoduro ASSO-O?. "Reeclor Bldg 
29 Ft Elovaiion ECCS P'pe Tunroi." 

BiSHOP.E. Carolina Power ft Light Co 00/04/04 0pp. 47487:1 14-47467:122- 

-8811110027 Reu 0 lo Aliornaiivo Sale Shutdown Procedure ASSD 00, "Turbine Bldg." 
BiSHOP.E. Carolina Power ft Light Co 00/04/04 iSpp 474e7'l35-47467:146. 

-8811110031 Ruv 0 10 Aliornaiivo Saio Shutdown Procoduro ASSD-OO, "Sve Walor 
Bida" 

BISHOP.E Carolina PowOiftLighlCo 00/02/lD. 29pp 47487:154-47487:102 

-8011110034 Rov 0 to Allornobvo Solo Shutdown Procedure ASSD-iO, "Condonsale 
Siotege Tank Aroa." 

BISHOP.E Carolina Power ft Light Co. 68/04/04. 6pp 47407:189 47407:194. 

-8811119037 Rev 0 lo Alternative Solo Shuidown Procoduro ASSD-11, "Diesel Genera* 
lor Coo’irw Waior Valvo Pil " 

BISHOP.^CarQllna Powor ft Light Co. 00/01/22 4pp. 47407:196-47407:201. 

-8611110063 Rav 0 lo AUainoiivo Solo Shuldowrt Procoduro ASSD-12, "Diesel Goners- 
loi Bldg 2 Ft Eievahon Diesel Gonoraior Basement." 

BISHOP.E. Carofina Power & Light Co. 88/04/04. 26pp. 47487:220-47487:240. 

-8911110056 Rav 0 lo Aliornaiivo Solo Shuidown Procoduro AS5D-13. "Diesel Genera- 
tor Bldg 23 Ft Elevation 0 osel Genoroior Coll 1." 

BISHOP.E. Carol-na Powor S Light Co. 08/02/12 I2pp 47407 271-47407 202. 

*•6811110066 Rov 0 10 Aliornal-vo Salo Sii-.ildown Procoduro ASSO-14, "DIesol Genore* 
tor Bldg 23 Fl Elovaiion Dioaol Generator Coll 2 " 

BISHOP.E. Carolina Power ft Light Co 08/04/04 lipp. 47487-298 47487:308. 

-8811110071 Rev 0 lo A'lotnaiivo Salo Shuidown Procoduro ASSD 15. "Diosol Gcnera- 
lt» Bldg 23 Ft Elevaiion Diosol Oenoralor Coll 3." 

QI8H0H.E. Carolina Powor ft Llghl Co. 08/02/12. 15pp. 47407:321-47487:335. 

-8811110079 Rev 0 lo Aiiernaiivo Safe Shutdown Procoduro ASSO-to, "Diesol Genera- 
tor Bldg 23 Ft Elevation Diesel Oenerato' Cell 4." 

BISHOP.E. Carolina Powot ft Llghl Co. 88/04/04, I5pp. 47487:347.47467:360. 

-8811110066 Rov 0 lo AUornaiive Safe Shutdown Procoduro ASSD-17, "Diesel Genera- 
lor Bldg 23 Fl Elavallon E5 Switchgear Room." 

QISHOP.E. Carolina Power ft Light Co. 68/01/12. 12pp 47460:014-47486.025. 

-8611110089 Rev 0 to Aliornaiivo Salo Shuidown Ptoceduro ASSD-13, "Oiesoi Genora- 
lor Bldg 23 Ft Elevation E6 Switchgear Room " 

BISHOP.E. Carolina Powor ft Llghl Co. 83/04/04. I2pp. 474B9.05i*4746eoe2. 

-88 111 10091 Rev 0 lo Aiiernaiivo Safo Shuidown Procoduro ASSD'i9, "Diesel Genora* 
lor Bldg 23 Ft Efevat'on E7 Switchgear Room." 

BISHOP.E. Carolina Power ft Light Co. 86/02/15. 22pp. 47488 081-47480:102. 

-8811110094 Rov 0 to Alteinaiive Sale Shutdown Procoduro ASSD-20, "Oiosel Gonora- 
lOf Bldg 23 Ft Elavalion E8 Switchgear Room" 

BISHOP.E- Catolina Power ft Light Co. 68/04/04 i3pp 47488:1 14-47488 128. 
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-M m 10097 fldv 0 to A’;efr.ai.ve Sate Shj-dowti ProcedJfe ASSO 2 i. • l>esol Ceocfa- 

.^pp .,.Baua-««8.i5i 

-ee 1 1 1 10 100 Pev 0 lo Ai-emaue Sa'e ShuttfoAn Procwluie ASSO 39 . 'Oesei Gonefa- 

- 88 U 110103 RevO 13 A!efna:.ve Sa'e Shuitfoxin Pjocedute ASSD- 23 . ' Diesel Geoera- 
lof BWo 50 Fi eievaton E 3 S#-!cfioea( Boom " 

SiSH^.E Catot.na Power 4 Ughi Co 88 / 04/04 ISpp 47486 i 90 - 4 ?aBe 204 
-Ml 1 110105 Rev 0 10 AlloiT-aive Sa'e SMdoiAn Procedo e ASSD-M. "Diesel Geaera- 

lof BWo 50 Fi eievabon E 4 Swichgear Boom " ^ 

BlSH^.E. CafO-'iMPowe/ ibgfl M 88 / 04 / 04 . 160 p 47488 2 »fr 47468 231 

-Ml 11 10111 Rev 0 to Aliernatve Sale Snuidown Procedi/'e ASSO* 25 . ‘ Oiesti Geceia- 
lof BWq 1 Ft eievauon Chesei Gene/aior 1 4 Day Slotage Ta^H Ro?*" 

BISHOP, E Caiotiivi Power 8 l-igM Co 88 / 02/16 I 2 pp 4/488 245-47409 2 S 8 


-Mil 110117 Rev 0 to /yiernauve Sale S/iuido^/n PfocadiPe /iSSO-26. ‘‘ftesel Genera- 
1 Ft tievaiion Desel Gerc/aioi 2 4 Day Siorege Tank Room " 

,E Carot'oa Power 8 lifihi Co 68/04/04 iipp 474Bea7l 474M281 


tor Bldg 
BISHOP 


-8611 110119 Rev 0 to Aliernauve Sale Shuidovio F»tocedaro ASS027. “Desel Genera- 
tor Bldg 1 Ft Elava'Jon Desel Generator 3 4 Gay Storage Tank Ftoom " 

BISHOP.E Carolina Power 8 light Co 88/02/15 13pp 47406:294 47499308 


-Mil 110125 Rev 0 to Aiiema'jve Sale Shuidov/n Procedure ASSO 26. ' ftesel Genera- 
tor Bldg 1 Ft Eleva'jon Dose) Generator 4 4 Day Storage Tartli Room " 

BISHW.E Carolina Power & Light Co 86/04/04. i3pp 47486 310-47496 330 


-8811110128 Re-/ 0 to Alterriabva Sale Shutdown Procedure ASSO-29. "Conuoi Bug 
23 Ft Elevation Baliery Boom lA” 

BiShOP.E Ca.-oliha Power 8 Ughl C o. 88/02/15. I2pp 47493 343 4 7486 3S4 


-8811 1 10 130 Rev 0 (0 Aiiernauve Sate Shudown Pioceduta ASSO-OO. "Con'.tcA Bldg 
23 F( Elevation Gallery Roorm tO." 

BiShOP.E Carolina Power & light Co 88/04/04 wpp 4746900847469018. 


-U1111QU3 Bav 0 Kj Attemaive Sale Shutdown Proced^uo ASSO 3l. "UM i Reactor 
Bldg South." 

BISHOP.E Ca/Olma Power Slight Co 86/04/04 llpp 47489026^7469036. 


-8811110136 Rev 0 10 Aiternairro Sale Shutdown Procedure ASSD-32. ' tirrf I Reactor 
Bldg North" 

BISHOP.E. Carolina Power &lighl Co 86/04/04 I3pp 47469051-47489063. 


-88U110140 Rev 4 to Emergency Operating Procedure EOP Ol-EPP-28. '■£i>d Path 
Pipcedure 29 

BiShOP.E Carolina Power 8 UghiCo 66/04/06 6pp. 47469072-47469:079. 


•4811110141 Rev 3 lo Emargency Operalng Prooadure EOP-Ol-FP. 'Ffopding Proce- 
dure" 

BISHOP.E. Carolina Power & light Co. 66/04/16. 2tpp. 47489080-47469.100. 

-6811110141 Rev 4 10 Emergency Operaing procedure EOP-Oi-lEP-Oi. "Aitamaio 
Coolani inieciion " 

BISHOP.E Carolina Powers light Co. 88/04/08 tSpp. 47489tOI-47469;iiS. 


-M111I014S Rev 4 to Emergency Operaung Procedure EOP9MEP-02. “Anemale 
Conpol Rod lnserliQalEP4)2. ' 

BlSHOP.E.Ca(0lAa Power Slight Co 88/04/22. t2pp 47469116.47469127. 


-M111t0146 Rov 3 la Emorgervry Operating Procedure EOP-4>l lEP-03. "Aiieinale 
Boron inlecbon.' 

BISHOP.E. Caro/'na Power & Lighi Co 66/04/08 4 2pp. 47469 123 47499 i69 


-M11I10148 Hev 4 to Emergency Oporaimg Procedure EOP-OMRP. "level Resiora- 
Uon Procedure." 

BISHOP.E. Carofina Power i LighICo 67/11/30. llpp 47489:170-47489 180. 


-68111 101$0 Rev 0 lo Emergency Operabng Procedure EOP-OI-SPCP. * Spray Cooling 
Procedure " 

CKASE.J.W, * Carolina Power 8 Ughi Co 84/05/04 3pp. 47489 1Bl-47469:<83 

-8811110163 Rev 4 lo Emergency Operaung Procedure EOP-Oi-SRP-AEP. “Auxiaiy 
Eleclricai Power Sya Recovery " 

6I5HOP.E. CaroAiia Power S Lghi Co 88/04/06. 6pp 47489 164 47469 189 

-8611)10155 Rev 2 lo Emergency Operelng Procedure EOP01 SRP-CSW. "Conven- 
lional Sve Water Sys Recover" 

BISHOP.E CaroUna Power 8 UghiCo 87/05/28. Spp 47489 19a47489 197 

-MimotM Rev 3 lo Emetgorcy Operaing PioceduteEOP-OI-SRPISA.'mainjnierAr 
Sve Air Sue Recovery.'* 

BISHOP.E Carolina Power S UghlCo. 87/05/28 6pp. 47469.198 47469209. 

-8611118158 Rev 3 to Emergency Operating Proced-jre EOP-Ol-SRP-NSW. "Noclear 
Sve Weier Recovery " 

BISHOP.E. Carolina Powers Oghl Co- 86/04/08 14pp. 47489 206-47489 218. 

-Mil 110169 Rev 2 to Emergency OperoUng Procedure EOP-Ol-SRP-RBCCW. "Reac- 
1C4 Bids Closed Cooling Water Sys Recovery" 

BISHOP.E. Carolina Power S Ugm Co 87/05/28. 6pp. 47469220-47489225. 


-M11110160 Rev 2 lo Emergency Operaling Procedure EOP-Oi-SfiP-TBCOW. "Tw- 
bi'no Bktg Closed Cooling Water Sys Recovery " 

BISHOPS. Carof.na Power S Ughi Co. 87/05/28. 7pp. 47489 226-47489:232. 

-Ml II 10161 Rev 0 lo Emergency Oporating Procedure EOP-Ol-STCP. "Steam Cor^no 
Procedure." ” 

CHASE J.W., * Carolina Power 8 Light Co 64/05/04. 3pp 47489 23347489235. 

-861t110IM Rev 5 10 Emergency Operating Procedure EOP-Ol-UG. "Uaers Gm'de" 
BISHOP, E Carolina Power S Lighi Co 86/04/06. 106pp 47489236-47489.341. 

-M111I0170 Rev 6 to Emergency Operating Procedure EOP-01-/VOCP. “ATWS • Cor»- 
Wnmenl ConUd Procedure’’ 

BISHOP.E. CaroHna Power 8 LlghlCo 86/04/08. 37pp 474eS:342-474g00l8 


-8BI11I0172 Rov 6 10 Emergency Operaing Procedure EOP-01 CCI’. "Conli 

BlSHOPE'^^aro'ma Power 8 light Co. 06/04/00 38pp. 47490 010-17490 056 

-8011110176 Rev 3 10 Emergency Operaung Procoduro EOP-OI -EDP. "Emorgo 

^ISHOP^'caloTna^P^^^ 80/04/OB 5pp 474e0057-474000&l. 

-88111 10176 Rev 4 to Emergency Operaung Procedure EOP Oi-EPP-'L. "Ei 

Bl^OP.E Caiolina Power S Lighi Co 08/04/08. 0pp. 474fi00&2-47490.070 

-8811110178 flov 4 to Emergency Operating Procedure EOP-OI-ERf’-'M. "E' 

BISHOP.E Caro' na Power S Lighl Co. 80/04/08. 8pp. 47490.07 1-47400.078 

-8611110182 Rev 6 lo Emorgonev Oporai-ng Procoduro EOP-Ol-EPP-IN. "Ei 

»Shfop!l Carolina Power S LigMCo 86/04/00 9pp. .17490 070 47400 007 

-8611110165 Rev 6 10 Emorgoncy Oporaimg Procoduro EOP-01-EPP-tP. "E. 

BiShfoP.E Carol-na Pcwei S LiglM Co 06/01/00 I4pp 47100 000-47400 107 

8610310017 Generic lit 88-19 10 all luol cycio lac-lily In 

possessng using, importing, exporting or transpotlmg formula quanlilios ol | 
SNU <0 u^e ol de&d'y lotca by (icensoo uuaros (o proven! ihoM ol SNU.Svc l 
BURNEn.nF. Divi5o.i ol Saleguaids S Transportation (Poal 870413) OC 
Consolidated Edison Ce. ol New York. Inc 3lpp 47613:047-17613:077. 


8811220164 Fonvards SALP ReplS 50-324/BB-32 S 50-325/08-32 on Jul 100 
I688.0ver8'l perlormanca saiislactoiy but performanco docroasod s gnllicar 

f idvious assessmoni paned „ 

nNST.ML. Region 2, Ole ol llio Difociof. 80/11/10. UTLGY.E E. Carolina I 
Lighl Co. 3pp 47614.335 47615.017. 

-8611220167 SALP Board Pepis 50-324/00-32 S 50 325/60-32 (or Jul 196 
1986 

* Region 2. Ofc ol theDiiecloi. OO/tl/lO. 40pp 47814.338-17616:017. 

88112 20079 Advises ihai 681017 rov to physical secuilly plan conslsioni w/pi 
Ol iOCFR50 54(p) Saccepiebto. 

CIINE.WE. Region 2. Ofc ol ihe Ouoctof. 09/11/16 UTLEY.G.E. Carolina I 
Ugin Ce.Opp 476i7,026-4?6l7.027. 


8811229262 Expiossos ihenks (or eiloris expended In ptoparalion & conduct 
annuel emergency response exercise Preliminary obsorvallons ro NRC pari 
piovidad to iTiOi Ouilng 881019 meottno. 

IrnST.ML Rogon 2. Ole ot the Drocior. 66/11/15. UTLEY, E.E. Carol na 
light Co ip 47628 359-47026 369. 

88)1230822 Advises «hei 0610)7 Rovs 4 & 5 lo ealeguacds eonilnoAnoy & Qui 
mg & qusilicaion pians.iospociivoiy consieient w/provislons 0> 1 CICFm50.u 4| 
copiaoie 

CIINE.WE Region 2. Oic ol Ihe Director. 88/11/18. UTLEY.E.E. Carolina 
Light Co 3pp 47641:282-4764V284. 


J. rnsuranee 6 Indemnity inlormallon 

8819260202 Forwards Ehdorgemenl 71 10 NEUA Policy NF-210. 

BARHAM, C D Caro'ina Po'wor 6 Light Co. 68/08/30. NASH.D. NRC • No Dd 
Illation Given 2pp. 472B8380-472M.36I. 

9810260797 Forwards Endorsement 61 10 MAElU Pol Cy MP-RO. 

BARhaM.C D Carolina Power a Light Co. 08/00/30. NASH.D. NRC - No Do 
hi, alien Given ?pp. 47324:21 7-47324:210. 


P. Operaling license stage documents & correspondence 


8811020043 Requesle that Confirmatory Order EA-62-106 Imposing roqjUoi 
Brunswick fmprovamoni program ha dlsconlmued.DisconlinuaUon of 1062 ore 
lacliiiale ovoMng mgl & process Imptovemonis. 

RICHEY.RB. Carolina Power & Lighl Co. 88/10/11. GRACE.JN. Region 2, C 
Oiroclor. ?pp. 47408.323 47409.324. 

8810)80350 Geneifc Lir 86 17 lo all holders ol OLs or CPs lor PWRa it 
DHR.Svc list end. 

CRUTCHFIELD.D. Associate Director for Projecis (Post 070411). 88/10/17. 
dated Ed son Co. ol New York. Inc. e4pp. 47279: 166-47270:241. 

88)0270017 Venlies accuracy ol dralt data lor summary ol radloaciivo off!' 
loesed durino l9B7.Correcl;on9 l.sled. 

LOFUN.ll. Carolina Power & Lighl Co. 88/10/17. TICHlER.J.L. erookiiaver 
Laboratory. 23pp. 47341;133-47341:155. 

8610260164 Generic Lir 88-16 lo all licensees ot operating reactors & holders ' 
plar^l locord sioiage on owical Oisks.Svc 'at end 

CRUTCHFIELD.D. Associate Dirociot (or Piolocis (Post 87041 1) 88/10/20 
deled Edison Co. o( Now Yoik, inc. 45pp. 47513.001-47513:048. 

8810310301 Summary ol 860831 meeting w/uiit In RocKville.MO ro sliort & I 
progrems tor enhancemeni ol plant performance. List ol attendoes & viowoff 
BUCKLEY.B.C Pro,ect Duecforale fl-i. 88/10/25. Proleci Dirocloralo II 
47373:300 47373363. 


8811010386 Forwards alternate salo shutdown ptocedures.emoigenci 
proceduies.coniainmeni vertiing diagrams & response lo PR Davis qussi 
quest made ai 860626 & 28 meetings re PRA review, Including fire scenaric 
tOFllN.L.l. Carolina Power 4 Light Co. 06/10/25. Document Conlrol Bn 
mani Control Desk). 20pp. 47405:052-47490:107. 


-8811010991 Rev 0 10 Alternative Salo Shutdown Procedure ASSD OO, "Us? 
BISHOP Carolina Power & Light Co. 88/04/13. 44pp. 47486.072-47485:115. 


DOCKETED ITEMS 109 


—8811010394 Rov 4 lo Emofooacy Oporalmg Proceiiuro EOP 01 -EPP-2A. "Erj Paih 
PfOCOOuto 2A." 

SISHOP.E. Carolina Power & Lighi Co 80/04/00 0pp. 47409 064 47409 071 

—8611110001 Rov 0 to Alioinaiivo Solo Shuidowr^ Piocodjro ASSDOl. ''Allernativa 
Solo Shuldown Procoduro Indox.” 

OiShOP.G. Caro1ir*a Power 8 Light Co. 08/04/04. i24pD 47405 1 16'474e523a. 

—6611110002 Rev 0 lo Altornelive Sale Shuldowr^ Procoduro ASSO Oi. "Alloinaiivfl 
Sale Shuidowr^ Procedure Index." 

OlSHOP.e Carolina Power 8 Light Co 38/04/04 I28pn. 47403240-47486007 

—661 1 1 10004 Rov 0 to Alternalivo Sale Shutdowr^ Procoduro ASSO 02. "Control BKlg " 
OISHOP.E. Carolina Power & Light Co 88/04/05. 202pp. 4 7486 000 47486:209 

-8011110008 Rov D lo Alio'oativo Sale Shuidowp Procodu/e ASSD03. "Control Bldg 
23 Ft Elevation Oaliory Room 2A " 

BISHOP, E. Carolina Power & Light Co. 80/04/04 I3pp. 47486 210-47486222. 

—0011110009 Rev 0 lo Alternalivo Sale Shutdown Proceduro ASSO 64, “Control Oidg 
23 Ft Elovalion BaHery Room 1E3." 

BI5HOP.E. Carol.na Power & Light Co 88/04/04 I3pp 47486 236 47466.246 

— BOmtOOtO Rov 0 to Alternalivo Sale Shutdown Procoduro ASS004, "Control Oldg 
23 Ft Elevation Oailery Room 2B " 

BISHOP, E Carolina Power & Light Co 0Q/O4/Q4. 13pp. 47486 240-47486261 

—881 1 1 1001 1 Rev 0 to Allornaiivo Sale Shutdown Procoduro ASSO 05. "Reactor Bldg 
North ” 

OISHOP.E. Carolina Power 6 Light Co. 08/04/04. 2Spp 47488 262-47406 286 

—66)1110013 Rev 0 to Ailoinallvo Sale Shuidow/i Procedure ASSO05. "Reacio/ B'do 
North" 

BISHOP.E. Carolina Powor 6 Light Co Q6/O4/OS. 134pp. 47486 207-47467 060. 

—6611110015 Rev 0 to Alternalivo Sale Shutdown Procedure ASSO-06. "Ruaciot BMg 
South " 

BISHOP, E. Carolina Powor & Light Co 88/04/04. 23pp. 47487.061-47467 003 

—8611110018 Rev 0 lo Ahernalivo Safo Shutdown Procoduro ASSO 06, ' noacioi Bldg 
South." 

BISHOP.E. Carolina Powor & Light CO 08/04/04 2tpp. 47407.004.47467 113 

-6811110020 Rev 0 lo Allornativo Sale Shutdown Procoduro ASS0 07. "Roacior 6kio 
20 Ft Elevation ECCS Pipe Tunnel." 

BISHOP.E. Caroline Power & Light Co. 88/04/04. Opp 47487:105-47487:122. 

-881)110031 Rev 0 to Aliornsiive Sale Shuidpwn Procodu/o ASSO 07, "neacior Dido 
20 Ft Elevation ECCS Pipe Tunnel." 

BISHOP.E. Carolina Powor & LlglilCo. 00/04/04. 9pp 47407:114 4 7467:122. 

-B611110Q24 Rev 0 to Aliornalive Sale Shutdown Procoduro ASSO 00. "Turbvte Oldg " 
BISHOP.E. Carolina Powor & Lighl CO. 80/03/16 12pp 47407:123-47407:134. 

-8611110027 Rov 0 to Aliornalive Safe Snuidown Procoduro ASSO 06. "Tutbino Bklg" 
OISHOP.E. Carolina Power 6 Light Co. 80/04/04. iSpp. 47407 135-4 7487:146. 

-6811110029 Rov 0 to Ailornatwo Safe Shutdown Procoduro ASSO-06. "Sve Water 
BWg " 

OISHOP.E. Carolina Powor & Lighl Co. 80/04/04. 4pp. 47487:150 47467:163. 

-8811110031 Rev 0 to Alternalivo Saio Shutdown Procoduro ASSD 09. "Sve Water 
Oldg" 

OISHOP.E, Carolina PowdrS Lighl Co. 00/02/16 20pp. 47407. 1S4-47487. 182 

-6811110033 Rov 0 10 Aliornalive Sale Shutdown Procodure ASSO-tO. "Condonaeto 
Storago Tank Area." 

OISHOP.E Carolina Power & Light Co. 08/02/20 6pp. 47487:103-47467:160. 

—8611110034 Rov 0 lo Aliornalive Safe Shutdown Procedure ASSO-lO. "Condensato 
Storage Tank Area." 

BISHOP.E. Carolina Powor & Lighl Co 08/04/04. 6pp. 47407:169-47467:104. 

-881 1 1 10036 Rov 0 lo Alternative Sale Shutdown Procedure ASSO 1 1, "D>03ol Genera- 
tor Cooling Walor Valve Pit." 

BISHOP.^ Carolina Powor 6 Light Co. 08/04/04. Opp. 47407:195-47407.107. 

-6011110037 Rev 0 lo Alternalivo Safe Shutdown Procoduro ASSO-tl. "Dioaol Genera- 
tor CooLng Water Valve Pit." 

BISHOP.E Coiolina Power £ light Co. 88/01/22. 4pp. 47487. 198-47487.20I. 

-8611110049 RovO lo Allornativo Safe Shutdown Procoduro ASSO-12, "Olesoi Qenota- 
lor Bldg 2 Fl Elovalion Oiosel Generator Basament." 

BISHOP.E. Carolina Power & Light Co. 88/02/18. tepp. 47487 202-47467:210. 

-8811110053 Rev 0 to Allornativo Sale Shutdown Procoduro A5SD-t2. "Oiesol Genera- 
tor Bldg 2 Fl Elevation Oiosel Generator Basemenl." 

BISHOP.E. Caroline Powor & Light Co. 88/04/04. 26pp. 47467:220 47407:246. 

-8811110056 Rev 0 lo AliernaUve Sale Shultlown Procodure ASS0-t3, "Dieeol Genera- 
for Bldg 23 Fl Elevation Oiosel Qonerotor Celt (.’’ 

BISHOP.E. Cerol-na Power & Light Co. 88/03/14. 24pp. 474B7:247-47487;270. 

-8811110088 Rev 0 lo Aliernallvo Salo Shutdown Procedure AS50-t3, "Otesol Gonora- 
lor Bldg 23 Fl Elevation Oiosel Oenorotor Coll I." 

BISHOP.E. Carolina PowerJiLighl Co. 88/02/12. 12pp 47487:27 M7487.-282. 

-BB111100S9 Rev 0 to Aliernallvo Safo Shutdown Procedure ASS0-t4. "Diesel Gotwa- 
lor Bldg 23 Fl Elovalion Diesel Generator Cell 2." 

BISHOP.E. Carolina Powor & Lighl Co. 88/02/18. 15pp. 47487;2e3-47467;267. 

-881111006S RevO to Aliernallvo Sale Shutdown Procodure ASSO-14, "Diesel Genera- 
tor Bldg 23 Ft Elevation Diesel Generator Cell 2." 

BISHOP.E. Carolina Powor & Light Co. 88/04/04. 1 Ipp. 47487:296-47467:308. 

-8811110087 Rev 0 to Alternative Salo Shutdown Procoduro ASSD-15. "Diesel Genara- 
tor Bfdg 23 Ft Elevation Diesel Generator Cell 3 " 

BISHOP.E. Carolina Power & Light Co. 68/04/04. t2pp. 47487:80g-4?487;320. 


—881 1 1 10071 Rov 0 lo Aliornalive Safe Slioidown Procodure ASSO-tS. "Diesel Gonora- 
tor Uldg 23 Ft Elevation Diasol Oenoreioi Con 3." 

BISHOP .£ Carolina Power & Light Co 80/02/12 16pp. 47487.321-47487:335 

-88 1 1 1 10077 Rev 0 10 Allornaiivo Sale Siiuidown Procedure ASSD-16. "Diosol Oonera' 
lo> l^dg 23 Ft Elovalion Diesel Generator Coll 4." 

BISHOP.E Carolina Power & Light Co. ob/ 02/10. 11pp 47487:336 47487:346. 

-8811 110079 Rev 0 to Altornairvo Safe Shutdown Procedure ASSD 16, "Diesel Genera- 
lor Bldg 23 Ft Elevation Oiosel Generator CoH 4 " 

GISHOT.E. Carolina Power & Light Co. 88/04/04 15pp 47487.347.47487:360. 

—8811110063 Rev 0 to Allornativo Sale Shutdown Procedure ASSO 17, "Oiosel Genera- 
tor Bklg 23 Fl Elovalion E5 Switchgear Room." 

BISHOP.E Caroiino Power & Lighl Co. 80/04/04. t3pp. 47488 001-47488 013. 

-6811110066 Kov 0 ID Alternalivo Salo Shutdown Procedure ASSD-17, "D.esel Genera- 
tor Bldg 23 Ft Elevation GS Switchgear Room " 

BISHOP.E. Caroima Powor & Light Co. 08/01/12. 12pp 47468.014-47400.025. 

-881 1110087 Rev 0 to Altornsi/vg Salo Shi/kJown Procedure ASSO-ifl, ''DresaJ Genera- 
tor Bldg 23 Ft Elovadon ES Swiichgoar Room." 

OlShC^.G. Carolina Power & Lighl Co 80/03/26. 2Spp. 47460:026-47480.050. 

-6611110069 Rov 0 to Aliernative Salo Shutdown Procedure ASSO-tB, "Diesel Genera- 
tor Bldg 23 Fl Elovalion E6 Switchgear Room " 

OISHOP.E Carolina Power & Light Co. 88/04/04. t2pp. 47468:051-47488 062. 

-861 1 1 10090 Kev 0 to Alternalivo Salo Shutdown Procedure A5SO-16, "O.esel Genera- 
tor Bldg 23 Ft Elevation E7 Switchgear Room." 

OISKOT.E Carolina Powor & Light Co. 86/04/04. 18pp. 47406:063-47486.000. 

—6611110091 Rov 0 to Afiornative Salo Shutdown Procodure A5SD-19. "Diesel Genera- 
tor Bldg 23 Fl Elovalion E7 Swiichgoar Room " 

B1SI1OP.E Carolina Powor & Lighl Co. 86/02/15. 22pp. 47400.081-47400:102. 

-8811} 10093 Rsir 0 lo Alternative Safe Shutdown Procecliiea AS5D-20, "Diesel Genera- 
tor Oldg 23 Ft Elevation E8 Switchgear Room." 

O1S11OP.E. Caro'ina Power & Light Co. 06/02/10. lipp 47480:103-47468.I13. 

-8611110094 Rev 0 to Ailomaiivo Safa Shutdown Proceduro ASSD-20, "Diesel Genera- 
tor Oldg 23 Fl Elovalion GO Swiichgoar Room " 

BISHOP.E. Carolina Power & Light Co 60/04/04. 13pp 47488:114-47468 1 26 

-8611110095 Rav 0 10 Aliorneiivo Sale Shutdown Procodure ASSO-21, "Diasel Qonara- 
lor Bkig SO Ft Elevation Gt Switchgear Room” 

eiSH^.E. Caiollna Power & Light Co. 68/04/04. 13pp 47466:127-47486 139. 

-6811110097 Rev 0 to Aiiornaiivo Selo Shuldown Procedure AS80-2I, "Diesel Genera- 
tor Bldg 50 Fl Elevaiion E 1 Switchgear Room ’ 

BISHOP.E. Carolina Powor & light Co 68/02/25. t2pp. 47480:140-47488:151. 

-6611110098 Rov 0 to Aiternsfivo Safe Shutdown Proceduro ASSO-22, "Di'esol Genera- 
lor Bldg 60 F< Etevaiion E2 Swiichgear Room." 

OISHOP.E. Caroina Power & Light Co. 68/03/14. I5pp. 47480.152-47468:168. 

-6611110100 Rev 0 to Alternalivo Sale Shutdown Proceduta AS3D-22, "OieMil Genera- 
lor Bldg SO Ft Elevation E2 Swiithoaor Room " 

BISHOP.E. Carolina Power & Lighl Co. 66/04/04. 11pp. 47480:167-47468,177. 

-6811110102 Rov 0 to Aliernallvo Sale Shutdown Procedure ASSO-SS, "Diesel Genera- 
tor Bldg SO Fl Elevaiion E3 Switchgear Room " 

OISHOP.E Carolina Powor 6 Light Co. 88/04/05. t2pp 474e6:17e-4746e:lBB. 

-66 1 1 1 10103 Rev 0 to Alter neiivo Safo Shutdown Proceduro ASSD-23, "Diesel Genera- 
lor Bldg 50 Ft Elevation EG Switchgear Room " 

BISHOP.E Carolina Power & Light Co. 88/04/04. I5pp. 474DQ:t90-474BD.204. 

-8811110104 RovO 10 Aliernative Safo Shuldown Procoduro ASSO-24, "Oiosel Qanere- 
lor Okln 50 Ft Elevation E4 Swiichgoar Room.” 

OISHOP.E Carotlna Power a Light Co B6/03/08. lipp. 47468:205-47468215. 

-6811110105 RevO lo Aliornalive Sale Shuldown Procoduro ASSO-24. "Diesel Qonore- 
lot Bldg 60 Fl Elevation E4 Swifehgear Room." 

OISHOT.G. Cerolina Power 5 Lighl Co. QO/04/04. 16pp. 47488 216-47488:231. 

-661 1 1 101M Rev 0 lo Alternative Sato Shuldown Procoduro ASSD-26. "Oiosel Gonora- 
tor 8fdg 1 Fl Elevation Diesel Generator I Four Day Storage Tank Room.” 

BISHOP.E Carolina Powor & Light Co. BB/04/05. 13pp 47488-232-47488:244. 

-681 1 1161 11 Rov 0 to Aliornalive Salo Shutdown Procedure ASSD-25, "Diesel Qonera- 
lor Bldg I Fl Elevation Diesel Generator t 4 Day Storage Tank Room." 

BISHOP.E. Carol na Powor & Light Co. 88/02/16. t2pp 47488:245-47488 256. 

-6811110113 Rov 0 to Alternative Safo Shuldown Procedure ASSO- 26, "Diesel Genera- 
tor Bklg 1 Ft Elevation Dloael Generator 2 4 Day Storage Tonk Room." 

BISl-IOP.G. Carolina Power & Light Co. 88/03/04. 13pp. 47488:257-47488:270. 

-6811110117 Rov 0 to Alternative Safe Shuldown Procedure ASSD-28, "Diesel Genera- 
tor Oldg f Ft Elevation Diesel Qonerafor 2 4 Day Storage Tank Room " 

BISHOP.E. Carolina Power A Light Co 08/04/04. ttpp. 47488:271-47488:281. 

•^811110118 Kav 0 to Aiiernallvo Safo Shutdown Procedure A5SO-27, "Diesel Genera- 
tor Bldg 1 Ft Elevation Diesel Generator 3 4 Day Storage Tank Room.” 

BISHC^.E. Carelirta Power & lighl Co. 88/04/04. I2ppi 47488.282-47488:293. 

-88111 10119 RovO 10 Aliernative Sale Shuldown Procedure ASSO-27, "Diesel Genera- 
tor Bldg 1 Ft Elevation Diesel Generator 3 4 Day Storage Tank Room." 

OISHO^E. Carolina Powor & Light Co. 88/02/15. 13pp. 47486:204-47408.306. 

-8611110123 RovO to Alternalivo Safo Shutdown Procedure ASSD-28, "Diesel Genera- 
tor Bldg 1 Ft Elevation Diesel Generator 4 4 Day Storage Tank Room." 

BISHOP.E. Carolina Power & Light Co. 88/03/03. 1 1pp. 47486:307-47488:317. 

-8611110126 RovO to Alternative Sale Shutdown Procedure ASSO 26. “Diesel Genora- 
for Bfdg r Ft Elevaiion Diesel Generator 4 4 Day Storage Tenit Room." 

OISHOP.E. Carolina Power & Light Co. 68/04/04. 13pp 47468:318-47486:330. 



~B8t11f0136 Rev 0 to Altomatvo Sale Shutdown Procoduro ASS0 39, '*COnltol Bid9 
23 FI Etevation Bailary Room 2A " 

BiSHCP.E. Caro r-a Power 4 Ligm Co 86/04/05 12pp. 4?488'331-47468342. 

-8611110126 Rev 0 10 Atiernativo Safe Shutdown P/ocedu'a ASSD 29. “ConlKil BKlg 
23 Ft ElB'/aio'i Battory Room lA " 

BtSHOW.E Caio' 15 Pow&i & Ufil-4 Co 88/02/15. 12pp. 47488 343 4}4Se.3&4 

-6St1f10l29 Rov 0 !0 Alternative Sa'e Shutdown Piocedjie ASSO-30, 'Conitol B.yig 
23 Ft E.'evation Bafeiy Room 2B 

6ISHOP.E Ca.'Oliha Power 4 Light Co. 88/03/04 lipp 4746835547468.005. 

— 66lttl(>l3l) Rev 0 10 A'ternative Sale Shutdown Procedure A$SO-30, "Conitot fitdg 
23 Ft Elevation Battery Room 1B " 

BISllOP.E.Caioina Power 4 LigMCo 68/04/04 llpp 47469.006 A7489:0»8. 

-66t11 10t3i Rev 0 to Alterna'ivo Safe Shutdown Procedure ASSO 31. ' EPbl 2 Reaeior 
Qidd South - 

BISHOP.e. Ca/oliha Powe* &Llghl Co. 68/04/05. 11pp. 47408017-47489.027. 

-6811110133 Rev 0 to Al'ornativa Sato Shutdown Procedure ASSD-31. ■■U«i 1 Reactor 
Sidg South"' 

6'S)10P.E Carolina Power AUghl Co. 88/04/04 11pp. 47489 028-47489 038. 

-6911110134 Rev 0 to A'lornaLve Sate Shutdown Procedure ASSn>32. 'Unit 2 Reactor 
Bidg North." 

8ISH0P,E Caro' na Power 4 Light Co 86/Q4/0S l?pp. 47469 039 47483050. 

—6811110136 Rev 0 to Ailemat.ve Sale Shutdown Procedure ASSO-32. 'Unit t Reactor 
B'de North " 

B’-SwP.E. CatrA'ie Power & Lighl Co. 68/04/04. I3pp 47489 051 47480063 

-8611110140 Rev 4 to Emergency Operelmg P/ocoduie EOP Oi EPP-2B "End Path 
Procedure 2Q." 

BISHOP.E Caroiira Power 4 Light Co 0B/04/0B. 6pp 47469072-47469079. 

-6611110141 Rev 3 to Emergency Operalng Procedu'a EOP Ot-FP, 'Floodiog Proce- 
dure." 

8l&li0P,E.Ca-0l.na Power & LlghlCo. 86/04/18. 2lpp 47489 060-47489r100. 

-8611110144 Rev 4 to Emergency Operating Procedure fOP-Ol-LEPOl “AHeinaia 
Coolant ln;eciicn " 

BISHOP.E Carolina Power 4 Light Co 68/04/08 ISpp 47489 101-47469:115 

-86I1II014S Rev 4 to Prr.0tgoncy Operating Procedure EOP-0i-teP02 "Aiiernale 
Coni'o! Rod lns6rl'on:LEP-02’' 

BISHOP.E Ca'oiiha Power 6 Ughl Co. 86/04/22. 12pp. 47469,116-47489 127. 

-6811116146 Rev 3 to Emergency Operating Procedure EOPOi-LEPOO. "Alietnaie 
Boron inlectlon " 

CiSHOP.E Carolina Power 4 Light Co 66/04/06. 4?pp 47469.126-47499 169 

-8411113148 Rev 4 tp Emergency Operatmg Procedure EOP-Oi-LRP ' Level Reeiota- 
non procedure " 

QIShOP ,6 Caiolma Powei 6 Lighi Co 87/11/30. i ipp 47489.170-47499 i43. 

-6611110160 Per 0 to Emergency Operating Procedure EOP-Ot-SPCP. ' So'«y Coo'me 
Procedure." 

CHASE.O.W., * CarpLna Power 4 Light Co. 64/05/04. 3pp 47469 :1di-474$9: 163 

-8811110162 fiev 4 to Emergency Opera'ing ProcerSuie EOP-oi SRP-aep. ••Auriiery 
Electrical Power Sys Rocoveiy." 

B1SHOP.E. Catoiiia Power & light Co 69/04/06. 6pp. 47469. 184-47469 189. 

-6611110188 Rev 2 to Emerguncy Operal.na Procoda/o EOP-Oi-SflP-CSW. 'Conveh- 
toner sve Water Sye Roeoveiy." 

BISHOP.E Caro'ma Power 4 Cighi Co. 87/09/26 8pp 47499 190 47469.197 

-6611110166 Rev 3 to EiT-ergency Operei ng Procedure EOP-Oi-SRP-iSA. * iftaituntani/ 
Sve A'l Sus Roeoveiy." 

QISHOP.C Carolina Power 6 Light Co. 67/05/26 epo 47409. t96*47469;205. 

-6611110198 Rov 3 10 Emergency Operating Procedure EOP-Ci-SRP-KSW "Nucteai 
Sve Water ^8 Recovery 

BlSHOP.E.Ca'O'na Power 4 Light Co 88/04/08. I4pp 47489 206-47489 219 

-6611110159 Rev 2 to Emergency C^erating Procedure EOPOi-SRP-HOCCW. "Reac- 
tor Bldg Closed Coo'ing Wsier Sye Recovery." 

BISHOP.E Ca’O'ma Power & Light Co. 87/05/28. 6po 47489 220 47489.225 

-8611110160 Rev 2 to Emergency Operating Procedure BOP-OI-SHP-TBCCW. •"Tw- 
b..no Bldg Closed Cooiuig Water sys Recovery." 

BiSHOP/t Carofina Power 4 Light Co 87/05/28. 7pp. 47469.22847489232 

-6611110161 Rov 0 to emergency Operelmg Procedure EOP-OI-StCP. • Sleam Cootew 
Procedure" 

CHASE, O.W.. • Carol na Power & Lighi Co. 84/05/04 3pp. 47489.233-47489 735 

-6611110166 Rev 5 to Emergency Oporaii/ig Procedure EOP-Ot-LiC "Users Guido" 
eiSHOP.E. Caroline Power 4 L'ghi Co- 66/04/06. 106pp. 47469 236-47489341. 

-6611110170 Rev 6 to Emergency Operelmg Procedure EOP-Ol-ACCP. "ATWS - Cotv 
tainmeni Conirol Procedure. 

BtSHOP.E. CaroLna Power 4 Light Co 86/04/06 37pp 47489.342-474900IB 

-68II110I72 Rev 6 to Eniotgency Opaiaimg Procedure EOPOi-CCP. 'Conleinmanl 
Conl/ol Procedure." 

BISHOP.E. Caro' na Power 4 Light Co. 88/04/08. 33pp. 47499019-47490.058. 

-0011110175 Flov 3 to Emergency Operating Proceduie EOP-Ol-EOP. " Enreigency Oe- 
prassu'iaatioi) Procedure." 

BISHCP.E Caro'irra Power 4 Light Ci> 86/04/08. 5pp. 47490.057-47490 061. 

-6611110176 Rev 4 |o Emergency Operelmg Procedure EOP-Ol-EPP-IL. "Ectd Path 
Procedure. IL." 

8ISHOP,E. Carol na Power 4 Lrghi Co. 88/04/08. 9pp. 47490:082-47490070 

-6811110179 Rov 4 10 Erv.etgency Opereiing Procedure EOP-Oi-EPP-iM. "trrd Path 
Procedure IM " 

BISHOP.E. Carolina Power 4 Light Co. 80/04/08 8pp. 47490.071.47490.076 


-8611110182 Rev 6 10 Errorgancy Operating Procedure EOP-Oi-EPP-lN, "End PaLi 
Procedure IN." 

BISHOP.E Caro’lna Power 4 Light Co 80/04/08. 9pp 47400.070 47490 007, 

—8611110165 Rev 6 to Emergency Operating Procedure EOP-Ol-DPP-tP. ‘End Pa'h 
Proceduro:lP " 

BISHOP.E. Carol na Power 4 Light Co 00/04/08. 14pp. 47490.006-47490:107. 

—6611148058 Ro-v 0 to Atlornative Sato Shutdown Pioceduto ASSO-03, "Control CiiJg 
23 Pt Elevation Bsitery Room 1A " 

8ISK0P.E Carolina Power & Light Co. 88/04/04. 13pp 47486.223-47486 235 

68110301)17 ffliorms el uiil Ihtenl to i.eenso iSP.Sl at plant. /vppiicaiion wi'l be submitted 
&y 690106. 

HICMEY.R S. Caro'ira Power 4 Light Co. 86/10/25. Oltice of Nuclear Material Safely 
SSaloguardS.DvociiM. Ip 47422 093 47422 093. 

8811036359 Appiicat on for amends to Licenses OPR-62 4 OPR- 71, revising Tech Spec 
SecMn 3/4.46, "PiessuiefTemp Lirr.its," to modily cunem woidlng.lmtir.g conditions 
for operation S pressure temp limit curves consistent w/rogufaiory guidence.Feo pa-ci. 
MCOUFFIE.MA Caro'ma Power 4 Light Co. 80/10/26. 'Document Control Branch 
(Docu-monl Conirol Desk). I3pp 47425 148 47425:189. 

-6611030364 Pioposcd Tech Spec Section 3/4. 4.6, "Ptfissuto/TeiTip Llrr-iis." mocuiyng 
curronl wotding.limlling condil'ons for operation 4 pressuio/temp Tm i curves cons'Si- 
ani w/cvtrenlreguiaiory gu'dance 

* Carolma Power 4 L‘gSl Co 66/10/26. 29pp. 47425:161-47425:189 

6611030463 Appi'catipn for amends to Licensee DPB-62 & DPR-7t,»0'nslng Tech Spec 
footitoia cn Pago 1*I0 to a'low reacior mode switch to be placed m refuel poeilon 
wHta sUM'a coniroi rod be ng removed.Fso paid 

MCDUFfiE.MA. Caronna Power 4 Light Co. BB/iO/26 Document Control Broi-.ch 
(Documonl Control Desk) gpp. 47427:347 47427:359 

-6611030466 Proposed Teeti Specs re operational conditio.n table footnote 

* Catolna Power 4 Light Co. 80/10/26 4pp 47427:356-47427:359. 

6811140073 Advisos that NRC wou'd prefer periodic briefings Irom 
ceeutiejeccRynendatipr^e & piogtoss made on mgt appiaisat. Proposed cnoolino 
echodu'o requesied. 

ERNST.Ml. Region 2, Ofc of the Director. 86/11/01. LfTLEV.E E. Carolina Power S 
Light Co. ip 475D7:345-47507 34S 

6B1107Q243 Appkceton (oi umorxds to Licenses OPR-Tt & DPR'62.changtng Tecl> Spec 
36.63 bases to clanly drywell dO'hertmg.per fnsp Repis 50-324/07-37 4 50 326/07* 
36 Fed Mid 

RICheV.RB Carpi na Power 4 Light Co- 88/11/02. OocumenI Conuol Branch {Decu- 
tmni Conirol Oesk) 7pp. 4746l 05?-4746t 061. 

-6811070244 Proppsofl Tpch Specs.changing bases re cfrywell doinerting. 

* Cstolir'e Power 4 light Co 68/11/02 3pp 47461:059-47461:061 

8811060173 Reguos's reiiol from I1W'3520 for diesel gonoralor eiertinn elr ehoch 
valves to support upcorning refueut\g putege scheduled to ttegm on 661 1 12. Relief win 

K itmi sarvnta d sassombiy valves fo be eiem’nod over 2'yr inlervai. 

iCHEY.R 8. Carolina Powor 4 Light ^ 86/11/02. Document Conirol Brunch (Ooeu* 
men! Coniro) Desk) 7pp. 47494-197-47494.203. 

66(1080280 tnierms ot uui dec-sion ip withdrew 661113 4 670126 eppltceiione lor 
amend io licenses DPR 62 4 OPR-71, deleting requirement to peiform temp soneo.' 
response i>«re lesimg on vanous switches & iheimocoupios. 

MCDUFFIE.M A. Cerol-nn Rower 4 Light Co. 08/11/52 OocumenI Control Brandt 
(OocumenI Control Desk) Ip. 47504:t tS-47504:t 15 

8811140160 Appicaiiori 10' amends to Licenses DPR-62 & DPR-7t, clarifying sve wntor 

K ofmab.lity requiiemenis to better reflect plant design & provide opetaiionel 
iiWFee paid 

MCDUFFIE.MA. Ceroime Pewot & Light Co 68/11/03. Oocumom Conirol Draneh 
(Oocumeni Control Desk) Dpp. 47544 045-47544 077 

—6611140186 f^bposed Tech Specs clarifying sve water pump operab-lity requirortionie 
1© bent©' retlecl plarvi design & provide opeiat-onat Ilexibiliiy 
* Caro'ma Power 4 Light Co. 68/11/03. 24pp 47544:054.47544.07 7. 

98I11S0551 Reouosls exampiioii from requirements of ASUE Boiler 4 Pressure Vessel 
Code.Secbon Xi Foe paid 

MCDUFFIE.MA. Carotin* Power & Light Co. 68/11/04. Oocumeni Contiol Branch 
(Oocumeni Conirol Desk). 6pp 47547:0'0t-47547.006. 

6811160144 AdviSBS that 661011 request lor discontinuance of Conlirmaiory Order EA- 
62-106 ta plant unprovement program under review. Util will be inlormod of docis-ori m 
new fuiutQ. 

REYES.LA riegon 2, Ofc ol the Director. 88/11/07. UTLEY.E E. Carolina Powor & 
lighi Co Ip. 47569 034-47569:034. 

8811160361 NoiiLcation ot 061122 mealing w/uM in Rockville.UD to update NRR mgl 
©n BclrvKias «e \st4 nutlaat programs 

AOENSAM.EG. Pfoieci Direclorato ll-i. 68/lt/l4. LAINAS.GC. Assistant Director for 
Regwi It Reactors 5pp. 47504.075 475B4 079 

6611210344 Submits i-sied design info per sys containment isolation vaivo 
recorvl'jFiraiion.irictudng check valve desciiption 6. bas* 6 drywett nofMntenupiiblo in- 
sirumenl aa sys piping sketch.per request 

LOFLIN.LI Carolina Power 4 Light Co. 08/11/15. Document Control Branch (Docu- 
mertl Corxioi Desk) 3pp 47596:250 47596 252 


O. tnspactlort reports, IE Bulletins 8 correspondence 

8610260235 Forwards summary ol 880908 enforcement conleionce re insirumcni metal- 
lal-pn dehaencies 4 non-conservatisms in Instrument settings associated w/HPCI/ 
RCIC high sloam line tlow isotation. Related inlo.tnctudmg attendeos list enci 
ERNST.M L Rog on 2, Olc ol the Director. 80/10/06. UTLEY.E.E Carolina Power 4. 
LIgMCo. 42pp 47323 133-47323 174 



DOCKETED ITEMS 
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8910030249 NRC Into Noiico 88 070. "Msuso of f'lashiiiy L'Qhis ln> Mgh Radai'Uo 
Afoa Conuo's ' Svc list end 

ROSSI. Cfc: D.v.sion of Opo'aiionai Evonis Assosstnen* (Poai 870411) 68/10/07 
ConsolKlated Edison Co. O' Now Yoik. Ire. I2ytjp. 47279 242-47260 093 

9010250249 Forwards Insp MepIS 50 324/eU'3‘j & 50 325/06-35 on 880912-16 No v.o- 
leiions or deviations noted. 

CLINE.WE ROQion 2, Otc o1 Il'.o Director. 8fl/l0/l2 UTlEv.EE Carotma Power & 
LlgtilCo 2pp. 47269 092-47269 094. 

-8810250251 ParliS lv withhold Insp Ropts 50-324/86 35 8 50 32S/B8-3S on 083UI2-16 
{ret t0CFR2 790(di & 73 21) No uiclanons notisil Me|ai areas inspccicil program 
aud 1 . records & ropispower supply & irainir.g & puoi * coi o.n. 

MASNYK.O.M, MCGUIRE, OR. Region 2, Qlc ol the Drecioi 88/10/06 Ip 
47269.094 47269 094. 

86 100701 14 NRC Into Notice 86 082. "Torus Shot s W/ConciS'o-'i & Dogiailod Cosiiogs 
in OWR ConioinmoiilS " Svc I SI end. 

nOSSl.C.E. Division of Operational F-voniti Assossmont (Post 670411) 00/10/14 
Consol.Ualod Ed son Co. Oi New York. Inc. 1 lOpp 47280 I?<t-472B0 235 

6810140212 NRC Into Notice OS-06S, "Uiohon Rota ring Q'oek Studs on Anoltci Oail rg 
Chock Valves ” Svc i sl end 

ROSSI, C E Division of Opoiaiio.'ial Events Assossmont (Post 6/0411) 0Q/I0/I< 
Consolidated Edison Co ol (^ew York, inc. liBpp 47403 19647403.318. 

8810140018 NRC ln(o Noiicr) 80-084. "Ooluct.ve Motor Stiati Kays m Llfmiorgna Motor 
Actuators '' Svc list end. 

ROSSI, C.F. O-vislon ol Operational Events Assossmeni (Post H70411). 80/10/20 
Consol dated Edison Co ol Now York, Inc ilQ(>p 47260 004-47260.123 

8810170391 NRC Into NoliCO 08 086. ''Oporeti'.g W/Mu'lipio Crouetis in DC O-SUJxit-On 
&ya " Svc list end. 

ROSSI.CE. Division of Opoiulonal Events Assossinenl (Post 070411). 86/10/21 
Conso'idaieil Edison Co oi New Yo'k, inc tiOpp. 4/463 00 1-47463.107. 

86 1 1030269 AdviSGS of tosulls ol ovaluniion of 800803 denial ol violation iiuied In Insp 
Rapt S0-33&/Q6-i4.ViolaiiOn occu'iod SS Sleiod Rosponso dosi.ii1>:r>g reasons lor vio- 
lations & actions planned or Inkon roguoslod Evoluatlun onct 
HEYES.LA Reg on 2, Ole ol Iho Onocior. 00/10/2/ UTLF.Y.b'E. Cftio'inn Po-wct 8 
Light Co 3pp. 47427:240-47427:251. 

8811070343 Apniicaiion for amunds >0 Liconsoa 0PR'7i 6 OPR 62.cliar.(iing Tech Stioc 
3 9.0.3 bases to clanly dryweil doineH'ng.pGr insp Ropes SO.324/67-37 & 50 325/07- 
39 Fee paid 

RICHCY.R Q Carolinn Power & Llnhi Co 88/ 11/02. Oocumoni Oo-nitol Otonch (Onev- 
mont Control Dosk). 7pp 47401.052'4746l.00t 

8011080243 Forwards liSl in response 10 000322 tegeost lor tnidi Info re devolopmoni 
ol risk-bosod inep guldoSye doscnpiions. abnonnai operating procortuios.omoigoncy 
oparolino pioco(Iuro8,opuiAilng piocoduros & drawings iisioa 
LOFLINX.i Caro'ina Power & Light Co 88/i t/i)2 Document Coniroi Oionch (Oocu 
mont Control Oosk) 7pp 474/4 319-4/474:320 

8811000127 Confirms 001021 lolcon hoiwonn MA M.cOuHio S PC: FroJiCkson re mgl 
muuling achorlulod (or 80l I2i ai plonl siio lo review rosulta of SALPTor Jul I007-Auy 
1080 

ERNST.M.L. Region 2, Ole of inn 0.iocior 06/11/02 Ufl.EY.E.E Caro'ina Powor 8 
llgmCo. 2pp 47405 042-47495.043 

8811090390 Forwards Insp Ropis 50-325/00 36 & 50/324/68-30 on 080912-16 No vs) 
laiions 0/ doviaiions noiod Aiiom-on mviiod lo unresolved items 
HEROT.AR Rogon 2. Ole ol ihoOroelor. 68/11/03. UTl.EY.EE CaroYno Power 8 
Light Co 2pp 47502 104-47602 110 

-8811090394 Insp Ropts 5U-324/00-36 & £0 325/08-36 un (iB39t2-t8.No violations ct 
doviaiions noted. Ma;oi areas inspocicd Mark I conianrrent tong-tetm program 
mods Three unresolved noms idoniiliocl.includ'i'o supprttss'on pool temp 
CHOU.R.C BLAKE, JJ. Rog-on 2, Olc ol ihoDiiocior 60/10/26 ITtpp 4/502 106 
47602 110 

0011140342 Suppis response to 080725 nukco ol viulaiion & proposed ifnpos4lon ol 
civil penally. Escalated portion in amount ol $25,003 ol civit ponaliy end 
MCOUFFie.MA. Corolna Power & Lighl Co 00/11/03 Olc o( Enloruixnont iPosI 
870413). 1p 47546:249 47546:240. 

861 1090407 Forwards Insp Ropts 50-325/00 34 & 50-324/68-34 ort 880001-30 & noi-co 
Ol violation. Addi violaiion invoiv-nn oporoior lack ol aticniion also idcniilicO. 
VERRELLi.O M Region 2, Olc of iho Duocio.' 08/ 1 1 /04. UTLEV.E E. Carolina Power 

5 Light Co 2pp 47514.063 47614 00/ 

—8611090409 Notice of violation from Insp on 800901-30 Violation notod. otloclive 
measures to incorporate design bases into drawings nut oslablishe:) m that Drawing 
FP-9700 »£>/ primorv coniammoni boundary valve specif. od 25 psw max prossu'e 
VERRELLI.O M. Region 2, Olc ol iho Oiroclor 80/11/04 ip. 47514 055-47514 055. 

-8911090412 SalOly Insp Ropis 50-324/80-34 & 50-325/80-34 on 680001-30 VolA- 
iions nolod Ma|or areas inspoctud ma.m obsorvution. suv^l'anrut 
observalion.oporalional saloly vonlicai on, lOCf R2i lol’owup & lERs review. 
RULANDW.H, LEVIS.W.FREDRICKSONP Region 2, Olc ot Iho Director OB/ll/04 
t2pp 47514:056-47514.067. 

8611180469 Ack roceipt ol 081013 Itr inlotm.ng NRC ol slops lakor> to correct violations 
nolod in insp Repts 50 324/80 24 & 50-326/88-24 

VERRELLI.O M. Rogon 2. Olc ol the O'.rocior. 88/11/09. UTLLY.E.E CaioLna Pewof 

6 Light Co. tp. 47540:120.47549.129 

8611040324 Suppi 3 10 NRC Info Notice 00 106. "Feodwalor lino Break." Svc bsi oncl. 
ROSSI.CE Division ol Operakonol Evonis Assossmont (Post 070411) 86/11/10. 
Consof.darcd Ed.son Co of Now Yo/k, Inc llOpp 47559.072-47559. 184. 

8811220164 Forwards SALP Ropis 50-324/00-32 & 50-325/08 32 on Jul 1987 - Aiig 
1 968. Overall pertormanco saiisiaciory but porformance decroasod stgrUIrcanily Irom 
rev.ous assessment period. 

flNST.M L RoQ'On 2. Olc Ol tho Oitocior. 88/11/10 UluEY.EE Carol rta Power & 
Light Co. 3pp. 47614 335 47615017 

-8811220167 SALP Ooa/d Ropis 50 324/83-32 6 50-325/08-32 tor Jul 1987 • Ai® 
1986. 


86I116C307 /Lck rccopi ol 001103 payment In amount ol $25,009 tor civl penaity.por 
681017 Order 

LIEOEHMAN.J Olc ol Enlorcomonl (Posi G70413). 00/11/14. UTLEY, EE Catolna 
Power & Light Co Ip. 47561. OD6-4756V06C. 

8811090264 NHC Into Notce 88 037. "Pomp Wear fi Foreign Ob)0ClS In Plant P-ping 
Sys ■■ Svc l.si end 

flOSSt.CE Oivison ol Operauonai Events Assessment (Post 870411). 88/11/16 
Consol datod Edso.n Co. ol Now York, Inc 1 1 3pp 47601.020-47601 132. 

8611090403 NRC Into Not co 08 088, ' Dog'oJaiion of West nghouse ARD Relays." Svc 
Lsi et'ci 

ROSSI.CE. ntvis'on ol Operat-onal Evsnis Assassmoni (Post C70411). 80/11/16 
Ccrtso'idalod EoiSOnCo. otNowYork, Inc. 113pp 47597.001-47597 113 

881II600B8 NRC Into Noice 66-089. "Degradation of Kapion E'octr.cal insu'aiion." Svc 
lisl and 

ROSSI.CE OtviS'on ol Operaiional Events Assossmeni (Post 6704ii) OQ/li/21 
Consoidaied Fd-sottCo of Now York, Inc. Ii3pp 47603045-47603. 161 

6811190470 NRC Info NoUco 00 092. "Poienl ai Icr Spent fuel Pool Draindown." Svc 
lsi oncl 

ROSSI.CE Divhsien ol Opcrat-cnal Events Assessment (Post 870411) 60/tt/22 
CortSo'iJaicd Edison Co. of Nuw York, Inc. 1 1 4cp 4 7606 1 24 47606 237. 

8811180315 NRC OuHoiin 80 010. "Nonconlorm ng Molded Case Circuit Dreakora." Svc 
list ortci 

ROSSf.C.E Ofviston of Operaitonal Evonis Agso&smoni (PosI 870411). 00/11/22. 
Consoidaied Edison Co of Now York. toe. I2lpp 4 7606 001-4 7606 123 


R. PoNodIc operating reports & related correspondence 

8811150418 Monthly opnraling ropts lot Oci 1008 tor Brunswick Units 1 & 2.W/0dl104 
Hr 

ilAflfilSON.F.. HARNESS.JL. Carol lift Power & Light Co 08/10/31. 12pp 
475S0 120 47550.131 


8. Reportable occurrences. LERi 8 related correspondence 

8811080366 LER OO-OiY ODon 661005, MPCl vacuum breaker isolBlion valve (2'E41- 
F079) euiomeiiceiiy dosed ss losuU of tofso iniHslion sgnalCausod by ehoil across 
hart drywe'i proasure relay Eonpmoni leslod dary.W/6Blt02 lir 
JONES.T.M. IIARNES5..IL Carol-na Power & LIghI Co. 00/11/02. 4pp 47502.330- 
47502333 

0811000126 Pen 21 rent re dotod in Llrmioioue Corp supp'iod aatoiy rolatod 8MB 
vsivo eciuators w/Ri-l insuiaiod dc motors ihai may not develop (u'l rated staring 
lorquo at e’uveiocl amoient lornps Roviow ol meiois by fconsoos recommended. 
wiLKiNSON.i E L-miiorQuo Corp 88/1 1/00. Otiico ol Nucloar Roacior Regulation, Oi- 
tociot(P«Sin704ll). lOpp 47525 227-47525:242. 


DOCKET SO-386 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F- Security, medical, emergency 8 fire protecilen plane 

8811070032 Fofwords ecope & ob.ociivos for annual omergcncy proparednoss exorcise 
scheduiod lot eoiOlO.Comp'oto oxoidso sconario w/coniroiler into & Sirr.u'aken dala 
wi'i Oo suhnsUod no lalnr than 45 days prior lo siart ol exorcise. 

LOFllN.Ll Caroline Power & Light Co 88/08/02. Document Coniiol Branch (Oocu- 
mont Control Oosk). Dpp 47442 076-47442 082. 

8810260249 Forwards Insp Ropis 50 324/08-35 6 50-32S/QR 35 on 800912-1(3 No vio- 
lalions or doviai.ons nolod 

CLINE.W.E. Region 2. Otc ol ihe Director. 08/10/12. UTLEY, E E Coio'ma Power & 
Lighl Co 2pp. 47209;002-47260 004 

-8010260281 Paitially Wilhhold Insp Hopis 50-324/QD 35 & 60-325/80 35 on 800912-16 
(ral 10CFR2. 790(d) & 73 2i)No violations noted Ms, or areas inspected program 
scNliL'OCords & ropts.powor Supply & training & quRi-licatiQn 
MASNYK.O.M Region 2. Olc ol Ihe D rocioi. Q8M0/06 ip. 47269 094 47260 094. 

8010260018 Revised emergency plan impicmoniing procodutos.incUid ng Rev 2 lo PEP- 
02.622. "TochnicBl Assossmeni Ditocior." W/8Q1020 Hr 

IIARNESSJ L. Carolina Power & Light Co 00/10/20 l24pp 47322 283-47323 047. 

881 1010465 Forwards list ol recent revs lo plant omernoncy procedures. 

HARNESS.JL. Carol, na Power & Lighl Co 8(1/ 10/20. oRACfc'.j.N. Region 2, Ofc ol 
Iho Oirocio'. 2pp 4 74 1 6 3 42-474 1 5 3 43. 

8811010388 Forwartls oUornalo sale shutdown procedures. emergency operating 
procedures, cortBinrnoni ventmg dagrants & response to PR Oavis quosi.ons.per ro- 
quest made el 600625 & 26 moeiings ro PRA reviQw.includmg l.ro scenarios. 

LOFLIN.L I Caro'ina Power 0 Light Co 00/10/25. Document Control Branch (Oocu- 
moniConIfol Desk). 20pp 47405:052-47489.071. 

-8811010391 Rev 0 lo Allernativo Sale Shutdown Procedure ASSO-OO. "User Guide." 
BISHOP Carolina Power & Llghl Co 80/04/13. 44pp 47465072-47405.116. 

-BB11010394 Rev 4 to Emorgoncy OpoiDiing Procedure EOP-Ot-EPP-2A, "End Palh 
Procedure 2A.'‘ 

DlSHOP.E.Carol.na Power & LIglilCo. 60/04/08. Opp 474 89.004-47489 071. 

-8811110001 Rev 0 to Allornaiive Sale Shutdown Procedure ASQOOt. "Aiiernalivd 
Sale Shutdown Procuduie Index." 

BISHOP.E Carolina Power & Light Co. 88/04/04. I24pp. 47405.116-47405 239. 

—6811110004 Rev 0 to Allornat.vo Sato Shutdown Procedure ASSD 02, "Control Oldg " 
BISHOP.E. Cnrolino Power & Light Co. 80/04/05. 202pp 47486 006 4 7480.209 

-88111)0009 Rov 0 to Altoinaiivo Sato Shutdown Procedure ASSO-04, "Conirol Bldg 
23 Ft Elavelion Oailery Room 1B " 


-88 1 1 nwil Re/ 0 15 A-cinai-.e Sa'o Snu-down PfOcedJf ASSO%. •P.«K.«w 

gThGP.E Ci-c r.d P»«et & lisUCo 8a/04/C4 2£pp 47486 26?-47a66 <86 

-8811110015 ne/O 10 A:Vfr.ai"eSaleSr^i;3&«ivPi«e8M ASS006. Re«iw B-iJg 

I^ShOPE Caio'.na Power S ugf! C o 83/04/04 23pi> 47467 O6l-47407Oa3 

-8811110OJ0 Ro< 0 10 W'e’(vai«fi Sale SiuiOcwft Piocedjre ASSJ307. Reactor Bklg 

b'sHO^P^ C o 08/04/04 9pp 47487105-47487-122 

-8811110024 Rev Q '.0 A'lerr^Lve Sato SNldowri PrWedLte ASS&03. Jirtme 8W9 
aiSHCP.E Catc/ oa Power i Ugt\i Co 88/03/15 17» 47487 123-47407 134 

-8811110025 fie-/ 0 (o A;tewatve Sa'e S7.LKJow.t P»oc«Sjre ASSO03. "Svc Wale/ 

I'^CP.E Caro; .13 Pwer A ligt-l Co 08/04/04 4pci 47487 150 47487153 

-4811110032 fiev 0 13 Aiie/oa'-Ne Sa'e Shuidowfl ProceOi/e ASS1X10. "Corttfensaie 

|i|h?/P.V CdfOitna Power A Uflll Co. 08fO2l23 Epp 47487.183474%T 189 

-8811110035 fiovO 13 A'erratfvo Sato Snu'down Piocedure ASSO II. D-esel Genera 
tor Cooi.ng vva'cr Va.va P.t ' 

BlSHOP.E CafCli'\aPO/.w A t>QM Co. 88/04/04 3» 47487 195 47487.197. 

-8811110045 fie/O to A.“erMttve Sale sr.di0ownPtoce«*jteASSO-l2. ‘O^selGeftara- 
ijr B'JQ 3 FlEleraocP Diesel Ceneraior Basee-erf 
8ISHOP.E Caro-.-ia Power A colli Co 83/02/18 l8pp 4748720247487 219 

-88 1 1 1 10055 0 10 A"err.a8ve Safe Shuldowo Ptoced-jie ASSD-13. "Oesel Geneia- 

10/ 8 do 23 El Ele-fabon 0<esel Genera'or Ce-'l 1 " 

eiSHQP.E Ca/olra Powoi A CghlCo ea/03/U 24|ip 47487 247-47487 270 

-8811110055 Rc-tf 0 10 Aiiei.na'jve Safe Shutdown PioeeduteASSO-14. "[>esei Gcne/a- 
tot B'do 23 Fl Elevation Oesei Genera'or Cal 2'' 

a.SHOP,E. Carolra Po*er A lism Co 88/02/18 iSpp 47487 263 47487 297 

-881 1110067 Rev 0 to Alter/ia'.vaSa'e Shutdown P/ocedwe ASSIM5.‘0<sei Genera- 
tor S'dg 23 Ft Eieva'ion O'esci Generalo' Cat 3 " 

BiSbC^E Ca-olra Power A Light Co 60/04/04 l2pO 47487 309 47467 320 

-881 1 110077 Rev 0 lo AHerna'.va Sa'e Shutdown Piocedure /iSSO 16. ' Oesef Genera- 
tor BkU 23 Fl Elevation 0«sei Generator Celt 4 " 

eiSHOP.E Ca.-olir.a Power A light Co 83/02/19 llpp 47487336 47487346 

-8811110083 Rev 0 to AHeinath/e Safe Shuidown Procedure ASS0 17. CMsei Genera- 
tor BkM 23 Pi Eiavatcp 66 S*ii;hgea/ Roon- • 
e.SHQw.E Ca.'Ohria Power A lighi Co 83/04/04 t3pp 474e800i-474980i3. 

-8811110087 Rev 0 to A-lernalva Sale Sru/idown Procedure AS$0-i8.'0«$el Genera 
lor 8IM 23 Pi EievatiOA 66 Swiichgea/ Room." 

e:SHOP.E. Cvoliria Power A Ugni Co 63/03/28 26pp 47488026 47488050 

-8811110090 Per Ola A'leinairve Sale Shvtoown Procedure ASSO- 19. "&eseiGene<a' 
lor SidQ 23 Pi Eievaion 67 Swichgea/ Room " 

BiShOPE. Carolina Power a Lighi Co 88'04/04. lApp 47488063-47488080 

-8811119091 Rev 0 la A;‘.err.auv4 Sale Shutdown Proce<2i/e ASSG20.'0•eselGeoe>a- 
lor e>dd 23 PI E levaion 68 Swichgear Room ' 

BSHOP.E CarounaPdweiA Lighi Co 88/02/19 npp 47468 103 47488 113 


-881111009$ RevO 10 Aite/na'rve Sa'e Shutdown Procedure A$SO 21. "Oieael Genre 
■or Bkm 50 Pi Elevation Et Swchgeer Room " 

B-ShOp.E Carolina Ptfwer a Light Co 88/04/04 t3pp. 47488.127-47488139 

-8811110099 RevO lo Aliernet/ve Sa'e Shutdown Procedure ASSO-22. "Oiesei Geneta- 
Wr ftdgSO Pi Elevation £2 Swnchgea/ Room. " 

B1SHOP.E Ca/oke Power A Light Co 68/03/14 i5pp 47490152-47486166 

-6811110102 Rev 0 U Alier/iai->e Sale Shutdown Procedure ASSO 23. CkeeelOoAra- 
Wf SidgSO Fi£ievai)on63Sini:hgeat flcom'" 

BSHOP.E. Caioliro Power A Ughl Co 86'04/Q5 I2pp 47488 178 47486 169. 


-8811110104 Rev 0 lo /Uiernav.ve Sale Shutdown Procedure ASSO 24. '"O-eeei Genera 
(or B'da 50 El E'ovabon E4 Switchgear Room" 

GiSliOP.E Ca/oti/ia Power A Ughl Co. 68/03/08 llpp 47488 205-47466215 


-881(110106 RevO 10 Aiternat.ve Sale Shuidown Ptoce(A;reASSG25.'0>e$el Genera 
(or Bldg I Pi Elevation Oiesai Generalor 1 Pour Day Storage Tank Ri^" 

BiSHOP.E Carolina Power A Light Co 88/04/05 I3pp 47498 232-47460 744 

-881 1110113 Ror 0 lo A.‘<erna‘uve Sale Shutdown Procedure AS$0-26. "Oeaei Genera- 
lor Bldg 1 PiEieva'uon Oieaei Geneiaior 2 4 Day Storage Tank Room" 

BlSHOPE Carolina Power A Light Co 88/03/04 I3pp 47488 257-47466 270. 


-8811110140 Rev 4 to fc'irergoncy Oporaimy Procoduro EOP 01-EPP-2Q, "Frifl Pa 

^SHOPE^C^'Olira Power A Light Co 66/04/06 8pp 47400.072 -17460 079 

-8611110141 nev 3 10 Emergoncy Operating Proceduio EOP-Ol-l-l>. '•Flooding Pre: 

ei'sHOP.E Caro"'na Power A Light Co 66/04/10 2ipp 47480 000 4 7489 100 

-8811110144 Rev 4 lo Emorgor.cy Opeiati.'ig Proceiluro EOP-01-LEP O1. Aiieme 

bIshOP.E'S na Power A Light Co 80/0-1/00. 15pp 47400 101-47409 115 

-B611I1014S Rev 4 10 Emoigency Oporaiing Procoduro EOP-01-LEP-02, 'Aliern: 

^WOP^^'carCr-no Power A I ghl Co. 88/0-1/32- 13pP 47409- 116-4 7400 127. 

-6811110146 Rev 3 to Emorgancy Oporai'ng Procodu/o EOP-01-LHP-03, "Altorm 

^SHOP,E*'CaiOl-ria Power A l ight Co 80/04/08 42pp. 47489 120 47409.109. 

-8611110146 nov 4 10 Emergoncy Oporatmg Procodu'o EOP-Oi-LRP, "Uovol Rosto 

^SHO^J'*Cero'infl Powai Alghi Co. 87/11/30. llpp. -17409:170 47409 100. 

-68111I0IS0 Rev 0 10 Emergency Opo/ai ng Procoduro EOP-Ol-SPCP, "Spray Cool 
PfDC&tfitf ^ " 

CHASE, JW Carolina Power A Llghl Co 04/05/04 3pp 47460:101-47409 103 

-8811110162 flov 4 lo Emergency Oporaiing Piocedoro EOP-OI-SRP-AEP, "Auxili 
ElBClficai Powei Sy8 Reco"/eiy" ^ 

CiShOP.E Carol na Powai Alig'il Co. 08/04/00. Opp 47409:104-47409:100 

-6611110165 Rov 2 to Err.ergency Opciolmg Piocoduro EOP-OI-SRP-CSW. "Convi 

lonal Svc Waier Sys Rocovery." 

HIShOP.E Caiol.na PowerALightCo 07/05/23. Opp 47400.100-4 7489 1 97. 

-6811110186 Rav 3 lo Emergency Opoiaiing Procoduro EOP-Ol-SRP-lSA, "Insifume 
Svc Air Sue Recovery. " 

BiSHOP.E Caro'ina Power A I'ghi Co. 87/05/28. Opp. 47400:100-47400 205 

"8611110156 Rov 3 to Emergency Opo/atng Pfocodu'o EOP-OI-SflP-NSW, "NuCi 
Svc Water Sys Recovofy ' 

BISHOP.E Carol na Power A Light Co 08/04/08 Mpp 47480.200-47409.210. 


-8311110159 Rav 2 to Emergency Oporaiing P/ocodure EOP-Oi-SRP-RflCCW. ''flo 
lor Bldg Closed Coo’mg Waier Sys hbcovoiv'' 

BlSHD^E Carolina Power A Light Co 87/05/20. 6pp 47409:220 47400 226 


-86111(0161) Rev 2 lo Emergent Oparaimg Procoduro EOP Ol-SRP-TOCCW, "1 
bine Bldg Closed Cooling Water Sys Hocovery." 

BiSHOPlE Caiolina Power A Light Co 87/05/28. 7pp. a7409’226-47400 232. 


-6611110161 Rev 0 to Eme-gency Cpe/oiing Piooodu'o EOP-Ol-STCP, "Sloom Coo 
Procefluie" 

aiASE.J.w. Ca'Oilna Power A L>ght Co. 04/05/04. 3pp 4740g'233'474e9.23S. 


-8611110166 Rev 5 to Emergency Opeiating Pioceduro EOP-Ol-UQ, "Usoie Gulc 
8ISHOP.E. Carolina Power A light Co. 05/04/00. lOOpp. 47A00.236-474S9341. 

-6611110170 Rev 6 lo Emeioency Oporaiing Procoduro EOP-Ot-ACCP, "ATWS • C 
lainmeni Cen'uoi P/oceduro 

Bl^DP.E Carc/iria POwC A I'lghl Co 00/04/08. 37pp. 47400:342-47400.010. 


"6611110172 Rov 6 to Emcigency Operating Piocoduio EOP-Ot-CCP, ''Contalnrr 
Control Procoduro " 

BtSKCP.f . Caiohna Powai A L'ghl Co. 00/04/00. 30pp. 47400.0)0-47400:000. 


-8611110175 Rev 3 vo Emergoncy Oporal-ng Proceduio EOP-Ol-EDP, "Emergoncy 
c'essuircaiion Procedure.'' 

BiSHOP.E CaiO’ihB Powe' Bbghl Co. 06/04/00. 5pp. 47490057-47400061 


-BB111I0175 Rev 4 lo Emergency Opotaiing Proceduio EOP-01-EPP-1L, "End f 
Procedure. IL." 

BISHOP.E. CaiothaPowBi A Light Co 00/04/09. opp 47400.002-47480070 


■•♦611110178 Rev 4 to Emergency Opaiaiing Procedu/e EOP-Ol-EPP-lM, "End ( 
Procedure iM" 

RiSHOP.E. Caiotma Pcwei A I19M Co 00/04/06. Opp 47490 07 1-474<)0 078. 

-6611110162 Rev 5 lo Emergency Ope/aiinn Procedure EOP-Ol-EPP-lN, "End I 
Procedure IN" 

BiSHOP.E Caio'ma Po-«0i A lighi Co. 00/04/06 Opp. 47400.076-47400.067. 


-661 11 101 18 RevO (0 Alternative Safe Shutdown Procedure ASSO-27."Oie$ei Genere- 
lor Bldg I Fi Elevation Oicsei Generator 3 4 Day Storage Tank Room." 

BiSHOP.E Carolina Power a Lrghi Co 06.'04/04 I2pp 47486 282-47460293 


-8811110185 Rev 6 to Emergency Oporaing Procedure EOP OI-EPP-lP. "End I 
Procedure IP," 

BlSKOP.E.CaJO'mft Power Alight Co. 66/04/06. 14pp 47490.688-47400"107. 


-861 1 1 10(23 Rev 0 la A/ierna'j-re Sale Shuidown (’roceArre ASSO-28. ' Oeaei Genera- 
lor Skjg I Fi Elevaiion Diesel Generator 4 4 Day Sfotage Tank Room" 

BiSHQP.E Carotma Power A light Co. 66103/03 llpp 47(86 307-47468 317 


-6811140058 Rev 0 to Aliernaiivo Sato Shutdown Procedure ASSD-03. "Control 
23 Ft Elevation Battery Room 1A" 

BISHOP.E. Cerolna Powei A Light Co. 66/04/04. 13pp. 47466.223-4740fr.235. 


-881 1 1 10 126 Rev 0 to Alteinalive Safe Shuidown Procedure AS50-29. "Control BKhi 
23 FI Elevation Battery Room 2A " 

BiSHOP.E. Carolina Power A UgmCo. 68/04/05. t2pp 47488 331-47486342 

-8811110(29 Rev 0 lo Aiiematrve Sate Shu'down Procedure ASSO-30L "Control RUa 
23 f I Elevation Battery Room 28 " ^ 

BISHOP.E Ca'Olma Powat A Light Co 66/03/04 tipp 47488 355 47489005 

-6611(10131 Rev 0 lo Alietnatvc Sale Shutdown PioceduieA8S03l."lM 2 Reactor 
Bldg South" 

BISHOP.E. Carolina Power A Light Co 88/04/05 tipp 474890I7-474B0027. 

'J.® ® Alternative Safe Shutdown Procedure ASSO-32. ' Ural 2 Reactor 

Sdd Nordi" 

BISHOP.E. Carolina Power A bghlCo 88/04/05 t2pp 47469 039-47489050. 


8810310017 Generic Lir 80-19 to all (uel Cycle facility liconi 
POBaesaing.uang.l/rpcrting.ejponing or transporting tormuU quaniii-es ol Slial 
srjM r^se ol deadly (wee by licensee guaids le pie-venl iheli of SNM Svc iisl 1 
BURNETT, RF. DMalon of Saleguards A Tiansporiaiion (Post 870413). 80/10 
Consol dalod Edtson Co. ol New York, Inc 3!pp. 47513:047-47613:077. 

Foewards SAIP Repis 50-324/60-32 A 50-325/66-32 on Jul 1667 - 
l08BOvorall parlormance saiislaciory but performance decroased s’Qnllicanlly 
P'evious assessment peiiod. 

ERNST.M.L. Region 2, Ole of Iho Dnector. 68/II/10. UTLEY.E.E. Ca/olma Pow 
HqhlCo. 3pp. 47614-335-47615 017. 

50-324/88 32 A 50-325/06.32 for Jul 1987 • 

■ B98. 

• Region 2. Oic of ihe D rector. 86/11/10. 40pp. 476l4-.33e.476i6-.oi7. 


DOCKETED ITEMS 113 


8811220079 Advises that 081017 rov to physical security piart cortslsionl w/piovisions 
of lOCFRSO 5-i(p) & accopiabio 

CLINE, W.E noyiOh 2, Ofc ol Iho Diroclor. 80/11/15 UTLEY, EE CsfOl^ia Power 8 
Light Co. 3pp a7617025-'17617O27 

8611220202 Expresses ihariks lo.' oHoris oxpur^dod m proparaiion & conduct of plani 
annual omcrgoncy response oxcrciso Pielminary observations re NRC partiopaiion 
provided lo mni during 081019 meoting 

ERNST,ML Regon 2, Ole of ihe Ouecior 00/11/16 UTLEY.ee. Carolina Power & 
Light Co. Ip. *17628 359-<17626 359. 

881 1230322 Adv.sos that 00101 7 Revs 4 A 3 to safeguards conungency & guard itain- 
Ing & guaiilication plans. rospeciivoly consisioni w/proviSlons ol lOCFRSO 54(p) 8 ac- 
coplabio 

CLINE, W.E. Region 2. Ofc ol Ihe Oreclor. 88/11/16 UTLEY.E.E. Carolina Poviror 8 
Light Co. 3pp 47641. 202-4/641:264. 


J. Insurance & indemnity Information 

8ST0280392 Forwards EncJo'SOmeni 7I lo NELIA Policy NF-218. 

OARHAM.C 0 Catplma Power 8 Light Co 80/00/30 NASH.O. NRC • No Oela/ed Al- 
fi'iaiion Given 2pp 47266 360-47266 361. 

88 10260297 Forwards EndorsomonI 61 lo MAELU Policy MF-QO. 

BARHAM.C 0. Carolina Power & Light Co. 08/08/30. NASH.O NRC • No Oelalcd Af- 
f.lalion Given 2pp. 47324 2l7 47324 2l8 


P. Operaling license stage documents & correspondence 

8811020043 Roguosis ihaf Confirmaldry Order EA02-t06 Imposing roquiremonts of 
OrunswicK improvemonl program bo discontinuod O.sconiinuaiion of >982 order would 
faciiilalo evolving mgl 8 process improvomonls 

HiCHEY.n.B. Caro'ina Power & Light Co. OB/iO/1 1. GRACE.J N Regiot* 2. Ofc of the 
Director. 2pp. 47400.323-47409.324. 

6810180360 Generic Lir 88-17 to all ho'dors ol OLs or CPs lor PWRs le loss of 
OIIR.Svc lisi one! 

CRUTCIlFiELn.O. Associate Oirocior lot Projccls (Post D704II). 88/10/17. ConsolF 
dated Edison Co of Now York, Inc. 84pp 47279:126-47279.241. 

6010270017 v'enfies accuracy of draft data for summary of racf>oaccfvd efflueiiia re- 
leased during l087.Corrocllons hsiod. 

LOFLIN.L I. Carolina Power 8 Llghl Co. 88/10/17. TlCHLER.J L DrookTiavon National 
Laboralory. 23pp. 47341:133 47341:155 

8810260164 Gonunc Ltr 08-18 10 all liconsoos of oporaiing reactors & tioldersof CPs re 
plant record storage on opilcal disks Sve list unci. 

CRUTCHFIELD, O. Associate Droctor lor Projocls (Post 6704tj). 88/10/20. Consoli- 
dated Edison Co ol Now York. Inc 45pp. 47513;001-47613;046 

8810310301 Summery ol 680831 mooting w/util In Rockville. MO re short 8 long term 
programs for onhancoment ol plant performance List ol eilorujoea S vrewgrepfts ancl. 
BuCkleY.QC Projoci Oiroctornio ll-l. 80/10/25 Project Oreclotfite ll-l. 56pp. 
47373.300 47373 363. 

8811010368 Forwards aliornolo solo shutdown procodurus.omergoncy operaling 
procoduros.conteinmoni venting diagrams & response lo PR Davis guosiion&per re- 
quest made at 800825 8 26 meetings re PRA rovlqw.lncluding fire scenarios. 

LOFLIN.L. I. Carolina Power & Liglii Co 00/10/22. Documoni ConUol Branch (Docu- 
n-ioni Control Desk). 20pp 47465.062-47490:107. 

>•6811010391 Rov 0 to Allornalivo Sale Shutdown Procedure ASSD-QO. "User Qude.*' 
BISHOP Caroi.rta Power 8 tlgfil Co. 66/04/13. 44pp. 47485.072-4748S.1l5. 

"8011010394 Rov 4 to Emergohcy Operaling Procedure EOP-Ol EPP-2A. "End Paih 
Procedure 2A " 

BlSHOP.E Carolina Power 8 Light Co. 06/04/06. epp 47480 064-47489.071. 

•-6611110001 Rov 0 to Aliernaiivo Sale Shutdown Procedure ASSO-01. “Aiiernetive 
Sale Shuldown Ptocudure Index." 

BlSHOP.E Carolina Powor & Light Co. 88/04/04 I24pp 47485:118 47405-239. 

•-8611110004 Rev 0 to Allornalivo Sale Shutdown Ptocoduro ASSO 02, "Cortirol Bidg.*' 
BlSHOP.E. Carol-na Power A LIgM Co. 88/04/05. 202pp. 47468008-47488-209- 

•-881 11 10009 Rov 0 10 Alternative Sale Shutdown Procoduro ASSO 04, “Control Bldg 
23 Fi Elevation Bauory Room IB " 

BlSHOP.E. Carolina Power & Light Co. 88/04/04. I3pp. 47466.230-47486.248- 

-•8011110011 Rov 0 lo Allornalivo Safe Shuldown Procoduro ASSO-OS, “Roaclor Bldg 
North." 

BlSHOP.E. Carolina Power & Llghl Co, 68/04/04. 25pp. 4/486 262-47486:286. 

—8611110015 Rev 0 to Allornalivo Sale Shuldown Procoduro ASSO-06. "Reactor Bldg 
^ulh." 

BlSHOP.E. Carolina Power & Light Co. 68/04/04. 23pp. 47487.061-47407.083. 

"8811110020 Rov 0 lo Alternative Sale Shutdown Procedure ASSD-07. "Reactor Bldg 
20 Ft Elevation ECCS Pipo Tunnel." 

BlSHOP.E. Carolina Power & Light Co 88/04/04. 9pp- 47487.105-47487;122. 

—6811110024 Rov 0 10 Allornalivo Safe Shutdown Procoduro ASSD 08, “Turbine Bldg." 
BlSHOP.E. Carolina Power & Light Co. 88/03/15- 12pp. 47487:123-47487:134. 

—8611110029 Rov 0 lo Aiiernaiive Safe Shuldown Procedure ASSD-09, “Sve Water 
8Wa“ 

BlSHOP.E. Carolina Power & Light Co. 80/04/04. 4pp. 47407:160-47487:153. 
"8011110032 Rov 0 to Altorhaiive Sale Shutdown Procedure ASSD-IO. "Condensate 


-8011 T10049 Rev 0 lo Ailernaiivo Safe Shutrlown Piocedure ASSO- 12, "Oiosoi Genera- 
tor Bldg 2 Ft EiovatlOh Olosol Generator Baaemeni." 

BlSHOP.E. Caro’ina Powor 8 Llghl Co 00/02/18 10pp. 4740?:2O2-47487210. 

-8011110066 Rov 0 to AlCoinaiivO Safa Shutdown Procedure ASSO 1 3. "Oiesel Qeneia- 
Icr Bldg 23 Ft Hlovoimn O.esol Gonoralor Coll I “ 

BlSHOP.E. Carol na Power & Lighl Co 88/03/ 14. 24pp 47487 247-47467 270. 

-68111 10069 Rov 0 lo AUnrnativo Sale Shutdown Procedure ASSO- 14. "Diesel Concia- 
lor Bldg 23 F| Elevation Diesoi Ceneraicv CeT 2 " 

etSHOT.E Carolina Power & LighiCo 00/02/18. 15pp 47487.283 47487 297 

—861 1 1 10087 Rov 0 10 Allornalivo Sale Shuldown Procedure ASSO-15, "DiOsel Genera- 
lor Otdg 23 F1 Eiovaiion D.esot Generator Con 3." 

8ISHOP.E- Carolina Power & Light Co 00/04/04 12pp. 47487 309-47487:320. 

—8611110077 Rev 0 lo AKornaliva Sale Shuldown Procedure ASSO-16, "Olosol Genera- 
lor Bldg 23 Ft Elevation Diesel Generator Ce'l 4 " 

BiSHOP.E- Carolina Power S Llghl Co 00/02/19 1 1pp. 47487:336-47487 348. 

•-86JJI10083 Rev 0 to Aliernal.ve Safe Shuldown Procedure ASSD-i 7, "Oiesel Genera- 
tor Dldg 23 Fi Elevation E5 Switchgear noom." 

BISHOP.£.Carol na Power & Lighl Co. 08/04/04 i3pp. 4/4B8.001-474B8013. 

-8011110087 Rev 0 lo Allornalivo Sale Shutdown Procedure ASSO-ie, "Desel Genera- 
tor Bldg 23 Ft Eiovalion Ee Switchgear Room “ 

efSHOP,E. Carolina Power & Light Co 80/03/28 26pp 4/466 026 4/488.050. 

-6011110090 Rov 0 10 Alternalivo Sale Shuldown Procoduro ASSO- 19, "Diesel Genera- 
lor Bldg 23 Ft Etovation E7 Switchgear Room." 

B(SIK:H=.E. Carol.no Power & Lighl Co. 68/04/04. I8pp. 4/408 063-47488 080. 

-80111 10093 Rov 0 10 Ailernaiivo Sale Shutdown Procedure ASSO 20, "D osol Genera- 
tor Oldg 23 Ft Elevation E8 Switchgear Room " 

BlSHOP.E. Carolina Power & Lighl Co 68/02/19. Itpp 47480:103 47488 tl3 

-001 1 1 10095 Rov 0 10 Aliornative Safe Shutdown Piocedure ASSD-21. "Diesel Genera- 
tor Sidg SOFi Hiovailon El Switchgear Room." 

BlSHOP.E Ca/ol.na Powor & light Co. 80/04/04. I3pp. 47466:127.47488:139. 

-8011110099 Rev 0 to Alternative Sale Shutdown Procedure ASSD-22. "Diesel Gonoro- 
ter Bldg 60 Ft Elovakori E2 Switchgear Room." 

BlSHOP.E Carolina Power a Ifghl Co. 88/03/14 I6pp 47480.152-47480.166 

"8011110102 Rev 0 In Aiiernaiive Safe Shutdown Procedure A5S0-23. "Diesel Gonoro 
tor QWg 50 Fi Eiovalion E3 Swiichgoor Room." 

BlSHOP.E. Carolina Powers Lighl Co 00/04/05. 12pp 47460:178 47488.109 

-00 f 1 f 10 104 Rov 0 to Aftomaiivo Safe Shutdown Procedure ASSD-24, "OiqsoI Gonora- 
lor Bldg 60 Ft Elevation E4 Switchgear Room," 

8»SHOP.e- Cnroiirta Powor & Llghl Co. 90/03/06. 1 ipp. 47406:205-47488.215. 

—0611 1 10106 Rov 0 10 Allornahvo Safe Shuldown Procoduro ASSO 25, "O.esel Genera- 
lo' Bldg 1 Ft Etovat'on O.esel Gonoraiot I Four Day Storage Tank Room " 

BISHOP.E. Carolina Power a Llghl Co. 88/04/05 13pp 4/488 232-47406 244. 

—801 1 1 181 13 Rov 0 lo Ailernaiivo Safo Shuldown Procedure AS50'26, "Diesel Qonoia- 
lor BMq I Ft Eiovalion Oiosol Genorator 2 4 Day Storage Tank Room " 

BISHOP.E. Caro'ina Powor a Llghl Co. 0Q/O3/O4. 13pp. 47498 257-47460 270 

-60111101 16 Ruv 0 lo Alternative Safo Shutdown Procedure ASSO-2/. "Diesel Gonoio- 
lor Bldg I Ft Eiovalion Diesel Gcnoralor 3 4 Doy Storage Tank Room." 

BianOP.E Carolina Powor a Llghl Co. 80/04/04. 12pp. 47400 202-47400 203 

-8911110123 Rov 0 lo Allornalivo Sale Shutdown Procedure ASSD-28. "Diesel Genera 
lor Bldg 1 Ft Elevation Olosol Generator 4 4 Day Siorego Tank Room." 
eiSHORE. Carolina Powor & Llghl Co. 00/03/03. 1 ipp 4748B.307-47480:317. 

•*6811110128 Rev 0 to Aliornetivo Safo Shutdown Procedure ASSD-29. "Conitol Bldg 
33 F( Elevation Ballory Room 2A " 

BfSHOP.E.Carofna Powers Llghl Co 66/04/05. f2pp. 47468-33l-4746e:34P. 

"8011110129 Rev 0 to Aiiernaiive Safo Shutdown Piocedure ASSO 30. "ConUol Bldg 
23 FI Eiovalion Ballory Room 20." 

BiSHOP.E. Carolina Powor a Light Co. 86/03/04. llpp 47468 355-47480:005. 

-0811110131 Rov 0 to AltornaUvo Safo Shuldown Piocoduie ASSO-31, "Unit 2 Reader 
Oldg South." 

BISHOP.E. Carolina Power a Light Co. 88/04/05. 1 1pp. 47460.017-47489.027. 

••8811110134 Rov 0 to AUernatWo Safo Shuldown Procedure ASSD-32, "Unit 2 Reactor 
Bldg North. " 

OISHOP.E. Carolina Power a Light Co. 88/04/05. I2pp 47489.030 47480.050. 

-0811110140 Rov 4 to Emorgoncy Operaling Piocoduie EOP-01-EPP-2B. "End Path 
Procedure 20." 

BISHOP.E. Carolina Power a Light Co. 80/04/08 Bpp, 474D9;072-47489.[)70. 

-8811110141 Rov 3 10 Emorgoncy Operating Piocedure EOP-Ol FP. "Flooding Proca- 
durd." 

BISHOP.E. Carolina Powei a Light Co. 86/04/16. 2tpp 47480 080 47489:100. 

“8811110144 Hev 4 lo Emergonoy Operaling Procedure GOP-OI-LEP-Ol, ''Aliernafe 
Coolar«1 Injection " 

Bi5HC^.E. Carolina Power a Light Co. 68/04/08. t5pp. 47489:101-47489:1 16. 

-0811110145 Rev 4 10 Emergency Operating Procedure EOP-01-LEP-02, •■Allernaio 
Conitol Rod )r)3ertiDn:LEP-02 " 

BISHOP.E. Carolina Power a Light Co. 08/04/22. I2pp. 47489.1 16-47489.127. 
"8811110146 Rov 3 to Emorgoncy Oporat-ng Procedure EOP-Oi-LEP-03. "Allemaie 


ruwfi ays nttovtiy. 

BISHOP.E CatC'naPoAef&lighiCo. ea/04/08 Bpp <I7‘189 164 47469 189 

-8811110155 ncv 2 to FrrcfgQncy Ope'at 09 Procedi-Te EOPOl-SRPCSW. "Convofl- 
IcmatSvcWaU' Sys Recover^. ' 

eiSHOP.E CeiPiina Powa.' 8 lig**! Co. 87/06/26 8?9 47409.190 47489:197. 

-8611110155 Ro</ 8 Id Emargoncy Ope/aVng Proceduro EOP Oi-SHP-iSA. "ir.svumeni/ 
StfC Aif Sus Racovofy." 

BISHOP.F Ca/Ol./ia Power & l.'yhl Co 87/05/28. 8pp 47489 198-47489-20$. 

-8011110158 Rov 3 10 E/ne/gency Operating ProceJjre EOP Qi-SRP NSW. ’■Kt-cioaf 
Svc Water Sys Racowery" 

BISHOP, E Caro: na Power 4 UghI Co 88/04/08 I4pp. 4?489 206-47489PI9. 

••8611110159 Raw 2 IP Emergoncy Ope/aVing Ptoceduio EOP Oi-SRP RBCCW. "neac- 
ter B'dg Cosed Cooimg Waler Sys Recowety." 

SiSHOP.E. CatoVa Powe/ & Light Co. 87/05/28. 6pp. 47489 220-47489225 

— 8BIIIIOI6O Row 2 IP Emergoncy Opomiing Proceduro EOP-Ot-SRP-TUCCW, ' luf- 
the Bdo Dosed CooLog Waiet Sys Recovery " 

CiSHCPIE. Carolina Power 8 Ugtil Co 67/05/28 7pp 47409.226 47459232. 

-551 1 110961 Rov 0 lo Emergoncy Opeia’-ng Ptoted-ua EOP 01-S1CP. "Sie&m Cool-f-g 
Procodjre " 

C11ASE.J W, • Carol ne Power A light Co 84/05/04 3pp. 47489 233-47489235 

-0811110166 Rev 5 to Emergoncy Opo/eting Procoduro EOP 01-UG. ‘'Usora Giado.'' 
UlSHOP.E. Carol-na Power A Light Co. 88/04/08. 106pp. 47469 236-47489 341. 

-061 1 1 10170 Rev 6 lo Eme/ooncy Oporal ng Procedjro EOP Ot-ACCP. “ATWS - Cftfi- 
lainmem Ccoitol Ptocedu'o^' 

B'SHOPE. Caro;na Power A Light Co 88/04/08. 37pp 47489 342 47400.016 

-681111D172 Rev 6 lo Erne'gercy Operaing piocedu.’e EOP-Oi-CCP. "Conl&nmeni 
Convoi Prococlu.-e " 

SISHOP.E Carolina Power A Lighi Co 86/04/08 3epp. 47490019-47490056. 

-6811110176 Rov 3 lo Emergency Opeieling Proecdora EOP-Ol-EOP, "Emergency Oo- 
pressuiiceiion Proceduro." 

BISHOP.E. Ca'OLna Power A light Co. 66/04/08 5pp. 47490 057-47400'C5i 

-8811110176 Rov 4 lo Emergency Ope/aiing Procaduia EOP-01 EPP-IL. ‘Erjd Paift 
Procedure 11." 

BISHOP.E. Caro' ra Powor A Light Co. 88/04/08. 6pp 47490:062-47490 070 

-6011119178 Rov 4 to Errergoncy Opatoling procedure EOPOl-EPP-iM. "End Paih 
Procodu'o IM" 

QISHQP.E. Carahpa Power A Light Co. 86/04/06 0pp. 47490 07i 47490078. 
••6611110152 Rov S to Ernoigcncy Opeiotmg Procedu'o ECP-Ot-EfP->M. 'Em) Path 

Procedure in.” 

BISHOP.E. Cirol'PS Power A Light Co 68/04/08. Opp 47490.079 47490 087. 

-8611110165 Rev 6 to Emorgency Operaing Procedure EOPOi-EPP-iP. "End Padi 
Proceduro 1 P " 

BISHOP.E. Carolina Power A Light Co. 68/04/09 I4pp. 47493066-47490.107 

-6611140056 Rov 0 to Atiemeiira Sale Shoidcwn Piocedurc aSSO- 03. ''Comtci 6109 
?0 Ft E'evat’On BalloryRoom lA." 

6JSHOP,E.Caio:inaPowcrAl(gt>iCo 66/04/04 13pp. 47406223 47496:239 

6611030017 mre/rns ol uiil mienl lo iicenso iSFSi at plant Application «ni> be $ubm:iod 
^560106 

RIChEV.RG. Caro'iia Power A L'Ohl Co 88/10/2S. OHco d Nuc>ear Material Saloiy 
A Sa‘aavard9.Diroc1or. ip 4742209347422003 

8611030359 App canon Ipr amende to Licpnjes OPR 02 A OPR 7>.ro--n$ing Toch Spec 
Sociron 3/4 4.6. "P/OSSpio/Tairp Lirrnls." 10 mod-ly cu'ieni wo-'d ng.t mil ng conditions 
lor opoiaion A prossure lamp limn curves consislanl w/tpgii'aio'y gutdancoRoo piud- 
MCOUFFIE.M.A. Caroina Power A Light Co. 86/10/26 oocurror.i Control StarKh 
{DocumenlCouL'Ol Oesh) i3pp. 47425140 47428 189 

-8611030364 Proposed Tocli Spec Section 3/4 4 6, ‘'Prossi/ra/Torrp LMis." motsiy ng 
curroni waclngtimllmg condilons lor oporaiion A press'ire/(omp Lmt corvos consist- 
ent w/curiunc rcguialory gu-danco 

* Caro'ina Power A Lighi Co. 60/10/26. 29pp. 47425:181-47425:169 

8611030453 App'caifon for amends to Licenses OPR-eZ A OPH-7l,rov;sirtg Toch Spec 
looinoio cn Paqo MO 10 allow reactor mode swiicti to bo p'acod m reluol posooci 
while sinj'o conirol rod being removed. Fee pa d 

MCDUFnE.M.A. Carotins Power A Light Co 86/10/28. Oocumcnl Control Dronch 
(Doci/menl Control DosK)- 9pp 47427:347-47427.359. 

-881 1030465 Proposed Toch Specs re operatonal cond.hon leblo loolnoie 

• Catetma Power A LighiCo 66/10/26. 4pp. 47427.356 47427 359. 

6811140072 Ad/Isos lhai NRC wou'd preler penodic UuelinDs ftoip 
results. recommo.ndaiions & piogross made on mgi appra-sal Proposed mealing 
schedule requested 

ERNST.ML. Reo'On 2. Ole of the Director 60/11/01. UTLEY.EE Caroina Power A 
light Co. ip. 47537 345-47537:346. 

6611078243 /kppi.ca'Jonlor amends to licenses OPH-71 A OPR 62 ^han^ng Teen Spec 
3.6 6 3 bases lo clenly diywol doinoriing.par Insp Ropis 50-324/e7^37 A 50'325/67< 
36 Fee paid. 

RiCHE'i.R & Cstchna Pcvwei A Light Co. 66/11 /02. Document Conimt Drench (Oocu* 
mani Control Desk). 7pp -i746i.0S2-4748i:0ai. 

-9811070244 Pioposod locti Specs .changing bases re drywo-.l da noriirig 
’ Carolina Rower A Light Co. 86/1 1/02 3pp 47461059-47461:061. 


3811080200 l/dr^ms Ol uiil decision lo withdraw 06iti3 A 070126 appLcaiions ic 
amend to Lice.ises OPR-62 A DPR-7l,doleling tequremoni 10 puitorm to/r.p sensor 
response ume lesi ng on various swiiclies A ihermacoup'os 

MCOUFflE4/.A Cero'ina Power A Light Co 80/11/02 Documoni Centro' O's-kM 
(Oocume-ht Control Desk) ip 47504:115-47504:115. 

6911140160 Applicaion Im pmonos lo Licenses OPR-63 A DPn-7i, c'atitving sve wale: 
punv) oparauil ly requ remenCs 10 bailor roMect plant design A provide ope/ohonal 
lle>iN (yFoe pad 

MCDUFFIE.MA. Caio'ma Power A Light Co 88/11/03 Documoni Conirol Dranch 
(Ooct/mc/'J Control Dosk). 0pp 47544 045 47544 077 

-8611140186 Proposed Tech Specs clarilyi.ng sve water pump oporebl'ity rcquiro.-riGnts 
tobotlor ratted p'ant design A prov.do oporalional lloxibi'ily. 

* Carol' t»a Power & Light Co. 68/11/03 24pp. 47644 054-'t'/544.077. 

8611160144 Advises ihat BBIOi 1 request tor discontinuance ol Conhrmaiory Order EA 
82-108 re piant iirp.'ovemoni prograrn under lovcow.Util will bo Informed ol decis on In 
noar luiuio 

REVES.IA. flog on 2. Ole ol iho Director. 80/11/07. DTLEY.E E. Carolina Power A 
LtgtilCo Ip. 47569034 47589034 

8811160361 Notll canon ol 681122 mectmg w/ulil lo RockviHs.MO to updato NRR nigi 
on aci.viiies re util nuclaai programs 

AOENSAM.E.O Pro.od Directoraio li-l. 88/11/14. LAINAS.G.C. Assislani Director (or 
flog bn n neacto's 5pp. 47584 075-475&4 07d 

6811210344 Submits lisiDd design into per sys containment isolation valve 
rcconfiguraiion.iriclud ng check valve dascnpiion A basis A drywoll nonintorrupliblo m 
sl/umcni ar sys p<pinn akoich.pe/ raquesi 

lOi'UNA.1 Caroina Power A Uglil Co 88/11/15 Document Control Branch (Docu- 
moni Control Oesk). 3pp 47596:250-4/696 252. 


a. Inapectipn reporla, IE Bullellns & correspondence 

6610030249 NRC Info Notice AS 079, "M.suso ol Flashing Lights tor High RaOiQlion 
Area Congo's " Sve lisi end 

ROSSi.CE (Xvison ol Opoifttiona' Events Assossmonl (Post 070411). 06/10/07. 
Consddaied £d-son Co. ol Now York, Inc. I23pp. 47279.242.47200 003. 

66I03S0249 Forwards Insp Rapis SO-324/BB-35 A 50-325/86-35 on 800D12 I6N0 vlo- 
■41‘onsor dOKSl'Ons noted 

CUNE.W.E Region 2. 0(e ol iho Diroctoi. 88/10/12 UTLEY.E E. Carolina Power A 
lighiCo. SfiP 47^9:092-472&6 094 

-061O2SO2S1 PartiSky vrilhtiotd Insp ReplS 50 324/66-35 A 50 325/80 35 on 860912-16 
(tel iOCFn2.790(d) A 73 2i).No vio'alions noted Ms|or areas inspected program 
aud't records A repis power supply A tra'ning A qualilicat-on. 

MASNYK.OM.. MCliUlRE.D.n Heoirpn 2, Olc Ot the Director. 80/10/06. Ip. 
47259:094 47260 094 

68I<I07«i14 NRC Inio Notice 86-062. '’Tprus Shells W/Corroeion A DegradoJ Coatings 
m OVk’R Conu)inir«/ite.’’ Sve hsi end 

ROSSi.ee Ow.sicn O' OMcewndt Events Assossmerii (Post 670411) 08/10/14 
Corisohdeied EASon Co 01 Now York, Inc 1 lOpp. 47280.124'47280'235. 

9916140312 NRC iMo Nciice 89-005. "Drbken REriaining Block Studs on Anchor Oafi<ri\) 
Check Vaivos " Sve list end 

R05Si.ee Oiv^srcn ol Oporaticnal Evonis Assossrnoni (Post 070411) 06/10/14 
Consohdated Edison Co. ol New York, me 1 i0pp 47<ie3:l99'474e3:3i8. 

9910146016 NRC in-'o Notice 68 084. "Delociive Motor Shed Keys m Limiiorquo h/cloi 
Aclueiors ’’ Sve list enci 

ROSSlC.E Division pi Operational Evonis Assessmeni (Post 87041 1). 88/10/20 
CofisCitkJavea Edison Co. of New YMV, mo. U0pp 47260:004-47200'123. 

8010170391 NRC inlo Nohce 88-088. '‘Oparaiino W/MuHiplo Grounds in DC D<8iribu1:o/i 
Sys ■■ Svc •'Wl enci 

ROSSi.CE (^vision ol Oporalional Events Assessmeni (Posl 870411) 8O/1O/21. 
CottsoUeied Edison CO- O' Now York. InC 1 16pp. 47483:081-47463:197. 

6011030259 Adv.sesol results ol evaluation ot 860603 denial ot violation nolod in insp 
Kept 50-325/68-14 Ymlhiion occuiied as slated Response descnb.ng toasone lor vio- 
lailons A acsens planned or taken requested. Evaluation end 

REYES.L.A Regon 2, Olc of ihe Director. 88/10/27. UTLEY, E E Carolina Power A 
UlgWCo 3pp 47427:249-47427 251 

8011070243 App'icaiion lor amends 10 Licenses DPR-71 A DPR 62.changing Toch Spoc 
3 66.3 bases 10 dailly diywell dcinetimg.per insp Repis 50 324/67-37 A 60-325 '07- 
36.FOO pul. 

niCHEV.fl 0 Caici''na Power A LinhlCo 68/11/02 Document Control Branch (Ooc«/- 
moni Cwiiroi Desk) 7pp 47461:052-47461 O61 

8911000242 Forwards list m losponsP lo 890922 request I01 sddi into to devaiopmont 
ol risk -based >nsp guide Sys descriphons. abnormal operating procoduros.emerQoncy 
operaing procedures.opeiBling procedures A drawmaps listed 

LOFiiN.L.L Carolina Power A Lighi Co B8/11/O2. Documeni Conirol Branch (Dpeu- 
menl ConVolOosk) 7pp. 47474 310-47474 325 

88110M127 Confirms C6102I lolcon between MA McDullie A PE Fredickson ro rngi 
moehrig scheduled lor 681 12 1 el pieni sile lo review results ol SALP lor Jul 1987- Aug 
1998 

ERNST.M.L Region 2. Olc ol the D-reclor. 86/11/02. UTLEY.E E Carolina Powur A 
lighICo 2pp 47495042-47495 043. 

0811090390 Forwards Insp Ropis 50-325/88-36 & 50/324/68-36 on 680912-16 No vio- 
lations or dev Btions noted Aiienhorv invited lo unresolved items. 

HF.ROT.AH Regon 2. Olc ol Ihe D.recior 68/11/03 UluEY.E E. Carolina Power A 
LighiCo 2pp. 47502.104 47502:1 16 


-Se 11090394 Insp Ropis 50 324/00 36 & 50-325/06-36 ort 000012- 16 No violalions oi 
cfoviaiions noicd Major ntoas lospoctcd Mark I conienrr.eni tong-ioim piogram 
mods Thteo unrosolvod iloms idoniil.ctl.includ ng supp-'OSS'on pool temp 
ChO'J.RC BLAKe.J.J Region 2, Olc Ol IhoDiteciOi 88/ 10/28. t3pp 47502.106- 
47502 110 

6011140342 Suppis rosponso to 880725 nonce of violation 8 p/oposod ImposiHon o1 
civ.i penalty Escalated portion In amo.mi of $25,000 ol civ.l pcna'ly enct 
MCOUFPiEMA. Ceroina Power 8 light Co. eo/iW03 Ole of Enloiconteni (Post 
870413) ip 47546 249 47546 249. 

8B 1 1090407 Forwards Insp Rnpts 50-325/00-34 & 50 324/08 34 on 803931-30 8 noiko 
Ol v oiat on.Acirll viclaiion involving oporaior lack oi aiioniion also idan'. tied 
VERRELLI O.M. Region 2, Ole Ol the Oi'oclor. 66/11/04 UtLEY.E E. Caio'ina Power 
8 Light Co 2pp 475t4.053-47514.067. 

••8811090400 Nonce o< violation Irom Insp on 0Q09QI -SO.VioiaUon rwiod. oflociiva 
moasiiios lo incorporaio design bases into drawings not csiab'ished m Itsal OtawirQ 
FP-9700 lor primary conia.nmont boundary valve spcciliod 25 psig max p/ossuio. 
VERREILI.O.M. Region 2, Olc ol the Droclor 88/11/04 Jp. 475t4.O55-475l4.065 

-8811090412 Safely Insp RopIS 50 324/88-34 8 60 325/88-34 on 680901-30. Vtola- 
iions noiod Ma;or areas Inspocied mami ohaervanon. eurvoJ'anco 
obsoruation operational saloiy venlicalion. I0CFR31 lallawup 8 LEBa loviow. 
RULANOWH LEVIS, W FFlEDniCKSON,P. Reg on 2, Olc pi Iho Daocloi. 80/11/04. 
12pp 47514.056-47514.067 

8811150489 Ack recoipi of 881013 Hr Inloirr.ing NRC Ol steps lakon tocoooci wiolal-ons 
nolod in Insp Ropis 60-324/88-24 & SO'32S/bo-24 

VERRELLIOM Region 2 Olc oMha □ rector. 88/1 1/09. UTLEY.E.E Catolina Power 
& Light Co. tp. 47549.120-47549.120. 

8811040324 Suppi 3 10 NRC Into Noiico 05-106, "Peodwoter Lino Break." Sve I si end 
ROSSl.C.E. Division ol Opcralional Evonia Assossmoni (Post Q7041I) 60/n/l0. 
Consoi tJaied Edison Co. of Now York, Inc 1 13pp, 47659.07p-47559.l84 

SSII22OI04 Forwards SA(.P Repla 50-324/80-32 S 50-325/88-32 on M 1987 - Aug 
igoo.Ovorali perlormanco salisleciory but porlormancn docroasod significantly horn 
revious assuGsmoni period. 

RNST.ML Regon 2. Olc ol ilio Dnociot. e0/ii/i0 UTLCY.EE Ciirorma Power 4 
Llghl Co. 3pp 47614,335.47615 017 

-6011220167 SALP Board Repia 50 32-1/80-32 4 50-325/08-32 lor Jul 1987 • Aug 
1980 

• Region 2, Ofeof the O-toclor. Q8/n/l0 40pp. 476I4 336-47615.01? 

0611090284 NRC Into Notice 80 007. "Pump Woar 4 ForeiQn Ob|0CiS in Plant P^Mng 
Sys" Sve iiSl onci 

ROSSI, CE D.v.S'on of Oporaiionai Evonia Aaaoasmoni (Post 0704ii). 80/11/16 
Consol dalod Edison Co. of Now York, inc 1 13pp. 4760 i:020-47COi 132 

0611090403 NRC Info Notico 88-088. "Oogradation of Woskrighouse ARO Relays." Sve 
liSl oncl. 

ROSSl.C.E Oivisiuii of Oporaiional Evonia Asaoesmoni (Post 0794ii) 6A/ii/i6 
Conscl.daiorl Edison Co of Now York. Inc li3pp 47697. 0Ol-4?597. 113 

8811160086 NRC Info Notice 88 008. ''Dog<a<iQi<on of Kapton Eiocmcaf inaulaiiort." Sve 
list oncl. 

noSSl.CE Division ol Oporaiional Evenis Assossmoni {Post 870411). 88/1 172< 
Consolidated Ed'Son Co oINow Yoik, inc 1 13pp 47603 045 4 7603 I6l. 

8811180470 NRC Inlo Noiico 88 092, "Poionlial lor Spool Fuel Pool Ororidown" $vc 
list oncl. 

HOSSl.CE Division of Opnrahonal Evonig Asfiossment (Posi 870411). eO/il/22. 
Censo'idaiod Edison Co. ol Now York, Inc 1140P 47606:124 47606237 

8611180318 NRC Su'ioim 80-010. "Nonconforming Molded Caso C-rcml Oroakers." Sve 
b9l oncl 

ROSSl.C.E Division ol Oporaiional Evenia Assessment (Post 87041 1) 8O/11/22 
Consolidaiod Edison Co 01 Now York, Inc. 12lpp 4760800t'47Q08 123. 

6610260236 Forwards Summary ol 680908 onlorcomoiU conforonco ro Inairumoni inaial- 
laiion dolicionc'os 4 non consorvaiisms in insifumonl sellings assocaied w/HPCf/ 
RCIC h:gii gleam lino flow isolal'On Rolalud mio.includinn atlondoos ksl oncl 
ERNSTML Region 2, Olc ol Itto D.iGCioi 88/1O/O6 UTLEY.E.E CaioSno Power 4 
Lrgw Co. 4?pp. 47323 1.33-47323 174. 


8611000125 Part 21 rapt re deloci .n Limiio.-que Coip supp'icd saloiy- colaiod SMB 
valve actuators w/RH insu'atorj dc motors that may not develop full rated siariing 
torqiio al e’evaiod ambient lumps Review of rr.oiors by i-consoos recommerrded 
WILKIN^NI.E LIm.iorque Corp 86/11/03 01i.ee ol Nuclear Reactor Regu’olion, Oi 
reclOfCPlkSt 870411). 16pp 47525:227-47525 242 

8611160481 LEH 88-022-00 on 86l0l4,camioi rooms roceived pr-mary conlainmoni iso- 
lation sys &oup 6 Isolaiio.'i.caus ng ouio start ol standby gas treatment sys Caused by 
Lmiiaiion ol ht-N radiation alarm s.gnais.Sigr>8ls rosoi.W/88t 109 Hr. 

HAHRIS.T, HAnNESS.JL Carol.na Power 4 Light Co fl0/ll/00 Spp 47547 230- 
47S47 234 


DOCKET SO-326 UNIV. OF CALIFORNfA AT IRVINE RESEARCH REACTOR 


V. Ope/ator Examinations 

8811140207 Noiilios ol 890110 mooimg w/Rtig^on V In San Francisco.CA to dscuss 
NRC roaciot operator licensing program In Region v. 

KlBSCH.O.f. Region 6, Olc ol Iho Dirocior. 80/11/03. MILLEH.G. Califoma, Univ. ol, 
Irvine. CA 3pp 47535 1 46-4 7533: 148 


DOCKET 80-327 SEQUOYAH NUCLEAR PLANT. UNIT I 


F. Secumy, medical, emorgoncy 4 fire gfolocilon plans 

48I02504B1 Forwards object.vos lor I9G6 radio'cg'cal omoigency plan 
eicercisoCxercise cunenily scheduled wk ol 86i3i2.W/o oncl. 

GRlD1.£Y.n. Tonnoasoo Va'ioy Authority 83/00/27. Region 2. Olc ol iho 0 recloi ip 
47263 360^72C8;360. 

4418278088 Rov.swf e/rofgoncy pisn implemenlinn procedures, fnclud ng Rev 0 10 EPIP- 
2nov 0 10 EPIP-3.R0V 0 lo EPIP 4,nRv 0 10 EPIF-5, Rov 0 lo EPlP-IS.Rov 0 to EPIP- 
le.Rov 0 to EPiP-l9.ROv 6 lo IP-20.W/6D1020 Ur. 

GRIOLEY.R. Tennossoo Valley Auilionty. 08/10/20 Documanl Control Branch {Oocu- 
morn Conlfol Dosk) 93p? 47342 070-47342 142 

8810270326 Roquosis Ihial lomporary dovialion from reguitemonts ol lOCFRSO.App 
R.Sociion iliG2 romam In oUeci until restart Irom Unit 1 Cycio 4 reluolmg 
oulanoOateof 88n3() commiimont lor suDmiKalof plan revised to 661221 
OHIOLEV.H Tonnosaoo Vo'loy Aufhoniy. 86/10/20 Document Control Branch (Oocu- 
mofti Control OosK) 3pp 47325 309 47325 311. 

B61I010209 ForwarrJS Insp Ropis 50-327/00 40 4 50-320/86 40 on 880925-1004 4 
nouco ol violbiion.unroso’-vod item ro improper exiting el Limiting Condition lor Opoi- 
a»on 3.4 8 2 I when Rl-iR isoist on vsivo inopo'sbio idontiliod. 

MCCOY.F.n. Olc ol Spociei Projects 98/10/20. WXITE.SA. Tonnosseo Valley Au- 
tlwrily. 2pp. 4740 4 2 1 2-4740 4 233. 

-8611010216 Insp RoptS 50-327/80-40 4 50-320/00 40 on 880025-1004. Violellon 
noiod.Me)C4 aioas mspociodoxtondod coniit>i room operoi-on 4 oporetionoi saloiy 
voriHceuon.inciuding rauiaiion pioiocuon & sniogusids 

JENISON.K. Rog>on 2. Ok of the Direcior WATSON, L. Olc ol Special Projects 88/ 
10/21. 16pp 47404 218 47404:233. 

66II0I0312 ForwoidS Insp Ropis 50-327/88-39 4 50-328/89-39 on 660806- 0012 8 
nolko oi vtoiai-on 

MCCOY.F.n Olc 01 Spociei ProjoetB. 88/10/20. willTE.SA Tonnosseo Veiiay Au- 
Ihorily. ?pp. 47402 073-47402:102 

-8811010378 Insp Ropia 50 327/88-39 & 50-326/88-39 on 080806 0912 No violBliona 
noiod Major sioas inspocicd operational safety veiilicailcin,lnciuding oporeiions 

B orlotmiinco.sys llnovpS. ladrstion proloction & saicguards 4 housekooping insps. 
'AnMON.P.C WATSON.LJ Reg-on 2, Olc 01 the Director. BD/IO/IB. 24pp. 
474021)70 47402 102 

8810260378 Advises that aoparato itr sent to Region II, Emergency Prepatodnoss 
Soctron.w/deiBiiod sconano lor 1980 radioiogicel omorgency plan exercise. Exercise 
curroniiy scbodulod lor 881212 

GRIDlEY.R. Tonnossoo Vniloy Authority. 80/10/27. Document Conirol Branch (Docu- 
mont ConUof Oosk). 2pp 47387.247-47367:248. 


R. Periodic operating reports 4 related correspondence 

8811150416 Monthly opoiaimg repis for Oct 1908 (or Orunswtek Units i 4 2W/601104 
Ur. 

HARRISON F HARNESS.J.L Csro'ma Power 4 Light Co 89/10/31. 12pp. 
47550.120-47550 131. 


S. Reportable occurrencos, LERs 4 related correspondence 

6811010403 LER 06-02I-00 on 8e0926.Group 6 Isolalion occurred duo lo actualloo of 
log-c circuitry Ol auxiliary inp unit ol roacior bldg ventilanon oxlisusi 
mon-cof Technicians chocknd baliory ol insirumonieiun 4 conirol group W/BSW36 Hr. 
PASTVAMJ. HARNESJL Cero'ina Power 4 Llghl Co 80/10/26. 4pp. 47400:304- 
47406.307. 

8811100282 LEH 88 014-02 on O0O6O6,HCiC sloam leak dotoction sotpomia 4 HPCI 
soipo ms doiorminod to bo set nonconservalive'.y li.gh Caused by orronoous dale & 
molhodology rocoivod Irom GE Sotpoinie ed|usiod.W/00l03i Hr. 

PASTVA,M.J , HARNESS.J.L Carofna Ppwor 4 Light Co 68/10/31. t4pp 475I0.1M- 
47510.197 

8811140024 LER 88 010-01. on 80O7O6,discovored that design ol HPCI purnp dschargo 
vaivo inadoquale Causod by inadoquato design review. Larger motors rnsiaRed on oacli 
valve. V.HveF006 wiU bo tolocaiod lo elminaio heal source problem W/0ftlO3i lir 
PASTVA.M J., HAHNESS.J L Caro'ino Power & Light Co 88/10/31- 5pp- 47540:150- 
47540 154 


861 1090215 Forwards deiaiiod scenario lor 1088 tediolog cal emergency plan oxorcse 
schodt/edlor 08121 2.por NRC 64101 1 loquosl. 

GBiDLev.n. Tennessee Valley Authority. 80/10/27 Region 2. Olc ol iho 0 rector. Ip 
47484 082-47404:002. 

88103100(7 Generic ttr 08-10 to aN fuel cydo faciirly Icensees 
possossrng.tisrig.imporiing.oxporling or transporting lormuia quantities of strategic 
SNM to uso ot deadly lorco by hcenBoo guards to provooi tholl ol SNM.Bvc list oncl 
BUHNETT.n.F. Division ol Saloguards 4 Transportalion (Post 870413). 88/10/20. 
Consolklaiail Edison Co ol Now York, Inc 3lpp. 47613047.47613.077. 

8811090251 Foiwords Insp Ropis 50 327/06-44 4 60-328/08-44 on 880913-1005 4 
noUco ol vio'aliijn.Ono unrosolvod item idoniilied ro adequacy ol lire watch Insps. 
MCCOYFfl Region 2, Olc ol the D.teclor. 88/10/28 WHiTE.SA Tennessee Va'ioy 
Authonly 2pp. 47524 131-47524:165 

••8811090257 Insp Ropis 50-327/08-44 4 50-328/08-44 on 000913-1005. Violations 
noted Major areas inspociod operational saloiy vonficollon mclud ng oporaiioos 
norlormancQ.sys lineups, rndioton ptoiocuon.Galeguards 4 housokeoping msps. 
JENISCW4.K.M . HAHMON.P.E , WATSON.L J Rag on 2, Olc Ol Iho Direcior. 88/10/ 
24.3irip 47524:135-47524:165 

8811080001 Requests romiiianco ol loos lor 061003 4 13 opphcaiions lo' rehof Irom 
Section XI ol ASME bollor & proGSU'O vessel codo ro bone acid Iranslor purrp IlOw 
meoeuromoni 4 request tor deviation Item roquirornenls Ol lOCFftSO./Wp R 
D4GOS.HM. Liconso Foo ManagomonI Hranch QO/ll/OI WHITE.SA Tennessoo 
Valley /UitliO'ity. Ip. 47474.098-47474 090. 



no UUUKbTtD ITEMS 


&811O904S9 Ad/ses ihal Rov 0 to gereda janoioe’cal emorg&nc/ ptan contornis lo 
ptanr'ng stds o< tOCFRSQ.A7to> & «cq-J''an'en's oi App E lo tC)CrRS0.'*#o«'* pkcqp- 
tion involving ddetio/i ot cnipna addressing sustained winds ol hurricane (orce 
WwCOV.F R Regio i 2, Oto Of the Director 86/1 1/01. WHiTE.S A Tonofessoe Veley 
Aull'orly. 2pp. •S76l4.05t-475l4 052 


8S1 1020181 Provides addi info re plant ATWS m ligation sys actuation circuits (AUSACj 
dssgn.AMSAC destgr^.when linpiotnentedvnil conlotm lo feouitcmonis ol 
I0^RS0 62 

OfliOtEV'.fl Tennossee val'ey Aulhonty. 80/10/25. Document Control Branch (Doco- 
ment Control OesM.epp 474(4 240 47414 289 


8611100210 Forwa'ds safety evaijaton re loques! tor rieviaiion rrp.ii App R requro- 
monss Involving (i.'a bamers around tra'ns & pla.nt liro suppression sys componsaiatY 
moasuros discussed in evaijsfion acceptable uni.i dewieion opires in 1990- 
RICHARDSO.I.S 0 Olc of Special Projects 68/1 1/04 WHiTrs.A Tenressee VaSey 
Authority. 3pp 47535075 47535.080. 

—881 1 1IH>2tl Safety evauaiion support ng request !ot deviation (lom App R requra- 
rrienis re tiro resistance of f.'e barriers around rodundani trars 8 (equ.>ed t»o sup- 
pression sys. 

' Ofc of Special Projects 88/11/04 3pp 47635.076-47535 030 


88111S0366 Documents TVA verbal request for tomporary waiver ol comp'ience loi 
Tech Spec Unvting Ccndiuen lor Opotaiion 3 7.1.2 b tor tRoUy. 

RAV.M J Tennessco Valloy Aulhonty 88/10/25. Document Control D/arich (Docu- 
tnool Control Desk). 2pp. 47550 1 10-47S&0;1 19. 

88 1 1010266 Provides clarilicet'on of dosign basofme & vonficatron program mlorlaco w/ 
oqupmeni qualilicelion (EQ).Corrective actions loquirod to ro.soivo discrepancies Idon- 
Iri.od in sys evaluation revlewad for poionliaf impacts on EQ program 
GRlOl.£T.n Tonnessoo Valley Authority 88/10/2C. Documoni Control Drench (Docir- 
mem Conirol Desk). 2pp. 47402 103-47402 104. 


8811150117 forwards insp Repia 50-327/88 45 8 50328/88 40 on 881006-11 & tor- 
WB'cls notice of violation Numerous addf defiC'onC'es noted in area ol lire banieta 
MCCOY,F.R O'c of Spocial Pro, eels 88/11/08. KINGSUEY.OD Tennessee Valley 
Autnoiity. 2pp 4?54ft;O44-47546 064 


-9811160143 Notice of violaUon from .rjsp on 831005 tt.Vie'aiion noted lequied (ire 
pai'ol In auw'ery Wdg not performed & several barriers on route no: chocked 
MCCOY, F R Ofc of Special Projects 80/11/08. 2pp. 47546 048 47545047. 


•6611160146 tr«p Repts 50327/86-46 & 50.32a/8a-48 on BSIOOS-ll Vioiahons 
potod Major areas inspected operal onal safely verilicai-on.inciudcng opereiions 

e oriormanco.sys I'neups. radiailon prolectlon, safeguards 8. heusekeeptno 
/ATSON.1. , JENISON.K. Rag-on 2. Olc cl the Cktetlor 68/10/27. 17 m> 47646 048- 
4764606-1 


3811160277 Revised emergency plan implorrwning procadjreatnciutfnQ RovOio EPip. 
I. "Eme.-goncy Plari Ciossificalio/i L^c.*' Rev 0 to EPIP 6, •‘Acirvation 8 Operoiion ol 
Technics) Si^pod CV*’ A Rov 0 \o cPiP*?, "Activdtion A Op©iaJiOA ol OiwdiiOo$ ** 
YOUNGBLOOD, T. If , GOODE.fi.VV. GRiOLEY.RL. TennassOQ Val'ey Authonly 86f 
11/09 t17pp 47563 100-47583 210 


H. Ganaral correapondence 


8611140064 Adasas lhai el'oc’.Nc dale OO Kmasley succeeds SA v/hle extended w» 
duo to pioximalo rosiarl of pianl. Noiilicailon of action compkes w/reqvesi m 
NRC SEft on TVA roviscd eorporaia nuefber perloimance pfer* 

RUNYON, W. Tennassoo Vailoy Authorily. 66/u/Ol 2ECU.L W CommissKineis 2pp 
47566:347-47665 340 


P. Oporollng liconae stage documents 8i correapondsnea 


6611030303 Forwards exomplion from requlremont In 10CFn50.46 lor ECCS cooling 
owalualidn based on plant operal-ng conditions 3 w/appiovod model. por uM 600919 
re<|uesl. 

0t.ACK.S. Olc Of Special Piojocis. 86/10/26 WHITE.S A Tonnessoe Valley Autboniy. 
9pp 47427.338-47427:346 

6611030229 Forwards addI info (or TMI Action Hem H O i, "Portormanco Tesiir>g ol Ro- 
aclor Rei-ol 3 Salety Valves," Id comploie review of Horn. 

GRIOlEY.R. Tennessso Va'ioy Aulhorily. 80/10/27 Documoni Control Branch (Docu- 
mcni Conirol Desk] 6pp 47439 123-47439 120 

6611030211 Forwards addi deials ol m>crobloiDgicalfy inducod corrosion program & 
slides used in 680916 meoimg w/NRC.per nr£ roquosi mado el subj mooting AUOi 
deiai's ol prooram include iriil evaluoiiort procoss II loakago cnieila oxroodod 
QRI0L£Y,R. Tennejsae Valley Aulhorily. 00/10/20. Documeni Conirol Branch (Oocu- 
merit Control Desk). 23pp. 47427.094-47427 :l 1 0. 

6611040001 Provides util scceptanco ol ciatilicaiions provided in NRC 080002 SER ro 
40-yt qualicsLcn lealmg ol silicons rubbar-insirleied cablos insido conlainmeryi. 
QRlOlEY.R. Tennessee Valloy Aulhonty. 00/10/31. Document Control Branch (Docu- 
ment Conitoi Desk] 6pp 47434:349 47434:353 

6611080120 Provides requited certificalipri lor plant resian work re environ qua'ilicatiCiis 
of etecincai Mupment 

QftiOL£Y.R letMifessse VaLsy AulhoiiVy. 88/11/02. Documoni Conirol Biancb lOoCu- 
roent Cortvol Desk) 2pp 47473:293-47473 294 

8611140142 forwwds Rev \ w preJitnlnsty SER On ulll peiloimanco plaft. Rev ad'Je 
stall evaluation ol leslart oioctdtai dosigrt calculations in Section 2.3.3 & modiUds 
secitona on design basbi-ne 6 vcniicetion program. 

RiCtiAROSON.SO. Olc ol Special Projecis. oe/ii/03. WHiTE.SA, TennottsM VeUcy 
Authonty. 72pp 47540:040 47540.111. 


6610160366 Qcnenc Ilf 66-17 tq aU botdeis of Ols Of CPs t«i fWRs le toss Of 
DHR Sve list encF. 

CRUTCHFl£LO,0. Aasoclale Oirccior lor Projocis (Post 6704ti| 68/10/17. Consoti 
dalod Edison Co ol New York. Inc 64op. 47279 155.47279 241. 

8610250154 Gonorlo Lit 68-16 to all licenseea ol operating roaciors 8 holders of CPs re 
plant record scorago on oprical cnks Sve uti enci. 

CRUTChFiELO.O. Asaociata Oireciei lor Projecis (Post 8704if) 89/10/20 Conso.!- 
daiod Gdlion Co. of New York, Inc 4Sop. 475(3001 47513 04$ 

86ro270084 Forwards revised post-rasisN scope A schedule for design basqlne 5 ven- 
llcdlion program Related Inlo.lncludng etaiement ol utii comm tmerxs lor Pnsse n 5 
|usi ilcalionior excludr.g In-core insirumentecion aysenci 

ORIGLGY.R. Tennessee Vs'ldv Authority. 68/10/30. Documeni Conirof SratKh (Ooev- 
moni Conirol Desk). I2pp. 47324:364-47325005 

8810270920 Roquesis inal le.^iporary deviation from roqu'remenis ol lOCFRSO^p 
R, Section III.G2 remain In elfoci until restart liom Uml I Cycle 4 lehiekrtg 
ouiago.Oale ol 6B1 ISO commilmoni for submittal of p'an lev.sed to 8at??i. 
QRll/lEY.R. Tennessee Val'oy Aulhonty. 86/10/20 Document Control Branch (Docu 
mont Conirol OosK). 3pp. 473?5:309-4732S'-31l. 

9810280040 Piovidos alldinaio wording for proposed Tech Spec Charroe B8-I3i>et 
880923 Icicon berweon TVA A NRC. 

GRiDLEY.R Tenneasdo Valley AuVioriY 88/ 10/20 Document Control 6rar>ch (Oocu- 
moni Coniiol Desk). 3pp. 473*2.348-47342:361. 

8810280046 Forwards supplemental in.'o re Tacli Spec Change 87.27.pei J Oonoliew 
GB0927 recuesl during 670927 lelconEncI provides Inlo re adequacy ol ovet|Mossuie 
rotoction lor RHR aya 

AV.M.J. Tonnoasee VaHey Authority. B8/10/20. Document Control Branch ((}ocu- 
monl CotMro! Desk] 3pp 473e4.050-47364-.05a. 

6010310221 Responds to 861021 request lor d-screlionary enlorcemenl re leskng igr- 
b<ne driven euriliary (eectwalcr Qatip h Mode 3 lo de'/srm'ne K pump opeiatm.pet 
Tech -Spec 3 7.1 2 Addi 46 h in Mode 3 granted Extension perioct exp-res on 861025 
PARTLOW.J.G. Olc ol Special Projects. 68/10/24. WMITE.S.A. Tennessee Vail^ Au- 
thority. 4pp. 47375.173-47376 176. 

8810280282 Forwards addi inlo lo support leriewal ol NPOES Perms 
TN0026450.0ischarqe9 samplarf during Aug. but because ol Inlake waler quabiy 
problerns.rclieb-'o data on loial residual chlorine not obtained. 

SCHMIER6ACH.M. Tennessee Valley Aulhoiity. 88/10/25. SiNClAlR.R.M. Tervies- 
aoe. Stale of. 24pp. 47387:218-4 7367:241. 

8811910306 Supplemental npplicacion for arnend lo License OPR-77. revising 880921 
app''COl<'oii,conslai.'ng ol Tech Spec Change Request ed-26.provid ng aliemeia fonnai 
tolmpleir.enl heat Mux hoi channel lecipr. 

GRIOLEY.R Tennessee Valloy Authority 08/10/25 Document Control Branch (Docu- 
men! Control Desk). 2pp. 47408:263 4 7408-266. 

-6611010308 Proposed Tech Specs reducing heal flux hot channel laclor from 2237 to 
2.15 lo Obtain addi peak clad lomp margin in support of reduced mtn Injected upper 
hoed inlecDon water vol. 

* Tennessee Valley Autnority. 88/10/26. 4pp. 47408 205-4 7408.268. 


9811140190 Requests tomoerary oxempuon to 10CFR50.46 gtanWd in NRC 681026 IW 
be oxiendod lor eniiie Cycle 4 opote>bn 

ORIOLEY.R. Tennessee Vaiisy Aulhonty 68/11/03. Documeni Conirol Branch (Docu* 
mem Control Oosk). 9pp. 47544 223-47544 230 

6811100210 Forwards saieiy ovaiuancm re tequesl lor deviation from App R require- 
m^ts involving fire baniois around Ire'na A plant (ire suppression ays (3oir.pensAlorv 
rwsvias discussed in ovaluanon accoptebia unill doviaiion expires in 1690. 
fliCHARDSON.S.D Die ol Special Prolects. 69/n/04. WHIT^S.A Tonnessoo Valloy 
Aulhonty 3pp 47535 075-47535:080. 

-8811100211 Safety evaluaiion supporting request lor deviation Irom App R loquico* 
menis ro lue leslsience ol fire barnoia around redundant trams A loquirod lire aup- 
pros^on sys. 

• Ofc el Special Projacls 86/11/04. 3pp. 47535:078 47535:080. 

661114^27 Details uiil plans lot power oacalation.per 681102 lelcon. Plan incluc/os 
power eperaiion ai varous power levels lo provide reasonable assurance ihai major ily 
ol eqixpmoni deliclenciea will bo ideniiNed & corrected 

WHITE.SA. Tennossee VaHey Aulhoiity. 80/11/04. PARTLOW.J.Q. Document Control 
Branch (Documam Control Desk). 4pp. 47638:325-47538:320. 

6611230011 Forwards SERB ro TVA employee concerns element ropts as pari ol am- 
pioyoe concerns special program TVA sufficiently resolved rosiart omployoe concorrts 
lo aueport lesiart of Unit 1. 

9LACK.5C. Olc ol Special Pio-scis. BB/lUOfl. WHITE S A. Tennessee Valiev Author- 
ity. App 47618 012 47618:155. 

-891T2W226 SER supporting EmployeB Contein Element Repl OP 31211-SON, "So- 
curliy Design A Harawere." 

• Olc ol Special Projecie. 88/11/04. 4pp. 47618 017-47618.020. 

— 6811220226 SER supporting Ernpioyaa Correern Element Root OP 31302, ■'Personr»ol 
Salety iHardware) ’’ 

• Olc ol Special Prolecta 88/11/04. Ip 476ia.02l-476ie.O2l. 

*-6811220231 SER supporting Employee Concern Element Repl OP 31303 "Hotieo- 
keeprig ’* 

• Otc ot Special Prolecls. 68/11/04. Ip. 47618 022-47618 022. 

-6611220234 SER supporting Employes Concern Element Repl QP 3t304-SQN. "Envi- 
ftxinnsmal." 

• Olo ol Special Prolecia. 88/11/04. 2pp. 47618 023-47618.024. 

-6eil»0236 SER Supporting Employee Concern Element Repl OP 31306. •'Questfon- 
abfo Concrsle Rwa'i (Grout) " 

•Ofc of Special Projacls. 88/1 1/04. 4pp. 47618:025-47618:028. 

-6611220236 SER supporting Employee Concern Element Rept OP 31307. "Sequoyah 
Nuclear Plant (SON) Insulafton." ’ 

•Olc of Spocial Projects. 68/11/04. ip. 47618.029-47616029. 

-8611220240 SER supporting Employed Concern Element Repl OP 31309 "Plant im- 
wovement/Suggesuons " 

' Ofoof Special Projects. 88/11/04, 2pp, 47618:030-47618:031 



'0611230241 Stn supporting Employoo Concern Elomeni Ropi OP 40201-SON. 
"insiiunienis.Mall Egu'pmonl As Relaios to Purchasing & Reguisltiorts*' 

• Otc Ot Spoc-al Pro|oci5 OO/U/O-l 2pp 47610 032-47610.033. 


-6611220201 SER supporting Empioyoo Concern Elomont llopt EN 229 e(R). "Lectt ot 
Valves In Sampling & Water Oua'ity Sys " 

‘ Ofcol Special Projects 68/11/04. 2pp 47618 003-47610 004. 


•6611220243 SER supporting EmployOO Concoin Elomonl Rept MC 40400-SON. 
"Send ng Equipmont/Watl " 

• Otc of Special Pio|ecls. 00/11/04. 2pp. 47610 034-47618 035. 

• 88112202-45 SF.R supporting Emp)OYOO Concern Elomonl Popl MC-40503SON. 
"Valves (Test 70).” 

• Ole of Special Piolecls. 80/11/04. 2pp 47610.036 47618 037. 

•061 1220246 SER supporting Employee Concern Elomonl Ropl MC 40St0-SQN. "Roq- 
uisil ons " 

• Ole ol Special Projods 80/11/04. 8pp. 47610 030-47618.045. 

-8611220248 SER support ng Elomont Ropt CO 11302-SQN. "Ooeign ol Artchois as 
Roiaiod to Const " 

• Ofc of spocfol Pio(acl8. eO/fl/O-l. 2 pp .17610 046 47610.047, 

•8811220260 SER supporting Emp'oyoo Concern Element Ropl EN 21001. "SensHivo 
Equipment Located in Harsh Environ " 

• Ole of Special Pro|octs. 60/1 1 /04. 2pp 47610 040-47818.040. 

-•881 1220261 SER supporting Employeo Concorn Elomeni Repi EN 21002. '‘inadaquaia 
Env.ron Oualiflcnnon ol Elociricei & Insiiumoniaiion Control." 

• Ofc ol Special Pro)OC13. 00/11/04. 3pp. 47610.050-47618.052. 

•6811220262 SER supporting Elomonl Ropt 2l22(&),Rev 1, "Pipe Support 
Program, NRC Bullolln 79-14 ABR Program." 

‘ Ofc of Special Projocis. 88/11/04. 3pp 47018.053-476I8.OSS 

•8811220263 SER supporting Employee Concorn Elomeni Rept 22UO (B). "Use ol 
Snubdcrs" 

• 0/C of Special Prplocis 80/11/04 ppp. 47ei0;05e-47610 057. 

•8811220266 SER supporting Employoo Concorn Elomeni Rept 24300. "Ittadoeualo 
DioscI Gonoraior Load Capacity Marg-ns." 

• Ole ol Special ProlOCtS. 88/1 1/04 2pp. 47610:058-47610:059. 

•881 1220267 SER supporting Employee Concern Element Kopi MC 40512-SON. "Con- 
(oinment Vessel Liner. ” 

’ Ole of Speciei Prolecis 08/11/04. 2pp. 4761B.060-47618.06I. 

•88 1 1220260 Coneludea lhai uhl litvesllgolion & resolution of Elomont Ropt MC-40709. 
"Search lor Oofoctivo Mail." adoqualo 

LIAW.O.O. Ole of Special ProloclS. 08/07/2?. Olc ol Spocinl ProiociS. Ip. 476I8D62- 
47010-002. 

•QQ11220281 SER supporiing uhl invoshgaiion ol employee concerns as described in 
Elomeni Rept 3Q8 01 

’ Ofp 01 Special ProloclS. 60/11/04. 3pp. 47816.063-47618:065 

-8811220264 SER suppotling Employee Concorn Element Ropl CO I0l07. "BackNi 
W/t032." 

' Ofc 01 Special Pro|oci8 06/11/04. ip. 47616 060-47610 066 

•881 1320266 S6H eupporling Employoo Concern Element Rept CO I0307-SON. "Un- 
coelod wolds as Rotaiod lo Consi 
' Olc ol Special Piojecle. 08/11/04. 2pn 47610:007-47010.008 

-6811230269 SER supporting Employee Concorn Elomeni Ropt CO 10501. "Caulking 
as Romiod 10 Conal. 

• Olc Of Special Prelects. 80/tl/04. 2pp. 47610.069-476(8 070. 

-881 1820272 SER suppotling Employoo Concorn Elomonl Rept CO 10604. "Conduit as 
Roieled 10 Const." 

• Ofc of Spoclaf ProloclS. OO/lt/04. 2pp. 476(0.071-47616 072. 

-8611320274 SER Supporting Employee Concorn Eiemoni Ropt CO I05QS. "Eloclncal 
Control CabVieis " 

• Olc ol Special Prelects. 00/11/04. 2pp. 47616:073-47616.074. 

-8811320275 SER aupporling Employee Concern Elomonl Ropl CO 10603. "BoHmg 
Moll Comnallbiliiy." 

• Olc ol Spoclal ProloclS. 00/11/04. 2pp. i76l0.O76-476lO:O7e. 

-8811220270 SER supporting Employoo Concorn Elomonl Ropl CO 10703-SON. 
"□ending Equipmoni/Mell." 

• Olc of Special Prolects. 68/11/04. 3pp. 476IQ:077.476ie.07d. 

'•6611220278 SER supporting Employoo Concern Element Ropl CO lllOl-SON, “Corv- 
tact Qolwoon Dissimilar Meiois " 

• Otc of SpOClat P/Ojecis. 05/11/04. 2pp. 47616.060-47818.001. 

-8011220279 SER supporting Employee CoiKOin ElemonI Ropt CO 11202-SON. 
"Crafl-Oosignod Hangoia as Reloled to Const ” 

• Olc of Special Prolecls. 68/11/04. 2pp. 47O10:O82-4761 8.003. 


-6611220292 SER Supporting Emp'oyee Concern Eiemeni Rept 22912. "Penal- lo- 
Er^pmont Oistancos '' 

* Ofcol Special Prolocis. 88/11/04. 2pp. 47618095 4 7610:098 

-6611220295 SER Supporting Elomonl Ropl EN 232.2. "Corlion Steel vs Siainless 
Stool OrfUn Pipes " 

* Ofc ol Special Pro;oct9 08/11/04 2pp. 47610.099-47610 100. 

-8611320296 SER supporting Employee Concorn Elomont Rept EN 232 9(D), "Freezing 
Of Condonsalo Lines.'' 

' Ofc of Special Pro;0Ct9 68/11/04 2pp 470IO.lOf-476f8:IO2. 

-8611220206 SER supporting Employeo Concorn Elomonl Repi 23801. "480 Voh 
Pow^H- Racopfecles l/nsafa.''^ 

’ Otc of Special Prolecls. 88/i l/04. ip. 47016 103 47618.103. 

-88(1220290 SER Supporting Employee Concern Elomonl Ropt 23504, "Exposed HV 
Cable Houled W/O Raceway ■ Personnel Hazard." 

* Olc of Special Pro;ocis 68/11/04. 2pp. 47610 104-47010 105 

-8811320301 SER supporting Employee Concern Elomeni Ropt 23700. "Gassmg ol 
CutronI TrensfiMmors 

‘ Ofc of Specifll P/OJOCIS. 60/11/04. 2pp 47610. 106-47618:107. 

-8811220303 SER Supporting Employed Concern Element Rept OP 30105, "Question, 
abfo OesJpn 8 Const Praclices " 

* Otoof s^peclsl Proiocts. 80/11/04. 3pp. 47610 100-47610:1 10. 

-8011220394 SER Supporting Employee Concern Element Repi OP 301 1 1. "Valve Clo 
sure." 

' Olc of Spocia! Piojocis 08/11/04 2pp. 47C18;U1-47Sl0;tt2 

-8814220307 SER supporting Employee Concern Elomeni Ropl OP 301 1 12. "Sys 31 
rtol Operated Properly " 

* Oicol Special Piojocls. 08/11/04. tp. 47610 113-47610 113 

-8811220306 SER supporting Employee Concoin Elomeni Rept OF 30114. "Mallunc- 
ilonot Ooofs " 

* Oicol Special Projecis. B8/11/04. 2pp. 47610 114-47616 US. 

-8811220309 SER Dupporting Employee Concern Elomonl Repi OP 30204, "Ground 
Oetocior Piotfom" 

•Olc of Special ProloclS. DB/U/04. 2pp, 47616:1 16-470l0;117. 

-881 12203 10 SER suppoiUng Employee Concern Elomont Repi OP 30301. "Oifflculty In 
OblaMna Obsofeie Eqi/pmenl " 

* CXcol special Prejocia 66/11/04. 2pp. 4761B:ti6-476i0’ilG. 

-8611220312 SER supporting Emp'oyoo Concern Elomont Ropl OP 30501, "Accessibil- 
ity PtoOoms" 

•Ofcol Special Pro/ecia ed/ft/04. 3pp. 4761S:I20'476I0.1S2. 

-6611220314 SER Supporiir^g Empiipyoo Concern Elomeni Ropl OP 00702, "Handling 
SafegvardB into ” 

* Olc of Special ProloclS 68/n/04.2pp 47616:123-47616:124. 

-08}f2293l9 SER supporting Employoo Concern Element Ropt OP 30691. "Adequacy 
of Procedures " 

•Olc of Special Pio|acia. 60/11/04. 3pp. 47616:126 47616:127. 

-8811220317 SER supporting Employoo Concern Elomonl Rapt OP 30805, "Mainl 
Tralnirw" 

* Ofc o' Special PrclDCtS 86/11/04. Ppp 47618 120-47810:129. 

-0811230316 SER supporting Employoo Concorn Elomonl Ropl OP 31003, "Opatalions 
f^ocedutes Need Clanticaiion.RewnUon & Used " 

* Olool Spoclol Projecis. BB/U/04. 2pp. 47816. 130-47618. 131. 

-8611220320 SER supporting Employao Ccncorn Element Ropl OP 31102, "Redloac- 
live Mall Convo' " 

* Oloof Special Piojects. 60/11/04. 2pp 47610:132-47616:133. 

-8811220322 SER supporting Employoo Concern Elomonl Ropl OP 31103, "Exposuro 
Limiia & Records." 

* Olo ol Special Projecis. 86/11/04. 2pp. 476I6:I34-<|76IB:13S 

-6811220323 SER supporting Employee Concorn Elomonl Ropl OP 31104, "Health 
Phyeice Policies, Practices &14gi Conlrqi." 

* Ofc of Special Projects. 88/11/04. 6pp. 47018: 136-47616 144. 


—8011220201 SER supporting Employee Concorn Element Rept CO tt207-SON. "Im- 
proper Insieiiation as Related lo Const." 

' Olc ol Special Projecis. 86/11/04. ip. 47810:004-47016:084. 

— 9611220285 SER Supporting Employee Concern ElemonI Ropl CO IStOl, "Floor 
Drains." 

• Olc of Spoclol Proiocls. 60/11/04. 2pp. 470I8:O85-47016.O86. 

—8611220207 SER supporting Employee Concorn Elemeni Ropl CO I6IOS-SON, “Flea 
Hose Connections." 

• Ofo ol Special Projects. 86/11/04. 2pp. 476l6.087-476ia;086. 

—661 1220286 SER supporting Employee Concern Element Rept 204.7(0), "Vendof Ooo- 
umems Legiblllly & Oissemmallon Sys." 

• Ofo ol Special Projects. 00/11/04. 2pp. 47610 089-47618:090. 


—8811220325 SER supporting Employeo Concern Elomeni Ropl OP 31105, "ALARA." 

* Ofc of Special Projects. 08/1 1^4. 2pp. 47ei8;f46-47618:i46. 

-8811220326 SER supporting Employee Concern Elemeni Ropl OP 31106, "Hesllli 
PfWca FaclllllOB.CloininQ 4 TOIecllvo Equipmenl." 

• Ofcol Special Projocls. BB/ll/04. 4pp. 47018.147-47618.160. 

-6611220327 SER aupporsng Employee Concern Element Ropl OP 3I204-SOM, "Mgf 
& Pereonnol issues.'' 

• QIC ol Special Projecis. 66/11/04. lp. 47616:161-47610:161. 

-9611220329 SER supporting Employee Concorn ElemonI Repi OP 31208-SON. "So- 
ewHy al Plant Enhances. " 

* <»c of Special Projecta. 88/l)/04. 2pp. 47618.162.47610:153. 


-0811220260 SER supporting Employee Concern ElemonI Rept 204. 8(B}, "Communlca- 
don 4 Inier/eco Control." 

• Olc ol Speclel Projecis. 88/11/04. 2pp. 47618,O9|.47610.O92. 


-8811220331 SER supporting Employee Concern Element Ropt OP 3t20l-SON, "Ado- 
quacy of Public ^lely Sve (PSS) Officer Unllprma in Nuclear Plartl Environ." 

’ Olc of Special Projects. 88/11/04. 2pp. 47618.164.47610:165. 
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66Mt40lS4 Fo.'Viar<r& safety dva'ust^cn accepin^ imp.'cvomonl p'an tor eirct^ency 
Oio&ol ger.o'elciib trensi^ani vo'.taye lesponso McKJsietnan TVAIC ccm- 

'etions cnor lo restart ol Uai i.CycIa <i teluoi.ng outage. 

L/CkS OIc oI Specel P'oIocis 66/1 i/07. WHITE. & A. Tennessee Valla/ Aulhot>ly 
3pp >17533 329 47538 333. 

••66lU4QfS7 Selety Gva'us'. an supporting irnprovonxent plan tor a'de.'geopy betel gen- 
e.'aiors Ira'isiom voliaga response. 

’ Oic oi ^ciat Pio.ecis 89nW07.2pp nTSseiSSa-iiTSM 333 

8611140160 ConMrraiory act>cn lit on a.ilViontaiion ki restart & power ascala*-K>n ol 
lacii.t/por ut'i B9II04 sutm.iial cF p'an for power escalation during losiaiF’ian 
cccopiable.As ao-eed. NHC hotdpo ni ai Mode 2 wii; be roms'.ated 
Pai3ilo'»v.JG Cl: oI Special Proiocis 88/11/07 WHJTE.SA Tonnessee vekay Au- 
motiiy 3CP 47527 330 47527 332. 

6611230182 P.nai cespprso to TOiA roguQSt lor doeurner.ts Forwa-ds App U 
documac.'.s App U docuttenla a'«b avaiiabia m PDO App U docutwmi vn'.nhe(a l«el 
f OiA Eae-tipiion 6) 

G<3'MSl&Y.O.ti. NRC - No Data ted Aliii.aion Given B8/)i/08. 30t.ES.CH. AI|iiat>on 
Not Assigned. 4pp 47S6S063 47585:058. 

-6706170046 Forviia.'ds I, si ol curroni Uie ptoiocuon enlorcernoni aciioinspoi 8 S 11 O 6 
requosi Sirgnasied sphedu'a lor allected licensees to com^y wMpp H lequirofflenis 
vi'-i be provided 

OiRCKS.W.J Ole ol me Executtue Orecicr lor Ope/ellons. SECY-BS'306A. 85/12/03 
4PP 4758S.053-47655OGS 

8611210109 Forwards |usi Mcat-on lor no) revis'ng p'en! loch Specs to inco(para’.e Sut- 
veiiianco Requirarrenl 30.4 proposed in Generic Ltr 87-03 

GFliLIl EY.n Terinessee Ve loy Avilionty. 66/11/15 Oocumonl Coniiol Branch (Docu- 
ment Co.'ilrol Oc9t<| 3pp. 47589:223-4 7589 22$ 

8811230203 Rao-JOSts wihdiavrai Ol portions oi Tech Spec Ct<ar.Qe 30. datewtg emar- 
go-ncy gas tteatmani sya Peaiei testi.ng ol Scrveil'ance Heqjiremervi A 6 I 80.4 & low- 
er ro tasuueo a-jsi ary b'ctg gas iTaaimam ays baatet capaen.y 
CRIDLEY.R Tarnessee Valey Autnority. 69/11/21. Cocumunt Control GrancA (Ooev- 
meni Control Dash). 20p 47641 31 4 . 43641:315. 


D. Mspecilon reporla, IE Buliallna & correipondanca 

8810030346 NRC inlo Nolico 98 079. 'Misuse ol Flaibing lights for Hgb Rarhaiion 
Area Controls " Sve list anci. 

ROSS'.C.E Dv.slon ol OpeiAi.Qiiai Events Assesureni (Post 870411) 88/10/07. 
Coiso'idatod Edison Co. of New Votlr. Inc i2Jpp 47279 242 47280003 

86I0070U4 NRC Into Nei’co 69-062, 'torus SbeUs w/Corroston 1 Ongradod Coatr^ 
in B'WP Conia'nments " SvC 1 si and. 

ROSBt.CE OrniiOn ol Opflfailonat Evanta Assasiir.ani (Post 970411) 8d/t0/i4. 
Consoideiad Ed son Co. ot NewYcd., Inc. iiOpp. 4 7280 124-47260 235 

6810140212 NRC mb NoiiCo 68 095. 'Siohon Peiamcng 6 ocl< Studs on Anchor Da'iutg 
Cnecii Valves. * Sve list end 

ROSSi.CE Oivlsid-i ol Operational Events Assossmoni (Pom 670411) 86/10/14. 
Ccnsc'idacoJ Edison Co of New yorli. Inc. 1 t8pp 47463 l09-474C3:3t8 

6610240249 Responds to NRC 860918 nr re violations nolud in insp Repis 50-327/66- 
36 & 60 326/08-36 Coriecivo acitonae>amiiion request submtieid re Type C lasing 
ol coryiainitteni spray & flMR spray inboard cor.'ainrnani isciat on valves 
QFt'blEY.H Tonnosseo Valley Auiboiity. 68/ i0ii9 Document Control Branch lOocv 
mg-nl Conirol Oosh) 6pp 4764l'l43-47641:t48 

9610 149019 NfHC Into NoKce 89 064. ‘‘Oolecliva Motor SriaU Keys in L.mito'Oue Motor 
Acluaicrs " Sve list onci 

noSSl.CE O.v.son ot OoeratariaJ Events Assasarnent (Post 8?04it) 88/10/20 
Corsolidaled Ed son Co. ol New York, Inc. tl9pp 47280 004 4 7269. 123 

6810250437 AddI response lo NRC 680631 Hr re violations noted In Insp Hepls50 327/ 
07-65 & 50-328/8?-56H.&‘oty ol laundry s Shower dram processr>g 

discussed Withdrawal ol violation ropuesled. 

GRIOLE/.H Tennosseo Va 'ey Auinorlty. 68/10/20. Docurrenl Control Branch (Docu. 
rrcni Control Desk} iCpp. 47281 '338-4726 1 345. 

8810260362 Foevrards "Assessment oi Structural Adequacy oi Concrete foundeion 
Cells lor Emorgency flaw Cooling Waier Pump ng Siotion i Access Roadway." in to- 
sporse to urrosoi're'J 'toms m Insp RepIsBO 327/06 i2 & 50-326/86-12. 

GRIOLEY.n. Tennessee Va lay Auihoniy 66/10/20. Document Control Branch (Docu- 
ment Cofihol Oes'') 3pp. 47268 103-4728a:291. 

-6610269393 "Assossrnoni of Structural Adequacy ol Concrete Foundation Cek's tor 
Emorgency Raw Cooling Water Pumping Slelion & Access Roadway " 

GUflBUZ.O. H/VAVIK.O. YENP. Bechtel Group, inc. 86/07/31. 08pp. 47268:193- 
47268 291 

8610270465 inicmts that ut t will Issue ptoceduie rmptementing vendor se.srrhc^aMica' 
iion documentation retnova’ plan by 8$i 1 18.per mlegraied design insp Hern 03.6-1 in 
Insp ncpls 60-027/67-48 & 50-323/87 46 

GRIOUcV.R Tennossce Valley Autno’ity. 68/10/20 Oocumeni Control SrsiKh (Docu- 
ment Control Desk] 3pp. 4 7325 312-47325 3i4. 

6911010209 Forwards insp Ropis 50-327/96-40 & 50-326/66-40 on 880925-1004 S 
notice ot v'olation Un'escivad item re improper exiiicxg o( Um hng Cond-tion for Ope>- 
eion 3 4 8 2 f when RHR isolation valve rr.opaiable idenMied 

MCCOY, FR Ole Ol Special Pioiects 68/10/20 WHtTE.SA lennesseo Valey Au- 
thority. 2pp 47-104.212-47404 233. 

-8811010211 Notice ol vio'ation horn insp on 660925-1004 Violation noied.fa4u.'o ol 
test d-rccKii 10 doiDimine validity of plant condiiions pena nmq lo Sun/eKance InsHuc- 
tion 94.4 belore leiniiiel og performance. 

MCCOy.F.R.Ofc of Special Pro, eels. 86/10/20 4pp 47404 214.47404,217. 

-69110f02l6 Insp RepIS 60 327/86 40 8 50-328/68 40 on 680925-1004. Vniabon 
noted Major a'sas inspected O'lended coMroi room ope(at:or^ 8 operahonal salMy 
vanficaiion.i.ic'u-cimg rndiai:On protection & saicguards 

-JENISONK Region 2, Ole of tho Oirecto-’. V7A1SCN.I Ole Ol Special Precis 89/ 
10/21 16pp. 47404 218-4/404:233 


9811010312 Forwards insp Ropts 50-327/69-30 8 50 328/86-39 on 669606 0912 S 
rtoticeol inotai-on 

MCCOY.F.H. Ole ot Spocial Projocis 00/10/20 WHITE. S A Tennossco Vo'loy Au- 
lho«.(y 2p(>. 47402 073 4 7402:102 

-8911010374 Nohee ol vloia' on from insp on 000606-0912 Violations noted koasea 
p-sraernel fai'cd to loitow Si 62 2 in proper sequence white poriorm ng work on Rad - 
aiion Mon.ior’ 2 RM-90-1CD on 860831 

MCCOV.F.n. Otcof SpecalPto.oclS oe/tO/20. 4pp. 47402 075-47402 070 

-9611010378 Insp Repts 50-327/66-39 & 50-328/86-39 on 860606-0912.No v.etetiOns 
nciedMajor areas iaspccieci oporainnei safely voriliceiion.inciuding opcretions 

B wlormatrce.sys Ineups. rad'ation proiaciion 8 saloguards & housekoopmg insps 
AnMON.R.C. WATSON.LJ. Rego-n 2. OlC Ol Ihe Oiroctor. 88/10/18 24pp. 
47402.079-47402 I02 

9911030366 Forwards Insp Repte 50-327/86-29 & 50-328/86-29 on 880620- 0700 & 
nol'co o< v.o'M'Cn 

RiCHAROSON.SO. Ole Ol Special Piolects- 60/10/20 WHITE.SA Toimesseo Val-'ey 
Auinartly 4PP 474i7 IB1-474I7 3i2 

-8611030369 Noti:e ol violation from msp on 800620 0706 Vio'aiion noted incomp'oto 
des-gn basts caleu'aiicn,stru:lLirai walkdown issues.moint of sakty-reiatod electrical 
equpmem B hiadsquata p.-ocedures 

niCHAROSOM.S.O.Ofcol Special Projects 86/t0/20 4pp 47417:185 47417.188. 

-9911030372 »rsp Repts 50-327/e8-29 & 50-328/80-29 on 600620-0708 Vio'at pns 
noted Ma|of areas Inspected in plant review in mcchanical.electncal.civ-l.si'uclurai & 
msirumeniaiMM control disciplines in order 10 verify CS sys design basis 
JENISON.KM. SHEWMAKER.R.E. Ok ol Spoc'al Proiocis 98/10/12. 124pp. 
47417 18947417:312 

6810170391 NRC Ink Not-co 66-066. "Opaiiiling W/Mulhple Grounds m DC Disinbutidn 
Sys. " SvC bsi bncl 

ROSSlCE OviS'Oo ol Opo'aiional Evenls Assassmoni (Post 670411). 08/10/21- 
Conso'-idaied GfliSon Co of New Yo-'k. Inc llBpp 47463.001-47463.167. 

9811090232 Pariia' response lo FCIA lequesi fo' documants inio'ms that App B docu- 
ntcnis avai'aMa in pdh Forwards pprtiafiy wiihhaid App C documonie (rei FOiA Ex- 
ernppof) 5) 

GRUASiEY.O.H. (die - Up 0«ia>’c(l AHa.aUon Gtverx 68/t0/25 AIRQZO.Q. Ins'de 
N.RC. (McGrawIMlPjblicaiion). 4pp 47519 220-4 7519 223. 

-8711100439 Panisiiy doialod Commss’on papa/ olevaiing to Commission rocommen 
daiion by Ole ot inspacioi & And lor lhat Commission direct Ole ol invostighlions lo 
reopen inv^ikat on pi ut 1 lepoti ng pi ihimbio lube incident to NRC via LER- 
CONNEUV.Sn Oltica 01 inspacior 8 Aud.ior. SFCY-67-24e 87/10/01 2Spp 
47518 224 47519 249 

69I108Q25( forwards Insp Ronis 50-327/06-44 0 50-320/60-44 on 000013-1000 & 
nonce of V oration Onp unrespivod >ie:ri idenMlod >0 adequacy of fi'o watch msps 
MCCOY.f H. npapTt 2. 01c pi the Ouocioi. 80/10/20 WHITE, SA Tennossae Valley 
Authority 2pp 47524:131 47524.165. 

-8811098253 Npice ol v.olat>on irons insp on 680913-1005 Violation rroiod failure IP 
comply w/p-’CCauiions iisiod in Work Roquusi WRB295449 resulting in inadvertent 
withdrawal oi mcpre probe fiom tube anci. 

MCCDY.Ffl Region?. Ok ol the Oitecior. 06/10/28. 2pp. 4 7S24:133-47S24'134. 

-6911098257 insp Rppts SO-327/86 44 « 50-320/86-44 on 660913-1005. ViOlaliPnS 
roiodMtqst a'oas mspborydopsiQiional saieiy veiilicalion inducing opnielions 
perfocmence.sys imcups, tad aiion protection, safeguards & housekooping insps. 
JENisaM.KM. HARMON.PE. WATSON.LJ. Region 2 Ok ol me Director 68/10/ 
24 3IP0 47524 135 47524 185 

8911090426 Forwards InSQ Ropts 50-327/86-42 & 50-326/60-42 on 600829 0902 No 
v.atabons or dovia* ons no'ed 

MCCOYJ-.R Ofo Ot SpeC's' Ptoieovs OO/iOfOl. WHITE.SA. Tennessee velloy Au- 
IhOrrIy ^ 47499 264-47490:308 

-8811090431 Insp Repts 50-327/68 42 & 50-326/66-4? on 680629 0902.No violations 
or deviaiions noieaMa.o-' aieas inapcclod. opeiaiionai staffing. review committee 
aci-vibas.tnent status & status ol taaimg. 

JENiSONje. WATSON.LJ. Region 2, OlC ol the Director. 88/10/26 4lpp 
47490 266 47490 305 

9991090303 forwards Insp Repia 50-327/66-43 6. 50-326/86-43 on 660906-06 & not-ce 
Ol vioialion 

MCCOY.FH. OlC ol Special Projecls B 8 / 11 /OI. WHITE.SA Tennessee Va'iey Au- 
thority. 2pp 47513:160-47513 174. 

-8811099310 Notice ol vo'ai on from msp on 860906-09 Violahon noted regulatory re- 
qmremenis ol I0CFR50.S9 not prpporly trartslaled into insiruciions or procedures m 
nev2WPWJ>.0604 04. 

MCCOY.F.H OJe of Special Projecta. 68/11/01. 2pp 475l3:t62-475l3.163 

-8811098317 Insp Repts 50-327/e6-43 6 50-326/88-43 on 680906 09. Violations 
ttoiedMaioi areas inspecied.lpl'owup on previous insp iind>ng & 10CFR50 50 sakiy 
avaTrairon prograrn & (mpiemenlation rc piani site 

ELROO.SA, WATSON.LJ Region 2. Ok ol me O.roctor 80/10/28 11pp. 
47513:164-47513 174 

6611 150119 Nobf'Caiion qi 681126 meeting w/ubi In Rockville. MO to discuss evaluation 
of FRCtAr pumphouse loundaiion & pumpmg station access ceiis.per unresolved iiems 
TOtodm Insp Repts 50-327/66-12 & 50 326/68-12. 

DONOHEW.JN Ok ol Special Pro, eels 80/11/04. BLACK.S.C. Ok ot Spocial 
Proiecis 3pp 47549 343-47549 345. 

9811150375 Ack lece'pl of 080601 Ur mlotming NRC Ol stops taken to correct violations 
noiod VI Insp Repis 50-327/66 09 & 50-320/88-09 

MCCOY.FH Olc ot Special Proiecls 88/11/07 KiNGSlEY.O.D. Tennessee Valley 
Autttonty. 2pp. 47544.24?. 47544 243 

991)150117 forwards Insp Repis 50-327/06 46 6 50-326/08-46 Oft 681005-U & lor- 
warefs iKibce ol violation. Numerous addi deficiencies noted m area ol lira barriers. 
MCCOY.F.H. Olc ol Special Projocie 68 /I 1 /&B KINCjSlEy.oD. Tennessee Valley 
Aulhonly. ?pp 47546 044-4754(1064. 
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••B6111501‘I6 Not'CO of viQ'aUort from insp on 08I0OS-1 1 Violation notod roquued Ue 
waico pairoi m auxi'iary bitty not portormcd & soverai barricia on coulo not chochej 
MCCOY.f r 01c oI Special Prolocis 09/11/00 2 pp. '170ilG.04d'<l7S<IG047. 

-8811150148 Insp Hopts 50 327/00-46 & 50-328/08 46 on B8100&-1t- VnlaMns 
noted Major atoas inspociod oporeiional saloiy vcrilicaiion.incKKj.ng opctaiions 
po'formanco.sys I noups. radiation nroiociian.saloguards & liouaeveeping 
WATSON L , .lENlSON.K. Royion 2, Ole Ol iMo Ol/eclof 80/10/27 I7pp. 47546046- 
47546 064. 

881 1 150262 Acli recoipl Ol eOOBRB ilf iniQtmIng NHC at steps (akon <o cotreci vio'aacns 
noiod in Irtsp Ropis 50 327/80-33 & 60-320^t).33. 

MCCOY FR. Olc of Special Rroiocta 00/11/00. WHITE, S.A Tonnossoo VaRoy Au- 
intwily. ip 47550037-47550037 

Q6I1040324 Scppi 3 to NRC inio Not>cu 86-106, "Foodwaier Lino BteaK." Sve list end 
HOSSl.CE. Division ol Oporaiionai Events Assoasmonl (Post 870411). 88/11/10 
Conso'idatod Edison Cu of Now York, Inc ii3pp 47559072 47659 184 

OB1 1170039 Responds 10 NRC 081020 Itr to viOlallona noted in Insp Ropis 50-327/86- 

39 8 SO-'JRO/BQ-O!} CoirocUvQ acl.uns.SurvoiJanco Inaityciron SI-83 'OMSOd lo /omovo 
control lusos associated w/trip output of radiation monlioi during ca'ibr. 

GRlOUEY.n. Tennossoo Vaiiov Auilioiity. 80/11/14. Document Control Stanch (Doco- 
mont Control Dock) 7pp 476/2:221-47572:227. 

6611090284 NRC Into Noiico 09-007. "Pump Woar & Foroigri Ob, eels m Plant Piping 
Sys " Sve list enci 

ROSSl.CE Oivision ol Oaoraponal Events Assessment (Post 870411) 68/11/16. 
Consolidated Edison Co of Now Yotk. Inc tISpp. 47601:020-47601:132. 

8811090403 NRC Inlo Notice 08-088, "Dogrodaiion ot Wostingtiousa ARO Relays" Svc 
list end. 

ROSSl.CE Division ol Opoteiionol Events Aesoasmenl (Post 870411) &O/ 11/16 
Conso'idatod Edison Co. of Now York. Inc 11 3pp. 47507.001 -47597; 1 13. 

8811220053 Responds to NRC 601020 lir 10 viQlaliona notod m Insp Repts 50-327 /Od- 

40 & 50 328/08 40 Corruciivo actions. votiliod Ihel Irain loactor trip Qreaker A oponod 
& sospondod wortormanco at Survelllanco lnal/««llon 014. 

QRIOLEV.n Tennossop Vo'.loy AutliOilly. OQ/11/17 Documoni Conuol Branch (Oocu 
moni Control Desk] 4po 47021:055-47621:056 

6ei1220Q&7 Provides addi Inlo <0 NRC Oullotin 80-003.pot 06l02i iok;on 
toguosi Relays idoniiliOd & Inspeclrid woto GG Modol 12HEAS4EI07H 8 non-ceniurv 
series typo 

CRI 0 (.EV,r. TennessoQ Volley AuinorKy- 88 / f 1/17. Oocument Control Orencii (Docu- 
ment ConUOl Desk). 2pp. 47607. 2e5-470O7'2OO 

8B1 1 150058 NRC Inlo Notice 80 009. "Dooradaiion ol Kflpton Eioctr>C 8 l Inaiilairpn " Syc 
lisionci 

ROSSI, C.E. Division ol Oporat.ona1 Evonis Assossmoni (Post 670411). 8O/11/21 
Consoi'dotod Edison Co. of Now York, me. iiGpp 47603 045-47603: 10i 

6011230394 Responds to NRC 681020 Ur lu violations noted m msp Ropi 50 327/88-44 
0 50 320/60-44 Corrociivn nciionsMs'nt Instruction 13 3 0, "incoie FM Ooiociots 
Romovof 0 Insfaiiodort’' impfo/mmiod. 

ORIOLE Y,n TuniiosBOo VailOy Auihoiiiy 00/11/21. Document Control Branch (Oocu- 
mont Control Desk). 4 pp. 47027:277-47027.200. 

0611320397 Responds lo NRC 001020 Ur in violations noted in Insp Ropis 50-327/80- 
29 & S0'320/00-2d.Cor(ociivo actions Rov 1 Issued to document dolictonoes tdonii 
tied on bolts 01 Unit 1 coninmmani spray HX upper srmporls 
ORiOlCy.R rennossoo Vaffoy Aullioriiy. 00/t l/2i. Oocumoni Conirol Branch ((Tocu- 
mnnt Conuol Oosk] I 6 pp 47l}3l'207-47631'30i. 

6611160470 NRC Inlo MoUco 08-092. "Poionjial lot Spent Puol Pool Draindown" Svc 
list end. 

ROSSl.CE Division ol Oporotional Evonis Assessment (Post 870411). 68/11/22 
Consol dated Ed son Co nf Now York, Inc. Il4pp. 476O0:124-47OO&237. 

8811160316 NRC (tuHotiii 00 OtO. "Nonconlorming Molded Caso Cwcvl Breakota." SvC 
list enci. 

ROSSl.CE Orvision ol Opcrationat Evonis Assossmerti (Post 8704ti). 80/11/22 
Conso'-idatod Edison Co. of Now Yo'k, Inc. I2lpp 47606:001-476CIO:1Z3 


R. Periodic operating reports & related correspondence 

6611060217 Monilily oporaiinp ropis lor Sopl 1O8B lor Sequoyah Nudoai PlanI Units I 
& 2 

SMITII,S J. Tennossoo Vatloy Aulhorily. 00/09/30. 51pp. 47474:334-47475 024. 


S. Reportable occurrencee. LERe & related correspondence 

8810250105 NPOES noncompliance noiilicalfon.on 800001, ulrf tepoiied kill ol appio* 
270 lish in iniako foiebay Caused by low dissolvorJ oxygen levels ir> water wiUMewn 
liom Chickamnupa Roservoit.Condil'ons m reservoir impiovod. Count lermuiaiod. 
SCHMIERDACH.M Tennossoo Vot'oy Aulhor.ly. 80/10/20. STEWART.P.l Chailaooo- 
ga. TN. 6pp. 47269.207-47269.212 

6010260363 LER 08 033-OO.on 801004. unplanned reacloi trip signal g^oneralod wltilo m- 
situmcm maini pcrsonnol porlorming chnnnol caiibi on Loop 2 RCS narrow-range 
temp instrument Caused by instrument la'luio. Signal rosoiW/001020 iu. 

PHlFER.T.K. SMlTH.SJ. Tonnessoo Valley Authority. 06/10/20. 6pp 47262075- 
47262.079. 

8610260111 lGR 80-037-00.on 800925.unpiannod reactor trip sigrial duo lo abated 
steam generator water level lo-lo condUion Ceused by lailure lo lotlow Admirvsiraiiva 
Insiiuciion Al-4 7.Te8t directors retrained on Al'47 requirements W/881020 Itr. 

NAIK.J A . SMITI-I.Sj Terinossoo Valley AuUiOfily. 00/10/20. 6pp 47289.017- 
47269.022. 

8610310173 lER 00-035 00 on 000927.auxiiiery bltlg isolation occurred when oporalor 
Inadvoctonily tripped circuit broakoi A. Cause not dotormmod.Tiaining lir Issuod to aU 
licensed oporaiors detaiiinp evenl.W/08i024 Ur 

LONQ,JL. SMITH,SJ. Tennossoo Valley Aulhorily. 88/10/20 4pp. 47396 144. 
47390 147- 


0811040295 Forwards ROv I 10 Special Repl 00 14 rc> noncompliance w/ l.iconsmu 
Ccndii-on Section 2 c 13 c.ilolot ng two sentences Uom analysis ol condilion.W/o en-cr 
SMITH.Sj Tennosboa Voi'oy Aulbonly 80/10/28. Documoni ConUOl Branch (Docu- 
tnonl Conuol DoikI tp 47428070 47428070 

8911040359 lER 00 0.36-U0.on 001004. icaciot trip signal occurred.Causod by steam 
flew lo foodwaier f’ow mismaidi ot greater Jhar> 40°; ccmcidorij w/low sieam oenera- 
lor signal presoni Raacloi pioteci-on sys/ESF caiibi procedure revised W/6BtO20 iir. 
SMITH.JO.. SMlTH.SJ Toiinnssee VaUoy Author.ly 00/10/28. 5pp. 47455 272- 
47455276 

9811070248 Forwards LER piovitlmg details re reactor coolant trip losuitino from sloem 
flow to locdwatRf How m sinaich Caused by breakdown ol mgl sys & piocodu's' 
inaddoqiiacy W/o LER 

SMiTll.Sj Totinessoe Valley Authoniy. 88/10/28 Oocument Control Branch (Oocu 
monl Control Desk) tp 47441 207-47441 207 

6811079375 Rov I 10 Special Rapt 0B-i4 on 681005. noncompliance w/ tOCFHSO.App 
R.Sociion 111 G 2 idoniifiod Caused by vital battery V room A vital bailory board room 
iiiadvotionily tdoniilied Qs equipmonl w/liro suppression syS 
SMiril.S.j. Tennessee Valley Authority. 00/10/26. Document Conliol Branch (Docu- 
ment Control Desk). 4pp 47464:141 47464:144. 

8811090126 Part 21 toot 10 delect ki Limitorq-jo Corp supplied safely- related SMB 
valvo ocirraiors w/RH insu'ated dc motors U<ai may nol develop lull rated starting 
■orquo at o'-ovated ombioni lumps. Review ol motors by licensees recommended. 
WILKINSON./ £ L'milorquo Corp 08/11/03 Ollico of Nuclear Reactor (Tcgu’alion. Oi- 
teciot (Post 87041 1) I6pp 47525 227-47525 242 

8811188461 LER QB-OBO OO.on 68iOI^.BuK.liaiy blOg fsofairpn occurred Caused by rn- 
adoqualo procuduro usod lo-' losimg modiliod c-tcu try.Procoduro lovisod lo rolloci 
mociihed c'rcuriry Individuals In-volved co'jnsoled W/OOt I03 IU. 

PIIIFER.TK. SM.ITH.SJ. Ternossoo VaMoy Aulhorily. 00/11/03 6pp 47664:164- 
47564:169 

8811150960 l£R 88-041-90 00 OOlOIO.lurbino trip & looclwaier isolation signal occurred 
duo lo reco^ii Ol hr-h: level signal m Loop < steam gono'eior.Caused by madvorloni 
oponino o< Loop 1 valvo ns rnsuii ol backliiimg.vaivo cfosod.v//80i 1 tO lu 
SMlTil.JO- SMITH.S.J. TonnoBSeo voliay Authority OO/ll/lO. 5pp 47546039- 
475-160-13 

8811150094 LER 88-030 00:on 801018, reactor inp S’.gnal gor'ieralod by roaclQi proluc- 
Iron sys when loop 3 -sioam ngno'aior lo-lo lovoi s'gnei gonoraierl Caused by uso ol 
00080*0 redo n containment Tan room. Alarms ack & reset w/881it0 Ur. 

PiiiFEn.T.K. SMlTH.SJ Tennessee Vaiioy Auihonty. 68/11/10. Spp. 47550.204- 
47550 206 

6611169096 LEO 08 040 00 on 09l0t7.discovo(od that unit omored Mode 4 on 000027 
vr/aoiciy-ioioicd anubbar inepoiabiu Caused by potsonnul tal'uro 10 rcal'fo snubber 
orsconnoclod Event lOviowod w/plann nn personnel. W/OOl 1 10 Itr. 

NAIK.JA.. SMlTH.SJ Tannassoo Valley Authority. eO/1l/lO Spp. 47546.034- 
47648030 

8611310301 LER 8O'042'U0.on 00il03,inadvoriont entry In Lirniiina Condilion lor Opor* 
anon 3 0 3 when mom aioam how channel not declared inoperable occurrud.Causod 
by Opereier ovcrsmhi involved eporaleis ceunsoletl W/89 1 1 1 7 lir 
FENN.KW.. SMlTH.SJ. Tonnossoo Valley Auliioniy. B8/tl/t7. Spp 47G62.030- 
47502042 

8611229004 Spocioi Ropi OO-tSon OOllOO.posiiivo modoreter temp coeificiom moas- 
utod on Un>i 1 cycle 4 core Caused by premature afiuidown ol unit m Aug 1905. Rod 
wiindrawai iimiis osiabiished & mode available lo oporalor 

SMlTH.SJ. Tennessee Vaffoy Auihoniy. OO/tl/t?. Oocument Conirol Branch (Oocu- 
moni Conirol Desk) 4pp 47620.131-47620 134 

8811230050 ('NO-OSP-fi8-OlOA.on 08lTt8,Unii I roadot irippoO CausoO by &oclrlcel 
ground In mein ponerBior.Liconsoo initialed outage work including repair of main 
gonoraio'-roactor coolant pump 3 aoai pacKogo & sloam dumps 
niCHAROSON.S Olc of Special Projects 68/11/21 tp. 47621 349-47621:340. 


DOCKET 50-326 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & lire protection plane 


6610260491 Forwards objectives lor 1O8O radiological emorgency plan 
oxorc^aoExorc^u currently schodulod wk ol 00I212.W/O oncl. 

GRIOIGY.R Tonnossoo Valley Auihoniy. 00/09/27. Region 2, Olc ol iho Oirocior. Ip 
47268360-47260 360. 

66 19270060 Revisod omoigoncy plan implemaniinn procedures.including Rev 0 10 EPiP- 
2.HOV 0 10 EPlP-a.Rov 0 lo EPlP-4,Rov 0 10 EPiP-5. Rov 0 10 EPIP-1.5,Rov 0 to EPiP- 
t6.nov0 to EPIP-19,Rev 6 to IP 20 W/081020 Ur 

CTMOIE/.R Tennossoo Valley Aullwiy. 88/ 10/20. Documont Comiol Branch (Docu- 
menl Conirol Desk) 93pp 47342079-47342:142 

8610270326 Requests that temporary doviaiion from requiromonis of tOCFRSO.App 
R.Sociion IIIG.2 remain In otfect until restart Iront Unit 1 Cycle 4 roluQling 
ouiego.Oale ol 681130 commitment for submittal ol p'an revised to 001231. 
OHIuLGY.R Tonnosseo Valley Auihoniy. 09/ 10/20. Document Conirol Branch (Docu 
morn Control Oosk). 3pp. 47325 399 47325 311. 

6611010209 Forwards Insp Ropis 50-327/60-40 & &0-32e/08-40 on 000925-1004 & 
nofico of vioferion. Unresolved item to improper exiting ol Limiting Condition lor Oper- 
ation 3 4 621 wlicn RHR isciai-on valvo inoperable idonlilind 
MfXJOY.F R Olc ol Special Projects 60/10/20. WHITE, S A. Teonossoe Valley Au- 
thorny. 2pp 47404 212-47404 233. 

-8811010216 Insp Repis 60 327/00 40 & 60-320/66-40 on 000925-1004. Violation 
noted Major areas inspected. extended conirol room oporaiion & operaiiennl saloty 
vorilication.lnclud ng rad alien prelection A aaloguards. 

JENISON.K Region 2. Olc ol the Director. 08/10/21 lOpp 47404.210 47404 233 



120 DOCKETED ITEMS 


661101031? Forwards Irsp Flepis 50-327/8S 39 8 SO'320/83-39 on 680908 C91? & 
notice cl vio'diion 

MCCOYFB etc Ol Spacol Piclocts. 83/10^20 WHITE, SA TMir>Bssae Vtf'ey Ao- 
tttoi.ty. 2pp. 4740?0?3 «17-I02;102. 

-961 1010379 1r.$p Ftopio 60 327/99 33 & &0'32e/68'39 on 990306 03l2 tto v^ahcns 
noredMa;or areas irspnciedopora%onal saloty venricatton.i'Ki-jd ng oporanons 

e oriotmance.sys ( neups, rad'aiion proteoiiop 8 safoguards & housekeeping insps 
■AnMON.PE Region 2. 01c o' ihoO.'ec-.oi 89/10/13 24pp. 4740a073-4?408;t02 

9610360378 Adviaos that separate iii sa.ni to Region li.Emergency Ptopaieortess 
Saciion.w/paia 'oO scenario lot 1038 rsdio’ogical erneigcncv pisn exstctseEyeiose 
curronily scitedi.lod lor &8i2i3 

GRiDLEV.R, Tonnosseo '/ai'ey AuiOot.ty 80/10/37 Oocumom Control Brancti (Docu' 
morl Conirc' DsskJ 3pp. 47367 247-47367'.349 

6811090315 Foiwnrds deiai'od scenario lo' 1969 radiolagxal eme'gcncy plan e<crc-se 
scheduled lor 3312' 2 pet NRC6<si0ii tequesi 

CRIOLEY.R Tennassae Vai'ey Authority 06/10/37. Rag on 3, Ole ol (ho Oaecior. ip 

47484 0e2-47434 082 

8810310017 Gcrerc cir 89 19 to ell tuol cycle /acBty icansoos 
possessing using rrponieg. exporting o/ liansporing formula qja'intes ol anafegic 
StiM re use ol deadly loico by Ucensee guards to preverM ihou o( SMASve list ory:i. 
BURNETT, RF. OiviSon Ol Sa'egjards 9 Trensporlalion (Post 9704131 88/10/39 
Consol dalod Ed son Co of Now Yoik. inc. aipp 47513047-47513.077 

8811090751 Farv.a.-di i.nsp Reels SO-327/a6'44 8 60-3?6/aB-44 cm oeOdlS-iOOS & 
noheo Ql violaiio.i One unresafved ilom idoniifed ra adequacy ol file watch naps 
MCCOY.F.R Regon 3, 0(c ol lha Qitccior. 98/10/89. WKliE.S.A. Tennessee VaTey 
Auinoiity. 2pp 47534:131-47634 tC5. 

-QS1109Q3S7 (nsp RaplS 60-337/Ga-44 & 50-339/99-44 on 860313 1005 V.elattefte 
noiedMaiQi a/oaa inspected operet.onal salely venlicai-on l.'iciudng oporasoos 
paifornia.nce.sys li.nejps. radalio-'t p*aiociion,salaguards& housekeop'ng msps 
OENiSO-N.K.M RegieeS, Qlcal ihe O-.-aciot eeAc/34 Slop 47524 i35-47534-.t9s. 

6611080001 Rocuosts rem.tUnco O' leas (or 861003 & 13 appiicai pna lor rebol liom 
Section XI cl ^ME be let & pressure vessel code re beric aod iranster p-jmp tiow 
maasureiTie'ii 6 roriuest for doviatiori (roin roqui'erronis ol lOCFRSO.App R. 
OiQGS.RU Uconso Foe Managerneni Branch. as/ll/Oi WHiIE.sA. Tennessee 
Va'.'ay Aulhofity- ip 47474 09ft-47474 098. 

8811090459 Advises Hint Rev 0 IP ganei<c radiological amergoncy^ae cohiorma to 
oiannng aWs oi i0CFn50<7(bl 4 lequiremcrMs of App £ ie t0CFR50,w/erve exep- 
I on involving daiei-on of cniarla addressing sustained winds of hunicane force. 
WCCOY.FH, Region !. Otc c( iha Oiraciot. ee/il/Of. WniT6,SA. Tennesaee Val'oy 
Aulli0iitY.3pp 47514 051-47514 058. 

8611100310 Forvraids tefety evaluation ra requosl for dqvfeiion from Anp R require- 
(ner.ta invo'ving i re battiora arourd Veins 4 pient ftte suppresstert sys.6omponaa(ory 
moeau/oa tf'seusaed in ova'ualion acceptable unM deviaiio.n eipires In i990 
RICHAFTOSON.S.O Ofc of Special Prcjocts 88/l f/04. WHiTe.S.A. Tonressoo VallOy 
Aulhonty 3pp. 47535 075-47536:080 

-8S11100311 Safety avabafon supporimg rapueal (o/ deviatlen from App R yequira* 
menu ra nre (oslitence ol (iro batners around rodundant veins 4 'equted (ire sup* 
proaaion sys 

' Ole ol Special Piojccis 56/l 1/04. 3pp. 47533:076-47535.080. 

6811150117 Fo-wards Insp Repls 30-327/66-46 4 SO-3?a/86 46 on 891005-11 4 lot- 
wards ncil'co Ol violation Numerous addi de(.clencles noted (n area of (iro barrers 
MCCOY.fr QIC ol Special Rroiects 96/11/03 KiNQSLGY.OO Tercv:ssee YaBoy 
Al'ihonty ?pp 47546 044-4/546064. 

••8911150(46 Nclico of violation from Insp on aolOOS'H Y-oIa'Ion noted raquend Ire 
tvalch patrol in au> 'lary UVp not pa.'lormad & saveral barriers on route not checked 
WCCOr.f.n. Ole of SpfiCio'ProldCis 98/11/08. 3pp. 47546.046-475«6.04/ 

-9811150148 Insp Repls 50-337/68-46 & 50-338/68-46 on 881005-11. VfoIaUons 
noted. Mdior areas hspocicd operational safety vcnficolion.includ’no oparalions 

S arformanco.sys l-noups. radiation prol0Clion.safaGue/ds 4 housekeeping 
/ATSON.L. Roglo/i 2, Ofc of Iho C5irocior. 68/10/27. I7pp. 47546 048 47546064 

681 1 180377 Revised emorgoncy plan imprornenting procadures.lncludmg Rev 0 to CPiP- 
1, "Emoroency Plan Classification Logic." Rev 0 lo BPIP-6. '•Aciivai'on & Operstiors of 
TdChnicnr Sup^rl C'.i" & Rev 0 lo E^IP-7, "Acirvaflon 4 Opotelion of OpetsUons . *' 
YOUNGBLOOD, T.H.. CTOOOc.R W., GniolEY.H L. Tennessee Va'Iey Aulhotily 08/ 
11/09- 1l7pp 47563.100 47S632I6. 


0. Advisory Commlliee on Raacior Safaguarda reports & correspondence 

9811166369 Summary ol ACRS Sutcorumliteo foi TVA Organiieiiotvsl Issues 690722 
meeting in Washingto.n.DC re generic lessons learned Itom NRC revfow ol ulil con- 
cerning restart ol facility. 

• ACRS • Advisory Cotr.miiiee on Rcoctot Safeguards. 66/07/26. ACRS • AtMsory 
Corrmileoon Reactor Safeguards. 4ipp 47646:248-47546:266. 


P. Operating llcenao ataga documents ft correspondence 

8911)190350 Qonoiic LW 68-17 to ah holders ol OLa or CPs lor PWRs re lose ol 
OflR Sve lisl and. 

CRUTCHFIELO.D. Assoc'ato 0 rector for Projecis (Post 8704 U], 88/10/17. ConsaV 
03ied ErtisorrCo. of New York. Inc 84pp. 47270:156-47270:341. 

8610250164 Gennnc Ltr 89-18 lo all liconscoa of opo'ai.ng roaclots & holders ol CPe re 
plani record siotago on optical d sks.Svc l.si oncl. 

CRUTCHFIELD, 0. Associaia Oirecior for P/ojecis (Post 870411). 68/10/20. Consol^ 
dated Ed-son Co. ol New Yoik, Ino. 4Spp. 4 7513 001-47613:046. 

9810270084 Forwards rsvisod posi-resiaR scope 4 schedule fo.' design baae.'irio & verf- 
(cadon program Related Info, including atalemeni ol uM com.'nllmania tor Phase li & 
lusylicalton lot excluding In cote inalrumonial.'on sye encl- 

GRIOLEY.H Tennessee Valley Aolhority. 60/10/20. Oocumenl Control Branch <Oocu- 
ment Cor^lrol Oeah). 13pp 47324:354-47326 005. 


S810370326 RrquesiQ that te.Tpotary deviation from roquiremonis of lOCFRSO.App 
R.Sm-0'i III.G.2 remain in effect unti losleri from Unit I Cycle 4 refueling 
ciiiageOate o< SQnOOcommtrrwmi lot submuaiof plan revised lo 661221. 

GR'OLEV.R Tennessee Val'oy Aulhonly 08/10/20 Oocumenl Control Otench (Docu- 
ir.er.1 Cor^lrof Desk) 3pp 47325.100-47325:311. 

8910380040 Prov.dos aTornaie wo'dng lor proposed Toch Spec Change 88-l3.per 
080033 (olcon between TVA & NRC. 

GmCLEY.O. Tennessee Va'Iey Auihonry 68/ 10/30 Oocumenl Conitoi Bianch lOocu- 
fiient Control Desk). 3pp 47342 349-47342 35 1. 

9910390046 Fo/watds supp'omoniai mlo re Tech Spec Ciiango 87-27. pot J Oonohow 
060927 request during &70927 loicon Enel provides mfo re adequacy of ovorprossuto 
proiecUon (Of RHR sys. 

HAY.M.J Tennesson Vali^ Aulhomy 98/10/20. Oocumom Ccmirol Branch tOcrcu- 
mam Control Desk). 3pp. 47364.050-4 7364 052 

9910380293 Forwards add) mlo lo suppon renewal of NODES Potmli 
TN0026450. Discharges sampled during Aug.bui bocauso of intako water qua'iiy 
probtoms.reiiaNe data on total residual chlorine not oblainod 
SChvueRSACH.M Tennessee Valley Aulhofify 88/10/25 SINCLAIR, RM Tonnes- 
seo. Stale of. 24pp 47367 210-47.T67 24 1 

9911030181 Provides adiU m'o ro p‘ant ATWS millgation sys acluaiion circuits (AMSAC) 
desgnAMSAC design.when impiomDniod.wiit conform lo requiromenis ol 
lOCFRsoe? 

GRIClEV.R Te.-mosson Valay Aulhonty 69/ 10/25. Documoni Conitol Branch (Docu 
mem Conlrm Oosk) Cpp. 4 7414 2 49-47414 209 

9911010388 Providos cfarilicaiipn ol design base'me & verihcahoii program iniorlace w/ 
equipmen) qua'<l'cai>on (EO) Corrocc-ve actions mq-jlrod to resolve discropanclos iclon- 
I lied in svs ovaljaiion reviewed for potcmial impacts on EO program. 

GRIDLEt.R Tennessee Vai'ey Aulnority. 68/l6/36 Documom Control Drench (Docu- 
rrteni Conirol Oesky 2pp 47402 1 03-47402 1 04 

991 1030339 Forwards addl Info lor TMI Action Horn ll.O-l, "Pedoimsnce Testing ol Ro- 
actor Rofrel 8 Saioly Vaivos." lo comp'ole roview ol item. 

OmOLEY.R Tennessee Va'iey Auihomy 88/10/27. Documani Control Branch (Docu- 
ment Control Desk) 6pp 47439 123-47439 128 

6611930211 Forwards addi dois'is of /nicrobioiogicaiiy induced corrosion program & 
ai-das used <n 880915 meeing w/NRC.par NRc raquesi meda ei sub] moatingAddl 
de>a4s of program include uii! evaluaiion piocess if leakage criteria axceodod. 
GRidlEY.R Tennossoo Valley Aulhotily. 88/10/20- Document Control Drench (Oocu- 
nveni Coniroi Desk). 23pp 4742 7 0 0 4 4 7 4 37. 116 . 

8811049091 Provides ut'l secepinnco of cfanlicsnons provided in NRC 660902 SER re 
40-yi q^kficaton lasiing of s-i cone rubber -insuiaied csbiaa inside contoinment. 
GRlOLEY.R. Tonnesaee Vei-’ey Authority. 88/10/31. Documeni Control Branch (Docu 
mem Conirm Desk) 6pp 47434:340-47434.353. 

881114C143 Forwards Rev I to prel-mmary SER on ul'l perlormance plan. Rev adds 
atsH evaluaiion of rosiaii e'eeirica' design ca'cutaiions in Section 2.3.3 ft modifiee 
socUons on das-gn bosolme & voniication program. 

RiChaRD$ON.& 0 Ofc ol Special Profecls. 68/11/03 WHITE.8.A Tonneasee Valley 
Authority. 72pp 47540 040 47540 111. 

9811140199 Reuuosis lempprary exemptioh to IOCFR5O.40 greniod in NRC 88102S Hr 
be extendad lor eniuo Cycfa 4 cperaiiory 

GRIDLEY.R Tennossoo VeTey Aulhoniy 86/11/03 Documani Control Branch (Docu- 
metq Control Oosk) epp. 47544:323-47544 230 

9911100310 Forwards safety ovaluation ra request for rievlation from App R requite- 
monis irwdvlng lire berriais arounrl liains & plant lire auppresslon sys (jompensalory 
moasuies dscuBsed in evaluaiion acceptPbta unbi deviation oxpUes in 1090 
RiCHAHOSON.S.D. Olcof Special Projacis R9/l i/04 WHITE.S.A. Tennessee Valloy 
Aolhonly, 3pp 47535:075-47535:0D0. 

—9911100211 Safety evaluation supporting roquesi lor deviation from App R requiro- 
menie ro Mo res-siansn of fira barriers around redundant trains & required lira sup- 
IHesson sys. 

• Ole of Specal Pioiacls. 99/1 1/04. 3pp 47535.078-47535.080. 

8911229011 Forwatds SERs tO TVA employee concerns e'omenl tepia aa pan ol em- 
ployea concerns special program. TVA aullicionily resolved restart employeo concerns 
lo suppori restart ol Unri 1. 

0LACK.S.C. oi Special Ptolecis 69/ 1 1/04. SVHITE.S A. Tennessee Va'iey Aulhor- 
ily 5pp 47ei8012'476l6'15S 

“M11220226 SER Bupporting Employee Concern Elerpieni Repi OP 31311-SQN, "Se- 
curity Design ft Msidware.'' 

• Ofc ol Special Pro.eds 86/11/04. 4pp 47618.017-47618.020. 

-8811330339 SER supnoding Employeo Concern Element Rapt OP 31302, "Porsonnol 
Saiety (Kardvraie) ' 

• Olcol spoctal Projecis 96/11/04. Ip. 476ie 021-476ie 021. 

-9611320231 SEB aupportng Employee Concern Element Repi OP 31303. "Housa- 
keopng” 

’ Ofc of Special Projects 8B/1 1/04. Ip. 4 7616.022-47616:032 

—6911320234 SER suppori'ng EmpiOYCft Concern Element Repi OP 31304-SQN, "Envi- 
ron mentat." 

' Ofc of Special ProjocIS. 88/11/04. 2pp. 4 7618 023-47618.024. 

-8911230238 SER supporting Employeo Concern Elemeni Repi OP 31306, "Ouostion- 
abCnConcrelo Rope't (Grout)." 

• Ofc ol Special Pic^ocia 88/11/04. 4pp. 47618.O2S-478ia.O20. 

••8811330238 SER supportng Employee Concern Elemeni Ropt OP 31307. "Sequoyah 
Nuefcat Plani (SDN) Insulation" 

‘ Ofc of Special Prolecis. 88/11/04. ip. 47618.029-47616.029. 

-9911330340 SER supporting Employee Concetn Elemeni Repi OP 31309, "Plani 1m- 
Pfovement/Suggeslions ’’ 

• OlCofSpeciarrrolects. 88/11/04. 2pp. 4761B;030-4 76I8:031. 
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88Ht40lS< For^-i'ds sa'er, evi'^dJ.on sxej!/ig i-pfovcT^M 
dic^ei 'e'/pcfise '•<o<JS scfi&tfJ>od ty 1 VA for cot 

pi^t-cns pror •orrsU.'ic! Ui. r 4 re’jc'ngoi.'.^ . _ 

E'-ACKS Of:ct Special Projects Mni/07 v.hiTE.SA Tennessee VaBeyAu-riorny 
3pp 4/53S3E9 47533 333 

-491114015? Sa'ct/ e.at'as'.c"' Scppon.Tg irprc-e-ienlptan tw triieiQKiCy Oosolfie** 
era'ofs l' 8 r.s-o'.UP'’-S 9 e response 

■ Ot; Ol Sp«ii.'PiP.-«tJ eS'lWO? ?pp 47sj<i o32-4?S39 333 


9414230183 Fca.’ response I3 FO'A regwsi lor rsocurner.ts Forwards Am U 
docLrr.erisApo u l3ocJrT^er.t9 also a<a'3iie m. PORApp U (JoameM w3»h0id frei 
FO'A EtfT.pscn 5J 

GRIVS'.Ey.UK NRC • No Oeia.tedAif.lial.on Given adnifOa JONES.Cfl Alftatcn 
Hcl Ass.grsrf 4pp 47505 053 4 7585 C50 


-9911010374 Kowo d violation liom insp on O0OOOG 09i 2 Violfliions noted licensee 
peisorjiei laicd lo lel o* SI 02 2 m p'Opor sotnionco wtilo porlorming work on Red! 
ai on Mon lor 2flM 90 IC6 on 00083* 

urmvFH QIC qI S oecai P/oiecis OB/lO?20. dop <17-.02076.‘174020?8. 


-SS1 1019379 Insp Repis 5O.327/09.3D S 50 320/00-31) on 080006-0912 No violations 
rated A*e..t)r a-eai nspecicd operational solely vonlioation.inciud ng operations 
peidotinar'ceeyalr.eips rad-aton prolecllon & eaiogjjrds & Pousekoeping Inspe 
HARMONPe. WATSON, LJ Bego.n 2. Ofc 0l tPo DiroclOf. 00/10/10. 24pp 
47<l0207g-47d02 102 

9811030396 ForwS'dS Insp ReptS 50 327/88 23 & 5O.320/OO-2O on 000620- 0700 4 
rtoLce Of viotalion 

R CHARDSOl SO Ole oi Special Pro;ocis 00/10/20 WHITE, SA Tennessee Va'iev 
AW 47417 181 47417312 


-8709170048 Forwards usl cl cur»eri fje proiec’ion crlprcenwt ac(Mr>s.f>er 851106 
r«fjost S«jgi}est-:d schedule for aHecied tcensees lo conpry w/App R tequsemenis 
M II Oe prsvided 

DRCirS.WJ O'c pi ine E»ecu',.va Oi-ectM /o' Operaiocd SECy65 306A 85/12/03 
4pp 47585O59-47505O65 

881 13 10109 FTiwa-dS i-jst.‘ce:.en Icr rsci rer&ng plant Tod) Specs 10 mco/poraie Sit.*- 
veiltance Rein- rener-f 394 proposed m Ger«nc Hi 87-03 

GROLETR Tennessee Valley Authorty 88/11/1$ Oocti'neni Conuoteta*icl) |Ooc» 
r-ent Conl-ol Oeskl 3pp 47589 233 47589 225 


-081 1030369 Notice cl vMai on Ircm l.nsp o-n 800620-0700. Violation nolod mcompieie 
<le»gn bass ca'cu'anon.siiucturei waikdown ts9uos,maini of saloiy rolaiod ofocii-cal 
equpnteni £ Inadequaie p.'ocadj.'es 

flCHAHOSON.SO excel Special Pro,oc1S. 08/10/20. dpp. 47<11 7:105 47417:188. 

-0011030372 Insp flepts 50-327/08-20 & 50-328/88-29 on 060620 0700 Violations 
noted 'Aa;or areas mspectedm-plani roviow iry mccliar-.lca*,otoclrical.civi',slru:iuial & 
iitsinin-er.iaiuo contro' d sciplines in order to vonly CS sys design basis. 

JENISONKM SNEWUAKEn,RE Olc of Special IVo|ocis 00/10/12. i24pp 
47417 183 47417312 


0811230308 Regues’s wit.'idraival cl ron.ors of Tech Spec Change 30. defeinp e-wer- 
gency gas I'cathicri sys hea'er tesLng ol SurveiMarsce Requirerreni 46 1 Bd4 4 low- 
^<riQ leriuied acoiiary t'ido gas uea'7**r.i s/s heater c^c-ty 
GRDlET.R TeAseSsoo Va"ey AulbohV 86/11/21. Ooccnveni ControiBrar>ch(Oocu 
menlCon-joi Desk) 2pp 47541 314-4764 1 3lS 


O. IntpecUon reperts. IE BuHailns 4 cortsspondenca 


8810030249 NRC Iris Nosce 88079. "M.suse ol Flashing Ugtiis for RartetiO') 
A/ea Cortrois " Sre list enc' 

RC&Si.CE Orvision d Optrai>or.a; Evens Assessrr.ent (Rosl 6)0411) 66M0I03 
ConsoiafaiedEdscnCo o' New York. Iik t23pp. 47?79242'47283003. 

4410070114 NRC Info Nctce 68G62. "Tonj< Sheirs W/Conosion 4 Oegraded Coatings 
inBWRCpniiinrreris" Svc Hi end 

ROSSiCE Onc.$<n of Opera&onai Events Assess.'neni (Ppsi 870411) 68/10/14 
Conso-da'cdEdiSorvCd el New York, inc liopp 47280 124-47280235 

88 to 140312 NRC Irlo Notice 88-085. 'Sroken Rct4r.J'9 6iock S'vds on AncAor OarLno 
Check Valves' Srckatexi 

ROSSi.CE Oryision Ol Oper4'jor-4l Events Assessmert (Rest 8?04iij 68/ll>/i4 
Consc'daled Edison Co of New vow. Ine. llOpp 47483 199-47483 3ie 

8410240349 Responds to liRC 88O916 iv re vsda'xins neied m insp Repis 50-327/88 
38 & 5&338i88 30CoRPcVve actions eiceiption request euorrit'ed re TypdC tesung 
ol contamffler>i spray 8 RHR sprey inboe-'d corMainnver.i isdation va/res 
Gfl'DlEY.R Tennessee Va 'ey Authorrv 84/10/19 Oocumem Coel-ol Sra-nch lOocu- 
menl Cpnvol Desk) 6pp 47&4I 14347^1148 


8810140011 NRC Irlo Notice 88-044. ' Oefecue Motor Sna'i Keys >n Urnitofqvd Motor 
Actuators " Svc lisi enci 

R0S5i.CE division of Op«fet)or.at Events Assessment (Post 870411) 49/10/20 
Consolidated EaisonCo oiNewro/h. Inc. 1l9po 47240004 47380 I23 


4410290437 Add response to NRC 880831 IV re vioiaCiOns noted mirsp Repis 50-327/ 
87-56 A 50-328/4 7 54 M siory of laundry A shower dram process-rM 
discussed Withdrawa' of vioiat.on requested ’ 

GHIDLEV.R Tersnesseo Vai'ey Atlhoniy 88/10/20 Oocume.-ii COf-Uol Branch lOoco 
men Cor.voi OesX) tOpp 47281:336 47241 345 


4410260392 Fonsards '•Aasessnveni cl Sirirc'ual Adequacy cl Concrete FoundalKin 
Celts lot Ene-jcncy Raw Coojng Waier fhjmping Suion A Access Roadway." m re- 
sponse 10 unresolved den-.s m insp Hepis 50 327/64-12 A 50-328/88-12 
GfitOLEY.fi Tennessee Valtcy Authonty 88/10/20 Documert ConPof Biandt iDocu- 
mer.tCqolrolOeSk) 3PP 47264 190 47268 291. 


-8810240383 Assossmeri ol S'-ruciural Adequacy ol Concrete Foundatron Cels lor 
Ei-wocftcy Raw Coowg Water Putt-pwo station 4 Access Roadway ' 

”AAVf4.C3. VENP Bechtel Group, Iik 46/07/31 98pp 47268 193- 

4f?o8 ^91 


98I027046S irlorrr.s tral util w I issue procedure rn^lenteniing vendor sesnve oua'lica 
bon rJocumeniatioit retrieval pla-i by 881110 per miegraiod desan insaliem 036-1 a 
Insp Repts 60-527/87.48 A 50 326/67-48 ^ 

QflOlEY.R Tennessee Va'Icy Auihorty 80/10/20 Oocument Control Branch lOocu 
merit Convcn Desk) 3pp 47325312-47325 314. 

Mf 10102M Forwarcts Insp Repts 50 327/88 40 A 5O-328/08-4O on 800925 1004 I 
rV4'6tfren"K»;T^,Xr^^^^^^^ Conrmn Ope. 

1;1S^''4"*?4'o4‘2i?^04 


-48I10102II Nobce ol vKXawn irom msp on 88092S-i004.Vx)i8U}n noted failure t 
° O' condibon* penaJiing to Surveillance lnslA« 

non 94 4 before leirvLaing pcrfotrnance 

MCCOY .F R, Ofc ol Special Proiccls 88/10/20 4pp 47404 214 47404:217 
-MttelWtS Insp Repts 50 327/69 40 A 50-320/88 40 on 800925-1004 Violal« 

SO 327/80.39 S 50-320/00-39 on 080806- 0912 i 

S5SS?''4”47?02O7!'5^*027oT'* 


8819170391 NRC kilo Not CO 89-066. "Operating W/Mulfipfo Grounds In DC Oisinbution 
Sys " Svc I SI end 

flOSSi££ Oiv.sioh cf Operatioisal EvoiMs Assossmonl (Post BTOAil). 60/10/21. 
Consotdaied Edison Co ol New Vo'k, Inc I I6pp. 47463.00 1-47463:1 97. 

8811090232 PaRiai response to FOIA request '0/ documonis Inlorins that App B docu- 
ments ava-i^o 14 PDRFoiwards partially withhold App C documenis (rof FOIA Ex- 
ampiionS) 

GRiMSlEY.OH. NRC • No Data led Aliil'aiion Givon. 80/10/25. AIROZO.O Inside 
NRC.(McGraiW-lttll^it:'iCSt9.-i] 4pp 47519:220-47510 223. 

-8711100438 Patvsi-f deleted Commission pepoi o'o-vaing to Commisston lecommon- 
dafion by O'c ol tnscecior A Aud tor ihal Comir.lsslpn d'rect Ofc ol Invesiigai-ons to 
reopen utveansaiion ol uM reporting ol ih mbio ivbn incldoni lo NRC via iER. 
CONNcILY.SR. ClfiCO Ol Inspocicr & Aud.lor SECY-B7-246 07/tO/Ol. 25pp. 
47519 224-47619 249 

6811090251 Forwards insp Repts 50-327/89-44 & 50-320/80-44 on 060913*1005 A 
nosce ol vio'ation Ono unrescived riom ideniihod ro adequacy ol n/o waich insps 
MCCOy.f.r Reg-o.n 2- Otcoi iho DIreeior. 00/10/26 WHITE, S A Tennessee Vei'ey 
Audvjiity 2pp 47624 131-47524 t65. 

-e8il<i»0253 f.’ot.ce ol vioiaion ire.'n hsp on n809l3-i005.Vio!aliofi nelodlBilure lo 
compV w/erocairtons Hied m work Requosi WHB20644B loeuliing In madvorleni 
wihdrawetolmcoro probe tiom luUe encl. 

MCCOY.f H.Regi0n2.Ofce1 Iho Director, 08/10/20 8pp, 47524,133-47524:134. 

-8811890267 Insp Repts 50-327/oe-44 S 50-320/88.4.1 on 800013 1005 Vrolations 
AoiedMaior areas mspeciedopcratonai saloiy vonticaiion including operations 
per<oiTance.Sys 'incjjs rarjiaiicn pioiqcuon.salOQuaidl 8 houldkooplna Inspa. 
JENISONKM. MARMDN.PE . WATSON, IJ, Region 2. Olc of Iho Dirocioi- 88/10/ 
24 3ipp 47524 13547524 165. 

8811090426 FonvarOs InSp ftepis 50-327/00 42 & 50 326/0B-42 on 080029 0932 No 
vqipions bi dovisiions noted 

MCCOY.fr C«c W spec 81 Proiocts 80/10/31. WHITB.SA Tonnessoo Veiioy Au- 
fioiily. 2pp 47490 261-47490305 

-8811090431 insp Repts 50-327/68 42 & 50-320/80-42 on 880829 0902 No vioiauons 
0 * Odvaitens noted Ma , 01 areas mspecied opoialonai ataliing, review comm-iiea 
acir/iiNK maml sialus A Slaius 01 losiing 

JEN^SON.K. WATSON.lJ Region 2, Olc ol the D-rccior. 00/10/25 41pp. 
47490 266 47490 306 


881109030) Forwards Insp Repis 50-327/08 43 & 60-320/80 43 on 000906 09 A notice 
Qlvoiahon 

KfCCOY.FH Ofc of Specai Proiocts BO/il/Of. WHITE SA Tennessee Valley Au- 
teO'ily 2pp 47513 160 47513 174 


-9811090)10 Notice ol vio'alion from insp on 0BO9O6-O9 Violaiion noted, reg'jlalory re 
^enwisw JOCFflsO 59 nol piopoily iianslaied into mstiuciions or procoduros In 

MCCOYfR dcot Spedal Proietis 88/11/01 8pp. 47513 162.47513:103, 


50-327/08-43 & 50-328/89-43 on 880906-09. ViOlalions 
noira^ioc areas inspected lolowup on previous Insp l.nding & lOCFRSO 59 saleiy 
program A imptemoniaiion re plant sito 

47S'I3 1 ’’ Diroclor. 60/10/26. Upp. 


VeSy-w 801120 meet ng w/uMl In Rockville.MD to d.souss evaluation 

475°Lx4S34r'°'""'* 

KINGSLEY,0.0 Tennessee VaUey 

50-327/80.46 & 60-328/80-46 on 881005-11 A lor- 
Nu-metous addi Oeiiciencies noied in area ol liro barriers. 
ISi'5p°i7546oSrf;5M* KINGSLev.O.D. Tennessee Valley 

voiauon from insp on 081OO5-ll.Violalion noleil. required lire 
P®^‘=''"ed « seve/al barriers on route not checked. 
MWAJY.fr Olc ol Special PrO,OClS. ee/lt/OS. 2pp 47646 046-4 7546047 
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-9811160146 Insp Repis 50-327/8B 46 & 50-320/00-46 on 861006-11. Vidaliorts 
noted-Ms.or areas mspociod operational saioty venficanon.lrtctucting oporaiions 
perioimanco.sys lineups, radiation prolociion.aaieguenls & hausoKoopictg. 

WATSON, l., JENISON.K Rogon 2, Ole Pl mo Ditociot. 06/10/2/ t7pp 47546-0<IB- 
47648 064. 

8Si 1 160262 Ack recQipi of 860326 Ur Intorming NRC ol slops taken to cotieci vio’ailons 
noted in Insp Ropts 50-327/60-33 & 50-326/88.33. 

MCCOY.fr Ole o( SpGciol Projocis 06/11/00. WHITE, S A Tennesseo Valley Au. 
Ihoniy. ip. 47560.037 47550 037. 

8611 170046 Forwards Rov 13 lo Suivoiilanco Instruct on Si-114 2. "Inservico Inap Pro- 
gram," Incorporating augmoniod & accelorotod i.old we'd program S lour ksied pro- 
gram elemoniB Irom uiii 870130 iir 

QRlOLEY,R. Tonnessoo Valley Authority. 60/1 1/00. Oocumant Control Branch (Docu- 
ment Control Desk). 3pp. 47576 002-47577:108. 

-6811170050 Rov 13 lo Survcilanco Insiruct.on St- 1 14.2, "insorvlce Insp Program" 

• Tennessee Valloy Aulhorily. 00/10/16 307op 47576 QB5-47577 106 

861 1040324 Suppi 3 lo NRC Info Noirce 66-106, "Foodwaier line Break " Sve bsl otKl 
ROSSlC.E Division ol Oporauonal Events Assessmont (Post 870411). 80/11/10 
Consolidated Edison Co ol New York, inc 1i3pp. 47559072-47550 184. 

8811170039 Responds to NRC 801020 Ur ro v-Qlai ons noted in Insp Roots 50-327/86- 
.39 & 50-328/08-36 Corroclive actions. Survoi'ilance Instruction St 03 rovlsod lo rornove 
conlrol luses essociaiecl w/irip output of rodial'on rnoniior during catibr. 

GRtPUEY R Tonnosseo Va'iey Authority. 66/ 1 1/14. Oocumoni Conlrol Biaoch (Oocu- 
rrent Control Desk) 7pp. 47572:221-47572.227. 

8611090364 NRC Info Notico 00-087, "Pump Wear & Foreign Obiocis in Ptani Pipittg 
Sys." Sve list end 

ROSSI, CE. Division Of Operational Evenia Assessment (Post 870411). 80/11/16 
Consolicfaled Edison Co. or Now York, Inc. I I3pp. 47601:020-47801.132 

861 1090403 NRC Inlo Notice 00 060, "Dogradotion of Wostlnghouso ARO Retoys." Sve 
list end. 

ROSSl.C.E Orvrsion Of Opcraiional Events Assossment (Post 870411). 00/ll/td 
Consolidalod Edison Co of Now York, Inc. 1i3pp 47597.001-47587;113 

B6 11220053 Rosponds to NRC 061020 Itr lO violations noted in Insp Repis 50-327/60- 
40 & S0-326/08-40.Cor/ecliyo actions'voridod that lien roacior trip Oreakor A oportod 
& suspended podormancQ ol Surveillance inelrucilon 04.4. 

ORIOLEY.R. fonneesoo Va'iey Authority. 00/11/17. Oocumoni Control Branch <Oocu- 
menl Control Ooak). 4pp 47621.055-47021:058 

8811220087 Providos adO'i Into ro NRC BullOim BO-OUO.Mr 001021 Idcon 
request Relays idanldiod 8 inspected wore QE Mode) i2HFA54Ct07H & non-coniury 
series typo. 

QRIOLEy.R. Tonnosseo Vailoy Authorily. 08/ 1 1/17. Oocumoni Control Branch (Oocu 
ment Control Oosk). 2pp. 47607 265 47007:3813 

OB1 1160068 NRC Inlo NoUco 00 009. "Oogradation of Kapion Ctoctncei insuiehon" Sve 
list enci 

ROSSI, C.e Division of Oporakonei Evonii Assossmoni (Post 8704ti), oo/ii/2i. 
Consolidelod F.dison Ca of Now York, Inc. 1 13pp 47603 045-47603 i6i 

0811330994 Rosponds to NRC 001020 Ur re violations noiod in insp RopI 50-327/00 44 
8 S0-020/80'44.Co/rocllve acilons.Marni inaiiucflon 13.3.0. "inco'e Eiu< Ooiociora 
Removal 8 insialiation" implomontod. 

GRiOlEY.R. Tonnessoo Vsnoy Authority 00/11/21. Dooumuni Convol Oiench (Oocu- 
menl Conlrol Desk). 4pp. 47627:277-47627:200. 

SB 11 220397 Responds 10 NRC 001020 Itr ro violations noted m inap Repis 50-327/eO- 
29 8 50'32e/66-20.Corrociivo nctiOns.Rov 1 issuuJ to document dolictoncios (donii- 
lied on bolls of Unit 1 containment spray HX upper stmporis 
GRIOLEY.R. Tennossoo Volley Authority. 00/11/21. Oocumoni Conlrol Branch (Oocu 
ment Control Desk) 15pp 47e3l'207-4763l'30t 

0811160470 NRC Inlo Nolico 66 002, "Potential lor Sponl Fuot Pool Diamdown.'* Sve 
list enci 

ROSSl.C.E Division of Oporaiional Evonts Assossrnoiif (Post 6704li). 06/tt/22 
Conso'idaiod F.dison Co. of Now York, Inc ll4pp 47600 124-47606237 

6811160315 NRC Gullolin 08-010. "Nonconlotming Moldod Casa Circu>t Bioakois." Sve 
list CfiCI. 

ROSSI.C E Division ol Opoioiionol Events Assessmont (Post 87041t). 08/11/22. 
Consol dated Edison Co. of New York, Inc. t2lpp. 47006.001-47606:123 


R. Periodic operating reports & related correspondence 

8811080217 Monthly operating repis lot Sept 1988 for Sequoyah Nuclear Plant Units I 
& 2 

SMITH.S J. Tonnosseo Valloy Authority. 06/00/30. 61pp. 47474 334-47475.024. 


S. Reportable occurrences, LERs & related correspondence 

6610250105 NPOES noncomplianco nolilicallon on 68080l.ulil roporlod kill ol approx 
270 lish In Inlako forebay Caused by low dissolved oxygon levois In water withdrowo 
from Chickameuga Rostvvoir.Cond.irons in lose/vo'r improved Count terminated 
SCHMIERBAChIm. Tennessee Valloy Aulhorily. 08/10/20. STQWART.P.L. aiftllanoo- 
ga, TN. 6pp. 47269.207. 47269.212. 

8611040286 LER 08-03B-00:on 680939.poleni8i Iransfoimor luses not maiatfod causing 
circuit between oUsite power & class 1E d.sinbulion sys to be cons4orea 
inoperablo.Caused by inaoaquato procoduro Fuses installed W/001020 Itr. 

LONGJ.L, SMITH.SJ. Tonnessoo Volley Aulhoniy. 60/10/28. 7pp 47429.079- 
47429.005. 

8811040296 Forwards Rov 1 to Special Repi 86-14 ro noncomptiance «r/ Licortsing 
Condition Section 2.c. 1 3.c.dololing two senioncos from analysis ol corvo.iion.W/o end. 
SMITH.S.J. Tennossoo Valloy Authority. 06/10/20 Document Control Drench (Docu- 
ment Control Desk) fp 47429 076-47420 070 


8811090125 Part 21 repi ro defect In UmUorque Cprp supplied safety- related SMQ 
valve aciualois w/RH insulated dc motors that may not dovoiop lull-rated sladmg 
torque at efevated amblont temps Review of motors by llconsoos recommended 
WILKINSON.1E limitorgue Coip 88/11/03 Oft ce ot Nuclear Reactor Regulation. Di- 
rector (Post 670411) I6pp 47625:227-47525 242. 

0811160103 lER 88 008-01 on 660209.faiiure to Initiate performance ol required sunreil 
lance msirucUon in I'rnely manner resulted in Tech Spec 3/4.4.6 2 being 
excoodod Causod by personnel orror.Operaiions personnel lnstructed.W/88i 1 10 Itr. 
LONQ.J.I. SMITH.SJ Tonnosseo Wley Aulhonty. 68/11/10. 5pp 47646069- 
47648.073 


DOCKET 50-329 MIDLAND PLANT, UNIT t 


A. Appllcalfon/conslriicifori stage documents A correspondence 

6610180350 Gonoric Lir 88-17 lo all holders of OLs or CPs for PWRs ro loss ol 
Oiin Svc liSt e/Kl. 

CRUTCHFiElO.O Associate O.ioclor fur Projecis (Post 0704tl]. 60/fO/i7. Consoli- 
dated Edison Co. ol Now York. Inc. 84pp. 47279:158-47279:241. 

6810250164 Gonoric Lti GO- 10 to all Iconsoos of operating reactors & holders ol CPs re 
plant record storage on optical disks Svc fist end. 

CRUTCHFlELO.O Assoclalo Director lor Projects (Post B704U). 06/10/20. Consol- 
dated Edison Co of New York. Inc 45pp 47513:001-47513 046 


F. Sacuilly. medical, amargeney & lire protection plana 

8810310017 Generic Ltr 0B-t9 10 8'l lual cycle laciliiy llconsoos 

posaesstng.using,«mportmg,axpor(tf>g or iransponing formula gueniiiies ol strategic 
SNM (0 uso ol doadly force by llconseo guards to provoni lhatt ol SNM Svc Lsi enci 
BURNETT.RF. OiviS'l^on ol Salenuards & Transportation (Post 870413) 68/10/26. 
Conso'idaiod Edison Co. of New York. Inc. 31pp. 47513 047-47513.077 


O. Inspeollon reports, IE Bulletins A correspondence 


86)8038249 NRC Into NoUCP 06-079, "Miauso ol Flashing Ligh/s lor H,gh Rsdiailon 
Area ConireXs " Svc kal enci 

ROS8i.CE. ^vision ol Operational Events Assnssmeni (Post 8704ii], 86/10/07. 
Conaoiidaiod Ed-son Co ol Now York, Inc I23pp. 47279 242-47280.003 

6810078114 NRC Into Notice 86 002. "Torus Shells W/Corroston & Degraded Coalings 
in OWR Containmenia." Sve Hsi end 

ROSSl.C.E. Oivision ol Opaiaiionai Evonts Assessment (Post S704ii) 66/t0/l4 
Consol>tfaioa Edison Co. of New York, Inc ttOpp. 47260: 124. 47260.235. 

8610140212 NRC Into Notice 86 005. "Biokon Retain, ng Block Stoda on Anchor Darling 
Chock Valves ’ Svc list end 

ROSSi.CE Division ol Operai-.onal Events Assessmenl (Post 870411). 66/10/14 
Conao'rdafed Ed<son Co of Now York. fne. tiBpp 47463:189 47463.316 

6610148018 NRC Into Notice 60 004, "Dolociivo Motor Shaft Keys In Limilotque Motor 
Aciuaiore " Svc ii$i end 

nOSSt.CE. Division of Oporeiiortaf Events Assessment (Posi 670411), 86/10/20. 
Consol dated Edison Co of Now York, inc. n9pp 47260.004-47260:123. 

8610170391 NRC Into Notice 86 086. "Opeioling W/Mutiipte Grounds in DC Oislnbulion 
•• Svc MSI enci 

FtOSSi.CE OivtS'on bt Operational Events Assessment (Post 870411) 00/10/21. 
Consdidaled Ed son Co of New Yotk. Inc I16pp. 47463'06i-474e3.l97. 

6611040324 SuppI 3 10 NRC Info Nolico 88. 106. "Feedwater Lino Break." Svc l.si end. 
ROSSl.CE (Jiwslon ol Oporaiionat Events Assessment [Post 870411). 88/11/10. 
Consoiidaled Edison Co. of New York, Inc. 1 13pp 47559. 072.47550:104. 

661 1090264 NRC Into Nolico 68 087, "Pump Wear & Foreign Objecls In Pleni Piping 
Sys ■■ Svc list end 

nOSSI.CE Division ol Operot.onal Events Asaossmonl (Post 8704ii] 66/11/16. 
Coneolidalod Ertson Co. ol Now York, inc. 1 13pp 47601:020-47601:132 

6611090403 NRC Info Npiico 88-008, "Degradation of Waslmghouse ARO Relays " Svc 
llsi end. 

ROSSl.CE Dlvislort ol Operaiionel Events Assessment (Post 6704it). 68/11/16 
ConsokdetiK) Edisort Co. oi Now York, Inc. 1 13pp. 47597:001-47697:1 13. 

6611160066 NRC Into Notice 66 060, "Degradation ol Kapion Eloctileal Insulation" Svc 
1-91 end. 

noSSI.C.C Division ol Operational Events Assessment (Post 870411). 66/11/21. 
Consokdaied Edison Co. of NowYoik. inc. llOpp. 47603:045-47603:161. 

6611169470 NRC Info Notice 88-092. "Potential lor Spent Fuel Pool Oiandown" Svc 
ksl end. 

ROSSl.C.E. Division ol Operational Events Assessment (Posi 870411). 88/11/22. 
Consdidaled Edison Cp. of Now York, Inc 1 14pp. 47606:124-47606 237. 


66 1 11803 IB NRC Bulletin 86-010, "Nonconforming Molded Case Circuit Breakers." Svc 
lisl end. 

fhMSI.C.E. Division of Operational Events Assessmenl (Post 670411). 66/11/22 
Ctonsolidniod Edison Co. oi New York, Inc. I21pp. 47606.001.47606:123 


DOCKET SO-330 MIDLAND PLANT, UNIT S 


A. Appilcatlon/construcllon ataQe documents & correspondence 

6610160350 Generic Ltr 88-17 lo ell holders ol OLs or CPs for PwRs to loss ol 
OHR.Svc lisi end. 

CRUTCHFIELD, D. Assodaio Dreciot for Prolecis (Post B704U). 88/10/17. Conso'i 
dared E<lison Co ol New York, loc 84pp 47279 166-47279.24 1. 



«« 1{)?S01 M Gvnc^ II, 63- 18 10 ai hccrsces cl c^V-->9 '* 

.i^.. »'«"! «''»« “™”' 

ciT.fwrcfl-Jrc 45PP 47S.300M7513046 


F. Securtty. rr>«3k»l. emfrgency & fire pfOUCl'en ?*»»« 


UlOitOOl? Oer^< Ilf 85 19 lo 8l »ue* lac*?/ 

PO»4”rg..V^'f"pOfl f'9«*00rt:rl9 Of 

SNM fe CMC' wa^V lofce Py we-isM 9^“ ®15?{V-r'^n^B 
0Uflr.Err.flf Ofscn cl Salogua/ds i Ttarsportsion iPosi 8W13) B0/1O/<B- 
C0(W0lBla’e.3 Eascn Co o1 Hew. foA. '« 4JS»3(UT-475t3077 


O. Inspection report*. lE eu'letini 4 corrctpofldenc* 


MIOOWJ'IS NOC into Nevee aa<l79. Msum oI F)a4h.f>9 IJOW* •« t*e&atioi» 

fllSa^E^OnrtlSi*^' OperaLPr^' Event* Asseismeftl iPosi fl7(MU) 88/10/07 
Conspiida’.M E4SPn Co cUlewVort.'rv; IMpp 4???9?42-47?60(!03- 


18 100701 14 NPC h'ofOKe 88-Oa?. Torus Sneiis W/Conoww 4 OegraOed Co4l nfl* 
m BWR CO'-.-jifinania " Sve tsi end . 

ROSS'.CE D<viSior» of OpcrauonaJ Ever.is A*ses*ff«rt jPosl 870411). 88/10/14 
ConsoWaiMj Ediwn Co oiNevr York, inc llOpp 47780124 47260235. 


88 rot 40312 trflC Ir'o NoXe 88 085. ' BroVen ReiarfviO Block SiuOs 00 AncMiOaOing 
Cfteck VaJve* ' S.C list enci 

POSS'.CE Droson ol Opera-jonai Ever-.* AsMssfneni iPosi 870*11) 88/10/14 
COfis^><Ja"e<J Edison Co ot Ne«* York, inc ll8pp 47463 iW-47463318 


8110140018 NflC irio N:t<e 88 084. "Oa'ecLYo Motor Shan Keys M Unio«)-/o Moior 
Actua’ws ' Sve 5*1 end 

flOSSiCE Ov.s«n c( Operational Events Assessment (Post 870JII} 86/10/30 
CwsoWaled Edson Co ofNew Ywk.inc. U9pp 47280004-47260 123 


8810170391 r.flC Inlo rTotKO 88 086. Operating W/Mulbple C'Ounils in DC Osir2)ubon 
Sys " Sve 5sl end 

flOSS'.CE Ornsfkn cl Operational Everts Assessment (Post 8704ii) 88/10/21 
Conso'ida'ed Edson Co cf New Vork, inc li6pp 47463081-47463107. 


8811040334 S<^3 10 NRC in'o Notice 6&-1 06. feedwaierime Break." Svchsienci 
nOSSi.Cf D'.nson ol Operational Events Aisesameni (Post 870411) B0/i|/l0 
ConsoMa'eOEdsohCo olliew Yevk. l.nc 1i3pp 475S9872-47S59 184 


1811090284 NflC In'o No‘>ce 88 087. Pufnp Weal & foreign Obiects ei Plant P«in8 
Sye." S»c Nsi end 

flQSSi.CE. Division pi Opeialrtoal Eveeis Assessment (Post 870411) 88/11/16 
Consotrda'ed Edison Co cl n^^> York, inc i i3pp 47601 070-47601 137 

8811090403 7iRC Inlo NoDco 83063. ' Oegradation o( Wesongnovso AfiOfteUy*." $vc 
Ml end 

flO^'CE Division ol Operascnal EverKs Assessment (Post 8704ii| 88/li/i6 
Co««ol>clated Edson Co roni. inc. It3pp 47S9700i-47$97 ii3 

88tllS0088 NRC In'o Noace 88-089, OegradaMno(KapionEiecVKaiin$uiator» "Svc 
Ui end 

PO$$i.CE Division of c^ra'/orsai Events Assessment (Post 670411) 83/ii/2t 
Cor^^icdSdisonCo otMevi Yo'k.ine iiSpp 4)603045-47603161 

4811(60470 NRC Inlo Notice 48 097. ' Po(cn‘.:aI <« Spent fuel Pod OtSKiOorm'' S<rc 
lit! enci 

POSSiCe Otvison o' OM'stioisai Everts Assessment (Post e704iM 8e/ss/22 
ConsokOaiedEdrSonCo ol Nor York. ICC Il4pp 4;603 174 47606 737 

881111031$ NRC BgiiaUi 86-010. Nonconlornvng Mo>deO Case Orcul Breaker* " Sve 
SSI enci 

flOSSi.CE Division «l Operaiwnal Events Assessment (Post 87041 1) 88/11/27 
Consolidated Edison Co o< New York, inc l?ipp 47606CIOM7606 123 


OOCKrr 60-031 ouane arnoio energy center 


F. Secvrliy, medlesi, emergency 4 (Ire protection plans 

8811090051 Forwards Rev 8 to emargencypla-v RevOtoEmergency Plaittn^emerKing 
PiKedure EPlP- 1 1. O«e<nimaion oi Eir««oei>cy Acwm leveT' 8 Rev 7 to Coi^ 
rale Plan Impierneriing Procedure CPiP-» 3. ' AcwabonBOperatonol " 
SWAiLS.S(. Iowa Electric tjgW & Power Co 88non7 OMumeni Cotnto) Drench 
(Document Control Desk] fp 47524 269-47574 781 

-881T160429 Revised procedures including Rev 9 to Eirwigency Plan imolemeniinq 
ProceAee EP.P-1 i, ' Oeler/mnaWn of Eneroency Acujn Level' 8 Rw 7 »» Coepo- 
raia Emergency impieinepsng Procedure CPiP-i 3. "Acirvaeon 8 Operation of 
SWA.1 S.Sl, YOt/NG.K Iowa Electric Light 6 Power Co 88/09/23 8op 47524 270- 

-4811160433 Rev 6 lo ' Emerger-cy Ptan " 

• towa Electric Itghl 8 Power Co 88/09/30 4pp 47574 778-47524 78i 

8610310017 Generic Lv 68-19 lo fill fuol cycle IfiOMy kcernecs 
PMsesMij using impcrtnoBspoftifig or Vansporting locmuia quanboos ol swaieqtc 
2' ^ licensee guards lo prevent then ol SNM Sve ksi e<4i 

BURNETT.RF. Oms>on ol Safeguards i, Tifins}>otiai>on (Post 870413) 88/10/28 
Consoidaied EcksonCo- ol Now York. Inc 3lpp 47519 (M7-475I3 077 

14 11 140335 SuOmits commenis on meino covering 681017 toiconSlalemeni on Paoa 2 
« impression that onty three procedwe* lemam t« apoc^l 

<S'octr secuntyptanconslsienlw/provtsKmsot 

M/1 1/02 ROTHERT.W.CX Iowa EiecWc 
OgN 8 Power Co 2pp 47563 078-47563079. »c"»uiiu 


p. opeiai'hg license etege documente 8 correspondence 


8810100350 Generic Lt' 8017 10 all holdeis Ol OLr oi CPs (or PWRs to loss 

CRUl^HPiEV-0.0 Assoc-aie Director lot *’‘0'2S'®e^f®Vo?o^‘!.V’ 
dated Edison Co ol New York. Inc fl-ipp. 47279:l56-‘l72/0:2-1l. 


8810250164 Generic Lir 00 18 10 a'l l.consoos Ol oporaling roaciora 8 holders ol CP; 
wani (ocord siwaooon optical disks Sve 1 si end 

ffiKLOO^Msoc-ato Director lor Pro]cci8 (Post 070411), 08/10/20. Cons 
(Saied Edison Co ot New York, Inc 45pp 47513001-47513046. 


8811040261 Inlorms lhal NEOC 31310 P. "Ouano Arnold Enriroy Clr SAFER/GES 
LOCA Loss-of Cooiani Accldoni Analyses," withhold (fol toCFri2.70O),por 06103 
fiB09l9 UfS 

HALL Jfl Proiect Oireciorato ln-3. 08/10/26. LIU.L. Iowa Eioctric Light & Power 
Spp 47455 185 47455.169. 


8811070145 Advises lhai requosi lo withhold NEDC 31310-P, "Ouano Arnold Energy 
SAfER/GESTR-LOCA LOCA." granted . , u. . n 


aArrr»/UCdin«LU'^H Ufanieu ^ ^ ^ 

HAIL.J R. Prpieci Ditecloraie lir-S 68/10/26. LiU.L. Iowa Eloctnc Light & Power 
«An j7,iRn n^t.araan n?s 


8811160538 Forwards revised proposed design mods id LPCl awing bus elocii 
sys per B80B31 nol'ficaion of design delicioncy 8 681027 mooilng.W/nlne over, 

ROTI?lflT,W.C Iowa Eleeinc LighI & Powor Co 66/11/04. MURLEY.T.E Olllci 
Nuclear Reactor Reguiai'on, O.rocior (Post 87041 1). '3pp 47&73.O6ft-47&73O0l. 


60H1BD353 Sutnmoiy ol 8B090B meeting w/uiil in notkvi'Ici.MO 10 Oenoilc Ur 81 
concerning IGSCC in BWR ausloniiic stainless aieol piping.Uist of aliendoos & w 
graphs end 

HaLljA Proleci Drecioiaic lii-3 88/11/07. Proloci Diroctoraie 111-3. 11 
47583320 47683347 


8011170108 Reouesis adik mio ra Oenonc Lit 6BG1, "NflC Poallion on IQSCC in 6 
AusieniiiC Siein'sss Steel Pip no ” Ouoslions In Atiachmont A spocifically addro: 
at 600008 rriee'-ng 8 quas'.ions In Attschmeni G celsod subso<}uoiM lo meeting. 
HALL, JR. Projeci Diroctoraie III-3 88/11/14. LIU.L. Iowa Elociric LIghf & Power 
epp. 4756T.O73-47567-079. 


6011170160 S>.i(nmaiy ot 681027 meelng w/um & Bechtel 10 pioposod mods to coi 
plant design Haw in transfor schome of swing bus iMal provides powor to LPCl 
vsNas Attendsnee Lsl & d-agiams end 

HALLJR. Projoci D'rocloraia 111-3. 06/11/14. Projoct Oirccloraio 111-3. 
47572020 47572026 


8011220417 ConOrms 881121 moeiing in Roglon III ole lo discuss leakage & ropaii 
MSlYs.por 851103 telcon. 

GREENMAN.EG Reg'on 3. Ole of Iho Diroclor. 80/11/(7. LiU.L. lOwa Electric I 
8 Power Co Ip. 47ef0’ie3 47620.163. 


O. inipeclion reports, lE Bulletins 8 correspondence 


8010030249 NRC Inlo Notice B8-070. "Misuse ol Fleshing Lights (or High Radii 
Area Coniiois." Sve list enci 

ROSSi.CE Divis>on ol Operational Events Aesesement (Poet 070411). 0B/1C 
Consotioeiod Ed'Son Co. 01 Naw York. Inc. l23pp. 47279:242.47200:003. 

8010070114 NRC Inlo Nonce 88-082. "Torus Shells W/Corrosion S Degraded Coa 
m BWR Conieinmenis." Sve list enci. 

ROSSi.CE. Division ol Opeiet'onai Evanie Aeaessmoni (Poel 670411). OO/K 
Consokdaied Edison Co. of New York. inc. t lOpp. 47260. 124-47280-235. 

1810140212 NRC inlo Notice 68-085. "Broken Reiaining Block Siuds an Anchor Or 
Check Veives ■' Sve 1.8I end. 

ROS5i.CE. DNis'ion ol Operetionei Evenis Assosameni (Post 670411). 86/U 
Consdidaied Eo.son Co. ol New York. inc. 1 18pp. 47483:109-47463 310. 

881027043* EN.Be-067.on 681021, notice ol violation & proposed Imposilion ol Civil 
shy In arnouni ol $50,000 will be Issued Action based on violation ol epu.'pmanl qi 
cs*on iMiAemenle ol 10CFR5048 

HJEHMAN.J, LIEBERMAN.J. Ole Ol Enlorcemani (Posl 070413). 86/10/18 
4T335 281 47335201 


8610140010 NRC Inlo No'jca 68-004. "DeloclrvD Motor Shall Keye in Llmlloiqua 1 
Aciuaiois." Sve lisi end. 

RQSSl.C.E. OpAsw ot OpwetionBl Evams Assessmam (Post 870411) 00711 
Consolidated Edison Co of New York, inc. llBpp. 47200.004-47280:123. 

8810170391 NRC Inlo Notice 68 086, "Operaiino W/Mol|iple Grounds in DC Oisirib 
S«." Sve list enci. 

ROSSI.CE Division ol Operallonai Evenis Assessment (Post 870411). 8O/11 
Consoldaied Edison Co of Naw York, Inc. ll6pp. 47403.001-47463:107. 

8810250201 Oiscussea insp on 870413-29 & (oivretds r.ot;cs o( violation & ptoc 
fniMsition ol civil penally. 

OAVIS,A0. Region 3, Otc of the O'reclor 80/10/21. LlUL Iowa Eleclrtc Lk 
Power Co. 5pp. 47270 048-47270.000. 


vidalton & proposed Imposition ol civil penally in amoi 
noied.AMP nylon-insulated butt splices not environme 
qualified by adegueie type testing. 

DAVIS, A.B. Region 3, Ofc ol Iha OireClor. 68/10/21. 3pp. 47270:063-47270;080. 


tr^M, A “ '"SP Of P'P'r'g susceptible to IGSCC ur 

Dft-Jieo? preiiously evamlned.per Generic Llr 68 01. 

HUTHfcRT.W.C. Iowa Electric Llghl & Power Co. 89/l0/2t. MURLEY.TE t 
Nuciew Heaciw Regulallon, Diroclor (Posl 670411). 2pp. 47414:1 86-474 14:1£ 

8811010107 Responds lo violalions noted In insp Repi 50-331/88-17. C 
aciions addi resistance due to addi wire on each side ol sensing resistor mei 
S^^-koKtnpui range mpiocess compuier revised 

Co. 88/10/26 DAVIS AD ReflIc 
attheOirectOl.6pp.474O1 191-474O1-.190. u. unvio.^.o nooi 


DOCKETED ITEMS 125 


B6 11 100968 Informs ol rosuUs of weld ovorlay insps porloimod during roliie'ing 
outage No now intiicadons ol IGSCC & no ovidcnco ol crack growlli irt prov^usty 
ideniif-od woWS found Oos'gn rooulrcmonts mnf 

HOTHEHT.W.C Iowa Eiocitic Light & Power Co. 00/11/01 MURlEY.TE Ollice ol 
Nuclear noactor Roguiatlon. Oirectcr (Post U/O-ll 1). 2pp. >17535 105-47535 106. 

8811160363 Summary of 860908 mooimg w/ulil in RockviliO.MO rn Gononc LU 88-01 
ccncorning IGSCC in OWR anstamtic staimoss siooi piping Lial ol aiiondoos & viow- 
nroptis end 

HALL JR Proloci Difoctofale lll-O 86/11/07. Project Oi'ecioralo 1II-3- I9pp 
47583 329>‘175(53:34 7 

6611040324 SuppI 3 to NRC Inlo Notico 06 106. "Feodwaior Lino QroaK" SvC list end 
ROSSI, CE Division ol Operational Evonia Assessmoni (Post 670411). 66/tl/io 
ConsoiidalGfl Edison Co ot Now York, Inc 113pp.47S50O72-4755B.104. 

8611000264 NRC Info Notice 60 007. "Pump Woar & Foreign Objects in Plant Pipng 
Sys " Sve list oncl 

ROSSI, C.E Division ol Oporatlonal Evonia Assossmont (Roai 670411). 80711/16 
Conso'idatod Ed'son Co. of Now Yorh, Inc. U3pp 47601020-47601:132. 

661 1090403 NRC Info Nq(ici3 00 068. "Uogradntion ot Waatingfiouse ARO Refaya “ Sve 
list oncl 

ROSSl.CE. O.vision ol Opoiational Events Aasoasmeni (Post 670411). 68711/16 
Consolidated Edison Co ol New Yotk, Inc i lOpp. 47507 001-47507. Ii3. 


OOCKrr 60-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency & lire proiectlon plans 

8BIII40223 Revised omergency plan Irnptomeming procodures.InrIuding Rov 20 to 
EAP-I7.ROV 16 to SAP-3 & Ruv 9 to SAP-? Update list also and 
‘ New York Power Authority (lorrr.erly Powor Authority ol tho State ol New York) 68/ 
10/26 37pp 47646 272-476>-.e 308 

6810310017 CcneriD Lir 08 19 to all fuel Cycle facility licensees 
posaess«>g.u9jr>g.irrpOrt-r'g. exporting or transpoding torrr.uio q'janiii.es ol slraleglc 
SNM re uso of deadly force by I censoo gjatas lo provoni theft (}l SNM.Svc list encl. 
eUfl«£rT.«F 0.vsron of Safeguards i Trsnsportal^on (Post 870413). 88/10/28. 
Consol-daiod Edison Co ol New York. Inc 3icp. 47513 047-47513 077. 


H. Oeneral correspondence 

6611110062 Commoni suppoii-ng proposed ru'd 10CFR50 ro advanced notice ol pro- 
posed tufomaking ccncorning rugulalofy opi-ons lor nuclear plant license 
renewal Suppofls comments mode by NUMARC NUPLEX. 

QRQNSj.C Now York Power Auihoriiy (formerly Power Aulhofity ol tho State ot New 
York) 66/10/28 Dockolihg & Services Branch 3pp 4746 5 232-47465 204. 


601 1 160088 NRC Info Nonce 00 009. "Degradation of Koplon Eioclncel Insulaiion." Sve 
I, St oncl. 

ROSSl.CE Division ol Opnraiional Evonia AHsoaamoni (Post 670411). 66/11/21. 
Conso'idaiod F.dison Co. ol New York, Inc. l I3pp. 47603.045-47603. 161 

6811160470 NRC inlo Nollco 0Q-U02, "Potential for Spam Fuel Pool Otairtdown " Svc 
lisi oncl 

ROSSl.CE. Division ol Operational Events Assossmoni (Post 670411). 66/11/22 
Consolidated Edison Co. of Now York, Inc 1 14pp. 47006:124-47606:237 

6611180315 NRC Quilolin 66-010, •'Nonconforming Molfled Case Crcoii Oroakprs ’ Svc 
I'Sl encl. 

ROSSl.C E. Division of Oporaiional Cvoma Assossmoni (Posi 670411). 06/11/22. 
Consolidoied Ed>son Co. O' Now York. Inc. I2lpp. 47606 001-47606:123 


R. perlodlQ operating raporia & related correspondence 


8810260369 Forwards NPDES monlhly operating ropls lor Apr I995.3an-/Lug 1067 6 
Jan Feb 1066. 

nOTIIERT.W.C. Iowa Eloclrlc Liglil & Power Co 60/ 10/06 OAVfS.A.Q. Degion 3. CHc 
of (be O-roClof. 42pp. 47324 235-47324:870 

8811010343 Forwards monUify opoialing ropt lor Sopi 1066 lor Ouane Arnold Energy 
Cir & corroctod unll ehuidown & power tcovciion sechon ol monthly opotaang rept lor 
Aug 1066 

HANNENRL Iowa Eloclnc Llghl & Power Co 88/l0/l$ OAVIS.AO Degion 3. Olc 
of Iho Director, tp 47270 207-47270 304. 

>8610260231 Monlhly oporalinn ropt lor Sept 1660 (or Ouano Arnold Energy Corner 
MILLER, L. lowa Electric Light 4 Power Co 60/00/30 Cpp 472/0:208-47270:304 


>8611010340 Revised unri sltuldowns 4 pewe/ reductions section of monthly oporeiing 
repi (or Aug 1060 lor Ouano Arnold Energy Ctr. 

MFLLER.L.Towa Eloclric Light 4 Power Co. 00/00/31. Ip 47270 304-47270 304. 


8911220271 Monlhly opoiailng rep( for Ocl 1668 for Ouono Arnold Energy Ctt.W/ 
OOUlSIlt. 

MILLEB.L., HANNEN.R.L. lowa filOCtrlC Light 4 Power Co. 88/10/31. OAVIS.AO 
Region 3, Ole ol llio Ditoclor. 7pp 47617:1(16-47617:172. 


6611160039 Forwards semiannual rupt lor plan lor integrated scheduling ol plant mods 
lor piant.including summary ol progress for Implomonting Schedule A 4 B 
iloms.chanoos sinco last ropl 4 reasons lot scliodulo changos. 

HOThERT.W C lowa Eloclfio Light & Power Co 60/11/03 MURLEY.T E. OHico ol 
Nuclear Roaclor Roguiatlon, Olrociof (Post 870411). I2pp 4765l:234-4765l:245. 


S. Reportable occurrences, LERs & related correspondence 

8811090126 Pan 21 ropt ro doloct In Umltorauo Corp sunphod saloty- roiated SMB 
valvo actuators w/RH insulated dc motors Inal may not dovolop foll-raied siwHng 
torque ot elevated ambient temps Review of motors by llcensoos rocomniendod 
WILKINSON, IE. Llmliorquo Corp 00/11/03. OKice ol Nuclear Roacict Rogulallon.Di- 
rector (Post 870411). I6pp 47026-227-47626:242. 

6611210141 LER 88 OtS-OO on 061O11.HPCI turb.no Bloam rovorsing citember cracked 
& locking labs & bolts loose. No dolm'llvs root causes for cracks determined Possible 
causes flsfed Cracked chambers A addi hoar iroaied chambers replaced. W/B81 100 
Itr. 

TRAN.H.. HANNEN.R.L. lowa Electric Light 4 Power Co. 80/11/08. DAVISAB. 
Region 3, 0(C ol tho Diroclot. 6pp. 47669 348. 47509 353. 

8811220197 PNO-Ml-88-005:oti B01I16.FGMA Informed Slate of lA mat romodial oxor- 
clso required lo address deficiencies observed during 881 100 omergency 
exercise State & allected counties diroclod to conduct exorcise wllhm 60 doys 
SNELL.W., QREQER.R. Region 3, Ofc ol tho Director. 88/11/17. ip. <i/<JI7!l64- 
47617:154. 


U. Congressional/Executive Correspondence 


P. Operoling license stage documents & correspondence 


6610180350 <3onoric Lir 66-17 to a'l holders ol OLs Or CPs for PWRs re loss ol 
OHR Svc list erKi 

CHUIChFIElO, 0 Associate Director lor Projects (Post 670411) 00/10/17. Consoli- 
dated Edrson Co ol Now York. Inc. 04pp 47279 156 47270 241. 

8810260164 Qonciic Lir 08-10 lo all licensees ol opcrai.ng reaciora 4 holders ol CPs ro 
piani record storage on optical d.eks Svc list oncl. 

CAUTCHFiEiD.D AbsocIoio Dnacior lor Projocls (Post 870411). 88/10/20. Consoli- 
doled Ed.son Co ol New York, Inc 45pp 47513 001-47513 046 

8810260016 Forwards onviron assessment A l.nd.nq ol np slgnilicani Impscl re request 
for exempfon i/om requrremanis of lOCFRBO 62(c)(4) re m-n How cspoclly A boron 
conconiteiien lo' sianijby liquid control sys. 

AOElSON.H PrOiSCl D.roclOiaiO l-l. 88/10/24. BRONS.J.C. Nevr Yoik Power AglhOf- 
ily (lormeriy Power Auihoriiy of Hhi State 0< Now York] 2pp. 47363:311-47363:316. 

-8610380020 Erwiion assossmsni A Lndlng of no slgnilicani Imped ro oxomoHon from 
10CFR50 02{cK4) to allow plant to uso injocFon rate ol 50 gpm el II 5 % sodium 
poniaborele sduhon in standby liqu d control sys. 

CAPRA.n.A PTOloclDireeioiftiol-t 80/10/24 4pp. 47363:313-47363.316. 

8810280197 Summary ol 60101 1 most-ng w/util 4 GE in RpckviHo.MO ro cere spray In- 
vessel pipe cack List oi ailondecs & loi mans supplied by llcongoo end. 
l/LQAnCE.OE Projocl Diocioraio l-i. 60/10/24. Projocl Oiredorale l-t. 6pp. 
47342 285-47342 280 

8811040002 Conivms lhai Hango connpciions Oo exiSt & can bo used, per util 880408 
request (or exemption horn coniainmoni integrated leak rate last 4 rotesl sdiodulo. 
BRONS.J.C Naw York Powo' Auihonty (loimarly Power Aumonty ol ihe Stale ot Now 
York) 88/10/28 Oocumoni Coniroi Biancfi (Oocumom Control Desk). 2pp. 
47434:222-47434 223. 

8811100284 Ferwa'ds Amend 117 lo Liconso DPR-S6 4 saloty OvalueliOn Amend sup- 
pons pieni operation toliowing rofuokng during Reload B/Cycio 9 ouiago. 
LaBARGE.UE Project Di'ecwcio M. 88/11/07. BRONS.J C Now York Power Au- 
Uior-ly (lOimerly Power Auilionly ol Iho Stole ol Now York) 2pp. 47635.022- 
47535-044 

>8811100286 Amend 1 1 7 to License OPR-SQ.rovising Tech Specs 10 support plant op- 
orai-on lo'-iowing roluoling during Reload 0/Cyclo 9 outago. 

CAPRA.R A. Project D roctoialo M . 80/ H /07. 1 7pp. 47536 024-47635.040. 

-8611100287 Saloty ovaluallon si^poning Amend 117 lo License DPR-S9. 

* Ollico ol Nueisar Reactor Rogulallon, Dlroctoi (Post 070411). 80/11/07. 4pp. 
47635041-47535 044. 

8811140162 Forwards Amend 116 to License DPn-60,exemption from 
lOCFRSO 82(c)(4) 8 SEH.Grants exampiion lo allow m;n Injection flow rate 4 lower 
soikum pontaborale solution conconirellon In slanrlby liquid control sys. 

CAPnA.H.A. P/c(eCI Drroclcvaip I- 1 68/11 /07. BRONS. J C Now York Power Auihoriiy 
(lormetN Power Auihoriiy of iho Stale ol New York). 3pp, 47539.050-47630.069. 

-8811140188 Exompiion Irom requltamonls ol lOCFR50.62(c)(4) to aHow lower min In- 
HOw rate A lower sodium ponlobdaie 50lui>on conceniralion In standby liquid 
conirol sys 

V/(nGA.5.A Division ol Roador Projects • I/ll (Post 070411). 00/11/07. New York 
Powof ^ihorAy (lormarty Power Auiltonly ol Iho Stele ol Now York). 3pp. 47639:053- 
47530.055 

>8811140161 Amend 1 16 to License DPR-59.f0vlslng Tech Specs 10 relied changes lo 
aasely ATWS rule roquiromenis apocltlod In tOCFRoO 62. 

CAPRA, R A Project Olrodoraio 1-1. 00/1 1/07. 3pp 47639.058-47339.060. 

-6811140167 Safely ovaluotion supporling Amend 116 to Liconso DPR-60. 

* Projocl Directorate 1-1. 60/11/07. 3pp. 47539.007-47639.069. 

8811160130 Summary ol 881027 mooting w/ulil in Rockviilo.MD ro various aspeds & 
repair plans concorning IGSCC Ind-callons LisI of altondeos 4 rol mall encl. 
lABARGEDE P/piod Directorate l-t. 60/11/07. Project Oirociorate l-t- 43pp. 
47550 225 47550 207 


8811140335 Submits comments on memo covering 801017 tolcon.Sialemenl on Pago 2 
ol memo locorrocUy g.ves Impression thot only three procoduros remain for approval 
ol board ol selecimon. 

HAOFIELD.J.D. Plymouth, MA. 68/10/26. STELLO.V. Olo ol Iho Exocwlivo Difociorfo* 
Operallons. ip. 47&47:t84-47647:lQ4. 


8611160077 Forwards application lor amend to License DPR-50,o1imlnaling Type A pri- 
mary contflinmenl leakage rale lesi dunng 1938 ro/oa'lng ouiage.Fee pair?. 
BRONS.-JC. Now York Power Authority (foimorly Power Authority ol tno Slote ol New 
York). 80/11/00. Documenl Control Oranch (Document Control Desk). 2pp. 
47566.020-47569 031 



-B91 1 160081 App'icatio.i fo' aoicrd '0 Uco.iss OPR’SO.eii.'n.'iating requl.'onien; to por* 
toriTi Ttpb A pi.m&ry coniaUiT^ni i.ilcgraied teak tais lesi du'ino IS68 telueTing 
oulaos 8 a 'ot^i.ig rcpiacemori: oi HPCt turpro ext^ausi l.ne rnaruai (aocA valve. 
BflONS.JC New Voik Powo« Av,th<iiiiy tlonrefly Powet Authority cl ifo State ol New 
York) fiB/il/C9 Ip. 47559 022-d7569:022 

-6611t60l7B Proposed Tech 5pcM:s 10 eirrination or toon teir.ent to perform Type A 
pri*narv Inieateiod leak rate lest hlRT) dutica 1983 refueling outage & ailovrhg re- 
ptecemeni of HPCI turbine exheusl (re manja: block valve w/o performing ILRT. 

’ New York Power Autnomy (ictmcily Power Authority of the Slate of New VorhK 88/ 
H/03 9pp 47569.023-475eeCi31. 

991tU0220 Porwa'Oj Grr/'on aseosernem & Imdiog of ro s'griir.cant irr.pabt re 639408 
roquesi fet eicemplon irom 10CPR50 App J re piimary conia nmonl inletpatoci leak 
rata test. 

LABABoe.D.E. Pro:eci Dreciorate I f C8/11/1O. enONS.J.C, Now York Power Au- 
i.ho'iiy (formerly Power AuthonrY of Ike Slate ol New York], 2pp 47536:346- 
47535 353 

••8811140226 F.nv.'on assessment & Inding ol no eign.Ircani impact re oxerrpiion from 
fOCFRSQ.App J Type A prma-y ccrieinmonl integrated leek rota lest tectuveiranis 
CAPRA.B.A Pf(«etVO.:6ticiate l-l. 89/11/10. App. 47538.350 47536 353. 

6811170034 ForviMdo Arnond 116 lo L'cense OPH-SQ & safety evalu&totx. Atnand 
v.ses Tech Spec Table 3 7-1 to reflect cenam motfs invotvlng cortielnmenl leolebon 
waives performed during Reload S/Cycle 9 rofuefirig outage 

LABARGf.OE. Project Q.recloraie l l. B8/It/10 SRONS.J.C New York Power Au- 
ihoniy (lotmerly Power Authority of the Stale of New York). 2pp. 47572226- 
47572242 

-991117C035 Amond 118 lo Hearse OPR-59,reVisirig Tech Spec Table 3.7-1 to roHecI 
certam mods involving cor'tainmeni isolation valves porformad during Baload 67C^le 
d tefue'.r.g outage. 

CAPRA,nA.PfOi9clDieCloralal-l 88/11/10 Bpp. 4 7572 230 47872.237. 

-8811170037 Safety avaiuai on suppon.ng Amend i IB lo License OPfl'59 
' Office ol Niiclear Reacor Regulailon. Otecior (Post 670411) 88/11/10 800 
47672:238-47572.242. 

6811 176120 Fo-hva’da safety ovaluai on approving 680309 requesi tor rekel hem hydro- 
static tests ol kPCi & RCIC erhausi piping 

CAPRA.RA PiojeclO.teclCiiaieM. 99/11/10. BRONS.JC New Yoik Power Auihor.iy 
(lormorly Power Authority of (he Slate of New York) 3pp 47562.083-47562090. 

-8611170121 Saiofy eva'uaion supporting 890209 request lor ta'rel from hydrosiasc 
last requirement lor MPCi & RCiC.provided that elie/naiive laslmg perfe/med 
' Oltica of Nuclear Raeetor Regafahon, Director (Post 670411). 86/it/ll>. 9oo 
47592 068 47Sa2;09l} 

8811170124 Forwards Amend 118 to License OPR 59 8 safety evamaiion. Amend 
changes reader vaseel wai«i level sotpoini rei point in various Tech Sp«c pages horn 
PoMom ol eloaii separator skirt 10 top of aclve 'uai 8 changes RCiC lurbme b>p 
CABARGe.Oe Pro, eel Oaecwsle M. 66/11/10. efiONS.jC Ycik Power Aw 
ihority (formerly Power Authority of ine Stele of New York). 2pp. 47867.0e0- 
4766/,1 IS 

-6811170127 Amend 1 19 to L'cense OPR-S9,chsnq‘ng reecior veseei water level set- 
point ref Mini in various Teen Spec pagoa 

CAPRA.R A Project Oirscioteie l-l. 89/l 1 / 10. f 4op. 47567 082-47567:113. 

-8811170130 Sa'eiyeveijstion eupporl.rg Amerid 1 19 ro License OFR-99. 

* Oifee of Nuclear Reactor Hegulaiion. Oiredor (Post 6704ii) 86fit/io 2pp 

47667 114 47667.115 * r 

88f 1180306 Forwards addendum lo euitimgry of tOSCC insps dunng Reload 8/Cycie9 
outage 8 weld overlay des gn info, per Generlo Lir 66-01. 

BRONS.7C. New York Power Auihoniy (formorty Power Aultioniy of the Stale of New 
YO'k] 68/11/10. Oocurreni Control Brencn (Docurreni Oiniroi Desk) 20 pp 
47594 031.47504 020 

9611229019 FohvaiOs exompiiori from roquiremonis ol App j lo 10CFR50 for conlairt- 
meni Iniograied leak rate lesi & HPCi luroine exhaust valve 
LAOARGE.oe Pfoiect Owedorale (-1 ee/iwi6 BRONS.J C. New York Power Aw- 
Itionty (formerly Pows' Aulhonly of the Slots of New York). Opo. 4761 7034- 
47617:045. 

-0611220021 Exompiian from IOCFR50,App J re conianmeni Integraied leek rale 
lest.relest scficduie. 

VARGA.SA. Ovision Of Reactor Projects • I/ll |Poai 870411). 86/tl/i8. New York 
Power AuihoiiVy (lormerly Powai Auihority Of ihe Stale of New York). 6op 47617.-037. 
47817 041 

-6811220024 Safely ovafuai on supporting exemplion from coniairimem tnlegra'ed leak 
rate Iasi. 

* Cilice ol Nuclear Reactor Reguiation. Oirecior (Post 670411). 88/11/16. 4pp. 
47617 042-47617045 

6611210204 Forwards safely evaluation re compliance W/10CFR5062 ATWS rule con. 
cerning allnmaie rod KeeVen 8 reci.'cuialmg pump inp sys Sys desigris not compleie- 
ly accepiabie. 

LABARGE.O.L Piojeci Onecioreie 11. 66/11/18 BflONS.J-C. New York Power Au- 
ihonty (foimerly Power Aulhonly of the Slate of New York). 3pp 47592.263- 
47592.27C. 

-O61i21O2'0S Saialy evaluaton re compliance w/i0CFRS0 62 ATWS rule re akernaie 
rod Inieciion & rocrcuiaimg pur^ irip ays. 

* Office ol Nuclear Reactor Regu'ai.on, Dreclor (Post 670411). 86/11/18. SOop. 
47592266-47592 278 

9911320447 Forwards Amend 120 to License OPR-59 & safety evetuaiion. Amend incot* 
poialas changes to Bases 3 2 8 Tsb'e 3 2.2 10 rellect duaMime delay degraded volh 
age proioction sys to provide lorrgei ume delay under non-LOCA conditions. 
lABARQE.OE. Project Dirociorale |.| 68/11/18. BRONS.J.C. New York Power Au- 
thority (tornrerfy Power Aulhonly ol the Siaie ol New York). 3cp. 47608:030- 
47603 057. 


—6811220449 Amend 120 to License OPR-SO.chang.ng Toch Specs 10 lotleci dual l'~ie 
delay dr^adod voiiage proicciion ays which piovide.s longer aciuahon iirre delay 
under n.orvLOCA condTnons 

CAPRA.R.A.Pioiecl OitOctCiBiel-l. 86/11/16 7pp. <17808 033-47608 030. 

-8811220461 Safely evatusVon suppoh'rrg Amend 120 10 l. -cense OPR-SO 
• Office ol Nuclear Roacior Regulation, Director (Post 870411) QQ/li/ifl 4pp. 
47608.040^17608:057. 


Q. tnipaclfon reports, l£ Bullaifns & correspondence 


9810030249 NRC Info Noiico 66-079. "Misuse ol Flashing Lights lor Kigh Radiation 
Area Controls. " Sve list end 

nOSSl.C.E. Division of Opeietional Events Assessment (Post 870411) 80/10/07 
COASOlidatad Edison Co Of New York. Inc 123pp 47270 242-47200 003 

8810070114 NRC Info Notice 80 062, 'Torus Shells W/Corrosion & Degraded Codhngri 
tn6V/R ComsthmeriiB " SvC lisi end 

ROSSl.CE. O.vision of Operational Events Assessment (Post 070411) 66/10/14 
CdnsoKdatod Edison Co ol Now York. Inc UOy.p 47200 124-47280 236. 

8810140212 NRC Into Nol'ce 66 085. "Bio>'en Rolainirxg Block Studs on Archor Oa'img 
Check Valves." Sve lisl enci 

ROSSl.CE. Division o( Operational Events Assessment (Post 070411). 66/10/14. 
Consokdaiad Edison Co. ot New York, Inc. 1 iGpp. 4 7463:169 47463.318 

8810140018 NRC tnfo Notice 66 084, "Ooieciivo Motor Sriafi Keys m Limnorque Motor 
Aciuaiois '* Sve hsl enol 

ROSSl.CE. Orv.sloh of Opbtaibnal Events Assessment (Posi 870411) OQ/1O/SO 
Consolideted Edison Co or Now York. Inc Ii6pp 47260004 47200.123. 

8910310424 Forwards Operai'onal Salely tnsp Ropi 50-333/66-15 on 060608-10 & no 
iices ol viciahon & devialion. Negative observations ro lack ol ongineo'ing support lor 
filam mods & tack ol spare oil hiiers lor HPCi sys resolved during msp 
MARTIN. T.T Region I, OIC Of tho Oiroclor. 68/10/20 FITZPATHICK.J New York 
Power AufhorJy flormorly Power Auihoriiy ol ihe Stale of Now York). 3i)p 47374-207. 
47374-265 

-8810310427 Notice ot violation from insp on 680806-1 9. Vlolei’on noted pipo supjiorts 
removed on or beleie 880121 nc4 tecorineclert until allor NRC inspncibrs idehlUiod 
cot'cetn on 8S0615 & unauthorized hpso clamps insieiind on RClC ays 

• Region f.Ofeol tha Orecuif, 88/10/20. 2op 47374,210-47374.211 

-6811)310430 Noiico Ol dBviaiion from msp on 660006- lO Deviation noiod: HPCi SyS lur- 
bi/ie not eperaibd ai leduced now lo ensure proper operation of vaivoe & airamora 
whenpumplim irom suppression pool 

* AogKin i.CSicof the Direcioi. 06/10/20 ip. 47374 212-47374.212 

-9910310833 insp Repi 50'333/B8'l5 on 980606't9.Violoton8 & dovintione 
noted MoJO' areas inspocied reliability 6 ava lability ol ac 8 dc power sys.doso) 
geneiatots.SCCS.src 'weiei 6 ak sys, auiom-aiic flepinisutnaiion ays & mamt achvi- 
bes 

CONNEaEl, WOV.OT.. PAOLINO.RJ Region t, Otc ol the 0 rector. 80/00/26 
63pp 47374-213 47374 265 

9810170391 NRC Into Noilce 98 086. "Opoial'ng W/Muhiple Grounds m DC Dlslribiilion 
Sys "Sve 111 encl. 

ROSSi.C.E Ckvison ol Ops'evonsi Evonis Assossment (Post 670411). 96/10/21- 
Consoldated Edison Co. of New York. Inc. il6pp 47463.081-47403-107 

0910260298 Forwards sodi info on miemal vossei core spray pipe crack Ciack discov 
e<ed during 98iOi 1 visual exam during telueiTig outsge m sccoidenco w/tF. Qu'lotin 
80-l3.S{<dS6 info end 

CONVERSE.ft.J New York Power Authority (lormnriy Powor Aulhonly of Iho Staid of 
New York). 00/10/21. Document Control Branch (Dorumeni Control Oosk) 35pp 
47271:192 4727) 226. 

8810280188 Responds to NRC Bulletin 68-006, "Theimal Stresses in Piping Conr^eclcd 
l&nCS" End piovidos description d> review that concluded that condition in buiioiin 
h^ty vekkeiy lo occur at facility 

BflONS.j.C New Yoik Power Aulhonly (formerly Po-wet Aulhonly ot the Siaio ol Now 
York) 68/10/21. Documenl Coniiol Branch (Document Control Desk) 6pp 
47260343-47280.348 

8811080123 ForwarOs Saiely Insp Repi 50-333/68-26 on 660926-1007 No violations 
noted Oifliculty In performing ultrasonic exams lor stress corrosion cracking duo lo m- 
adeguaie surface prepaiaiion idoniitiRd m one case 

lAARIIN.TT. Region 1. Otc ol tho Direcioi. 66/10/26. CONVERSE, RJ Ne-w York 
Power Aulhonly iTormeiiy Power Aulhonly ol the State ol New York) 2pp 47-473 2fl0 
47473299 

-MI1O0O12S (top Rapt 60.333/e8-26 on 060926-1007 No vkjlaiiofts noted Major 
eroas nspectsd licensee inservice msp (ISI) activities to ascertain that iSi aciivihos 
condjcied in accordarvee w/anplicabio ASME code & regulatory requuomonls. 
MC8R6ARTY.R A., STROSNiDER.J R. Rogion 1, Ole of ihe Director 88/10/ 19. 0 pp. 
47473:262-47473269. 

8811090200 Forwards Salely Insp Repi 50 333/66-20 on e809l9-23.No violations 
noted 

8ELLAMy.RR. RBg;on 1, Oic ol the Director. 88/10/28 CONVERSE.R J Now York 
Povw Auihoftiy (lormetly Power Aulhonly ot the State of New York) 2pp 47513:313- 
47513.322. 

—0811090203 Insp Repi 50-333/66-20 on 8609i9-23.No violations noted. Major areas 
frrspected nonradiologtcal chemistry program, including moasuremoni coniioi & analyii- 
cal procedure evaiuai-ons 

KiRKWOOO.A , PASCiAK.WJ. Region i, Ole of the Director. 88/t0/2i 8 dp 
4T513;31S-47513.322. 

M1146042T Forwards Irrsp Repi SO-333/9Q-17 on 66O0OR1OO5 S notice ol vtolalton 
WENZINGER.e.C. Region 1, Otc ol the Director 88/11/03 CONVERSE, RJ New 
York Power Aulhoriiy (formerly Power Aulhonly of the State ol New Vorkl 2oP 
47560.308-4 7560 320 
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••esi 1 160431 Not CO Of violalioi) IfOni msp on 88060Q- lOOS Vio'al>on noted niVogen pio> 
c^taf^s of oscfvargo Bccumu'aiot pcrlcr^oo wJsciaw vaivos open & caused inMxsrt* 
ont insuriion of associated cenuo'. tod 

• Region 1. Ofe ol the Ditodor. 80/11/03 ?pp. ‘17560 310 47560.31 1 

••B01 1160432 insp Rept 50 333/00- 1 7 on 8B0038-1006 Violations noted Major ateas 
inspected piovious msp fmd ngs.LER loviovv, opetelional saloty verriicaiion.sumeiiiartco 
ebservat ons. tnaint observations & ellocis ol niyh lake temps 
JOHNSON.JR Region 1. Ole ol llio Oteclor. 00/11/03 tSpp 47560.312-47560326 

6611180129 Notice ol Slgnil cani Ucensuu Meeting 80 179 on 861129 In King ol 
Ptuss-a.RA to discuss env ron Qualification 

JOtiNSO.N.J R Region t. Otc of ibo Oiiocioi. 00/ 11/08 Reg on i. 0>c ol tho O.rec- 
lor 2pp. 47507 226-47687 237. 

6011150141 iiiioims Ihot uiii has compioiQd tiydra-Jic caicu'akons ol oxisimg mininow 
conligu'aiion (or RHR pumps, pot NRC Huleim 00 004 Pare'toi pump -nieraclion nol 
appHcable to RHR sys i cakulated mmiflow vafuos verified w/putnp mlg 
QRONS.J C. Now Yo'h Powoi Authority (lormcilv Power AulborMy ol Iho Stale of Now 
York] 00/11/09 DocuinonI Control Brnncn (Oocumont CO'tltol Obsk). 2pp 
4?S-18.0l9 4?S-i0020 

861104 0324 SuppI 3 10 NRC Info NoilcQ 06-106. "Peodwaiot Litko Qroak.*' Sve hsi oncl. 
ROSSI, CH. D'Visipn Of Oporailonal Evonls .Assossmoni (Post 87l>4>l) 60/l17H>. 
ConsollOalOd F.dison Co ol Now York, Inc 1l3pji 47659.072-47559 184. 

8811210370 Forwards Saloty Insp Ropt 50-333/80-24 on 8810I726K'0 viotailons 
notad 

GALLO,RM. Rogon 1. Otc ol ihe Oliocior. 06/11/10. CONvERSE.nj Now York 
Power Aullionly (lormerly PowQ-' Aulhatily of Iho Stale ol New York) 2pp 47596 064- 
47596005 

-8011210376 Insp Ropt 50 333/00-24 on Q01017.20 Na vlclahona noiod Major areas 
inspocied aeiivit.Qs essaciaied w/piani mods & allociivonoss oi ucottsi.m scli-assoes- 
mam ptoorams. 

F|NKeL,A, 0LUMQCRG,N. Rodion 1, 01c ol iho OiOClot. OQ/il/lO Itpp. 47606:006- 
47696096 

86112203B0 forwards IQSCC Insp results lot Roloed 0/CyciQ 9 toluol oulago Uconsoo 
has imp'omoniod IQSCC msp program for stamioss aieoi ppng woWs.pof Nl/RCQ- 
03I3,Hqv 2 togu<romcnl8 

BRONS,J C Now York Power Authonty (lormoily Power Audiority of thO Stnia Of Now 
VOfkJ 60/11/10 Oocurnoni Conirol Orancfi (OOComoni Conlfol OosW 6/pp 
47603:304-47604:010 

6611090264 NRC Info NOWO 00 007. "Pump Wear $ Fo/orgn ObfOCIS io Plani PipMg 
*' SvC HSI sncl. 

ROSSl,CE Division ol Opoiaiionai Events Assossniont (Post 070411) OO/il/iO 
Consol’dsiod EJson Co. o/Now York, Inc < )3pp. 47801 020-47601.132 

881 1090403 NRC Inlo Notice 00 000, "Oeg'adanon ol v/osiinghouse ARO Relava " Sve 
list oncl, 

n0SSi,CE. Division ol Oporaiionai Events Assessment (Post 670411). 66/11/16. 
Conso'idaiud Edison Co. of Now York, inc. tt3pp 47597:OOt-47S97:ii3. 

8611230413 Concludes iitai plant can bo saio'y reiurnod to operation for oi least one 
QdJI fuel Cycle based on roviow ol inio provided m uiii ootOSi & tiiO lus to lOSCC 
insps.lnsps ihai wore porlormod moot gii.dciir'os of Generic Hr 88-01. 

CAPHA,RA PtoieciOireClOralol'l 08/11/18. OnONS,J C Now York Power Auihonly 
(lormoily Power Auihonly ol tlio Stale ol Now York). 6pp 47023 O03-47623O00 

66111 60088 NRC Info Nokce 88-008, ’OogradoUon of Kopion Elocirical Insufauart." Sve 
l,sl enci 

ROSSl.C G Division ol Opernkonal Evonis AssossmenI (Post 870411). 66/11/21 
Consoftdaiod Ed son Co. of Now York, Me I i3op. 4 7603 045-47603 fOi 

681 1 160470 NRC Into Notice 08 002. ''Potential lor Spunl Fuel Pod OrnirHJowa" Sve 
hSi encl. 

ROSSl.CE. Division ol Opotolioiial Events AssossmenI (Post 870411) 88/11/22 
Consoiidnlod Edison Co of Now York, Inc. 114pp 47606124-47600 237. 

6811180315 NRC Bui'oiln 88-010. "Nonconlcrming Molded Caso CreuI Oroakers" Sve 
hsi enct 

ROSSl.CE Division of Operational Evenis Assessmonl (Post 070411) 80/11/22 
Consol dated Edison Co of Now Yo'k, Inc i2lpp 47606.00l-47600:l23 


R. Periodic operating reports (■ related correspondence 

6611150317 Monibly opoiQVng ropi for Oct IDOO lor JA Fiizpainck Niicloa' Planl.W/ 
801 110 Ur. 

COOK.J., CONVERSE, R J Now York Powor Aulhorily (loimoily Power Auihority oi Iho 
Slate of New Yo'k) 88/10/31. 5pp 47540 202-47S46 266 


S. Reportable occurrences, LERs & related correspondence 

6611070160 PNO-l-86.|i3.on 88i03t,liconseos oxponnncod momcniatv loss ol oHsito 
power & declared unusual event Cause unUolormlnod 

JOHNSON.J, ANDERSON.C Region t, 0(c ol tbs Diroctor 88/10/31. ip. 
47442 359-47442:369. 

6811090125 Pail 21 root ro deloci m Limiioiriuo Corp supplied saiety telaled SMO 
valve actueiors w/Rhl insuletod dc motors Inal may nol develop lull rated sierlutg 
torque at elevated ambient temps Review ol motors by licensees recommondod 
WILKINSON, I.E. LimilO'Quo Coip. 88/11/03. Oflico Ol Nuclear Hoacior Regutailon, Di- 
rector (Post 870411). t6pp. 47526.227-47525.242. 


DOCKET 50-334 BEAVER VALLEY POWER STATION. UNIT I 


P. Security, medical, emergency 8i lire protection plans 

66103(0017 Generic Hr 88(9 to all fuel Cycle feof4y li:enso0S 
possossing.using.imporiing.exporling or Iransporting lormula quanliliee of sctaiegic 

QKJh/l ra iifiA nf rlAnKlu lA/rA hu (ir>AncAA /iiior/re In nrAuADt Ihnil nf (lel MW?I 


8811080308 Forwards Insp Repia 50-334/86-25 & 50-412/88-19 on 880901-30 No vie 
iaftons njioit 

VVIGOINS.J.T. Reg on I, 0(c of the Director 88/10/31 SiEOER.J 0. Duquesne Light 
Co 2pp 47472 210 47472 236 

-8611060310 Insp Ropia 50-334/88-25 & 50 412/80-19 on ae0901-30.No violations 
noiod.Major areas inspected actions on previous Insp hndings.plant 
oporaBons.sectmiy.rodofogical CGnf/ofs.plam housekeoplng A hre protocnon S maini. 
THIPP.1 £. Region 1, Ole ol iho 0 rector 08/t0/31 25pp 47472 212-47472 236 

8SII07026B Fonva/da ro.spcinso to issues addressed In Oencilc Ltf 06-12 re OL Chgrtge 
Request l36Aliachmoni A includoa revised Tech Spec pages updated to incorporate 
amends issued s'nce original submiltol 

SlEBEfl.JO. DuQuosna Hg'il Co 00/H/Ol. Drjrrumor)! Conirol Orartch (Documenl 
Conirol Desk). 4pp. 47456 221-47456 319 

-8811070290 P/oposod Tech Specs, incD/porallng changesper Gorteric Lb 0D-)2. 

* OuquostKi Light Co. 68/11/61. 05pp. 47456:225-47456:319. 

0811210393 Forwards Safely Insp Repls 5O-334/06-28 & 50 412/80-20 on 061024- 
26 No violaiions notod 

QELLAMY.R R. Rog.on 1. Olc of Iho Director. 88/11/10 SIEBER.J.D. Duquosne Light 
Co 2pp 47598 097-47566 104 

-8611210396 insp Repls 50-334/86-26 & 50 4)2/00 20 on G61024-26.No violations 
notad Ma^ aroas Inspected emergency preparodnoss msp & observation ol l-censee 
lu'J parucipation annual emornancy propaiodnoss exercise. 

GOhOOn.cz.. LAZARUS.WJ nog'on 1, Olc ol tho Diroclor. 60rii/06. 6pp. 
47596009 47596 104 


H. Qanetal correspondence 

08111M332 Comment oppos'ng propoaod ru'o tCCFR26 lo random drug losUng pro- 
posed m NRC Mnon lor duly program MomOars ol union can accopi 4 work imdor 
(.moss lor duty program that conia ns lust cause drug testing provision. 

' Alinauon Not Assigned 86/11/14. Dockohng & Services Brsncii ip. 47640:192- 
47640192 

8611180397 Comment opposing pi oppsao rule 10CFR20 re landomdrug losilng In NRC 
iiinoasior duiypiogram Lofa) )42,w/3O0 membo/s.can aceepi S work under a Illness 
tor duly program iltal contains only iusi cause drug losilng provision 
KEAM.K. imernaiionsi BioihO'hood ol Eioclrtenl Wo'kers 66/H/14. Docketing & 
Sernrifos Branch ip. 4754Oil7B-4764O.170 

6611160405 Commoni Opposing proposed ru'o I0CPR26 (0 random drug testing In lil- 
noas for duly program Mombris can eccept & work under program that conialns juai 
cause diuo tosiing piovis-on 

PRITChahO.J.O Aiiihaiion Net ass. good. 6d/il/i4. Oeckaiing & Services Branch 
ip 47540 160-47540 160 

8611160416 Comment opposing proposod rule lOCFRBB to random drug tosting pro- 
posed in NRC Mnoss loi duly program Local 142. w/300 mombeis at plani.can accopi 
& work urtdor Illness tor duty program w/only just cause drug lOSimg provision. 
CENi.N.L. iMCHnaiionai Uroihorhooct ot Eieclncet Workers. 68/if/l4. DocKeling & 
S0CV4OS Oroncli Ip 47540 I94-47&40.194 

8811160416 Comment opposing proposod ru'o 10CFn2G ro random drug testing pro- 
posod m NRC hiness fof duly progrem.Union members can accopi & work under pro- 

S rom that contains just cause urug losilng provls on. 

TAFFORO.J P. Atii'iaiion Nol Assigned. 68/11/14. Docketing & Sorv.ces Branch Ip. 
47549 166 47640 106 

8811160446 Commoni opposing proposod ru'e iOCfR26 ro proposod random drug test- 
ing in NRC Illness loi duly program Union membois can accopi & work under pro- 
gram (hat conia ns |usi cause drug lesiing provision. 

OlETZ.W.C. Allil-aiion Not Assigned 66/11/14. Dockeimg & Services Branch, ip. 
47540:202-47640 202. 

8811160459 Commoni opposing proposed lulo I0CFR26 ro random drug lesiing In NRC 
hinoss for duly program Union tnombors can accept & work under program that con- 
18108 only yjsl cause drug losting provision 

’ AlMiation Nol Assignod 68/11/14 Dockoi.ng & Servicos Branch tp. 47540:172- 

47640:172 

BB111605S6 Commoni opposing proposod rule l0CFn26 ro random drug tosting In NRC 
hinoss lor duty program Inil Qrotliorhood ol Eioctncal Workers Local 142 can accept 
& work under Mnoss (or duly program Ihoi contains only |usi causo drug lasting 
ALISESKY.C. Alli'ialion Not Assigned 06/11/14 Docxoling 6. Services Branch. Ip. 
47540:330-47640 330 

6811170066 Commoni opposing proposod lulo 10CFR2G ro random drug leslmg in fit- 
ness lor duty progrsm 

* Intornationet Brotherhood of Electrical Workers 88/11/14 Oockolmg & Services 
Oronch Ip 47665 354-47565 354. 

8811170069 Commont opposing proposed rule 10CFR26 ro random drug losling pro- 
poaod In NRC lilnoas lor duly program 

GIASS.W.L. Inteinotionai Broihornood of Electrical Workers. 68/11/14 Docketing & 
Servicos Brandi. Ip 47640 347.47540 347. 

8811170064 Comment opposing propoaod rulo 10CPR26 re tendon drug testing pro- 
posod (n NRC fiinoas for duly program. Mombora can accopi & work unuei Illness for 
duly c^ram that contains only just cause drug tosting provision. 

HOOVER.WJ. International Broihoihood of ETeclrical Woikeis 86/11/14. Docketing 
S Services Brancn. Ip. 47540.348-475'l0.3-l6 

881 1170099 Commont opposing proposod rulo 10CFR26 ro random testing to be Includ- 
ed hi Mnoss for duly program. 

ROMBACll.G Iniernallonal Brotherhood ol Electrical Workers. 88/11/14. Oockolmg & 
Servicos Branch, ip. 47565.356-4'/665'3S6. 

8611170133 Commoni opposing proposed rulo I0CFR26 re NRC fitness lor duly pro- 

nfam 
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60 11 170 148 Commeni oppos rg proposnd rule lOCFH^e ro NRC f'inese lor duly pro- 
of am 

loiefratiortai Sroitfcmood of Electrical Workers. 68/11/14. Ooc><otirts A Servxros 
Branch Ip 47665:355-47565355 

8811170171 Corrmerfi opposing proposed rule 10CER20 ro random drug leslmg ol hi- 
noss tor duly program )nil Brotnorhood ol Eloci'ical WorVers loca' cart accept & 
work u.nder I iness lor duly program cor.Iairiing only |t'sl cause drug lesling. 

SUTTON.G R. rrnernai-onal Sroinerhood ol Elecincel Workers 80/11/14 DockeCirgi 
f^rv-ces eronch ip 47541001-47541,001. 

SO1 1170203 Common; pppos r>g proposed rule lOCfB26 re rar:dom drug lost^ng pro 
posed by NRC li'ness-lor-duiy program Rrog'em should contain or'iy |usi cause dirvg 
Iss’ing provisio.'i 

• Allb.alten Net Assanod 83/11/14 OockaiioQ & Services Branch tp 47&4(k359 
47640 359 

8611170221 Cororreni opposing proposed rule IOCFn26 re radocn drug tessng pro- 
posi3(J in CiRC renass for dot/ prog-am program shoc'd contain only |usi cause drug 
leslirtopfo-nsion 

COIAZZ.PC A(l.iai‘an Not Assigned 88/11/14 Oocketmo 8 Services Btattcli tp. 
47541:002-47541-002 

6811170233 Oornmoni oppos rg proposed ru'a 10CFR26 re random drug loslftg Irt in- 
ness lor iluty pi ogiam Mc-irbers can accept lusi causa drug lesimg ptovoion 

* Irtiernalionsi B/oiherhood i3l Elecincat worhars 68/11/14 Oocketrtg 8 Se-Vcos 
Branch ip 47541 -OOg^ySAIrOOg 

881 1170276 Contrnerr opposing proposed rule 10CFR28 re random d-ug (asilng pip- 
osod in NRC fiirtess let duty program 

ANFiELID.LL inietnatiCrsI Brolheihood ol Electrical Workers 88/11/14 ‘ Oli’caol 
Ihd Secrolaiy of the Comm ssiort tp 47541006-47541 008 

6611360010 ComrrGr;l opposing proposed rule 1CCFRS6 ro radom testing provisions m 
l.lnciss lor duly progtarn 

KEI-WIGHC Aliiliahon Not Assigned. 86/11/14. Docketing & SerVees Brandt Ip. 
47621 243 47G3I;243 

6611210052 Comment opposing proposed rule 10CFR28fO random testing provision m- 
ciudC'd In iiir.ose lor duty p.'ogrem 

PAVLOViCKC J. Ihtarnal'onal Broitisihocid ol Elecincel Workers 68/M/t6. Oodrei- 
ing & Services Brartch tp 4757233?-47572;327. 

8B11210246 Cornrrert opposing pro(iosod rule I0CFB28 ro /<ine$$ to/ duty 
program Opposed to randorn tesi'ng to be included in preg'sm 
MOOOV.L. Iniomai'prtai Brolherhood ol Eiociiical workers. 6e/ii/i9 Oockeiitvg 8 
Services eianch. ip. 47572 333 4757232? 

8811310348 Comment opposng proposed rulo I0CFR26 re fitness lor duv 

procram Members opposed lo random lestccg proposed in program. 

COTc.AS.8d inietnenonal aroiheihood of Sfeclncai Workers, es/ti/ie Oockeiingl. 
Servloes eianch. Ip. 47572:321 47572321. 

6811210251 Commeni opposing proposed rule lOCFRZa re l.lness lor duly 

t regram.Momb9ra opposed lo random u'lug tesimg lo be included in pro^am. 
CHULTISE.A. InurrnAiional Sroiha/riood of Electcutai Workers 66/tt/i6. Ooctetuio 
A Sorvlcdserane/I tp 4757?;320-4/S72:320 

8911210271 Co.'n/neric opposing proposed rule 10CFR26 la fiiness lor duty 

K ram Opposed lo ranoom drug lostmg prpvis.on included >/> progrem. 

NSKLQJ fnlernationalGro'/iorndOdOlBJacirlcalWorMra. 68/11/16 Oock.«tbr.Q& 
Serv'Cos Drercb ip. 47672r314 47572314. 

8611210385 Commonl ocpos.ng propossid rule IOCFR2e re fiiness lor duty 

rogrnm Opposed lo rnnoam drug testing provis'On to bo included m program 
TANZElMG. inierriatiorwl Qrolheitvood ol Electrical Workers. 88/U/16 ObckoiWo 
8 Sorvicee Branch Ip. 47S72 312-47572:313. 


8611210451 Canitronl oppos-ng proposer/ rule 10CFR28 ro litnoss for duly 
procram.Opposed to ra'-iclom drug lasting provision to bo inoudod m program 
HEINSTODLER.J International Brolherhood Ol Elecincal Workers QQ/it/i6 Docket 
■rtg & Services Branch Ip. 47572.237.4 7572 207 

66112201S4 Comment oppos'ng proposed rule iOCFn26 ro rendorn drug losting in NDC 
Nlness for duty program Members can accept & work undo' progiam that contains 
only Us( cause drug lastma (uoviS'.on 

KllLOS.KV.O Irrlsmailoriar Brolherhood ol Eloctncal Workers 68/(1/16 Oocumeri 
Conboi Branch IDocurrem Control Desk) tp. 47573 095-47573 095 


P. Operating ttcenae eiege documents & correspondence 

6811140173 Forwards SEF1 re scheduler oxompiion re requiremonis of RM-SO-Z.Ro- 
scinds 670224 pos bon on use ol RM-50-2 

TAVl.PS Proloci Oirectoraie 14 87/05/07 CAHEYJ.J Duquesne L'alii Co 2pp 
47644 231-47544:237. 

-■6811141)176 SEH concluong no lequ-remeni lor licansoo to operate in conlorntanco 
ht/RM-SO 2oiusis 

• OH.co ol Mucteai Reectci Rcguiaion, Duocioi iPosi 070411) 87/04/28 Epp 
47544 233-47544 237 

86it1400€5 Forr/ards &ER accepling icensee 831104 t 840330 & 870504 responses 
lo Gerwnc Lir 83-28. Item 2.2 1 re equipment classification for all other saloly ro'atod 
conrpono.nis. 

TAM.P.S Pr^ecl Direcioraio 1-4 66/08/10 CAREVJ J Ouquesne Light Co 1p 
47638310-47506316 

-8811140088 SER accepting uhl 631104.840330 & 070504 responses to Horn 2 2 1 of 
Gonoric Lii 63-26 re equipmenl class hcalion programs lor all safoiy-rolaiod cipmpo- 
r^^ts 

* projeci 0>rectOiBtel-4. 86/08/10 6pp 47536 31 1-47538 316 

8610160350 Genetic UV 88-17 to all holders ol OLs or CPs lot PWRs re loss ql 
Orift Svc lisi end. 

CnUTCHFiEiD.D. Asaociaio D.iodor tor P/olecls iPosi 670411) 86/10/17. Conso’- 
dated Edison Co. ol New York, Inc 04pp 47279 156-47279.241 

8816250184 Qenei c. Ur 68-16 to alt licensees pi oporalmg roaciors & holders d CPa ro 
plani record etorege on opiicei disks. Sve list onci. 

CnUTCHFlElO.O Associate 0.rpctor lor Prolocis (Post 670411). 88/10/20. Conaolh 
deiodEcksoriCo. ol New York, me 45pp. 475t3.001-475t3.0'ie. 

681 1070268 ForwaiJs rospohso 10 issues addressed in Generic Ltr 66-12 ro OL Chorigo 
Roouesi l38.Atiachment A includes revised Tech Spec pegos updated to (ncorpomlo 
amends issued since orig nal submiitai 

SlEOER.J.O. OuQuesho Light Co 88/11/01. OocumenI Control Oranch (DbCuniOhl 
Cortli^Oesk) 4pp 47455:221 47458.319. 

"8811078280 Piobbsbd Tech Specs.mcptpotaiirig changes per Gonenc Ui 68-12. 

’ Ovquesno light Co. 66/11/61 95pp 474 56.226-47456319. 

6811070302 Requests NRC apprerat Iq mvqke Coda Cases N-350.N-445 & N-448 Iqr 
Qve'iiyirrg NDE personnel ei plani Technical lusliiicaiion lor code cases end. 
sIEBIRoIR' DuQjesne Light Co 86/n/03. Documoni Control Drench iDocumonl 
Control Desk) 4op 47459 359 47459 361 

8811180545 forwards Amends 132 6 6 to itconsos DPR 66 & NPF-73. respoclivoly & 
saloty evaiuetron Amends cianly source range charrnei surveillance requiremenls of 
Table 4 3-1 f©/ both Un-ts 1 S 2 Tech Specs. 

TAM.PS. P'Oiaci Oiieciorale 1-4 06/11/07. SlEftER.J.O. Ouquesne Lighi Co. 2pp. 
47567,033 47567.046. 


8911210288 Commeni opposng proposed ru'e 10CFR26 re iitriess lor duly 

E rogt^am Opposed 10 random drug lasting provision m program 
ETTINE.C ihlornaltonai Broihechaod of Eiecincal Workers 88/11/18. Oock-etitvo & 
Sarvlcras Branch ip. 4 7572.-3M-47572-3fl. 

8811210294 Commeni opposing proposed rule 10CFR26 ro f.tneas lor duly 

profirani Opposed io random drug lasllng provision lo be included m program. 

ROul.N Itvletnstional Brotherhood ol Elecurcei Workers 86/11/16. Oockeruto 6 Seev 
ices Brandi. Ip. 47572 319-47672.310 

6811210313 Common! oppos r-g proposed ivio 10CFR36 re random teslirrg pr©posa<d in 
NRC fiinoss Icr duty program. Bupooris only just cause drug lesUng prevision 
JONES.T.E. Iniornehonal Btoihornood ol Electrical Workers. 86/11/16 Oocke8i>g & 
Sorvlcos Branch. Ip. 47672. 306-47572-‘3C6 

8911210409 Co-mmorrt opposing proposed rule 10CFR28 re fiirross lor duly 

program. Opposed lo random doig lasting to bo Included in program. 

ERWIN, J-D inlerpational BTOlherhood ot Eioclticai Workers 66/II/16 OockeWro 6 
Senrices Brancli. Ip- 47572 304 47572.304 

8811210430 Comment opposing proposed rule 10CFR26 re ntness lor duly 

program.Opposed to random testing prov.sion lo bo included In piogrem. 

WOLFE.K R. Inloinational Orothsthood ol Electrical Workers 88/II/16. Dockebng & 
Sorvices Branch. ip- 47572.301-47672:301. 


6811210434 Commeni opposing proposed rule 10CFR2Q re tiuiess for duty for 
pioornm Opposed to rendo.m drug testing provision lo be Included In progrem. 
BUZiNSKl.W. inlornaiicnal Broltiorhood of Eleclilcal Workers 80/11/19. Docketing ft 
Sorvicoa Biench. ip. 47672:300.47572:300 

a8113l0<l40 Commeni opposing proposed ru'e toCFR26 re ntness (or duty 

e iogram.Opposed to random drug iaaiing provision lo be rncluOed In progracn. 

RaL.R C. Jrileirneilonel Groihorhood 01 Elecincat Workers. 88/11/16. OocKel-ng & 
Services Brancli. ip. 47572 299 47572 209. 

8811219448 Ccmmetkt opposng proposed rule 10CFn26 re Filrress lor duty 

H am. Opposed 10 random drug testing provision lo be Included in program. 

SKY.B Iniorr<stiona1 Brolherhood ol Electrical Workers. 86/11/16. DockeLtrg 8 
- ,ch. Ip. 4?572;2Ge-47572;298. 


••8011180548 Amends 132 S 8 lo Lrcenses OPR-66 & NPr.73,to5peciivoly. danlylng 
srwfco range channel aurveillance raqui'emenia ol Table 4.31 Iqr bolh Tech Spocs 
STOUZ.O F. Piojecl Draaoiaia 1-4. 88/11/07. lOpp. 47567.035-47567:044. 

—8811180547 Saloty evaluation supporting Amends 132 & 8 to Licenses 0PR-6& & 
HPF.73.re3i>ecl»ely. 

' Oflico ol Nuclear Reactor Regulation. Director (Posi 670411). 86/11/07. 2pp 
47597 045-47567:046 


O- lAepectlon raporls, IE Builellns 8 correspondence 


88100^249 NRC Info Notice 66-079. "Misuse ol Flashing Lighls for High Radiation 
Area Controls." 5vc list and. 

ROSSI.CE. Division ol Operalioiral Events Assessment fPost 670411) 68/10/07. 
Consol dated Edrson Co. 01 New York, Inc I23pp 47279.242-47260.003. 

8810070114 NRG Into Notice 69 062. "Toms Shells W/Cotrosior^ & OGgiadsd Coatings 
in BwR Containments " SvC list end. 

ROSSI.CE Division oi Operaiionai Events Assessmeni (Posi 670411). 68/10/14. 
Conscltdatad Edison Co 01 New York. Inc 1 lOpp. 47280:124-47260.235 

8810149212 NRC Info Nolico 88-065. "Broken Reiaining Block Studs on Anchor Oariing 
Check Valves." 5vc list end- 

ROSSi.C.E. Division ol Operaiionai Events Assessmeni (Posi 67041 1). BS/iO/ld. 
Coos^niated Edison Co 01 New York, Inc I18pp.47463.l99-47463.3i0. 

6810140018 NRC Into Noiico 86-064. "Delecirvo Motor Shall Keys In Limito'que Motor 
Acluators." Sve list oncI- 

FlOSSi.G.E Division of Operational Events Assessment (Post 870411). 66/10/20. 
Coneo'idsidd Edison Co ol Now York, inc. 119pp- 47260.004-47280.123. 

8011010264 Discusses Equipmont QueiiUcaiion Insp Repts 50-334/86-12 & 50-334/88- 
21 Oh 660809-13 & 688509 13 & lonNerds notice ol violation.Ulil also requested to 
aildress deficiency re handling of Vicloreon cable assemblies 
MAftTIN.T.T. Region 1, Ole ol Ihe Director. 86/10/20. SlEBER.J.D Doqueano Light 
Co 4pp. 47402:116-47402:121 
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-881t010371 Nollco Ol violal'On fiom insp on 860609-13 & 660609-13. ViOlai.ons 
noted (juaiiticsiion of Victotoon h-gii rango radiation monitor cab'o assnmUy nol es< 
lebli$hod & unqualified wire lumper in MOv-nw- lOSO identitiod 
• Region 1, Ole of the Director. 88/10/20. ?pp. 47<i02.l20-‘l7'i02 l2t 

8810170391 NOC Info Wolrco 80-086, •'Oporai-ng \V/WuHrpld Grounds in OC OBtnbubon 
Sys." Sve list end. 

ROSSI, CE Oiv.sion ot Operational Events Assessmont (Post 870411). 0B/1O/?I 
ConsolWsiod Edison Co ol New Yc/k, Inc ) ICpp. 47463 081-47463 197. 

8610310307 Forwards analysis ot LHSi pumps - nol posilive suction hoail. itt losponso 
to Insp Ropl 50-334/68-00 ro omergancy operating procoduies Inheieni consorv- 
alisms in analysis can result In taking unnecessary tasiiictive actions. 

SlEOER.JO Duquosno Light Co 88/10/21 Oocumoni Control Branch (Documoni 
Control Oosk). 7pp. 47366 193-47366 199 

8810310263 Responds to NRC 680923 Itr ro vlolat ons noted in insp Ropis 60-334/88' 
23 & 60-4 13/86-10. Corrective actions afloi Un-t 2 Xomon plug valves (glared moper- 
abfe On S60623.operabiti(y avaluatiqn performed on all insarv.ca X'ornoi valves 
SlE6ER,J.O. Ouquosne Ciglil Co 88/10/24 Oocumom Control Branch (Oocumeni 
Control Desk) 3pp 47368.262 47360 264. 

881 1010471 Advises that NRC does not Intend to deiorm'ne adeq-jocy ol cuttenl oro- 
ston/corioslori Insp programs pot NRC Oulletm 87-001 Mo luilliat planl-spocritc acton 
re bu'.letin requ'rop at prosoni 

TAM,P.S Project Dltocloreio 14 88/10/27 SIEBF.R.J.D Ouquosne light Co. 2pp 
47402:308 47402.309. 

6811040287 Informs ihot ulil 060713 & 0008 rosponsos to NRC Quitoltn 88-004. "Polan- 
tial Salaly-Reioled Pump Loss" accaplablo. 

TAM.P.S. Project O.racloratc 1-4. 00/10/31. SiEQER.JO Ouqueano itglil Co. 2pp 
47440,02 6 4 744 0 0 27 

8811080308 Forwards Insp Rqpta SO-934/80-26 & 60-412/86-19 on 680001-30 No vlo- 
iBtfong noted 

WiGQiNS.J T. Rog on 1. Ole oi the Oiroctoi 88/10/31 SiEBERJ-O. Uuquosne Light 
Co. 2pp 47472:210 47472.236. 

-8811090310 insp RoplS 60-334/08-26 & 50-412/fl8-t9 on e8090t-30.No vtotaeone 
noted.Major areas inspociodiactions on previous insp hndt^.piani 
operations, aocuniy, radiological coniro'.s.pieni housokaoping i No piotociion s maini 
TRIPP, LE. Region t. Ole of iho Director 08/10/3 1. 26pp. 47472 212-47472 236 

8611220022 PoiwerdS SALP RoplS 50-334/87-99 8 50 412/87-99 for period Mar 1987 - 
May 1988 & 1'Sl of BiianciQos from 860831 meet ng No mod io SALP ropi deemed 
appropriato.hesou on ulil 080914 Hr. 

nJSSELL,W.T Region f. Ole ol fho Oirccior 88/11/02. SlEGER.J.O. Ouciucsrvo Light 
Co 3pp. 47620 225-47620.270 

8811170109 Responde lu NRC Ouiiom 68-009. "Tttimbio Tube Tltmniog bt vvosung- 
nouse Raacic/s." Foffnei prog/am for poilormng Hu* ihimbie ivbe r/tap not devdopM 
lor plam.Uiii program wilt bo prosonied in format consistent w/guidelinos in buHeiin 
SlEBER,J.O. DuquQsne Ligm Co 86/11/07. Oocumom ContioT Branch (Documoni 
Conlrol Oosk). 4pp 47672'188 47572:191 

9811040324 Suppi 3 (0 NRC Info Notice 06-108, "Feedwater Lino Break" Sve ilsi onci 
HOSSi.CE Division ol Operational Events Assossmpm (Post fi704ii). Ob/ii/iO 
Consol.datod Edison Co of Now York, inc. 113pp 47509.072-47559 184. 

8811210393 Forwards Seloiy Insp RoplS 50 334/60-26 & 60-412/08-20 on 831024- 
26 No violations naieo. 

BELLAMY.n.R. Region 1. Olcof tho Diioctor. 08/11/10. SIEBER.J.O Duqtrosno Light 
Co. 2pp. 47606.097-47506 104. 

-8611210396 insp Ropis 50 334/08-26 & 50 412/88-20 on 801024-26 No violakons 
noted Meloi areas inspected amorgency pioparodness msp 5 ohsorvaiton ol liconseo 
full paillcipaiion annual emergency preparednoss exorcise. 

GOrOON.cz. LAZARUSWJ hegion 1, Ole ol the Dtroctor 00/11/08 Cpp 
47590.090-47600.104. 

6811090284 NRC Into Notice 80-007, "Rump Wear & Foreign Objocls In Plant Piping 
Sys " Svc list end. 

ROSSl,CE Division ol Operational Events Aasessmom (Post 870411). 60/11/18 
Consolidated Edison Co of Now York. inc. Ii3pp 47001. 020-47601:132. 

8811990403 NRC Into Nonce 88-088. "Oogradai.on ol Wosiingttouso ARO Relays." Svc 
list onc< 

ROSSI, C.E Division ol Operational Events Assessment (Post 070411) 60/11/16. 
Consolidated Edison Co of Nevr York. Inc 1 13pp. 47507.001-47567:113. 

8811230362 Discussos 660817 & 18 Operator Exam 50 334/88-24 During piani walkth- 
rough portion of operator tesl.obsorvod that remote shutdown panel did rtoi Incorpo- 
rate physical resirlcilons to ptovoni control & operation transfer. 

SIEQERJD. Duquosne Light Co 80/11/16 Oocumoni Control Brandt (Documcnl 
Control Desk), ip 47631353-47631:353. 

861 1 160086 NRC Into Nollco 88-960. "Degradation of Kaplon Elecuical insulation.'* Svc 
list encl. 

ROSSI. C.E. Division of Operational Events Assessment (Posl 870411). 00/11/21. 
Consolidated Edison Co. o' Now York, Inc. It3pp 47603:045-47603.161. 

6811160470 NRC Into Notice 80 092, "Poleniiai lor Spent Fuel Pool Oramoowa" Svc 
list encl. 

ROSSI, CE. Division of Operational Evonls Assessment (Posl 870411). 06/11/22. 
Consolidated Edison Co. of Now Yo'k, inc. t I4pp. 47606:124-47606:237. 

S81118031S NRC BuHokn 68-010, "Nonconforming Molded Case Circuit Broakers*' Svc 
list encl. 

ROSSI.C.E. Division ol Operational Events Assessment (Posl 870411) 00/11/22. 
Consolidated Edison Co. of New York, Inc. i2)pp. 47606 001-47600,123 


R. Periodic operating reports 6 related correspondence 


6S111800BS Monthly operating repts lor Beaver Valloy Power Station lor Oct 1938 W/ 
881110111 

wrNG£R.MA. SieSER.jO Ouquosne tighi Co. 86/10/31. iipp. 4768 7 233- 
47587 243 

86/1150239 Advises lhal util 8B0722 Submilidl of 1967 rapt of facf'iiy cfianges.losts S 
oxporiir4»tis meal enterta in 10CFR50 59 S ecceptable Comments listed. 

TAM.P.S Prt^oci Drocloraio 1-4. 68/11/08. STOLZ.J F. Project Directorate I-4. 7pp. 
47552:301-47552 307 


S. Reportable oceuryenees, LERs 8 related correspondence 

6810280209 LER 88-014-03.00 603923, stoam driven auxiliary leedwater pump spurious- 
ly eta/ted.Causad by porsonnol ur/or.Mod of motor dnvon Bux'l-.aiy feedpump starting 
cxcuil io prevent s'm'lar spurious aclions perforrred W/661024 Ur. 

NOONAN.TP. OjQuesne Light Co 88/t0/24. Gpp. 47342.279-47342:264. 

88)1098125 Pan 21 root re defect in Limiicrquo Corp supplied safety- related SUB 
vatvd actuators w/RH insuialod do motors inat may nol develop lull-rated starting 
lerqiie at oidvatqd ambient temps. Review of motors by licensees recommended 
WILKINSON.I.E. Limiiorquo Corp. 00/11/03. OM.ca ol Nuclear Reactor Regulation, Dl- 
reclot (Post 070411) t6pp 47625:227-47625:242 


V. Operator Exarnlnsllons 

8811230362 DisiTiisses 860617 & IS Operator Exam 50-334/80-34. During p'ant walkth- 
rouglt porliofi ol operator lost.obsarved that remote shutdown panel d.d nol incorpo- 
tale phys.cai (osn icUons to prevent control & operation irsnsler. 

SiEBEn.JU. Ouquesno Light Co 86/(1/16. Document Conirot Branch (Dooumeni 
Cortitol Oosk) Ip 47831:353-47631.353 


DOCKET 60-335 ST. LDClE PLANT. UNIT I 


P. SectiiOy. medical, emergency & Mrs proiaollon plans 

8811070023 Rovisoit omoreency plan Implomenlfng proeediires.lnoliA/ing Rav 7 lo 
3I00027E. "no-Eniry" & Rev 6 ip 1 132, ''Duties 01 Recovery Mansger oitsiio Emer- 
gortcy Oiaanisaiion ’ W/06iO3lhr. 

CONVVA/W.F. FIohOaPOwO' S LfghI Co. 88/ 10/15. 38pp. 47488.085-47458:100. 

8810200037 Advjsos lhai 000912 Rsv 4 IP physical secuiliy plan consistent w/provl- 
sions ol 10CFR50 54|p) 8 pccopiable. 

ClinE.W.E ncnlon 2, 01c Ol mo Director 80fl0/i6. WOOOY.CO. Florida Power & 
Light Co 3(H>- 47200 350 47206:360 

8BII030066 Forwards Insp Ropis 50-335/88-25 & 60-309/66-26 on 600904- 1001 .No 
vipiai-ons or oov>aiions noted. 

WILSON.BA. Rpo'O'’ 2, Old ol mo DirectOi. 08/10/27. CONWAY.W.F. Florida Power 
8. light Co 2pp. 47424:326.47424:337. 

-8611030071 map Repts 60-335/00-26 & 60-309/06-26 on 660904-1001 No violations 
or doviai-ons noted Lmresolvod item noted Major areas inspecled:Tecn Spec 
comptenco.opeiaior Dorlormance. overall plant operations & site security procedures 
PAULK.GL. OIBB.H.E., CRl.ENJAK.R.V. Region 2, Olo 01 Ihe Director. 88/10/26. 
lOffp 47424 320-47424 337. 

6610310017 Oonorlc LU 86-19 lo ell fuel cycle laciliiy i.eensees 
Possossing.u9’ng,in>fxyting,OMpo/iing or Iransporhng lormu'a quanhiies ol strategic 
SNM to use ol deadly force by licensee guards to prevent moll ol SNM.Svc kst encl. 
OURNETT.R.F. DNislon ol Saleguarcis 8 Transportal-on [Posl B70413). 88/10/28. 
^nsotxlaiod Edison Co. ol New York, Inc. 3lpp 47513.047-47513:0/7. 

6611090073 Advisos that 060021 Rev 17 to physical security plan consistent w/provi- 
sfons qI iOCFRso 54(p) & eccopiabiG. Changes requiring further clarillcaiion withheld. 
CIINE.WE Region l, Die ol the D, rector. 00/10/31. CONWAY, W.F. Florida Power 4 
LlghlCo^ 47512 287-47512:280. 

661 1 180183 Advises lhal moat changes in Rev 1 7 to physical security plan.lrensmitied 
by 600921 Ur consistent w/provislons of l0CFR50.64(p) 8 acceptable. Changes requir- 
ing datilicallon delineated in oncI.Enc) withheld (ref IOCFR73.21). 

CLINE we Region 2. Ofc ot me Oirocfor. 88/10/31. CONWAY, W.F. F/orWa PonrerS 
lt^1Co 3pp 47683 003-47683:065. 

881 1}40335 Submifs comnwita on memo covering 0010)7 lelcon Sieiemenl or Page 2 
of mofflo incorroclly gives Impression Ihei only Three procedures remain (or approval 
ol board ol selectmen 

HADFiElD.J.0. Plymouth, MA 80/ 10/26. 5TELL0.V. Ole ol the Executive Director lor 
OporaHons Ip. 47547:)04-47547;l84 

6811180146 FniWBida Insp Ropis 50-33S/88-23 & 60-389/88-23 on 660926 30.No vio- 
lations or devieiions noted. 

CLINE.W.E. Regon 2, Die ot me Director. 88/11/02. CONWAY.W.F. Florida Power & 
Light Co 2«1. 47580:141-47689 143 

-8811180148 map Repts &O-335/06 23 & 60-369/86-23 on e60925-30.No violalions 
noted.Major areas In9pectecl:8ecurity plan & Implemenling procedures, mgl elleclive 
ness & security organizaiion.Oelairs withheld (ref lOCFR2./dO(dt 8 73.21). 
STANSBEnRY.W.W.. MCGUIRE, 0. Region 2. 01c of the bueclor. 68/11/02 Ip. 
47689.143-47669.143. 

681 1090396 Forwards Insp Ropis 50-335/68-22 i &0-3e9/88-22 on e80926-29.No vlo- 
lehohs or devialions noted 

OECKEarW. Fleglon 2, O/c ol the Director. 88/11/03 CONWAY.W.F. FlontJa Pcuver 
& llghi Co. 2pp. 47501:313-47501:304 

-8811090402 Insp Repts 50-335/06-22 & 60-389/88-22 on e8092e-29.No violations or 
doyiations noted. Malor areas inspected observation & evaluation ol annual radiologi- 
cal omergoncy response oxercse. 


est11£0122 Q'SCUSSSS Insp Repls 50-33S/88-20 & 50-3a9/88-20 On 660603 8 lot- 
wards notice ol vic'ation Notice of vfolelion wtthhe'd (rel 10CFR2.760 A lOCFftfS.Zf). 
EBNST.W-L Rcfllon 2, Otc ol the DheciO'. 89MW03 COWWAY.WF- Flmula Power & 
LiQh1 Co. 3pp. 47S*i?.045 47547047. 

8311230966 Rev 39 lo Emergency Pian intplemeniing Procedure 3I00023E, "Onsi'e 
Emergency Oigeniyation & nostor." Oeserrbes onsite emergency orgeniraUon A pro- 
vides cnsiru'Ci.ons lor shilt aogmonieiion during emergency siTuaiionB.w/68412t llr. 
CONWAY.WF Florida Power A Light Co 68/11/21. 1 7pp. 47S31;100 47631:118- 


Q. Adludicatory correspondence 

8611100101 Noi'ce ol hearing* Notice ol 681306 06 evidentiary hearngs in 
Stuart, FL.Aeived on 681103. 

CorTER.e P. Atomic Ssleiy and Llcens-ng Board Panel. 19488 7423. 88/11/03. 3pp. 
47420:001-47430 002 

661 1160282 Forwards licensee supplemeniel response to iniervanor 8rsi sot o> InterroQ- 
atpiies to ilcertsoe.Suppt ideniiLes each person expected lo bo ca'Ied as expert wit- 
ness at hearing A sub/ mailer A subslance of lesLmony. Related coriespondettce. 
BAUSER.M.A. FlofWe Powret A UgW Co. BAUSEfl.M.A Newman A Kolirir^aer. 8486 
7463. 86/11/10- RICH.C Rich, C. Ip. 47613.091-47512:1 10. 

••6811180298 liconseo supplemental response to Inienranoi list set ol Iroeiiogatoiies 
to Ircensoe ' EJ Weinkam A SE Turner resumes A Con-licaie A Sve encl.Re.*aied cor- 
respcr.donce 

OEMASmv.JA Florida Powor A light Co 88/tt/09 Rich. C. I6pp 475)3063- 
47513.110. 

6811280085 NRC Stall motion on beheif ol partlas lor rnod ol acneduiaa.* Reguesie 
direct writien lestmieny ol wiinesses presenily scheduled to be Mad on or belore 
68t l23 now be li'ed on or bolore 881220 Certificate of Svo encl. 

VOGLER,B.H Assistant General Counsel for Hearings j8488 7618. 88/1 1/16 Aiotnlc 
Safely and Licensing Board Panel 2pp. 4789 1:014-47591:01 6. 

8611280105 Order.* Qranis NRC motion on behalf ol parties lor mod of scheduleare- 
quosung poaiponemeni ol h.aating scheduled lo commence on 881206 Headm wi| 
commence ort 091124 A (estintqny should be subnMued by e0i22O.6eNeo on 

861 1 17. 

C0T7ER.B P Alorr.lcSaloty end Licensing Board Panel. /)'468 7610 88/11/17. Olhee 
ol theGenoislCouneol. 2pp 47591.386-47591.268 

6811290132 Notice el rescheduled hearing ’ Advises (hat evidoniiary hearing on issuos 
remaining in proceeding schedu'od tor 661206 08 rescheduled lor 6£0)24 A wsi con- 
li/iue from day to day unti corrpleted Served on 881 1 17. 

COn£R.a.P. Aiom.; Safety end LIsensing Board Panel 4'48a 7509 88/ii/t7. 3pp. 
47691:2e6-4759l:297, 


j. Iniursnoe A Indemnliy inlofmstlon 

6611020108 fonwaids Endorsernehis )0 le NEUA Cenl'icaies N-59.N'25. N-26.MAELU 
Ceriiiieaisa M-69,u-2S,w 26.re4pec(ively A Endorsements 8 to MElIA t^ftcaie N-69 
A MAElU Cenil.caie M-SOirespeciiveiy. 

CARIERpR J Maist) A MoLennen. me. 66/10/24 OINlTZ.i NRC • No Oeiailacf Aihii- 
aion Given. l7pp. 474i4:l97-474l4'3t3. 


P. Operaiing iicenac stage documcnia A oerrespondenoa 

6610280500 Summary ol 881012 meeting w/ulii in Rocfiviiie.MO ro siaius ol Icenslrn 
actions Ust ol aiiendoes end 

TOUfllQNY.EO. PfOlcc) Oiracto/ale 11-2. 86/10/21 ProJeoi Oi/ecloraie Il3. 4pp. 
47331 308-47321:309 

6610180350 Ganeiio Llr 88-17 lo all holders of OLs or CPs 'or PWRs re lose of 
ONR.Svc llsi and 

CRUTCHFIELO.O. Associals Gircclor for Pro|ocls (Post 870411). 38/10/17 Consolt- 
dated Edison Co ol New Yoik.lno. e4pp 47279:1S8'47279-341. 

6810310363 Advises thai Rev it to TOAR 1-76A, "QA Prootem." consistent wfotcM 
sons ol IOCFR60.App 0 A acceplePle. 

JUIIAN.CA. Region 2, Ole ol the O.rociof. 86/10/19. CONWAY.W.F. fiotKia Power A 
Light Co. 3pp. 47373.140.47373:141. 

6810260184 Generic Lir 88-16 lo ell licensees of oparsUng reaclote A holders of CPs re 

g atil tocotci siotsge on optical disks.Evc list encl. 

RUTCHFiELO.O Assoclaie Oireclor lor ProjocIs (Posi 870411). 88/10/30. Consol- 
daied Edison Co of New York, inc- 45pp. 47613:001-47513.048. 

8811380018 Final response lo FOlA request (or documenie Forwards App A 
documents. App A documents also available in POR. 

GRiMSLEY.O.H Division ol Freedom ol Inlormaiion A Pub'icalions Serwcee (Post 
800516} 8a/tl/08. fliCClO.J.P. Nuclear informaiiori A Resource Sereice. 2pp. 
4r682.l29-476e2;130. 

-8711020106 Forwards safely evaluation re uhl proposed speni fuel poof 
teracking-Pfoposal acceptable Iiom cdllcel siandpc nl-Utl mfty be required to pet/oim 
addi analysis to verily required subcriiicaMy margin can be malnlelned.SALP lr»pol 
end. 

HQOG6S.MW. Beatior %r8lstT\s Biench 87/10/28. SEHKOW.H.M. Prefect Deector- 
ate 11-2. 2pp. 47682 139 47683:140. 

-6611260053 Sa'ely evaluation acceplmg proposed reracMng ol uUl apeni feet storage 
pool.Llcansee mav be required to perio'm addI analyses lo ve/i'y mainf ol required 
su^itcaiiiy il slafi Bcrallax studies reveal gap development In subl Borallex 
ptfice ot Nuclear Reactor Regulation, Director (Post 870411). 97/10/28. 7pp. 
47682:141 47692:147. 

6611330396 Forwards reouesl lor addi info le conlormance lo Reg Gu.do 1.87, "Sleam 
Oenaraior Wide-Range Water Level Instrumeniatiou ” 

TOURIQNY.EO. Projocl Oirociotata 11-3 86/11/18 CONWAY .WF. Flonfle Power A 
Light Co. 3pp. 4763 1;354 4 7631 356 


O. inspection reports, IE Bulletins A correspondonce 


68117030349 NRC Into Notico 68 070. "Misuse of Flashing L'ghls for H'gh Radial ort 
Area Corytrois.” Sve lie! end 

ROSSt.CE Ovisron ol Operational Events Assessment (Post 870411). 68/10/07 
CoiMoidaiod Edison Co. of Now Yoitr, me I23pp 47379 242.47200.003 

88100701 14 NRC Info Nolica 88 062. "Torus Shells W/Coirosion A Degraded Coati.igs 
in OWR Coniainmenis." Svc 'isi oncl. 

ROSSl.CE O.vision ol Oporaiionai Events Assossmoni (Post 870411). 68/10/14 
ConaoTdaled Edison Co. of New York. me. ttOpp 47300.124 47280.335 

8A10146212 NRC Info No'.ice Q6 C95, "Btoi'.cn Rritairir.g Block Siuds on Anctior Oaitmg 
Check Vahros" Svc i si onci 

ROSSi.CE. D.vislon ol Operational Events Assossmoni (Post 0/0411). 68/10/14. 
ConsoHdaiOd Edisort Cn. oi Mew Yoik. Irc Il6pp. 47463.199 47463.316. 

88103S0406 Forwards eupplomcnial response lO dovahons noiod m insp Ropi 50-335/ 
66-l6.Co'rocLvo sctionsimonihly dosol ponodic lost changed lo roqu'O dosign sls'i 
brrta lo be vonhed with n specs. 

CONWAY.WF. Florida Power A Light Co 00/10/17 Oocumont Control Branch CDocu- 
menl Conuol Desk) 2pp 47370 318 47370 319 

6610260279 Responds lo violations noiod m map Ropis 50’335/0a 31 A 50'389/08- 
2l.CoirMiiuo actions olocirical maint dopi program roviewod to dutormno if other 
equipment mighi noi pa properly ca'ibr 

CONWAY.W.F, Florida Power A Light Co 08/ 10/17 Docunionl ConUol Branch IDocu- 
merit Control Desk). 3pp 47332 061. 47332 002 

8810140018 NRC Info Notico 88 084. "Oofoctivo Motor Shaft Keys In Limiiorquo Motor 
Aciuaiora.” Svc list onei. 

ROSSI.CE. (Xvisiqn of Operational Events Asiesamoni (Post 8704ti) 88/10/20 
Consohdafad EdiS(>n Co. of Now York. Inc ii9pp 47280:004-47300.133 

9919179391 MRC inlo N'ol co 03 006. "Oporaiing W/Mulliple Grounds in DC D.sinbudcn 
Sys." Svc list encl 

ROSSl.C.E. Otvislori ol Operaiionai Evonis Assossmoni (Posi 070411). 68/10/31 
Censcdideiea Edison Co of Now York, me iispp 474G3 081-47403 197. 

691 103012A Forwards InSp Rqpis 50-350/08-27.50-3S1/8Q.27.50 335/68 34 A 60-300/ 
66-34 on 600912- 16 No violations or dovielions noted 

HERDT.A.R Ragon 3. Ofc of ihe D’reciof. 08/10/26. CONWAY.WF. Florida Power A 
UgwCo 2PP.4743? 353 47487 269 

-6811039139 map Rents SO'25O/00-27,6O-25l/80’27,5U-335/G0'24 A 50-380/80'24 o/l 
660di2-i9No violaiions or doviaiiona noted. Major a/oas mspaciod anviron quslilica- 
lion ol efoclricai eouipmanl findi.'igs of provious msps 

RUFFAB . CO-NLON.T E. Region 2, Ofc ol the D.roctor. 00/10/24. 16pp 47427 254- 
47427 269 


6611039066 Forwards Insp Repts 50'335/8a-25 A &0’36d/88 25 on 660904-1001 t(o 
vfoieiioria or deviations noted 

WILSON.BA. Reobn s. Ofc el iho Diiocior. 80/10/27. CONWAY.W.F. Florida Power 
& LIgM Co 3pp. 47424 326 47424 337. 

-•8119A0071 map Rapis 50 335/60-25 A 90-300/86-25 on 600004-1001. No violations 
or dev-aiipns noted Lfh'esolven item noicd.Major nmas inspeciod Tech Spec 
compkatice.opaiaior pailormnnco. ovoia'i piani operations A site socuniy piocedurua. 
PAUlK.Cil, eiSB.H,C. CRLENJAK.RV. RoQion 3, Ole ol Ihe Director. 08/10/20 
lOpp 47424 338 47434 337 

9611140939 Ackieca’ pi ol 68iOI3 llr iMormno NRC ol steps taken to correct vtolalions 
noted in hvip Repis 50-335/66-19 A S0*3e9/60-t9 

OECKGR.T.H. Region 2. Otc Of Ihe Duocior. 06/11/01. CONWAY.W.F Florida Power 

AtighlCo IN- 47538317 47538317 

6611160148 Forwards Insp Repis 50-335/66-33 A 50.309/86-33 on 860635 30 No vio- 
lations or daviaiions noted 

CLWE.W.E. Region 2, Ole ol Ihe Director. 80/11/03. CONWAY.W.F. Florida Power A 
light Co 47589 141-47569.143 

-6811180149 Insp Repis 50-335/66-33 A 50-369/66 23 on eB09?5-30.No violations 
noted Maior aioes inspocied:securi)y plan & impiemeniing pioceduros mgl olleciive- 
r>es$ A secunty orfiani2alion.Doie Is wiihbold (rel lOCFRB 790(d) A 73 3f). 
STANSBERRY, W.W.. MCGUlRE.O. Region 3, Ole of ihe Duocloi. 66/11/02 Ip 
47589 143-47586 143. 


6611090398 Forwaida Insp Repis SO 335/66-33 A 5Q-389/6S-23 on 680938-20 No vio- 
latKKis or dovialions noted 

DECKER.t r Region 2, Ole ol Ihe p.ieclor 88/11/03 CONWAY.W F. Florida Power 
ALtgMIJe. 2pp 47501 313-47501334 

-6911090402 Insp Repis 50-335/86 32 A 50-369/60.33 on 6eog36-29.No violaiions or 
ileviaM>ns noted.Major areas inspecied observalion A ovaiuaiion ol annual racfioiogi- 
cal emaigency response exercise 

CUNN1NGHAM.AL.. DECKER.T.R Region 3, Ofc ol the Director. 88/11/03. 20pp. 
47501.316-47501 334 


6611150122 Discusses Insp Repts 50-335186-20 A 50-360/68-20 on R60603 A lor- 
wards nolice of vioiaiion.Noi ce of viclaiion withheld (rel 10CFR2.790 A 10CFR73 21). 
ERNST.M.L. Region 3. Ole ol ihn Diiecioi 88/1 1/03. CONWAY.W.F Florida Powoi A 
LigWCo 3pp. 47547 045 47547:047. 

66ttO40324 SuppI 3 >o NRC Inlo Noiico 66-106. "FeedwQier Line Break." Svc list encl 
ROSSI.CE. Div.siort ol Oporaiionai Evenis Assessment (Post 870411). 88/11/10. 
ConsofUaied Edison Co. or New York, Inc. I13pp 47559. 073-47559.164. 

881 1230492 Forwards Insp Repts 50 335/88 36 A 50-389/86 26 on 680926-30 No vio- 
lations or deviations noted 

H6ROT.A R. Region 2, Ole ol the O.rociof 66/11/15. CONWAY.W.F. Fiotida Power A 
UghlCo. 3pp 47627319 47G37 332 



BUFINETT.P.T.. JAPE.F Reg.on 2, Olc of itie Rifociof. 86/0/04. I2pp 47627-321- 
47627.333 


P. Operaling license stage documenis & correspondence 


6611090284 NRC Into Notice 88 087, •’Pump Wear & Foreign Obiccls in Plant Pong 
Sys " Svc list end. 

nOSSi.CE Division o> Cipota\iQns\ Evonis Assessment (Poai 8704M} 88/11/16 
Conso'lilaiod Ed.SQn Co. of New York, Inc. 1 13pp. 47601:020 4760l:l32. 

6611090403 NRC Into Notrco 88 080. "Ocgisdaiion ol Westinghouse ARO Relays." Svc 
list end 

ROSSl.CE Division Ol Oporauonal Events Assessment (Post 870411). 68/11/16. 
Consol'rialod Edison Co ol New York, Inc. 1 13pp. 47597 001 47597:113. 

681 1 1S008B NRC Inio Notice 08-080, "Degradation ol Kaplan Elecirtcal insu)at>on " Svc 
list end. 

R05Sl,CE. DiviS'on of Operational Events Assnssmerti (Post 870411). 68/11/21. 
Consolidated Edison Co of New York, Inc 113pp 47603045-47603:l61. 

66 1 1160470 NRC Irtio Notice 00 092, "Poiontial lor Spent Fuol Pool Diemdown." Svc 
l.si end 

ROSSl.C.E Division ol Operational Events Assessment (Post 870411) 66/11/22. 
Consolidated Edison Co. of Now York, Inc. 1 14pp. 47608. l24-n7606. 237. 

6811160315 NRC Ouiletm 08 010. "Nonconlorm.ng Molded Case Circwl Bioakors." Svc 
list onci 

ROSSl.CE. Division ol Operational Events Assessmonl (Post 870411). 08/11/22. 
Consolidaled Edison Co oi New York. Inc f2fop. 476Q6;OOli47606.t23. 


R Periodic operallng reports & related correspondence 

6811010370 "Marirte Turlies Romovals St Ludo Plant intake Canal lot Third Quartet 
1686." W/undalod ilr to NRC & 881005 Itr to Stale of PL 

CONWAY.w F. Florida Power & Light Co. 80/09/30. HUFF.J A Florida. Stale ol. 5pp 
47397.00a-47397.oa7 

6811160030 MoiKliiy operating repis lor Oct 1686 lor St Lucre Umls I & 2.W//66t) 15 
Itr 

eONEn.D.M.. CONWAY, W.F. Florida Power S Light Co. 68/10/31 t7pp 47567 261. 
47597 297 


S. Reportable occurrences, LERs & related correspondence 

661 1010065 LER 80-006-00 on 680920.powor supply wire load inadveriartlly iiliod wtiort 

E ersonnei removed onoihor luad on eeme terminal lug conneciioo causing loacior 
ip Ceusad by personnel error Unit stebili/od in not 9tanoby.VV/88 fOiQ Ur 
SNYOER.M.J , CONWAY, W.F. Florida Power & Light Co. 86/ 10/20. Spp. 47401 302- 
47401:306. 

8611090126 Pan 21 ropl 10 delect In Ltmiloraua Corp supplied saleiy- rataied SMS 
valve ectuelora w/RH insulated dc motors mat may not develop Mi-reind starting 
toiQue at olovoiod ambient temps Review of moiuis by ilconseoa locecnmondod 
WiLKiNSON.I.E Limliorpuo Corp. 60/' 1/03. Oflies 0/ Nuclear Reaclor Rogutatron. Or- 
rocioi (Post B70411) 16pp. 47S25:227'47526:?42. 


U. Congressional/Exscullve Correspondence 

6811140335 Submits comments on memo covormg 061017 tolcon Siaiomeni on Page 2 
ol memo Incorroclly gives impression that only throe procedures remain (or approval 
el board ol soloclmon. 

HADPlELO.J 0. Plymouth, MA. 66/10/26. STEUO.V. Olc ol llioE>editlve Oiiocior lor 
Oporaflons ip. 47647:164-47647:164. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION. UNIT 2 


F. Saeurlly, medical, emergency A lire prolecllon plane 

B0101702SS Forwards Rev 6 to physical security plan Rev withheld (tof I0CFR2 790). 
MROCZKA.E J.. SEAR8.C F Norlheasl Nuclear Energy Co. (subs ol Northeast Uut- 
tiosj. Wn0CZKA,6 J. NofinoosI UlMles. 88/16/ 12. Oocumet7i Control BiatKh {Oocu- 
moni Control Dosk). Ip. 47280 300.47200.360 

8611090353 Advises that 800422 rovs to physical socutiiy plan consistent w/ 
10CFR50 54(p) A accopiablo 

BELLAMY, Rfl. Region 1, Olc ol iho Direcior. 88/10/27. MHOC2KA.E J. Northeast 
Ulilitos. 4pp. 4746^046-47465.040. 

8810310017 Generic Ltr 80-10 lo all luel cycle lacitity Hcenaeae 

possessing. using.tmporting. exporting or itsnsporling formula guaniities ol elralegic 
5NM re use ol deadly force by licensee guards lo provonl ihotl ol SNM Svc Ist oncL 
BURNETT.R.F. Division ol Saloguords i Transporialion (Post 070413) 06/10/28. 
Consolidated Ed-son Co. ol New York. Inc. 3lpp 4751 3.04 7.47613.077. 

6811090017 Forwards Insp flepts 5O-246/80.15.9O-338/60.2I S 50-423/08.14 on 
860632.25. No violations noted 

BELLAMY.RR Region 1. Olc ol the Director. 88/11/01. MHOCZKA.E.4. Norttvasi 
Nuclear Energy Co. (subs ol Northeas! Ulildies). 2pp. 47400.25l.47490;26». 

"6611090020 Safety Insp Repia 50.246/6e.|S, 50.336/68-21 6 50-423/66-14 on 
880823-25. No vlolailons.devlaHons or unresolved Hems noted Ma|oi areas 
Inspeclod licensee emergency preparedness program. 

AMATO.C.G. Region 1. Olc ol the Dirociot. 88/10/31. 0pp. 47400:253-47490261. 

8611100159 Revised emergency plari Impicmsni'ng procedures.lnciudmg Rev 10 to 
EPIP 4304, "EMT 2 • Protective Actions lor Onsno Personnel," Rev 12 lo EPIP-4304. 
"Emergency Response... Operating inslrucllons" 6 Rov 1 lo EPlP-4606. 

HAY.H.R Norlheasl Utilities. 88/11/02. 52pp. 47626:022-47628.073. 

8611150122 Discusses Insp Repis 60-33S/&8-20 & 50-386/eO-20 on 800803 & for- 
wards notice of violation Notice of violation withheld (ref 10CPn2.790 & 10CFR73 21). 
ERNST ML Region P, Olc Ol Iho Ditocior. 88/11/03. CONWAY.W.F. Ftortda Power 4 
Light Co- 3pp. 47547:045-4 7647.047. 


6610)60350 Genetic Ltr 88-17 to all holders of OLs or CPs lor PWRs re loss Ol 
OHR.Svc list end. 

CRUTCHFIELO.O Associaie D.iocior lor PioIqcis (Post 07041 1), 68/10/17. ConsoH- 
dalod Edison Co ol New York, Inc 04pp 47270.156 47276 241. 

6610260141 Forwards ANF 00-126. "Mileslone Un.l 2 Cycle lO SAfl." Cycle 10 startup 
currontly schoduiod ter March 1989 

MROC/KA.E J. Norfhoasl Nuclear Energy Co (subs of Northeast Uii'ilios) 
MROCZKA.E J- Norlhoftst UMiiios 60/10/17 OocurTieni Control Branch (Document 
Control Desk) 3pp 47289 312-47269:247 

--68 10260149 "Millstone Umi 2 Cycle 10 5AR." 

BRYAN.K.A, O'DELL, LD Advanced Nuclear Fuels Corp (lormoriy £«xon Nuclear 
Co. Inc) ANF-80-126 08/10/31. 33pp 47289 215 47289 247 

6610250164 Genonc Ltr 68-18 to all iiconsoos of operating reactors & holders of CPs re 
ptwi record alorago on optical disks Svc list end. 

CnurCHFlELO.D. Associaie Diracior lor Pro.ocis (Post 870411) 88/10/20. CrDnsoh- 
daiad Edison Co. ol New Yoik, Inc. 45pp 47513 001 47513 046 

6611030137 Forwards Amends 100.25,134 6 2G to Licenses OPR 6f.OPn-2i, OPR-65 
& NPF.49.rospocUvoly & safely ovalualion Amends modly Tech Specs which specify 
qualilicaiians ft conduct ol nuclear review bosrcl lor all units 
srot.Z.JF. Proirycl Orroefo/ato 1-4. 08/10/26. MROCZKA.E.J. Nonfieasi Nuclear 
Energy Co (subs of Norlheasl Utilities). 2pp 47425.108-47425 147. 

••«e)IO30)«6 Amonda 106,25, 134 ft 26 to licenses DPR-61,DPR-21.DPfl-65 ft NPF- 
45/espoctively.modi1ying Tech Spec to molify qualifications & conduct 01 nuclear 
lavkiw bovd for all units 

STOLZ.J.F. PfOleci Directorala 1-4. 08/10/26 36pp 47425 110 47425.145 

"6611030)52 Sslaly evaluation supporting Amonds 100,35,134 & 26 to licenses DPR- 
6I.OPR-21.0PR-65 ft NPF-4D.respectively. 

* OKiCO of Nucloor Reactor Regulation. Ofreclor (Posi 670411). 86/10/26. 2pp. 
47425.140-47426:147 


6611060100 forwards Supp' 1 to ANF-67-tCl, "MiKslont) Lfnil 2 Piam Tranaient Analy- 
sis Ropi Anaysie of Chapter 1 5 Events." 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs ol Northoasi Utilities) 
MROCZKA.E J, Northeast Uii'jiros 00/10/20 Document Conlrol Branch (Document 
Control Dosk) 3pp 47487:345 47468:188 

-•6611080110 "Miilisiono Un:i 2 Planl Transient Analys’S Rout Analysis of Chapici' 19 
Events." 

LINOOU1ST.T.R , O'DELL, L 0. Advencod Nuclear Fuels Corp. (formerly Eixon Nudesr 
Co.. Inc). ANF.07-161 SOI. 08/10/25. 201pp. 474e7.34G-4M68;168. 

6611060213 Forwards lechnlcai ovaiuaion lopts eccopiing responses lo Qanetie Ltr 03 
28,l(om 2 2 Pan 1 . 

STOtZ.j.F. PTojeci Dirccioraie 1-4. 80/10/31. MflOCZKA,£J. ConnecHcut Vankoe 
AlomlC Power Co. 2p0. 4?404 00l-47464:078. 

-69)1070120 "Conlor/rtance lo Genodc Llr 53-28,liom 22.1 - Equrpmonl Clssslf>cabon 
<or ell Other Sniety-Roiaied Componome - Millstone-?." 

UOY.A.C Idaho National Engineering LebcralO/y. FiN 0-5001. EQQ'NTA.7420. 88/ 
01/31. NRC • No Daiailad Aliiiisllon Given. Idpp. 47494.043.47494:000. 

6811090134 Rosponds 10 Genorlc Lir 88 II ro molhods dosenbed in Rov 2 lo Rag 
(^de 1.90 10 predict eiieci ol neutron lacjiaiion on loacior vossol malls RCP8 lor 
plants should bohavo in nonbrittia manner Caicu'aiou adiusiod rot lemp vatuos end. 
MROC2KA.E J. Connocncui Yankso Atom c Powor Co. MROCZKA.E J. Northoesi Nu- 
clear Ehwgy Co (subs, ol Northeasi Uti'iLos). MROCZKA.E J. Northoast Ublilles. 66/ 
11/01 Documeni Control Branch (Ooeomenl Control Desk). 7pp. 47404,075. 
47404:081. 

69I))60I52 Forwards add! into par B8i0l9 ipquesl lor Insp praci.cos ft inseivice insp 
program ro leaclo' bldg closed coolmg watoi (RBCCW) sys.lnlo on util inienl 10 dis- 
cortliue local look taio lesling on 1 2 valves locaiod in RBCCW sys also end. 
MROCZK/LE.J Normoaet Nuclear Enoigy Co. (subs, of Northoasi UiiMios). 
MROCZKA.E.) Norllieesi Uli'illos. 66/11/(0. Document Control Branch (Document 
Cot»w« Desk). 5pp. 47507 250-47667:263 

8811170113 iriforme lhat NRC conducting survey of advanced Insirumenlalion & central 
sys ft Inwies uhl to participate. ORNL wi'.l survey sample lo determine current uses ot 
ft fuluro spp'icailons ol advanced d'giial Instrumenlellon. 

JAFFB.DH. Project Oectoraio 1-4; 08/lt/?4. MROCZKA.EJ. Northoasi Nuclear 
Energy Co. (Subs, ot Norlhoaat Ulillties). 3pp. 47572:216 475'/2.2l8. 


Q. Inspection reports, IE Bulletins ft correspondence 

9610030249 NRC Info Notice 08 078, "Mrsuss ol Flashing Lights lor High Radralion 
Area ConI'ols " Svc list enci. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411), 00/10/07. 
Consolidated Edison Co. ol New York, Inc. I23pp. 47270 242 47260 003. 

6610260(30 Ack receipt ol 680922 llr Inlotming NRC ol steps taken lo correci violations 
noted In Insp Ropl 50 335/68-10 

QALLO.R.M. Region 1, Olc ot the Director. 88/10/10. MROCZKA,E.J. Norlhassi Nu- 
clear Energy Co (subs, ol Northeast lllliities) 2pp. 47266:3t3.4726d'3l8. 

-6010260137 Responds 10 NRC 660623 Hr re violations noted In Insp Repi SO.336/66. 
lO.CorrecbvQ actlons:dovlailon from Ptoctidure CEN-162 ro Steam Genoraior U-tube 
void ellmlneiion In Procedure EOP 2532 resolved. 

MROCZKA,E,j. Norlheasl Nuclear Energy Co (subs, of Norlheasl UtiHlies). 88/09/22. 
RUSSELL,W.T. Region 1, Olc Ol the Direcior. 6pp. 47268 314.47268 318. 


132 DOCKETED ITEMS 


8610070114 MRC ';^io Nol<ce S9 083. "To'us Soeils Vil/Cotrosion & Oeetaded Cobings 
in Sivn Coma rmenis " Svc l.st end 

ROSS'.C.C O.vis on of Opcatonal Events Assossmorn (Post 870411) &97to/t4. 
Consol Salod Etf son Co ofNOA'Yo'K. inc. llOpp 47280:124 47280 235. 

8910440212 NRC in(o Nniico 68 066. 'eto^ef' Ro’.a.mng QKk*. Sluds on AntfKit DecL«s 
Ctiach Vaves " Svc lisi onci 

ROSSl.CE 0.v.5ton of Opc/ai on.il Events Assess.iteri (Post B704tJ). 88/10714 
Consc'iOated Edison Co oINOivYo'V ire 1 1fipp 47403.159 47483 318. 

6810140018 NRC into Notice 88 084, 'Oofaclive Molo' Sha^i Keys in cn-teiQue Moloi 
Actuators ‘‘ Svc fist enci 

ROSSI. CE O.v.'ion o< Opera'ionai Events Assessment (Post 870411) 88/10/20 
Conso'idiiod Edison Co o* Nc« YoiK. Inc 116pp,47280004-17260.123 

8810170391 NRC Ido Notice D8 088. "Operairg W/Mulliple Grounds -n tXi Otsbiiurton 
Sys '■ Svc list one'. 

nOSSI.CE. OrvS'on oi Ope'elonai Events Assessment (Post 870411). 68/10/21. 
Consolidated Edison Co of Now York, inc il6po 47463 0fll-47463.i07. 

6811090162 Fonvarda Sa'eiy Insp Ropls 50-246/e8't9.S(}-338/88-23 & & 5Q-423/88 17 
on 890926-30 No vtoiai ons noied. 

□ElLAMV.R.n. Region I. Ofc of mo D.iecior 08/10/28 UROC2KA,EJ Nonheasi 
Nuclear Energy Co (subs, of Northeast Ui'liiias}. 2pp. 47495 033-4 7496041. 

-8811090184 Insp Recta 50-245/88-19.50-336/08-23 8 S0 423/BB-I7 on 880926- 
30 No violations noie-d M8[or areas inspected, operai onal rad.ological enwon monior- 
ing piogram. inc'urf ng mgl o.-ge'ii/aiion 8 onvtion sa.mp'o col'oclictn. 

JANG.JC. PASClAi/.WJ Reg-en i. Ole of iho 0-recioi. 88/10/27. 7pp. 4749S035- 
47496041. 

6611090017 Forwaids Insp Rapis 50-245/88-lS.S0-336/06-?t 8 50423/68-14 on 
080822-25 No violations roiod 

BELLAMY.nn Region 1. Ole of me Oirncior. 88/11/01 MROC2KA.EJ Northeast 
Nuclear Eneigy Co (Subs o! Nertheast ui lit-es) 2pp 47490 2Si-47490 26i. 

-68110901)20 Salety insp Repta 50-246/88 l6.S0-33e/86-21 & £0 423/80-14 on 
8&0822-2S><o vIo'alions.ilav'aiiQns pi uniesoNcd itctrs nouifll/«)ot aieas 
inspected licensee emergercy preparedness program. 

AMATO.CG. LA2ARUS,W.J. Ragion 1. Ole Of Hie Oiroctor. 88/10/31. 0pp. 
47490 253-47490261. 

8811160498 Forwards Insp Repi 60 336/88-22 on 80i013-t(i8 8 noK4 ol vMylaaort 
6En£NHAllSEN.L. Region f. Ole el the Oirecior. 86/11/09. MROC2KA.EJ. Nortiv 
east Nuclear Energy Co (sutis. ol Ncrmeasi ui-iii es) 2pp 47662'342-4758236i>. 

-8SI1160800 Notice ol vidauen from Insp on 8809l3-i0i2 1/101311011 noiecrefier caftP 
perloimed on 680883.Ccmainriien( Gaseous nad.aii4n Momoie RU-81238 & RM- 
82823 fell m tesi poSiMon uniil 880921. 

' Region 1, 0'ocl lho Girocloi. 88/i 1/O8. Ip 47682 344-47562.344 

-8811160502 Insp RepI &0-336/88-22 on 8809i3-l0i2VieiatiOns noted. 1/e|oi areas 
Inspeciea.piani oporations.su'velianed.mafni, previous insp iiems.Temporary ineiruc- 
|ion 2S>6/98 & review ol plant >nciderii lepis 

MCCaBE.SC Region 1 , O'c ol tno OiroctO'. 8S/1 1/04 l€pp 4756234547582380 

8811210208 Notilcelicn of 681129 Signillcani Licensee Ueolng 89-173 in KMg ol 
Prussie.PA (0 diicuse sa'ety sye lunciionai insp & Umi 2 m iieL'vas.Agenda onci. 
MCCABE, E C. Room/i 1. 0.4 o( the Oirocior. 98/1 t/Q9 Ree on 1. 0(c o( Uio Oicdot. 
3pp 47611.360'47611'360 

8811040334 St^i 3 to NRC Into Nonce 66-10&, Feedwetar L'-no Break ' Svc i.si enci. 
ROSSI, C.E Orvlslo*! ol Opetalionai Events Aesdssinem (Posi 8704i|). ^/Il/10. 
Consoiidmod Edison Co. el Now Yorh. Inc. t I3pp 47558:072-47559.184. 

9811090284 NRC Info NoMce 68-087, "Rump Wear & Foie-gn Oti.'ects In Plant Pfi.ng 
Sys ■’ &<c list end. 

ROSSI, C.E. Olvlsion ol Operational Events Assossmeai (Past 670411). 8B/II/I6 
Consolidated Ed son Co. ol New York, Inc. 1 13pp. 47601 020-l760t;l32. 

881 1090403 NRC Inip Notice 86-006, "Oegre-daiion ol Wosiingi>ouse ARO Re%y9 " Svc 
list end 

ROSSI, CE Division ol Operailonai Events Assossmonl (Post 870411). 88/11/16 
Consolidated Ed'son Co ol New York. Inc Il3pp. 47597:001-47597. 113. 

88 112201 57 Forwards Environ Ousiifcaiion Enlorcomeni Conleronco Roots 50-245/88- 
14 & 50-336/88-20 on 881 ( 10 

KANE.W.F- Reg'on l.Olcol the Director 86/11/16- MROC2KA.E 3. Northeast Nucle- 
ar Energy Co. ^ubs. Ol Ncrlheasl Ul-lilies). 2pp. 47615:344-47016:018 

-8811220181 Envron Ouaiification Enlorcemeni Conference Hepis 50-245/86-14 S 50- 
336/66-20 on 661 110. Major lioms discussed, sign-ncanco ol concerns re onwon 
()uaKlicaUon ol standby gas treaimoni ays & Honeywok nvicroswitctios. 

MCCABE.E Region 1. Ole ol the Director. 68/11/16 33pp. 47015;346'476I6.O18 

8811230366 Requests corrplai.cn ol 60-day response to NRC Bulletin 88-OO4.provl0lng 
info requasted in b.c 8 tf.Ooscnption ot long-term resolution ecl-'ons due wliniit 30 
dm'S ol completion ol actons 

STCILZ.J.F. Project Diroctorele 14. 86/11/17. MROCZXA.EJ. Ncrtbcesi Nuclear 
Energy Co. (subs, ol Noritiaast Ul Mies). MROCZKA.E.J. Connecifccii Yankee Alom’c 
Power Co. 3pp. 47641:237-47641.269. 

8811150066 NRC In'o Notico 86-089, "Oegraclalion of Kaplan ElecIrfeal Insulaifon." Sue 
list end. 

ROSSI, CE. Oivis'cn ol Operational Events Assessment (Post 870411) 89/11/21 
Consoli’daicd Edison Co of New York, Inc. H3pp. 47603045 47803-161. 

8811 180470 NRC Into Notico £6 062, ' Potaniial for Spent Fuel Pool Ora'ndowrr." Svc 
I -si encl. 

ROSSI, C.E. Division of Operational Events Assessmeni (Post 870411). 88/11/22. 
Consoi'daiod Ed son Co 01 Now York. Inc. 1 Mpp. 47606:124-47608:237. 

8611180315 NRC BuHaiin 88 O1O. "Nonconlorming Molded Case Circu4 BreaKeis.'' Svc 
Uat orvd. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 86/11/22 
Consolidated Edison Co. of New York, Inc. I2ipp. 47606:001-4 7606:123. 


fl. PerioiSlc opeiaVng repotts 5 ralaled correspondence 

9811150356 Monthly Operating rept for Oct 1688 (o' Miiislono Unit 2 W/ 091 109 lu. 
GI6SON.J. SCACE.se NoUheDSt Nuclear Energy Co (subs of Northeast Util nos] 
SCACE.S.E Northeast Ulililios 8Q/I0/3I Spp. 4/547.235-47547 230. 


& Reporiabla occurrences, LERs A rotated correspondence 

9610310471 LER 68-010 00 On Q8092l,w/p!ani operating In Modo 1 at I00% powor.two 
uriil process radiation moniiora inoperable Caused by poisonnol enoi.ProcDduies la- 
r^-alon moniiora (unciions testing roviewod W/881030 Hr. 

OERGIN.J.M., SCACE.S.E Noritioasc (Jniuios. SCACE.S.E Noniicasi Nudoai Energy 
Ca (eubS. of Northoasi uniilies). 8Q/10/20. 4pp 47376 203-47376 206 

8811080125 Pert 21 tept ra deloci m Limitotcue Coip supplied saloty- related SMQ 
valve actuators w/RN msuloted dc moiois that may not develop tuii-raiod starting 
lo/rtue at elovaied ambient tamps Review ol moiors by llconsons recommended. 
WiLKINSON.i.E Umlloiquo Corp. 88/11/03 OMice ol Nuclear Reoclor Regulation. Di- 
rcclor (Posi 970411) IBpp 47525:237-475?5 242 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


f. Security, medical, emargency & fire prolecllon plans 

B6I1090038 Revised corporate omargoncy response plan.W/6B1020 Hr. 
CaRTWR'GHT.W R Vwgtna Power (Viiginia Eleciiic & Power Co) 68/10/01. l6Cpp 
47467 127-47467 344. 

88103100)7 Generic Ltr 68-19 to alt fuel cycle taci'ily licensees 
possas8‘n(i.uslng.in'pori’ng,exporlir>g or transporting formula quantities of siroieg s 
SNM ro u$o of deadly lorco by licensee guards to prevent thefl ol SNM Svc list onci 
BURNETT.RF. Division ol Safeguards & Transportation (Post 870413) 88/10/20. 
Cons<4idaied Edison Co ol Now York. fnc. 31pp. 47513.047-47513.077. 

991)090006 Responds to NRC 880026 IN ro violations noted In Insp Repis 50 339/69- 
24 A 50-339/88-24.Coriociivo acliDns;amorooncy planning cooril-naior wi'l revise 
emerooncy plan 10 require eugmenialion ol omorgency personnel in 60 90 minutcis 
CABnvnfeH1,W. V.rgir^ia Powei (Vl/ginia Elociric & Power Co)- Qfl/l0/26 Documoni 
Conlrol Branch (Dooumenl Control Desk) 7pp 47491030-47491036 


P. Opeiailng license stage doeumenie A eottespontfence 

89)0i903$0 Genaric LU 86-17 lo oU hoidsie ol OLa or CPe lor PWRe re loee ol 
DHR.Svc list onci 

CRuTChFIEiO.O Associate Oirocior lor Projects (Post 670411)- 88/10/17- Consoii- 
detodEOiSOnCo ol NOwYotk, ihC. 04pp. 47279.160-47276.241. 

9910270219 AppHcaiion lor amend lo License NPF-4, allowing ono-ilme extension of strr- 
veaience lesi intervals lor canein lusia as specified in Tech Specs for sovonlh cycle 
ol ^reUon Foo paid. 

CARrWRlOHT.w.R Virginia Power (Vftgiriia Eieclnc A Power Co.J, 80/10/19 Oocu- 
meni Coning Branch (Oocument Control Desk). 2pp. 4733S;318-4733S.323. 

~e9l0}70230 Pioposed iicense condition.aiiowing one-ume oxiens'on oi surveiHanco 
test iniorvais lor cennln aurvoillanee tests as specified m Tech Spocs for sevoniii 
cycle ot operal-on 

' V«g-nfa Power (Virginia Eleciric A Powor Co ) 98/10/19 6pp 47335.318-47335:323. 

881(1310348 Adv.ses itisl 680621 ishangcB lo operational QA piogram satislios 
IOCFR5054(^ loqulremenis A occeptablo.per 860617 lelcon. 

JULIAN.CA Hog on ?, Ofc of lho (jireclor. 86/10/19. CRUOEN.DS Virgirva Power 
(VitgWa Eleciiic A Power Co). Ip. 47396:193-47366:193. 

6910260184 Generic LU 66-18 lo all Hconsees ol operating reactors A holders ol CPs re 
plani record storage on optical disKs.Svc Nsl encl. 

CRUTCHFlElD.D Associate Director lor Projects (Post 87041 1). 68/10/20. Consoli- 
delod EtfisonCo. of New York, inc 45pp. 47513.0D1-47513:048. 

8911090213 Requests d.screiionary enforcement on one lime basis Horn action staie- 
menis Oi Tech Spec 3.4.6. 1. "Leekege Doiactlon Sys," re octions to be laken w/con- 
lainmonf partictdaio A gaseous redioactiyity moniloring sys Inoperable. 
CARTWniGHT.W.R. Vi'Qif>ia Power (Virginia Elecirfc A Power Co.). 88/10/24. 
ERNST.Mt Region 2, Otc of Iho Dlrecioi- 2pp 47625:254-47625:255. 

8811149202 Ack cecelpl ol util B81024 l\r laque8tir^g iel-,et from action siefemeni to- 
OUTements ot Tech spec 3.4.6. 1.Errlorcoment discretion granted for two 6 h periods 
lor repair ot containment pail'culato A gaseous radioactivity monitor sys. 

ERNSTAAL. Region 2. Otc ol the Dirocior. 88/10/28. CARTWRIGHT.W.R. Virginia 
Power (Viigi'rtia Eieoiric A Power Cr? ). 1 p. 47536 063-47536:063. 

8911090243 Informs Ihel WCAP-11926, "Safety Evaluation-Zirconium Base Advanced 
Cladding Melts usage in Norin Anna Unri t Oemonslrallon Fuel Assemblies," will bo 
withheld Irom pubke disclosure (rel 10CFR2.790). 

6NGLE,Le. Project Diroclorale 11-2. 88/11/02. WIESEMANN.R.A. Westinghouso Bloc- 
trio Corp. 3pp 47524 : 1 23-4 7524 : 1 2 5. 

9911170144 Forwards Amends 106 A 92 to Licenses NPF-4 A NPF-7. respectively A 
sstety evaluallorv.Amonds modify requirements ot Tech Spec 4.6.1 2a to conduct Typo 
A test el 40 plus or minus 10 monlli Intervals during each lO-yr inservIce Insp. 
ENGLE.L8. Projecl D.ieciorate 11-2. 98/11/10. CARTWRIGHT.W.R. Virginia Power 
(Vir^/a Electric A Power Co ). 3pp. 47S72- 163-47672:1 76. 

—9911170145 Amends tC6 A 92 lo Licenses NPF 4 A NPF-7,respeclively, modifying re- 
qu'remsnl ol Tech Spec 4.6.1 2a to conduct Type A test at 40 plus or minus 10 monih 
Intervals during each 10-yr InservIce Insp. 

BERKOW.HB. Project Olroclorete 11-2. 88/11/10. tOpp. 47572:166-47672,175. 

-8611170147 Salety evaluaiJon supporting Amends 106 A 92 to Licenses NPF 4 A 
NPF-7.respac1tvely. 

* Ollice of Nuclear Reactor Regulation, Oiroctor (Posi 670411). 66/11/10. 3pp. 
47672:176-47572:178 



ENGLE, L PfO|oci D/ccio'aie 112 fi0/ii/2l. QEnKOW.HN. Project O.tecuuaie ll-?. 
2pp <17632:343 47632 344 


O. Inspection reports, IE Bulletins & correspondence 

8810280064 Torwards revlsod proceduto iSi S.O. "Saloiy Peiaiod Snubbers." pot Insp 
nopts 50-338/80 12 H 50-339/e8-12. 

CRUOEN.O S Virjjirtia Powor (Wfllnla Electric A Power Co.) 80/08/22. Oocrrmerji 
Conirol Orancti (Documoni Control Desk) 3pp. 47374 304-4737<l. 206 

8810030249 NRC Info NoUco 08 079. "Misuse ol Klashlng Lights tor High Radlalxm 
Area Controls '' Svc list end 

ROSSI, CE OiviS'On ol Oporational Events Assessmoni ^Posl 07Q4ii) 8B/I0/07. 
Consol dated Edison Co of Now York, Inc 123pp. 47279:242-47280003 

8810260139 Forwards Insp RoplS 50-336/08-30 & SO 339/88-30 on 880912-ie.No vio- 
labons or deviations noted 

HERD1,A.R. Region 2, Oic ol Iho Oitecior. 08/10/13. CARTVdRlQHT.W.R. Virgrra 
Power (Virginia Electric S Power Co). 2pp. 47289.145-47280:152 

-8810260144 Insp Ropis 50-336/60-30 & 50-399/08-30 on 880012' IB.N'O vlolalions or 
doviaiions noiod.Major areas tnspocled. tecjuosiod actions on NRC 
bulletins, Temporary InsirucHon 2500/26 & licensee action on previous Insp lollowup 
Items. 

ECONOMOS.N., OLAKE,J.J Region 2. Ofc of the Oiiocloi. 88/10/07. €np. 47289:147- 
47289 152. 

88100701 14 NRC Into Noiico 88 002, "Toiua Sfiolla W/Corrosion & Oegtadod Coalings 
in BWR Coniainmonia" Svc Irsi encl 

ROSSI, C E Division of Oparalional Evanis Assessmoni (Post 870rtll). 80/10/14. 
Consohdatod Edison Co. of Now York, inc 1 10pp. 47280:124-4 /280.235. 

8810140212 NRC Info Noiico 06-065, "Broken Heiemlng Block Studs on Anchor Oaring 
Check Valvos " Svc list end. 

ROSSI, CG Division ol Opoiallanal Evonis Assossmenl (Post 870411). 8B/I0/U 
ConsoHdaied Edison Co. oiNew York, Inc. tlOpp 474e3;l99'474e33lO 

8810260203 Advises tfiai addi info & sialus on operating exporionco review onhenco- 
monis will bo provided In supplomonial responso within 30 dAys.ln response to viele- 
tions noted in Insp Ropia 50-338/80-16 & 50-339/08-lG. 

CARTWRIGHT, Vi/.R. Virginia Power (Virg'nio ElQCiriC & Power Co) 88/10/17. Docu- 
ment Conirol Branch (Documoni Control Desk), ip. 47260 359-47280 359. 

8610140016 NRC Info Notice 00-084, "Ooloclivo Motor Shot! Keys in Limiiotquo Motor 
Acuiaiots.'' Svc list end. 

nOSSl.C.E. Oivlsion ol Operational Events Assossmenl (Poet 670411). 08/10/20. 
CensQlidalcd Edison Co of Now York. Inc t tOpp. 472Q0 004'47200;I23. 

6811010288 Forwards Insp Ropts 50<33e/Q8-29 & 60-339/80 20 on Q80Dl2-l6.No vio- 
lations or deviations noted 

HEROT.A.L RoQlon 2. Ofc ol iho Oiroctot. 88/10/20. CARTWRlQIlT.W.R. Vitgcila 
Power (Virginia ElOClrlC & Power Co ). 2pp. 47400 253-47408 258. 

-8811010202 Insp Ropts 50 330/00-29 & 50 330/88-20 on 8009f2-l6No vlolftiions or 
deviai'One noton Mojor eroas inspected lE Buiieim 79-i4. 

CARRlON.R P . BLAKE.J.J Region 2. QIC Ot Iho Oiroclor. 08/l0/t9 4pp. 47408.295- 
47406 250. 

6810170391 NRC Inlo Notice 08-089, "Oporei'ng W/Muuplo Grounds ki OC Oisiribution 
Sys." Eve list onci 

RuSSi.CE. Division ol Operational Events Assessment (Post 070411). 88/i0/2i. 
CensoLdaied Ed son Co. ol Now York, me. I I6pn 47483 031-47463.107. 

881 1090009 Responds to NRC 090026 Ur ro vlolalions nolOU m Insp Ropts 50-338/68- 
24 & 60-330/89-24 Cortecilvo actions.omergoncy planning coo'dmaior will revise 
omorgoncy plan to roguiro augmentation ol amoreoncy po'sonnol in 60-90 minuiea. 
CARfWRiQllT.W. Virgnia Power (Virginia Eleclnc S Power Co) 00/10/20 Documoni 
Control Branch (Oocumont Control Desk). 7pp. 47491:030-4740t 036. 

8811070096 Provides conlirmaiion of reporting schoduio for response to NRC BuTeim 
60-1 1 ro masonaiy wail design. Response to open Horn will bo provided wiihin 2 whs oi 
proposed confeionce coll 

CARTWRIQHT,W.R. Virginia Power (Virginia Elociric & Powor Co.). 89/10/31 Oocu- 
moni Control Branch (Document Conirol Dask). 2pp. 47442,073-47442 074. 

8811090329 Forwards Insp Ropts SO-338/eQ-27 & 50-339/88-27 on 080920-00i6No 
violeligns or deviations noted. 

WILSON.BA. Region 2. Ofc ol iho Oiracior. 08/11/01. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Powor Co ). 2pp. 47513.254-47513:264 

-8811090331 Insp Roots 50-338/06-27 & 60-339/08-27 on 8Q0620-08l6.No violanons 
noted. Major eroas Inspected. plant status.maml, survolllanco & oporellonoi sefoly 
veiificallon, including reviews ol backsfi.fl operations. 

CALDWELL.J L.. KINO.L P , CANTRELL, F. Region 2. Ole ol the Otrecior. 08/tO/24 
9pp. 47613:256-47613.204. 

8811140018 Ack receipt ol 801013 Mr informing NRC of steps taken to correct violBlions 
noted In Insp Ropts 50-336/80-22 & S0-339/8e-?2. 

WILSON.B A. Region 2, Ole ol the Oirectot. 88/li/0t. CARTWRIGHT.W.R. Virginia 
Power (Virginia Elociric & Power Co ). Ip. 47637:341-47537:341. 

9811140231 Responds to NRC Bulletin 98-000, "Thimble Tube Thinning m Wosling- 
house Reactors." Thimbfo tube msp program Implomanlod. 

CARTWRIGHT.W.R. Virginia Powor (Virginia Electric & Power Co.) 86/11/04 Docu- 
ment Control Branch (Document Conirol Desk). 5pp. 47546 244-47546:248. 

9011160382 Ack receipt ol 880916 & 1017 lira Informing NRC ol stops lakon lo correct 
violations noted in Insp Ropts 50-336/80-16 & 50-339/80-10 
WILSON.B A. Region 2, 01c of the Director. 86/11/09. CARTWRIGHT.W.R. Vugnla 
Power (Virginia Efeclrfc & Powor Co ). tp. 47550.302-47650.-102. 

8811040324 Simpl 3 to NRC Into Notice 86-106. "Feedwater Lino Break." Svc lisi end 
ROSSl.C.E. Division of Operational Gvonis Asseasment (Post 870411). 88/11/10 
Consokdafod Edison Co. of Now York, Inc. 1 13pp. 47559.072-47659:194. 


A lost St 40 plus or minus lO month intervals during each lOyr insnrvlce insp 
ENGLE,L 0. P/Ojeef Drectoraie )J'2 88/II/IO CARTWfl)G))T.Y/,n. Virg-nl.i! Power 
(Virginia Etccinc & Powor Co.) 3pp 47672.103 47572 1/8. 

—881 1 170145 Amends 106 8 02 to Licenses NPF 4 & NPF-7.iospeciivoly, modifying re- 
i;u’remenl of Tech Spec 4 6 1 2a to conduct Typo A lost at 40 plus or m-nus 10 month 
Intervals dur:r‘g each i0-yi inservico msp. 

BERKOW.HQ Projocl Diiociorato tl-2 88/II/IO lOpp. 475/2 166 47572.175 

--6811170147 Solely ovalualion sup, soring Arronos IU6 6 02 to Licenses NPF-4 & 
NPP-740^>eci<vcly 

* Ollice ol Nuclear Reactor Regu'aton, Orocicr (Post 6704ii). 68/11/10. 3pp 
47572 176 - 47672.178 

BB1I090264 NRC liyio Noiice 80-087, "Pump Wear & Forogn Objects m Plant Pip-ng 
Sys " SvC fiS( OtKi. 

ROSSl.C.E OiviS'on o< Operational Events Assessmoni (Post 070411). 68/11/16. 
Consolidaiod Ethsan Co. of New York, inc 1l3pp. 4 7601.020-47801:132. 

8811090403 NRC Info Notice 08-068. "Ocgradalion of Wostmghouso ARC Relays. " Svc 
fist onel. 

ROSSl.C.E. Division ol Oporaiioriai F.vents Assessmoni (Posi 870411) 86/II/16 
Consohi/ared Edison Co of New York. inc. l(3op. 47597:001-47597:113. 

881 1 160088 NRC Inlo Noiico 80-030, "Dagradai or) pi Kapion Eloclncal Insu'ai on " Svc 
list oncl. 

ROSSl.CE. Orvlspn of Operational Events Assossmenl (Post 870411). 86/11/21. 
Consol dated Ed<son Co of Now York, Inc I13pp 47603 045-47603:161 

8811160470 NRC Inin Notice 88 092, "Poloniial for Sponi Fuel Pool Oramdown" Svc 
1st oncl. 

ROSSl.C.E Division of Oporai onaf Events Assossmenl (Post 870411) 88/11/22. 
Consotidatod Edison Co 01 Now Yoik. inc. 1 14pp 47606 124 47G06 237. 

8811180315 NRC Ouliolm 80-010, "Nonconform ng Molded Case C.rcuit Qieakors." Svc 
Hsl oncl 

ROSSl.CE Division of Oporational Evonis Assossmont (Post 670411) 68/11/22. 
ConsoIrdAiod Edison Co of Now York, inc. I2lpp 47606 001-47606.123 


R. Periodic opetaling loporis 8 related corraspondence 


9611180020 MomhV operaing ropis for North Anna Power Srafien t/mls t & 2 lor Oct 
1086 W/oei 114 fu. 

GAHNER.B. CAfirWRlGHT.W.R Virginia Power (Virginia Efoctric & Power Co.). 88/ 
10/31. 13pp 47507:132-47537:144. 


8. Reportable occurrences, LERs A related correspondence 

8810260406 Sfiociol repi on 680910, coniammont mal Iriaxial responno spectrum rocord- 
er inepotauo for more than 30 days Ropsus to e'arm circuit of recorder wi'i bo per- 
fo'rnod dunng Unit 1 iD69 reluolmg ouiage 

CARTWRIGHT ,W n Virginia Powor (Virg-nia ElooitiC & Power Co). 88/10/20 Docu 
mom Control Branch (Documoni Control Desk). 2pp. 47270 336 47270.327. 

8611080049 lER 00023-OCion 001012, missod survoiilanco on ponotraUon lira 
bamoraCeiisod by fniiu'O 10 adoquoioly review OOP 80 2l.Pfro dampors mspocted 8 
doiormlnod lo bo fully opc'Bbio & 1 8 month l.ie barriois inspoctocl.W/6B1 103 llr 
KANE.G.E VitO'hia Power (Virginia Elociric 8 Power Co.) BO/ii/03 4pp 47464 061- 
47404 054 

8011080125 Pe'i 2) rent ro defect m Limiiproue Corp suppLed safoiy- rolaied SMB 
vaivo actueiofs w/RH insulated dc moioia that may not develop luii-iaiod slenmg 
lorquo at oiovatod amb’oni temps. Review ol molora by i-consoua rocemmended. 
WiLKiNSON.i.E. limliorriuo Corp 06/11/03 Office of Nue’eot Roaclor Roguiaien. Di- 
rector (Posi 0704 11). t6pp. 17525 227-4?625 242. 

8811180221 lER ee-022'00on BOtOiS.doioimincd that vonoua pipes ol saloty in|eciion 
sys & (Atomical vof & control Sys coHoctod or trapped gas Caused by not recognizing 
ihei noimnity solid sys would onges Pump discharge piping vented W/6S1 1 14 lii 
KANE.GE. wgiTilB Powor (Vnginla ElociriC & Power (^.) 88/11/14. 5pp 47560.200- 
47580 204 

8811210298 LER 08-024-00on 881013, doioimined that there may bo msuHicieni svc 
weior (low to reckcuialion spray kiXs in ovoni ol deaign basis accident Caused by op- 
oref-ng How in excess of IfFSAR assumptions IV/GOt ffO lir. 

KANC.G E Virginia Powor (Virgin a Eleclnc & Power Co). 88/11/15. 4pp 47596 080- 
4769a 083 

8611220365 LER 08-026 00on 68l021,survQillanco ioc|uiromonl not porfo'mod as ro- 
od hy Tocfi Spoc 3/4.3 3.1 1 Caused by Inadaciuaio review of Amend 46. Procedure 
lahon wnilcn to 1-OP-23 2, 'Waalo Gaa Decay Tanks & Waste...." W/8611 17 Hr. 
KANE.G.E. Virgnia Power (Virginia Efectnc S Power Co). 6B/II/I7. 5pp 47617:107- 
47617:111 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

981 1080038 Raviaed corporate emergency responso pian.W/661028 Hr. 
CARTWniGHT,W.H. Virgin-a Power (Virgnia Electric S Powor Co.). 08/10/01. iBOpp 
47467:127-47407 344 

801031(7017 Gononc Llr 98-19 to all luol cycle lacihiy Icenseos 
DoesasBiog.uslr)g,lmporting.o>poil.ng ot uansparl>ng formula quantifies ol siraiogic 
SNM fo U30 of doadiy force by liconseo guarris 10 prevent ihofi ol SNM Svc kat oncl. 
□URNETT.R.F. DivIS'On ol Saleguarifs & Ttansporiaiien (Post 870413). 68/10/28. 
(^ns^idaiod Edison Co ol Now York, inc 3tpp. 47513.047-47513:077. 


134 DOCKETED ITEMS 


861 tMOOOS Respcnds to N;^C ee0d?6 (if ro «.c'aL;;r% ro'ed .« ws;, Hopis 50-33B/8e- 

acioftseTierge/icv piarr riij coo/tffrfljof wli te-z.se 

UAHf^R GHl.Vv^ Vi.gr a Powf (Vi/n.riia Elocifici Pcwet Co) 6d/l9/28 OMbmenl 

Conirol Sianch (Docunefii Corirci Cesk) 7pp. Ar'.^\ 0 j 0-4?491 0J6 
P. Operating llcen&e atage (Jocumenis & coitesponiJcnce 

® ” « K«S «* 

^acciaw 0«ectO' tot Ptcjecia (Post a70A\n. as/io/w Ccwol- 
dalod Erf son Co o? ^^e.» Yo.-k inc eapp 166 •i7279-?ei, 

8810260164 Gere..c LIr 88-18 13 ail . censeas o( cperaiing roacia-a & hoTrfets ol CPs to 
2Q?rr.“r''i'''°'^3®‘="°P‘-a''’'S''sSvclsU -o-aano-oetsoiCKsio 

PfOiectS (Posi Q70411». eS/lO/JO. Consofc. 
□aiea td.son Co ol NevifVofk, inc 45pp 47613 001-47513046 

* mSoJ^^^hW a''l«T e-''o;<e"'er'l on o.'ie-t.mo basis liom asiitm staw- 
lonis^Ji . Oateci on Sya/' to at’rcns lobolakoitw/con- 

rAmvJmnMr'l^ Q ^^Ctivty mon.is.'ing ays i.ioparat'e 

o & tWe« Co.>. 68/19724 

E/lNSTA .L. Ho<|iOn 2. Ofc Ol ifo Cireclof- 2pp 47525 754 475?o 255. 

®^l^o.?en?s "' 'ei.Qf from acbon slai««er.t .e- 

qu./oirenis of Tacb Spe. 3 4 6 1 En'o/corron! disc/oton Qran'od fo- uo fi h oei -wi^ 

ERwir M*/ fadioacuiv rronliw sys 

Region 2 rile of Iho Oi/eciot 88710728 CARTWRCHTWR ViNwia 
Power (Viigjnia E'eMnc 8 Po«6f Co} lp 47538.-063-47536CI63 ' ' 

801 M70144 Fonwafds Arrerrfs 106 A 82 iQ l,^en<se^ »;p= 4 » ..at , . . 

A*lfli Amends rrod )>• toq jiterrenrs ol Tecb Spec 4.6 1 2a to conducl Tvoo 

aERKOw.HB, Protect nuectoraw i‘-2. ft/M/io lOpp. 475?2 166-47572:175 
“MPF-VJoapocu'e'/ 106 8 32 to L-co.-ises KPF-* A 

47672"a°4757|'?78,'’®“'°' ° '“"P' *PP^' e704ii|. ae/lVW, 2PP 

0. Inepeetlon repofls. lE euiieilns a correapondence 

o?nVo':S.?M?s<5;fcra 

'S « S0..133/.8.M «n a»09„.,6»„ .o. 

Reflion 2, oi^c ol ins 0.:ettct 88/10/13. CARnvRiOMt wtt Vrt«w%» 
Ponrer iV.tginifl Ciecifi: A Power Co). 2pp. 47269 145-47289.IS2 

'"’J* ^-338788- 30 A 50 339/88 30 On 680312-16 Ko v>o>auon^ 

0«v-atens noied.Wajor areas .nspecierf requested aciioas on ni^ 

2- O'g g' >'10 O.ecot 6fl/IQ/0?. 6pp 472M IJ7. 

Tisi s 

“o“ "" <>«r"9 

r£,^^l'« ^'..*^1!!.'®''^'^ /?' Operaioftai Events Assess-mcni fPosi 8704111 887iO/i4 
ConsoWaled Edison Co. of New Vorh. Inc 118pp. 47463 199 47483 318. 

Arfvrsos that adrfi into A status on opeislrg espenencs <«««« enhance 
1 r.«< P'cvidod m sjpp’emeniai response within 30 Says rft rosper^ to vrola 

ions noted ,n Injp Repls 50 336/89 1G & 30-139/88-16 'uspur-so w> vwa- 

CAFnwRiGHl.W.n. Vifg.nia Power (Virginia Eleclric A Pov-ei Co) 86/10/17 Docu 
meni Conirol Branch (OocumeM Conitoi Desli). ip 472fj6 359-47266.359 

‘ZZZVetZ'S^S,’’’"'’ 50 ))=IS»2. S 50 335, .5.29 on 98-oO,3.,6 M„ vi„. 

^ P' O -'eclo.- 88/10/20 CARIWRIGHlWn Vuo^ 
Power (Virginia Eloclt.c A Power Co} 2pp 47408 253-47409 ?58. ’ 

-8911010292 insp Repis 50 33B/&8-29 A 50-339/09-26 on 8e09t2.16No vwlabons or 
^^'fi^'.^sno'ea WajOf areas inspected lE DuHeim 79-14 loaMnsor 

4*408 2M^^" 2. OiC o' Ihe Oi/ectcr. 89/10/19 4pp 47403:255- 

“®S'-Svc h^renci'*' W/Wolilple G-ourufs vt DC a^^^-on 

r' * Evonis Assessment (Posi 870411) 88/10/21 
UO.nso Jaiorftdiso.n Co 0/ New York, inc 116pp 47463 081.47463 197,* 


080926 Itr re violoncns noiocl in Insp Hopts SO-j 30'6>- 
£4 a 6i}-JJ8/09-24.Cofroci.vo actions emergency planirng coorrfinaio' w.. lo/.se 
'“‘I'*''® augmonialion ol emorooncy perso-'inoJ m 80-90 n,ft.:c*. 
l^imVfilGHT.W Virginia Power (Virginia Elocinc A Power Co.) 89/10/28 Docomenl 
COnfce aranch (Ooeuntont Conitol OeskV 7pp 47491 030-47491:036. 

P'OviOds co.niitmal'On ol topo/img scneduio Icr response to Nnc Du'lai-n 
80-11 remasonary wall design.Rosponse to open ilom w.li ce p.'ovidetf w.tn n 2wl8 cf 
proposed conletonce call 

C^T^IOHT.VVR Vifgini.a Power (VifQ'aa Electric A Power Co.) 88/10/31. Oocv 
monicont/oi Branch IDacumeni Control Desk) 2pp, 47442,073-4 7442.074. 

8811890329 foewatds Insp Repts 50339/08-27 A 50-339/08-27 on P00020-li9l6No 
vni^i4Vis O' deWHiions nofed. 

WlLS0hl8.A. Region 2, 0(c ol the 0:tecior 09/11/01. CARIwniGHTV/ R Vi’ci'il 
Power (Virgrfufl Elaciric A Power Co ) 2pp 475i3 254-47513 264 

-88I1M0331 fPsp Repis 50-338/80-27 A 50-339/09-27 on 800020-0916 No viC'nilonS 
noiM Major areas inspaclad plant status, meint, sutvo.iianco A opoitn.onQ! sa'tV, 
Yf'l'ica ■OTjnciorfina reviews ot tackshiii operai ons 

475^3 264 ' f^®9'on 2. 0(C ol me Diteciot 86/10/24 

Ack receipi ol QC 1013 Hr mlorminn NflC Ol slops taken to corrocl v c'a’icns 
lO insp Ropis 50 330/88 22 A 50-3.39 789-22 

^'.OIC of Iho Dirocior. 08/11/01. CAHTWHlGHT.W R V-.-gi- a 
Rower (Vngifl-a Elacific A Power Co.) ip 47537.341-47637,341, 

10 NRC Quiieiin 88-000, "Thmbio Tube Ttilnruio .n Wosuna 
rA^ruMfrlf^^u, P'oB'am impiomomed 

Vjjgiia Power (Virg-nla Elocinc A Power Co.) 88/11/04. Docu- 
mont Control Qraricti (Document Conirol Desk). 6pp 47646:244-4 7546 240. 

Ack roceipl Ol 890916 A 1017 Mrs inlormmg NRC ol steps taken 10 corf«i 
50-338/00.16 A 50-339/88 16 

* neg.on 2 (3ic oJ the D-reclof 00/11/09 CARTWflIGHr.w H V-ion-a 
Power (Virginia Efecinc A Power Ce |. Ip 47650 302-47550 302 

^ "Feedwaier Lme Break - Sve iisi onci 

Opofotionai Evenis Asseasmani (Post 070411). 80/11/10 
COMOfcdsleo Eoiaon Co ol Now York, Inc liopp 47659072-47669;in4. 

Amoficis 106 A 92 to Licenses NPF-4 A NPF-7. lespeci.vOly & 
A telt 1.''^^! . /equiremenis ol Tech Spec 4.6 1 2a to conducl Typo 

ciur-i c! 'Tienih intervals during each 10-yr Inservice map. 

^'‘eaoiaiD '1-2 99/11/10 . Cartwright, w R. Virginia Power 
(Vag-iva fcieciric A Power Co) 3pp, 47572 163 47572 178 

licenses NPF.4 A NPF.7,io80eciivoly, mocl lyinfl ro- 
^ ^ ‘ conduct Type A tasi al 40 plus or irunua 10 iror'lh 
laea ^ tru/'ng each 10-yr inservice insp. 

6ERKOW.H8. Piejoci Ouocto'aie 11-2. 99/11/10 lOpp 47572 165-47572 175. 

"*NPF.7^?es%«,^iy ^’Ati'CitnQ Amends 1O6 A 92 to Licenses NPF-4 A 

47?7”2^f76 47^'iyft*^^*'^’®' Oitocvot (Post 670411) SB'IWIO 3pp. 

* Sy*”®Sw\$l" '"'^"'0 

cSn^'idnfmf r?i Assessment (Post 8704ii). 00/M/16 

conso idaied Edison Co. oF New York, inc t13pp 4760t 020 4/60t.l32. 

^^Vl*enc1*^^ 88-088, ' Degradation ot WesiinyUjuSB ARD Relays." Sue 

I?' ®P®'A''0r’ai Events Assessment (Post 8704II) a0/tt/i8. 
consoiidaieti Edison Co of New York, me n3pp 47597001-47597 113. 

^Vs1 cfrK?^* 88-089, "Degradation ol Kaplon Electrical Insulation." Sve 

r?‘ Opf,fa''oja' Events Assessment (Post 87C4M) 89/11/21 
conscMsted Edisorj Co. o< Now York, inc. Il3pp, 47603 045-47603 161 

'■'’0'®""®' 'O' Spam Fuel Pool Oramdown." Sve 

c-1'?!] r-®' Offal'O"!*' Events Assessment (Post 870411) 88/11/22 
Oowsolidated Ed.son Co ol New York, me I14pp 47606.124-47606. 237.’ 

**lVi'oi^'^ But'otin ee-OiO, ■•Nonconforming Molded Case Orcu.i Breakers " Sve 

/?' Of'®,'*"®"®' Events Assessment (Post 870411) 88/11/22 
wwotoeted Edison Co. 01 Now York, inc I2ipp. 47606.001-47606 123 

«. Periodic opeiatlna repoMs & relsled correspondence 

*^M*8 VV/MnTii'i'r '®P‘® ^0"^ Anna Power Sialion Unns 1 A 2 lor Oct 

S. Reportable occurrences, LERs A relaied correspondence 

‘f’ Limilorouo Corp supplied safety related SMB 
wive actuaiors w/RH msu'ated dc motors ihai may not develop tuit-raied atarurxa 
AAibieni lomps Review Of moiors by licensees rocommonded 
imiCIA^I^j.E Limitorque Corp. 80/11/03. Ollico r'l .Nodear Reacior Roouleiron, Cn- 
leoor (Post 670*1 1>. IBpp 47526:227-47625 242 ^ 
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F. Security, medical, emergency & lire prelection plane 

8610310426 Advises lhal 000030 Rev 13 lo physical security plan consistent w/provi* 
s:ons ol lOCFRSO 54(p) & accepiaWo. 

SHAFER.V.fO Rogon 3, Ole oilho DrociOf 08/10/2<1 SLYVIA 0 R. OolroH Edson 
Co 2pp. 47066 200 47360 201. 

6610310017 Qoncric Llr 00-19 lo Oil fuel cycle lacKily itcenseds 
ossossing.using.impuiling, exporting or iiansportng lormu'e quantities ol strategtc 
NM ro (ISO ol deadly lorco by licensoo guards lo provoni tholt ol SNM.Svc lisi encl. 
BURNETT, RF. Oivislon ol Saloguards & Transportation {Post Q704t3) 86/10/28. 
Consol dalod Edison Co ol Now York, Inc. 3lpp 47513047-47513077. 

8811210001 Revised Radiological Emergency Ro^onso Plan implemonbng 
Procodotos.inciud no Rov 0 10 EP-226.Rov 2 lo EP-225.Rev 7 lo EP-26i.Rew 10 to 
EP-290.ROV 10 lo EP-lOi.Rov 4 lo EP-S41, Rev 4 lo F.P-204-0l,Rev 4 lo EP.&46 S 
Rov 4 lo EP-302 01. 

• Oolro.t Edison Co 00/11/04. 173pp. 47593:010 47693 190. 

0011170331 Forwards Saleguards Insp Ropt S0-34i/0a-26 on 061003-14 6 noilce ot 
violation Notice withhold (rol 10CFR73 21). 

OREGGR.L.R Region 3. Ole el the O-roctor. QQ/1 1/09. SYLVIA, B.R. Oolioil Edeon 
Co. 2p0. 47576 322-47575 325 

-6611170335 Partially withhold Saloguards Insp Ropi 50'34l/eB-28 on 6Bi003-l4 (rel 
10CFR73.2I) Violaiion noiod Major arose Irrspoclod.mgl suppen.eacuirlty 
pion^iam.p'ans. audits, proiocied & vilal area barriers. packages & vehicles 
PIRTLE.G , FUNK.O., CREED, J R Reg'on 3, OIc ol the Director 68/11/08. 2pp 
47576:324.47576 325 

8811210108 Appkcailon lor amend to Llcenso NPF-43,rQviainQ Tech Spec 3/4.7 7 rero- 
location ol firo protoclion roquiremenis pot Genetic Ltr 00-12. 

SYLVIA.O R. OetroU Ed-son Co. 60/1 1/15. Oocumonl Control Stanch (Oocurnani Con- 
trol Desk). 10pp. 47696:034-47696.073 

-8811210110 Ptoposod Toch Spocs.rov-sing Tech Spec 3/4 7.7 <e fee ptoieciion le- 
guiromonis. 

' Doiroll Ed'SOn Co 06/1 1/15. 30pp 47566 046-47596 0'/3. 


H. General correapondence 

0011100294 Cemmenl opposing proposed culo 10CFR50 & 52 ro hnandel 
quslificaiions. Licensoo should havo edequeio rnsourcos to protect health & aalely oi 
public 

SYLVIA. Q R. Doiroll Edison Co. 00/10/2/. Office ol the Secreiary of the Commias’on. 
2pp 47464 34-1-47464.345. 


j. Insurance & indemnity information 

6606080052 Forwards Endotsemenls 10 & 122 lo MAELU Poircy MF.|20 8 NELIA 
Policy NF-D2,ro8pocllve!y.W/o end 

SYLVIA.B.R. Doiioit Edison Co 06/07/22. Oocumom Control Stanch (Oocumeni Con- 
trol Desk). 3pp. 47395:300-47395:302. 


K. Utility Final Safely Analysis Report (FSAR) & emends 

8810250426 Chango nonces lo upduted FSAR for Enrico Fermi f/udear ^ower 
Plant.approvarl lluough Eepi 1068 
’ Ooiroit Edison Co 08/10/10. 9pp. 47268 329'47288'337. 


P. Operating license stage dooumonte & correapondence 

6610180350 Gonoric Ltr 06-17 lo all holders ol (3Ls or CRe for PWRe re loss ol 
DIIR Sve I'St end. 

CRUTCHFIELD, D. Associoio Oiroclor for Ptojocls tPosi 070411). 88/10/17. Coneoll- 
dated Edison Co. of Now York, Inc. 04pp. 47278.156 47279:241. 

8810250164 Gonerlc Ltr 08-18 to all liconsoes of oporaimg roaclore & hoCdoteol CPs re 
plant record storage on opilcal disks Sve ksi end. 

CRUTCHFlELD.D. Associate Director for Projocle (Post 070411). 80/10/20. ConeoiL 
daiod Edison Co ol Now York. Inc. 45pp. 476l3:00t-475t3:046. 

8611170428 Final response FOIA roc^osi for documonis re facibty. Forwards App A 
documents Documonis available In PDR. 

GRIMSLEY.D.II. NRC - No Delailod AIMlallon Given 80/10/27. WILIIAMS.O.G. JRA 
Assodalos. 2pp. 47557.054-47657.065. 

-86031201 19 Provides no commonis or objections 10 lesuanco of draft licensee submit- 
ted by 050227 & 28 memos. Supplemental Input updating status of Unresolved Safely 
Issue A'46 sent lo Oiv ol Licensing by separalo momo. 

SPEIS.T.P. Division of Saleiy Technology (800426-851 124). 85/03/04. 

THOMPSON, H.L. D.vislon of Licensing (000428 85 1 124). Ip 47657:056-47657;O68. 

881 1080055 Requests rovjow Oi proposed commllmonl change re sys desnllnsee tnspa. 
SYLVIA.B.R. Detroit Edison Co. 88/11/01. Oocumonl Control Branch (OocumerU Con- 
trol Desk), 3pp. 47464 063-47464:065. 

8811170390 Application lor amend to Llcenso NPF-43.revlsing Tech Spec 3.3.2-2 lo 
delete mess flow rate values associated w/sleam line ilpw • high trip function ol both 
RCiC sys fsolelion 8 ffPCI sys isolation Fee paid 

SYLVIA, Q R. Dolroit Edison Co. 88/11/14. Oocumeni Conirol Branch (DocumerU Con- 
trol Desk), 6pp. 47B7t:350-47671:36e. 

-6811170402 Proposed Toch Specs, revising Tablo 33.2-2 to delete mass flow rale 
values associated w/steam lino Itow • high trip funciion of both RCiC sys IsolaRon & 
HPCI sys Isolation 

• Doiroll Edison Co 86/11/14. 3pp. 47571:356-47571:358. 


8611170408 Application lor amend to Llcenso NPF-43,incorpo'aLng changes mio Toch 
Specs 3/4.1. 5 8 3/4.6 4.5 re slandby tlouid control sys.Foe paid 
SYLVIA, B R. Detroit Edison Co. 88/l t/l4. Document Control Branch {Uocumeni Con- 
trolOesk) lOpp 47571:065-47571 060 

-8811170411 Proposed Tech Specs 3/4. 1.5 & 3/4.0. 4. 5 to standby liquid conirol sys 

* Detroit Edison Co. 88/11/14 6pp 47571:075-47671:000. 

68112)0060 Application lor amend lo Llcenso NPF-43.royising Tech Spec 3/4 11.2 7 ro 
noble oases from main condenser.Fee paid 

SYLVIA.B.R. Detroit Edison (^. 88/11/15. Document Conirol Branch (Oocumeni Con- 
(rd Desk). Spp. 47689:232-47589:238. 

-6111210061 Proposed Tech Speo changes re radoaclive efiluents 

* Oetrolt Edison Co.ee/l1/ls. 2pp 47509:237-47580:238. 

6611210066 Application lor amend to License NPF-43,fevlsng Toch Specs 3/4 3. 7.5.3/ 
4.8.8.2 8 3/4/10.6 re list of required Instrumentation In order to minimize need lor 
Inteipretallon In Tech Spec 3/4.3 7.6. 

SYLVIA.B.R. Delroit Ed'son Co. 08/11/15. Document Conirol Branch (Document Cen- 
IrdOesk) 15pp. 47690.012-47690:036. 

-88 f 1210067 Proposed Tech Specs changes.provrding revised list of required fnstru- 
inantelion to minimize need for Tech Specs 3/4. 3.7.5 Interpretation & dolel'ng Tech 
Spec 3/4.10 5 & footnotes In Tech Spec 3/4.6.6.2 & Table 3.3.7 5-t. 

* Oatrdt Edison Co. 86/11/15. 10pp. 47590.027-47590 036 

6611210108 Application for amond to License NPF-43, revising Tech Spoc 3/4 7.7 le ro- 
tocetion of fire proleclion roqpirementsper Generic Ltr 68-12. 

SVL V(A.B.R. Oetroli Edison co 88/1 f/f 6. Document Control Branch (Oocumeni Con- 
lrolOeak}. lOpp. 47596.034 47606 073. 

-8811210110 Proposed Tech Specs, revising Tech spec 3/4.7 7 ro liio protection re- 
quYdnieriia 

* Ootioit Edison Co. 88/11/15. 30pp 47698:045-47668.073 

6611210488 Forwards diagnostlo evaluation learn rept lor plani on 680822 0902 a 
0912-16 Weaknesses in performance noted Root causes of licensee continuing poor 
perf^mance listed. Inieorated plans lor Improvement requested w.ihln 60 d^s. 
8TELL0.V. OIc of the Executive Director tor Oporailons. BB/lt/16. MCCARTHY, W.J. 
Oeiroit Edison Co app. 47695:091-47595 227. 

-8611210467 "DleonoshC Evaluation Team Ropt lor Formi Alpmc Power Plani." 

‘ CMaonoBlIc Evaluation & Incident Investigation Branch. BB/11/30. 134pp 47695 094- 
47695:227- 


O. Inapeotlon reporta, IE Bullellrta 8 corrsspondance 

6810030246 NRC Info Notice 66-070, "Misuse df Flashing Irghis for High Radsilon 
Are* Conirefs.*' Sve list encl. 

ROSSI, C.E. DMekin of Operational Events Assessment (Posi 870411] 68/10/07. 
Qoneoildated Edison Co. ol New York, ino. I23pp. 47276:242-47260.003. 

88100701 14 NRC Info Notice 89-082. "Torus Shells w/Coiroslon 8 Oogroded Coatings 
In 8Wn Conisininenia.'’ Sve list end. 

ROSSi.C.E Of/lslon of Operaiipnei Evenfi Assessment (Post 6704ff). 86/i0/f4. 
Conaoiideied Edison Co. of New York, me. t lOpp. 472e0'124-472e0 235. 

6810140212 NRC Info Notice 68-085, "Broken Reieming Block Siuds on Anchor Darlmg 
Oieck Valves." Sve list encl. 

ROSSI.C.E. Division ol Operetional Events Assaaemont (Post 670411) 68/10/14. 
Consosdated Edieon Co. of New York. ino. lIBpp. 47403:199-47463:316 

8610260346 Forwards Safety insp Rept 60-34 1/66-21 on 660716 0831 8 noico of vlo- 
laflon. 

KNOP.RC. Regiort 3. Otc ol the Director. 86/10/14. SYLVIA.B.R. Douolt Ed.aon Co. 
atp- 47283.034-47263 054. 

-8610260346 NoUce ol vldetion from Insp on 6807l6-0831.VlolBllon noled.lockod valve 
conlrolB ealabliehed lo meet NUREQ OrS?, Item ll.K.1.5 nol edoqualely established In 
that numerous valves omitted from procedural controls of 21.000 14. 

KNOP.R.C. Region 3. Ofc ol Ihe Director 68/10/14 Ip. 47263 036-47283:036. 

-8810280348 Inap Repl 50-341/88-21 on 8e07tB-OB31.Violal-onB noted Major eroas 
inapecled’Bcilon on previous Insp llndings, oporaiional 
safely.mBlnLsurveilianoe.tolIPwup of events, LER foUowup.porsonnet guplilicauons & 
letfonal requests. 

CTOPER.R. Region 3. Ole of Ihe Direclor. 88/10/12. iBpp 47283 037-47263 054. 

8810310366 Requeata NRC approve tieloHon ol commltmunl to complete 100% sudil 
coverege ol Tech Spec line liems within 6 yrs.per Insp Rept 50-341/86-11- 
BYLVIA.B.R Detroit Ediaon Co. 88/10/18. Documonl Control Gianch (Document Con- 
trol Desk). 2pp. 47388.-208-47398.209. 

8810140018 NRC Into Notice 66-084, "Oefeoliva Motor Shalt Keys In Llmitorque Motor 
AdualorB." Svo lial end. 

ROSSI.C.E. DIvlaibn ol Operational Events Assessment (Posl B 704 tl). 86/10/20. 
Consolldaiad Ediaon Co. ol New York, Inc. 119pp. 47260.004 47288:123. 

8810170381 NRC Info Notice 68-056, "Operating W/Mulfiple Qrounds In DC DislnOutlon 
Bye." Svo list encl. 

ROSSI.C.E. Division ol Operallonel Events Assessment (Posl 87041t). 88/10/21. 
Consolidated Edison Co. Ol New York, Inc. 1l6pp. 47463.081-47463:197. 

8811020087 Reaponds lo NRC 880927 ltr re violations noled In insp Repl 50-341/68- 
24. Violation denied. 

SYLVIA, B.R. OelroK Edison Co. B6/10/27. Oocumonl Control Branch (Oocumant Con- 
trol Desk). 3pp. 47412:139-47412:141. 

•811040292 Provides correclion lo 880725 final response 10 NRC Bullet-'n 85-003. 
"Motor-Opereted Valve Common Mode Failures During Plant Translenls Due to Im- 

S roper Switch Salting." 

YLVIA,B.R. Detroit Edison Co. 86/11/01. Document Control Branch (Document Con- 
trol Desk), epp. 47446:178-47445:185. 
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&8I1 160360 discusses Sate:y Insp Repls 50-34l/87-48.eO-34t/e8-06. 50-341/88-12 & 
60-341/86-17 on 871018 860826 8 iorv/ards noiice ol violation CortasUve aettons 
appear to have rescivea prog/ammalic problems ol survcil-ance prcigram 
GF^EENMAN.E Q. Region 3. Ole ol the Director 86/11/04 SYLVIABR Oevol 
Ed son Co- 2pp. 47566 085 47566:089 

-8611160367 Motca Ol vic'etion Iro'it insp on 871018-630926 Violations noiedOiv I 
portion ol Procedure 24 413 Ol noi accomp'lshed Vr.lhin 92 day limo aitcival & iaiK.jre 
to parlorm channel chech on reactor protecPon ays 

GREENMAN.EG. Region 3. O'c ol the Oreclor. 88/11/04 2pp. 47566087- 
47566086. 

6811160273 Forwards Safely Insp Rept 60-341/88-25 on 860906-1006. ApparcrlvMa- 
lions noted under review lor poieni-al enlorcemant action En'orcemenl conteience wl 
be heldon 861118. 

Mlll.ER.HJ. Region 3. Ole ol Ihe Director. 88/11/09 SYLVIA.B.R Oetroit E«sonCo. 
2pp. 47670:170-47670:180 

-6811160279 Insp Repi 50-341/89-26 on B8090e-1006.Appateni violations r>oie0Ma]oi 
areas inspected fa lure of Recircuieilon Pump B discharge valve to dose o.'i 869820 & 
28 & issuance of Coni.rmalory Action Ltr CAL-Rlil/8a-24. 

EICK.SO. SMITH.J.F, OANIELSON.DH Region 3. Olc Ol Ihe Olrecior. 86/11/08. 
16pp. 47670:172-47570;ie6. 

8811170331 Forwards Safeguards Insp Rapt S0-34l/68-3d cn 881003-14 & notice ol 
violation Noiice wlihhold (rel 10CFR73.21]. 

GREGER.LR. Region 3, Olc of the Orrector. 88/11/09. SYLVIA.O.R. Deitotf Edison 
Co 2pp 47575:322-47575 326- 

-6611170335 Pania'iy withheld Safeguards Insp RepI 50-341/86-28 on 881003-14 (ret 
lOCFR73.2l).Vlotetion noted Mapr areas Inspecind m-gl suppert.aecuniy 
program.plans.aud ts. p.’atected & vital area barriars packages A vob’das. 

PIRTLE.U.. FUNK.D., CREED, J.R. Regon 3. Olc of the Okecfor 86/ll/Od 2pp. 
47575:324-47S75:32£ 

6611220064 Conlirrr.s 661108 letcon between PI Cooper & L Goodman re enlorceirani 
conference on 681116 in Glen EtIyn.lL lo discuss failure of RecircuUton Pump B ds- 
charge valve lo close on 660820 & 28 & Improper sell ng of coigue awtchesW/ancl 
GREENMAN.E.Q Region 3. Olc ol the Oi.'ocior. 88/11/09 SYLVIABR Oeuotl 
Ed son Co 2po. 4760^350-47605 353. 

-681 1220056 Nolif car On ol signif cant licensee maaiing on 691 1 1S In Region III olc to 
diecuss Voiafiona in 'nsp Repi 60-341/88-25 ig Improper setting & itisiaiaion of 
moior operated valve & Inaccuracies in aeitng ECCS coni roller 
’ Region 3. Olc of Ibo Director. 88/11/09. Region 9. Olc ol the Oveclor. 2pp 
47e05352-47805353. 

8811040324 Suppi 3 to NRC In'o Notice 66-106, "Feadwaie/ tme Qreak" Sve lisl onci. 
R09SI.C.E. OMalon ol Operaronat Events AssessTionl (Post 670411). 66/11/10. 
Conso'idaied Edison Co, oi New York, Inc ll3pp. 47SS9 072-47656 184 

8811810134 Responds lo NRC 891014 Hr re violatlona noiod m Insp Ropt $0-341/ee> 
2t.Correciive actons lakenisafety related ays & ays contaning oAt components re- 
vfawad & 3 addi valves recommendod lor inclusion mio locked vaivo progrem. 
SYLVIA.B R. Oairoit Edison Co. 86/11/14. Oocument Control Branch (Oocumem Con- 
trol Desk). 6pp. 476e9.33S-47599:347. 

8811090884 NRC Inlo Noiloe 68 087, "Pump Wear 8 Foreign Obfecia in Plant Ppina 
Sya" Sve lial end 

n08Sl,C.E. Division of Opa.'at'onal Evenia Assessment (Post 8704tt) 88/11/16. 
ConaoMdatedEdson Co. ofNew York. Inc. M3pp 47601 020-47601:132. 

8811090403 NRC Inlo Notice 83 089. "Oegradaiion of Westnghouse ARO Relays" Sve 
l-al end 

ROSSl.CE. Division of Operational Events Assessment (Post 870411) 88/11/16. 
Consolidaled Edison Co. of New York, Inc. 113pp. 47697.001-47997 113. 

8811150088 NRC Info Notice 66 089, “Oograrlatlan ol Kapion Eiocincal Insuiabon'’ Svc 
lilt end. 

ROSSI, CE division ol Operational Events Assessment (Post 670411) 88/11/21 
Conso'idated Ed son Co. of New York, Inc. 113pp. 47603.045-47603 101. 

6811160470 NRC Inlo Notice 86-092, "Potential for Spent Fuel Pool Orakxtowo" Swe 
Isi end. 

ROSSI.CE. OMsion ol Operalonel EvenIs Aasessmoni (Post 670411) 88/11/22 
Consolidated Edison Co of Naw York. Inc I14pp 47606-124 47606 237. 

8811160316 NRC Bulletin 65-010, "Nonconforming Uoldocl Caso Circuil Breakors*' Svc 
lial end. 

ROSSI, CE Division of Operational F.venis Aasossment (Post 870411) 88/11/22 
Consolidaled Edison Co. of New York, Inc. 12tpp. 47606:001-47606 123. 


R. Periodic operating reports & related correapondence 

8811010430 Forwards monthly alalus repi for Seal 1988 lor Ferrri 3 Ucenseo conkn- 
ued loperlorm assessments of control room acllvitles during reporting period 
KNOP,R.C. Region 3. Olc of the OIrcctcr. 66/10/25. GREEHvMAN.E.G. Region 3. Olc 
ollhe Director. Spp. 47386:354-47390:357. 

8811160035 Monthly operating rept lor Oci 1966 for Fermi 2.W/e8) t tSHi. 

ANTHONY, P,M., ORSER.W.S Detroit Edison Co. 86/10/31 4pp. 47589088- 
47589:091 


8. Reportable occurrencaa, LERs & relaled eorraaportdence 

8811090126 Pari 21 rept re defect In LIm.lorque Corp supplied safety- relaled SMB 
valve actuators w/RH Insu'eled do motors tnat may not develop full-ralod starfng 
torque at elevated ambienl iemps.R3vlew ol motors by licensees recommended. 
WitKlNSON.I.E. Umiloique Corp. 86/11/03. Oflico of Nuclear Reactor Reguiai.ork Ot- 
rector (Post 870411). 18pp 47626 227-47525:242. 

8811060323 LER 8d'035-0a:or' 861004, automatic sciem signal generated dudng 
shutdown.Cauaed by control room oporaior failure to follow procodjroa when reseibng 
manual sorem signal. Operator counssl'ed.W/Bei 103 Hr. 

ANTHONY.P., ORSER,W.S. Oeiroll Edison Co. 88/11/03. 4pp. 47624:358-47S24J)S9- 


8611160308 LER 67-048-00 on 871006, inadoquacios lound in Tech Spec surve'i'ance 
dutvig revlew.Cuntainmeni isolal on valve lo-.nd not capable ol remote manual isola- 
bon vr/tlrywtHI equomenl Sys succosslu'ly losleif & procedures revised W/881 107 iir 
NADER.G., ORSER.WS Oslroit Edison Co. 6e/11^7. 24pp 47569:185 47559.200. 


U. Congrasalonal/Executlve Correspondence 


8611170123 Requosl NRC loviow end ropt from R Mancini & comment on allogalions 
aoied re threats lo pjb'c health ai facility. Response requested by 801031. 
OtNGELLJ.O. Ho'.iso of Rop- Energy & Commerce. 88/09/27. Commissioners 3op. 
47567:164-47587:166 
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F. Sacuflly, medical, emergency & tire prolecllon plana 


6811150295 Extends mv.iatiPn to aitcnd FEMA emergency mgt Instiluie workshop on 
Federal Bad ofogical Emergency Rospottse Plan scheduled during wk ol 081024. 
MARTlN.JO. Region 6, Olc ol Ihe Director 88/00/19. COCKFIELD.D.W. Portland 
Genoial EloctneCo 2pp 47549:163 4 7S49 164. 

881t0n>007 Forwards Insp Root 50-344/06-34 on 880822-26 & nohco of violniion Final 
resokiiion of lOCFRSO.App R Issues & aspects ol molhodology implemeniod will bo 
Sub) 01 future msp 

PA1E.RJ Regon 6, Olc ol Ihe Direclor. 88/10/20. COCKFIELD.D.W. Potlland Gon- 
oral Electric Co 2pp 47442:063-47442 1 16 

-8811070010 Notice of violai on Irom insp on 860S22-26.\/iofaiion noted no 0 h bailcry 
powoi supply omergency lighi.ng units installed In hslod areas needed lor operation of 
sale shutdown equipment. 

PAT£.flj. Region ^ Olc Ol the Olrecior. 88/t0/20 2pp 47442.065 47442 086 

-9611070013 Special Salaiy Insp 50-344/80 34 on B80822-26.Violallons notod Major 
areas inspected loHowup on lire pioiection program compliance & provlouaty idontilied 
open dema.Sale shutdown method delidoncies identillod. 

RAMSEY.C. OUAl.lS.P. CHAN.T. Region 5, Olc of the Direclof. 86/10/20. 30pp. 
47442 M7.47442 lie 


9910310017 Generic Lir 68-19 lo all fuel cycle ladlily licensees 
po$se8sing.usinQ.impoiiing.oxponing or transporting formula quantities ol slraleg,c 
$NM re use Ol deadly force by licensee guards to prevent iheii of SNM.Svc list end. 
8URNETT.RF D.vislon cl Saleguards S Trensportalion (Post 870413}. 89/10/26 
Consolidalod EdIsenCo. ol Now York. Inc. 3lpp. 47513.047-47613:077. 

8611040079 Amend 4 le vois 1 & ii ol "Fi/e Proieciicn Plan Program Doscriptlon." 

■ Portland General ElocIncCo 68/10/31, 68Spp. 47462.1 13-47454;077. 

9911210139 Forwards Saleguards Insp Rapt 60-344/86-45 on 861017-20. Violations 
noiadEnds wiinbeio (ral I0CFR2 790(0) 6 73.2t). 

SCARanO.R.A. Region 5. Olc el ihe Director. 88/11/03. COCKFIELD.D.W. PoiHand 
Generel Elocliic Co 2pp 47590:162 47590 163. 

8911190421 Conlitms inai eniorcomeni conference will bo hold on 881117 to diacuea 
results ol Phy^cei Socuiily Insp Repi 50 344/ee-45.NRC onlorcomoni options & con- 
cerns 6 liconsoe correclivo actions 

SCAftANO.n.A Region 5, Olc ol Ihe Direclor. 86/11/04. COCKFIELD.D.W. Portland 
General ElOClncCo. Ip 47544 360-47544:360. 

9911160017 Forwards response to NRC 881006 Ur re violallon noted during insp ol Li- 
cense NPF-IUH iecogni2ed need lor Improvemonis in nuclear security area.AR 
Ankrum i^woii^led as manager of nuclear security depl.W/o enci 
COCKriElO.OW. Pohiand Qenerel Electric Co 88/11/07. Document Control Branch 
(Doojmonl Control Desk). Ip 47549 109-47549 109 

e91tl70IM7 Rev 3 to Radiolog'tal Emotgoncy Response Plan Implemeniing Pfocodure 
6P-f02. ■'CUpeiauonel Support Cir." 

* Portland GonorsI Electric Co. 80/11/07. 29pp 47572:084-47572:112. 

991 1320137 Responds to NRC 960009 Ur expressing concerns re control & cable 
eproadirtg rooms Rltornslive salo shutdown method.util has embarked on major ro- 
RvaliraLon of aUernslo shutdown methodology lor fires in control or cable apieadina 
roorws. 

COCkFlEtO.O.W. Portland General Electric Co 66/11/16. Document Control BrAncb 
(Oocument Cwilrol Desk) 2pp 47607:267-47607 266. 


H. Qenerel correspondence 


8611140019 Comment supporting proposed rule 10CFR20 re disposal ol waste oH by 
Inceneraiion.Urges Commission to finalize rulemaking in present lorm & ensure lhal 
lUhiiedcaMcilyol tow level waste disposal sues be used efficiently. 

COCKFIELD.D.W. Portland General Electric Co. 88/10/31. Docketing & Services 
Braixch. ^p 47465 310-47465 311 


K. Ullllty Final Safely Analysis Report (FSAR) & amends 


9611030427 Amend 8 lo FSAR lor Trojan Nuclear Pleni.W/SSllOl Ur. 

COCKFIELD.D.W. Portland General Electric Co. 08/11/01. 651pp. 47423:005- 


8611080266 Forwards corrected Figure 9.2-9 lor Amend 8 to FSAR submitted on 
881 101 re primaiv makeup water sys 

COCKFIELD.D.W, Portland General Electric Co. 80/11/04. Document Control Branch 
(Oocumont Control Desk). 3pp. 47496:076 47496:081. 
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P. Operating license stage documents & correspondence 

8B1 1 150163 Forwards NUHCG/CD 1 739,VolS 1 & 2 re door p'an ol Nl^C Opotai ons Cl< 
& cliQgrHm indicating into ttow.rospocdveiy. w/o onct 

RSil.M. Region 5. Olc ol the n.recior BO/10/12. THALE.J. Pofiiend Gonetai Elecinc 
Co. 4pp 47544 310-47544:321 

0010160350 Goncric Lir 00-17 to ad holders ol OLa or CPs tor PWRs re loss ol 
DHfl Svc list onci 

CRUTCHFIELD, D Associate Director lor Projocls (Post 070411), ao/tO/i7. Conso’j- 
dated Edison Co ot New York. Inc 04pp 47270.156 47279 241. 

8810250164 Generic Llr 00 tO to all ticensous ol operating reactors & holdets olCPs te 
p'ant record storage on optical disks. Svc t.st end 

CRUTCHFIELD, 0. Associate O.rccior (or Projects (Post 6704(1), 88/10/20. Consoll- 
daiod EdiSon Co o( New York. Inc 4Spp 473i3 Q0l-475l3:046. 

8811010342 Adv.sos that util intends to repair 1Q nucloar tual essembiios ai 
pleni Ropiscomoni fuel rods will bo tocolod in fuel rod storage conla'ttot In NjoI otova- 
tor basket adMcent lo /u6l assembly bdng repaired Safety evaiuatron ond. 
COCKFIELO.D W Portland General Electric co 68/10/25. Oocumont Control Branch 
(Oorumont Control Oosk). 22Dp 47397:051-47307 072. 

861 1060320 Noiification ot 881110 rnooiing w/util In RockviMo.MD to discuss plan lor 
use ot O&W tuol In plant reactor. 

SEVAN, R Projoci O.rccioraie V. 88/11/04. KNIQHTON.GW. Project Oroctoiaio V 
3pp. 4 7474 042-4 7474 044. 

8811 160368 Advises that damper mod w.li bo dolorted until 1690 toluoiing ouiaoa duo 
lo repiacomoni ot existing (^B-t sys possibly impacting location ol now oulddo a* 
inlelta dampocs.aer NunEG-0737,llem lil.0.3.4. 

COCKFlELD.O.w. Portland Gonoral Glocirlc Co. 86/11/08. Oocumont Control Branch 
(Document Control Desk), ip 47571:032-4757( 032 

6611230182 Final roaponso to FOIA roquoai tor documents Forwards App U 
Oocurnonis App U documents also available m PDRApp J document wiihhold Pel 
FOIA Exemption 5). 

GRIMSLCY.O.H NRC • No Ootaiiod Aliitiation Qtvon, 80/ 1 1/08. JONGS.C R. Alliiiotion 
Not AsS'gned 4pp. 47585 053-47605 058. 

-6709170046 Forwards list ol cunont Uro piolocuon enforcemont aci>ons.por 85(106 
raquost Suggosiod schoduio tor oitociod iiconsoos to comply w/App n toqu-romonia 
will be provldod 

OIRCKS.W J. Olc ol the Exoculivo Oiroctor lor Oporakons SEC.Y-()5<306A. 85/12/03. 
4pp 47585 059-47505 085. 

8811220137 Responds lo NRC 800909 llr onfirossmg conco'fis fo e&Mroi i eobKf 
sprooding rooms aliornstivo sale shutdown moihod Qui has ombctked on major to* 
evaluation ol altornato shuidovirn methodology tor i res in control or cebto sproad-ng 
rooma. 

COCKFlELD.O.w. Portland Qonorol Electric Co 68/11/15. Document Conitol Stanch 
(Oocumont Control Oosk). Ppp 47607:287-4 7607:268 


O. inepocllon reports, IE Bulletins 6 correepondence 

8811140010 Forwards Saleguards Insp Ropl SO-344/00-33 on 680816-0612 & noHCO Ol 
vioiallon.Encis withheld (rol 10CFn2.70(n. 

SCARANO.R.A. Region S, Olc of the O'roctor. 80/10/06 COCKFlELD.O.w Porltend 
Qeneial Electric Co. 3pp. 47536 203-47536 295. 

6810030249 NRC Into Nollco 68-079, ''Misuse ol Flashing Lights lor Hgh Redteion 
Area Cant/ols " Svc hsi onci 

ROSSI, C.E Division of Opotaiional Events Assessment fPosi 870411). 68/10/07. 
Consolidated Edison Co of Now York, Inc I23pp. 47270.242-472^.003 

8610070114 NRC Info Nollco 88 082, "Torus Shells W/Corroslon & Oogradod Coolings 
in BWR Conlnlnmonls." Svc lisl onci 

ROSSI, C.E. Division ol Oporollonal Events Assossrnom (Post 870411). B8/IO/I4. 
Consolidated Ed-son Co of Now York, Inc. tiOpp 47260 124-47280:235. 

8810140212 NRC Into NoUco 88-085, "Qrokon Roifllnlng Block Studs (»> Anchor Deiimg 
Chock Volvos." Svc list onci 

ROSSI, C.E Division ol Operational Events Assessment (Rost 670-lff}. 8S/W/I4. 
Cortsoiidaicd Edison Co. of Now York, Inc ll6pp. 47403:160-4 7483 3(0. 

6810140018 NRC Info Nollco 88-084, "Oolociive Motor Shaft Koys In Llmiioiquo Motor 
Actuators " Svc list onci 

ROSSi.C.E. Division ot Operational Evonis Assessment (Post 870411). 88/10/20. 
Consolidated Edison Co. ol Now York, Inc. 1 19pp. 47280.004-47280: (23. 

6811070007 Forwards Insp Ropi 50-344/86-34 on 660822-20 & notice ol wolaiion Final 
resolution ol lO(jFRSO,App R Issues & aspects ol melhodotogy implomemod wJI be 
subj ol lutuio insp. 

PATE.H.J. Region 6, Olc ol the Director. 68/10/20. COCKFlELD.O.w. Ponlertd Gen- 
eral ElOCltlC Co. 2pp 47442.083-47442 1 16. 

—8811070010 Nolico Ol violation (torn insp on 600822-26. Violation noted: tto Oh balioiy 
power supply emergency lighling units installed in listed areas needed lor opotahon ol 
safe shuldown oqoipmenl. 

PATE.R J. Region 6, Ofc ol the Oiroctor. 86/10/20. 2pp. 47442 005-47442.000 

-8811070013 Special Safety Insp 50-344/88-34 on e80822-26.Violallons nolt>d.M8)or 
areas inspocled:lollowup on fire protection program compliance & previousfy Idenbiiod 
open Items. Sele shutdown moihod delicioncios Ideniiliod. 

RAMSEY, C, QUALLS, P., CHAN.T. Region 5. Olc ol the DireciOf. 80/10/20. 30pp. 
47442 087-47442.116. 

8810170301 NRC Inlo Notice 88 OBC. ‘Oporaling W/MuUipIo Grounds In DC Oistnbuion 
Sys." Svc list onci. 

ROSSI.C.E. Orvrsion ol Operaironai Events Assessment (Post 670411). 68/10/21. 
Consolidated Edison Co of Now York, inc. 1 i6pp. 47463.081-47463:197. 

6611070016 Ack receipt ol 681014 llr Inlorming NRC o< slops lakon lo correct violaliona 
noted In Insp Repl 50-344/88-38. Corrective echons will bo vorilied during lutue inap 
PATE.R J. Flegiori 6, Olc of the Oiroctor. 68/10/28. COCKFIELD.D.W. Portland Gen- 
erat Electric Co. tp. 47444 337-47444:343 


6811170370 Responds to NRC Bulletin 88 002. "Repidly Propegaiing Fatigue Cracks in 
Steam Generator Tubes." No rr-.ods, preventive lube pi-jggii'.g or oinoi measures noc- 
easaty (optovent lecl'ity-typo tube rupture 

COCKFIeIO.D.W Porlland General Eiecirc Co 66/11/01 VARJIN.JB Rogon 5, 
OFc of the O.foctor 2pp 47571050 47571:051 

6611210062 Forwards Mgt Meetnn Repl 50-344/66 44 o.n 86 1007, discussing NRC con- 
cerns & plant perlormanco.Unaorslands that licensee will prcmpily mod.ly locked 
vake program lo require use of breakable sea's on app/opriaie valve chains 
FAULKENBERRY.B. Reg on 5, Olc Ol the Diiecior. 00/11/03 COCkFIELD.D w. Port- 
land General Electric Co. 2pp. 47592 267-47592 293 

-8811210065 Mgt Meetirig Insp Repl 50-344/86-44 on 061004. Major areas 
discussed concerns dovolopod as result of Soot 1960 reactor trip & subsequent 
lorced outage aciiv,iios. 

0*QRIEN.JP.. MENDONCA.MM. Reg.on 5. Olc ol the DItecior. 66/10/25 5pp 
47602 289-47592 2M 

88ll2fl>l39 Forwards Safeguards insp Repl 50-344/86-45 on 081017-20. Violations 
noted Ends withheld (rot 10CFR2.790{d) & 73 21 1. 

SCARANO.R.A. Rag'pn 6. Olc ol the D.rocioi. 86/11/03. COCKFIElD.DW. Portland 
Genera' Etaciric Co. 2pp 47699 1 82-47590 183 

8811210179 Forwards Insp Rnpt 50-344/66-40 on 880807-1001 6 not'ce ol 
vtoldMn NRC roquosis (hal uM SL/dress measures (o bo impiemenied (o improve con- 
trol of correcbvo mamt sciiviiios w/nigh risk of challenging safely sys 
2IMMERMAN.R P Region 6. Olc oi the Oirocioi 88/11/03 &(;kfielO,O.W Port- 
land GcKieral Elecir^: Co. 2pp. 47590 300-47509 325. 

-8811210101 Neiica of vio.'aiion from Insp on 000307-l00l.Viol3lions ooledlaMer In 
vital swiichgeai room ol conlroi bldg not logged. not hod L'own.unalicncted & support- 
ed by switcngoar venii'allqr^ dueling adjacent to saloiyro'aied swilchgoor. 
2IMMERMAN.R.P. Region S, Olc ol the Orecior. B0/ii/03. 2pp. 4759J.302- 
47500303 

-8811310187 Insp Ropt 50-344/86 40 on 000B07-10O1.Violaiions r^olOdMaJor areas 
irvspected operaiionat saieiy voniicaiion.msini, survoi'isnco.ovoni lo'>iowup,8ys ongl- 
noetlng & open Item lol’owi^ 

BARRlnC.. SUH.Q.Y.. CRCfwS.J L Rey-on 5. Ofc of ihs Dirociot 06/11/03. 22pp 
47590:304 47590 325 

8811100273 intoims that Violation 00 26 02 re unapproved guide'mos lor accepianso 
ctrwna when porlorm,ng visual insps rosemdod, basod on rov.ow ol addl inlo during 
861024 27 map 

KIRSCll.O.F Rogen 5. Olc ol the Diiector. 08/11/04. COCKFiELO,DW. Portland 
General Efecirrc^ 2pp 475M |I0-475I4.I2O. 

8011160421 Confirms that pnlo'comont conloienco will bo held on 66III7 to discusa 
tosulie of Physical Socumy insp Rapt 50'344/60’45,NRC oniorcemoni opilons & con- 
cams S ilconiao conociivo actions 

SCAftANO.RA Raoon 5. Die Of »» Oracle/. 80/»i/O4 COCKFiBLO,OW Pertiantj 
Gonoral ElOCltlC C-o ip 47644 360 47544 360. 

BBI1150017 Forwaids losponse lo NRC 081006 lit ro v.olation noted dunng Insp ol Ll- 
conso NPF-i.UM rocoohizod naod lor impiovomonis In nuclear security aieaAR 
/kfikrum apM mod Bs menaop' of nuclear eocurity dopi W/o onci 
COCKFlELD.O.w Ponlerid Gonoral Etoclnc Co. U8/ 1 1 /07. Oocumunt Control Branch 
(Documorkt ConIfOl Desk), ip. 47640.100-475-19 109 

B61tfM0324 Si^pl 3 to NRC Into Notico 08-106. "Poodwater Lino Droak." Svc 1st onci 
ROSSI.CE. OvVlSion ol OporalionRi Evonle AssoBsmenl (Ppsi 670411) 66/11/10 
ConsoHdaiod Ed-son Co of Now Yoik, me 1 13pp. 47559.072-47559 l84 

6811090284 NRC Inlo Nollco 0B-oe7. "Pump Wear & Foroign Objocls in Plant Piping 
Sys '* Svc l-ei onci. 

n(9SSi.CE Division ol Oporaiional Evonis Assessment (Post 670411). 86/11/16 
Cr^soHdated Edison Co of Now Yoik, me. If3pp 47601:020 4760 M32. 

6911090403 NRC Inlo Notice 66 088. "Oogradalion of Wosilnghouse ARO Relays." Svc 
■Isi end. 

ROSSI.C.E. Division ol Dporalional Evonis Assessment (Post 670411). 80/lt/l6. 
Consolidaiod Edison Co. of Now York, Inc. 1 13pp. -17597.001 47S97. 1 13. 

6811150068 NRC Info Noiico 80-069, "OogredBiiori ol Kapton Elocincal Insulation" Svc 
list errd 

ROSSI.C.E. Division ol Oporallonoi Events Assossmoni (Post 870411). 60/11/21. 
CortsoMstod Edison Co. of New York, Inc MDpp. 47603 045-47603 1 8i 

6811(60470 NRC Inlo Nolico 86-092, "Potent at lor Sponi Fuol Pool Draindown." Svc 
bsiartcl 

ROS9.C.E. Division ol Operational Events Aesossment (Post 870411) 66/11/22. 
Cot'Mlidaled Edison Co. of Now York, inc. 1 14pp 47606 124-47606-237 

881(100316 NRC Bu'.lelm 08-010, "Nonconlorming Molded Case Circuit Broakors." Svc 
ksl or>cl. 

ROSSI.C.E. Division of Oporollonal Events Assessment (Post 670411). 88/11/22. 
ConsrM dated Ed-son Co. of Now Yoik, Inc I2lpp. 47606. 001-47606. 123. 


n. Periodic operating reports & related correspondence 


88112 10289 Monthly operating repl (or Oct 1666 lor Troian Nuclooi Plant w/861 1 1 1 hr. 
OLMSIEAD.C.A., ULMEn.F.J. Portland Gonoral Elociric Co 86/10/31. 5pp. 
47^253-47596:257 


S. Reporteble occurrences, LERs & related correspondence 

8810260416 LER 60-030-00:on 880917, safely injection pump Inopoieblo duo lo misposi 
llorwd svc water valve SW-237 .Cause undeiorm nod Peiloimenco ol locked valve ii$i 
venticBtlon at more frequent intervals will be eva(uBlod.W/86i0l7 hr. 

HINSON.L. OLM5TEAD.CA. Portland Gonoial Electric Co 66/10/17. 6pp 
47269.0^-47269 055 
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5010250429 LEM 00 029 C3cn eSOOlS.c'am debus found n aefoCy m^clon purrp 0 
lube 0.' coolftf. Caused by rau-ai pbeno nMa o' clam cro*ih m sis waler eys 8 he* 
equate montonng p-ofl'am Flusbrng progtani begunW/U9lOl7 i*f. 

HINSCNl. OlK'STFAD.CA Portland General ElocifC Co &8/I07I7. 9pp 

47262 0U0-472o3 068 

6610200442 LEA 83-028 Ob.cn 8e09i6.while os'ab'iah ig cord.'ucrs r.ecessery lor re- 
pUcerrer.t of iransrrjdc- pT-4£B.iocbT aao oJieriBDiftly trpped inp'ji tstab'o bom an- 
oner •.fans/nillot Caused by dolic crcies m work i.nslruciicr.a.W/OBIOt? Pr. 

HNSONL OLMSTEADCA Pcrt'ar.d Cerseral Electric Co. 80^«0/|7. 5pp. 

47263.210-47263223 

8610250440 Specal repton 8809l2.Tech Spec 37.B I violated Causod bv r^ol Kto 
pump Ceir^Q mcperebie lor nioro than 7 days lor svc rluo to l.ncapabit ly of Uovo'opng 
How rate 013,000 g?m Purrp expnc'fitllo be rostered to svc by 681031 
OLWSTEAD.C A Portiar.d Gonora' EtQcir.o Co 86/10/18. Oocumoni Control Branch 
(Doca-nonl Cc.'ilrol OesM- 1p 47261 346 47281:346 

8810250463 LEA 63-031 00;on 600918. ollsile power souicos not dairnr^stratiKl opera 
ble when emergency dcsui generator A rc.'noved ira.m soc.Caused by personnel 
error Tags hsia'ied to ver Iv ova labil ty ol oHsite povro.'.w/asiOlO Itr 
KERSHULe 0'.l/STtAu.C A PcftiarY) Gorerai Elscitic Co 86/10/10 4()p 

47282:178 47232 161- 


6810260299 LEA 89 032 C0 cn 880924, conitni toorn verhiaion sys inoperable due lo 
inability lo mamian SLllicent DOS livo p’assuio n cor^trol loom Signa vn I be posiod on 
doors oeiwecn ajt^iliary bldg « control bldg. W/Q6 1024 l:r 

KERSHUL.B. OLMSTEAO.C.A Portland General Electric Co Bd/iO/24 Spp. 
47330 336-47339 340 


8811030094 LER 88'l>33'00:on 660930 process radiabon monilar <PAM) 1 dd nol lO- 
ceve rep.-eseniaiive samples during corslarmoni pressure rcducUor) 
oporationsCaused by daslgo deliCisncy. Tcmpo'a.'y mod tor I^M-t sarrpla p'Oba 
:ns1a"od W/eei026 Ur. 

BOWMAN.S.W., OLMSTEAO.CA. Poriiend Gsne.-el Electric Co 60/10/28. 4pp. 
47450:247-47489 250. 


881 1070183 Advises lhai .rrplcinoniei on data lor r«v ol p'oeeduro lor podorrr/ig safety 
eva'iieiions & ireim.'ig po'io-'noi on lovsod procedve prior lo bnpietnontaiion 
char^90d to 661231. 

COCKFIEUO.OW. Porl'ard Cenarei Elocblc Co 68/10/28. Oocumeni Convol Ekanch 
(ObCumenl Control Desk) Ip. 47461 260-474CI.260 

8011090138 Part 21 rep! re deloci m Umliorquo CO'p Suppiod ealoiy- telaied SMB 
vaivo aciualors w/RH insu'aieo dc moiors that may not develop luiirated starting 
lorquo ai elevated srrb’er.t temps Review of motors by i-censeos rocontmerxiod. 
WILKINSON, I E UmilorquO Corp. 08/11/03 Olllco Ol NudOir Reecior AeguidKid. Oh 
rector (Posi 870411] 16pp 47525.227-47525 242 

8611140410 Special rept ro bre barrets remaining .noperetto lor g-eaiet man sevun 
days m iisiod arees-CsuscJ by doors boiig i.nspociod onco ovory s» monihe leading 
10 large number el doors noeef ng repair insp swiiciioiJ lo moniMy. 

OLMSTEAO.CA. Portland Genoral Etccir.; Co. 89/11/04 Oocumenl Coniiel Branch 
(Oocumenl Control OesM 3PP 47544:140-17544.150 

0911150165 LER G0 036-C0cn OOlOtO.conteli'rrcni vori'j'ation i$0!ai>on sys found 
locked in lolowng rnainlTocbn-cian inadvorter.t'y causorl shorl to ground 8 rosullod 
in spjriojs s-goa' immed ate corrective actions lmploiron:odW/86lT09 Ur. 
BOWMAN.SW, OLMSTEAO.CA Portland Gonoral Eiec'/ic Co 68/11/00. 4pp. 
47547097-47547:100 

8811150464 LER 66 035-09cn 661010. pcrsanr.ol data entry orror causes su>\eii*ance 
interval on gaseous radwasfe oxygen monitor Caused by personnel et<cr.r«(sonnel 
ira ned & auiorraieJ scheduling syS rev. sod to provem coiilusion.W/88t i03iii 
&OV»MAN.SVy . OLMSTEAO.C.A Pci/V-ard General Elsciii Co 60/11/0© Spp. 
47546 340-47546 344 

08ft 160076 LEA 68 037-00 on 66063 i.tuib no bldg crane bay access door mcpotebio 
due fa b.-okon lalch Caused by equipme.'ii lailuto due lo ri gn usage of door.Ooor has 
beenb'ocked closed lo p.-eveni cponrg.w/86t 1 1 1 Iti. 

KEflSflUL.A. OLMSTEAO.CA. Porf.and Genera' Eieciric Co. 88/il/tk. 4pp. 
47559 278-47559 261. 


8811160169 LER 88-0i9Oi:an 660223.discovarod that cha.'coal adsorber bardi lor 
Tra'n B conia-rmenl ttye-ogon vo.ni sys rop'sccd on 860212 w/9 m ploco leMing re- 
quired by Tech SpeesCausod by procedu.'ei inadequacy Procedures roviseoVV/ 

661111 Hr. 

BOWMAN.SW. OLMS1EAO.CA Portland General Eiccir.c Co. 68/tl/M. 5pp. 
47669 261-47569 265 


881 1 180097 LEA 89 039 -CO on 681014. exionsivo roviow of RCS ros sisnce temp cfeiec* 
lor (ATO) concluded that RTOa noi cai-br Caused tw failure lo I'ltplcmont Tech Spec 
sutve lianc0.Ccmpai8l.ve check ol spare & acive RT^Ds poilormcd W/831tl4 Hr. 
K6ASHUL.B. OLMSTEAD.C.A Porl'and General Eleclnc Co 68/11/14 Spp. 
47687:228-47537 232. 


8611230417 PNO-V-fl9 060 on 681 1 lO.iurbino Irip/reacior trip on hi M sleam generator 
level occurred Caused by lau ly conirolor for loodwalor roguiaiion valvo cm eloani 
geno'ator A Licensoo develop ng act ors lo addiose probloms. 

JOHNSON.P, BARA.R Region S. Olc o‘ the Director. 86/11/15 Ip. 47623.003- 


V. Operator Exanilnalions 


0811140378 Noi I es ol 8901 10 mooting in San Francisco.CA to ri scuss NTIC pokcips & 
prgjedures for opora'or Iccrvsno aci vdy In Reg on V.Agonda end 
KfRSCH.OF Aegon 5, Olc Ol Iho Oircclpr. 89/11/03 MCHOLS.S Pcrtland General 
tleciiicDfi rinn a7fiia nsc .muiR-no? 


DOCKET 50-346 DAVIS-DES3E NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protecllon plans 

6811630043 Rev 0 to Eme.-gor.cy War* Imjilomenting Procedure HS-EP 02000, •'Modical 
Envargonc-os." 

IH1QAULT,C.. WASLIKJS Toledo Ed son Co 06/08/02 I6pp 47425 044- 
47425:059 

0810280056 Rev 2 lo Emoigency Plan Implomommg Ptneedure MS-EP-OtSOO, ' Cmet- 
goncy Classil cot-on." 

' Toledo Edistxi Co. 98/09/26. C6pp 47340.119-47340 166 

6810250083 Fofvvetds Safety Insp Repl 50-346/6B.28 on 000012-16 & tOi 1 & noilcool 
v.otal on.NRC will coniinuo lo rrroniioi uti* ovois ghi ol f-ro walch program 
MiLLE«>4J. Hcgicn 3. Olc of Ihe D.roctor 00/10/19. SHELTONXl. Toledo Ed son 
Co. 2pp 472C6 301 47266 316. 

--66I02SO0B4 r.'otJco of violouon from msp on 800912-16 8 lOll.Violoiicn 
noieddeiorni TiOd ihal on four occasions, persons poilorminn continuous Iro woich 
duuoa loutvd sleep nj or doz.ng & conllnous liro walchos not oslablishcd wiihin 1 h. 
MILLER.HJ. RegonS. OlCOl theOiroclOi. 80/10/19. ip 47266 303-4 7266 303. 

••0810250085 insp Aopt 50.346/08-20 un BSOOI2-16 & 101 i.vio'aiions noiod. Major 
areas Inspeclodlrcen&oo action on previous Insp Imdings & limited scope tiro proicc- 
iton program lovlaiv. includi-ig hold oxsm of jtienl adminlslreiivs conirols 
KUBICWO.J. ULIE.J.M., GAAONEA.n N. Rogion 3, Olc of the Director. 00/10/19. 
iSpp 47266 304-4726 6 318 

8811210317 Rev i2 lo "DaviS-Bossu Nucloar Power Slallon Emorgency Plan " 

• To'odoEthSOn Co. 60/10/25 267pp 47012.001-47012317. 

88I03104SS Forwards Soloiy Inep Rnpl 50-346/00-34 on 000912-16 & t003-05.ViolJ- 
hoos rkoiedCoriBiri allegations of improper work practices Involved nonsoleiy-ralaiod 
<iiici work «i boric acid room Liconsoo should review accuracy of concern. 
HARRlSOM.J J Region 3, Ofe 0< iho DIteciot. 60/10/26. ShiELTON.O. Toledo Edison 
Co 2pp 4?376:20M7376217. 

-8810310461 Insp Ropi 50-346/66-34 on e009l?-i6 & 1003 05.No vIolBlIons or dovl- 
aiions noted Mejoi eiees •nspncrod BiioQaiione made by formor employee ro corta-n 
guaiity & seTagyards loouucmenia vioieiod during instanaiion of li'o dampers 
SCI1APKER.JP.. ULIE.Jm. KNlCELEY,J.n. Region 3. OfC ol IhO Oiroctor. 66/10/24. 
9pp 47376 209 47376 217. 

8810310017 Gonerie in 8d-i0 lo a'l fuel cycle facl'iiy llconaoos 
possossmg.using.imporiing.oaiioriirio or iransnoriing lormula quaniiies ol airalegie 
sNM re use ol oeaoiy foice by i-ceri$oe guords lo prevani iiiofi of SNM.Svc list end 
OURNETT.fl.F. Div.slon ol Saienuards & Transportation (Post 070413). OQ/iO/20. 
Consol dated Edison Co o' Now York. inc. 3ipp. 47513 04 7-47613 077. 

8811070234 infoims lhai lachiy chbson lor sofeguarris regulatory olloclivenosa reviews 
lot wk ol 981 114-16 List Of loam members requiring unosconod Access 
enci.Apptop«'alo ptsnt petsonnoi support roquostod lot team s^>firoups.W/o oncl. 
GREGeR.l n. nogion 3. Olo o' ino D-rocior. 08/10/31. SHELToN.D Toledo Edison 
Co ipp 47458 3W 47458 361, 


H. Oeneral correspondence 

8811140004 Commeni on proposad.rulo tOCFRSO re NUREG-1317. "nagu'alory Op- 
tions lor Nuclear Ptani License Aonowal."’ Endorses position & commonts provIcTod by 
B8W Owrtois Group 681026 subrnilial 

SHELTQN.OC Toledo Edison Co. 00/11/02 Documeni Conuol Branch (Documoni 
ConVolOosk) Ip. 47405090-47405:090 

8811100434 Commoni opposing proposed rule lOCFREO re random drug 
lostmg Conews w/Commiss oner Roborls ihol behavioral obsotvailon by irainod eu 
potviaois w4t daVoct diug sbitsat w/tess intiusion of piivAcy it'ien lantSom iesltr^g 
TSCHERNE.L J. Iniornahonal Brolherliood ol Electrical Workers. 08/ 1 1/tO. Oockoting 
8 Sorvicos Ckarvcft. 2pp 47540 170-47540 171. 


P. OperaLIng license stage documenls 8. correspondence 

8891140134 Fonwa'da noilco ol considoraiion ol issuance of amend to License NPP-3 A 
opponuniiy lor pnoi hoa'ing re ulil B70807 amend application. 

OE AGAZ10.AW. Projoci Diieclorato lll-l. 87/12/29. SHELTON, DC. Toledo Ed-son 
Co 2pp 44033 166-44033:204. 

8809010213 Forwards anv-ron assessment & findir^ ol no signilicani Impact ro uM 
870727 applicaliort lot amonO to License NPF-3 revising rosponso timos lor 
MSlVs.9afaw leaiuros ays & sieam i feodwalor rupture control sys. 

OE AGAZtO.AW. Pioloci DiiocloratB ill 3. 08/06/25 SHELTON, DC Toledo Edison 
Co. 2pp 46736 336-46739 343. 

8810180360 Generic LIr 80-17 to All holders ol OLs or CPs lor PWAe re loss ol 
OHR Svc list encl. 

CRUTCHFiGLO.D. Associaie OTOClor for Proiecis (Post 070411). 06/10/17. Conso’l- 
dated Edison Co ol Naw York. Inc. 84pp 47279.156-47270 241. 

8810250164 GonotiC LIr 68-18 10 all bcensoes of oporniing reactors & holders of CPs ib 
plan! record storage on ophcal riisks.Svc list encl. 

CRUTCHRELD.D. Associate Director lor Projects (Post 870411). 88/10/20. Consoli- 
dated Ed-son Co ol New York. Inc. 45pp 47513:001-47513 046. 

8811020394 Submits p'an (or rooi^anirabon ol onginoering assurance (EA) from OA 
dopi IP engineering dopi lor review & approval Now EA orgonizeiion will assume 
mality review ol procurement documents 

SHELTON.OC lolodo Edisort Co. 66/10/21 Documeni Control Branch (Oocumoni 
Control Desk) Opp 47414-149-47414 168 

8811080312 Discusses uni ATWS design requirements & implomontalion schedule UH 
plans to design & install ATWS sys by end of sixth refueling ouiago 
SHELTON.O-C. Toledo Edison Co. 88/10/31. Oocumenl Control Branch (Oocumenl 
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BS1I10011? Provides info re environ qua’ilicaiion of not leg level moniionng sys 
oomponenis.per Reg Gu'do 1.97 & IQCFR5049 Hot leg level moMtonng sys locaied 
be'ow max Hood level in containmcnl following LOCA 

SHELTONOC Toledo Edison Co. 89/l0/3t. Docomont Control Branch <Documont 
Control Desk) 2pp. 47514 129 4 76t4 t30. 


-0810310461 insp Repi 5I>-346/ee'34 ort 860912-16 & 1003-06 No violations or davi 
acofta noted. Major areas mspecied al'egations made hy former eri<pioyee re certain 
quatty & safoguards rogu remonis violated during Installation o< (ire dampers. 
SCHAPKEfi.JT., ULIEJ.M.. KNICELEYJ.H Region 3, QIC ol me Oirectcr 88/10/24. 
gpp 473?e209-47376 2f7 


6811160322 Forwards application for amend to License NPF-a.deiQiiftg Tech Spec 
4 0 2.0 ro 18-month surve lianco tequiremonis Foo paid 

SHELTON. DC Toledo Edison Co. 88/10/31. Documeni Control OrarKh (Documenl 
Conl/o) Desk) 2pp 47559.21 ^•47550 226 

-8811180324 Application lor amond 10 License NPF-3.deleii/ig Tech Spec 4 0 2.b applf> 
cabi'ity to lO-monih surveillance roqu rements 

MYEFIS.T.J Toledo Edison Co. 86/10/31. lOpp 47659 213-47559 222. 

-8611160330 Proposed Tech Spocs.deieling appHcabriiy lo la-monlh eurveitanco re- 
quiremonts 

• Toledo Edison Co 88/10/31. 3pp 4/559 223-47559 225 

6811090139 Addresses piloriiizotion of subtesk, Generic Issue I2S.I.5. "Salety Sys 
Tested In Condrtron.s fleqorred by Design Oes-s." End pnofih^ehcn evafuaUon schsd- 
u'ed for Incorporation into NUREG-0933. "Priorititaiion ol Generic Safely issues." 
BECKJOnO.ES. Office of Nuclear Regulatory Rosoarch, Oirocior (Posi 860720). 86/ 
tt/03 HOUSTON, RW. Division of Safety Issue RQSO'ulion (Post 6BQ717). iBpp. 
47484.052 47484.067. 

8811140430 Notificaiion of 881117 meeiing w/uM In RockviMe.MO to discuss proposed 
fuel eniichmont change appiicallon 

DE AQAZIO.AW. P(Q|OCl Oirecloiaio 111-3. 88/(1/00 HANNON.JN. Pro)ecl O^octor- 
aie 111-3 2pp 47535:165-47535 156. 

6811230162 Final response lo FOlA request (or documenia. Forwards Apj> U 
documenls App u documents also svailabfe In POR App U document wrthheM (rof 
FOlA ExompUon 5). 

ORIMSLEY.O.H NRC • No Oeieifed Affil-alion Given. 86/11/08. JONES.CR Alliiiatlon 
Not Assigned. 4pp. 47686.053-47585.058. 

-8709170046 Forwards lisl of current (no piolecilon onforcement actiona.pet 8Sii06 
request Suggesied schedule for aflociod licensees to comply w/App FI toquiromonis 
will bo provided. 

OIRCKS.W J Ole of the Ekocutivo Director for Operallona SECY-B5-306A 65/12703. 
4pp. 47566.059-47685 066. 


Q. Inspection reports, IE Bulletins 6 correspondsnes 

6810090349 NRC Info Notice 88 079. "Misuse of Flashing Lights for High Radialion 
Ares Controls " Svc list onci 

ROSSi.CE Division ol Operational Events Aasossmeni (Post 6704II). 60/10/07. 
Consolidated Edison Co. of New York, Inc. I23pp 47279 242-47260.003. 

6610070114 NRC Inlo Notico 80-082. "Torus Sho'is w/Conos-on S Degraded CosUngs 
in BWR Conlalnmonle." Svc lisl onci 

ROSSI.CE. D-vision of Operational Events Assessment (Post 870411). 66/10/14. 
Conso'idaied Edison Co ol Now York, Inc. i (Opp 47380;i24-4726O:235. 


6811070234 Informs that facility chosen for ssleguards rogulaiory oHecuveness reviews 
for wk of 801 114-16 List of loam members requiring unescorted access 
enof.Approprisie plant personnel support requested lor team subgroups.W/o enci 
aReaEfJ.L.n. Region 3, Ofc of Iho D/ocior. SO/iO/31. SHEl.TON.O. Toledo Edson 
Co 2pp 47458 360 47458 361 

8611100166 Formal'/cs requosi lor lisiod docurrunls re audit to verity resolution of IE 
BUIeen 79.27 schedulod lor 680109-13 Req.jesi ongma'iy made during 881017 & 28 
drscirssfona 

0£ AOA2lO,AW. Pro)ocl Direciorale IH-3. 88/10/31. SHELTON.OC. To’odo Edison 
Co. 3p0. 47535 001-47535 003 

8811176061 Provides supplomonini response to vloiailon noted In Insp Ropi 50-346/88- 
12 Memo Issued to all personnel w/d rociions lo road applicablo pages of msp ropt to 
underaiand what consiliulss unaccepiablo practice at facility 
SHEtTONO.C. Toledo Edison Co. 80/11/09. Documenl Conitol Branch (Documeni 
COOUCM Desk) fp. 47567:137-47567:137 

6811040324 Suppl 3 lo NRC Info Notice 86-106, "Feedwater Lino GieaK." Svc list end. 
ROSSI.CE. c5ivlsion of Operational Events Assessment (Post 870411] 86/11/10. 
ConsolkfaloU Edison Co. ot Now York, Inc. 1 13pp 47559 072-47559-184. 

8611090264 NRC Info Noiice 88-067, "Pump Wear 6 Foreign Objecis in Plant Piping 
Sye " Svc list onci 

ROSSI.CE. Division pi Opoiai.onal Events Assossmoni (Post 870411). 86 /tl/l 6. 
Consolldaieti Edison Co. ol New York, Inc U3pp 47601.020-47601:132 

861 1090403 NRC Info Notice B8-06D. "Dogredotion ol Wosimghouso ARO Relays" Svc 
list ertci. 

ftOSSi.C.E Drviston of Operational Events Assessment (Piast 8/04ii) 86 /tt/l 6. 
Consokdated Edison Co of Now York, Inc. 1i3pp. 47597:001-47507.113 

6811230446 GN 88-100 on 881 l2l,ordoi modify.ng license 6 noiico of vidaton & pro- 
posed lmpos-l>on o< civ-l penally in amount $60,000 wi'l be Issued. Notice based on 
detbereto laymg off of OC Inspector for rs'si'ng safely Issue 
PERFETTi.n.. llEBERMAN.J. Ole of Enforcemeni (Posi 070413), 88/11/16 tp. 
47616:185 47616 165 

6B111600B6 NRC Into Notice 86-080. "DogradBlion of Kspion Elecir>eal insuialion " 8vc 
I4( end 

RO$SI.C£ Oivisioh ot Oporoiionsi Events Assessment (Post 670411). 86/11/21. 
(^nsokdaiod Edison Co. of New York, inc. i i3pp 47603:045-47603 f6t 

6811220450 Forwards notice of violation & proposed Imposiion of civil penally In 
amouni of $60,000 6 order modilyrng iKenso. 

TAYLOR.J.M. Deputy Execuiivo Diroclor lot Huyunnl Oporolions, EDO (Post 870413). 
60/11/21. COELMAff.M R Toledo Edison Co. 4pp 47027;2e7.47027:298, 


8610140212 NRC Info Noi<co 08-085. "Broken Rotalnlng Block Studs onAnchOf Oaring 
Cneck Valves " Svc irsi onci. 

ROSSI.CE. Division ol Operational Events Assessmoni (Post 670411). 60/10/14. 
Consolidaied Edison Co oINow York.inc ItOpp. 47463:t99-47463.3l6 

6610260292 Forwards response 10 NRC 800914 roquesi lor sddi into re OonorlC Ur 83- 
20 Homs 3.2 t & 3 2 2 Enhencemenis lo Procedure AO 1044 00. "Momi" listed. 
ShElTON.O.C Toledo Gd'Son Co. 88/10/14, Oocumertl Control Branch (Document 
Control Desk). 6pp. 47260:126-47269.131. 

6610260083 Forwards Safety insp flcpt SO 346/06-28 on 080912-16 & tOl 1 & notice ol 
violation NRC will conllnuo to monitor util oversight of l<ra watch pro^em 
MlLLER.HJ Region 3, Ofc of the Diroclor. 66/tO/lO. SHELTOd.O. Tolodo Edison 
Co. 2pp. 47266:301-47266 316. 

—8810260064 Notice ol vio'ntion Irom Insp on 660012-16 & lOlt.Violeiion 
noted determined Itial on four occasions, persons peilotm ng continuous firo watch 
duties found sfcopinfl or dozing S conilnous fno waicbss nol osiabSshod wiiWn 1 h 
MIUGH.H J. Region 3, Ofc of ino Director. 80/10/18. Ip. 47266 303-47266.303 

-S61026008S Insp Ropt 60-346/86-26 on 860912-16 & lOf t.VlolBlIons ixfiod. Me|ot 
areas inspected. licensee acllon on previous insp findings & limited scopo fir© proiec- 
lion program review. Including liold exam ol plant admlnlsiraliva controls. 

KUBICW.DJ. ULIE.J.M, OfflONEH.R N. Reg-on 3, Ole ol the Dfroclor 68/10/19. 
I6pp. 47266.304-47266318. 


-66112304S3 Noiico ol vio’ation 5. proposed imposit'ort ol civil ponalty m amount ol 
^.OOO.V(0>aiior) noiod.OC inspecid discharged from work nf ploni by oc supervisor 
lor idoniilylng 6 pursuing insoiulion of lai'uro to lol'ow quality procoduro. 

TAYLOn.J M Dopuiy Executive Director lor Rogtonel Operailons. EDO (Post 870413). 
68/11/21 2pp. 47627.291-47627:292 

-691 1220456 Order mo(3>ly-ng llcenao NFF.3 re olleosiion iclenliliod from 880604 090S 
Irtsp concerning discrlmiiistory layoff by lormoi qC menagei of QC Inspector el 
pleni.Noiice of viofeiion & proposed imposiiion of civil ponsily issued. 

TAYLOR J.M. Oopuly ExoculivO DirSClor lor Regional Opcrai-ons, EDO (Post 670413). 
88/11/21. To'edo Edison Co. 6pp. 47e27;203-47627:29B 

8811160470 NRC Into Notice 68-092. "Poienlial lor Spent Fuel Pool Diomdown" Svc 
ii8l enci. 

ROSSi.C-E. Division ol Operational Evonla Aesessmoni (Posi 870411). 08/11/22. 
ConsofIdBted Ed-son Co. ol New York, Inc. 1 14pp 4/600 124-47606:237. 

6611180315 NRC Bulletin 68-010. "Nonconform.ng Molded Case Circuit Gieakors." Svc 
ksl end. 

ROSSI.CE Otvlslon ot Oporailona! Events Assassmont (Post 070411). 88/11/22. 
Ckmsoi^Iaied Edison Co. of New Yoik. Inc lEipp. 47806 001-47606:123. 


n. Perlodio operaling reporU & related correspondence 


0610140016 NRC Info Notice 88-064, "Deleclivo Motor Siieft Keys In Llmltoique Motor 
Actuators " Svc list onci 

ROSSI.CE. Division of Operational Events Assessment (Posi 0704(1). 86/10/20. 
Cohso'.ldaietf Edison Co. of Now York, Inc. I I9pp. 47280.004.47280:123. 


6610250240 Monthly oporatmg repl tor Sept I988 lor Davis Bease Nuclear Power Sta- 
tion LMl I.W/B81614 Hr. 

CIPRIW4( J.. STORE, L F. Tolodo Edison Co 88/09/30. Bpp. 47263:1 60-47263:163. 


8810170391 NRC Info Notice 66-086. "Operating W/Multiple Grounds In OC Olsinbirtion 
Sys." Svc list end. 

ROSSI.CE. Division ot OpereHonsI Events Assessment (Post 0704H}. 68/10/21. 
Consol.dalod Edison Co. of Now York, Inc. 1 1 0pp. 47463.081 -47463:197. 


6811020307 Requests cierilicallon of training requ'.remants for plant. Rescission of 
600305 order requoaiod, because operator training programs meet 10CFR56 
requironienls.lNPO accredited & use sys approach to Irsining. 

SHELTONOC Tolodo Edison Co. 68/10/21. Documoni Control Branch (Documani 
Control Desk). 2pp. 47414.296 47414:297. 

6811030210 Responds lo NRC 860922 Hr re violations noted In Insp Root 60-346/66- 
t2.Correciive actions training conducted for all supervisory personnel & Included de- 
tailed discussion ol supervisor role in PCAO process. 

SHELTON DC Tolodo Edison Co. 68/10/25. Documeni Control Branch (Documenl 
Control Desk). 6pp. 47427 O79-47427;0B4. 

8610310455 Forwards Safely Insp Repl 60-346/86-34 on 880012-16 & 1003-0S.Vlola- 
tlons noied.Ceriein allegaifens of improp^ ''wk piacHces involved ncnsafety-refaled 
duct work iri boric acid room. Licensee should review accuracy ol concern. 

HARRISON JJ. Region 3, Ole of the Director. 88/10/26. SHELTON.D. Toledo Edison 
Co. 2pp. 47376 207-47376:217. 


8611210312 Monlhly oporelino repl lor Oct 1988 (or Oavls-Bosso Un.l 1. W/0911 15 Ur. 
SARSOUR.B.. STORZ.L.F. Toledo Edison Co. 88/10/31. 6pp. 47606 296 47596 301. 


8. Rsporlsbie oecurrenoes, LERs & related correspondence 

6811090126 Part 21 repl re delect In Llmiiorquo Coip supplied safety- related SMB 
valve acM/Slors w/RH Insulaled do motors Inal may nol develop full-rofed siartfig 
torque ai elevated amblenl lomps. Review of moiora by licensees recommended. 
WILKlNSON,I.E. LImilorque Corp. 08/11/03. Office ol Nuclear Reactor Regulallon. Di- 
rector (Post 870411). 16pp. 47526:227-47526:242. 

6811160139 LER 66-0)6 Ol.on 880702.loose parts discovered in reactor vessel durir\g 
prefuol.ng insp.Caused by high cycle thermal iatigue fai'ure & poor cleanliness 
control. Cteanliness procedures revlaed.W/dSt 1 1 1 Itr. 

<30ROON.C.S., 8TOBZ,L.F, Toledo Ed.sonCO. 88/11/11. 6pp 47587:213-47687:218. 

6611160300 LER 8e-C22-00:on 88iOI4,(8ilufe to lost automello ecluallon ol lire sptin- 
Mw sys dlacovored.Caused by human error. Surveillance Test Procedure ST 6016.15 
changed lo require simulated automatic actuation ol sprinkler ays.W/88t1 1 1 lit. 
OAFT.C.T., STORZ.L.F. Toledo Ed-son Co. 88/11/11. 6pp. 47683:356-47683:361. 
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U. Conjresjlonal/Eiecutive CorrespondeoM 


««107?M27 Rssporos O W03U ly i@ o 

ol a'l^c^ ai piirtCoriT..ss.cn d«J r>oi auWire fe.aase ce Oic w in/«^ 

BOelmSTM CcTtr.^vcn^v e9fM<23 ShElTON.OC To:«to Ediso-. Co 1P- 
a75a62964?336 299 

-M10J7MM 5609t? Vdfy n Ioie*i Bide fe OtSce 

COrcOfniog 661231 i.-Widarj in-y/.ng (MM maiasct f ul l.•lyMl•9a.on by Ofc ol to- 

S^LIOHOC Xole^iQ Edison Co 89/08/17 2£CH,L.W Co'n.tussioows 3pp 
47336292-47306 299 

Ut03«0439 in'ofTs u-ai sa*t con-.pio;«l renew ol po/wns cl Ole ot l-ivesi48»fls ^ 
add/esi/Tig M.ness 'or duly issues r® semof rranag*/ al piani 8 iiceosee oveuiQawin 

oirtsuos. Forwards AB Day'S 691003 Hf/eiasoNbcn ol issue 

zeCH.LvV Cortmisveners 88/iO/OS SKAPP.PR. House ol Rep. Efte»gy8 Com 
rierco IP 4732 * 337-47321 343 

•^a 1026044 1 Recuesis rep! le 'esuiis ol u'.i tenews ol piam manage/ actions & bebav- 
iproo 681231 4 e.aioewn ol pfpceduros m place Iv ensuring p/ope/ mara w coM'oi 
room decorum, wthin 30 days . . ^ c 

OAviSaB NPC No Deia.iod A'lJiawn G.-/en 66/10/04 Toledo Eebsor* Co opp 
47321 338-47321 342 


-aatl)2S044S Retjyesis mal subcommitiee be lepl f 'or/ned ol any planj by NRC 10 
laiie er'cxce/^eni actcm.c/ nci lo la^e enio/eemenl aciion.re a.iegabors ot mston- 
duct tv sernor /narjoer al piani 

SH/VtPPR House d Rep, Energ, 8 Commerce 68/09714 Comni>$s>OAets Ip 
47321343 47321 343 


8811040216 Pespdr*ds to 860316 IV re 861231 nciderui plar.i & HRC poicy lor detar- 
muMrvg wheViei HRC or leensee shoo'd ir^esugaie such cases Policy on oeterirnn-ng 
who snouid invesvga'o a-egavons siaiedmencl Manual Chaplet 08i2 
2ECHIW Corvejsswneis 68/10/31 GlENN.j Sena'e. Co-eiruner.rai Atlaus 2pp 
47538 187-47538 277 


-8811040218 Discusses aHegaiors cenumed in Com/niss<on repi of invosVMMA ol 
681231 modem ai ptariEipJanaVon ol pcwcy m (Jeiai/r»r,-'ig or nosMRC w* 

■neeatigala case roquesicd 

GLEN.SJ Senate. GoverRmcniai A'fArs 88709/15 EECH.C Com.miss4Mt6i9 89pp 
47538 189 47538 272 


V. Operalor E>a/ii)naUona 

6611020302 Poquesis clan'>ca!)on at (/aning raguiremen's (or piani RescissiOA ol 
800305 order regues'ed.because ope/aior (ranng programs meet t0CFR55 
raot«emer‘i$,iSPO aeoiedi'ed i use sys approach lo vaniM 
SHELTON.OC Tol^ EdiMh Co 887l0/2l Oocum^r.i (loruol Sranch (Oocvtreni 
Control Oeskl 2p0 4 7414 298-47414 297. 

64 1 10701 5$ RoQueaia rei mails Fsiedm enci be provided 'or kenvnd eiam scheduled 
lor iaV ol 890130 

WRIQHT.QC Region 3. Oic ol (he Oeecior 88/10/26 SHztTON.O Toledo Edison 
Co I2pp 47460 065-47460 098 


DOCKET 60-348 JOSEPH M. PARLEY HUCLEAR PLAKT. UNIT f 


6610310057 Oenei'C l-V 69-10 10 OJ luQi Cyclo laciMy liCMisaes 

oossess«Qu»ng,<mpofi«9.o»pofling oi iianspo'imo lormu’a Quantiiios ol si-aw 
SNM 19 uso ol deadly lo'ce by i censao guards lo p'ovoni moll ol SUM Sve '.ai ei^ 
BunNsnRF. Owson ol SBtoouetds 5 Tianspoitauon (Post 870413) ea/mm 
Consol dated Edison Co ol Now York, Inc 3lpp 47513047-47613.077 

8811180214 Am 6 Id Efi'eiBei'^Y imp'^menl-ng Procadu'o GO EiP-no, "Coipotas6 a-. 
iivaiion 4 Noolcaiion Procedures " W/881031 hr 


8611088381 forwerds insp Rcpls 50-348/88 27 & 50-304/88-27 on 880026-30 No vw- 
latons or dOvisliOnS nOled . . _ . 

HERDTAR Region 2. Oic ol iho Dneclo*. 08/11/03. HAlRSTON.Vi.G. Aiaoarna 
PowofCo 2pp 47514 001-47614 027 

-88I10S03S7 Insp ReplS 50-348/00-27 S 50-364/88 27 on 880928-30. Unresolved ilen 
noi^Maior areas Inspected App R complianco & post-fire safe shuldOiy.i 
caoabiMyjnciud ng plant mod leview & rovoriNcaupn of App R liro prolection features 
wSeMANOR. CONLON.T.E. flogon 2. OIC ol Iho D.rociOf. 88/10/28 25pp 
476I4«03-475I4:027 


88III80154 Adv<$os lhal OSO016 Rev 16 10 physical socuriiy plan consisiont w/pigv.- 
sions ol l0CFR5054{o] & accopleble 

CLlilELVE Regon 2. 0/C of Ihe Diraclor 08/11/07. HAIRSTON.W.G. Alabams 
ROMOf'Co 3pp 47583 105-47583 107 


8811180020 Revised ametoency plan implomoinma procoduros.lnduding Rev I4 io 
fNr>-0 ElP-6. 'Teclinlcal Support to Emo/gency Plan" & flov 62 lo fNP 0 EiPB, 
'Erneraenev Corr-municalions ' W/661 108 Hr. 

HUOSPETHJ.B Atsbsms Power Co 00/11/08. 85pp. 47550 330-47560043. 


H. General corraaponilsrice 

6811090298 Co<r-n>onl pn proposed rulo lOCPRSO ro NUREG-1317, "Reguielory Op- 
tions lor NuCesr Piani License Ronowal " Endorsos NUMARC NUPLEX working 
group comntenls.iricluding use ol licensing basis al ladfily when renewal applicatipn 
subrnnod 

MCOONALO.RP Alabama Power Co. 60/ 10/27. CHILK.S J. Olfico ol the Secretaiyof 
the Coenmission 6pp 47435.060-47435 065 

6611300393 Endprsas NUMARC 681116 commonls on proposed rulo 10CFR26 re Fit- 
ness lor Duty Program 

KMRSTOn.wO Alabama Power Co. 88/11/10. CHiiK.S.J. Office of t>ie Sec/etaiy of 
•ho Commission sp 47633 356-47633 356 


P. Operating iieensa siaga decumenla 6 corraspondonee 


6810160350 Generic lii 88-17 to an holders ol OLs or CPs (0/ PWRs ro loss ol 
OHfl Sve fiM eoci 

CRUTCHFIELOO Associeip Director lor Piojocts (Post 070411) ee/tO/17. Conso'i- 
dated EdisonCo ol Now York, inc 64pp. 47279. 156-47279.2<I1. 


8810250184 Generic Ur 88- 18 10 all licenseoe ol oporaUng roactore 6 holders of CPs is 
pieni record etorage on optical disks.Svc hsi end. 

CRUTCHFiElO.O. Asspciaio Dliecior loi Projocis (Posi 670411). 06/10/20. ConsoH- 
d«iea£d.softCo.«1NcwYbik,lftc. 4Spp. 47513 001-A7513-.046 


F. Security, medical, emergency 6 (ire proieciion plans 

6810370138 Rev 59 lo Emergency Plan Impiementng Procedure FKP-O-EiPO. "Emer- 
gency Commuhicaiioris.'' 

^ Alabarna Power Co B8'07/29 42pp. 47342 037-47342 0?d. 


8611040338 Reouesis NRC approval of rnlerpretaiion ol Todi Spec 4.7.9 a provisions 
re srA/bber v«uei itisp Approval lequeetbd piioi to 890205.to predode eucmiuai oi 
Tech Spec amend roguesi. Fee paid. 

HAiRSiON.W.O Aiabsme Power Co 66/10/26. Oocumonl Control Branch (Docu- 
ir«ntCon8ol OosK) 2pp. 4743&O10-47435:O19. 


6610360518 Rev 60 lo Emergency Plan irnpierrenting Procedure FkP-GEiPA. "Emer- 
gency CornmumcaViOfis." 

' Alabiania Power Co 68/CS/l542pp 47281 030-47261 07t 

8810280503 P.e-Ased eme^ncy plan <mpiemeni,ng proceduies.inciuOhg Roy 22 to 
PNP-O-EiP- 9. ' Radiation Ej^iosure Esunaiton A Ciass<l>cabon oi Emergencies" & Rev 
25 (0 FNP4>£iP-26. "Olfvie NoDlicavon' 

' Alabama Power Co 88'08/2 4 36w 47260240-47380276 

8810190287 Forwards binders to repiecs current emergency clan bndets oet AdnwAs- 
tratrve Pcoce^e F NP-O- AP-4 . 

HUDSPETH.JB Alabama Power Co 8fl/i0/i0 Oociur'eni Control Branch (Documem 
Control Desk) 3pp. 47280357-47280 358 

6610250291 Forwa/ds InspRepts 50.348/68-25 A 50-364/68-25 on 880e22-76Nov«- 
laucns or dsnabons noiod. 

CUNE.WE. Report 2. Ofc ol ihe D/ecioc 88/10M2 MAIRSTONWG Alabama 
Power Co 2W 47272307-47272309. 


-861025^5 Parualty wirmeid lose RfpU 50348/8825 A 50-384/86-25 ott 680622,28 
(rel lMffi2.790 A 732i)Ma)or a/eas inspected secunty plan A miptemenimg 
organaaiion.records A repts A losing A ma'nL 
STAW86Rn¥,WW, MCOUiRB.D Region 2. Ole ol the Oirecior 88/10/12. Ip 


881025M32 Hev 23 lo Emergency Plan Impiemanang Procedure FNp-O EiP-9 "Rsd 
ebon Euostire Esbmatioo A Oassificaijon ol Emergencies" w/88i0t 7 lii 
HUOSPBlHj.8 Aiaba-na Power Co 88/10/17. Il3pp 47266 166-47266279. 

86I025(M84 Rev 13 lo Emergency Plan irpplemenung Procedure FNP-o-EiP-27 "AeUw 
iwi.?' thwrge^ Operabons Factlriy" A Rev 26 lo fNP O-ElP-26. "Ollstle Nolito 
DOi\ W/odt0l8ttf 

HUOGPrrH,J B. AldMma Power Co. 68/10/18. 4$pp. 47269004 47269049, 

8610250038 Rev 21 to Err.efgeocy Ran Imptemenung Procedure FNP-O-EIP-IB. "Ema 
oency^cWxmer«ASopptos"W/88i0l9lv ", t-me 

MUSOPETH.J B. Alabama Power Co 68/10/19. 93pp 47266 063 47266 165 

WU0««e Revised Anachmcnis A A B. •'On-Caii Schedule" lo Emeroenev Ptanimoi 
meniirw ftpcedi/e FNP-0-ElP-e.W/eei025 ttr ^ 

HUO&reiHje Alabama Power Co 68/10/25. Opp. 47427 085-47427.093, 


8611030177 Noiiiies that 880524 A 0909 eubmiiiols provided accepleble response lo 
Generic LU SB-DOAnnunc-alors or) ma n conUol board panel would provide alert to bp 
oreiore eijxesoi Ugh lamp alarm level. 

REEVeS.EA PfO|ed Direcioteio ll-l. 88/10/20. HAIRSTON.W.G. Alabama Power Co. 
3pp 47422225 47422 227. 

6611070042 Forwards safoty eva'uallon rq complation ol MPA A-20, "ATWS 
Hoie.l0CFR50.82.” ATWS miligaling sys acluellon circuitry design In compliance w' 
leouremenis of rule 

REEVES.E A. Pideci Diredorale IM. 66/10/31. HAIRSTON,W.G. Alabama Power Co. 
2pp. 47461 222-4>46l;232. 

-6811070046 Safoty evaluation supporting ATWS Rule.lOCFRBO 62. 

• OHice (d Nuclear Reacior Regulation, Dirnclor (Post 870411). 06/10/31. 9pp- 
47461:224^7481:232. 

8811160017 Advises Ihei Unii 1 881006 response to Generic Lir 67*02 under review A 
KMuosi (or extension considered closed. 

REEVES.EA. Ptoled Oreciwaie ll-t. 06/11/ 15. HAIRSTON.W.G. Alabama Power Co. 
4pp. 47587 265-47687 258 


n inapecllon reperti, IE Bullelina A correspondence 


8610030249 NRC Info NoHce 00 079, "Misuse of Flashing Ligtils for High RadiaWn 
Area Controls " Sve hsl end. 

ROSSI.C.E. Division of Operational Events Assessment (Post B70411). 88/10/07- 
ConsdKfa'ed Edison Co. of New York, Inc. 123pp. 47279.242-472eO:003. 

0S102M291 Forwards Insp Repts 6Q-348/88-26 & 60-364/80-25 on 08O022-26 No vio- 
lations (H deviations noted. 

CUNE.W.E, Region 2. Ofc of the Director. 86/10/12. HAIRSTON.W.G. Alabama 
Power Ca 2pp. 47272J07-47272:309. 


-6610250295 Partially withheld Insp Repts 60-348/88-26 A 60-364/08-25 on 600022-28 
fref t0CTfl2.790 A 73.2t).Melo« areas inspected. seturiVy plan & implemerumg 
pwe(bMes.mgi eheciiveness, security oroanization.rocords A repts A lasting A maim 
STWiBEHRY.w.W., MCGUIRE, 0. Region 2, Ole ot the Oi/ector. 68/10/12. Ip 
47272300-47272.309. 



ROSSI, CE Division of Opeiaiional Events Assossmcni (Post 070411). 86/10/14 
Consolidatod Edison Co. of Now York, Inc. llOpp 47280 124<173B0235. 

&S 10140213 Nnc Info Noiico 6B-OD5, "Broken nolamlr.g Block Sluds on Anchor Orwi/ig 
Chock Valves " Sve list oncl 

ROSSl.C.E. Division o< Opcsraiionel Evonis Assessment [Post 670411). 86/10/14. 
Consotrdaiod Edisori Co oi New York, inc 1 18pp. 47463.199-47463 310 

681 1020320 Provides proposed actior^ plan doscripllon per commiimont lo ASCO sole* 
nold volvos environ gualificailon.Raychom/Ch'co seals Installed or) erwironmeniaily 
qualified NAMCO EA-100 limit switches repincotl w/NAMCO EC-2tOcottnociors 
HAiRSrON.kV.Q. Alabama Power Co. 00/10/17. CRACE.J.N. fleg'orr 2. Ofc of the Oi. 
rector. 6pp. 47400:320-47400 333. 

6810140018 NRC Inli} Notice 06-004, "Qefoclive Motor Shall Keys >n Ltmflorque Motor 
AciualO'S " Sve lisi oncl 

ROSSI,C.£. DiviS'on of Operaiional Evonis Assossmoni (Past 670411). 68/10/20. 
Consolidated Edison Co of New York, Inc. I iSpp. 47280 004-47200.123. 

6610170391 NRC Info Nolico 80-006. "Oporoiing W/Mull pio Grounds in DC OiSlribuliiM 
Sys." Sve fist end 

ROSSl.C.E Division of Operational Evenis Assessmertt (Post &7<>4>>). 68/10/21. 
Consolidated Edison Co. of Now York, Inc 1 16pp 47433;0Bl-47463:l07. 

8S11010416 Rosponcts to NRC Hr ro violaiions nolorl In map Repis 60-348/08-26 & 50- 
364/06-26 Corroclivo acllons.volve closad, aya valvo a'ignmoni chock potfoirrtoit.lubo 
off sirslner Inspeciod S cleaned £ pump reslorod to operable sielus. 

HAiRSTON.W.G. Alabama Power Co. 88/10/26. Documenl Control Branch (Docu- 
ment Control Desk), 3pp. 47401:307.474Q1:309. 

6611010542 Suppis 000708 roaponso to NRC Dulfelln 00-004,con(e':n>ng aosciipllon oi 
mlnlflow sya & liow pimp-lo pump Inio/echon fvccludod SurverJartce proce^o lor 
verifying automatic start ot containment epray pumps perloimod each outago 
lIAIRSiON.W.G. Alabama Power Co. 86/10/26. Documenl Control bench (Docu- 
ment Control Desk), tp. 47402.033-47402:035. 

0811010643 Clanfios Tech Spec 4.7.0.e re snubber visual insp.Noxi snubber visual msp 
lor Unit t schodulod during next rafuaimg outage expected lo begirt dudtto Sepi 
1089.Unit 2 visual insp oxpocled lo bo performed o^jrlng Mar 1880. 

HAIRSrON,Y/G. Afaoama Power Co 08/10/26 Document Conitol Stanch (Orscu- 
ment Control Oosk). 2pp 47402.034<47402.036. 

8011040338 Roquosts NRC approval of intorproianon of Tedi Spec 47.6a provisions 
re snubber visual Insp Approval roquosiod prior to 800205,io preclude suunliial ol 
Tech Spec amend reriuesl. Poo pa'd. 

HAIRSfON.W.O Alabama Power Co. 88/10/26. Document Conitol Orertch (Docu- 
ment Conlrol Dosk) 2pp 47436;0ie 47435 0t8. 

6811080207 Rosponda lo NRC Bullotrn 06-000, Thimble Tube Thinning in Wosung- 
houso Reactors '' During Unit 1 eevoniti i olghih re(uof<Ag outages i Unit 2 Min 
ouiaga.oii ihimbie lubes Inspeciod & conoctivo acbons (akon. 

HAinSTON.W.Q Alabama Powor Co 88/11/02 Oocumont Control Branch (Oocu- 
monl Control Desk). 3pp. 47400:322-47400 324. 

0911090381 Forwards fnsp Repla 50-340/00-27 S 60-304/68-27 on 660028-38 No vfo- 
lations or dovioHona noted 

H£R0T,A.R. Rogion 2, Ole of iho Director 8d/ii/03 t lAlRSTON.vv.O Alabama 
Power Co. 2pp. 4^7S14:OOI-47614 027. 

-9611090397 Insp RopIS 60-34e/6e 27 8 60-364/86-27 or) 68092630 UnriTSoMod Ham 
noted Maior areas inspoclod App R comp'lanco & post-firo esio shutdown 
espabiiity.inciud no plant mod review & rovorlllcation ol App R ifro protocUon fesiures 
VfiSEMAN.Q R.. CONlON.T.E. Region 2, Ofc of the Oirsctor. 86/10/26 26pp 
47514 003-47614:027. 

68111602E3 Ack roecipl ot 661025 Hr Informing NRC of slops taken to conocl violabons 
noted in Insp Hepls 50-348/08-26 & 60-3e4/08'2e. 

VERRELLi.OM Region 2, Ofc of mo Oifocior. 08/i f/06- HAiRSTON.W.G Aisbama 
Power Co Ip 47S44:264-47S44:264. 

881 1040324 Suppi 3 to NRC Info Notice 80- 106. “Peadwoior Lino Break " Sve liSi ond 
ROSSi.CE Division of Operational Evonis Assossmoni (Post 870411). 6e/ii/t0 
Consol.dolod Edison Co. oi Now York, Inc. t I3pp. 47559.072-4 7S69.164. 

8811210021 Forwards util rosponso lo noHCd of violation & proposed ImposiUon of cM 
penalty did OBOQte.Ulil sooks cither dismissal ol notice of violation or fu* miiigalk>n of 
civil penally. 

HAIRSTON.W.G. Alabama Power Co. 6fl/t f/f4. 0/0 of Enforcement (PrJSl «704f3). 
4pp 47ei1;tl9-47ei1:340. 

-6811210027 "Rosponso of Alabama Power Co lo Notice of Violehon i Proposed Im- 
position ol Civil Ponally Old 680015." 

* Alabama Power Co 60/fl/f6. 222pp. -1761 f;f24-476i 1:349. 

8611090284 NRC Info Notice 88-087, "Pump Wear & Foreign Oblects lis Plant Piping 
Svs *’ Svc list oncf 

ROSSI.C E. Division ol Operational Events Assessment (Post 070411) 80/11/16 
Cortsolidatod Edison Co. oi Now York, Inc. I ISpp. 4 7601 020-47601; 132. 

8611090403 NRC Info Notice 88-088. "Oegradalion of Westinghouss ARD Reteys" Sve 
lisi end. 

ROSSI.C E. Division of Operational Evonis Assessment (Post 870411). 86/11/16. 
Consoltdafod Edison Co. Of New York, Ire f l3pp. 47587.O0f-47597;M3. 

6811160088 NRC Into Notice 68-089. "Oegradalion of KepiQn Elaclrlcaf Insulallen " Sve 
list end. 

ROSSl.C.E. Division ol Operational Events Assossmoni (Post 670411). 68/11/2). 
CortsoHdaiod Edison Co. of Now York, Inc I l3pp. 47600.045-47603:l6f. 

8811100470 NRC Info Notice 86-092, "Polenllal lor Spent Fuel Pool Dreindown" Sve 
list end. 

ROSSI.CE Division ol Operational Events Assessment (Post 870411). 80/11/22 
ConsoWaied Edison Co. of Now York, Inc. I I4pp. 47606: 124-47606'337. 

6611160315 NRC Bulletin 88-010, "Nonconforming Molded Case Circuit Breakers'* Sve 
list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 8704)1). 80/11/22. 
Consolldalod Edison Co. of New York, inc. 121pp 47606 001-47806'i23 


991026017] Forwards Hev I lo annual diosol gene/eio/ reliabiUy data repl lor J9it9 re 
Invalid failures. 

HAIRSTON.W.G. Alabama Powor Co. 68/10/19 Documenl Control Branch (Oocu- 
meni Control Oosk) 2pp 47282:337-47262 338 

69tf rgOfSe Monthly operahny ropi for Oct 1906 for JM Farioy Nuclear Plant Un,t l.W/ 

8011141(1. 

MOREY-ON.. HAinSTON.W.G. Alabama Power Co 88/10/31. 5pp 47566 328- 
47666^32. 

66)1160268 Forwards annual diesel generator reliability data rept.pei Tech Spec 
S.9 1.12 

HAlflSTON.WG Alabama Power Co 08/11/14. Documenl Control Branch fOocu- 
ment Conlrol Dosk). 3pp. 47663.055. 47583 057 


8. Reportable occurrences, LERs & related correspondence 

8811090126 Pan 21 rspt re deled in Limliorouo Cciip supplied aaloty- roiaicil SMB 
vef'/o e«:iun{ors w/RH fnsufaied dc motors insf may not develop lu'i-raied staring 
torque at elevated ambient temps Roviow ol motors by licensees recommended 
WILKINSON.I.E. Limliorque Corp. 88/11/03. Olfice ol Nuclea' Reactor Regulatioa Di- 
rector (Post 870411). tBpp. 47525:227-47525:242 

6611160044 LER 00 020-00. on B8lOt2. discovered ihal spunkier fire pioieciion sys in- 
opcrobld since OStOOB.violating Tech Spec 3.7.tl .2.Caused hy personnel & improper 
pranpvtg.tasiinpS rsslorallor>Wdrkcvs Involved counsofad.W/60li lOiir. 

MOREY.O.N.. HAIRSTON.W.G. Alabams Power Co 88/11/10. 5pp 47550220- 
47650:224. 

891I10O2S4 LER-B6 019-00 on BBO920.l'rs deloctlen sys declared inoperable lor more 
than 14 days Caused by apurious alarm which would not ciear.Flre dafeciren eys re 
paired during unschodulod outago W/BOt 110 Hr. 

M^EV.O.N. HAIRSTON.W.G. Alabama Powor Co. 88/11/10. 2pp 47584:073. 
47564.074. 

8811210363 LER 86 021-00:on 861021. reactor trippoci duo to luibino Inp after inadvert- 
ent injoclion of maint diagnostic card test slunal Causod by personnel error.Simulaie 
mono tunciion of card will bo disablerf W/OSlI 10 Hr. 

MOREY.D.N, HAIRSTON.W.G Alabama Powor Co 88/11/10. 4pp. 47614:118 
47614.121. 


U. Congraaslonai/Execuilve Cerreapondanca 


98102704)9 Informs fiiet rosuiie of intaiviow of tt ui.i employees by Of wJi be tncorpo- 
raUTd inio Of repl of Invosilgaiion rq plant 

flOBERIS.T.M. Comm.saioners. 68/09/21. SHARP.P. House ol Rep.. Energy A Com- 
merce ip. 47335346 47335:340. 

861 1 140266 Advises Ihal Oic of invssiigaiiona concluded iniennows w/ uiil mgf employ- 
ooa or) 880928.010 cuiioniiy ovaiuoUng lostimonlal S documentary info developoo 
dunno course ol invoaiigaiipn ip tieiormino II eddi Held work apptopnaie. 

ZECH.L. Commissionors 00/11/02. SHARP.P. House of Rop, Energy 6 Commerce. 
Ip. 47536064-47536.084. 


DOCKET 50-352 UMeftlCK OENERATINO STATION, i/NlT 1 


f. Becuilly, medical, emergency 6 lire proleclion plans 

861)160093 Forwards public voislon of revised emorooncy plan 
loiplemoniing.piocoduies Includ-nn Rov 7 lo EP-l01,Rov 3 lo EP-250 .rov 1l to EP- 
2S2.Rev 0 to EP-250.nov 0 to EP-257. Rev 6 to EP-330 & Rev 4 to EP-lOl.W/undai- 
r)d roloaae momo 

OAllAO>iefl.J.w. Phnadeiiihla Eiecl/ie Co. 00/10/25 RUSSELL.W.T. Region i, Ofc 
01 U>e Oirecioi. 4pp 47551.086-47551:193. 

-6611150104 Public version ol revised emergency plan implementing 

procedores.including Rov 7 lo EP-l01,Rev 0 10 EP-255.Rav 11 lo EP-252,Rov 0 to 
EP268.R0V 0 « EP-257.Rev 8 lo EP-330, Rev 4 lo EP-40l,Rev 4 lo EP-P6I 0 Rev 
12 to 6P-276. 

* Ptviedoiphia ElocirlcCo 88/10/25. I04pp. 47551. OBO-4755l;l93. 

8618310017 Gono/ic Lit 68-19 10 all fuel cycle lacilily licensees 

possoaeing. using. imporlmg. exporting or lianspotiing lormuis quaniitlos of strategic 
^M 10 use of doadly lorco by licensee guards lo prevent theft ol SNM.Svc list encl. 
8URNETT.RF Oivlsfon of Sateguards 5 T/ansporiaifon (Post 070413) 80/10/28 
CwoKdaled Edison Co ol New York, inc 3lpp. 47513.047-47513:077. 

6611030099 Forwards rev to physical securily plan. Use of Adpro device w.lt be occom- 
panted by security lorco member direct observation ol zones until performance study 
rap4 coenpfated & evaiuaCed.Rav withhold (ref I0CFR2.790 9 73.21). 
GAUAGHER.J.W. Philadelphia Electric Co, 80/10/31. RUSSELL.W.T Region l. Ole 
ol Uio C^rector 4pp 47439.309-47439 312. 


H. Oenaral correspondence 

6611020146 Comment opposing proposed rule lOCFR2a re onsiio incineration of lad- 
wasio ou 

BEJEM AlfiHaiiot^ No! Assigrjod. 00/10/20. Dockelvjg A Services Branch ip. 
47326:329 -47325:329. 

6611100036 Comment supporting petition for rulomeking PRM 50-52 re NRC reinsiace- 
menl of Imanclal qualilicaiions ol util as consideration In operating licons'ng hearings 
(or efecbfc utils 

eiRNIE.P. Maryland Nuclear Safety Coalition. 88/10/24. Docketing & Services 
Branch Ip 47464:287-47464 267. 
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6611090141 Co'omert opposing peiiiian lor mtomaVing PFIM SO 5? re oxerripion ol li- 
na.ncai ctkaMicescns cl app', cans itom rev.ow ot CL app'‘cai ors.PetCion preserte no 
comps hng reason to ametro cv.iteni tu'es 

CARR.AV^^ Rjke Power Co e8^1O/P0. Docketing 6 Sorv ces firanch 2pp 47<l23.00i> 
47423.00?. 


K. Ullllly Final Salely Analysis Report (FSAR) & amends 

631 1()?0253 Fonvards Amend 93 lo OL appl'Caiion.coitsia'ing ol neva 54 S $Slo laciny 
FSAfl (liiod in PDR Category Kl. 

0RADlEV,l:j. Pfiade'ph-a Cecinc Co GB/li/Oi. WunLEV.T.E Office ol Nuclear 
Reaciof Rogjiaticn. D'toctor (Posi 670411) ip 47447.2Q2-4746».tCH. 

-3911030267 Rev 55 lo FSAR lor Urrorlck Oone'aiing Staton, Units I & 2. W/24 over* 
S'le onds 

• Pmladelph a Electric Co 83/10/31. 176pp. 47447 286-47446 103 

-8813010063 Rov 54 to FSAR lor Lironck Gonerai'ng Staion.ljriis 1 4 3 

• Philadelphia Eiocirie Co 66/10/31. l,078pp 47448:104-474S1.1G1. 


P. Operaiing license stage documenls & corraspondenea 

8310180350 Ce.nonc Lli 88 17 lo ell holders ol Ols or CPs lot PvvRa le loss ol 
OHR Svc lisi encl. 

CRUrCHF.'cLOD AssooaiQ O.'eclor lor Pro, eels (Rost 87Q4U) 38/10/17 Coirsolt- 
dated Edison Co. of New York. Inc. e4pp. 47379 156 47279 341. 

8810250013 Nol3c,at>on ol 661025 meeting vr/ui I m RcckY HO, MO lo tkstuss ties'go ol 
e'eci'ical sys lor p'ani re presoni FSAR 

CLAnK.flJ. Ptojoci Di'eeloraiQ 12. 88/10/10 8U7lER,W.fl. Proioci Drectoraio I2 
4pp. 47270 040 47370:043 

66 10250164 Gor.onc Ltr 86- 18 to ell licensees of oporaiing reactors 8 holders ol CPs lo 
ptant record storage cn optical d.ska Svc fiat erci. 

CRUTCHFiELU.O Associate Director for Projects (Post 670411] 68/10/20. CorspV 
deted Edison Co of New Verk. Inc 4Spp 47S13. 001-47513 Q46. 

6611020848 Rev I lo NnLcQ ol Sigmliceni Liconsoe Meeting SO-iSSon GBt03i todrs- 
cuss tle-.n cuiaM beginning in Jen 1689. 

LINVILLE.J.C. Region l, Ore ol Iho Diroctor, 66/10/21 Region t. Oic ol ine O-rccitM 
2CP 4743a;338-4?438 3a9 

8811150386 Notice ol Sighilcanl uceriaee Maetirg 88-174 on 631118 In Kng ol 
Prussis.PA lo dscuss coritigoialion mgi 

LiNViLLE.J C Region t, Ow oi the Oirecior. 86/10/27. Reg on i. Ole ol lNoO»octo<. 
2pp 47546 333-47S46 334. 

6811180394 Koliee ol Ranlicent Licensee Meeting 66-175 on 661103 in K<rtQ ol 
rfus8<a.PA re l.milod 6RO fuel handier. 

LINVILL£,JC Regicn t, Q<c«l the Oiteciot. ee/iQ'27. Regron 1. Ote ol ii>e o-teew 
2pp. 47550003 47550:304 ^ 

661 1960329 FwvraiOs Amenti 10 lo License NPf -39 & aaleiy eva'uetion AmeivJ rncM)-' 
lios Foch Specs lo ralleci rew corporate 6 new ptant sieff orgamrai enai siruciute 8 
revised corrposii on ol plant ogerai ons rov ew commnioo. 

CIARK.R j Pro,oct Dirocioiaie 1-2. 66/10/31. alOEN.W.M Philadelphia E'eciric Co. 
4pp 47474 157-47474:163 

-66 1 1060330 Amend 10 lo License NPF-39.mod lying Tech Specs lo ref^i row cotpo 
Idle & now planl stall organ rational structure & revised corrposnon ol pieni opor- 
eiions towow commiticQ. 

sutler, W.R PrOjeei UiieclO'810 1-2 66/10/31 l7p)5 47474 161-47474:177 

-8611069332 Saiely ovpljaiion si^porling Amend 10 lo License NPF-OO. 

' Oflise of Nuclear Reactor fleguiai^n. Director (Post 6/04ii) 6e/iO/3i 6 do 
47474 178 47474:163 

8811020253 Forws'ds Amend 92 lo OL epp'iceiion,consisi'ng ol Revs 54 A 65 lo ia&'ity 
FSAR (filed in POR Category K| 

6nAOLEv,EJ. Philadetphia Eleciiic Co 66/11/01. MURLF.V.T.E OlLco ol Nusleer 
Reactor Regjiauen, Orocto' {Rosi 870411). Ip. 4 7447.262-4 7451.101 

-6811020366 Amend 9? lo OL eppiicelion.cons sirg of Rov 55 fo FSAR. Coaficaie of 
Svc end. 

BRADLEY,EJ PWlaOelphie Elef-nc Co. 86/1 1 /Ol 5pp. 47447 283 47447 287. 

8611040318 Forwards app! cal.cn for amend to Liconso NPF-39.ievi.«ngceri3m conian- 
meni poneiral ons 10 pe-m.l forward lAsting oi assoclaied isoiadon valves & losimg of 
vaivo pack ng lea- age Fee paid 

BRADLEY.G J Phi'fldelph.a Eieclr-c Co. 88/11/01. MURLEY.TE. OK.co ol Nuclear 
Reaclor Regulai'On. OirDciot (Post 670411) ip. 47440.084-47440:107 

—8811040321 Appi ca'acry lor acrend to Ucente NPF-39,msK'ng mods 10 ceriein cortialtv 
mont penelraiions 10 permit forwa-d lasting of esspc-alod isol-Hion valves & lostirrg ol 
vaivo packing Icekege. 

BRADLEY.E.J , GALlAQHER.j Ph.'atIWphia Electric Co. 68/ 11/01. IBpp. 47440.065- 
47440 102, 

-8811040333 Pioposed lech Specs modlying certain coniainmeni penetrai'ons lo 
perm.t forward testing of associaled isolation vafvos S leslmg of valve packing leaK- 
agp 

•Philadelphia BiecincCo 88/ll/Oi.5pp 47440:103 47440 i07. 

8811090401 Forwards appica'-on let etrend 10 Llconse NPF-39 Amend changes Tech 
Specs lo permit opereiion ol reactor w/one ol two reader circulation loops Proprieiary 
rapl "Sing'o-Loop Oporeiion Ana'ysis" encl Documeni withheld Fee pe-d. 

BHAOLEY.E J PhiUde-pma Elocinc Co 86/11/04. MURLEY.TE. Oilice oi Nuclear 
Reaclor Regulelon, Chrecior (Post 870411) ip. 47503 181-47503 244. 

-6611090406 App/ication (or amend 10 license NPF-39,changing Tech Specs lo perme 
operation of reactor w/ono of iwo roacior circulai on loops in svc. 

BRAOLEY.E j. PNatfelphia ElacirioCt) 80/11/04. 41 pp 47S03 162-47503 222. 

-8611090413 Proposed Tech Specs changes 10 permit opereiion ol roRCtor v/orre of 
two reaci-or crcii-'ei'on loops '(i svc under certain speerf-ed cond'ttons 
• Philadetph'a E'ociric Co 8B/II/O4 22op 47503 223-47B03.244. 


0811210121 Forwards Amend 1 1 lo License NPF-39 & seloty evaluaiion. Amend mcdi- 
lles Section 30 4 ot general fitnilmg condition for operation to allow entry Into opor- 
cAional corto-lion uridet certain citcumslancos 

CLAnK.ftJ- Rrojoci Duoctorat© 1-2. 88/11/07. ALOEN.W.M Philadelphia ElecvcCo. 
4pp.47SI0 343 47S11 060 

-8811210124 Amend 11 lo Li’conso NPF-39.modily'ng Section 3.0.4 of general ir.tng 
conddions lot oporation ic al'ow antry ir\to operational condition under carlain cucut- 
stances 

BUTLEn.Wn. Projecl D.rectorate 1-2. 88/11/07. 69pp. 4 7610:347-47611:054. 

•-8811210126 Safely ovaluai'on si,^paning Amend 1 1 to License NPF-39. 

' OWic© ol Nue'ear Roador Rogulation. Direcior (Post 870411) 88/11/07. 8pp. 
47611 055-47611 060 

0811210411 Requests lee lor &S0923 appi caiion lor exemption Irom App J to supp-cs- 
sionjXMl Inboard conlammont isolation valves. 

O.tsGS.fl M LIcenso Fee Managoment Branch. 66/11/17. BAUER, E.C Philadelphia 
ClecltiCCO Ip 4769fi:285-4759&2fi5 


O. Ittspeclfon reports, IE BuHellns & correspondence 

8610030249 NRC Into Notice 66 079, ''M.suso ol Flashng Lights for High Radaiion 
/Vroa Conlrcls ' Svc liSt and 

ROSSi.CE Oivison of Operehonal Evonis Assessmeni (Post 870411). 06/10/07 
Consol dated Fd son Co of New York. Inc l23pp. 47279:242-47280:003. 

6610070114 NftC info NoUca 6B 062, "Toius Shells WfCotrosion & Oogradod Coalmgi 
in BWR Ccniimmenis ” Svc list encl. 

ROSSI.C6. Division ol Operalional Evonis Assessment (Post 670411). 60/10/14. 
Consol dated Edison Co. ol Now York, me. llOpp 47260:124-47280.235 

8610141)212 NRC Info Nobce 68 085. "Broken Reiainlng Block Sluds on Anchor Oarimg 
Chock VaNos " Svc fist encl 

ROSSl.CE D.vfslon ol Oppraiional Events Assessmoni (Post 870411) 88/10/14. 
Corxscuiaiod Edison Co. of New York, inc. llBpp. 47463:193-47463.316. 

8810140018 NRC inlo Notice 89 081. "Oelectivs Motor Shalt Kays In Limitorquo Molar 
Aciuaiois." Svo i SI encl. 

ROSSl.CE O.vislon of Oparaiional Events Assossmont (Post 670411). 80/10/20. 
ConsokOaiad Edison Co of New York, inc llOpp 47280.004-47280 123 

*810170391 NRC Inlo Nohce 66-086. "Oparatino W/Muifiple Grounds in DC Disinbuiion 
Sys" Svc bSl onU 

ROSSl.CE. C4v.8ion ol Oparaiional Events Assessment (Post 870411). 89/10/21. 
Conso'idetoil Editan Co 01 Now York, inc il8pp. 47463:081-47463:197. 

881 1030365 Roquosis invesiigeiion ol eiiogsuans ro coniracior allegedly sulleilnj] fiom 
posi-iiaumshc sueii syndiome wh'ch could alleel suitability lot unresuictod plant 
access 

WENZINGER.E C nag<on l. O/o ol the Director. 88/10/25. MCNEILL, C.A. Philadel- 
phia Electric Co. ?t>p 47455 043.47455044. 

8611040324 Suppi 3 10 NRC Into Nohea 88-t06. "Foodwalar Line Break ” Svc l al onci 
ROSSl.CE. Oivisiori ol Opo'aionai Evenis Assessmeni (Post 870411). B6/11/IO 
ConsoHdaied Edaon Co of Naw York, Inc. tl3pp 47559.072-47559:184. 

8811000284 NRC in'-o Novco 86 087. "Pump Wear & Foreign Ohjacis In Plant Piping 
Sy$"Svcksl encl. 

ROSSl.CE. Divteion ol OpatBlonai Evsnis Assessmeni (Post 87041 1). 63/ 1 1 MB 
ConsoTdaied Ed son Co. 01 New York, me. 1 t3pp. 4760l:020-4r60l;l32. 

8811090403 NRC info Notice 68 D88, "Oegredaiion of Wosimahousa ARO Relays '' Svc 
usi ancr 

ROSSl.CE Oiv.ior* ot Opeiabopal Events Assessmeni IPosi 870411). 00/11/18. 
Consol dated Ed son Co. ot N«w York, Inc I i3pp. 47597:001-47597:1 13. 

961H5W)58 flRC into Nolce 88-089, ''DegraOaiion ol Kaplon Elecincal Insulation." Svc 
■•SI erKt 

ROSSl.CE. Division ol Operational Events Assessmeni (Post 670411). 86/11/21. 
Consoltdaled Edison Co. 01 New York, Inc 1 l3pp. 47803:045-47603 161. 

8811160470 NRC into NoVea 00-062, "PolonUal lot Speni Fuel Pool Oraindown " Svo 
■131 and 

ROSSi.C.E. D-vision ot Opeiaiional Evenia Assessment (Post 870411). 86/11/22 
Consokdeiod Edison Co 01 Mew York, inc. 114pp 47606:124-47606.237. 

*811180315 NRC Bullaiin 0B-OIO. ‘‘Nonconlorniing Molded Case Circuit BreaKers." Svc 
M end. 

nOSSi.C.E. Division ol Oporaiionat Events Assessmeni (Posl 870411) 88/11/22. 
ConsQiKtaled Edison Co 01 Mew York, inc 12ipo.47606.00i-47606.123 


R. Perlodle operating reports & related correspondence 

6611220395 Monuvly operating real lor Qci 1988 (or Llmenck Unit 1. W/88111& lu. 
MUHPUY.JJ, LEITCh.GwT Philadelphia Elecmc Co. 88/10/31. 6rp. 47627-27t- 
47627:276 


S. RepoMable oecurreneea, LERs * related correspondence 

691 1080062 Summary ol Operating Reactors Events Meeting 86-42 on 66102S re raac- 
HM scrams Three s^gnl.cani events idenuiied lor inpul lo NRC performance indicator 
prooram List ol aiiendnes encl. 

JAUOONJ.P. Events Assessmeni Branch. 88/10/26 ROSSi.C.E. Division of Opor- 
aiional Evenis Assessmeni (Post 870411). 1lpp. 47404:291-47494:301. 

8811090008 LER 08-O3O-OOon 861003, delermined (hat uriil operating In unanalyzed 
condbon fiom receipt of OL until &604i9.C8used by personnel error due to design 
change not impiomentad during const Fire damper doors inspecied.W/681 102 lit. 
KRKH.R.M., FOGARTY.E.P. Philadelphia Elocliic Co. 88M1/02. 7pp. 47602334- 
47502 340 
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eB1t090l3S Pfirl 21 'epl 'o dotoci In Limlorquo Coip Supplod saloty- rclaidtf SMB 
valva ociuetois w/RH msulnled dc moiois inal may not develop fui raled start ng 
torque at olovaiod ainblont lomps Roviov/ oi motors by licensees rocotm^endort 
WILKINSON.I.E Umiiorque Corp 80/11/03 Olhco ol Nucles' Hoactai Begu^fion Di- 
locior (Post 670411) l6po. 47625.227-47525 242 

6811160148 LER 60 031-00 on 601006, dotcrmliiod that plant Irt nniv;omplianco w/tra 
p/oioctiort evaluation ropi Caused by unevallatuiity ol sale shutdovnt insifuments/ 
control Mod scheduled (o ensure avallabitiCy.W/eO 1 107 lir. 

KRICH.H.M., KOGARTY.E.P. Phlladolphla Eloctric Co 08/1t/07. Ow* 47553.353- 
47553 360. 

8811180056 Summary ol Operating Reactors Events Moeiing 8B-44 on 881106 List of 
nteeiing aiiendoos.signiflcartl events & summary ol reactor scrams end.One sigmli- 
canl event identified for input to portormanco indicator program 
LANNING.W.D. Events Assessment Branch. 86/1 1710. ROSSI, C.E 0.v,s>on ol Oper- 
ational Events Assessment (Post 670411). t9pp. 47562.184 47582. 162 

8811210269 LER e8-032 00on 881013,17 & 2l,l0ur control room HVAC isolalions & 
control room emorgoncy Iresit air supply actuations occurred duo to Ngh latSai'ori 
signals.Cause undetermined invostigallon conijnu'ng W/8B1 1 14 lit. 

KH1CH,R.M„ roGAnTY,E.P. Philadelphia Eloctric Co 88/n/M. 7p{>. 47500.321- 
47680.327. 


V. Operator Examinations 

881 1220501 Informs lhal 0 Hanson license SOP- 50154 considered e<p>toil 
MORGAN, ME. Souihern CeMornia Edison Co 88/lt/IO. Oocumont Control Qrancli 
(Document Control Desk), tp 47626 360-47626 360. 


DOCKET 60-353 LIMERICK GENERATING STATION. UNIT 2 


A. Appllcallon/consirucllon stage documenis & correapondence 


6810160350 Generic Llr 66-17 la all holders of OLs or CPs lot PWDs re loss of 
OHR.Svc list oncl. 

CRUTCHFIELD, 0. Associelo Director tor Pro|ecls (Post 870411) 68/10/17 Consoli 
dated Edison Co. of Now York, Inc. a4pp. 4727e:l5€-47279.241. 

8810260013 Noii/icaltori Of 061026 meelmg w/uiil tn Rockvitto.MO <9 <tSdu$s 0os<gn of 
elecirical sys lor plant ro prosent TSAR. 

CLARK,RJ. P/eJeci Oiroctorsio 1-2 00/10/16. DUTlER.W.fl. P>o(ect Olreclorsia 1-2 
4pp, 47270,040-47270.043. 

8810260164 Generic Lli 88-18 to all licensees ol operating reactors 8 iioidere of CPs to 

S lam record storage on opUcai diaks Svc list onci 
nuTCNFtElO.O. Associate Oiraclor lor Projects (Post 670411). 66/10/20. Consofi- 
dated Edison Co. ol New York, inc. 45pp. 476i3.Q0i-475i3 046 

8611030348 Rev 1 to Notice of Significant Licensee Mooiing 80-185 on 681031 lo dia- 
cuse llo-in outage beginning in Jan 1060 

LINVILLE,J.C. Region I. Oic ol tho Director. 86/10/21 RoQion t. 0(c ol the OHOciot 
2pp. 47438.338-47436 330. 

8811040068 Discusses facility OCROR Roview performed on unit i 8 common control 
room S Mto/geocy shuldotvn ponofs w/pfan to extend tepi eovoroge to U/u( 2 upon 
completion of control panoi design 

KEMPER.J S Philadelphia Eioclnc Co. 06/t0/27. MURLEY.T.E OlHco of Nudoar Ro- 
actor Regulailon. Oireclor (Post 87041 1). 2pp. 47434 347-47434 346. 

8811020263 Forwards Amend 02 to OL appflcalian, consisting of Rov$ 54 S Si 10 facility 
FSAR (filed In POR Category K). 

BHAOLEY,£.J. PhUadofpWa Efeci/fc Co. CS/H/OI MUfll.EY.T.e. Olheo of Nocloor 
Reactor flegufatlon. Director (Post 07041 1). ip. 47447;282-4745|-lOI 

—8811020256 Amend 02 lo OL epplicailon, consisting ol Rev S5 to FSAR Ceiiilicalo of 
Sve end 

SRADLEY.E.J. Pftiladofphia Eloctric Co. 80/n/0l. 6pp. 47447.283-47447.267. 

8011160266 Proposes to remove rod sequerico control sys & lo ^^n’er rod worth tnlnr- 
mlzer low power setpoint from 20 to 10% ai util. 

KEMPErJ.S Philadelphia Electric Co. 80/1 1/09 MURLEY.T.E. Offree of Nuclear Re 
actor Regulation. Director (Post 870411). 3pp. 47559:319 47569.321 

8611290360 Rosponds lo Generic Llr 88-1 1, "NRC Poaillon on Radiation Embrililomeni 
ol Reactor Vessel Mails & Impact on Plant Oporallons.'' Submittal datoe lor Tech 
Spec amends S rosutts of fracluro lougfinoss analyses for plenie stefod. 
GALUAGHER.J.W. Philadelphia Eleclrfc Co. 88/11/23. MURLEY.T. Ollico ol Nuclear 
Reactor Regulation, Director (Post 87041 1). 3pp 47665 276-476e5;3?2. 


P. Security, medical, emergency & lire protection plans 

8610260400 Forwards Pago D2'5 ol "Llmorick Generating Slollon-Summery Oescriplion 
of DA Program (or Design & Const." did 880701. Changes Include deletion ol cominu- 
nlcah'on equlpmenl from OA program for tiro protection. 

KEMPER.d.S. Philadelphia Eloctric Co. 88/08/09. RU5SELL.W.T. Region 1. CHc of the 
Director- 6pp. 47323 274-47323.-277. 

8811150093 Forwards public version ol revised emergency plan 
Implementing, procedures Including Rev 7 to EP-101.Rov 3 lo EP-250,Hov fl lo EP- 
262.Rev 0 lo EP-256.Rev 0 10 EP-257. Rev 6 to EP-330 & Rev 4 to EP-401.W/und8l- 
ed reioeae memo. 

GALLAQHER.J.W. Philadelphia Elecirio Co. 68/10/25. BUS8ELL,W.T. Region 1, Ole 
of the Oireclor. 4pp. 4765f:086-47661;l93. 

-9611150104 Public version of revised emergency plan fmpfemeniing 
procedures, Including Rev 7 to EP-101,Rev 3 lo EP.250,Rov ll to EP-252.Rov 0 lo 
EP-266,Rev 0 lo EP-257.Rev 6 to EP-330, Rov 4 to EP-40I.Rev 4 to EP-2Q1 & Rev 
12 lo eP-276. 

• Phlladolphla Elecirio Co. 68/10/25. I04pp 47551:090 47551:193. 


8810310017 Gonor.c Llr 86-19 to ell fuel cycle lacilily licensuos 
pos!>ess'ng,us<ng,impn(iing.o«pcning or transporing inrmula qjaniiues ol airoioQlc 
S.NM to use ol dead y force by licensoo guatas to prevent theft ol SNM Sve list enci 
BLfflNETT.nr Vivision Ol Safoguards « TionspOfiai'on (Post fl704i3| flS/lO/28. 
Conso'idaiad Edison Co. of Now York, fnc 3lpp 475l3047-475i3077 

001 1030099 Forwards rev to physical security plan. Use ol Adpio device will be accom 
panlod by fiocurity force member d-roci observation of zones until performance sludy 
root compiotod & evaluated Rev wuhhold (ref 1OCFR2 796 & 73 21) 

GALLaGHRR.J.W Phi'ade'phia Llecinc Co 88/10/31 RuSSElL.W.T. Region 1, Ole 
of ifie Ovccior. 4pp. 47439 309-47439 312. 


H. General correspondence 


881 1070180 Common! supporting peimon lor rulemaking PRM-50'S2 re necessity for fl- 
nanciBi steb'l ly o< ulils involved In nuclear power. 

NEMGTHV.E Ecology/Alcd 68/10/06 Oockoiing & Services Branch ip 47400 125- 
47400 125. 

9811020146 Commoni opposing proposed rule 10CFR20 re onsne incinorailon ol rad- 
waafo 0 1. 

BEjE.M Affilalion Not Ass'gnoJ 68/10/20. Dcckeimg & Services Branch, ip. 
47325329-47325320 

8611100036 Commoni supporting peiition lor iblomaking RRM 50-52 ro NRC reinstate 
mem ol linartciai quaM.caiions oi utij as considorailon in operating licensing hearings 
for elecUlc vbis. 

B/RN/E.P. Maryland Nucfoar Satoty Coa'ilion. 86/10/24 Oockoilng 8 Sorv.cos 
Oranch ip 47464 207-47464 287 

6811090141 Commoni opposing poMion lor rulemaking PRM 50 52 ro exemption of fi- 
nancial quaiificaiions ol appUcarMs from rovlew ol OL applicoiions Poiiilon prosonis no 
comperinn toason to amond curioni lu'os. 

CARn>Vv Duke Power Co 86/10/28. Oockoimg & Sorvicos Branch 2pp 47423001- 
47423002. 


K. Utility Final Saloly Analysis Report (FSAR) 6 amends 


8811020253 Forwards Amond 92 loOL appl cation.conslsling ol Revs 54 & 55 to facility 
FSAR (Irtoo in POn Category K). 

BRAOLGY.E.J. Phlladolphla ElOCirio Co. 86/11/01 MllRLEY,T.E. Ollico Ol Nuclear 
Roaciot Rogulallori. Oitocior (PosI 870411). Ip. 47447;282-4745l:10l. 

-8611020257 Rov 55 to FSAR lor Llmorick QonorsUng Stalion. Units 1 & 2. W/24 OwOr- 
sizo oncis 

* Plifadelphid Elccinc Co 08/10/31- I76pp. 47447:208-47448.103. 

-0812010083 Rov 04 10 FSAR tor LImor.ck Oonoreimg Slatlon.Un.ie I & 2. 

‘ Phileddiphle Etocinc Co. 68/10/31- l.078f^. 4744B.’)04-4745t:101. 


0- Inopeetlon reports, IE Bulielini a correspondence 

8810030249 NRC Into Nbiico 08 079, "Misuso Ol Flashing Lights lor High Rsdiat*on 
Area Controls. ' Sve iisi onci 

ROSSi.CE Division of Dporaiionel Evonis Assessment (Post 870411) 6Q/10/07. 
Conso'-idotod Ed son Co pi Now Yoik, Inc. 123pp. 47279 242-47200.003. 

0610070 114 NRC Into Notice 66-082, "Torus Shells W/Corroslon & Degrsclod Coalings 
In BWR Coniainmonis." Sve ksi onel 

R05SI.C.E. Oivislpn ol Oporanonol Cvonts Assessmonl (Post 870411). 80/10/14. 
Consc4ld8tOd Ed'Son Co. pi Now York, Inc. 1 10pp. 47280:1 24 47280.235. 

0810140212 NRC InlQ Npiice 88-085, "Qcoken Retaining Block Sluds on Anchor Darling 
Ciiock Valves " Sve I ot enci 

ROSSi.C.E. Division ol Operational Events Assessment (Post 870411). 88/10/14. 
ConsoRtfarod Edison Co 0/ New York, inc I lepp. 47463:IB0-47463-3lB 

80IOI4M7I6 NRC Info Notice 88-084, "Oelocfive Mole/ Shalt Keys in LtmUoroue Motor 
Aciueiore " Sve l-si and. 

nO^i.C E- Division ol Operaiipnal Events Assessment (Post 870411). 88/10/20. 
Consolidaietl Edison Co. oi New York, Inc. 1 10pp. 47280.004-47280.123 

8811020058 Forwarde Saloly Insp Rdpl 50'353/00-22 on 6609t2-23.No violations 
noted 

MARSH.l.B. Region 1, Ofc ol Iho Difoclor. 86/10/20. WCNEltL.CA. PhUacJolphia 
Electric Co 2pp 47415 224-47418:238 

-6811020062 Insp Ropl 50-353/88-22 on 6B09l2-23.No vidallons noled. Major areas 
tr)spoctod:prooparalional test progrom.incluiling rovlew ol Implementation 
requuornenia.preoporellonal lest procedures & Integrated Sys (lush lest. 

VAN KESSEL.H., TRAPP J.M. MOY.O.T Reg'on t. Ole ol the Oireclor. 88/10/18. 
I3pp 47416.226-4 7415:238. 

6610170991 NRC into Nolice 80-066, "Operating W/Mullrpie Grounds hi DC DsUibution 
Sys.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/10/21 
Cqnsoliiiated Edison Co. of New York, inc. 1 16pp. 47483. 06l-47463;l97. 

6611030356 Roqdbals invostigalion of aliegalions re contractor allegedly suKonng from 
post-traumatic siross syndrome which could alloci suitability (or unroatrlcieo plant 
acceos. 

WEN2lNGEn.E.C. Hoglon 1, Ole of the Director. 88/10/26. MCNEILL.CA. Philadel- 
phia ElecaicCo, 2pp. 47455.043-47455.044, 

6611010362 Forwards Rov 1 to "Limerick Genoratmo Station Unit 2 Reactor Pressure 
Vessel Prasorvice Insp Exam Plan." ASME Section XI boundary P&IDs w.ll bo submlt- 
led by Dec 1988 & requests for relief by Jan 1989. 

KEMPER, J S. f-Tiilatlerphia Cloctrlc Co. 80/10/27. MURL£Y,T.£. Office of Nucloar Ro 
actor Hegulallon, Oireclor (Posl 67041 1). 2pp. 47380:013-47381:266. 
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-8311010364 Rev 1 10 Lmcfic'i Geneiai.ng Staion Unii 2 ncoclot ('lOSStra Vessel 
Prescrv ce Irsp L'»am Plao " 

MllLER.WF. SCHMIOT.OI Ph ladolphia EieclfiC Co 86/09/31 64Spp 47360 0I&- 
47391 230 

881II&044S Fcr,vdids Sa'diy Insp RopI 50-393/98 25 on 880012-1010 & r.olce Ol 
v.c'tition. Violation involves la 'u'o lo mcorpo/a'e roiluodant reactiv ly coni'cl sys w.nn9 
dObian charge iiio Un i 2 design 

VViiNZiNGER.e.C Regon I. Cic Ol iho Oireclof 89/11/03 MCNEILI.C\ Phladel- 
ph-aEleCIricCo 2pp 47559 232-'17559 250 

-8911160448 I'iclee d vio’aipn ttom msp on 800912-1010 Violailon rjcVMj cSairwiaiy 
d.ag'am 791E408IR Sheet 5 io' fenOvvaior itintapk c-rcuit Icund lo dopici wiring coo 
l.gjra'ion that wolIO not provide lu I leed>vaior pump a-nback 
• Reg 2r> 1. Ofc cl the Oireclof 89/11/03. Ip. 4 7559 234 47659 ?34. 

-8611160450 Insp Ropl 50 353/69 25 on e8e0912-lOI6.ViOlatons noted. K/a|0> areas 
nspeciedwork activ>i:es.proroduie&.recotds re sponi fuel pool racks p/eopeiaiionai 
test proceduie teviow. stirtijp lost activities, Qrg-neering & del'Cioncy ropts 
WILLIAMS.3.M. LINViLLE.JC. Regon I. OTc ol the O.iodoi. 88/10/28 22pp 
47559 235-47559 256. 

8611040324 Suppi 3 10 NRC Inlo Notice 86-106, "Feed water Line Break." Svc i:9i one! 
nOSSt,CF O.vsion ol Opeialonal Everts Assossmer.i (Post 870411) 98/11/10. 
Corsol deled Edison Co oi New York, Inc il3pp 47559072-47550184 

8811090264 NRC Inlo Nolica 66-087, "Purrp Woar & Foreign Objects in Flam P.ping 
Sys ’’ SvC liSl e.nci 

ROSSi.C.E Division ol Operational Evenis Assossmoni (Posi 870411). 89/11/18 
Consclidated Ed son Co. of Ne w York. Ine. i i3pp 476Q1 020 4 760M32. 

6811090403 NRC Info Notice 69-086, "Oegredai on ol West nghouso ARO Relays" Svc 
list e-icl 

ROSSi.C.E Oiviscn ol Cpo:6’.ioral Evens AssessmcM iRosi 870411) 88/11/16 
Ccnsoldaled Edison Co of New Yorl'. Inc 113pp 47597.001-47597:113- 

6811150086 NRC in'o Notice 88 089. ''Oogiedatioit Ol Kapion Etecirtcai insutaiioA" Svc 
i.si and 

ROSS',C.E. OviSion ot Opeiaiionai Evenis Assessment (Posi 87iI4tl> 88/11/21. 
ConsQ' dated Edisen Co oiNew York. Inc 1 13pp. 47603 045-47603 I6I. 

8811160470 NRC 'nfo Notice 88-092, "Poionlnl lor Speni Fuel Pool DrskHlowA." SvC 
I si and 

RO&Sl,CE. OiviS'on of Ccerat<onal Events Assessment (Post 970411). 86/11/22 
Consolidated Ed son Co. of New York, ins 114pp. 4 7606.124 47606 237. 

8811180316 NRC Bul'etin 88 010. "Nonconlormmg Molded Case CtrciAl Breakers" SvC 
list end 

n0S9i.CE OiviSlon ol Operational Events Aasessmenl (Post 870411). 66/ii/22 
Conaolidalod FdisorsCo. of New Yorlr. Inc I2ipp. 47606 001-47606 123 


S. Reperiabla oeeuneneea, LEfts & related correapendence 

6911090062 B'.ii*nni8iY ol Oporaihg Readers Events Meenng 88 42 on 061026 ro rose- 
lor ectams Three s gn ticani evenis Idantiiiod for mpul lo NRC peilorrnsnca indcaior 
program. List of ailondees end 

jaJOON.J.P Events Assessment Branch 86/10/26. ROSSi.CE. Otvison ol Opot- 
eiional Events Assessment (Posi 670411). ttpp 47484.201-47494 301. 

eetii>90t2S Pari 2i ropi re delect m LiTiiiorque Corp supplied saieiy- rotated SMB 
valve actuaiprs w/RH insulated dc rretois that may not develop lui raiod sinnuto 
torque at etovaicrd airb'Cnl temps Rav'S'w ol noiots by t censeas lecommendod 
WiLKiNSON,IE. Limitorque Corp 88/11/03. 0!1 C4 ol Nuclear Hoacio-' Reguieba'i. Of- 
rocior (Post 870411). 16pp 47525:227-4?52d 242. 

8811160123 inlorim Oef.ciency Ropi 249-2 re nonavaiiatiiity ol sale shutdown capabili- 
les from oulside cpnirol room <0 event ol Iro.hiially reported on 881006 Ceslgrs 
charpe will be periormed Root cause of cond.iion siill under ovaiualion. 

KOWM.5Ki.SJ PMads'phJa Elocu-c Co 88/11/04 RUSSEU.WT Begon 1. Ole ol 
tneOreStor 3pp 47559017-47569.019 


DOCKET 50-354 ROPE CREEK NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency & fire pratecifon prana 

8811020358 Rovsed emergency plan lmpiemoni r.g proceclures.mciud'ng Rev 2 lo At- 
tachment 9. "Non-oms/gency Ncliticaiions Ref," Rov 10 lo Attechmont 25. "Oesrgrai- 
ed Comrrunlcator," 8 Rev lo lo Aiiachmonl 20, ‘ DeslQ/talod Commurscatoi " 
FAWCETT. 0. Pul) : Service Elcclric 8 Gas Co. ol New Jersey. 86/10/17. 30pp 
-17421:166 47421:203. 

881 1010532 Pov 5 to ''Art.tic-al Island Fmergency F’lan." 

QURGIN.O . NIChoi.S.J. Put'tc Service Erocirtc 8 Gas Co. ol New Joisey. 8B/I0/I9. 
IIBpP- 47396229-17390 346. 

8611020357 No’.ico Of Sicnllicant Licensee Meeting 58-172 in King of Ptussia.PA re 
physical secu-ily program lor Arti'icsl island. 

SWETLANO.P 6. Region 1. Ofc ol the Direilor. 89/10/21. Region i. Ole ol trie Ovec- 
tor. 2pp. 47409.093 -47409:094. 

6811040021 Revs lo Artificia’ is'snd emergency plan edmin sl/alrve procedures inc’widmg 
Rev 2 to EPiP 1003,flev i to EPIP 1004, Rov 5 to EPiP 1013 8 Rev 8 to EPIP 1014 

* Public Serv.ee E'edric & Gas Co. ol New Jersey. 88/10/25. 56pp. 47440 259- 
47440:314 

8611040025 Rev 6 to EmatgeftCy Pltn implerren'.Ktg Pioceduie EPIP 602, "Radiologxal 
Dose Assessmont." 

' Public Service Elecinc & Gas Co. ol New Jersey. 88/10/25. BOpp 47446 027- 
47446:1 15. 

861 1040370 Revised EPiPs.ir.cluding Rev 3 lo EPIP 201H.Rev 6 to EPIP 202H.F1ev S to 
EPIP 204H.ROV 4 lo EPIP OOlH.Rev 6 lo EP.P 3O2H,R0V 4 lo EPiP 304H 8 Rov I to 
EPIP 30aH. 

• PuD'ic Service Electric 8 Gas Co. ol New Jersey. 88/10/27. I70pp 47432-246- 
47433 056. 


8611070024 Rev.sotl omergency plan imptemeniing procoduros.including Rov 4 to leblo 
ol comenlu.Rov 3 to EPiP 801, Rev i lo EPIP 60?, Rov 3 lo EPiP Q03,Rov 1 lo EPIP 
804 8 Rov 210 EPIP 805 

• Piibic Sorvico ElDCinc 8 Gas Co ot Now Joisey. 80/10/27. 39pp 47458022- 

47450 061. 

8010310017 Coner.c Lir 88-10 to all fuel cycle lac.iily licensees 
possessing usmp.importing.otport ng or transporting lormula quantiles ol strategic 
SN.U ro use o> deadly force by licenseo guards to prevent theft of SNU Svc list end 
BURNETT.R.F. OitfS'on ol Saleguards 8 Transpotiaiion (Post 070413). 80/10/29 
Corfsokdaiod Edison Co ol Now York, Inc 3lpp. 47613.047.47513 077. 

8811160316 Forwards Safety Insp Repl 50-354/88-23 on 860823-1011 Unreso'ved 
area re operation at powers marg-natly abovo rated thermal power specified in license 
w4l be eva'uatod lor potential onlo'Comeni based on review ol evaluation. 
WENZiNGER.E.C. Regon 1, Ole ol the Director 88/11/03. MILTENBERGER.S 
Piublc SofVica Elcclric8 Gos Co of New Jersey. 2pp 47569. 216-47569. 233. 

-8811180318 Balaty Inso Ropt 50-354/88-23 on 880830-lOlt.Maior areas 
■oEpocied opeiabons.rad olog cal controls. surveillance testing, mami. emergency 

preparodnoss.socurity.LER & enginearing/icchnical support. 

SweTLANO.P.D. Regmn 1. Olc ol the Olrecior. OD/lt/Ol. i4pp 47569.220 
475^ 233. 


H. General boiresppndence 

8811300194 Commant on proposed rijlo 10CFR26 is Fitness tor Duty Program which 
mdudes random drug testing Util strongly favors ISO- day period for impiomontalicm ol 
rule & 360-day impiemonlat-on period lor random drug tosiing. 

MILTENBERGER.S- Public Sotv.ee Electric 8 Gas Co. of Now Jersey. 88/11/21 
CHH K.S J Office ol ihp Secrotary ol the Commission. 5pp. 47633 286-47633:200. 


P. Opaiallng iicanss stage documenia A correspondence 

8810180350 Gonoric Ltr 86-17 to all holders of OLs or CPs for PWRs to loss of 
UliR Svc let enci 

CnUTCHFlEtO.O. Associate Dtscior lor P(0|ocls (Post 870411), 88/10/17. Consol-- 
daied EcAson Co of Now York. Inc S4pp. 47270:155 47279.241. 

8810260184 Generic Ltr 88-18 to all ncensoos ol opa'aiing roaciora & holders of CPs ro 
pipni record sioreoo on optical disks Svc iiSl enci. 

CRUTChFIElO.D Associate 0>iecior for Projacis (Posi 870411). 85/10/20. Consofi- 
daiod Edison Co. o' Now York. Inc. 45pp. 4751 3.001-475 13:046. 

8811020357 Notica Of Signiiicani Licensee Meeting 88-172 In King ol Prussia, PA to 
phys^al security progrem lot Ariiiical Island. 

Svv£TLANO,P. 6. Rogron I. Ofc c-i the Di'eclor. 66/10/21. Region i. OlcoMhe Difoe- 
lot. 2pp 47-l09.083-474CIO.004. 

881)030189 Ap^ ration ipt emend lo License NPF.57,rovlsing Tech Specs 5.6.3 to ac- 
eomodeio edaii^ oi one tack ol same dasign as originally described in FSAR.Fee 

&lLTEN8EnGCn.S Public Service Electric & Gss Co. Ol New Jersey. 88/10/28. Doc- 
urreni Control Stanch (Document Control Desk). 7pp. 47426.001-47429:009 

-^811030)73 Proposed Tech Specs 5.6.3.speni (uel storage capacity, accomodating 
addiiion of one rack ot same des-gn as originally descnbodln PSAR. 

' Pvbirc Sorvico Eloctnc £ Gas Co. ol New Jersey. 68/10/26. 2pp. 47420.008- 
47429 009 

88)1040169 Forwards Arnond 20 to License NPP-57 & ealety avaiualion. Amend do- 
lotos L'consa Condition 2.C.{3] ro relief Irom certain pump & valve testing requiro- 
menls 

RIVENQARK.G PtO|OCI Dirocioroio 1-2. 68/10/26. MILTENBERGER.S. PubiC Somce 
Electric a Gas Co ot New Jorsay gpp. 47440 011-47440:019. 

-8811040199 Amend 20 to License NPF -57, deleting License Condition 2.C.(3) re toliof 
front ceriain niimp & valvo lesiirtg requiromenis. 

eUTLER.WR, Proiocl Dirociorale 1-2. 88/10/26 4pp 47440:014-47440:017. 

-8811040200 Safely evaluation supporting Amend 20 lo License NPF-57. 

* Oflrce ol Nuclear Reaclor Ftegulallon, Dirocior (Posi 670411). 66/10/26. 2pp. 
47440 018-47440 010 

881)080201 Noli'calion ol 881118 meeting w/utll in Rockville.MO lo d-scuss gonorol 
issuos assoscialod w/oporation ol p’ants. 

STONE.J.C. Pri^ecl Directorate 1-2. 88/11/02. BUTLER.W.R. Project Oiroctoralo 1-2- 
Spp 47473 056-47473 060 


Q. Inepeclion reporla, IE Bulfellns & correspondence 

881)070289 Submits supplemental response to NRC Bulletin 67-002 re losl rosulta for 
fasteners found out ol spsc.Saleiy-relaled fastonors that slightly exceed HRB mail 
hardness spec roqu'romania may be used w/o compromising safety. 
IASLTENBF.rGER.S. Pub'e Service Electric A Ges Co. ol New Jersey. 86/04/27. 
RUSSEIL.W.T. Region I, Olc of the Director. t2pp. 47460:329-47460.340. 

8810030249 NRC Inlo Notice 55-079, "Misuse ol Flashing Lights for High nadidi-on 
Area Controls " 5vc list end 

nOSSi.C.E. Division of Operational Events Assessment (Post 870411). 66/10/07. 
Consolidated Edison Co. of New York, Inc. t23pp. 47279.242. 47280.003. 

8810070114 NRC Inlo Notice 88 062. "Torus Shells W/Corroslon & Degraded Coatings 
in BWR Containmente." Svc list end. 

RO^l,C.E. OiviBlon of Operational Evenis Assessment (Post 870411). 8C/10/I4. 
ConaoHdated Edison Co. 01 New York, Ino. llOpp 47200:124-47280:235. 

8610140212 NHC Info Notice 66-065, "Broken Retaining Block Studs on Anchor Oa'lmg 
Check Velves ' Svc list end 

ROSSI, C.E. Divfsiort ol Operational Events Assessment (Post 870411). 86/10/14. 
ConsolidaCed Edison Co. of New York, Inc. 1 18pp. 47463:199-47463:318. 
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8B10140016 NRC Into Noiico 86 004. "Dolociivn Motor Shatt Koys In Umnorque Motcr 
Actiratois." Svc list end. 

ROSSI.CE. Division of Operational Events Assossmcni (Post 67041 1> B8/1073O. 
ConsottiJetod Edison Co ol Now York. Inc 1l9pp 47260:004-47260 193. 

6610170301 NHC Into Not-CO 88-066. "Opera! ng W/Multiple GtO'jnds in DC D sinbul on 
Sis." Svc list end 

ROSSI, C.E. Division of Operational Evenis Assessmonl (Post 870411) 86/10/21. 
Consolidalod Edison Co of Now York. Inc. 1 16pp 47463. 001-47463. 107. 

6611070334 Requests romlttanco ol loo lor 860716 eppi.calion for extension ol luno to 
submil 90 day inservico insp topi 

DIGGS.R.M. License Fee Managemont Branch. 88/11/01. MILTENBERQER.S, Pub'Jc 
Servece Electric & Gas Co. ol New Jorsoy ip 47461.319 474(ji:3t8. 

6611160315 Forwards Safely Insp Ropi 50 354/88-23 on 880823-1011. Unresolved 
area re operation at powers marginally above raiod Ihormol power spacltied in l.cense 
will be ovaiualod lor potential on^icernent basod on review ol evafuai.on 
WENZINGEfl.E C. Fledon i, Ofc of Iho Oirecior. 88/11/03. MlLTENBEBGER.S 
PubI c Service Electric & Ges Co of Now Jersoy. 2pp 47509 218-47560 233 

-6811160318 Safety Insp Repi 50-354/88-23 ori 800630 lOtl.Maloi areas 
inspododoperai.orts.fatKolog'cai coni/ofa.survellia/tco lesitng.rrwni.emoraency 

S ioparodness.securiiy.LER fenainooring/iachn'cal support 
W6TLAND.PD Region l, Ole ol the Direcior 80/11/01 I4pp. 47566:220- 
47589.233. 

6611040324 Suppi 3 lo NRC Info Notice 0e-t06, "Foodwaior Line Qieok." Svc l.sl end. 
ROSSI.CE. DiviS'on ol Oporaiional Events Assessmonl (Post 670411). 88/11/10. 
Consolidated Edison Co ol Now York, Inc. Il3pp 47659.072 47550 184 

8811170274 Forwards Emergoncy Oporalmg Proceiluros Insp flepi 60-354/88-200 on 
880006-16 No violations notod.woaknosses involving dovelopmeni & Innplentcniaiion 
ol emergency operating ptocodurea idonlKied. 

VARGaIsa Division ol Reactor Prolocia • l/ll (Post 870411), DO/ii/l). 
MlLTENBEnGER.S. Public Service Electric & Gas Co of Now Juisoy Opp 
47575-331-47576.014. 

-861 f 170278 Insp RopI 5O-3S4/a0-2O on 880906- 1 6 No vidallons noloa Wa;or e/oas 
Inspected variticallan that omorgcncy oporaiing procoduros lochnically adequate 
CLIMMINSJ.E NORBHOLM.LJ . HAUGHNEV.CJ Oiv.Slon ol Roacioi IftSpoctiOn 4 
Saloguards (Post 870411) 88/10/24 38pp 47575:337-47576014. 

8611090264 NRC Into NoUco 00 087. "Purnp Wear 4 Foro.gn Ob|eci$ In Plant P-ping 
Sys." Svc llsl end. 

ROSSI.CE. Division ol Opoistional EvQr>is Assossrneni (Posi 870411). 88/11/16. 
ConaolWafad Edison Co. 0I Now York, Inc. I tOpp 47601. 02O-470Ot:132 

681 1090403 NRC Into Notice 80-000. "Oogradat on of Wosicnghouso AHO RotayS." Svc 
list and. 

ROSSI.CE. Division ol Oporeiiond Evenis Assessmonl (Post 870411). 88/11/16 
ConsO'idBlad Ed'SOn Co. of Now York, Inc. IlSpp 47597:001-47597 113 

8811160068 NRC Info Notice 86-089. "Oogredauon of Kepton Eiociiicai Insulation'’ Svc 
fi6i cnef. 

ROSSI.CE. Division ol Opeiallonal Evenis Assossmoni (Post 8704ti). e8/ii/2i 
Censd'dated Edison Co. oINow York, Inc, ii3pp. 47603 046-47603 i6i. 

8811160470 NRC Info Notice 00-092. "Potoniiai for Spent Fud Pool Oteindown" Svc 

ROSSI, C.E Division ol Operaironai Evenis Asaossmom {Post 870411). 80/11/22. 
Conao'idaiod Edison Co. of Now York, inc. 1 14pp. 47606 124-47606237. 

8611100316 NRC Bulloiin 60'0i0. "Nonconforming Molded CasdCitcuii Oioakots.*' Svc 

Rolsi.CE. Division ol Oporaiional Evonfs Asacsemonf (Posi 870411) 08/M/22. 
Cansol.daiad Edisnn Co. Ol Now York, Inc. I2lpp 47606 001-47606:123 


8811160507 LER DB-O0l.O2on 6B0l26,crp.oroancy tnesol gonoraior A OxpBiior.ceii in 
vB'rf fe-lure during posi-ms'ni rotost Caused by lumpor wi'e mhsmg n vo'tage rogcrla- 
tor ac ^suidown contactor. Contactor rcligurcd W/88i 107 itr 

MERREiL.A , HAOAN.j J Pob'ic Service Eloctiic & Gas Co ol Now Joisey 88/11/ 
07. 7pp 47644 351-4754435/ 

8811160(05 LER flfl-02<'-00on flfliots.eli reactor leeflwaioi ptmps ir ppod on twgii d.s- 
ctiarge pressure signal w/rosunam loss ol loedwator liow causing scram Causod by 
spurious reactor leodwetor pumps s.gnal W/8t) 1 1 14 itr. 

(ufERfleLLA . HAGAN J.J. Public Service Eleclr.c A Gas Co ol Now Jersey Re/n/ 
14. 5pp. 47563.062-47583 066 

6811220408 LER 68-02800on eOlOin.bOlli comro' room ometgency Miraton 
(CREF)(n|^od on low flow signal & declared moporaUloCaubail by ma'.lund.onmg 
level arm on CR£F B damper switch. Switchos added to mani program W/OBI 1 16 itr. 
MEBRELLA. HAGAN.JJ. Pubhc Scrvco Electric & Gas Co. ol Now Jersey. 88/11/ 
17 4pp 47016007-47610070 

V. Operator Examinations 

8811000355 flequosia rol malls usiaH m enci bo provided lo-' licensing exam sciiedu'ed 
for 8902(4-17 by 801219 Ends 1 & 3 doscnbo lequ.romenis lor conduciirg exams 3 
lists (u*.o$ & gu.dolinos In olloci during aclrri'n siret'on of oxams.respocuvo'-y 
UINGE.O J. Region i, Ofc ol Iho Duoctot. 80/ 10/28 MILIENBERGER Pubic Sorvicu 
Electric & Gas Co ol Now Jersey. I2pp. 47901 335-47501.340 

DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 

A. Appiicsiion/consirijetlon stage documenls & correspondence 

6610180350 Gonoric Hr 88-17 lo 8'-l holders of OLs or CPs lor PWRs ro loss ol 
OHR Svc i-si end 

CRUTCHFlELO.D. AssociBio Oireclot lot Ptolacis (Posi 870411). 88/10/17 Conso'.i- 
deied Ed-sort Co. ol New Yo'k, Inc 04pp 47279 )56 47279 24 1. 

8810250164 QanurIc Lir 00-18 to a" i ccnsDOS Ol cporat.ng roaclors & holdors ol CPs ro 
piani record storage on optical disks Svc list and. 

CRUfCHFiELD.D Assocaio Director lor Projecis (Posi 870411). 88/1O/20. Consoi- 
daiod EOxsort Co ol New York, Inc 4Spp 47513 001-4'/5t3 048 

F. Security, msaicsi. emergency & (Ire proteelfon pfsns 

88(0310017 Gonar,c Lir 68-I8 10 SH lud Cycl9 lOO'Hy licensons 

possossvvg.usino.imporiing, exporting or trensporimg lormula quantities ol birelogic 
&NM (0 i.>so 01 deadly loice by 1 censoo guerds to provcni that! of SNM.Svc lisl ond 
0URNETT.R.F. 0>y.s:on of Saiogua'da & Trsnsportaiion (PoBI 878413). 06/10/28 
Consciidaiod Edison Co. oi now Yoik, ine 3ipp. 47513 047 47513 077. 

Q. iftspecUon rsporiB, lE Duiisilns & ceirsspondonco 

6610030249 NRC inlo Nokco 80-079, "Mituso 01 Flaslrng LiQhls lor High Radiation 
Area Controls " 5vo tist and. 

n0SSi.CE OiviSion of Operational Evonis Assossmoni (Posi 070411). 08/10/07 
ConsoVUeiOd lid'SOn Co ol Now York, Inc I23pp 47270 242'47200 003 

6810070114 NRC Inlo Nobco 08 002, "Torus Sholls W/Co'tosion & Dogradod Coatmgs 
in 8VVR Comakimonts " Svc I'Sl ond. 

ROSSI.CE D-v<sion ol Oporationat Evonia Assossmenl (Posi 8704li) 80/10/14 


R. Periodic operating reports & related correspondence 

8611210260 Monthly oporaiing repl for Oct 1988 lor Mopo Creek Gorrorotirrg Station 
Unit l.W/0ailt6ltt. 

JENSEN.H., BRENNAN.C.. HAGAN.J. Public Service Electric & Gas Co ol Now 
Jorsey. 66/10/31. 15pp. 47500:140-47590:I62. 


S. Reporiable occurrences, LERa & related correspondence 

8810270170 LER e8-024-00:on 800921.nonconservativo calculat.onal orroxs 10 caiibr 
values lor reactor fesdwalor How insirumonlaiion mdicaled.Causod by uso ol irrcoiioct 
daia.Acbon plan 10 address Issuo oslablistiQdW/8BI021 Hr. 

ALLEN C-W HAGAN.JJ. Public Servlco Eloclnc & Gas Co ol Now Jersey. 08/10/21- 
8pp. 47324.303-47324.310. 

6811040129 LER 80'025-00.on 6BO03O.boih coniial room emorgoncy (MraUon wvis de- 
termined Inoperable duo lo surveillance procedure not meeting requireinoni ol Tech 
Spec 4.7.2 e 3. Procedure revisod.W/68i03l lu. 

MERRELl.A.. HAGAN,J J Public Service Eleclnc & Gas Co ol Now Jersey. 86/10/ 
31- 2pp. 47446.123-47446 124. 

6811070207 PNO-l-88-ll5.on 881 lOI.eeaclot scremmed Irom iwM jxjwo/ doe Jo mom 
lurbine Inp. Caused by loss oi electrical Held on main generator. Reactor siabilizoci in 
shutdown condition & entered into 5-d^ oulage, including delnerting ol dryvroH. 
MEYER.G SWETLAND.P. Region I, Ole ol the Ouaclor. 86/1 1/02 2pp. 47469:321- 
47459:322. 

8811090125 Perl 21 ropt ro defect In Llmilorquo Corp suppl.od safety- leiaitrd SMB 
valve actuators w/RH Insulated dc motors that may not develop futt-taicd sian-ng 
lorque at elevalod ambient lemps. Review ol motors By kcerrseas rocomnwndod. 
WILKINSON I E Limilorque Corp 88/ 1 1 /03. Ollice ol Nuclear Reactor Regulation. Di- 
redor (Post 670411). 16pp. 47525:227-47628 242. 

861 1150611 LER 88-026 00:on 8Bi006.discovoied that quanerly surveillance of emer- 
oency diesel generator fuel oJ storage tanks signed on bul not comptotetf Caused by 
personnel error Surveillance restructured lor multiple chocks.W/881 104 lU. 

MERRELL A HAGAN.J J. Public Serv.ce Electric & Gas Co. of New Jersey. 68711/ 
04. 4pp. 4 764 M66 4 7647:108. 


6810140212 NRC Inlo NoHcn 08-006, "QroHon Retaining Block Sluds on Anchor Darling 
Cfiock Valves " Svc Usi or>cl 

ROSSI.CE Oivis-ion ol Operational Evenis Assossmoni (Post 670411). 88/10/14 
Consokdaiorl Edison Co. of Now Yoik, Inc il6pp 47463 199 47463.310 

88(0140018 NRC Info Noiice QB-084. "Doloctivo Molor Shell Keys in Limiio’quo Moior 
Aciualors" Svc list end 

ROSSI.CE Division ol Oporot'onai Events Assossrr.oni (Posi O/Omi) 88/1O/20. 
Consotidaiod Edson Co. ol Now York. Itiq 1 lOpp. 47280 004-47280 123 


8810170391 NRC Inlo Nobcd 08 088. "Opoifii ng W/Muliip'o Grounds in DC Oislnbulion 
Sya " Svc ksi onci. 

HOSSI.C.E. Division ol Oparailonai Evonis Assossmoni (Post 0704H). 88/10/21 
Consotidaiod Edison Co oiNow York, Ino. Il6pp 47463 081 -47463:107. 


S81104Q324 Suppi 3 10 NRC ihlo Noiico 85- 1C6, "Feedwaioi Lino Break " Svc fist onci 
ROSS1.CE Division ol Opaiot'Onol Evonis Assessment (Post 070411). 6O/11/1O. 
Conso'idaied Edison Co ol Now York, fne 1 13pp. 47559.072-47559 184 


98U090284 NRC Inlo Nonce 8B-087, "Pump V/eor 8 Fore'pn Ob;0Cls m Plant P.pmg 
SyS-" Svc l'6l onci 

ROSSI.CE- Division ol Opocalional Evonis Assossmoni (Posi 870411). OO/11/I6 
Consr^idaied Edison Co. o'NowYoik, Inc- Il3pp 47601 020-17601132 


8811080403 NRC Inlo Notice 88 080. •'Dogtadaiion of VVesiinghouso AHD Relays Svc 
hM enci 

ROSSI.CE. Divlaiori Of OporoHonal Evonis Assessmonl (Posi 070411). 88/11/16 
Consoixfatod Edison Co. of Now York. Inc. Ii3pp 4759700t-47597:il3 


8811160068 NRC Info Noi'ce 68'0B9, "Degradation ol Kapton ElocU'Cai insuiai on" Svc 
list enci 

ROSSI.CE. Division ol Operaiional Events Assessment (Post 070411). QO/11/21. 
Cortsol'dBlod Edison Co 0/ Now York, Inc. l lOpp 47603 045-47603 16I. 


8811180470 NRC Inlo NoliCQ 80-092, "Poienlial lor Spom Funl Pool D'a ncown" Svc 
list erKi 

ROSSI.CE. D-vlsion of Operational Evonis Assessmonl (Post 870411). 88/11/22 
ConsoJidaiod Edison Co. ol New York. inc. ll4pp 47606 124-47606 237. 
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S6)llB034fi FO-'A request lof oocumenia fa drug uso A il-9iiA)iitiDn, alcohol uso w fi; 
nsas (Of duty issues at uiil _ 

PARRiSIlO AWation Not Assigned. 00/09/27. NRC • No Ootoi'od Alfi'.aton G'rf<- 
1p.47&04.tSg-47&84 ltd. 

0611010420 Fofwafds correctod Amends 64 S 53 to Liconsos NPF-iO i NSf 
iSfespnciMet-r Amends le.ssucd in entueiy. 

HiCKMANOe P/olecI D.'rectoralo V. 06/10/04 BASKIN, K.P. Soultiorn Ca'ilor.-M 
EdsonCo ConON.GD. San D.ooo Gas & Eieclnc Co App 47402.l03-4?aosi6i 

'6811010456 Cor/octod Amends 04 & S3 to Liconsos NPF-lO & n?F-is. 
tespocove-'y Arne.ids change 1scl> Spocs to pail-loriQllt contiol olon-em nsenei 
k'scsmovaUec^ol assemb'ios,eelBiy Injocilon lenKs « ESFAS. 

Kf.'.GHTON-GW Project OuociOfflle V. 80/00/03. 56pp. 47402:100 47402 26? 

6610180350 Generic Llr 06-17 10 all holders Of OLs O' CPs lot PwPs re loss ol 
OtiR.Svc list enci. 

CRUTOiFielO.O Associate Ol/oclof (or Pfolucts (Pout 0704 1 1|. 00/10/17. Co-.set 
dai^ EdisonCo ol Na# Votk, Inc. B4pp. 4 7270. lSO-47270.24 1. 
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6610260129 S'jbmis corrociion 10 Liconse Condition 3.0 lor Amend lOO to License 
OPr)-l3 & Lrcense CondiHens 2.E lor Amonris 67 & 56 lo l.iconsos NPP-10 & NPF-15 
TRAMiaELL.CM.. HtCKMAM.O.E. PtOiOCl Oitor.lotaio V. 00/t0/t7. BASK'KKP 
Souihem C^lom<a Ed.son Co COTTON, G D Snn DIogo Ons & ElocliiC Co 
47322266 47322270. 

6610260143 fonsards Amends 68 & 37 10 Liconaos NPP-10 & NPP-15. rospeciiveVS 
saleiy evatua'^m Amends defelo onsite & oltsilo organization ebons & toviso reponjng 
fespons4Miyolm;daai saloty group 

Mk:kMAN,O.E. Project Oireciorato V. 08/10/10. BASKIN,K.P. Soulhorn CslilcrrHi 
EdiSonCo 3(ip 47269 103 4 7269 130. 

-6610260147 A.'ncnds 68 & 37 to Licenses NPF-IO & NPF-15,tOSpociivoly, dolfllmg 
ensue 8 oHsiie ngamzation ctiarts & touising topoiurtg (OSponsiti.Liy ol both InCs 
pendent safety enq neering group & nuclear aofoly group. 

KNlGHTON.GVf Ptojett iSitociDraiB V. 68 / 1 Of 16. 28pp. 47201) 106-47289.126. 

-6610260152 Seleir evaluation supporting Antonds 60 & 37 lo liconsos NPP-lO i 
NPF-is.iespecmeiy. 

• ^e (J Nutiea/ Hoador Regulation, Dlroclor (Poai 870411). 88/10/18 4pp 
47289127 47289130. 

68I03IOM6 F^atdj Amend 110 lo llcenao DPn-i3 & saloiy ovoluaion. Afnemi de- 
wtfts o^te 8 caisiie ptgariizeiion cTians S revises nuclear aaiely group fenoning te- 

SpOrtSc^hiy, 

T^MMEllCM Project Oirecioiate V. 80/10/18. BASI<IN,KP. Soulhorn CahfCTa 
6<MooCo 3ep 47378019 4737603d 
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VttL.fte ./L iTTiO.' - dut'uuiiina /tmenos iiu.uo a 9/ lo i.icons«» urn- 

I3-bFF-lO« NPF.lS/especirvOty 

4737601M73WM4'^®*^''’^ Hagulelipn, Direclpr {Poai 070411). 08/10/18 4pp. 

® 57 to licensee NPF.iO & NPF-16, fospociivaiy S 
wno^worimw'^^ ansue K oitshe eigenizoilori chene & levieo listed te- 

S^°i47^^’2?,T73?4'3M Sot'»'0»’ CalilorniB 

'•'«hies NPF.IO & NPF-16, respectively. doloi.ng 
N-GHION.GW ftejeci D-iectoraW V, 09?ione, gftpp 47374-266-47374-.3t0 

Amends 110.60 4 6? lo Licenses DPR- 
473701 ”47374 3% '^®9‘^'a"on. Director (Ppsl 870411). 08/10/18. 4pp 

"SkS" '■ 

lor amends lo Llconsea NPF-IO & NPP-15 consisting 
4wve4iafKe»H«iBr«it.«--nV®^^^^^ Spec 3/4.81.1 lo increase 18 monih 

BASKinJp fnlorval- Fee paid. 

iOecWtlCt^J^^O Document Control Branch 

'o Licenses NPF-lO ft NPF.15, consisting ol 
- Soutfietn California EJsoo Co. 69/ 10/24. 6pp 4741&.246-47416.253 
tenrais to 'Ref^i^nlwar””^* 3/'*-6. 1.1, Increasing ie month surveillance test In- 

■ Sou8««nCaMorrva Edison Co. bb/10/24. 35pp, 4741^ 

0lAppi,^44n^l3’6®39[!^.g°nn'?^^^^ 10 Licenses NPF-lO & NPF-15. consisting 

change would incrLse 3/4.8 3, •'Conialnmonl isolation Valves " 

wSmh.kp &uihern Ca^lornfa itti^als to 24 monitis Fee paid 

(OocumeotComrolDesV) Ip Documeni Control Braneh 



-6611030126 Appllcaiion lor amends lo Licenses NPP-io & NPF-iS. consieimg ol Ap- 
plicalions 53 & SO.ruvIsing Tech Spec 3/4 6 3, "Conia nmoni isolaton Valves " Pro- 
posed change would Increase surveillance lest intervals to 34 rnonths 
BASKIN.K P. Southern CaliforniQ Edison Co. 88/10/3d 9pp 4741 1 353-47413 001. 

-8611020130 Proposed Tech Specs 3/4.6 3. "Containment Isolation Values." incteas* 
Ing 16 month surveillance intervals from 18 months to "relue'lrvg intorval." to si^pon 
nominal 24 month luel cycle operation 

• Southorr^ Calilofhla Edison Co. 80/10/24 Itpp 47412.002-47413.012- 

861 1030310 Forwards application lor emends to Licenses NPF-10 & NPF-15. consisting 
ot Amend Appl-cations d 6 & 42, revising Tech Specs re loactivily control sys - boraUon 
liowpeths & emergency core cooling subsystems. Fee ps'U 

BASKIN. K.P. Southorn California Edison Co 88/10/34. Oocumont Control Biarvh 
(DocumontConuolDosk). Ip 4743fi:f70-47439.205 

-6811030313 Application lor amends to Licenses NPF-10 & NPF*iS.chang>r\g Tech 
Specs ro reactivity control sys - boiaiion liowpaihs & emorgency core cooing subsys- 
tems 

BASKiiV.KP. Southern California Edison Co. 60/10/24 lOpp. 4M38 171-47439. 160 

-6811030316 Proposed Tech Specs ro reaclivlty control sys lio'wpaths & ECCS siave/.- 
lance roqulremcnls. 

* Southern California Edison Co. 8B/tO/24. 25pp. 47436:181-47438 305 

8811140011 Confirms 881021 & 26 teicoris re mgt meoting schodu'od <or 881102 be- 
tween NFIC & uM Mootinn noUce & agenda onci 

KIFISCH.DF. Region 5, Ole ol ihe OTrocior 6B/10/28 RASKIN. K.P. Souihairt CeMor- 
nia Edison Co. ip. 47636.357-47536 360. 

—8811140012 NotiliCQllon of signiliceni licensee meeting w/uH on 801102 lo diacuss 
current issues 

KIRSCH.O.F. Region 5. Ofe of the Olroctor 86/10/26 Region 5. Ole ol Uu> Ojociot 
3pp. 47536:360 47536 360. 

8811080099 Forwards Change Notice 33 to Topical Rept SCE-i-A. "OA Piogtam." clan- 
(ying sys loi Irisp & lest atalus. 

MEoFOno.M.O. Southern Catilotnia Edison Co. 88/tt/03. Oocuntoni Cortltoi Qrancit 
(Oocumont Control Desk). Ip. 47477:t71-47477;i94 

-8611060102 Chango Notice 33 lo Topical Rept SCE-l-A. "Insp.Tesi & Operatiitg 
Siaius." 

MEOFORO.MO. Southern CalHornia Ed.spn Co. 6B/tl/03. 23pp 47477-173- 
47477.104. 

6911160042 Forwards application lor emonds to Licenses NPF-tO & NPP-15. consisting 
of Amend Aepitcaiions 37 <S SI.revIsIng Tech Specs 3/4. 3.1 8 3/44 2 Id charroe 10- 
month survelilenco Inlorvafs to support riommal 34-fnenlh luoi cycle Foo pad. 
0ASKlN,KP. Southern CeMorma Edison Co 00/11/07. Oocumcni Control Qtench 
(Document Conirol Oosk). Ip 47550:368-47550.201. 

-66ttt60046 Appifeadon for emends (o (.(censes NPF-lO A NPF-16. co'isfslMg of 
Amend Applications 51 & 37.ro8PQCiivoiy. revising Tech Specs 3/4.3.1 & 3/4.33 to 
suppon rKjmlnal 34 mortih fuel cycle operaHon 

BASKIN.KP Southern Calilornia Edison Co 88/tl/07. 6pp 47550 269-47560:376 

-6611180066 Proposed Tech Specs, lovlsing IQ month survsiiianco fnforvals to toAioiing 
Intorval to euppon nominal 24'monih luol cycle operaiian 

* Soolhern California Edison Co. 08/11/07. ISpp. 47550 27/-47560.29I- 

8611150071 Forwards application (or amonc] to License Nl’F to.cor>a>elinp ol Tech 
Spec Change dS.rovismg Tech Spoce 3/4.4.0.t. 3 4 t. 4.1.3 4 1.3.34 831 i 3 4832 
ro nCS pressure lemp limll curves & low lemp overpressure proioct<or>.Foo pa'd. 
BASKIN.KP. Souliiern CsUornia Edison Co flfl/n/07. Oocumeni Co/Wroi firp/ren 
(Document Control Desk), ip. 47552.161-47652:109 

-6811150075 Application lor amend to Ltcenso NPF'10.consi$i<rtg ol proposed Toch 
Spec change NPF-iO-270, revising Tech Specs 3/4 4 8. 1.3.4.1.4 1.34, 1.3.3.4.03.1 8 
.3.4.8.3.2.revi8rne RCS pressure lemp (rmrt curves. 

BASKIN.K P. Soulhorn California EdUon Co. 86/11/07. 7pp 47552:183-47552:160. 

-681 1 1S0080 Proposed Tech Specs revising RCS prossure temp 1/n.l cuvos. low lomp 
ovorprossuro protcciion temps & ossocialod bases lo ho up to 10 EFPY ol operatioa 
' Southern Cel'fornia Edison Co 68/11/07. 31pp. 47562 169-4 7652 t0S. 

8611160221 Fonverds Chango Nonce 32 lo Amend ll lo OA Progtarw SCE-I-A 
(Change rellocts clarifications to sys lor Idoniillcallon & control c> matl.pans & 
components Chango will bo Incorporaiod In noxt amend 

MEDFOnO.M.O ^uthorn California Edison Co. 08/1 1/08. Oocumoni Conito* Otench 
(Documenl Control Oosk). ip. 47604:059-47504:004 

-861 1220225 Change Notice 32 lo Amend 1 1 lo OA Program SCE-i-A/evIsing Pages 
17.1-25.17-1-26, 17.2-28 & 17.1-29 to Identify & control mall^ails & compornmls 
during 'consi & inslallation acllvitles for compliance w/lOCFRSO.App 9. 

• Soulhorn California Edison Co. SCE-l-A A 11. 86/11/08 6pp 47004.060- 
47684.-064. 

6811180352 First partial rasponso to FOIA requosi for documents. Forwards App A 
documents App A documents ava'iable In PDR. App 6 documonis wrthhoht (lel FOIA 
Exempllon 5). 

GRIMSLEY.ID.H. Drvision of Freodom of (nforrrettan 8 f’obKcafirjne Services (Post 
880515). 88/11/10. PARRISH.O. Affiliation Not Assigned. 4pp. 47564:120-47684:170. 

-8811180356 Requests clarlllcetion ol 680615 Ur re 600513 Iconso renewal appifaiion 
Med by licensee on behall of MP Acosia.ln view of NRC need to ect on Acosta 
answer & tequesf for nearing on 600615 suspension of sub| f.conse. 

ZWOLINSKI.J A. Division ol Licensee Performance & Quality EvaKmKon (Post 
870411). 88/08/16. MCCARTHY, C.B. Southern California Edison Co. 2pp 47684:131- 
47684:133. 

-6811180365 Responds to order suspending Operator license 6010-2 & denying appli- 
cation lor renewal ol subl license. 

ACOSTA, M.P. Souihe/r) Cahlomla EO-son Co. 88/07/01. NflC - No Pelaitetf AlHialPon 
Given. 7pp. 47584:133-47684:139- 

-8811160366 Attests to credibility & high degreo of profcsslona'lsm displayed by WP 
Acosia during B yr occupational aque'ntance. 

SEOICH.M N. Soolhern Catitornla Bdisort Co. 80/00/28. Ofe of Enforcomenf (Post 
870413). ip. 47584:140 47584:140. 


—6811160367 Aiiosis ol MP Acosta display ol sounrf judgemoni in approach to oporai- 
ing reactors at facility 

MCDONNELL M Southern California Ed.son Co 68/06/29 Commissioners //pp. 
47584 141 47S84 167 

—6811180386 AdviSQs reinsiatemonl ol MP Acosia NRC control operator l.cense 
HUGHES.G.R. So'Jihern Caiitornia Fd<son Co. 60/06/28. NRC - No Detailed Aiii'.iai.or^ 
Gwoa 2pp 47684 168-47584:169 

-881H80370 Auesis that MR Acosta lu/y compotoni.extiemeiy knowlodgeebio & 
a'ways on top of Situation as control operator 

MCPHERSON. D.S Souffie/n Cal lo/ma Cd son Co 68/00/27 NHC • No Doi<i/ed 
alionGiven. Ip 47504.170-47584:170 


O. Inspection reports, IE Bulletins & correspondence 

6610030249 NRC Into Nol-ce 80 079, "M.suso Ol Flashing Lights tor Mgh Radialion 
Area (Controls " Sve I'Sl enci 

flOSSl.CE O.vision ol Oparaiional Evanis Assossmont (Rost 870411) 8ft/i0/07. 
Conaohdaiad Edison Co of Now York. Irtc f23pp 47270.2-12 -1726000.1 

98I83I05S1 Fonva/ds Insp RepJS 50 206/86-22,50-361/08-23 & 50-362/08-25 on 
880817-0924 No violations noted 

ZIMMERMAN.R.P. Region 5, OfC of the Director. 88/10/13 BASKIN.KP- Southern 
(3alilortM8 Edison Co Zpp 47375 337-47375 252 

-6010310663 insp Ropis 5O-2O6/O3-22,5O-36t/06-23 & 50-362/66-25 on 660717- 
0924. No violBiions noted Major areas inspected cpo^at'or^a1 saloiy 
veril^eiion.tB&oiog.CBi p/oloci'on, socu/.iy.eva'uaiion ot plant i/ips & ovonis & monthly 

mani 

HUEY.FR., TATUM.J.E , HON.AL. Region 5. Ole ol iho Orocior 88/10/12. I4pp 

47376:239 47375-252. 

8810310473 Forwards (nsp Ropls 50-266/60-23.50-361/66-24 A 50-362/66-26 on 
000906 30 A notice ol violation 

YUHAS.G.P Rog-on 5. 01c ol me Director C6/t0/l3 BASKIN.K P Soumern Cal.ipr- 
n-a Edison Co 2pp 47366 020-47366 033 

-8810310490 Insp Ropts 5O'2O6/0Q-33.5O-3ei/OO'24 & 50 362/88 26 on 880906- 
30.Vtola()or^s noted Major eross Inapocied lol'owup ol unteso'.vcd.opon & noncorrpli 
atKo noma.prog'am (or ealernai & internal exposure coni'ol 6 conc/oi of rad-daciive 
mail. 

RUSS61L.3.E.. NORTH.HS Reo’on 5, Ofe of iho Ditoclpr BB/10/13 tOpp 
47386024-47366033 

B8I00701 14 NRC Into NoUCd 08-082. "Toius 5hol>9 W/CorrosiQn & Dograded Coalings 
In BWR Coniainmonis " 5vc l«t end 

flOSSi.C.£. Oivieion of Opornt.ensf Events AssossmorK (Post 670411}. 66/10/14 
Consol’datod Edisor^ ol Now York, Inc IIOpp 47280.124-47260:235. 

8810140212 NRC Info Nolico 60 085. "Broken RoiSining Block Studs on Anchor Darling 
Chock Voivos ” Svc lisi enci 

ROSSt.CE Division ol Opeiaiionoi Events Assessmoitl (Post 670411) 68/10/14. 
Consoiideied Ed, son Co of Novv York, Inc. ttOpp. 47463:109-47463 318 

8610140018 NHC Into Nolice 68-084. 'Oolsciivo Mulor Shaft Keys In Llm.loiquO Uolor 
Acivaior*." Svc )<sf one'. 

ROSSi.C.E. Ov^ion ol Opoiat>onal Events Assossmenl (Post 670411). 60/10/20 
Consolldalod Edison Co olNew Votk. me I16pp 47260004-47260.123 

8810170391 NRCinio Notice 06-088. "Operat-ng W/UuUipIo Grounds m DC 0 Unbubon 
Sye." Svc kst ooci. 

nOSSl.CE Oiyiiion ol Oparaiional F.vonls Assessmonl (Post 870411). 88/10/21. 
CoftSoSdeJed Ed40/i Co. of Now Yo/k, Inc ll6pp 4?463;00l-47<63 197. 

B811IB0508 Forws'da Exam Repi &D-361/OL-8B-02 aummisiered on 880726 0611 Rept 
for bOlh units 

PATE.H J Rog-on 6, Ole ot ihe Duocior. 80/10/31. MCCARTHY ,C.B Soulhorn Catl- 
lorma Eifcsoh Co 2pp 47603 245-47663:325. 

-9811160611 Exam RopI S0-39t/OL-66'02 for tfn'ia I & 2 on 660726 08 M Exam ru- 
suUs.il roscior operaloi canUidalos passed operalmg exams & nirio passed wtitteri 
oxama Twelve senior roaclor oporators passed operaimg & wrilion exams. 
JOHNSTON.O W., nOYACK.M J.. MEADOWS.T. Reg on 5. Olc ol Iho Director. 00/10/ 
21 70pp. 47603:247-47563 325 

6611140005 Ack receipt ol 801Q04 coiiospondoncQ re protective actions lor event c'as- 
sfAod as general omergoncy.Acfdl guldanco wiH be provided as soon as such guidance 
genoratoa. 

SCARANO.BA floaion D. Otc ol the D lector. 88/11/02. BASKIN.KP. Southern Co'.i 
loinie Edison Co. Ip. 47637:020 47537 031. 

"6811140006 Discusses ciiloria For prolect'on action recommendations lor general 
omergoncles conleineO In IE Into Noiico 03-20. Procedure that Incorporates input Irom 
oftsiie agencies proferrod over sldcf inlerpreiaaon of NRC guidance 
BASKIN K P. Southern Calilomlo Edison Co. 00/10/04. MARTIN, J.B. Region 5. Olc ol 
Ihe Droctor 2pp. 47537:030-47537 03t. 

881 1060099 Forwards Change Nolica 33 lo Toplcsl Rept SCF.-i-A, "QA Program," clad- 
Mng aye lor Insp & test aiatus. 

MEwORO.M.O. Soulhorn Calilornia Edison Co. 08/1 1/03. Document Control Branch 
(Oocumeni Control Desk). Ip. 4 7477;t7t-474 77:104. 

-8811080102 cnanga Notice 33 lo Topical Rept SCE-i-A. "insATesi 6 OpotaHna 
Stalua." 

MEDFORD, M.O. Southern Calilornia Ed-Son Co. 08/11/03. 23pp. 47477:172- 

47477:194. 

8811160087 Ack receipt of 880002 & 1003 ifts informing NRC of slops taken lo corteci 
vioMilions noted In Insp Ropts 50-36l/68-tO & 50-382/86-10. 

KIHSCH.O.F. Rofllor) 6. Olc ol Ihe Dl/eclof. 88/11/07. BASKIN.KP Soulhorn Cal.lor- 

nia Edison Co Ip. 47506:222-47565 241. 



6911040324 Sujipl 3 >o NF1C Info Noi ce 96-100. "Feedwaior Lino Broak " Svcisi encL 
nOSSl.C.E. D.vl^ion cl Operalionel Even's Assossmen! (Posi 870411). 80/11/10. 
Consolidalod Edison Co 0 iNe.vY 0 'k. Inc. 1 13pp. 47S59. 072-47559-184. 

9611000264 NRC Into Noiica 88 087. ' Pun'p Wu3.' & Foregn OI>)0Ct$ In Plant Piping 
Sys" SvC i sl enci 

ROSSI, CE OMsion ol Opa/aVonpl Evoms Assessir.oni (Post 870411) 86/11/16. 
Consolidated Ed son Co. ol I/Qiw Yo'K, Inc. t i3pp 47601 020-4 760 1.132. 

8811000409 NRC Into Notico 88 066, ' Oeg'adat-on oi Wcstinghpuse ARO Rolans" Svc 
list e.nci. 

ROSSI, CE Oiviston ol C^eiaionai Evsms Assossinoni (Posi 870411). 88/11/16 
Consol dated Ed son Co of New Yo'li. Inc il3pp 47597001-47697.113. 

6911150069 NRC inip Notice 68 089. “Oegredalion of Kapton Elacincal inauialion " Svc 
hsl end. 

nOSSl.CE. Division of Operational Events Assossmeni (Post 670411). 86/11/21. 
Conso'Idaled Edison Co ol New Yo'l'. Inc 113pp 47903:045 47609:161. 

8811160470 NRC Into Notice 80 092. ‘ Polentiol lor Spent Fuel Pool Orelndown." Svc 
lial enci. 

RQSSt.GE Oivison ol Operational Events Assossmani (Post 670411). 80/11/22. 
Conso'idaiod Edison Co of Now Yo'k. Inc. I Mpp. 476(}6'i24-47G06 237. 

98 1 1 190315 NRC B-jl-'elin 89-010, "Nonconfo'ining Molded Coso Citcul BroaVois." Svc 
list arc! 

ROSSI. CE Oiv:s'on ol Oporatlonal Events Assossmcni (Post 670411). 86/11/22. 
Consolidated Edison Co ot New Ypik, Inc t2lpp. 47606 001-47606.123. 


R. Periodic operating reports & related correspondence 

8811210279 Monlhily operating tepia tor Oct 1088 lof San Onolre Nuclear Gertwairig 
Slakon Units 2 & lw/6ei 1 1S Hr. 

SIACOn.ER. MORGAN.HE. Sp'jHietn Cel fornla Edison Co. 66/10/31 lOpp 
47590:351-47590 360. 

6811160939 Porwaitfs montnv NPOES repi stirrimary lor Sopi 1988 (or Units 1.2 6 
3 R^l Includes doacrlplion of violniion ol NPOES cerrn I 

MORGAN.HE. Soulhcrn California Edison Co 66/11/00. Oocumenl Coiurd Branch 
(Document Control Desk). 4pp. 47559 257-47559 260. 


S. Reportable occurrencee, LERs & related correepondence 

8611106091 Followup ropl ol Tech ^oc lire-teiod assemblies (tiro doors) lound inopor- 
ablo during routine survelliancos.FIra doors found Inoperable In So^ Wo/ibEcd m 
encl.No doors found blocked open. 

MOROAN.HE SoulhornCaiiforne Edison Co 66/10/21. MARTiN.ja Region S. Ofc 
of the Oireoior. 4pp. 47535,070-47538.073. 

9911160172 ROon 66tl0l/e(l'jr4dani said shuidown cables located In Fi'o Arcs E-vO- 
90 200 not separated 6/or proiecled In acccrdanco w/i()CFfl50.App R.Seciion 
III. G. Deviation requesi will bo submiiiod lo NRR No corrcciive ecirotts planned. 
MORQAN.H.E Southern Calilorn6 Edison Co 66/1 1/02. MARTlN.J.8. Region 5. Olo 
of Iho Director. 2pp. 47599. 19e-476e3 199 

6911090135 Part 21 rest ro delect m li'miorcuo Corp eunplied safo'.y- ra>8ted SMB 
va^o aciuaiors w/RH insulated dc troiors iliai may not develop fuil-teted sie'img 
lorquoai oieveiod ambleni temps Rov'ev/ol motors by licensees reco-nmondod. 
WiLKiNSON.i E Lim'lorquo Corp. 65/11/09 Oftica of Nuclear Reactor Reguiaiion. 0.- 
leelor (Post 6704 It). 16pp. 4752S:227-47S2S 242 


T. Hearing iranacrlpts on non-anliin/el mailera 

6610270194 Transcnpl of 081018 prehearing conference In Sen Oiego.CA. Pp 1-62. 

' Atorrilc Safely and Licensing Boerd Panel. 88/10/(6. 69pp 47964:212-47394:274. 


V. Operator Examinations 

9811160506 Forwards Exam Rapt 50-361/01-89 02 admin stored on 680726 081 i.RepI 
for bolh units. 

PATE.R J. Region 5. Ofe of Itia Oireclor. 68/10/31 MCCARTHY.CB. Souibem Cak 
lorn'S Edison CO 2pp. 47S63'245-47fi63:32S. 

-9511160511 Exam Repi SO-961/OL -86-02 (or Units 1 & 2 on 980726 0811. Exam re- 
sults:! I reactor operator candidates passed operalmg exams 5 rune passed wriHen 
exams. Twelve senior reactor operaiors passed operating & wntlen exams 
JOHNSTON.G.W., ROVACK,M.J., MEADOWS.T. Region 6, Ofe of the 0‘rocfo/. 88/10/ 
21. 79pp 47563-247.47663.325 

9911141)363 Noiifios of 8601 10 meeifna In San Francsco.CA lo d.scuss reactor eps'e- 
lor I cetssing program activity In Region V. Agenda encL 

KlRSCH,O.F. Ree'en 6. Ofe ol Ifio Di/OClor. 88/11/03. REEDER, J. Soultiern CeMomto 
Edison Co. 3pp. 47536:354-47536:356. 

8811220501 inferrms that D Hansen License SOP-501G4 considered exp'rod. 
MORGAN.H.E. Southern California Edison Co. 06/11/10. Document Control Brerich 
(DocumenI Control Desk), ip. 47626 950-47626 360. 


DOCKET 60.362 SAN ONOFRE MLICUEAR STATION, UNIT 3 


F. Security, medical, emergency A fire prolecllon plane 

6611150299 Extends Invliaiion lo atlond FEMA emorgency mgl Inslilule woiheltop on 
federal tadrOloglcal emoigency response plan schoduTed lor wk ol 851 024 
MARTIN.J B. Region 6, Ole of tho Oireclor. 68/06/19. BASKIN,K P. Souihorn Cahlor- 
nia Edison Co. 2pp. 47546 331-47546332. 

8910310551 Forwards Insp Repls 50-206/98-22, 60-3ei/e6-23 & 50 362/88-25 «tt 
6B08l7-0924.No violalions noted. 

2IMMERMAN,R.P. Region 6, Ofe of the Director. 88/10/12. BASKIN, K.P. Souihorn 
California Edison Co 2pp. 47376:237-47375 262 


-9910310553 Insp Ropts 50 2O6/88-22.6O-361/08-23 & 50 3D2/Q8-25 on 630717- 
0924 No vlolaions noted Major areas Inspected oporaiional aatoty 
vsrillcaiion.radiolcigical protection, secunty.evaluailon ot plant trips 5 events & monihiv 

malni. 

HUEY.F-F1. Region 5,01c of the Director. 88/ 10/ 12. 14pp 47375-239.4737B.252. 

9911060140 Forwards adal Into ro open Items Iderrlified during 891017 lOCFRGO.App R 
fire ^otectlon audit.includ ng poioniial loss ol charging pump suction duo lo sp jriojs 
tfosirfo of vol coniroi lank outlei valve 

MEOrORO.M.O. Southern Celilorn a Edison Co 86/11/04. Document Coniiol Oranch 
(Oocumenl Control Desk). 40pp. 474 73 061-47473:100 

9910260005 Forwards Rev 21 to physical security plan, Incorporating 10CFR73.65 & 
73 70 changes. Rev withheld (rof 10(3FR73.2I). Cnangos do not decrease safeguards 
efieci-veness of plan. 

MOnGMifpI.E. Souihorn California Edison Co. 98/10/17. OlMce of Nuclear Reactor 
Rogiaaiion. Director (Posi 67041 1), ip. 47361:136-47361:136. 

9810310017 Generic Ltr 68 19 lo all fuel cycle facility llconseoa 
po&seeMr^.usIng, importing oxport-ng or transporting formula quanlitlos of strategic 
sNM fo use ol deadly force by l>ccc^see oueros lo prevent ihell ol SNM.Svc l,s\ end. 
BURNETT.R.R. D.vislon ol Safoguards & Transporlallon (Posi B70413). 60/10/20. 
Conso'idaled Ed son Co. of Now York, Inc 3lpp 47513 047-4 7513.077. 

96ff140IM2 Advises lhal wk of 801023-27 lor plant annual emergency plan exeiC'Se 
accepiablo.per 881005 roquost 

FiSH.R F. Roglon 5, Ofe ol the Director. 88/11/02. BASKIN, K.P. Soulhern California 
Edison Co Ip 47540 038-47540 039 

—6911(40003 Requosis approval of wk ol 861023-27 for plant annual emergency plan 
exerc)se.pef NRC 930903 Hr. 

BASKIN.k.P. Southern Calilprnla Edison Co. 68/10/05. MARTIN, J.B. Region 5. Ole ol 
maDtoefor Ip. 47540 039 47640:039 

89(1140005 Ack recaipl ol 881004 correspondance ro prolectivo acllons (or ovoni clas- 
allied as Mnorsl emergoncy.Addl guidance will be provided as soon as such guidance 
ganetefau. 

SCARANO.R.A. Region 6. Ofe of Iho Director. 88/11/02. BASKIN.K.P. Souihorn Cali- 
lorala Edson Co 1p. 47537 029-47537 031. 

-9811140005 Discusses Criteria for protection action rocommandallons (or general 
emergencies contained In IE Info Notice 83-28. Procedure lhal Incorporoles Inpul (tom 
oHsiio agencies pialeriad ever siiici interpretation ol NRC guidance 
eASKlN,K.P Southern CBl-lorniB Edison Co. 88/10/04 MARTIN.J D. Region 5, Ofe ol 
thoOroclor 2pp 47637 030-47537,031 

8911190207 Forwards tevisad emergency pinn implomenling procedures. Including Rov 
I 10 80l23-vitJ 0.200, Temperary Change Notice 1-4 to Rev 1 lo S0t23-Vill-O.020l & 
Tempersirv Chango Notice 2-0 to Rev 2 lo S0123-VIH'0.30I.W/e61 1 10 Hr. 
WHWOkM.A. Bouthsm CslHorrMa Edison Co. 5e/1t/10. iWpp. 476B1;13E- 
4758l;3-30. 


H. General eorrespendsnea 


9811170254 Roquesis extension of comment period tor 10CFR36 re random drug I 08 l 
issue for nucioet power plems.Penod provided insdoguate as FR notice just recelvod. 
CINTRON.J.A. Soulhern Cslilornia Edison Co 66/11/08. Oockellng & Sorvleoa 
Branch ip 47S4l;0t24754l.012. 

9011300163 Requests 90 day extension In order lo submit public comment on tOCPRSQ 
re Fiiness for Duty Program 

REEvF.S.W.fl. Soulhern CeMornia Edison Co. 66/11/12. Oockoting & Services 
Branch, ip 47633:335 47633.335. 

6ei13M245 Requesie eo-day extension ol public comment period tor pioposoci rule 
lOCf R26 re Illness lor duty Issue lor nuclear power plan! workers. 

WATSON. R.C. Seulhain California Edison Co 68/11/12. Docketing & Sorvicee 
Branch lp 17633-.209 47633:206, 

6811300249 Commeni opposing proposed rule 10CFR26 re Illness lor duly 
ptogtenvUnannourtced random tests (or drug use should not be part ot program. 
DOYLE.W. AHilietion Nol Assigned. 86/11/12. Docketing & Services Branch. 3pp. 
47033:252-47633:254. 

6011300340 RoqueeiB OO-day exiorslon lo submil comment on proposed rule 10CPR20 
re filness for duty Issue. 

LUQUE.H. Affiliation Nol Assigned. 86/11/12. Docketing & Services Branch. ip. 
47633.250-47633;269 


P. Opereling license elsge documents & correspondence 

6811100346 FOIA request lor documents re drug use & dlslnbulion, alcohol use or Ill- 
ness lor duty issues al ul.l. 

PARRiSKO. Affiliation Nol Assigned. 86/00/27. NRC • No Oeiailed AlliHalion Given, 
ip 47684:119 47654:119. 

6811010420 Forwards correcied Amends 64 & S3 lo Licenses NPF-10 & NPF- 
t Irospeclivsty Amends reissued In entirety. 

HICKMAN.OE Proteci DIreciotale V. 88/10/04. BASKIN, KP. Soulhern California 
Erlsort Co. COTTON, O D. San Diego Gas & Electric Co. 4pp. 47402:183-47402:282. 

-9611010456 Corrected Amends 64 & 53 to Licenses NPF-tO & NPF-16, 
rospecUvely.Amends change Tech Specs re part-lengih control elomenl Insertion 
Iirt«t8.movablo conirol assemblies, ealety Injection tanks & ESFAS. 

KNIGHTON, G.W. Pro]ect Directorate V, 88/00/03. 66pp. 47402:109-47402:262 

6810160360 Generic Ltr 86-17 to ell holders of OLa or CPs for PWRs re loss of 
Dmsvc list end. 

CRUTCHFIELD, D. Associate Director for Prolecls (Posi 870411). 88/10/17. Consoli- 
daied Edison Co. of Now York. Inc. 84pp. 47279:166-47279:241. 


8810260129 Subtniis cor<eci>on to Licontie Condition 3.G toi Amond 108 to Licensa 
DPR 13 & Liconso Condilions 2 E (or Amends 67 & 56 to licenses NPF*10 & NPF-lS. 
TRAMMELL.C M., HiCKMAN.O E. PfOipci Dlroclorat© V. 88/10/17 OASKIN.K.P. 
Soiithein Ceiitornie Edison Co COTTON.G.D San Oiogo Gas & Eloclnc Co Spp 
47322-266 A7322 270. 

8610260031 Forwards llnai "Roactor Coniammonl 0idg integrated Loefc Rate Tesl." 
Measured leak rate tost mel acceplenco criteria. 

MORGAN.HE Soutliorn California Edison Co 8Q/I0/I8 Oocumom Control Branch 
(Oocurneni Control Desk), ip 47272 316-'17273 330 

—8610260039 ' Roactor Containment Bldg Integrated loalr Hate Teal," tinsi tepi 
' Southern California Edison Co. 66/07/31. f6pp. 47272.316 4 7272.330. 

8610260143 Forwards Amends 66 6. 37 to liconsos NPF IO & NPF*I5. rospecbtrely & 
eateiy evaluation. Amends delete onsite & offsite oiganizaiicin cherts & revise loporOng 
responsidi'ity of nudoar safety group. 

HICKMAN, D.E. Piolocl Oirecloralo V. R8/10/1B. BASKIN,K.P. Southern Cal-fonye 
Edison Co 3pp. 47269. (03-47269. 130. 

••6610266147 Amends 66 & 37 lo Licoffses NPF-IO S NPF-lS.respocivolf. deleting 
onsiie & ollSite oiganltotlon chads & revising reporting reaponsibltity ol Mth inde- 
pendont safoly anninoering group <S nuefear safety group. 

KNIQHTON.G.W. Prolect Oirocioraio V. Q6/tO/tO. 26pp 47289 IOe-47280.126 

-8010260162 Safety evaluation supporting Amends 60 8 37 to Hconaes NPF-tO & 
NPF- 1 6,r08p<?ctivoly. 

* Office of Nuctoor Roecior nogutalion. Director (Post 870411). 88/10/18. 4pp 
•17200.127 47269.130. 

6810310116 Forwards Amen} 1 10 lo licenao OPR-13 3 safely ovaluoDon. Amertd da- 
teles onsite 8 offsite orgeniietion charts & revises nuclonr safety group reporting re- 
spons'WSiy'. 

TnAMMELL.C M Pro|ocl Oirecloralo V. 08/10/18 8ASKIN.KP Southern CeWoiria 
Ed/sort Co 3pp. 47378 019-47370.034. 

-6610310123 Safely evaluation auppo/Ung Amends 110,88 £ 87 to lieensss OPR- 
t3,NPF-t0 & NPP-16,re8paclivQ|y, 

’ Office of Nuclear Roaclor neguiatlon, 0>rocior (Posi 070411} 08/10/16, 4pp. 
47370:031-47370034 

6810310136 Forwards Amends 86 & 57 to Licenses NPF-iO 8 NPF iB. toepecinio'.Y & 
safety evaluaiionAmends deiole onslio & ollsilo organaaiion charts S revise Haiod re- 
porting rosponsibllitios 

HlCKMAN,O.E Proloct Orrodorale V. 80/10/10. 0ASKlN,K P Southern CaMomia 
Edison Co 4pp, 47374:201-47374.314. 

-8810310142 Amends 60 & 6? lo Ucensos NPP-lO 8 NPF-iS.rospocuvoiy. doieimg 
onslio £ ollsilo oigarujallpn chorls & revising reporting rosponsibiMy pi indopondoni 
safety engineering group & nucioat safety group 

KNICHTaN.O W >reject OifOCtorato V e8710Al8 2epp 47374 285 473/4:310 

-8810310145 Seloiy ovaluAiion supporting Amends f 10.66 £ 57 to Lfcottses OPR- 
I3,NPF-10 & NPF<15,tOSpeeUvoly. 

' Ollico of Nuclapr Roactor Rogulaiion. Director (Post 6704ii). 66/iO/td. 4pp. 

47374:311-47374:314. 

8810260164 Qoneiic Llr 60-10 to all nconsoos of operating reactors & hoiuois ot CPere 
piaot record storage on opucal disks Sve list onci 

CRUTCHPiELO.D. Aasociaio Director lor Proiecis (Post 67041 1). 80/10/20. Consoli- 
dated Edison Co of Now York, Inc. 46pp. 47513.001-47613.046. 

6611020012 Forwaids application for amends to Liconsea NPF-tO & NPF-iS consisting 
of Amend Applications 67 & 43,revi8inQ Tech Spec 3/4.6 i.i to incioaso 16 month 
siirvoiiianco lesl intervals lo "Roluoling intarvai " Foe pQid 

6ASKiN,KP Southern Coiitornie Edison Co. 66/10/24. Document Coniioi Btencii 
iDocumom Control Desk), ip. 47416:246-47416-26(3 

-8811020017 Appllcolion for amends to Licenses NPF-fO & NPF-16. constating ol 
Amond Applications 67 4 43,rovi8inQ Tech Spec 3/4 6.1.1 to mcroese 16 month sur- 
voillance lost intervals lo "Roluelinglntorval." 

OASKIN.K P. Soulhoin California Edison Co. 08/10/24. 0pp. 47416 246-47415253 

-6611020022 Proposed Tech Specs 3/4.B.f.1.lncreastng 18 month eurvomenco lest uv 
lorvals 10 "Refueling Inlervoi." 

* Soufhorn California Edison Co. 60/ 10/24. 35pp 47415:264-474 15.280 

6811020124 Forwards eppllcailon for amond to Liconsos NPF-fO & NPF-iO. consisting 
ol Applications 53 & d^revising Tech Spec 3/4. 6. 3, "Contelnmonl loolaiion Valvos 
Proposed change would increase surveillance inlorvals to 24 montits.Foo paM. 
BASKIN.K.P. Southern Cahlornle Edison Co. 88/10/24. Documoni Conwol Branch 
(Document Control Desk), ip. 4741 1:362-47412:012. 

-8811020126 Application lor amends to Licenses NPF- 10 4 NPF>16. cortstsnng ol Ap- 
plications 63 & OO.revislng Tech Spec 3/4.6 3. "Conlalnment Isolation Valves " Pro- 
posed change would incroaso eunreiHance test Intervals to 24 months. 

BASKIN,K.P- Southern CeMotnia Edison Co. 06/10/24. Opp. 47411:353-47412 001. 

-8611020130 Proposed Tech Specs 3/4.6 3, "Containment Isolation Valves." inctoes- 
Ing 18 month aurvelllance inlorvals Irom 10 months to "refueling (nterval." to auppori 
nominal 24 month fuel cycle operation. 

' Souihorn Ca'ifoiniQ Edison Co. 88/10/24. Itpp. 47412.002-47412012. 

881 1030310 Forwards applicalion for amends lo Licenses NPF-lO & NPF-iS. consisbng 
ol Amond Applications 56 & 42,revlsing Tech Specs re reactivity control sys • borahon 
tiowpalha & emergency core cooling subsysloms Foe paid. 

BASKIN.K.P. Souihorn Calilomla Edison Co. 68/10/24. Oocumenl Conirol Brartch 
(Document Control Desk), ip. 47439;170-47439:205 

-8811030313 Application lor amends to Licenses NPF-fO S NPF-fS.changing Tech 
Specs re reactivity conirol ays • boration llowpaths £ emergency core coolittg subsys- 
tems. 

BASKIN.K-P. Souihorn California Edison Co. 88/10/24. lOpp. 47439:171-47439.180. 

-8811030316 Proposed Tech Specs re reactivity control sys llowpaths & EC(3S surveil- 
lance requfiements. 

* Southern Calilornia Edison Co. 68/10/24. 25po. 47439:101-47439.205- 


89ff1400l1 Confirms 681021 & 26 lo'cons ro mgt mooling schodu'cd for 88ff02 be 
tween NRC & uM.Meot.ng nr>; co & agenda onci 

KinSCH.OF. flogfon 5, Ofc Of Ifto DueclO'. 88/t0/2fl. OASKIN.K P Sojifiem Ca'i/or- 
rUaEdiSOflCo Ip. 47530:357 47536 360 

-6811140012 Noiilicaiion of s gnlicani licensee meeting w/uH on 661102 to d.scuss 
curre.nl Issues 

KiRSOl.OF. Rogion 5, Ole ol Hie Drocloi. 06/10/28. Rogon 5, Ole ol the Ditctcior. 
3pp 47536 358-47&30 380 

8811080099 Forwards Ctiango NoHco 33 to Topical Rupi SCF. t-A. "QA Progiam," dan- 
lying sys lor insp & tosi status 

MEWOnO.M.O. Souitiorn Calilornia Edison Co 06/11/03. Documom Control Branch 
(OocumOAl Conirol Desk) Ip 47477.171-47477 194 

-8SI1080102 Chengo Noi.ca 33 to Topcal Ropi SCE-I-A. ''insp.Tosl & Operating 
Status " 

MEOFORO.M.O. Soulhoin Ca'iforr.ia Ed.son Co. e8/tt/03. 23pp 47477:172 
47477:164 

8611168042 Forvvards Bpp'ication for amends to Licenses NPF-10 & NPF-16, consisting 
of Amend /^p'lcaiions 37 & Ot.rovismg Tech Specs 3/4 3 i £ 3/4 3 2 to change 18- 
month suivciiiQnce Iniorva'.s to support nominal 24-monih luol cycle Fno paid. 
BASKIN.KP Souihorn California Ed son Co 66/11/07. Document Conirol Branch 
((3ocumom Conirol Desk). Ip 47550 268-47550.201. 

-8811160046 Application lor amends to Liconsos NPF 10 & NPF-15. cons'scno oi 
Amend App’lcetions 5i £ 37,rcspoi:i»voiy, rews'ng Tech Spocs 3/4 3.) £ 3/4 3 2 to 
Support nonSnal 24 month fuel cycle operat-on 

DAsKiN.K.R. SouJhe/n (^) fo'n-a Edison Co 80/ f 1/07. Opp 47550 269 47550 276 

—88f 1150088 Pfoposod Tech SpBcs.fevisng lO-monih su/ver'lpnco /niorveis lo roluei-ng 
Interval lo support nominal 34-niomh luol cyc'o opnraiion. 

' Saotnofn Ctt’ilomB Cdison Co. 00/11/07. !5pp 476W277-47550 29I 

8811160221 Forwaids Chango Nofco 32 id Amund il to OA Program SCE-l-A 
Chsngo rollects danl, cations to sys Icr idenlilicaiion & control ol matt. pans & 
contponenls Chet^a will be mcorporaled in nont amond. 

MEOTORD.MO southorn CoHlomia Ed.son Co. 66/i|/00 Documoni Control Branch 
(Oocumonf Control Dosk). Ip. •l7584r050-475S'fOfl4 

-8811220226 Chenno Nonce 32 lo Amond It to OA Program SCE 1-Arevisng Pages 
17.1-25.17,1 -26.1 72-20 £ 17.1-29 lo .donfily & control mail.pans & componcnls 
during const & insiaiiaiion aeiivliies for corriplianeo w/fOCFRSO.App 3. 

• SooHtern Cs'ltoinia Edison Cc. SCE-l-A A 1i. 08/11/00 5pp. 4/504060' 
47$84rt)84. 

6611160352 Fust pait-sl rosponso lo FCIA rcQiiusi Ip' dacurr.onis Forwards App A 
documoms App A documems ave-iab'e m FOR. App B documenis wiihhold (rol rOlA 
ExomoUon 6) 

OntMSlEY.Oii DiviS'on of Froodum of inlotmai'on £ Publ'cai'ons Services (Posi 
880515) 80/11/10. FARHISH.D. Aflillaion Nol Assigned 4pp 47SQ4 120>'f7S84:l70. 

-8811180366 Roquesis clarification of D606I& iH lo 000512 licunso lonowai appiicaLon 
Mod by iiconsoo on bohaii ol MP Acosio.in view of NI1C nood to act on Acosia 
OhSwOi & laquosi lo' hoanng on 600015 suspons.on cl Sub) 1 ennso. 

ZWOUNSKi J A. Divis.on of Liconsoe Peilo'menco & Quality Evaluation (Post 
87041lt 66/00/15. MCCARTHY .CB Southern CoHorn'a Edison Co. 2pp 47584:131- 
47504:132. 

-8811186386 Rosponos lu o'doi suspor.dihg Ops'alor License 6010-2 £ denying eppli- 
canon for ronowei of subl license. 

ACOSTA MP. Southern Ceiilomia Edison Co 88/07/01. NRC - No OuiailucJ AHi'iaiion 
Oivan 7|^ 47504:133-47584 139. 

-8811180380 Aiiosis to crodibiliiy 6 high dogroe ol profeesionelum displayed by MP 
Acosfa OvAng 6 y/ occupBiionai aciuai.niancp 

OEOfCHM.N Southern Cal forma Ed son Co 66/06/20 Ole ol Enlorcemeni (PosI 
670413}' Ip 47504 )dD-47604't40 

-Ml 1 180367 AHesfs of MP Acosta display ol sound ludgomtinl in approach lo operai- 
ing toacio's ai leciiiiy. 

MCOONNflL.M. Soolfwn Calrlornfs Edisort CO 86/06/29 Commjssjoners 27pp 
475B4;141.476(i4;167. 

-881 1 180358 Advises loinstaiomenl ol MP Acosta NRC contioi oporelor liconso 
HUGHES.G.R. Soufhorri CaMorn.a Edrson Co. 00/06/26 lYHC • No OeioHed AllMivn 
Given 2pp. 47504;I60-476B4:1C9. 

-8811180370 Atiosls that MP Acosio fully compeloni.oxirnmely knowtedgoable & 
always on top of siluai'On os coniiol oporsior. 

MCTrttEflSOFl.D S. Soulhoin Colifoinio Edison Co 00/00/27. NRC • No Dole.iod Ali i, 
etiOnGivan. fp. 47S04:l7O-47S64:t /O. 


O. Inspecllon raports, IE Bullellna £ correspondence 

88100^49 NHC Info Noirc© 06 079. "Misuso ol Flashing Lights for High Radiation 
Arrta Corvuols " Sve list onci. 

ROSSf.C.E. Division of Operei'ona) Events Assossmeni (Post 070411) 08/10/07. 
Consolidalod Edieon Co. of New York, Inc. I23pp 47279. 242-47P00.003 

88103)0551 Forwards insp Ropts 50-206/00-22,50-361/66 23 & 50-302/00-25 on 
8808i7-(»24.No vielalrona rtoled 

ZlMMERMAN.R P. Region 6, Ole of ihe Director. 00/10/12. BASKIN.K.P. Southern 
CaSIdrrtIfi Edison Co 2pp. 47375 237-47376 262 

-8810310563 Insp RopIS 60 20e/86-22.50 36l/8e-23 £ 50-302/80-26 on 880717- 
0024.No violaliona noied. Major areas Inspected. operational saloty 
vord^ahon.ratJiolog-cal proiocf on. secunly.eva/t/aiion of ploni trips S evenis £ moniniy 

maim. 

W/EYF-R.. TATUMJE., HOM.A.L Regron 0. Ole ol the D-reclor. 88/10/12 Mpp 
47375.239-47376:252 



150 DOCKETED ITEMS 


B810310473 Porwards Insp nopl3 50-2C6/e8-23.60-36We8'2<l & SO SeS/eB-Ze on 
0D3DC6-3O £ rsiice of violation 

YUHAS.G P Flea on 5. CIc of iho Oieciof. 68/10/13 BASKIN.KP Sculhorn CaVot- 
na Edison Co ?pp 47366:020 47366033 

-8810310400 insp Flopls 60 206/88 23 60-3ei/8a-24 & &0 362/a9-26 on 860306 
30. Violations r.otod Maisi o'oas irspoclod foUonvup of urresolved.opcn S noncompf- 
anco ilomsp.'ogid-n (or external 6 i-iiornal exposure conirol & control ot taikoaciive 
trail 

HUSSELL.JE, NOriTH.H S Regio.n 5, Ofc o! Ihe Orecioi 88/10/13. lOpp 
47366 024-4 7366 033- 

68100701 14 NHC Info Nollco 68 002, 'Torus She Is W/Conosion & Ueorartod Coatings 
in Bwn ConlaiaTiaris " Svc list and 

nOSSi.C E Ocvis'cn ot Operational Events Assesa.meri (Post 87041 1| 88/10/14 
Corsolidaicd Ed.sonCo of Hew York, Inc. llOpp 47280 124-4726023S 

8810140212 NRC in'o Noi CO 80 086, "Brol'Cn Dotairi no Block Studs on Anchor Daikrig 
C'lock Vaivos •• Svc iisi orcl, 

ROS&.Ce fiv.slon ol C^iaiional £vonl& Aasessrrem (Post 870A1H 68/i0/1». 
Conso' doled Edison Co of New Yorli. fnc. Il8pp 47463 189 47463 318 

0810140016 NRC Into NCI co 69 084. ' OelecLve Motor Shs't Kays in LimioKiue Motor 
Aciuators." Svc I sc oncl 

nOSSi.C E Division ol Operaionai Events Assessment (Post 870411) 08/10/20 
Conso dated Edison Co of New York. Inc ItSpp. 47280004'472e3.l23. 

8810170391 NDC Inlo Kotica 88-OBQ, "Ope.'ating W/Mull'ple Grounds Ln DC Oislnbution 
Sya." Svc I at oriel. 

ROSSI.CE. Division of Oporaiional Evonls Assessmo.nl (Posi 870411). 08/l0/2l. 
Consolidatod EusonCo of New York. Inc 1t6pp. 47463 061-47463:197 

seilteosoo Forwards Exam Repi SO'36t/OL-da 02 adtr.lnisleted on e&0728-0eii Repi 
for tiolii units 

PAfE.n J. Region 5. Ofc ot iha Orecio/. 08/10/31 MGCAR1HVC.B. SouirwrnCav 
lo'nia Edison Co 2pp. 47563 246-47663:326 

-8811160611 Exam Ropt 60-361 /OL-Q8 02 For Uniis i 8 2 on 8807200811 Exam re- 
Sulla 1 1 roacic.' operato- candidates passed operating oxams & nne passed wriiioA 
oxanis Twoivo sorter reactor operators passed operalmo & wrdiert exams. 
JOFINSTONGW, El'NJ.O Reg on 6. Ofc ol ino Director 88/t0/21 70pp 
47603 247.47563 328, 

80i 1 14000S AeV roceipl ot 801004 corrospondcnce re protective aeons to* oveni etas- 
slfiod aa oonpral eircigoncy Addi guidance will te piovtded es soon as such gu dance 
Qoneratea 

SCARANO.R.A Region 5. Ofc oi iho O'cetor 86/n/02 BASKIN.K P. Southern Cal- 
loinia Edison Co ip 47537:029-47637031 

-881114000$ 0-SCU39QS ctiioi'a for proiociion aciion lecom-nendatioas lor general 
omeigencies come ned in IE into Notice 83 28. P>ocodvro ihai mcoiporates mpul itom 
oflallo agencies pieloiied over strict inierpreiauon ol NRC guidance 
OASKINK.P. Southern Ca‘ lorn'a Edison Co. 08/10/04. MARnN.d.B Regiofl 5. Ofc of 
thoo.'ecter 2pp 47537r030.4753703i. 

8811080099 Forwards Change Notice 33 to Topical Rapt SCS-i-a. 'Qa Piogram," ctan 
lying sys for Insp & losi aiaius 

mEOPORD.m.O Souinein Cs' lornia Edison Co. 68/11/03 Oocumoni Control Branch 
(Dccumenl Control Oosh). ip. 47477:171-47477:104 

-8011080102 Change NotiCcr 33 10 Tepfca' Repi SCE I-a. "fnsp.tosi & Oporabno 
Status " 

MEOFORD.MO. Southern Calilorn a Edson Co. 60/11/03 23pp 47477:172- 
47'l77;ie4 

8311160067 AcK receipt of 880902 & 1003 It'S mlcrtr ng NRC Ol steps taken 1o co'toci 
violai prs nslod In Insp Reprs 50-361/00-10 & 60-362763 10. 

KIKSCR.O.F. Reg-on 5. Ole ol Itio Oirccioi. 60/11/07. SASKiN.KP. Soulhom CaVot- 
nia L-OiSOnCo. ip 47605 222 47565:241 

681 1040324 Simpl 3 1o NRC Into Nci'ce 06-106. ‘Feedwalc/ Une Greak." Svc hst encl 
ROSSI.CE Oivispn of Opeiai-cna! Events Assessment (Post 870411) 88/11/IO 
Conaolidalod Edison Co of New York. me. 1 13pp. 47559 072-47559 164 

8811090264 NRC Inlo Notice 88 087, 'Pump Wear 6 Foreign Chtecis in Pfam Pipar.g 
Sys " Svc I St one' 

ROSSI.CE Division ol Oporaional Evonis Assessment (Posi 87044)) 89/it/i6 
Consolidatod Ed Sprv Co 01 New Yoik, inc t t3pp. 47601:020 47601:132. 

6611090403 NRC Inlo Nui ce 88-088, ‘Degradation ol Weslmghouse ARO Relays" Svc 
l-st oncl 

ROSSI.CE Ovision of Operational Evonls Assessment (Post 670411) 88/11/16 
Conso' dated Ed'Son Co oi Now York. Inc 1 13pp. 47597 001-47697.113. 

0811150068 NRC Inlo Notice 88 089. ' Degradation ol Kspion Elecincai insUalron" Svc 
list encl 

ROSSI.CE Oivspn of Operational Events Assessment (Post 870411) 88/11/21. 
Consoidnted Edison Cd. ol New York. fnc. Il3pp 47603045-47003.10. 

8811160470 N.RC Info Nnico 89 092. "Poloniisl for Sperrl Fuel Poc^ DtalnUown " Svc 
I St oncl 

ROSSI.CE. Division ol Oporaiional Events Assessment (Posi 670411). 88/11/22 
Consoudaieri Edison Co of Now Ycrk, InC. 114pp 47606 124-47606:237. 

8811180315 NRC Bjl'el n 88-0 10. "Norconlorm-ng Molded Case Circuit Breakers" Svc 
liSl encl 

ROSSI.CE. Oi-rision ol Opeial.cnat E-jcnis Assessnveni {Post 670441) Bft/i4/32 
Consonda'cd Ed.sonCo of New York. Inc. I2tpp 47606:001-47806:123 


R. Periodic operaling reports 8 related correspondence 

6811210278 Monthly operal ng rapls ipi Oct 1988 lor San Onolie Nuclear Generaima 
Stai-on Units 2 & 3.VV/88I1 15 iii. 

SIACOR.E R.. MORGAN.H.E Soulhorn CaMorma Edison Co. B8/to/3l 10pp. 
47593.351 47590:360. 


6811180339 Forwards monthly NPDES ropl summary for Sopl 1988 lor UnllS 1.2 8 
3 Ropt includes description ol violation of NPOES pormli. 

MOHOAN.HE Soutrem California Ed son Co. 06/11/08. Documeni Control Branch 
KTocumenl Control Desk). 4pp 47559 257-47559:260 


8 Reportabla occurrences. LERs & related correspondence 

8811100091 Fol.owup ropt of Tech ^ec lire-raied assemblies (lire doors) found inopo' 
^e dut-ng routine survoi lancos.Firo doors found Inoperablo In Sopl Idonifiod in 
etKd.No doors found blocked open 

H E Southern Ca'ilotnia Edison Co. 86/10/2). MARTIN, J.B. Regon 5, Ole 
04 Iho Director. 4pp 47535 970-47535.073. 

88IIOS0125 Part 21 real re defect in Limilorquo Corp supplied saloiy- rofated SMG 
valvo actuators w/RH insu'ated do motors that may nut dpvolop lu'l-raied siarting 
torque at elovaiod arrb enl tomps Review ol motors by licensees rocommendoil. 
WILKINSON.) £. Liniiforqua Corp 68/11/03 Ollico ol Nuclear Reactor Rogulancn, Di 
rector {Post 07041 1). I6pp 47525 227-47525 242. 


T. Hearing Iranscripls on non-entltrual mattera 


8810270194 Transcript of 681018 prehearing conference In San Oiogo.CA. Pp 1-62. 

* Atomic Safely and Lksens-ng Board Panel. 68/10/18. 63pp 47304’212.47394:274 


V. Operator Examinallona 


8811160508 Fonvards Exam Ropl SO 361/01-86 02 administered on 880726-081 t.Ropi 
lor boih units. 

PATE.fi J fioQ On 6. Ole of iho Direcio'. 88/10/31. MCCARTHY, C B Souihorn Ca 
FornaEdHonCo 2pp 47563 245-47563.325 

-8814160511 Exam Ropt 50-361/01.-60 02 lor Units 1 & 2 on 860728 0811. Exam re 
Suits II raacior operator candidoles passed oporai-ng exams & nine passed wnlion 
oxants Twoiva seaoi loacipr operators passed operating & wrilion exams. 
JOHNSTON.C W,. nOYACK,MJ., MEADOWSJ Region 5, Ofc ol iho Diroclor. 06/10/ 
21 79pp. 47563 24 7-47563 325. 

8811140363 NoM-PS Ol 690110 mooimg m San FrancIsco.CA 10 discuss reactor opoia 
tot licensing program acnviiy in Region v. Agenda oncl. 

KiRSCH.O.F Rsgion 5, Off ol thoD-iecior. 80/1 1/03. REEDER.J. Seulhein Calilo/nia 
Edison Co 3pp 47538 364 47536 356. 


DOCKET 60-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Beeuriiy, medical, emergency ft tire protection plans 


8810270138 Rev 59 to Emergency Plan imptemeniing Procedure FNP-0 EIP-8, •'Emoi- 
gencv Comrnimicaiion) " 

'wabama Power Co 80/07/29, 42pp 47342 037-47342 078, 

8810260519 Rev 60 lo Emeiyoncy Plan Implementing Procoduro FNP-0 EiP-B, "Emoi- 
eency Commumcaiions " 

’ Alabama Power Co 06/00/15. 42pp 4?28l;030-4726l:07t. 

8810260503 Revised omemency plan impiemenling procaduros.includ-ng Rov 22 10 
FNP-0 EiP-9. "RadiBiion Eiposuto Esiimalion ft Clesslhcaiion of Emorgonclos" 8 Rev 
25 to FNP-O EiP-26. •'OJlsiia Noiificailon " 

' Alabama Power Co 68/08/24 3Dpp. 47280 240-47280 276 

8610190267 Forwards binders lo lopiaco current emeigoncy plan binders, per Adminls- 
Iralrvo Procoduro FNP O-AP-4 

HUDSPEIH.j B. Alabama Power Co. 88/1O/IO. Document Control Branch (Docurnoni 
ContoolOeak) 3pp 47260 357-47280 356 

8810260294 Forwards Insp Rnpts 5O-340Fea.26 ft 60-364/88-25 on 86O022-26 NO vio- 
lations or deviations noted 

CLINE.WE Region 2. 01c ol iho Diiecioi. 80/10/12. HAlflSTON.WQ Alabama 
PowOfCo. 2pp 47272 307-47272 309 

-8810258285 Panialy wiinheld insp Ropls 50-348/68-25 & 50-364/68-25 on 660022-26 
<rol 10CFR2.790 ft 73 21) Major ereas inspected- security plan & Implomantmo 
procodures.moi ollectivaness. socuniy oigamsoiion.iocords ft repis & testing ft mafni 
STANBERRYW.W. Region 2, Otc ol iho Director 88/10/12 Ip. 47272 309- 
47272309 

8610250432 Rov ?3 to Emergency Plan Imploment-ng Procedure FNP-0 EIP-9, ''Radi- 
ation Eitosuto Estimation ft Classihcalion of Emorgencios " W/881017 iir 
)IUnSPErHr)8 Alabama Power Co 88/10/17. 113pp 47266:166-47266279. 

6810260464 Rov 13 to Emetgerwy Plan impleroenimg Procedure FNP-O-EiP-27, "/toliva- 
hon of Emergoncy Operationa Facility" ft Rov 26 to FNP-O-ElP-26, "Ollaiie NoilFica- 
l-on'W/8ai018llr 

HUOSPETH.J B. Alabama Power Co. 88/10/18. 46pp. 47269.004-47269.049. 

6610250036 Rev 21 to Emergency Plan Implementing Procedure FNP O-ElP-16 "Emor- 
gency Eowpment & Suppllos." W/801019 lit. 

HUSOf^TH.J.B Alabama Power Co. 88/10/19 93pp. 47266.063-47266:185. 

861 1030206 Revised Aiiachmants A ft B, "On-Call Schedule" to Emergency Plan Impto- 
menlnto Procedure FNP-0-EIP 6.W/e6t025 Hr 

HUOSPETH.J.B. Alabama Power Co 88/10/25 9pp. 47427:085-47427:093. 

8810310017 Generic Ltr 66-19 to all fuel cycle facility ticensoos 
posEess-ng.using.imporUng.exporting or iransportmg formula quantities ol siratogic 
SNM re use ol deadly torce by licensee Quatcis to prevent theft ol SNM.Svc list oncl. 
BURNETT.RF. Division ol Safeguards ft Transportation (Post 070413). 86/10/28. 
ConsoFideied Edison Co of New York. Inc. 3lpp. 47513047-47513 077. 



e8tt 1S02M Rev 6 fo Emergency Implomenilng ProcecJ'jfO GO-EIP-tIO, “COrporeie 
t.vaiion & Noiilicaiion Procedures " W/6Q1031 nr. 

HABRiS.R. Alabama Power Co 80/10/31. 36pp 47549:a20-47549.255. 

6811090381 Forwards Insp Ropts 50-3't8/0e'27 & 00-364/88-27 on 080926-30 No v>0- 
ladons or deviations noted. 

hERDT.AR Reoion 2, Ofc ol iho Onociot. 80/11/03. HAinsTON.WG. A'abama 
Povrer Co 2pp. 47514:00t-47514;027. 

-8611090387 insp Ropis 50-348/08-27 & 50-364/88-27 on 860926-30. Unresotvod ilom 
no'.ed.Mafor areas inspeclodApp R compliance £ posi-Are sate aftuicCown 
capabilily, including plant mod roviow & reverilicailon ol App R lire proioci'ori tealurea 
WISEMAN.G R Region 2. Ofc of iho Director. 08/10/28 25pp. 47514 003-47514 027. 

8811180164 Advises lhai 660916 Rov 16 to physical security plan corts^aionl w/provl- 
sior'S of l0CFnS0.54(p} & occeplaWe. 

CLINE, W.E. Region 2, Ole ol the Direcior. 08/11/07 HAIRSTON.WO A'abama 
Power Co. 3pp 47663.106-47563 107. 

8811180020 Rovisod omorgoncy plan Impiomenling procaduros.inctuAng Rev 14 lo 
FNP-O ElP-0. ‘Technical Support to Emergency Plan" & Rev 62 to FNP-0-£fP-8. 
"Emorgency Communications. ' W/801 lOQ Itr. 

HUDSPETH, J.O. Alabama Power Co. 08/11/08 66pp. 47659339-47560043 


H. General correspondence 

8611090296 CommenI on proposed rulo 10CFR60 ro NUn£G-l317. ‘'Roquialofy Op- 
tions lor Nucloar Plant Llconao Ronowel " Endorses NUMARC NOPCEX iMO>k>rig 
group commonia.lrtciud/ig uso of licensing basis al laci'ny when renewal applicalion 
submitlod 

MCDONALD, fl P- Alabama Power Co. 60/10/27. CHILK.S J Ollico ol Iho Socioiaiy Ol 
the Commission Bpp. 47435.060-47435.065. 

88 1 1300393 Ei^dorsoa NUMARC 081 1 10 commonis on proposed rulo IDCFRPS re Fit- 
ness lor Duty Program. 

HAIRSTON, WQ. Alabama Power Co 88/11/18. CHILK.S J Oltice ol ihe Sectoiaiy oi 
the Commission Ip 47633:358-47633:358. 


P. Operalirtg license stage documents 8i corraspondence 


8811020228 Prov.des proposed action plan Oosciiphcn per commiimeni ra ASCO sole- 
noid valves environ qualification Raychom/Chico seals msta'iod on onvironmenially 
qua'jf^d NAMCO EA 160 I m t swiichos replaced w/NAMCO EC-210 connectors. 
HAIRSTOM.W.G Alabama Power Co 80/10/17 GRACE.JN Region 2, Ofc ol mo 0.- 
reraoi ^p. 47408 320-47406.333 

8610140016 NRC Inlo Nonce 86 084, "Daloclive Motor Snail Keys in Limitorque Motor 
Actuatofn.'' Svd list and 

ROSSl.CE OiviS'on ol Opotahonal Events Assessment (Post 870411). 80/10/20 
CoosoHdaiod Ed son Co of Now York. Inc tlOpp 47280 004-47280.123 

6810170391 NRC Info Notice 06-006. ''Opciotmg w/Multiple Grounds In DC OisUibulion 
^s '* Sve i.st onci 

ROSSl.CE OiviSiOn ol Operational F.venis Aesossmoni (Post 870411). 88/10/21. 
^nsoMaicd Ediso.i Co or New York, Inc. I I6pp 47463:081-47463 187. 

86II01O418 Rasponds lo NRC Hr re viplaiions npiad in Insp Repls 60-340/00-20 8 50- 
304/66 26 Corrociivo actions valvo closed, sys valve o'lgnmoni check perlormod.iube 
o<l etra-hor inspociod & cleaned A pump restored lo operable sioius. 

MAinSTONVV.G Alabama Powor Co. 88/10/26 Documoni Control Oranch (Docu- 
ment Conitel Dosk) 3pp 47401:307 47401309. 

8811010642 Suppis 860706 response to NRC Bulielm 88-004, containing description ol 
mnrRow sys & how purnp-to-pirmp mtoiaction pfociadaci Surveillance procedure lor 
verilying aulontatic sisrt orconia-nmenl spray pomps perlormod each outage 
HAIrSTOn.WG Alabama Power Co 80/10/20. Document Control Branch (Docu- 
ment Conitol Desk) ip. 47402 033 47402 035 

88IIOIOS43 Clarifies Tech Spec 4 7ga re snubber visual insp Next snubber visual insp 
lor Umi 1 sdiedtrlod during next reluolmg auiago oxpeciod lo begin during Sopt 
1080 Ul^^ 2 visual Insp expoclod to bo porlonned during Mar 1888 
HAIHSTOn.W.G Alabama Power Co 88/10/26 Documoni Control eranch (Docu- 
mcni Control Ocisk). 2pp 47402 03-1-47402 035 

8811040336 RoqiiosIs NRC approval ol inierpreiahon ol Tech Spec 4.79.a provisions 
to snubber visual insp. Approval roQucsiod prior to 690205.10 preclude submittal ol 
Toch Spec omond luqucsi Foa paid 

HAlHStON.W.G Alabama Power Co. 88/10/26 Docirmenl Control Brancfi (Oocu 
momConlrol Desk) 2pp 47435 018-47435 019. 


8810160360 Qenoric Llr 68-17 to all holders of OLa or CPs for PWRs re loss ol 
OHR Sve lisl onci. 

CRUTCHFIELD, 0 Aasocialo Onoclor for Prolecis (Post 870411). 66/10/17 Cooeoii 
dated Edison Co. ol Now York. Inc. 84pp. 47276:l6e-47279:24l. 

8810250164 Qonoric Llr 80-1010 ell Ucansoos ol oporalmg roactors & hoidere ol CPsro 

E ieni record siorasQ on optical disks.Svc list encl. 

RUTCHFIELO.O Associa'e Diroclor for Projocts (Post 670411). 80/10/20 Consok 
dated Edison Co of Now York, inc 45pp. 475i3:00i-47Qi304d 

8811040338 Requosla NRC approval of inierproiaiion ol Tech Spec 4.7.o.a provisions 
re enubbor visual Inep.Approval roquosied pnor to 090205. lo preclude submitiai oi 
Tech Spec amend reguoai. Foe paid 

HAIRSTON, W.Q. Alabama Power Co 68/10/26 Documoni Control Drench (Oocu- 
mom Control Oeek). 2pp. 47435.'0i8-4743S Ol8 

8811030177 Notifies thsl 880524 & 0909 submiilols provided accepiabio tos(ionso lo 
Qonoric Lir 68-03 Annundeiors on main control board panel would provido oioA lo op- 
ersiors ai prosol Ngh temp alarm level. 

REEVES £A. Prolocl arocloraid /I- f, 8Q/fO/28. HAIRSTON, W.G. Alabama Power Ce. 
3pp. 47422.225-47422:227. 

8611070042 Forwards safely ovoloaUon re completion of MPA a- 20. "ATWS 
Ruio.iOCFRSO 02 '' ATWS mitigating sys aciuai-on cirruritry design in coflipiiane© w/ 
requirements of rule. 

REEVES, E A. Prolecl DireciOralo IM. 86/10/31. HAlflSTON.WQ. Alabama Power Co. 
2pp 4740l;2P2-4>401.'232, 


0811080207 Responds lo NRC Bu'lolin QQ-009. "Tiiimblo Tube Thinning In Wosimg- 
heuso Reacters" During Unit 1 sovonih & eighth refueling outages & Unil 2 filth 
ouiaQO.aii (hitnbio lubes rnspociod & correciivo actions Uken 
HAIHSTON.W.O. Alabama Poivo' Co. 88/11/02 Documoni Conirol Branch (Decu- 
mom Control Desk). Jpp 4748 0 322-4 7490:324. 

8811090381 Forwaids insp Ropis 60-346/08-27 i 50-384/66-27 on 66O820'9O.No <do- 
lebone or dovioiions noted 

HEflOTA.FI. fleoron 2, Ofc el Ihu Pitecipr. 86/11/03. HAIRSTON.WG Alabama 

Power Co 2pp 47614 001 47514 027. 

>■8611090387 Insp Ropis 50-346/00 27 & 50 364/88-27 On 880928-30. Untasolvad ilom 
noted. t^or areas inspaciod.App R compiiance & posl-lire sole shutdown 
cap8b><iiy.jnciudmg piani mod review & roveidicafion of App R (re piotociion features 
WiSEMAN.G.R.. CONLON.T.C. Region 2. Ole ol Iho Oitecior, 88/10/20. 2Bpp. 
4?5I4:W>3-475I« 027 


6611150263 Ack toccrpi ol 861026 Jir mlerm-nn NRCoi Steps taken lo conecl violations 
noiod In insp Ropis 50-346/68-28 & 50-364/88-28. 

VEnnEui.DM. Region 2, Ole ol iho Diiectoi. 68/11/08. HAIRSTON, W.Q. Alabama 

Power Co Ip. 47544:254-47544:254. 


8811040924 Suppi 3 10 NRC info Nehce 86-106, ’'Feodwaior Lino Rioak." SvC Ui anci 
ROSSl.CE Division ol Oporaiional Events Assossmanl (Posl B7041I). 88/11/10. 
Cor>sol)d5iod Edfspn Co. of New York, Inc, 1 13pp. 47559.072-47658:l64. 


-8611070046 Safely evaluallon supporting ATWS Rule,10CFn50 62. 

' Office ol Nuclear Reactor flogulaiion, Oiioclor (Post 0TO4I i). 00/10/31 0pp. 
47401:224-47461:232. 

0811160017 Advises that Unit 1 881008 response lo Generic Llr 87-02 urwJer teviewA 
request lor extension considered closed. 

REEVES.E A. Prolecl DlrocloralG U-1. 88/11/16. HAIRSTON.W G A'abama Power Co 
4pp.47587:265-47607-250. 


Q. Inspection reports. IE Bulletins & correspondence 

6810030249 NRC Inlo Noilca 88-079, "Misuse of Flashing Lights for High RediaUon 
Area Controls." Svc list onci. 

R05SICE Division of Oporaiional Events Assessment (Posl 870411) 80/10/07. 
Consolfdaiod edlson Co. ol Now York, Inc. l23pp. 47279.242>47280:OO3. 


691I21D021 Forwards util response lo ripiice ol vloioiion & proposed imposii on ol civil 
penally did 860815 Utii soaks oiihor dismissal of notice of violation or lull mitigation ol 

IlAlfSsiOtlw.G. Alobama Powai Co. 00/11/14. Die ol Enlorcemenl (Post 870413). 
4pp 47811.119-47611:346 

'■8011210027 "Resiionso of Alabama Power Co lo Notice ol Violation & Proposed Im- 
oo^bonol Civil PonoiiyOld 8008 1& " 

• Alobama Power Co 80/11/15 222pp. 470U:124-4761 1:349. 

8811090284 NRC Inlo Notice 80-087, "Pump Wear & Foreign Dbjecls In Plant Piping 
Svc li8l onci 

ROSSI.C.E. Division ol Opetallonal Events Assoasmonl (Post 070411). 00/11/16. 
Consolldatod Edison Co of Now Yotk, Inc. I t3pp. 47801 :020 47601:132 


6610260291 Forwards Insp Ropis 50 348/68-25 & &0-364/88-25 on 880822-20 No vU>- 
letlons or deviations noted 

CL1NEW.E Region 2, Ofc ol the Direcior. 80/10/12. HAlRSTOf-l.W.G. Alebamo 
Power Co. 2pp. 47272:307-47272.308. 


DB11090409 NRC Inlo NoliCQ 80-000, "Dogradaiion ol Weslinghouso ARO Relays " Svc 
Vs! onci. 

ROSSLC.e. Division ol Oporaiional Events Assossmonl (Post 070411). 00/11/16. 
Consolidated Edison Co. of Now York, Inc. I I3pp. 47897;00l-47697:l 13. 


-88 10280298 Partially withhold Insp Repls 69-34S/88-26 & 50-364/68-25 on 880822-20 
(rel 10CFR2.790 & 73 21).Ma)of areas inspacled: aocurliy plan & Implemonting 
procedures mgl ellecllvoness. security organiration.rocords & repts & losllrig & ma'-iH 
STAN8ERRY.W.W., MCGUIRE.D. Region 2, Otc of iho Okoctoi. 00/10/12. ip. 
47272 309-47272:309. 

6810070114 NRC Info Notico 88 082, "Torus Shells W/Corroslon & Oegiadod CoeUnga 
in BWR Contalnmonls." Svc Hsl encl. 

ROSSf.C.E. Division o( Operalionaf Events Assessmenl (Rost 070411). 00/10/14. 
Consolidated Edison Co. of New York, Inc. 1 10pp. 47280.124-47280:235. 

8810140212 NRC Inlo Notice 88-086. "Broken Retaining Block Studs on/Vochor Daring 
Check Valves " Svc list encl. 

ROSSI.C.E. Division ol Opeiatlonal Events Assessmenl (Posl 6704IIJ. 06/10/14. 
Consolidated Edison Co. of New York, Inc. 1 10pp. 47463:199-47463,318. 


081 11800S8 NRC Info NoHco BB-086. "OegiodsHon of Kaplon Electrical Insulation " Svc 
lie! end 

nOSSI.C.E. Division of Operational Events Assessmenl (Posl 070411). 80/11/21. 
Consolldaied Edison Co. of Now York, Irw. 1 l3pp. 47603.045-47603. 10i. 

0011180470 NRC Into NoHco 8B092, "PoIorJlral lot Spenl Fuel Pool Oraindown " Svc 
list ond. 

ROSS1.C.E Divislort ol Dpsraiiorral F.vonls Assessment (Post 870411). 88/11/22 
Consdidated Edison Co. of New YoiK, Inc. I I4pp 47606:124-47606:237. 

9811180316 NRC Bulletin 88-010, "Nonconforming Moldod Case Circuil Breakers." Svc 
Usiorwt 

ROSSf.CE. Oivfston of Oporaticwia/ Events Assessment (Posl 070411). OO/H/22. 
Cot^lidalotJ Edison Co ol Now York, Inc. 12lpp 47606:001-47606:123. 



152 DOCKETED ITEMS 


R. Perfotilc operating reporla a related correspondence 

8610260234 Mo'it'iV oporair.g repi tor Sept 1983 lor Joscpi M Farley h'uCioar Plant 
Unit 2W/36I012 Hr. 

WOnt'V D.N HAIRSTON.W.G. Alabama Pcv.-Ot Co. 86/09/30- epp- A7322-2'17- 
47322 2M. 

6310260171 Fotwo'ds Re/ 1 to annual diesel gonoraior rel3bliiy daia repi lot 1066 ro 
invalid td u'SS 

HAinSTON.WG A'abaTia Power Co 86/10/19 Oocumeni Conlio' 0rar«:rt (Docu- 
me.n| Corirol Desl<} 2pp 47262:337 47282 338. 

631 1160149 Monthly cpe'a'ing repI lor Oci 1968 for JM Parley Nucloar Plant Unii 2.W/ 

e&iiMli' 

MOREY.DN. ifAiRSTOM.W.G. Alabama Power Co. 88/10731 Spp. 47563K)95- 
47563099- 

661 1160258 Forwards s-nnual diesel generetor re'iabiiity dale rept.por Tocit Spec 
6 - 0.1 12 

MAiRSTON.W.G Alabama Power Co 66/11/14. OocL'rr.eni Control Branch (Oocu- 
merit Control Desk) 3pp 47583 055-47563067. 


8. Reportable occurrences. LERa 6 related correspondence 

8811091)126 Part 21 repi ro defect In Lirr.itorqje Co'p supp'iod aalety- 10*8100 SMB 
vaive actjaco'S w/RH insu'ated dc rrotors that rnoy not dovolop fu'l-retod aiertusg 
torojo ai elevated ombioni temps Review ol motors by ilcenaees loconimeridcij. 
WILKINSON I E. LiiTuiotqua Co'p 68/11703 OKice of Nucioar Reactor Roguiauon. Di- 
rector {Post 67041 1). I6pp 47525 227-47&25.242. 


U. Congreaslonal/Executive Correspondence 

8810270416 Inlorms (hat lesuils ol Hitervtew ol 11 util ontpioy&ea by Ol wilfco incorpo- 
rated -nlo Ol ropi ol irivesiigation re p'sni. 

nOBERTS-T.M. Commissioners. 66/09/21. SHARP.P. House ol Oop.. Energy 4 Com- 
merco. ip. 47335 346-47335 346 

6611140258 Advises tliai Olc Ol invesiioalions concluded Interviews w/ ui4 mgt employ- 
eoa on S80d28.Gtc cunoniiy evaiusTirg lesiimoniai & docomaniaty mio (ievelopod 
dunnu couiso ol invosi galon to determine II addi field woik appropdaio. 

2ECH.L Commisslonors 88/11/02. SHARP.P. Houso ol Rep. Energy 4 Commerce 
ip. 47836 064-47536.0e4. 


OOCK6T 60-368 SOWiH 1. HATCH NUCl.eAR P\.AMT. UHIT 3 


F. Security, meilleal, amergeney & fire proieciion plana 

8810250416 Forwards Insp Repis S0'32l/a8'29 4 SQ 366/88-29 <in 660620- 0923.LF 
censco-identi'iod violeiicn met 4 not ciled. 

BROWNI.EE.V.L. Region 2, Olc of ibe Oirocior. 66/10/13. HAIRSTON.W.G. Oootoia 
Power Co 2pp 4726r006-472a2 020. 

-0610260416 Insp flapis 50-321/66 29 4 60-366/66-20 on 880620 0923 No violeUons 
or deviations noted Major areas inspeciod. oporationot ee'oty verificalion.me’ni ottaor- 
vaiicns & eurvoillaice lestlng observations 4 physictai socunty. 

ME:NN!N0.-J.G. Region S. ofc ol me Oirecior. 86/l0/l2 t3pp. 47202:006-47262:020. 

8610270433 Advises ibal request to conduci eliar fiour o/o-'C-so m 1989. m ordor lo co- 
o'diHBie w/Siate 4 Georg's Emergency Mgi Agency aceopiabie Schedule for 1009 ok- 
erc-so requested. 

CROCkCR.lp Pic, act pirecioraie 11-3. 68/10/20- HAlHSTON.WG Qeorcia Power 
Co 4pp. 47336:300 47336 303. 

8611100199 Forwards f£MA ‘‘£1 Hatch Nuclear Powor PienI Exercise, ' documenheg 
tindrngs el 871208 e/dreiseNo deficiencies fdenliNed Areas requiring cerrocUve ac- 
llons a adcil e'oas recorrmendod lor Irnprovomenl noted in reel 
DECKER.TH. Region 2, Olc ol (he OIrecior. 86/10/25 HAIRSTON.W.G Qoorg'a 
Power Co. 2pp 47534 279 47534:346. 

6611)310017 Gereno Ur 68-19 to all fuel cycio fac/ity Scenseea 
possessing.usng iirpcii ng.exporling or irenspoRing lermule quanliles ol atialegic 
SNM re use ol doadv lorce by I consdo guards lo prevent ihefi ol SNM.Svc >sl end 
BURNETT.RF. oWon of Safeguards 4 TranspoRel-on (Post 670413). 88/10720 
Consoi-daiod Ed son Co. ol New York, Inc. 3lpp. 47513.047-47513:077. 

6611220111 Ack recaiplof 660825 fir informing NKC ol steps taken lo corroci violaliona 
noted In Inap Ropis 50-321/88-12 4 60-36^6/83-i2 re emergency oporaUng proce- 
duros. 

ERNST.U.L. Roc'on 2. O'c Ol the Drecior. 88/11/17. HAiRSTON.WG Goorgia 
PoworCo. ip. 47607.272-47607 272. 


H. General cerrespondenea 

8811090311 Comrr.0ni on propcsod rule 10CFR60 re NUflEG-i3t7. "Regirfaloiy Op- 
ilons (or Nuclear Plant license Renewal." Endorses NUMARC NUPLEX working 
group commenia.lhcljding use of llcens'ng basis al facility when renewal app'lconort 
aubm tied 

MCDONALD, n.P, Georgia Power Co. 88/10/27. CHILK.S.J. Ollice ol Hie SecreiB/yol 
Iho Corrm'ss'Oft. €pp. 47435066-4743507 1 

0611300184 Comment supponi.ig NUMARC co-mrr.onis on proposed rule 10CFR28 ro 
NRC Fiir.oss for Duly Program wh'ch includes random drug lesline 
HAIRSTON.W.G. Qoorga Power Co. 68/11/10. CHILK,S.J. Olke of ibo Secretary o< 
ihe Comrrlss'on. 2pp. 47633.305-47633 306 


P. Operating license stage documents & correspondence 

8810180350 Generis Lii 86 17 to a'l holdora ot OLe or CPs for PWRa re loss of 
OHR.Svo list end. 

CRUTCHFiF.lD.D. Associate Director lor Pro, ’sets (Post 870411). 88/10/17. Conaoi- 
dated Ed'sen Co of New York, inc. B4pp. 47270:166-47279 241. 


68102S0079 Forwards addi Info ro i.eonseo Implotnonlalion ot mods required by ATWS 
nilo.lOCPASO 62 Scope ot loslmg ai power ot oitornato tod insenion sya discussed 
HAIflSTON.W Q Georgia Powor Co 88/10/10. Documonl Control Branch lOocuirc'ii 
Convol Oosk) 6pp. 47266280-47266265 

8810250 185 Respchcfs 10 NRC 880901 loqiioal lor nOdI tnlo ro uli) 060630 roaponsc to 
Generic lir B8-0l/NUREG-0313,Rov 2. Unit 1 Calogory A wolds inc'udo leO welds 
made in shop £ solution heal troatod 

HAIRSTON.W.G. Gooig n Power Co 86/10/10. Document Control Branch (Documor' 
Con!«^OtJSk) 7pp. 4 7270.233-47270:239. 

8610310340 Atfwisoa that 08078& Rev 6 to FSAR Section 17.2 ro OA program moot 
(OCMdremenla of lOCFRSO.App B 4 accoplablo. 

JUllAN.CA. Region 2, Olc ol Iho Onoclor. 88/10/19. HAIRSTON.WG Goorc^a 
PoworCo lOpp 47374 268-47374 267 

86I02S0164 Generic Ltr 88-18 to all licansoos of oporeling roeclora 4 holders ol CPs le 
ptanf record siorago on optical disks Sve lial onci 

CRUTCHFIELO.D AssociBio Oiracior for Pn^ecis (Post 870411). 68/10/20. Corso:i- 
daiocf Edisori Co. ol Now York. Inc. 4Spp. 47513.001 -47513 046. 

8818280288 Approves roguosi to delay implumonietion of inap of RCWU piping down- 
ou«a<n ot dottoto isolAllon valvaa for IGSw (or Unit 2 until noxl schedu'ed oulagQ.poi 
Oenoric Ur 68-01 

CaOCK£B.t.P. piojoct Diiocioroto 11-3 00/10/24. HAIRSTON.W.G Goorg a Power 
Co 3pp 47367 310-47367.312 

8810310229 Roquosis OirempVon from 10CFn20.App A ro worker respiratory proiocbon 
appeiQluai>ioposoa usage ol so'vom canislota w/ptolociion lacloi oqual lo 69 oi 
gioaier mainst ledioBclive lodmo & paiilclos. 

HAIRSTON.W.G. Qeorg-a Power Co 08/10/25. Documonl Control Branch (Oocumonl 
CoAirol Desk} 6pp 47375:036-47375 097. 

8811160187 RoqueSia onlorcemont discretion lor ropa'rs to aulomailc doprossuiiretibn 
aya unM BOOiOtDlv li backup supply wilt be relocalod from Train A to Tree B 
KMic.aiiowiAg Tram B to octualo automatic doprossuirzalion ays If power lost. 
HAinSrON.W.O. Georgia Power Co 88/11/01 ERNST.M.L Rogion 2, Olc of (he Oi- 
lecior 3pp 47544 324-47544:328 

8811220313 (^umonla 081026 vorbal tomporary rollof granted util from comphanco w/ 
Tecii LCO 3 6 2.Action Staloment b that rogulroa unit to bo in at feast hot atiul- 
down wiihin i2 hr 4 stoam dome prossure lo be reduced 
ERMST.Mt nog on 2, Olcol Iho Oiracior. 00/11/08. MURLEYJ.E. Office of Nucioar 
Roacior Regu'siTon, DIroclor (Post 670411). 2pp 47621:044-47621.045. 

88tt220283Conlms 68U09 telcon ro 081123 mat moeOng in Region li to discuss mgt 
conitoia «i weld ng program at plant w/omphasrs on adequacy of woldhg on reactor 
water Cleanup ays 4 adequacy o< weld ng in other nioos of plant.W/enel. 

EftNST,^M.L Region 2. Olc ol the Director. 66/11/17. HAIRSTON.W.G. GooiqU 

Rower Co 3pp. 47607 2?7-4?6l>7 270. 


0. Inepecilon reports, lE Bulletlna 4 correspondence 

8810030348 NRC into Neiico 08-070, "Misuse ol Plashing LIghis for High Radiation 
Area Controls*' Sve Hat end. 

ROSSi.C.E. Division ol Operational Events Aasossmeni (Post 670411). 66/10/07 
Cor^'ldoiod Ed>son Co. of Now York, Inc. 123pp. 47279:242-47200:003. 

8810280416 Forwards Insp Rapis 60-321/00-29 4 60-366/08-29 on 880020- 0D23-LI- 
conseo-fdonbfied vioialion met & not cilod. 

BROWNLEE-V L Rogion 2. QIC ol Iho Oliociot. 00/10/13. HAIRSTON.W.G. Qooigle 
PoworCo. 2pp 47202 006-47202.020. 

-8810280418 Insp Repls 60-321/68-29 & 50-366/88-29 Oh 0Q0020-0923.No viOlBlIOnS 
or cioviaiH>na noted Major erees Inspected: opbrational aalely vorlllcot'on.mainl obaer- 
valions 4 survoi lance lasting observations & physical security. 

MENMNG.J.E , MUSSER.R.A., SlNKULE.M-V. Region 2, Ofc ot the Director. 00/10/ 
42. 13pp 47292008-47282920. 

8810079114 NRC Info Notice 80-082, "Torus Shells W/Corroslon 4 Degraded Coanr'-gs 
In BWfl Conlainmenis." Sve list and. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 66/10/14. 
Consol deled Edison Co. of New York, Inc. 110pp. 47260:124-47260:235. 

88 19H0212 NRC Into Nollce 66-065, "Broken Retaining Block Studs on Anclior Oailing 
Check Valves." Svc kst end. 

ROSSl.CE. Division ol Operational Events Assessment (Post 870411). 88/10/14. 
Consolidated Edison Co. ol New York. Inc. 1 16pp. 47463:196-47463:316. 

88 10280380 Ack receipt ol 660920 Hr informing NRC of steps taken to correct violaiiOhs 
nolod In Irtsp Repls 60-321/80 21 4 60-366/00-21. 

CnNST.M.L Roglort 2, Ofc pf Ihe Oiracior. 80/10/18. HAIRSTON.W.G. Qsoigla 
Power Co. Epp. 47367:260-47367:281. 

B81Q14QQ48 NRC Inlo NoUco 86-064. "Detoelive Moior Shad Keys In Llmllorquo Molar 
AcHialors.” Svc ksl end. 

ROSSl.CE. Division ol Operellonsl Evonis Assoasmeni (Post 670411). 66/10/20. 
Consolldaied Edison Co. or New York, Inc. 1 16pp. 47280.004-47260:123. 

0610170391 NRC Info Notice 66-066, "Operating W/MulllpIo Grounds in DC Distribution 
Sye." Svc list end. 

RO^I.C.E. Ovislon of Opsiabonal Events Asseasmoni (Post 870411). 66/10/21. 
Consolidated Edison Co. oi New York, Inc. 1 i6pp. 47463:081-47463:197. 

8B102BD28B Approves request to delay implementation ol Insp of RCWU piping down- 
stieem ol douelo isolation valves lor IGSCC lor Unit 2 until next scheduled ouiago.por 
Generic Ur 88 01. 

CROCKER, L.P. Project Diroctorele li-3. 86/10/24. HAIRSTON.W.G. Georgia Powor 
Co. 3pp. 47367:310 47367:312. 

8011030009 AcK receipt ol 881011 Hr Informing NRC ol steps taken to corroci violation 
noted in Insp Rspis 50-321/66-24 4 50-366/88-24. 

SROWNI-EE.V.L. Region 2, Olc of the Director. 80/10/24. HAIRSTON.W.G. Georgia 
Power Co. Ip. 47422 197-47422:197. 



86nt50370 Forv/aids Irisp Ropis 50321/88-30 & 50'368/e8-30 on 800924-1021 6 
noiico ol vioiat.on Third violeiion noi cliod basod on mealing cnteiia for ncensee-idorv 
hf.cd vfoiat'On. 

BROWNLEE.VL Region 2. Otc ol Iho Dtoctoi. 80/11/00. HAinSTON.W.G. Gcoryka 
Power Co. 2pp 'i75'1S066-‘l75‘fg08t. 

-BS1U6Q284 Insp Ropls 60321/88-30 & S0466/QO-30 on 8Q0g3<l-l02l. Vlqlaiions 
r\oied Ma|or areas inspeciori.oporalional saloty vorilicalion.rnaini 8> survei'iarice io8lJ*g 
obsorvailons.ROs. uhl oporaiional upgrade efforts & rolue'-lrig eciiv>iics 
SINKULE.MV.. MENNlNG.J.E.. PArTERSON.M.V. Region 2. Olc Of the Director. 80/ 
11/08. 12pp 4754D070-475‘19.001. 

0611160166 Ack receipl Of B8I101 requosl lor roliol ol Tech Spec 3.S2 on tornporaiy 
bssrs to provide limKlng condrKon lor opoiatlon tor auiomairc doprossuriiaiton sys « 
waive Bilowod coniinued oporeiion until design change implomenied. 

EnNSr.Mf.. Region 2. 0(c of the Oiraclor. 68/11/08. HAlHSrON.VVG. Georgia 
Power Co 2pp ‘17566:094-47666.095. 

0611220313 Documents 681026 verbal lomporary ret el granted util from compnarKe w/ 
Tech Spec LCO 3. 6. 2. Action Sialomerii p ihai reguiros unii to no in at least hot shut- 
down within 12 hr & stoam dome pressure lo bo reduced. 

ERNST, M.L. Region 2, Olc ol Ihe Oiiocior. 86/11/06. MURLEy.T.E. Otlico ol loudest 
Roactof Rogutolion. Di/eclor (Posi 07041 1) 2pp 47621 044-476?t:045 

B$tt040324 SuppI 3 10 NRC Into Norice 66-166, ‘‘Peodwalor Lino Dr&ak." Sve isi tuKl. 
nOSSl.CE Division ol Operational Everiia Assessment (Post 670411). 08/11/10 
Consolidated Edison Co or New Vork, Inc. Il3pp 47550 072-47559.I84 

8811220459 Discusses SALP Rept S0-321/e8-ie & 60 366/eO-Id on 880920 App lo 
SALP ropi onci 

ERNST.Ml. Region 2, Olc ol the Oirecior. 08/11/15. HAlflSTON.WG. GeoiQie 
Power Co 2pp. -17603:247-47603:303. 

••0011290486 App lo SALP Ropis 50-321/Bn-10 & SO36B/88 I0 IM flatch lacUily on 
880920. 

• NRC • No Oeiaitod Aflrllalton Oivon 60/00/20. S5pp 47603:240-47603.303. 

6611090264 NRC Info Notice 66 067, "Pump Wear & Fora-gn Objects to Plani Pip.ng 
Sya." Svc list oncl. 

ROSSl,CE. Division of Operational Events Assessmarit (Post 870411). 60/11/(6. 
Conso'.idaiod Edison Co oi Now York, Inc. I t3pp. 47601 .020-47601 132. 

9611090403 NRC Inlo NoliCQ 60 0B8, "Oagradetion ol Woailngho'jso ARORoiaye" Svc 
list enci 

ROSSl,CE Division of Oporational Evonls Assesemoni (Posl 870411} 88/11/16 
Consolidntad Edison Co of Now York, Inc 1 13pp. 47597:001-47697.113. 

8011220111 Ack receipt Of 080825 Ur Informing NRC Ol stops token 10 cotroci violalrons 
roiod to (nsp Ropis S032'/60-l2 & S0-3ao/e6-l2 re omorgoncy operating p/oce 
dures 

EflNST,M.t. Region 2. Ofc of ibe Oiroctor. 06/fi/t7. HAIRSTON.W.G. Goorg-a 
Power Co. ID 47607:272.47607:272. 

0811150000 NRC Info Nolico 68-009. ''OegradaUon ol Kapion ElocirKai ineuiaiion'' Svc 
Hal oneV 

ROSSI.C-E Division of Opsralipnai Evonie Aaseasmom (Post 8V04i(). 66/ii/2i 
ConsoluJaieO Edison Co. ol Now York, Inc. il3pp 47603:045-47003.101. 

8811160470 NRC Inlo Noilco 90-092, "Poisnnei for Spent Fuel Pool Oniindown" Svc 
lisf oncl. 

ROSSI, CE. Division of Operational Events Assoesmont (Post 6704ii) 88/11/22. 
Consol'daiotf Edison Co. of Now York, Inc. i i4po. 476O0.124-476O6 237. 

8811180316 NRC Bullelln 06 010, "Nonconforming Molded Case Ci>cu-i Oreekota." Svc 
list oncl. 

ROS8i.CE. Division ol Onetaiionai Events Assoasment (Post 9704ii). eO/li/22 
CenaoLdaied Edison Co of New York, Inc I2ipp 47606 001 47606 123 


R. Periodic operating reports & related correspondence 

8011220376 Monihly oporaling topis for Oci 1960 lor Hatch Unite i & 2 W/e8li14 lit. 
TUCKER.JE. HAIRSTON, W.Ci Georgia Powr«f Co 80/10/31. I2pp 47614 323- 
47614 334 


S Reportable occurrences, LERs & related correspondence 

661026014B LER 80 023-00on 800920, inadequate proceduro rosulis m misaod Tech 
Specs surveillance. Caused by inadequale procedure. limiting condrllort loi opsielion 
initialed to ensuro To^ Specs mol.W/0Oiol9 llr. 

TIPPSSO. HAinSTON.W.G, Georgia Power Co 08/10/19 7pp, 47269133- 
47268:139. 

6611090125 Pari 21 roar re defeci In Llmllorque Carp svppired aafety- rfHotoP SMO 
valve actuators w/RH Insulated dc motors that mqy not develop full ralod alerting 
torque al elevated ambiorii lompa Review or motors by licensees rocommonded 
WILKINSON, I.E. Llmllorque Corp. 68/11/03. Olfico Ol Nuclear Roaclor Rogufak-on. 01- 
rectoi (Post 870411). 16pp. 47526.227-47325 242. 


DOCKET 50-306 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency 5 tire protection plans 

8610260240 Revised emorgoricy plan linplomoriling proceduros.induding Rov 13 to 
1904.002. "Offsiie Dose Projeciions • RDACS Computet Moifiod," Rev b to 1004.04. 
"Eslimalmg Airborne Release Halos" & Rev 3 to 1004.05. "Aimosptwiic Slabauy 
Class ..." 

• Arkansas Power & Light Co. 08/06/01. e6pp. 47341:047-47341-132, 

6610270206 Revised emergency plan Implemervima procedures, incfud<ng Rev 7 fo 
1903.33, ''ProiQclive Action Guidelines for Rescue/ Ttepalr & Damage Control Teams*' 
& Rev 12 to 1903 42, "Oulies of Emoruoncy Medical Team" & Rev 3 to 1903 55. 
EWING.E.C, Arkansas Power & Light Co. 88/08/18, 22Dp. 47361 094-47361.115. 


88l10J02l9Po/vw8'd9 p/cposf'd/ov lo Table B-i, "M./' Stalling Reouremonis ’ ol c-mo' 
gerKy pian.Rev roducos roquved number ol ncnliconsed operators on-sivii liom three 
(e hvo 

HO'WARU.DR Arkansas Power 8 Lighi Co 00/10/17 CALVO.JA Regoi 4, Olc ol 
(heUi'ecror 5pp •l7.39/03t-‘r7397 0e.‘i. 

66 11010115 Forwards Rov 14 to induslnal socu-ily plan Rov w.thhc'd |ro1 lOCFn73 21) 
HOWARO.O R Arkansas Power & L-oMl Co 88/10/25. Docutneni Conltol Rtanch 
(Opeumont Control Desk) Ip 47307 166 4/397.166 

0011070040 Forwards safoiy oval.iatlpn 0 excmpiicn from lechmca'- rerturemenis ol 
App n to fOCFRSO.Firo fia2Brds analysis ol cettwrt nonire otap foatores -n lire o'oa 
boundaries ccniorms w/gu danro 'n Cenonc Lit 66-10 E«ompt'sns uramod 
CALVO,JA Piojecl Orocioraio lY 00/10/25. CAMPSELL.TG ^kansas Power & 
Light Co 4pp 47460 260 47460.314 

••0011070041 Qtarils onirnpiicn iiom roquiremonls ol App R 10 lOCFHGO. Section 
ll1.G2t> duo to lack of 30 ft of sepa'aten Iruo oi 'nturveni'.g combiisMiie mails bo 
iwodA fodunOani d.essi ijenivaipr fan ouHois 

HOLAHAN.G M D.vis-orr of Hoacior Pro, eels - iii.iv.v 8 Spucai Proiecis (Post 
07041 J}. 80/10/20. Arkartsas Power 6 l/ghi Co 1 1pp 47460 290-47450.300. 

-601 1070045 Safely evsljaiion occepang :i:onsco analysis of r.onfre- rated fearuioa in 
periinoie' of Sub] lire areas w/g-jidanco in Genetic Llr 06-10 

* Office of f'Aicloa' Reacio- Rog-iaucn, Dtocio* (Posi 670411). 88/10/26 i4pp 
47460.301-47460 314 

0610310017 GB'\anc Lii 00-19 to o'l tool cycle lar/iiy i.eenseos 
possoesing.using.impori ng.ovpoiling pr tran^potiing formula qunniillos of siraicgc 
SNf-f re oae of dtradiy force by I'coisee guo.-ds to {I'ovoni ilioif of SNM.Svc I'si enci 
BURNE1T.RF. On/.ston of Safeguards & Transporial-on (Pusi 070413) 08/10/26 
Consof-dafad Edson Co. of Now York, Inc. 3ipp 4 75 1 3 04 7-475 1 3 077 

0011070272 Forwards FEMA oxorciso ova'ualiun rupt ol 660323 dmorgoncy prepared 
rtess OKOtcisu No doiicenc as noiod or a'oas rocommnnded to' corrociivo action 
CALLAN L J Rug.on 4, Olc of iho Drocior 60/ 10/31. CAMPDELL.G Arkansas Power 
4 llgW Co. 2pp. 47460. 107-474C-D.255 

•to6 1007036 ( Forwards FEMA rept Ol R0O323 owrcIM. 

TRAVERS.W O. Enintgerycy Propatodr.ess Otanch 60/10/05 8ANGAnT,RL nogio'i 
4. i^c of me O'oeter fp <i74C0 109-47460 255 

-6610070354 forwards U80323 linai nxercise ropi re orercige of oHsiie radiological 
emotgervey proparocinoss p'an 

KRIk^.RvV Fodoial Emcrguncy Managomenl A(jphcy 60/03/23. CONGEL.F J Div>. 
mon ol Radwiipn Protoction 5 Emo'0i>*cy p/oparedness (Post 87D4 ii) ip 
47460 190 47460 256. 

6811180509 Rev 25 lo Emo'gency Plan Impiemcniing Procedure 1003 lO, ' Erreigancy 
Action Level Ciass'Kaiipn 

• Atkanses Power 8 LigniCo 60/11/07 Tpp, 47570090 47570.101 


H. General correspondence 

0611000029 Com'nont supporimg ptoposnri ru'o lOCFRSO ro NUREG'1317. ‘ Ronu'a 
lory Oplions ter NuCloar license nonownl." Suppons ConlenlS of NunEO-13l7 8 en- 
dorses NUMARC cpmrr.enis on ru'omaking 8 poSilion peper by NUMARC NUPLEX 
working glow 

CAVANAuOH.w. M.dd'n Souih Ui/ii-os, Inc- 08/10/26 CHiLK,SJ. Difiee of mo See- 
toiery of 1i>oComm<SSion 3pp 47422 339 47422-341. 


I. FInencisl informstlork 

6611040194 "Aiksnsas Powoi & LiQhl Co 1987 Annual Ropi" W/681027 llr 
LANGSTON.NE. Arkansas Powor&Ltofit Co 07/12/31. OiNIT2,I NRC • No Ooiar'cd 
All/ieiion Civon 55p|) 47445 329 47448914. 


M. Antitrust corroapondenco 

8811180160 Forwards FR noHco to eppi-cai.ons Icr amantJs to Liconsos DPR 5i,NPF 0 
& NPF-SO.aulhonr-ng addilton ol Sys Energy Rosourcos.inc as liccnseo 8 requests 
convnonis on eniiirusi issues 

ThOMAS.C.O Policy Dovo'-opmnni & Technical Suppo'i Branch (Post 870411). 88/ 
1 1/14 OlfiCO pi AUmiri.siraiion 8 Rosourcos Managemoni, D:ioclO’ (Posl 070413) ip 
47S87.244-4?5t)7 240 

■-8041180185 Noiico of proposed amends to Licenses OPR-OVNPF 6 & NPF-30. au 
Ihonjing eddibon of Sys Energy Rosourcos, Inc na (iconsoo S requealmg co-Timciriis cn 
anMrual issuos 

CRUTC11FIEL0.0 AasociBto D.rocioi tor Pro[ocls (Post 07O4fi) 88/tl/t4 4pp 
4/507:248-47587 249 


P. Operating ticonsa stage documents 8 corrospondence 

8010100350 Gonailc Llr 00-17 lo e'l hoidors ol OLs or CPs lor PWRs re loss ol 
OHR.Svc list oncl. 

CnUTCHFIElD.D AssociOto Diroctor to' Pto;ocia (Posl 870411) BQ/iO/i? Consoi- 
datod Edison Co of Now York. Inc 84pp 472/9 156-47279:241. 

8810260104 Generic Lli UO-16 to ah iconseos ol operat-ng roaciors & holders ol CPs re 
plant record storauo on opkea' d'Sks Svc list unci 

CRUTChFIELD.O Assodsio Ditocict tor Ptojocls (Posl 6704U) 88/10/20 Consol: 
dated Edison Co ol Now York, inc 45pp 475l300t-475i3046. 

8811010434 Forwards SAP 10CFR50 50 summaries per ut.i 801029 submnial ol Amend 
8 to SARsAli open *toms inai wo/o poloniia) ssloiy concorns navo been dspos: 

I'lOned 

HOWARO.OR Afkarrsas Power S L'ghi Co 00/10/20. Documenf Control Branch 
(Oocumem Coniioi Desk) 23pti 47406 230-47408 252 
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■ssssifSSssHs:; 

bgfiCo opp 47.17? 212 4?3??<«6 

-iu.fti ini97 S3<.’N evalL3-on suOpOrtmg ull 661 124 & 680603 W Gcnenc 

.a. 

4737? 2IS ‘I737? 226 

ffffls'sr^ssrs: fs,«, Musi's*, p.™- 

alsIV 2PP 47592 138-475W260 

-8811210130 Paqoayitf €>e.Tp'.a'. t.ai. AWS Rjia 10CFR50 62 lo. A.Unsas KV 
4 uqh. CO. • C<HntH.-3U.n Er<,n«.,r,9. ■« 637.0731. 6.pp 
4759?l90-47i92.250 

S81IJ10172 Fowjrds salerv e^a^ja5<if. re 860710 app^ca-jon topen^i^ 
Eoerw fles<w/cea.'r< w aisu'r>e fe%pons*i.'ty for operation ot plaMPoieritai long- 

lefniW‘r'eMsciriia«^l«-0^pt(»oiadconM.^a--QO (W/il/IS 

CnJTChfiElOO Assocare 6>r«'.or tor Pro|9Cia (Pcsl bWIu B67n/iS 
CAMPB€ll..T<i Mabirtva PoyrM Co 5pp 4 7592 297-47592 309 

-8911210 1 74 Salary e-.aW5on suppofing tiansfer of oparanno tespof>i.b*rir to Sys 

^^cJ^^*oV^Nu^a7 fieaciof Beguiawn, Director (Poii 8704IU OS/H/lS- 6pp 
4?59'2 302’1?592309 


0. hipecllon repotta. IE BoHetlna 4 cofreapon^ence 

MI0OJO249 NBC inJO NW* 68-079, M.Jysa oi fiaiOing UgPfS lor Hg» RaiMMft 

ROSS^E^ Dr4^ o( Operaionai Evenls AiSejsinent fj®*' 48710707 
ConsoiidaiaO EOiSon Co yWevr Yo«l<, Kw l?3pp 47278242J728O0O3 

6910070114 NBC fi‘19 Notce 98 082. Toma Sneiu W7Co<ro»«fl4 Oe9<aOed Coaxigs 

'ol Gw^tonal EvcPii Aaseismem (Po»» 670411) 48710714 
CoMOWatfJ WtOA Co cl N«« York. It\c. IIOpp 47280 124 47280 235 

8810140212 NflC "^lO NO’JCe 63-085. SrolM Reainmj eiOCk SUKtl 0" Ancfior Oa'l-'O 

RWSi.C^D*4iion Cl**Owrawnil Evefli Aiseiinwnt (Poat 970411) 88710/14 
ConaoWalaO EOion Co orNaw Yori'. ti<. ii8pp 47463 i99-474W3'4 


8810250389 fcwiata# 'rap B«pi5 50-3i3'M «5 4 «n 480801-0915 4 

nooca of viola 'joo 

CALLAN I J Pcwn 4, 0'c Of !.*ie CWecior 88/10714 CAMP0E4L.G AAa«sa9 Power 
4lisMCO ?P(> 4 7258 3 38 4 7206 364. 


-8810250397 Not-ce of «oiai«n Iren ir.sp 04 660891 OVlSVi^aiKni ooiedlA'jre U> 
I0»0w proceOuret for equcpmani conl/ol 

■ fteffon*,0!c dWoOiieci:/. 86fi0/l4 2ep 47268 34<3-4726e34i. 


-8810250393 'n«P Repts 50-313/99 25 & 50-388768 25 on 880801-0915 Viotobone 
/iciMMa.o* areas .rispected lot'o»up o' evenis. inaYii.ptevwsV iiieniriod 
7cmsop«aMriai safety ve/'fica'jon 8 suivc lance 

jOmSSON.W 0 , HAAG R C , Gil0Eflt.L 0- Region 4. Ofe of «» Deeclw 88710/13 
I3pp 47268 342-47268354 


8810250404 Ach receip! of 680916 I'r irforrmoaNRC of slops laAen to coned v-x>'aiions 
floteO n insQ Rcpis 50-313f68-23 4 60-359 23 

CALLAN.lJ Region 4. OfC Of irve Oirecior 88/10/19 CAWPBEll.G ArSensas Power 
aiigtilCo Ip 472e3?24-47263 2 27. 


-88tl}2$l}407 Responds lo vioialons noted m Insp Repis 50 313/88-23 4 50-366/89- 
23 ConccLve acu>ns memo issued 10 SD cpcrators IP Close bott) isolation v^es lor 
all safely-related purs> gauges 

(.EViliE.JM AuVbosas Pcrnsr 4 EtgM Co 88f08<16 CAI.LAKI J Region 4. Olc ol 
tnoOi/ecIo/ 3pp 47263 22547263 227 


8810140018 NRC Info Noice 68 084. ' Oelecive Melor Sfiafi Keys in LmConioe Motor 
Aciuaiors" Svc iisl eocl 

ROSS'CE Division ol Operabonai Events Assessmeni (Post 870411) 80710720 
Consolidated EdiSOn Co of New York. Inc 1 19pp 47280.084-47280 123. 


8810170391 NRC Irlo Noice 86 086. "Opera'-ing W/MjlLp(e Grounds iitOC GsinbuWn 
Sys. " S«c kst cnci 

ROSSl.CE Ovson ol OperaCio<*.al Events Assessrr>eni (Posi 670411). 88714)721 
ConsoMa'Od Edison Co of New Yorii. Ittc. 1 16pp 47463 OSf-47463 197. 


8611070360 Ack receipt o' 660831 response lo NRC 860602 Itr re Insp Repis 50-3137 
66-12 4 60 3&878d-l2 info in uiil 660701 Cj may not Tiave been selcguards uilo el 
time of issua/ice. 

CALLANLJ R«gc<s4.0(co<uieOieclo( 88riQi2e CAMPeEll.G Afkarvsss Ponvei 
4 bgm Co 2pp 47444 069 47444 072 

•^<11070363 informs ihat based on into provxfed.uUI response lo Insp Repts 58013/ 
86-12 & 50 3687e8-i2 correctly delernynod rci lo be salegua'ds inio S inauecanol 
response would Poi be app/opiuie 

lEViNE.jM Arkansas fWei & Ughl Co 68/00/31 CALLANIJ Reoun a Ofc of 
tfieOnecioi 2pp *7444071 47444.072. 

6811140250 Responds lo NRC iir re viplatinns rvoted in (nsp Rcpls 50-313/8827 & 50 
368/88 27 Coriectwe actions SAR lev lor 1988 issued following upgrade effert to 
KJenufy necessary cfianges 

IEVIN6JM Arkansas F^er A LighI Co 88rio/26 CALLAN.LJ RecHn 4 OJe ol 
iTie Direclor. 3pp 47546317-47546319 ' 

8811150038 Forwards insp Repis 50-313783-33 6 60-368/86 33 Oft 881002-07 Ki>w». 
taboos O' denaborvs roied 


8811150640 tnsp Ropis 50-313/06-33 & 50-308/00-33 On 001002;07 No violetio'soi 
rowd Ma’or areas mspoctod. liconsuo roaponses o lOCFRSO 62 rula on 
L^consoo commits to actions io provoni low-tomp ovoipiossuro. 
ffioMAN JR STETKA.T.F. Ruflion 4, Ofc ol llio Ouoctor. 80/10/27. 6pp 

47517059-47547:044 

AAiin4oa24 SucPi 3 lo NRC inb tioUco 06-105, -Foodwalei urio Break " Svc ly srci 
”o^<5irE nUlon pf OpeiaiionBl Events AssossmonI (PosI 070411). 88/11/10 
ffidMOdEflfkPnCo orNewYork.lnc n3pp. -17659 072-47559 1Q4 

8811090284 NRC Into Notice 60 007, "Pumo Worn & Forolgn Obiecis In Plant P^iivj 

^^^C*6^Qvision of Oparoional Evonis AssossmonI (Post C70411) 86/11/15 
cSdatod ECisSn Co. of Now York, Inc. 1 13pp. 47601:020-47601-132. 

9811090403 NRC Into Noi co 80-060. '•Degrafloiion ol Woslingtiouso ARC Relays" Svc 

SriRacE Division ol Opoist'oria' EvoMb ABSossmonl (Post 070411). 85/11/19, 
^S^Sied Edison Co. pfNowYo/k. Inc 113pp. 47697:001-47597:113. 

«Ai«9«n3i2 Ack receipt ol 861020 llr inlormlnn NRC of slops token to correct dc/i. 
Minns noted ift Inw Ropts 5Q-3 13/00-2 7 S 50-300/00-27. 

CAiLANA J Regbn 4. Olc of tbs Oiroclof- Ofl/ll/16 CAMPBELL, G. Arkansas Pcv-ei 
&L«gtUCO 2pp 47617:101-47017:105 

991 1 150088 f.’RC Info Nol'co 06 069, "Dootodaiion ol Kaplon Elocirlcal Insulafoi." Svc 

StISre Orvisinn of OperaiionBl Events AssossmonI (Post 070411). 88/11/21. 
Constfidaled Edison Co. otNowYoik, Inc 113pp. 47603045-47603 161 

98ll«6t)4?C» NRC Into NoMCo 80-092. "Poloni-al lot Spool Fool Pool Oteindwa" &it 
I &1 dfICJ 

nO^CE D.-.iSion Of Opeiotlcnal EvoPts AssossmonI (Post 67 0411). 88/11/22. 
Consadated EiksonCo of New Yoik, Inc 1 14pp. 47006:124 47600:237 

9811160316 NRC Buiiotn 06 010, ’’Nonconforming Mofdod Caso Circuit Broakors" Svc 

R^SiCE D.v>yon of Opoisiionai Evenfs AssossmonI (Posi B704U), B8/iifJ2 
rvineftfcrtafftrt PAtfin Co of New York. Inc. 12 ItiP. 47606:001*47606:'?3. 


R. Periodic operating rapont i tsiMftd correspondence 
881121034$ Moniiii/ ppeia! ng lepl ipr Otl 1908 fOi ArKensos Nutloat One Umi 2Vf/ 
IcHAUOflOECK.O . KOYIARD.OR. AtkefiBRe Power & Llgiu Co. 86710131 8p9 

47612341-47612346 


8 Reportable occurrences. LERs 8 related correspondence 


88»W035$ lEH 86 0l500OCf 880801. manual toocior trip 4 COOldOWn initiated follow- 
ng laCvie «i loecipr cooiani pump sooi cavity prossuro aonsing insl/umeni lino which 

resisted in flCS leak of ecpie* 20 opnvW/COi028 lit. 

TAYtOR.l.A, LEVINE.J.M. AikansoB Powor & llghi Co. 60/10/20- 2pp. 47412.158- 
47412.159. 


8eil{i90l25 Pan 21 rapt re defect in Lim.lorquo Coip suppl-od safely- relaied SMB 
vc^o eciuBiors w/Rif insuialod dc molota Inal may not dovolop lull taied BiBiticg 
lorgueai ofovaiod emblem lamps Rovlew of moiora by I consoos rocommondod 
V7iLKtNSON,lE. LiiT,ttoiqvi8 Coip 06741/03. Oli.co of Nviclow Readot Rog-jiefion, Di- 
rector (Posi 670-11 1) 16pp 47525 227-47525 242 

8811150489 lER 88-0*6-00 On 080920, Oolorrrinod rosponso limo Of FSF Tre-n B con 
tammcni spray sys oxcoedad Tech Spec by 0 16 a Causorf by inadequate 

f iocedures Pioceduios used lor rosponso Umo loslinn will bo rovisocl.W/06ilO4 Ik 
AVltW.l A.. LEVINE.J.M Arkansas Power & Light Co. 08/11/04. Opp 47550006- 
475S00I3 


88111505W LER 80 017 Ot>:on BSlODS.Oiscovorod lhal portodic survatl'anco lest of ^ 
lauiment cool-ng units not petloimod prior to excooding me* allowablo time. Caused by 
perecr-nel eiiot SurvaiHanca testing trJtieled.W76Ql t04 Hr. 

TAyiOn.tA.. LEVINE.J.M. Arkansaa Power & Light Co. 00/11/04. 5pp. 47552:28* 
47552 286 
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F. Sscurily, ntedicsl, emergency A fire prolectlon plane 

0810250374 Forwards Insp Ropts 60-369/08 26 4 50-370/80-26 Oft e0OO2O-O923.V,^S- 
Kirt not being cited becauso an criteria lor calegoriration ol licensed tdomilioo vtens- 
tons met. 

8ROWNLE€.V.L.RB9.on2,01co1lhe OuoMor. 88/10/13. TUCKER, H.B Duke Power 
Co 2pp 47272 130-47272:140 

-8010260378 Insp Repts 60-369/88-26 4 60-370/60-26 on 000820 0923. Violation 
noiedinadeQuaie Nq barrier penQlialionsMaiQt aioas inspected operations safety 
venficaiion,survei:ianca tesimg.maini aci'vniea & followup on previous findings. 
VANDOORN.K., ORDERS, W., NELSON, 0. Region 2 Olc of the Oirector- 08/10/12 
9pp 47272 132-4/272.140 

8810280268 Forwaids SALP Repts 60-369/08-21.50-370/86-21, 50 413/86-24 & M- 
4M/8B-24 loi Aug 1987 ■ Jul 1986 

ERNST.M.L Region 2, Olc ol ihe Oiiocloi. 00/10/13. TUCKER, H.B. Duke Power Co 
ipp 47339 216-47339 291. 

-8810280262 SAIP Repts 50 369/06-21 & 50-370/88-21 lor Aug 1987 • Jul 1986. 

• Region 2, Olc of lha Oirector, 06/10/13 36pp. 47339:256'47339 291. 

6810210365 Corrects errors in NRC 680923 response lo Rev 36 lo physical secuniy 
(San Date ol Hr ack should be 860803 not 860831 

CLINE, W.E. Region 2. Olc of the Director 88/10/17 TUCKER, H.B. Duke Power Co 
2pp- 47395253-47395.256. 
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— 86110700B4 Correciod II' acfvisinQ Ihal 880603 Rev 36 lo physical secunly pfsn con- 
sisioni w/provi8ions oI lOCPRS 54(p) & eccoptab'e 

CLINE.WE. Region 2, Olc ol mo OrociOJ 88/03/23 TUCKER, HQ Duke Powe* Co 
2pp 47395:255-«lV395 256 

ee 10250109 Apvisos mat OOOSOd corrocion page to Rev 9 to guard uain-ng & quaUica- 
I'Oh plan consisioni w/provis'ons ol i0CFR505<t(p) & accoplabio. 

CUINF.W C RoglOft 2, Ofc of Ihe Oiroctor. 00/10/17. TUCKER, H.B Ouho Poviror Co. 
2pp. 47272.2l6-<t7272 217. 

6B1102000S Advises that 080909 corrected Page 9 lo plant guerri ita'ning & quaSlica- 
liOn plan conalstoni w/provisions ol 10CFR50 54(p) & accepiablo. 

CLINE,W.£ Region 2, Ofc of the Olrecior. 80/f0/l7. TUCKER, HO. Ouke Power Co. 
2pp. 47415 239 47416:240. 

8910310017 Generic Ur 00-19 lo ell luol cycle lac/.ity licensoes 
P03sos9lng,usln9.imporiing, exporting or Iransporiing lormula quanEitios ol strategic 
SNM to use of deadly force by (Iconsao guarus lo prevoni then of SNM.Svc let enef. 
BURNETT.R.F. Division ol Safeguards o Transporiaiion (Post 870413). 88/10/28. 
Cpnsolldaied Edison Co of New yerk. Inc. Olpp. 47513 047.47513.077. 

8811060074 Forwards public version ol revs lo crisis mgi implomenlmg procedutes.W/ 
undated release memo. 

TUCKER, H.B Duhe Power Co. 68/10/26. Documonl Control Branch (Docurrtonl Con- 
Irol Desk). 4pp. 47466 007-47467.-120 

—8811000079 Public version ot rovised crisis mgi implemerti.ng procedures irKluding 
Rev 27 (0 CMiP-l.Rev 19 lo CMlP-2,Rov 25 lo CMIP 4.Hev 28 lo CMlP-S.Revs 32 lo 
CWlP-6 & CMlP-7,Rev 22 to CMip-a.Rov 27 10 CMIP 9 8 Rev 2 lo CMiP-iO. 
HARHIS.n.e. Duke Power Co. 88/10/20 600pp. 47460 Of l-474e7.-l20. 

8011070136 Forwards Insp Rapls 60-380/68-28 & S0'370/B8-2a on 880012-16 Viola 
lion noted Notice of violation wilhhoid (ref iaCFR2 790 6 73.21) 

CLINE.W E. Region 2, Ofc ol the Director 08/ lQ/31. TUCXER.H 6. Ouko Power Co 
2pp 47468.062-47458.0e4. 

-8811070141 Parllelly withheld Insp Repls 60-369/86-28 & 50 370/86-28 on 680912-16 
(ref I0CFR2 780 & 73.21) NO violaUons noiod.Msjot areas inspociodtmaini 

lierriers. assessment elds. access contrnla. alarm stations & Irainmg & contingoncios 
TODIN.W J, MC6UIRE.0R Region 2. Olc ol Iho Director B8/IO/14. Ip 47456 064- 
47458.004. 


6811080031 Fonvaids Rovs 1 1 & 7 to ' Pump & Valve Irisorvice Tost-ng Program.'' lor 
Un-ls 1 & 2,respoclivoiy Rev rotlocis results ol 660616-1/ meeiings Lotwoen utu & 
NRC & EG8G to linaiiro msorvico lostmg prog-am 

TUCKER.)! B Duke Power Co DO/lO/31 Document Cont'oi Branch (Document Con 
trdOoSli) 4pp 47475 064 47476 0)4 

-8811080033 “PuiTio 8 Valvo Insarv.co Tosling Program.” 

•Ouke Power Co BB/10/31. 235pp 47475.063 47476014 

8811040339 ForwD'ds NRC pos'tons & reguesi lor addi inio re uIh 860405 requosi to 
cancel commitment on Human Engineering Discrepancy U-i 0016. Request 
(tetreriPten should bs si/b.T»iod that d'seusses )tow sub/ O'sc'opancy wi'.l bo lu'iy re- 

sotvet) 

MATTHEWS.0.0. Protect Directorate 11-3 86/11/02. TUCKER.HB Duke Power Co 
7pp 47434 230-47434:236 

S81I090302 Forwards revised proprietary pages to QAW-iot64p. ■■fl£LAP5/Mod2- 
6&w,Advenced Compuior Program lor LWR LOCA & Non-LOCA Trans.oni Analysis." 
CSO ftMi bof'rr^ cdr/olaDon rep'aeec) w/Condie Bengsion IV co"elatM:n 8 fypos cc- 
rociod 

TAYLOn.JH. Babcock & Wilcox Co 88/11/02. NORBERG.JA. Division ol Engineer- 
ing 8 Systems Technology (Post 67041 1) ip. 47624 010-47624 OtO 

881 1 160064 Appl-caiion for amends lo Uconsos NPF-9 6 NPF-i/.cortcci-ng dekcien- 
cies in Figure 3/4 7-1, "Nuciaer Bvc Waier Sys” & typo on Page 3/4 7-21. Fee paid. 
TUCKER.HB Ouko Power Co 00/11/03. Documeni (ionirol Branch jOocumem (Con- 
trol Oosli) 3pp 47663 266-47663 238 

-881116OQ08 Proposed Tech Specs.cortociir.g tleliciancios lound in F:gjro 3/4 7.| & 
lypo on Pago 3/4 7-21. 

♦Ouko Power Co 00/11/03. 7pp. 475S3 202-47553 298 

0811160541 forwa'ds Rev 3 Id "CoipoiBte Process Control Prowam " 

TUCKER.H B Duko Power- Co 8Bn 1/08. Document Control Branch (Document Con 
trot OOSk) 2pp 47664 045 47604 060 

-8811180549 "Corpoiaio Process Control Piogram." 

‘Ouko Rower Co OQ/ll/00 I4pp. 47564 047-47564 060 


8011090318 Forwards Insp Ropis 50-360/88-27 & 50-370/66 27 on 660016 10 No vio- 
lations or davialions notod Response alanng coirociivo action taken or 
plannsd.ahowing esiimaiod dalo of compieiion ro exorcise w 08 )ir>oss.roQueeieci wiiitin 
4 5 days 

OECi^^ER.T.R. Region 2, Olc of iho Director. 88/1 t/0l. TUCKER.HB Ouko Power Co 
2pp. 47613:113-47613.138. 

-8811090324 ln$p Ropis 60-389/00-27 & 5O-37O/08-97 on 080913-16 No violaUons or 
deviations nolod.Weakness noiod. Major aroaa inspected annual radiological emoigon- 
ey response exorciso. 

CUNNINQHAM.AL., DECKER.T.R. Region 2, Ofc ol me Oiroctor. 88/10/28 22|)p 
47513:115-47613:138 


J. Iniurenee & Indemnity information 

0810260090 Forwords temporary exemptions from i0CrRSO.64(w){6)(i) re scheduler re 
quiremenfs of property insuianco rule 

MATTliEWS.OO. Projoci Oirecioraio 11-3. 8B/10/07. TUCKEKl.H.8 Duke Power Co. 
Spp. 472e2.'218-4728i:234. 

-86 10250108 Exemption from t0CFR50.64(w)(61ii).incroasing amount ol oneilo property 
damage fnaurence, until rufamoking fioali/od bui no faior lhari 690‘f0i. 

VAftaA.8 A Olvlelon of Reactor Projecla - i/ll (Post 6/0411). eo/tO/O?. Duke Power 
Co 4pp 47262227.47202 230. 


P. Operating (Icenao stage documents 5 correspondence 

8810180350 Oenorre lir 00-17 to ai) holders ol OLs or CPs for PWRs re loas of 
OHR.Svc list encf 

CRUTCHFIELD D Associate Direclor lor Prelects (Post 870411). 08/10/17 Consok- 
dalod F-dison Co. ol Now York. Inc. 84pp. 47279.160-47270:241- 

8810250164 Generic ttr 08-10 lo 8» i.eensoos of operating reactors 4 hofdora of CParo 

S lant record storage on optical disks Sve llsl end. 

RUTCHFIELO.O Assoclalo Director for Projocta (Post 070411). 08/10/20. Consoii- 
dated Edison Co. ol Now York, Inc. 46pp. 47513. 00l-476i3:048. 

881 1020084 Forwards sorumary Of fl4W Fuel Co poslnon re sma'i break lOCA cbIcuIb- 
Ilona contained In util FSARs for upcoming reload cores which wM contain ivei mfg by 
B4W. 

TAVlOR.J.H. Babcock 4 Wilcox Co 68/10/21. NORBERG.JA OMsion of Engineer- 
ing & Systems Technology (Post 87041 1). 0pp. 47410.246-47410.263. 

8611010450 Informs ihal WCAP-t1935, "McGuire 2 - Evolualion for Tube V*>ratlor»-1n- 
duced Fatigue" will bo withhold from public disclosure (rof 10CFR2.700). 
JABBOUR.K.N. Project Directorate 11-3. 80/10/27. WIESEMANN.RA. Westmghouso 
Electric Corp. 5pp. 4740l:l77-4740l;18t. 


8811170189 Forwards Roiiof RonuosI 86 OS re A5ME Coda Sec'-.on Xi raqu'remsni re 
saiety miection accumulator tanks-Raiiai Request 88-08 suporsodss Rof-ai Request 
8dM 

TUCKER.HB Ouko Powor Co 08/11/08. Document Control Branch (Document Con 
trot Desk) 6pp 47682 123-47682 128 

88III70217 Forwards lablo ro olfoci ol RTD bypass removal on measured delta T lor 
Unit ^Random dismbukon in vanalrons ol normatiiod doHa T indrcairons rovaatod 4 
mod hod reactor coolant lornp moosuemoni sys tunction'ng as expociod. 
TUCKRft.HB Duke Powoi C-0 88/11/10 Document Control Drench (Oocumeni Con- 
uol Oe«k> 3|)p. 47607 266-47667 260 

8611160104 Forwards tosuiis Irom anolysls (or 126 priority pollutants, par util 680520 
request fer tnnowol ot NPDES Permit KC00243D2 lor lORO.to incroaso dschergo 
temp fo 98 F doftng summer mpnilis 

HALLER.WA. Duko Power Co. 08/ll/tt. WiLMS.R.P. Nbrin Carolina, State ol. lOpp. 
47660 tg3 4?560 202 


8811170152 Forwards Reilol Request C8-09.roquost ng lei'bl irom ASME Code Section 
XI requiromofiis to allow removal & lalnslei'auon ol saiuty ln;ociion sys piping Fee 


?UCK€R.H.6. Ouko Power Co. 00/11/1 1. Document Coniret Stench (Documonl Con- 
UOI Desk) 7 m. 47576:251 47575 267. 


8811168119 S\jmrnaii 208 QOtlOO telcon w/uU to control area vontiiaiion sys mod 4 as- 
socieled Toch Spec change Addi mlo roqussiQd stated 

H000 0 5 Project Dlioclorate 113. 83/ll/lS. Projoci O.rocioraio 11-3. 3pp. 
47583 062-47583 094. 


0811230448 Forwards roquesl lor adcli into re Ice condenser coniainmoni hydrogen 
i^ifoi npiod m 080720 llr Reaponse w,lhn 45 d»s ol rocoipl ol Mr requasted. 
HOOO.DS- Project Dirociorate 11-3. 08/11/10. TUCKGR.HD. Duko Power Co 4pp. 
47e4l;3&3-4764l:366 


0811230414 Qranis Ro'iot Request 08 09 liom ASME Code requiremonis due to Inior- 
ference on safety inlecifon branch lino during primary temp dotoct.on mod. 
MATTHEWSoe Proloct D.rocloralo 11-3. 00/11/21. TUCKER.HB. Duko Power Co. 
4pp 47831 342-47631:345 


Q. Inspection reports, IE Bullellne & correspondence 

8611100235 Forwards Insp Repls 50-360/08-25 & 50-370/88 26 on 080016-10 No vio- 
lBl4)f«s or dovlBlions noted 

ttEHOrA.R Region 2, Ofc of Iho Director. 80/09/(6. TUCKER.H.B. Duke Power Co. 
2pp. 47608-285 47500:300 


681 1030392 Submits revised implemoniaiion dates (or upgrade to SPOS. Catowba Unit 
2 Implementation date dependent upon license cond-Han amend roquosi submitlod on 
880914. 

TUCKER.H.B Duke Power Co. 80/10/27. Document Control Branch (Oocumonl Con- 
trol Desk), ip. 474 12.059-47412.059. 


-8811100230 insp RoptB 60-369/80-25 & 50-370/86-25 on 080616-16.No violations or 
deviaOons Identlhod Major areas Inspected: resolution ol find ngs Irom NRC Diagnostic 
EvaluaUon Team ropi & status ol licensee written response lo rept. 

G1RARO.E.H., BLAKE.JJ. Region 2. Olc of the Director. 88/09/13 4pp 47600:297- 
47508 300. 


8811030352 Advises that Addendum 2 to WCAP10086, ••COBHA-NC.Anaiyals Id Main 
Sieamline Break In Catawba Unit 1 Ice Condenser CoruainmenL" torvvarded by 
881012 Itr will be wilhhoid from public disclosuro.pec request. 

JABBOUR.KN Projeci arectoraie )l-3. 08/10/28. WItSEWANM.R.A, Wastingbovso 
Electric Corp. 5pp. 47427:206-47427:209. 

8811040116 Forwards request for addi inlo re Wostinqhouse analyses & util oxplertaUon 
on changes In della- T.Response to request should be submitted with>n 46 days ol Ur 
receipt 

HOODD.S. Project Oirectotaio 11-3. 88/10/31. TUCKER.H.B. Duhe Power Ca 4pp. 
47445.-175-47445:177. 


58K7090249 NRC Into Noilco 80 079, "Misuse el Flashing Lights lot High Radiaiion 
Area Conlrols " Sve li&l end. 

ROSSt.G.E, Division ol Oporalionsi Events Assessment iPost 070411). 80/10/07. 
ConsoHdolod Edison Co. of Now York, inc. 123pp 47279:242-47200 003. 

8810250042 Forwards Irsp Repls 50 369/80-24 & 50-370/88-24 Oh 880801 09l6.Vio'a- 
Dons under consideration lor escalated enforcement eclion Enforcement confocenco 
achedi/od far 881027. l/nrosolved Hern win be pursued during future insps. 

ERNST ,M L Region S Ofc of the Director. 80/10/11. TUCKER.H.B Duka Power Co. 
2pp 47261.191-47281:202. 
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-SBIOS&OOtd tnsp nepls S<3 3Cp9/e9-24 & M 37<y<&0 24 On 6fiO&Ol-Q34& VtO'eVono & 
i/nre«o7<^od item noiodMaloi areas inspecieO past & cvroni operabHi/ ol h|rdrogen 
skimmer sys. 

OflOE»SW. NELSON D.. CHOTEAU.R Rogiop 2, Olc ol Iho Dfoclof. 66/10/06 
lOpp 47261:193-47281 202. 

8810250374 Eorwartfs Insp Repis 50-369/86 26 6 50 370/68-26 on 680920 0923 VkoU- 
lion act being ciicd because all criiene lor calegonzaiion o< licensee-ldenlAoO vioto- 
iioos mei. 

aROiNItltE V L- Regicn 2. Olc ol Vbo 0<iec\ot. 69/ 10/13. lUCKtR.H.B OjVc Ptww 
Co. 2pp. 47272;t3O-47272.140 

-8610260978 Insp RepIS 50-369/66-26 A 50-370/66-26 on 860820-0923- VipleUon 
npied'inadequale fio barrier penciralions.Uelor areas Inspecied operaiiona salaiv 
veri/icaiion suryei'lance leslmg ma-oi act v.tios & {oi:o«yup on ^evloua nndings. 
VANOOORNK. OROERS.W. NElSON.O- Region 2, Olc ol me Director. 68/10/iZ 
9pp. 47272:132-47272:140. 

88102802S8 Forwards SALP Repis 5Cl-369/66-2l,50'370/8&-2i,50 413/89-24 a 60- 
414/68 24 lor Aug 1987- Jul 1988. 

ERNST Ml. Region 2. Olc of me Oi/ector. 88/10/13. TUCKER, H 8. Ooke Power Co. 
2pp 47339 216 47339.291 

-6810260261 SALP Repis &0-413/88-24 S 50-414/86-24 lor Aug 1067 • Jul 1088. 

’ Rogion 2. Olc Ol the Oiroclor. 66/10/13. aSpp 47339.218 47339 255 

-8810280262 SALP Repis 50-369/66-21 & 60 370/68-21 lor Aug 1967 - Jul 1966 
* Region 2. Olc oMlio Oi/octor 66/10/13 36pp 47336 256-4 7339 291 

6810070114 NRC Inlo Noice 66-062, "Torus Shells W/C«riaslo/i A Degraded Coalings 
in BWR Containmonis.'' SvC liSl end- 

ROSSI.CE. Divlsibn ol Operaiional Bvema Asse&smeni (Post 670411). 68/10/14. 
Conso'idaled Edison Co. ol New York. Inc. 1 tOpp. 47260.124-47280:235 

6610140212 NRC Into Noice 86 085. “Srokon Retaining B.'ock Siuds on Anchor Oarkng 
Chad. Valves " Sve list end 

ROSSLC.E. Orvison ol Ope.’a'jonal Events Assesameni (Post 670411). 88/10/14. 
Consolidaled Edison Co. oi New Yoik, Inc t I8pp 47463;169'47463 318 

6610260362 Ack receipt ol 651008 Hr mlorming NRC ol steps laVon to corieci vldalions 
noiod in Insp Repis 50-369/88 23 A 60-370/68-23 

QHO//NL£E,V.L Rogio.'i 2. Olo ol the Oirecto/. 66/10/16. TUCKERJi 6 Duke Power 
Co ip. 47342:362-47342 352. 

6811020069 Discusses suppietTierMal tesporisa lo vidavbns noted m insp Repis $0- 
369/86-13 A 50 370/88-13 Concludes ihsi Pehormanco Group leieiWy unrespon- 
sive lo NRC inspecior ideniOed concerns 

EnNSr,M. Regron 2. Olc ot Ihe Oredor. 68/10/19 TUCKEn.H e Duke Power Co 
?pp 47416:289 47415:260. 

8810140016 NRC Inlo Notice 66 084. "Oolecilve Motor Shall Keys m Limiloroue Motor 
Actueiors " Sve list end. 

R08Si.CE. Onrislon ol OMrei-onai Events Assessment (Post 670411) 88/10/20 
Consoitdaied Edison Co. of New York. inc. Ii9pp 47280 <704 -47280.123. 

8610170391 NRC Info Notice 66 086. "Operating W/Muitipie Grounds In DC Dsinb-jiion 
Sys " Sve liSl end 

nOSSi.CE Division of Operational Evenia Assessmoni (Post 870411) 68/iO/2( 
Consoildaied Edison Co. ol New York, inc. 1i6pp. 4 7493 081-47453 I97. 

8611070136 Fomards Insp Repis 50-369/ea-26 A 60-370/86 28 on a80912-te Viela- 
lion noted Notice ol vioisiion withheld (rot I0CFR2.790 A 73 2il 
CLINE.W.E. Region 2. Olc Ol the Oirdclor. 68/10/31. TUCKER.MB Duke Power Co 
2pp. 47458:062-47456.094. 

-681 1070141 Paniaify wiibheld Inso Repis 50-369/66-28 A 50-370/88-28 on 680912-16 

i iel l0CFn2.T90 S 73.21) No vIot&Lona noied.Mato« areas inspected memi 
larners.aasessmenl alds.access conlrois.alarm slallons A training A corUngenci'es 
TOB'N.W.J. MCGUIRE.OR. Region S. Olc ol Ihe Oirccior. 68/t0/i4. In. 47459064 
4746e;0C4. 

6811090318 Forwards fnsp Repis 50-369/66-27 A 50 370/68 27 on 6e00t5-i9.No vio- 
latipas or deviallcrks noted Response staling corrective action taken or 
planned, showing estimaied dale ol co-mp'allon re oxe/cisd weeKness.requesied w,ihin 
46 days. 

DECKER.T.R. Beoton 2, 0!c Ol the Director. 88/11/01. TUCKER.H B Duke Power Co 
2pp. 47613:113-47513:139. 

-6811090324 Insp Repis 50-359/68-27 A 60-370/66-27 oh 650913-16 No violeiions or 
dovfeilons nolQd.Weakness noled.Maior areas inspected'.annuai ta(iK>logical emergen- 
cy response exercise. 

CUNNiNGHAM.A L, DECKER.T.R. Region 2. Olc ol the Director. 86/10/29. 22pp 
47513:115 47613:136. 

8811160152 Forwards Insp Repis 50-369/88-30 A SO-S/O/es-SO cn 660924-1020 A 
nolfce ol violation. 

BROWNLEE, V.L. Region 2. Olc ol the Direclor. 68/11/04. TUCKER, H.B. Duke Powor 
Co. 2pp. 47544:330-47644:342. 

-8811160170 Notice ol violation from Insp on 680924-1020 Violation noted personnel 
tra'ning not completed pnor lo rolumlng low-Teve selpomi circuitry lo sve loSowIng 
selpoint change A unit not placed in tot shutdown wiihln 6 h. 

BROWNLEE.V.L. Region 2. Ofool the Direclor. 68/11/04. 2pp. 47644:332-47644J33. 

-6811150174 Insp Repis 50-369/68-30 A 50-370/68-30 Oh B80924-1020. Violalioii 
noted Major areas Inspecledioperalions safety venficaiiorv, surveillance lestng.mainl 
acirvities A followup on previous Insp findings. 

VANOOORN.K., tAlSON.D, CflOTEAU.R. Reg'on 2, Olc of the Director. 89/11/04 
9pp. 47544:334-47644:342. 

981 1160530 Expresses feeling that detailed presentations describing utTcommifnveni lo 
quality verification given to NRC durirvg 881026 rnoeting Irr coft|wKHon w/previoua 
formal responses to NRC Insp/ovaluallon repis conclude mailer. 

TUCKER.H.a. Duke Power Co. 88/11/08 MUHLEY.TE. Oflico ol Nuclear Reactor 
Regulation. Director (Post 870411). 2pp. 47566 092-47S68.093. 


9611170199 DiSCuasQS NRC corvceinsre licensee delayed responses lo Insp Repis 50 
369/89-25 A 50-370/06-25 Duo to length A complexity ol ropi.util considers 860011 
response timely. 

lUCKER.H.O Duke Power Co OO/ii/OO Documont Control Branch (Oocumoni Corv- 
IrolOesk) 3pp 47576 046 47576.0'ie. 

661 1040324 Simpi 3 10 NRC Into Notice 06-100, "Foodwatoi Lino Qroak." Sve list end. 
nOSSI.C.E. uivis'oh ol Operetlonal Gvenis Assoesmeni (Post 670411). 80/11/10 
Consoi^ied Edison Co. ot Now York, Inc. 1 13pp. 47550 072-47559: 164. 

68 1 1 190027 Requnsts addi Inlo lor lira! lO-yr Interval Insorvicn insp program plan wIIMn 
66 (IM of receipt ol llr.Color-coded How diQgrams/35-mm color slides ol diagrams A 
deacr^ion of methodology used lo ostabllsh sys boundaries reguealed 
llOOOj>S. Proieci Dircctoralo 11-3 66/11/15. TUCKER.H.B Ouko Power Co. 14pp. 
47583069-47503 082 

6611090264 NRC Into Notice 68-087, "Pump Wear A Forofgn Objecis In Plant Pip-'ng 
'*$ 1 ^ Isl oncl- 

ROSSlC.E Division ol Oporellonal Events Assessment (Post 870411). 60/11/16. 
Ccnsoldaied Edison Co. of Now York, Inc. 1 13pp. 47601 020-47601:132. 

8811890403 NRC Info Nelico 86 OSB, "Degradation ol Wostinghouse ARO Relays.” Sve 
»S4 eriCL 

ROSSI.CE. Division ol Operetlonal Events AssessmonI (Post 670411). 00/11/16. 
Consobdalod Edison Co. of Now York, Inc. 1 13pp. 47597:001-47597:1 13. 

9811150069 NRC Info Notice 00-089, "Degradaiion ol Kapton Electrical Insulation " Sve 
list erKi 

ROSSI.CE. Division ol Operaiionol Evonis AssessmonI (Posl 870411) 66/11/21. 
ConsoHdaiod Edison Co of New York. Inc. Il3pp. 47603 045-47603:161. 

9911180470 NRC Info Notice 86-092, "Poientinl lor Spent Fuel Pool Drolndown." Sve 
iisl oncl 

ROSSI.CE. Division ol Operational Events AssessmonI (Post 670411). 68/11/22. 
Coosoidaied Edison Co. of Now York, Inc. 1 14pp. 47606: t24-47606’237. 

9911180319 NRC Sulleiin 86 010, "Nonconforming Molded Caso Circuit Breakers.'' Sve 

isl end 

ROSSI.CE. Division ol Operational Events AssossmanI (Post 870411). 60/11/22 
CohsoijJsted Ed-son Co of Now York. Inc. I2tpp. 47606 00l-47606:t23. 


R. Periodic operaling reports A related corraapondenca 

8611210438 Monihly onaratmg repis for Oci 1068 for McGuire Nudosr StoHon Unite 1 8 
2.W/^iI16 Hr. 

V/tlLIAM$.R A.. MEAD.JJ. REAVlS.JA. Duko Power Co. 86/10/31. 12pp. 
47596265 47596 276 


8. Reportable occurrencee, LERa A ralalad corraipendance 

86 18260289 tniorme lhai LER re inoperebio Hie barnei will bo delayed A submillod by 
681184 

TUCKER.H.8. Ouko Power Co 68/10/17. Document Control Branch (Documont Con- 
uol Oosk) 2op 47269 001-47269 002. 

8610250370 LER 08 027 00on e90904,Mode 4 enlored on 671108,6 days prior lo llmo 
thet vtivoe 1NV-468A A 1NV-459A siioke lima lusted.Caused by mgt aallclency. Valve 
eiroke lasts succassluiiy completed on 67ili3.W/8ei017 lit. 

UftOY.SG., TUCKER.HB. Duke Power Co. 88/10/17. 10pp. 47269.132-47260-.14t. 

9610310169 LER 06-024-0t:on 8e09l2,unlt enlerod Tech Spec 3.0.3 when Train A ol 
CCCS A Train 6 ol componanl cooling sys wore Inoperable Compononl cooling 1Q HX 
laPod performance test becouso ol seasonal environ taclora W/0B1O23 Hr. 

I-EROV.SE.. TUCKER.H.B Duka Power Co. 88/10/23. Bpp. 47366:034-47366:042. 

6810299236 LER 89'028'00on 690912, main sleam Isolallon by pass valve safety solo- 
noW insiaHod in wrong locatkon.Causod by design deticiency.Operallons personnol 
closed n eloam s/^s isolauon bypass A Isolated air supply valves.vy/8BI024 Hr. 
LEROY.S-G-. TUCKER, H B. Duke Power Co. 88/10/24. 0pp. 47342:271-47342:278. 

9810280237 Special rept on 660016, Tech Spec 3.7.14. a vlolated.Caused by standby 
slxitdovm be'irvg Ittopetable lor mote ihan 7 days due lo Itanslet canal isolaUns 
8 drasUng utliiring weit gale.Speclal Order 86-13 Issued. 

TOCi^Rjl B, Duxo Power Co. 90/10/24. Documonl Conlrol Branch (Oocumoni Con- 
trol Oosk) 4pp 47363:276-47363:270 

9811020347 LER e6-027-01:on 8e0904.lailuro to siroko time lesi valves IN\/-45eA & 
INV459A )^or lo entering Mcxie 4.Cau8ed by mgl doficlency duo lo Inadequato 
poHcy.AcHone 10 enhance scheduling to preveni missed tests plonnod.W/88l027 Hr. 
UrOY.S. 6.. TUCKEH.H B. Duke Power Co. 88/10/27. 8pp 47414:137-47414:144. 

9911090125 Pari 21 repi le deled In Umliorque Corp supplied safely- related SMB 
valve acluetors w/RH Insulated dc motors iKat may nol develop full-rated sleriing 
torque at elevated ambient temps. Review ol motors by licensees recommended. 
WW-KlNSON.l.E. UrtuiorqueCotp. 88/U/03-Olf>CQ of Nuclear Roactor Regulation, Ol* 
roclof (Post 970411). 16pp 47625:227-47526 248. 

9911160260 Advises that LER re breached lire barriers will be delayed A submitlod ho 
later than BB| 1 1B due to unresolved concerns. 

TUCKER.H.8. Duke Power Co. 96/1 1/03. Document Control Branch (Document Con- 
trol 0«^]. Ip. 47560:110 47590:110 

8911150235 LER 89 030-00:on 9809l6.0perations declared 96 spare sleeves through 
Hie barnst penetrations w/pipe caps installed on one end Inoperablo.Causod ^ 
design deiiclency because of incomplete test documenlaHon.W/8Bi 104 Itr. 
tEROY.S.€. TUCKER, H.B. Duke Power Co. 80/11/04. 0pp. 47547:124-47647:131. 

B81T17030B Advises ttial LER re lnoporab>kty ol both unit annulus venWallon sys traina 
will be submIlted by 881130.0elay due to unresolved concerns. 

TUCKER.H.B. Duke Power Co. 88/1 1/1 1. Document Control Branch ((document Con- 
trol Desk) ip. 47572:016-47572:015 
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ihai submrsa(on of special repi re cycling of PORV iNC G3 will be 
i6 due 10 unrosolved concerns. 

) Power Co BS/U/t4. Oocumonl Contiol firench (Docurronl Corf- 
11-357-4761 1.357. 


ULIAM B. MCGUIRE NUCLEAR STATION. UNIT i 


I, emergency & lire protection plans 

Is Insp Ropis 50-369/68-26 S 50-370m-SB on 86t}e?0 ae?3 VioM- 
cl because all cntoda for cniegonzeion ol l-consoe-ldoniified viola- 

Tog'on 2, Ole ol Iho Diieclof. 00/10/13 UlCKER.H.B. Duke Power 
0-47272.U0. 

Repts 50-3C9/80-2e & 60-370/86 26 on 660820-0923. ViOlsl-On 
lire barrier ponotiaiions. Major areas mspocled oporations salety 
ance testing.ma'irii aciivitles & louowup on previous findings 
JROTEAU.n., PEEBLES, T.A. Region 2. Ole ol iho Oirecior. 68/10/ 
>2-47272:140. 


P. Operating license etaga documenia & corresponaence 


6610180380 Generic Ur 80-17 to e'-l tioldora ol OLs or CPs lor PWRs re loss ol 
OHR Sve ksi encl- 

CRUTCIIFIELD.D Assodflto Oitecior lor Projecis (Post 670411) 66/10/17. Consoli- 
dalorl Cit^SQn Co. ol Now YorL. Inc. &4pp 47279 158-47270 241. 

8810260164 Gonertc Ltr 88-18 to oM iicensoos ol operating reactore & holders ol CPs re 

E inni record storage on optical d-sks Svc f-sl enef 
RUTChFIELD.O- Associeio Otf-ockH lo< Prqjecis (Post 870411) 68/10/20 Consoli- 
dated Edison Co Ol Now Vorti. IrK 45pp 47513 001-47813 048 

66 1 1020094 Forwards Summary ol 8&W Fuol Co position ro small brea<( LOCA caicula- 
eons coniatned In vlil FS/IITs lor upcoming reland coraa wnich w,li conla'n fuel rnfg by 
Baw. 

TAYLOR.J H Babcock a Wilcox Co. 06/10/21 NORBERG.J.A Division ol Eng'noer- 
rtg a Systems teciinolCiOy (Post 870411) Bpp. 47410 246-47410 253 

861 1010480 informs that l/VCAP- 1 1935. "McGu-re 2 • Evafuaiion lor Tube Vibrafion-ln- 
duced Foilguo” w8 bowiUiltoid from ^bliC disclosure (ref i0CFn2.70O) 
jABeOun.KN Pco^i Oitecioraie li-O 86/10/27 WIESEMANN.RA WesLnghouso 
EiOCnlcCotp Spp 47401 177-47401:101. 


rds SALP RopIS 5a-3e9/68-2l,50'370/00 21.50 413/88-24 8 60- 
g 1087 - Jul 1988. 

on 2, Ofc ol Ibe Oirecior. 08/10/13. TUCKER, HQ. Duko Power Co. 
7339.291. 


66 1 1620392 Submits revised /mryomenfaliort dates for upgrade lo 5POS Caiatvba Unit 
2 iirnicmeniallon dale doponoont upon license co/fdillon amond requosi submilled on 
660914 

TUCKER.H.B Duko Power Co. 80/10/27 Docuinoni Conlrol Qrancii (Documoni Con- 
UOlOosk) ip 474I2 056-474120S9 


’ RoplB 50-380/88-21 & SO-370/80-21 lot Aug 1967 - Jul 1988 
il the Dirocior. 88/10/13. SOpp. 47339 258-47330 201. 

da errors in NRC 800923 response (o Rev 38 lo physical sacu'rly 
sk should bo 880803 nol 86083V 

-on 2. QIC ol the Oirecior. OQ/iO/17. TUCKEn.HB. Ouko Power Co 
17395:258 

ociod Kr advising (hal 8S0803 Rev 36 la pbya'cai security p'en con- 
}ns of 10CFR6-54(p) & accoptablo- 

lon 2, Ole ol ttio uiteciot. 88/09/23. TUCKEn.HB Ouke Power Co. 
17395:256. 


0811030362 Advises t>>ai Addendum 2 10 WCAP-10986, "COBRA NC.Analysis lor Main 
Sfoamlme Break in Calewta Una l (co Condsnsot Conialnmont, " forwarded by 
081012 Hr w4| be wiihiMid from public disclosure per roquost 
JA6BOUI4.ICN Proloci Oi'ocioraie iva 60/10/26 WIESEMANN.R.A Wosiinghpuse 
EteclncCorp 5pp 4742/-205 47427:209 

6611040118 rorwatcie reguesi tor addi uffo ro Wesiinghouse enniysss 6 util opianahon 
on dienuds m deno-T.nosponse to toquosi shou'd do submitied within 45 days oi Hr 
cocolpl 

I1000.0S Rroieci Oirocloralo ii-S OO/lO/SV TUCKER, HB Duko Power Co 4pp. 
47445 176-47445 177 


38 Ifiai 660009 corroclod page lo Rev 9 to guard (raining 6 duaMica- 

)ni w/provislons of lOCFn5054(p) & accepiablo. 

ion 2, Ofc of IhO OIroclor. 66/10/17. TuCKER.H.e. Ouko Power Co 

17272:217. 


89U080031 Forwards Rovs 11 & 7 to "Pump 8 Valve insciivice Tasilng Program," lor 
Unite 1 & 2.(ospociivoly Rev roiiocie tosuns of 66O0i6-i7 moeiings ooiween uiil S 
NRC & E08C to imekio msorvlco testing program 

TUCKER.H.B. Ouko Power Co 68/10/31. Documont Comiol Biancb (DocumotM Con- 
trol Desk) 4pp 47475064 47476DM. 


98 ilial 860600 coiraclod Pago 9 lo pianl guard (raining 8 quah/ica- 

ml w/piovisions ol iOCFR50.54(p] & accoplab'o- 

ion 2, Ole ol Iho Oiroclor. 86/t0/l7. TUCKER.H.B. Duke POwai Co 

17415:240. 


6611060063 O«cussosmooaute$ taken to rostoro (Tnu 2 vx sys lo normal etfgnmant.VX 
sys comovod horn Tocii Spec ection log on 081026 

TUCKEn.HB- OuVe Power Co ee/i0/3i. Document Control Branch [Documoni Con- 
trol Desk) 47484 046-47464 050 


neric Lir 86- 19 lo all Aral cycio lacriiiy iiconsorai 
.Impoiling.axporting or iransporting formula quanbllos ol strategic 
loa^y torco by liconsoo ouaros to proveni ihoii oi SNM.Svc list enci 
Division ol Saleguerds & TrensportaUon (Posl 870413). 08/10/28. 
son Co. Ol New York, Ino 3tpp. 47513:047-47513.077. 

irds public version of revs lo crisis mgi implomonnng procoduros W/ 
memo 

jko Power Co 88/10/28. Oocumonl Conlrol Rranch (Document Con- 
17466:007-47467;126. 

1.C version ol revised crisis mgi Implomonling procedures including 
I.Rev 19 to CMIP-2.ROV 25 lo CUIF>-4.Rev 28 lo CUiP-S.RovS 32 to 
7.Hev 22 lo CMlP-8,Rov 27 loCMlP-O & Rov 2 lo CMIP-IO. 
ke Power Co. 88/10/28. eOOpp. 47486:011-47467:128. 

irds Insp RopIs 50-069/88-28 & 50-370/80-28 on 8809l2-ie.Vlola- 

I ol violetion withhold [lel lOCFn2.7go & 73.21) 

ion 2. Ole of Iho D-roclor. 68/10/31. TUCKER, H.U. Duke Power Co 

174SB064. 

lally wUhheld Insp Ropls 60-369/88 28 & 50-370/88-28 on 88091 2-16 
lO & 73 21). No violations noted. Major areas inspectod mainl 
ent alds.Qccess conirola.alarm alaiions & train no & conlingondes. 
ion 2, Ole ol Uie Oitoclor. 68/10/14. 1p. 47458:064 47456:064. 

irds Insp Ropls 50-386/08-27 & 50-370/88-27 on 8809i5-19.No via 
vlations nolod Response stating coirecilvo acHon leken or 
esilmaied daio ol completion re exorcise woaknoss.roquoslod within 

Mion 2, Ofc ol the Direclof. 88/1 l/OI. TUCKER.H.B. Duke Powor Co 
17513:136. 

> Ropls 60-369/e8-27 & 60-370/86-27 on &60913-te.No v.olalions at 
.Weakness nolod. Major areas in8pected;anriual radiological emergon- 
rclss. 

VL- Region 2, Ole ol the Oiteciot. 88/10/28. 22pp. 47513 115- 


itfnnlty Information 


irds temporary exemptions from 10CFR60.54(w)(5)(l) re schodniar re- 
opofty Insurance rule. 

I. Project Oirectoraio 11-3. 88/10/07. TUCKER.H.B. Duke Powor Co 
17282 234. 

mnlinn frnm tnHPRRn Fi4(wMR1(i1 incrnriRinQ nmniini of nnaiie nionrartv 


6611180287 Fonworefs coto power pltysics foai mfo (or CyClos 4 & 5 m response lo 
88(025 requesL 

TUCkER.H B. Duke Power Co 60/11/01. Documoni Comrol Btencli (Oocumeni Con- 
UOlOosk) (Bpp 47559:301 47659 310. 

99 1 1049339 Forwards NfTC positrons £ request for addI info re utii 880405 reeuesi lo 
cacKOl commlimcnl on lluntart Engnoonng Discrepancy M-1-0018.Roquosl 
denied Plan should bo subnnUed that discussos iiow subj oiscropancy wi'.l be luHy re- 
solved. 

MATTHEWS.OO Proleci Oltocio'ato 11-3. 86/11/02 TUCKER, HB Duke Power Co 
7pj). 47434 230-47434 230. 

6611090302 Forwards rov.sod ptopnoiary pages lo BAW-t0t64P. ’'RELAPS/Mod2- 
BSW.Advanc^ Cnmpuioi Program lor LWH LOCA & Non-LOCA TransionI AnolyBis." 
CSO Him boTing corrolei'on replaced w/CondiO-Dongsion IV coirolaiion & lypos cor- 
reeled. 

TAYLOR.J H. Babcock i Wilcox Co 88/11/02 NORQERG.J.A Division of Engineer- 
fng S Systems Todnology <r^s( 87041 1). tp 47524810-47524 OiO 

8811160084 Appitcalron lor amonds to Llconsos NPF-0 & NPF-i7,coiiQCling doficien- 
clos In Futtro 3/4 7-1, "Nuclear Svc Water Sys " & tjmo on Pago 3/4 7-2i Fee paid 
TUCKGR.M Q CXifce Power Co 88/ 1 1/03 Documoni Control Branch (Documeni Con- 
r/OI Desk). 3pp 47553289-47653:299. 

-8611160068 Proposed Toch Spoce.conocLng dollclonclos found In Figuio 3/4 7-t £ 
typoon Pego3/4 7-2l. 

* Duke Powor Co. 88/11/03. 7pp 47883 202-47553 208 

8611160641 Fotweids Rev 3 to "Corporate Process Control Program 
TLfCKEn.HB. Ouke Power Co. 86/11/08 Oocumonl Control Branch (Documeni Con- 
trol Desk) 47664;04S-47684.8W. 

-8811160649 "Corporate Process Conlrol Program." 

* Ouko Power Co. 88/11/08. I4pp 47564 047-47664 060. 

8811170169 Forwards Rokal Roqwesi BB-OB ro ASME Code Section Xl requirement to 
sal^ tniocUon accumulator tanks Relioi Reguesi 86-06 suporsodos Relief Roquest 

TUCKER.HB Ouko Power 0> 68/11/08 Documeni Conlrol Branch (Document Con- 
trol Oeslij. epp. 47592-123-47592 126 

8811170217 Forwards Isbig re ellect ol RTD bypass removal on measurod della T lor 
Und 2.Re/Klofn delnbution In vanaiiona oJ normahioo delta T indications rovoalod & 
roodiliod reaclot coolant temp measurement sys functioning as oxpocied 
TUCKEFt.H B. Ouke Power 68/ 1 1 / 1 0 OocurnenI Conird Branch (Documont Con- 
kol Desk). 3pp. 47567-288 47567:268. 

0611180104 Forwards resuHs from analysis lor 126 priority polluiants. per ulil 880520 
innunfit Ini rsnAwal ol NPOFS Permil NC00?4f)Q2 for 1989.10 Inrrea^e diBChaioe 


158 DOCKETED ITEMS 


esnssoost forv.;i'as ccfODirO lati'o conia ilng Cvcio 6 Conltoi Ba.*'*' O worth meas- 
ufod 1/ borcn lui an.pei' f.'fiC 880727 foqi-'osl Worih iradvsriQhiiy <rvi;ded n labie 
dcckjmt'W na cor\‘tc' tai^a measmod by bo/on dviuion )n68>i0i Wi. 
rUCKGn.HB Cuko PowciT Co 60/11/14 Documii Ccrtro^ Branch (Oocuirani Con- 
!ro: Desk) App 4?6Q7 S6i-4?607.254 

0S1 11B0119 SuTmariios 881509 le’con w/ui.l ro control atoa venti'a5iOf> sya mod 8 as- 
sociated Tech Spec chargo.AtidI ;nlo rc-Quasied slated. 

HOOJ.OS- Project Oi.-eetorate il 3. 68/11/15. Pioject Oirectorale Jk3- 3pp. 
475B3CI92-47C93094. 

0645230440 fc"wa'(ls lenuc-si tor addl iri'o m ico cortconser ccr.tanrnoni hydiooen 
coriioi noted n 930723 Iv.Posponsa wihin 40 days o' roccip! o1 Hr requested. 
hOOOOS Pto.oci C-ec'.o«aie 11-3 setiwie T'^UGKSRHa. Cuke Power Co. 4ciJ 
<7641353-47611 356 


O. Inspection reports, IE Bulletins & correspondence 


0811090316 Forwards Insp Ropts 50-369/08 27 & 5O-37O/0O-27 on 88091 5- 19 ro vw- 
laions or deviations noted Response stating correciive action takon O' 
(Aanncd.sliow.ng osiimalod date ol comp'etion ro exorcise weaknoss.rcquostcd wthn 

4 Sdai« 

OECKER.T R. Rsq on 2. Olt ol Iho Oirocioi. 08/11/01. TUCKER.hB Coke Power Co. 
2pp 475l3:n3-4?613:l36 

-881W90324 Insp flepis 60 369/00 2/ & 50 370/08-27 on 0OO9l3-l6.No viorailonJ or 
devialsofts noied.'Teaknoss noted 1/a|oi areas inspodod anriuat radiological omeiger- 
cyresponso exaicise 

CU.NNINGHAM,AL., OECKER.T.R Region 2, Ole ol IhQ Oireclot 88/10/28 22?p 
47613:115-47513:130 

6811160182 Forwards Insp Ropts 50369/06 30 & 60 370/80-30 o.n QB0924-I020 & 
noaco ol vlotalion 

BROWNiee.V.L ReDlon 2. Ole ol the D.reclor. 80/1 1/04 TUCKER, H B DukO Powe- 
Co 2pp 47544 330-47544 342 


8811 10023S Forwards T.sp RcplS 50 369/60-25 & 50 370/00-26 on 680016 18 No vto- 
laiions or devi.stions rcied 

HERDT.A.n. Regcn 2, O'c cl it-6 Drector &a/09/l6. TUCKER He Duke Power Co. 
2pp. 47SCi&:295-47508 300. 

-0011100230 Insp Repis 5O-360/0ft.26 4 SO-37O/0B-25 on 80OB16.ia.Mo vkflai Pfis or 
dowaiions Idem r od Majei a-oas mspecied: resQ'uiion ol lindings iro.'Ft KRC DiagnosUc 
Evaluation Team lopi & status oi i esnsee wntien jcsponse io lopl 
G RARO.E H., BLAKE.J J Reg-on 2 O'c Ql Iho Oircclor 68/09/13 app 47500297- 
47508 300 


6610030249 NRC In'o Nol CO 68-079, “//isuso ol Flash no L-gr-.ts for Hinri Hediaiioo 
Area Co-ivoia " Svc list en:i. 

ROSSi.CE Oivison ol Operational Events Assessment (Post 6704111 88/10/07 
Cor.se' dated Edison Co o' MowVc'''i. Inc. 123pp 47279 242-47280 003 

8810250042 Forwards Insp Repls 00 *30/66-24 & 50-370/08-24 on 6a06tl1-09l6Viota- 
tions under ccnsideralbn lor esca'aied onforenmem action Eniorcamem conleionco 
scheduled lor 601027 Unresolved ilon wiU be putsuartdu'vng lute re frsps. 

ERNST.W L Reg-on 2. Ole o! the Director. 80/10/11. TUCKEfi.RB. Duke Power Co 
2pp. 47201 191-47281:202 

-8010250046 :nsp Pepta 50-363/80-24 8 5O-37O/08-24 on 860001 0918 Vn.'aMns 8 
bn'osoweo Item noted Maior a'eas 'nspecteO: past 6 currom op«reti>'>ry ^ hyd'ooen 
sk mmet Sys. 

OROFRS.VJ., HELSON.O, CROTEAVJ.H Region 2, Ole ol me D.iector 06/10/06 
ICpp. 47281:193-47201 202 

8010260974 Forws'ds hsp Ropls SO 369/00-26 & 50-370/66 26 on 68002041323 Vioia- 
llon not ba ng enod becejso a i entora for caieae'rtauon oi icensee tdentned v-oia- 
(lons met 

RnOWNL.Efi.VL. Region 2 . Ofc ol me Orocior 80/10/13 TUCKEfi.He. Duke Power 
Co. 2pp. 47272 130-47272 140, 


•6610380978 ‘nsp Repll e>0-309/Oe-26 & 80-370/06-26 cn 000320 0923 Violaiton 
nsiud madequato No hariior pcnoi'aiiona Major areas inspceiedoperat^ns sa'ely 
ver.l'cation.burvoi'.'a'ice loctii'g rrani aciviies & toUOMip on previous i.ncr>os 
VANDOORN.K, OHOERS.W. NELSON.O Hegon 2. Ole o! 1He Oirec1or.^0/IO/l2. 
6pp. 47272.192-47272:140. 


0810280358 Pcssardl SALP Hepis 50-369/60-21.50-370/00 21.50 413/88-24 & 50 
414/80.24 lor Aug 1907 . Ju‘ 1988 

ERNST.M.L. Reg.on 2. Ofe ol lha Dieeior 60/10/19. TuCKER.KB Ouko Pw>et Co 
2pp 47339:2IC-47339 261. v e vo 


-8810300262 SALP Repis 80-369/83-2t & 50-370/80-21 ISf Aira 1907 . Jvl 1990 
* RoOion 2. etc Ol the Director 08/10/13 36pp 47939 256 4^39.291 

0010070114 NRC 'n'o Noica 80 032, ‘Torus Snells W/CO'rosron & Oogiaded Coaunqs 
m RiVH Coma rmonta •• Sve 'isi encl. 

ROSSI, C.C O.v.sion Ol Opcralicnal Events Assessmeni (Post 8704U) 88/iO/u 
Co.'isn: dated Ed son Co o* New York, Inc liOpp. 4 7280 124 47260 235. 


0610140212 NRC l.n'o Not ce 08-065, "efoken Reia-r.-ng Clock Studs on Anchor Oair-rta 
cnoch '/awes." Sve 'ist unc' ^ 

ROSSi.CE Ow'S.a.n ol Opcratioiia) Events Assessmoni (Post 07O4it) 66/10/14 
Consolidated Ed son Co ol New York. Inc tISpp 47463:186-47483:3(8 

8010200362 Ack rece pi ol 661006 lit inlonr ng NRC of slops taken locorreiTl violal'Pns 
notod m hsp Repis 50-369/68-23 0 50-370/08-23 

RROWNLEE V l R0g cn2, O'col lire Oirecicr 86/10/10. TUCKER.HB Duke Power 
Co Ip. 47342:352-4?342-35? 


80(1030069 Oiscusaes Sirpp'emcriiB' respotYse to v.otaions noted m Insp Repis 50- 
369/08-13 & 50-370/88- 13. Concl.ides that PorTorrr>arca Group letasire^ uorespon- 
sivo to NRC inspector idor4i/ied concerns 

ERNS7.M Roo'on 2. CIc of me D'rccior 80/10/19 TUCKER.HB Duke Power Co 
2pp <7415 289-47415200 


08(0140018 NRC irfp Noi-co SB 064. "Oo'eciive Motor Shall Kays in i irrMiorque Motor 
Actuators " S-rc Tst end 

ROSS'.C.E Oiv.siorv ol Cpurei-;rai Events Assossrrent (Post 5704M) 86/10/20 
Consol-daied Edison Cn pt New York. nc. 119pp 47200004-47260.123 


eatotroaot NRC into Uot-co as-css, 'Operating w/irkillple Giounds In OC Oslnbulion 
Sys " Sve fsi enci 

ROSSI.CE DiviSon ol Operational Events Assessment (Post a704l(). 88/(0721. 
Consol.daled Ed sort Co o: New York, fne ilSpp 47463;a6l-4 7463. 197. 


0811070138 Forwards Insp Repts £9-309/68-26 A 50-370/60-26 on 8609l2-ie.Vi(tfa- 
lion noted Nol co o( vlCaiP-n withheld (ref lOCFn2.790 & 73 2l). 

CUNE-.W E- Regon 2, O’col iho Oircclo-- 08/10/31 TUCKER, H8 Duke Power Co 
2pp. 47458.082-47458 064. 

-6811070141 Partia'iy wrih.lelil Insp Ropts 50-369/88-26 A 50-370/08 28 on 060912-16 
(rat t0CFR2.790 A 73.2iyN9 'notaioos notedMsior areas irspacied iitrini 
barriers assessment aids.access controls. alarm sialions A training 8 contingencres 
TOBI.N.W.J , MCGU'RE.DB Reg-on 2. Ole ol the O-recior. 00/10/14. ip. 47458 084- 
47456 064. 


-8011150170 flpilCB Ol violation liom msp on 080924-l020Violaiion roifid personnel 
arming nal como'eted p/ioi to relurang low-Tavo solpoini circuitry to sve fc'lowing 
seipdrnchange A un.t npl placed m hot shutdown witnin 6 h 
BROWNLCE.V.L. Reflion 2, Ole ol the Director 86/11/04 2pp 47544 332-47644:333. 

-0811160174 Insp Ropls 50 369/80.30 & 5O-37O/0B-.1O on 88092-1-1020. Vio’aion 
Poied.Major oreas Inspoclod.opnrations safety voriiication.surve.llanco losiing.mdlni 
aciivittas A loltpwup ortprovious Insp findings. 

VANDOORN.K., NtLSOf7,D., CROTEAU, R Region 2 Ofc ol the Direcior 68/' i/04. 
dpp 47544:334-47544 042. 

081(100500 Expresses feeling ihai doiai.'od presenliilions describing util com.Tiimori lo 
quaity verti-cation gvan lo NRC durbg 881028 mosimg in conjuncifon w/prevlous 
«ymai responses lo MAC Insp/evalJai'ori lepls conclude rna'ier 
TI/CKER.H.B Duka Power Co. 88/11/08 MURLEY.T E. Ollico Of Nucioer Reactor 
Regulation. Ometor (Post 870411), 2pp 47566 092-47560093 

0011170199 Discxisses NRC coricorns re iiconsee delayed tesponsos lb Insp Ropls 50- 
369/08-25 A 60-370/60-25 Due 10 length A complexity ol ropi.util considers 86061 1 
ffisponsd smely 

TUCK6ft>iO. DirkB Power Co 08/11/00 Document Cenirol Branch (Oocumcnl Con- 
t/OlOesk) 3pp 4 7576046 4 7570046. 

00 11040324 Suppi 3 to NRC Info Notice 05-100. "Feedwaier Lmo Break " Sve list ensl. 
ROSSlCE. Oivisien of Operational Evenis Assessment (Poaf 6704ii) 08/(1/10 
ConsoMaied Edison Ce ol New York, Inc. Il3pp 47059, 072-4766O;104 

801 1 100037 ftequosis eddi info for fusi lO-yr iniorval fnservico Insp program plan w.ih n 
00 days ol reeeipi oi m Cobi coded flow diagrams/35-mni color slides of alagrsrns 8 
diTScnpi'on ol rnoihodeioey used 10 osiabi-sh ays boundanos requeaied. 
hOOO.OS Preieci Oirectoiaie 11-3. 88/11/16 TUCKER, H.B. Duke Power Co 14pp. 
47563 060-47603 082 

8011090204 NRC la'o Nonce 66 087. "Pump Wear A Forovn Oblecie In Pianl Piping 
SyS" Svciisl er.c' 

ROSS1.C.E. Division ol Opeiaiionai Events Asscsemem (Posi 670411). 88/11/10. 
Consqtidaied Edison Co 01 Mew York, Int. lOpp 47601 020-4760V.138. 

88(1090403 NRC into Noiite 86 080, "Deeiadei’en ol V/osiifinnoueo ARO Ro'aya " 9vc 
■ si onci 

ROSSI.CE. Oivison el Opotaiiofial Events Assesemenl (Post BT0411) 66/IUI6 
Ccnsc4*deted Edison Co of New York. Inc. Ii3pp 4?S67.00i-47597:li3 

00III5OO00 NRC info Noi'CB 68089. "Degradation ol Kapton Elocitlcal Insulation.’' Svc 
kslencf. 

nOSSi.C.E Division ol Operational Events Assessment (Post 070411) 08/11/21. 
Consolideied Edison Co 0! New York, Inc t13pp 47603045 47603:161 

061 1150470 NRC Inlo Noiico 86 092, "Poieniiei lor Spent Fuel Pool Drai/idowr».“ Svc 
■•SI end 

ROSSI.CE. Division ol Opaiauonal Evenis Assessment (Post 870411). 86/11/22. 
CorisoUdated Edison Co. Ol New York. Inc I14pp 47606 124-47606 237. 

6811190315 NRC fluIlQiin 88 010, "Nonconlormino Mofderl Ceso Circu I Breakers ” SvC 
bsi end 

ROSSI.CE Division ol Operailonei Evoms Assessment (Post 870411). 88/11/22 
Consokdaied Edison Co 01 New York, Inc. I2lpp 47606.001-47606:123. 


R. Pedoblc operaling reporia & related correspondence 


8911210436 Monihly operating repis lot Oct 1988 lor McGuiro Nuclear Sialion Units 1 S 
2W/881115llf. 

WIlUAMS.n.A, MEAO.JJ. REAVIS.JA Duke Power Co. 86/10/31. 12pp 
47596265-47596 278 


S. Reportable occurrences, UERs & related correspondence 


681C2S0269 Informs that LER ro inoperable tiro farrier will be delayed & submlttod by 
881104 

TUCKER.HB Duke Power Co 88/10/17. Docoinoni Control Branch (Document Cori- 
(rol Desk). 2pp. 47269.001-47269.002. 


8010260218 LER 8B-01l-00.on 860917, both trams Ol component cooling sys 
Vtopeieble Caused by excessive buildup ol environ debus. Trams M<ishedW/8810iS 
flt. 

(.EROY.SG , TUCKER, HB. Duke Power C;© 80/10/19. 7pp 47270 328 47270.334 

0910280278 (.ER 88 OlO-OI on 860615 & 27,SwilchQesr logic luncHon lor containment 
sump IsoJalion vaivs 2NI-1848 inoperable Caused by personnel error In Wi'nng ol trjr- 
(dnal block Revel mami wocedutes& ptogtam tevie-w olftnf«jd.W/66i025 11i 
lEROY.S.E., TUCKER, H.B. Duke Power Co. 88/10/25. 0pp 47342 30l-473<12 300 
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6Slf090(25 Pen Si root te dofocl in Urriiforque Corp suppi.od safety- rotated SMB 
valve eciuaioia w/Blt insulated dc molors that may not develop luii-taiod starting 
Kjrqus ai efovaled gmbloni temps Revteiv of motors by l/censoes recommended. 
WILKINSON.I.E Llmitorquo Cotp. 68/11/03. Ollico of Nuclear Reactor Roguialiott. Oj- 
/ectof (Po&l 870411} 16pp 47625;227-47526 242 

661 1 160260 Advises ttiat LER re breaclted flto barriers will be delayed & eubtanied no 
laler ihan 60 1 1 1 6 due lo unresolved concerns. 

TUCKER. H.B. Duke Power Co 88/ 1 1 /03. Documenl Control Brancti (Document Con- 
IrolOesk) Ip 47560;110-47660.110. 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency A fire protection plane 

66n030f66 Rev 20 lo Emerflancy Plan Implomeni/ng Procedtrre LZP-I320-I. "Aug- 
mentation ol Plant Sialllno." 

• Commonweelih Edison Co. 60/10/18 24pp 47428 333-47428 366 

6610310017 Gonoric Itr 60-16 lo all fuel cydo tadkly Icansoos 
possesslng.uslng.lmporllng.oxporting or transporting lormula quantities of sirategic 
SNM re use of deadly force by licensee guards lo prevent Ihell of SNM Sve list end 
BURNETT.R F Division of Safeguards & Transportation (Post 870413). B8/10/26. 
Consolidated Edison Co of New York, Inc. 31pp. 47513 047-47613 077. 

8611040361 Forwards Safely Insp RepIS 50-373/00 22 & 60-S74/BS 2I on 800800- 
t02f i noUce of viofailon. 

OREENMAN.E G. Region 3. Ole ot llie Oirocior. 68/10/28. REED.C Commonwealih 
Edison Co. 2pp. 47431.145 47431. f70. 

-661)040367 Insp Repla 50-373/66-22 & 60-374/66-21 on 880609-1021 Violations 
npled Major areas Inspected. LER followup.outagea, eecurity.llcensao action on prnvi- 
Ous Insp iioms, training & monthly aurvelllanco observallon. 

RING, M A. Region 3. Ofc of the Director. 60/10/27. 22pp. 47431:149 47431:170. 

8811160007 Forwards Safety Insp Repls 60-373/eQ-25 & 60 374/80-24 on 880624- 
lOSI VIolations noted. 

Clayton, a Region 3 , oic of ino Olroctor. 86/11/14 REEO.C. Commrsnwoalth 
Edison Co 2pp. 47587:284-47597:260. 

-8611180006 Insp Repla 50 373/88-25 & 60-374/e(l-24 en 660924-1031. Violeilons 
rtoiea re Ihorougitnees of aurvoiUance procedure reviows Major areas 
inspeciad operational saioty.lERs, ouiagos.secunty.ESF waikdowns 8 omergency pro- 
parodnoss 

hiNQ.M.A. Region 3. Ofc of the Director. 88/11/06 I5pp. 47SQ7;266'47387:2eo. 


P. Operating license atege documents 8 corrstpondsnee 

8510360422 ApplicaUon tor one-time amend to Licenses NPF-n & NPF-iO, revising 
Teen Specs to allow operaiion of units w/ suppression pool temps up to liO F duo to 
aniicipaied cold woainor.Enci proprioiary rept wiihhoid Foe paid 
ALLEN.C M. Commonwealth Edison Co 88/08/05 Document Control Srancli (Ooeu- 
meni Control Desk) Spp. 47275:046-47275.0Se. 

-8610260425 Proposod Tocti Specs, Including Section 3/4 6 2. "Dopresaurtsaiion Sys.'* 
refiocimg Increased operadon of units w/euppreseico pool tompiup to tfOF. 

' Commonwealth Edison Co. 88/08/05. 9pp. 47276.050 47275 058. 

88102S0397 Application for amends to Licenses NPP-t 1 & NPF-i8.eliowing oporailon of 
pisni w/suppresslon pool loiiws ot up lo 105 F. 

ALLEN.C M. CommonwoaUh Edison Co 86/10/07. Documonl Control Stanch (Ooor- 
ment Control Desk). 3pp. 47263 244-47203:250. 

-6610260398 Proposod Tech Spec Pages 3/4 6-16 ihrough 3/4 6-2i ro ymiiing condi- 
lions for operation for depressuriiatlon sys suppression cTiamber. 

* Commonwealth Edison Co. 88/10/07. 10pp. 47263:247-47263 256. 

6610260033 Forwards proprietory Rov 1 lo EAS-4O'0e89, "JusnHcatlon of Coniinued 
O^ratlon W/Irrcreased suppression Pool Temp ai La Salle Coualy Siauon" Enel 
supports ulll 861007 request to Increase suppression pool lemps.nepl wiihiteld 
ALIEN, C.M. Commonwealih Edison Co. 08/10/07. SHEMANSKI.P Office of Hixlonr 
Reactor Regulallon. D.reclor (PosI 670411). 6pp. 47286:248-47280:252. 

6610160350 Generic Lir 66-17 to ail no'.dors of OUs or CPs for PWRs te loss of 
OHR.Svc list enci 

CRUTCHFIELD.D Associate Diroclor for Projects (Post 870411). 86/10/17. Coiwoh- 
dated Edison Co. of New York, Inc. 84pp. 47279:166-47270:241. 

8610260164 Generic Lir 66-18 lo all licensees ol operating reaclora & holders ol CPs re 
plant record storage on opdeaf disks.Svc ^sl end. 

CRUTCHFIELD.D. Associate Olroctor for Projects (Post 870411) 88/10/20. Consoil- 
daied Edison Co. of New York, inc. 4Spp. 47613:001-47513.048. 

661 1060300 Applicalion lor amends lo Licenses NPF-f 1 & NPF-IB.revi^ng Tech Specs 
lo clarity emyguous wording ro frequency ol fast starting & loading of desel genora- 
tors Irom ambieni conditions 

MORQAN.W.E. Commonwealth Edison Co. 88/11/02 Document Control Dranch 
(Documenl Control Desk). 4pp. 47474;086-47474:007. 

-8811080303 Proposed Tech Spocs.darifylng ambiguous wording ro diesel 
generalor.W/ennotation. 

* Commonwealih Edison Co. 88/11/02. epp. 47474:090-47474.007. 

6811140175 Forwards corrections lo Amends BO & 60 lo License NPF-U & Amend 30 
to License NPF-l8,respect<vely.Amends revise Tech Spec to correct UKonsislenl re> 
qulremenls re suppression pool high level alarm. 

MULLER.Oa Project Direclorato 111-2. 88/11/07. BLISS.H.E. C^immonweslth Edieon 
Co 3pp. 4?636:127-4763e;l37. 

-8811140184 Errala to Amends 69 & 80 & 36 lo Licenses NPF-11 & NPF-18. 
respectniely.coireciiog inconsislent requiremenls re suppresslor* pool high level alarm 
& providing addi reguiremenls for monitoring core performance. 

* Project Directorate 111-2. 88/11/07. 8pp. 47636;130'47636:137. 


6611140217 Provides eddl mro on plant performance assessment for i.ipui lo senior mgi 
meeiingpor 601020 loquasi 

SHEMAhlSKI.P NRC • No Detailed Alhlietion Given 88/11/07 CARUSO.M. NfiC • No 
Detailed Affiliation Given 3pp. 47536: ISO 47530 158 

6811140120 Roquesls OA Topical Rapt CE-t-A lor pioled managers to uso as ref doc- 
umesn for fuiuro licensing scHons 

MULLEB.O.R. Prolocl Directorate 111-2. 68/11/10 SHEWSKi.WJ Commonwealih 
Edi40nCo.4pp 47637 007-47537:100. 

6611220014 Forwards rosponso to NRC 860816 questions from SER 8 rei.el ol inserv- 
Ice testing program lor pumps & valves 

t^nCAN.W.E. CommonwoaUh Ed'son Co 06/11/16 Document Control Branch 
(Oocumam Control Desk) ia7pp 47615 010-47615 184 

88112200SS Forwards Rev 52 lo OA Program Topical Ropi CE-i-A.por 061110 request. 
SHEWSKi.V/.J. CommonwoaUh Edison Co 88/i 1/17 MULLER, D.B. Project 0 rector- 
ate ilf-2 Ip 47f363.063-47663 068 


O. Inspection reports, IE Bulletins & correspondence 


BB10260371 Provides clanfical'on lo wording ol cariom statements within Insp Repls 60- 
373/88-13 & 50-374/88 12 on 880411-15. 

ALLEN.C.M. Commonweslih Edison Co. 06/00/29 DAVIS.A.B Region 3, Ole ol the 
Oirocior ^ 47269 037.47260.088 

6610030249 NRC Inio Notice 68 079. "Mfsuso of Flashing Lights lor High Rad aiion 
Area Connies " Sve lisl oncl 

ROSfii.CE Division ol Operational Events Assessmani (PosI 670411). 66/10/07. 
ConsolidQied Edison Co ol Now York. Inc I23pp 47279 242-47260.003 

86100701 14 NRC Info Noilco 08-062, "Torus Shells W/Corrosion & Oegrodocl Coalings 
In 6wn Ceoia'nmoms " Sve Ifsl end. 

ROSSl.CE Division of Operaiional Events Assessment (Post 670411) 06/10/14. 
ConsoUdeiad Eiflson Co. ol New York. Inc. tIOpp. 47280 124 47280.235. 

8610140212 NRC info Noiice 88-085, "Broken Retaining Block Studs on Anclio/ Oa/iing 
Check Velvos." Sve list end. 

nOSSi.C.E. Owision PI Opp/eiipnal Events Assossmeni (Post 670411) 86/10/14, 
Consoiidaied Edison Co of Now York. me. l tBpp. 47463:199-47463 318. 

8610140016 NRC Into Noilco 68-064, "O&ieclive Motor Shell Keys in Limilorque Motor 
Aoiuaiore " Sve iisi onci 

ROSSl.C.E Division ol OporoLonal Events Assessment (Post 6704ti). 08/10/20 
Consoldated Edieon Co. of Now York, inc. 1 16pp. 47200.004-47200:123. 

8610170391 NRC inio Nonce 60 086. "Opotaimg W/Muiupie Grounds in X Distribution 
Sys ” Sve list onci. 

ROSSi.CE Division ol Oneietionei Evonie Assessmom (Post 670411). 80/10/21- 
ConsoUdeieo Edison Co. of Now York, me. t i6pp. 47463 081-47463:197. 

8611040381 Forwards Safely insp Rnpts 50-373/86-22 & 50-374/86-21 on C80809- 
1021 £ nouco of violation. 

OREENMAN.E.G Region 3. Ofc of the Director. 68/10/26. REEO.C. Coimmorrwoalth 
Edison Co 2pp 47431:145 47431:170 

-8811040364 Noi-co o< violation from insp on 000609-1021 Vioiat.ons noiod:iicon8oa 
fadod lo mooi Toch Spec 6.2 A by fpikne b adhero lo ilsiod procedures.rncludmg LAP- 
200-3.UP- 1600-2. LOA-B300 £ LOA-B4D9 

GREENMAN.E.O. Hogion 3, Ofc of IhO O/Odor. e6/fO/2B 2pp 4743l;f47- 
47431-140. 

-8811040367 Insp Repls BO-373/Be-22 & 50 374/88 21 on 680806-1021. Violations 
noiedMeio' Broae Irspecled LER loliowup, outages, socurity.licensoe action on previ- 
ous Insp llems.lrolnlnQ & monthly eurvoHianco observation. 

RINQ.M A. Region 3, Ole ol the Director. 08/10/27. 22pp 47431:140-47431:170. 

6611060252 Conllims 681118 onlorcemont conference to discuss issues ro plani oscil- 
lation evonle ol 660309. 

GREENMAN.E.O. Roglon 3. Ofc ol the D'fOClor. 08/11/01. REEO.C CommonwoaUh 
CdisonCo. ip 47460:331 47400:331. 

8611040324 Suppi 3 to NRC Info NqUco 86-106, "Foedwatar Lino Break." Sve list end. 
PtDSSl.C.E. Division ol Operational Evenie Assessment (Post 670411). 86/tt/tO. 
ConsoVdatod Edison Co. of New York, Inc. 1 13pp. 47659 072-47559;184. 

8611160007 Forwards Safety Insp Repls 50-373/88-25 & 50-374/66 24 on 680924- 
lOSI.ViolBnons notod 

CtAYTON.a. Rogfon 3. Ofc of Ifie Oiroctor. 83/1 l/t4. REEO.C CommonwoaUh 
EdiaottCo. 2pp. 47587:2e4-47667;200. 

-6811180009 Insp Repla S0-373/B8-25 & 60-374/66-24 on 080924-1031. Violations 
rtolod ra Ihoroughnaes of survctilance procedure reviews Major ereea 
m^eciedioporalionsii sofoiy.LERs, outages. security, GSF waikdowns & omergoncy pro- 

^IG.M.A. Region 3. Ole ol tlio Director. 88/11/08. t6pp 47687:260-47507:280. 

8911090284 NRC Into Notice 88-087, "Pump Wear & Foreign Objecis In Plenl Piping 
^8 " Sve Ust one) 

ROSSl.C.E. Division of Operational Events AssessmenI (Posi 070411). 66/11/16. 
Consoll^ted Edison Co. of New York, Inc. I t3pp. 47601 020. 47601:132. 

681 1090403 NRC Into Notice 8&-086, "Degradation of Woslinghouse ARD Relays." 8vc 
lial end 

ROSSl.C.E. Division of Operational Events Assessment (Posi 070411). 88/11/16 
Consolideted Edison Co of Now York, Inc. 1 t3pp. 47597:001-47697:1 13. 

6911160088 NRC Info Nonce 66-069, “Degradation ol Kapton Electrical Insulation." Svc 
list end 

nOSSi.C.E, Division of Operaiional Events Asaossmonl (Post 070411). 86/11/21. 
Consdidatod Edison Co. of New York, Inc. t t3pp. 47603 046-47603:161. 



8911160470 nRC Into Nolle 680W, •Poiemta' lot Spew F\.eJ Poo* OtatmJown" Svc 
hsl end 

ROSSI.CE Ovtslofi ol OporaliO'ial GvenlB Assessrr.eni (Post 6704111 60/11/27 
Consolidated Edison CO O' New Yotk. Inc 1 14pp. 4 7606 124-47606 237. 

8811180315 NHC Bu'ieiin 68-010, "Nor.coniorm ng Molded Ceso C-tcuit Oroekets" Svc 
hSldtlCl 

ROSSI.CE Dtwisioo Ol Operaiipnal Evenis Assess.-nent (Posi 870411). 88/11/22 
ConsQlida'ed Gdison Co oiNewYoik, Ino t21pp. 47606 00l*47606;123 


R. Periodic operating reports & related correspondence 

6611220416 Morihly operaitrg repis fo' Oct 1666 for LaSei’e Nuclear Po/rer Station 
Un-rs 1 8 2W/8811I0 'tr. 

THUNSTEDT JW., OIEOERICH.G.J. Commonwaallrt Edison Co 89/10/31 32pp. 
47620.193-47620 224 


S. Reportable occurrences, LERs 8 related correspondence 

6610260319 LER 88-020'OOon e80626.cortral Room HVAC ays A amman'a doloclor 
tripped Caused by design de'iciency -n chemcasselte tape rnechanism Criemcasseite 
lape.rena purrp.panei rreier, pholocell boBrd.opilca blocK 8 roller replaced W/8Bi02i 
Hr 

ROUMcLiOTlS.G . OEDERiCh.GJ Comrronwealih Edison Co. 68/10/21 Spp 
47282 001-47282 005. 

86M020267 LER 66-022-000^1 B6IQt3.CCtM.rol tcprTt HVAC sys E atrirTma detecioc 
trpped.Caused by design de'iciency In chemcasselie tape mechsmsnv.Citemcassotte 
tape realigned In spool rr-echanlsm.Oetector rosel 8 relumed to avc.W/88 1028111. 
ROUMEirOTiS.G, O.'EOERICH.QJ Comrr«nweaim Edison Co. 68/10/28 Spp 
47416 145-47416 149. 

8611020322 LER 86 -021-00 on e80d28.ESF acluat on occurred resu>ting in patbal leoia- 
t’on ol pnmary coniainment & loss ol reactor proleciion eys bus BCausod by wire 
guard failing on breaker slabs New breaker Instal.'ed W/68t028 Itr 
SAMOLFNSKi.SJ.. OlEOERlCH.O J Corpmonwealib Edison Co 80/10/20. 4pp 
47412.106 47412.108. 

8811060118 RNO-lil-aooOOon 881031,5,000 gallons Ol iio-jid redwaste leaked ihrougii 
feiled seal on radwasie ovepoieior HX In redwaste bldg Util drained water out ol rad- 
waste roorn 0 decontamiriaied aHected areas. No liqu'd eniared dram sewor 
PAUL.R. GREGER.R. Region 3, Ole of tbe Director 68/11/02 ip. 47464222- 
4?494222. 

8611090125 Pari 21 repi re delaci in LIrrilorque Cd'P Suppled safety- related SMB 
valve actuators w/RH insulated dc molors inai may not deve'op fuii-rated siertlng 
torque 81 elevated embieni temps Review of motors by l censees recommended 
WilKtNSON.tE UYuiorque Corp 88/1 1/03. Olfceel Nuclear Reactor Reguieiioft. Oi- 
reclor (Post 670411} 16pp. 47525 227-47525:242 

6611160399 lER 86-009 Ol:on 680S29.HPC$ lo lo level Intialion SieK-O-Rmo level dl- 
apbrsQm tupture Oiseoveteo Cauee unde'.eirrKned Replacement swach instaW.ceiew 
8 lurvcienaiN tailed 8aii6leclonly.W/66i 103 Hr. 

MCLAUGHLIN,A.J., DIEOERICH.G J Corririonwealin Gd.son Co. 66/11/03. 6pp 
47566:290 47569 267. 

6611180116 LER 66-024-00 on 6610l7,(fryv.oll circuits found enarg-ied due lo lack oS 
suiflciani edminlsirailve eontrois.Clrcuris deonerg/ed & breakers for drywe'i 
clreulfs.welcTng and sys 1A i 16 & drywefl hoists (avon out of avc.W/66f I la m. 
TENNYSONMM , ni03ERlCH,GJ Commonwea'tU Edison Co 68/S1/14 Spp 
47666 092-47669 066. 

6611330171 LER 66'020-00on 861017, ESP isolaiie/t of reactor bldg venVatlon oc- 
curred due In iumper tailing off relay tPOS'VR049X3 ducvvi sutveilance 
tesln^Caused by unplanned removal ol eloctrical jumper w/6611 IS hr. 

SWcbTS.R.F. DIEDERiCh.GJ Commonwea’th Edison Co. 86/11/15. 4pp. 
47621:169-47621:172, ^ 


DOCKET 50-^74 U8ALLE COUNTY STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


P. Operating license alage docurnertu 5 correspondence 

8814)260422 Applicaton lor ono-timo amend to l.lconsos NPF-11 & NRF-18. levislig 
Tect) Specs lo a-iow operation ol units w/ suppression pool temps up to itO F duet} 
aniiDpaied cold woalHer E nci p'opneiary rept wiinnotd.Feo paid 
AllEN.CM. Commonwoalth Edison Co. 88/08/05 Oocumont Conirol Branch (Decu- 
mani Cwitrol Desk) Spp 47270 046 47275 050 

-5810250426 Proposed Tech Specs, it'cluOmg Secnotv 3/ri.6 2. ■'OoptosswiiaVon Sys.’ 
lellociing incroased operaiion ol units w/suppression pool temps up lo 1 10 F. 

• Commonwpflltri Edison Co. 88/00/06 9op 47275.050-47275.050. 

5810250397 AppUcatiort to- amends to Licenses NPF-i t & NPF-lQ,allowir\g operai-onct 
plant w/supprssslon pool temps ol up lo lOS F. 

ALLEN.C.M. Commonweallh Edison Co. 88/10/07. Document Control Branch (Oocu- 
rr-sn1 Control Dosk). 3pp 47263 244-4 7263:256. 

-8610250399 Proposed Tech Spec Pages 3/4 6-16 Ihrough 3/4 6-21 ro I'mliing cend.- 
UPAS for ^nation lor depressurirat on sys suppression cnambor. 

• Commonwealth Edison Co 80/10/07. 10pp. 47263 247-47263.256 

8810260033 Forwards propnotary Rev I lo EAS-49 0006, “Juslilicaiion of Coni-nued 
Operation W/Incressocl SuppressOn Pool Temp at La Sallo County Station." Enci 
supporis util 661007 request lo Increase suppression pool tomps.Repi w.ihheld. 
ALLEN.C.M. Commonwodith Edison Co. 00/10/07. SHEMANSKI.P. Ollica ol Nuclear 
neactof Ragulal'on. D.rector (Post 67041 1). Spp. 47209:240-47209:252. 

6810180350 Generic Lir 00-17 to aM holders of OLs or CPs for PWRs re loss of 
OllR-Svc list onci 

CRUTQ-lfiELO.O. Assoc-aie Diteclot lor Piojecis (Posl 070411). 88/10/17. Consol'- 
dalod Edison Co.ol New York, Inc B4pp 47279:156-4 7276:241 

6610250164 Gertoric U' 60-16 10 all licensees ol operating reactors & holders ol CPd re 
pieni tacoid stoiaye on optical disks.Svc hsl end 

CRuTCHFiElD.U Aasoclaie Direcior lor Piojecis (Post 670411). 66/10/20. Conso'i- 
dated Edison Co ol Now York. Inc 4 Spp 47513 001-47513 046 

6611060300 Aopkcatlon lot amends to Licenses NPF-t 1 & NPF-td.revismg Tech Specs 
lo clarify amblguoua word ng re liequancy of last slanmg & loading ol aesel genera- 
lore from amb onl conditions 

MORGAN.W.E. CommonwoB'lh Edison Co. 88/11/02 DocumonI Control Branch 
(Oocumeni Cr^trol Oeak) 4pp 47474 006-47474:097. 

-681I0803D2 Proposed Tech Specs, clarifying ambiguous word‘r>g ro diosol 
gonerAioi W/ennolaiion 

Conwnonweelih Edison Co. 06/11/02. 6pp. 47474:090-47474:097. 

8611140175 Forwards collections lo Amends 59 & 60 lo license NPF-I I & Amend 39 
lo iicenso NPr-l6,iespeciivoiy.Amends revise Teen Spec to correct ineonsisionl ro- 
qinrements lo supprasaion pool high level alarm. 

MULlER.D.n. Pio)eci Dreeiotaie 111-2. 68/11/07. BLISS.H.E. Commonwealih Ed son 
C0.3pp 47536 127 47636:137 

-6811140104 Erreta lo Amends 59 5 60 & 39 lo Licenses NPF-11 & NPF-IO. 
iespeci>vciiy.toiieiiir>g thcohsisieni leQuiiemenis le suppression pool high level alaim 
S novKSAg addi requuerrents lor monitoring coro performance. 

• Proleci fiiecioraia 111-2. 66/1 1/07. epp 4H36-l30-47536:137. 

5611140317 Ptpv^Jes add* mio onpieni pertoitnanco assessmenl lor inpul lo eentoi mgl 
meeungper 661020 loquosi 

SiiEMANStaP. NRC ■ No DelSiled AlliiiSUon Given. 68/11/07. CARUSO, M NRC • No 
OelaSed AlkSaHon Olver>. 3pp 4753e:lS6-4753e;l58. 

8811140120 Requests OA Topical Rept CE-i-A tor project managers lo use aa rel doc- 
umeni tor luiuio licensing actions. 

MOILER.D.R Pipjeci Directoreie lii-2. 86/11/10. SHEWSKi.W.J- Commonwealth 
Ed'SorsCo 4pp. 4^7:097-47537:100. 

6811220014 Forwards losponse lo NRC 660616 questions from 5ER & relof of insorv- 
Ice lesiing program lor pumps & valves. 

MOROAN.WE Corpmonwoaith Edison Co. 88/11/16. Document Control Qronch 
(Oocurnem Control Desk) 167pp. 47615:016-47615:104. 

5811220055 forwards Rov 52 to OA Program Topical Repl CE-I-A.por 661110 requosi- 
SHEWSKI.W.J Commonwealth Edison Co. 88/11/17. MULLER, D.R. Projoct Direcior- 
aiein-2. ip. <17883.083-47683 066 


8610310017 Generic Lit 88-19 lo all fuel cycle lackiy I'certseee 

possessing, usInaJmpoilng.exportmg or l/ansporUna toimua quaniities ol eVelMlc 
SNM re uso ol deadly force by licensee guards to prevent theft ol SNM Svc hsl end 
BURNETT, R.F. Oiviston ol Sefeguards & Transporialion (Post 670413) 86/10/26 
Consolidated Edison Co of New York, Inc. 31pp. 47513.047-47513.077. 

8811040961 Forwards Selety Insp Repis 50-373/86-22 S 50-374/66-21 oa 680600 
1021 a notice of wolaion. 

QRE£NMAN,E G. Region 3. Olc ol the Rrector. 68/10/26. REEDC Commettwealih 
Ed.sonCo 2pp 47431:146 47431;I70. 

-8811040367 Insp Repis 50 373/88-22 & 60-374/88-21 on 860809 1021. Vlofaeons 
noled.Major areas inspecled lER fo'lowup, outages, security licensee action on previ- 
ous Insp Items, Ireining 5 monthly aurverlanco observsi'on 
R1NQ.M.A. Beg’ion 3, Olc ol the Director. 60/10/27. 22pp. 47431:149-47431:170. 

8811180007 Forwards Safety Insp Repis 60-373/88-25 & 50-374/8e-24 on 680924- 
1031. Violations noted. 

CLAYTON.e. Region 3, Olc ol the Drecior. 88/11/14. HEEO.C. Commorweallh 
Edison Co. 2pp. 475a7.264-4758y:280 


-8811160009 Insp Repis 50-3?3/e826 & 50-374/86-24 on 680934-1031. ViObOon 
noted te ihmouQhness d survenaiKe procedure reviews Mator area 
Inspectedroperational salcty.lERa, ouiages,se«.hly.ESF wa'kdowns & emeraency pr< 
parednoss. ' 

RlNG.M A. Regirjn 3. Olc of the Director. 86/11/06. i5pp. 47667:266-47687:280. 


0. Irtapectlon reports, IE Bullellna 5 correspondence 

8510250371 Provides danhcation to word-ng ol certain statements within Insp Repis 60- 
373/86-13 & 50-374/68-12 on 660411-15. 

ALLEN.CM. Commonwealth Edison Co 68/09/29. DAViS.A.B. Region 3, Olc of iho 
Oeeciw. 2pp 47269 067-47269066 

8810030249 NRC Into Notice 86 079, "Misuse ol Flashing Lights for High Radiation 
Area Controls " Svc ksi end 

ROSSI.C.G Ow'Sion ol Of>etBl'or\al Evenis Assessmenl (Posl 8704H). 86/10/07. 
Consofidaled Edison Co. oi New York, inc. 123pp. 47279:242-47260.003. 

6810070114 NRC Into Notice 68-062, "Torus Shells W/Corroslon & Degraded Coatings 
inSWR OanlaWimenta." Svo list end. 

ROSSLCE Division ol Opetaiional Events Assessment (Post 670411). 66/10/14. 
Consnidaied Edison Co. of New York. Inc. tiOpp. 47260:124-47260:235. 

6610140212 NRC Into Notice 68 065, "Broken Retaining Block Studs on Anchor Oarlirg 
Cneck Valves " Svc list end. 

ROSSI, C.E. Drvialon ol Operational Events Assessment (Post 870411). 88/10/14. 
ConsoHdaled Edison Co. of New York, Inc. It Spp. 47463.199-47463:316. 

8610140016 NRC Into Notice 68-064, "Oeleciive Motor Shall Keys In Llmitorquo Motor 
Actuators." Svc Hat end 

ROSSI.C.E Dvialon of Operational Evenis Assessment (Post 870411). 66/10/20. 
Conso’idatsd Edison Co. of New York. Inc. 1 19pp. 47260:004-47260:123. 



SB10170391 NRC inio Notice (tD-066. "Opereimg W/Muli'ple Grounds in DC D^inbuuon 
Sys." Svc liSi oncl. 

noSSl.Ce. Qv^on ol Opo'alionfll Events Assessment (Post 870411) 88/>0/?>. 
Consolidated Edison Co of Now York, Inc. 1 16pp. 47463 08t'47463 197 

8811040361 Forwards Safely Insp Hupls &0'373/8Q-?2 & S0-374/&a-2) on 880809- 
102 1 & n<3t.C6 of vlolatiQP. 

QFIEENMAN.E G. Region 3, Ofc of the Director. 88/t0/28. REEO.C. Commonweallh 
Edison Co. 2P0. 4743I.I-I5 47431 I70. 

—8911040364 Notice ol violation from Insp on 63060d'i02l. Violations nolodlicensee 
tailed to rneet Toch Spec 6.2. A by failing to adhero to l.stod piocoduios.inciudna LAP- 
200-3, LAP.t600-2, LOA-B309 & LOA-B409. 

GREENMAN,E.G. Region 3, Ole ol ihe O-recior. 08/10/28 ?pp 47431.147- 
47431:148 

-8811940367 Insp Ropls 50-373/Q8-22 & 50-374/88 21 on 880039-1021 Volellons 
noted. Major areas Inspocled LER foi'owup,oulages, security, I'.consoo action on pro*/l- 
Ous Insp iioms.irainlng & monthly eurvo,lian£o observation. 
niNG,M.A Reg on 3, Olc ol Iho Oitocior. 88/10/2/. 22op 4743V 149-47431:170 

6811040324 Simpl 3 to NRC Into Notice BC-tOO, "Foodwnior Line Droak" SvcFsi enci 
R05SI.CE Division of Operational Events Assoasmont (Post 870411) 68/11/10. 
Consolidated Edison Co of Now York, Inc il3pp 47559.072-4755M84. 

6811180007 Forwards Saioty Insp Ropls 50 373/88 25 8 . 50-374/80 24 on 860924- 
1031, Violations noted 

CLAYTON, B Region 3, Ofc of the Di/oclor. 0S/li/»4. HEEO.C Co/nmonweaiib 
Edison Co 2pp. 47687:264-47587.280. 

-6811180009 Insp Ropta SO-373/80 26 & S0-374/Q6-24 on 080924-1031. l/iotauons 
noted rd Ihoroughnoss of surveitianco proceduro rovtows.Major arnaa 
Inspected oporalionaT safoty.LERai outagos.socunty.ESP watkoowns & ontoigency pre- 
paredness. 

RINQ.M A Reg on 3. Olc of Iho Director 80/ 1 1 /QO 1 5pp 47&87 266-47587 280. 

6611090284 NRC Into Notice 80-087, "Pump Wear & Poro.gn Objecis In Plant P^Mng 
Sys." SvC list encI 

ROSSI.CE. Division of Oporetionai Evonis Assossmoni {Posi Q70411). 68/11/16 
Consolidated Edison Co. 01 Now York, Inc. 1l3pp 4760i;020-4760V132. 

8811090403 NRC Info Noiico SB-OGO. "Oegiedalion ol Wasiinghouso ARO Relays" Svc 
liSi end. 

ROSSI.C.E Division of Operational Evania Assossmoni (Post 670411). 8O/11/16 
Consotldalod Edison Co of Now York. Inc. It3pp. 47507.001-47607:113. 

8811180068 NRC Info NoUco 08 089. "DograOaiion ol Kapion Eloctncal Insmal-on." SvC 
list end 

ROSSI, CE Division Of Opereiiorul Evonl$ Assossmoni fPosl 870411). 80/11/21 
Consoiidaiod Edison Co of Nnw York. Inc 1 tSpp. 47603 045-4 7603 tfti 

8611160470 NRC Info Nonco 08 092. "Poteniiai lor Spent Fuel Pool OreindowA" Svc 
ttsi end. 

ROSSI.CE OivigiQr^ Of Oporat'onat Events Assossmont (Post 670411) 08/11/22 
Consotldalod Edison Co. of Now York, Inc. t i-fpp. 47806. 124-47809.237. 

891 f 190915 NRC Bultutin 86-010, "Nonconforming Molded Case Orcuii Sroakots." Svc 
1191 end 

ROSSI.C.E Owlslon of Opoiotfonal Evonfs Aiuossmoni (Pen 6704ft). 69/11/22. 
Consolidaiod Edison Co. of Now York, me. I2ipp. 47600 001-47606.123. 


R. Periodic operating reports 8 related correspondence 

8811S20416 Monlhly oporaimg ropta lor Oci 1900 (or laSailo Nuctuer Powot Station 
uniis f 62w/eeif>0iir. 

THUNST£Ot.J.W.. OlEOERlCH.Oj CommonwoaiUi Edison Co. oe/i0/3i. 32pp. 
47820;lM-47620:224. 


S. Reportable occurrences, LERs & related corresportdence 

661 1080118 PNO-Ill 8B-090:on 801031.5.000 gallons of l.guld radwaate leakod Uuougit 
faiiod soal on radwasio evaporator HX in rsdwasto bldg Ul>l dramod water out ol rad- 
waste room & doconlaminatod oKocied areas No LquIO enterod dram sowot. 

PAUL.R., GREGEH.R. Rog-on 3, Ofc of iMo Djoctor. 80/11/02 Ip. 47404:222- 
47404222 

6B1109012S Pan 21 rept to defeci in Llmiiorcuie Corp safety- tolaiod SM0 

valve ecluatois w/Rlf insulated dc motors Inet may not develop luK rated storUng 
lorquo ai olevaiad ombieni icm^>s.F1evlow ol molors by licenseos rocommendorl 
WILKINSON, I.E. Limiiorquo Corp 86/11/03. Office of Nuclear Roaclof nogulaiion. Ot- 
r9C!Or(Pos!8704n). )6^. 47625 227-47626.242. 

981 1160116 LER S8-0l3-00;pn 88fOf6,deicrminod Iftni Sialic O-Rmg twt liow sw/ich 
exceeded rejocllon limils.Cause undolotmlnod. Flow switch FS-2E2t-N004 declared 
inoperable 9 rojecled from (uriher eve & switch replaced W/96 i i 10 Kr. 

OORWICK.K.. DlEDERlCK.G.J. Commonwealth Edaon Co. 68/11/10. 6pp 
4 7666:234-47660:236. 

8811160151 LER 88-0l2-00:on 88l014.ieaclor manuaKy scrammed followir>g lo»s of Inp 
ol reactor recirculation pumps from fast speed to off during peiformanca ol Inalrumoni 
surveiliance.Caused by procedural error. Procedure win be ievieed.W/86lll4 Hr. 
ROHRER.RJ., OlEOERlCH.O.J. Commonwealth Edison Co. 80/11/14, 6pp. 

47S89 129-47689:134. 

8811220182 LER e8-014-00on 8B102i.dotO(mlrtod that total conlammont feakego rale 
exceeded Tech Spec limits due to Type B S Type C testing. Cause of teakago not 
delermined.Work roquesl prepared to dotatmina cause & repair vatve.W/88ill4 iir 
COLEMAN,F.A, OlEDERlCH.G J Commonwealth Edison Co 80/tl/l4. 4pp. 

47607:273-47607:276. 

8811220518 LER 86-OI5-OO.on 8ei026.Slaiic-O-Ring min How switch exceeded & RHR 
declared inferable Cause not determined Flow switch declared Inoporeble./ojecied A 
replacement obiainod & certified lor use per UP-GM-952.w/88t 118 Ur. 

DPSHAW.P.A., OlEDERICH.G.j. Commonweailh Edison Co 98/1 1/18. Spp 

47616.322-47615326 


DOCKET 90-382 WATERFORD GENERATING STATION, UNIT 3 


F. Seeuflly, medical, emergency & (Ire prolecilon plana 

8807210283 Revised amorgoncy plan Implementing procadures.includ ng Rev 1 1 to EP- 
1-001. "flacogn t on & Ctassilicaiion ol Emergency Conditions" & Rev 10 to EP-2-071, 
"Site fVotoctivo Measures." W/080714 lir. 

BUnSKI.RF. Lou.Slana Power & Light Co. 88/07/14. 46pp 47416:010-47416 056 

6811040166 Forwards public version ol objoclivoa lor emergency preparedness exercise 
scheAjiert la 681012. 

BURSKI.RF. Louisiana Power & Light Co 68/07/21. Document Control Brar^ch {Doc- 
ument Control Dash). Spp 47446. lT8-47446- 120. 

60i10‘t0l77l'onvards putix version of "Waierlord 3 Steam Electric Station Emergency 
Preparedness Exercise " 

BUfiSKIfiF. Louia'ana Power & Light Co. 66/08/24. Document Control Branch (Doc- 
umenl Control Desk). Ip. 4743i:l71-47432.245. 

—8811(140182 Public voision ol "Waiorto'd 3 Steam Electric Station Emergency Pre- 
patodness Exercise " 

* loulalano Powor & Light Co. 68/10/12. 434pp. 47431:172-47432.245 

8810260388 Rev 12 to Walorlord 3 Stoam Electric Siai.on emorgency plan. 
MIUER.G.G.. OEWEASE.J.G. Louisiana Power & Light Co. 66/09/30. 446pp. 
47267 001-47268:159. 

8819270470 Revised omerg^sney plan implemenimg procedurea.inrluding Change 1 lo 
Rev 11 to EP-1-OOt. "Recognilion & Classitlcaiion ol Emergency CAndilion" & 
(flange J Jo Rev 9 10 EP-2-050, "OJ/srio Dose Assassmeni." W/801024 Hr. 
CA1NS.N.S. BURSKI.R F. Louisiana Powoi & Light Co. 66/10/24. 36pp. 47325:058- 
47325:093. 

99103(0017 Geinertc Lir 96-I9 lo aK fuel cyde lacfily licensees 
possoseAQ, using, impoiling. exporting pr transporting formula quantities ol stcelegic 
SNM re use of deadly forco by licsnsoe guaros to prevent Ihofi of SNM.Svc list cncl. 
BURNETT.R.F. Uiv'islon Ol Saloguards & Trensportellon (Post 670413). 68/10/28. 
Coneofideled Edison Co. of Now vork, Inc. 3lpp. 47513 047-47613:077. 

8811220058 Forwards Insp Repi &0-3B2/00'24 on 68101 1-13. No violeilons or dovl- 
atlona nolod Schedulo for correcting o'ght deficiencies In emergency preparedness 
pro^am raquesfod 

(3AIIAN.lJ Region 4, Ofc of the Director 88/tl/l7. DEWEASE.J.O. Lou'S'ana 
Powor 4 Light Co 3pp 47627:119-47627:120 

-8811220084 Insp Rapt &0-3f12/8e-24 on 8D101l-l3No violations or dovlal'Ons 
noiodfighl dpticiencios ideniifipd Uojor areas inspociod iipenses performance & CS’ 
pab4r|ies dunno annual exorciso el emergency p'an & procedures. 

TEflC.NM.. EVeRETT.n.J, Reg'on 4, Ofc OJ Ihe Director. 80/»l/O8, 7pp. 47627,122- 
47627:128 


H. General correeponoence 

8811080029 Comment supporting proposed rule lOCPRSO re NUREQ-1317, "Regula- 
lory Options lor Nudear License Renewal." Supports centenis ol NUREQ-tSt? S an' 
ilorsos NDMARC cornmoms on lulomaklng & position paper by NUMARC NUPLEX 
workifto 8rc>i4>. 

CAVANAuGH.w. Midd'o Souih Utiut.es, Inc. 86/10/26. CHiLK.S J Olliee o> ihe Sec- 
relery of iho Dernmlssipn. 3pp. 47422 339-47422 341 


M. Antltruai correspondence 

8811160160 forwards FR nouco re applications lor amends to Licenses DPR-6t,NPP-6 
& NPF-3e.euihPriring addition Ol Sys Eneigy Resources.Inc ea licensee & requests 
comntertis ^ oniiirusi issues. 

ThOMAS.C.O Policy Doveiopmoni & Technical Support Branch (Post 870411). 88/ 
11/14. Ollice of Administration & Resources Menagemem. Diraclor [Post 870413). ip 
47587 244-47687 249 

-8811180166 Notice ol pioposod amends lo Licenses DPR-5t.NPF-e & NPF-38, au- 
ihortdng adPiHon ol Sys Energy ResPurces.Inc aa licensee 4 requesirrtg commonis or) 
anil irusi Issues 

CHlfTCHFJCLD.O AssocWle D.rector lot Prolocis (Post 870411). 88/H/I4. 4pp. 
47587-24fr475O7:840 


P. Operalfng lloense stage documents 4 correepondence 

8810160860 Genetic Lit 68-17 to all holders ol OLs or CPs lor PWRs re loss ol 
OHR.Svc iisl enci. 

CRUTCHFIELD.D. Associate D.rector lot Projecia (Post 670411). 88/10/17. ConsoK- 
dsiod Cdlsor> Co. 0/ Now York, Inc. B4(:g5 47279:166-47270 241. 

9910310014 Forwards response lo roquesl (or addi rnia re equipment quelHioation ol 
RTV aeaia ft other issuos.lncludmg Borg- Warner OuBiilicailon Test Rapt OE1-TR- 
9S0I00-(8.SPEER es-162 & Eleclrtcat Design Criterion B. 

BUnSKLR.F. Louisiana Power & Light Co. 66/10/IS. REACM.A.D. Document Control 
Branch (Oocumoni Control Desk). l37pp. 4 7395. 105.4 7366 013. 

6ei026&346 Forwards Amend 44 10 License NPF-36 & safety evaluaiion. Amend allows 
elorage ol 4. 10 weight percent 0-235 enriched fuel to be stored In spent fuel pool. new 
fuol storage vault 4 conteinmonl temporary etoraoo rack. 

WIGQINTON,D L. Proleci Diroctorato IV. 88/10/19. OEWEASE.J.G. Louisiana Power 
& Light Co Spp 47324:287-47324 299 

-8810260354 Amend 44 to License NPF-36,allowing 4.10 weight percent li- 235 en- 
riched (ual lo bo stored In spent fuel pool.new fuel storage vault & containment lam- 
porary aiorege rack. 

CAIVO.J.A. Pfojocj D;/eclO/ate IV. 08/10/10. 6pp. 47024-29O-47924:296, 

-8910290357 Safely ©valuaiion supporling Amend 44 lo License NPF-38. 

’ Ptr^eci Direcioraia iv. 86/10/19. 4pp 47324.296-47324-299. 



162 DOCKETED ITEMS 


eeiOJSOie-) Ge-n^rc icr 83 '8 :oe!i I'cewees otope.-atmg teaclo'sS hoitfois efCPsrt 

pl 6 mi 6 COf(lslota 90 cnW.ical(J>sV.sS-,cus^le<icl. „n 7 fi^iii fla/in/M Cftnaol - 
CHUTD-FiSlD.D Associate Oirecto* !o/ P'^®cis (Post 87W I U- 88/10/20 u»ns« 
dated Eflison Co ot Ne.v vcih. Ire •tipp 47513 001-47513 016 

8811040379 Appicai on ipr amend to License N=F-80.ieIo'm9ilnQ ToC'eGB-l to «rcril- 

&iSiifEVG*;oSnrpZe”/" CO M/.0-3. Dooo.noo. Co.M B«no> 
(Do<i.n-enl Co.V/ol OosW) 7pp 47440 112 47443. '92 

••8911040380 P/oposed Tech Specs reio/raiimg Table 3.8-1 to o -ccK/ ldehl»*y e»9'r^ 
■ loyisianaPci»*or4 fgitiCo 68/10/31. 74pp. 474JO 119-47440 192. 

9911070030 Fonva'ds responses to 660307 & 0818 requests lor «doi into ro foaciof 

BLinSKl!RF‘’Louisiana^o^ 8 LiobtCo 88/10/31. DocLmertConiiOi GrarwhlDcc- 
omeni Oprtfol Desk) 7pp •174420fl4-47443.070. 

6911070122 Advises that no change reqe-'ed toi analysis ol rocoid to' pressuia icmp 
Tech Spec ii.Tins,per Generic Lir aa-ll reReg Gude 1.99- , t» . «w 

BunSiO.R F. Louisiana Power 8 Lifihl Co 00/11/01 Oocumani Conitoi Brencn (Ooc- 
umenl Control Desk) ?pp 47461 170-47461.171. 

8811210132 Forwa.-ds Amend 45 IQ License NPF-38 4 safety ovaHiettoft. ^rond cor- 
rods Tech Spec Fg.ire 3 M. "Required Stored 0or<s Add Volume ns Funciton ol 
CPhceniietion " ^ ^ 

WiGGINTOHDL Starda/d'JaliQn 8 Non-Pewer Reactor Project Oireclotaw. 66/11/ 
C9-06V«£ASE JG LOuS ana Power 8 UghlCo. 4pp. 47698021 47596:031. 

-0811210136 Amend 45 to L-tenso KPF-38. revising Tech Specs by correct^ labotsloi 
percent ie»el eorrasoo'idmg to bone acd makeup tank vol on Tech Spec Fi^-o 3 1-| 
CALVO.J A Piolect D lectoiete IV. 88/11/09. 5pp. 47598.025-47596029. 

-8611210137 Safety evalueicn support-rg Amend 45 lo Loensa MPF*3a. coneebng 
labels tot petcer.i. level c-o'tespordrg w boric acid makeup lank vol on Tech Spec 
Figure 3 it. .. .... 

• Oi.'ice ol Nuclear Reactor Regu'al'on, D'recior (Posl 070411). 88/11/03. 2pp 
47596 033-47656 031. 


6611180218 Discusses adoption cl code cases into faci’ty Section XI topew 8 roptpea 
merit progiarri.Licensee used ASME Code Case N-416 raqu tmg visual 8 sudace typo 
nonpesiitiCtrvo iasl to leu ol secondary systsieam geneta'.or) hiOiostoin: lest 
BURSKIR F. louisana Power & L<ghi Co. 66/n/M Oocumenl Control Grench {Ooc- 
ufr.eni Ccnt'OlOssk) 2pp 4/078: 192-4 7576.193. 

661 1210106 AppLcalcn for amend to license NPF 39.cors si.rg of Tech Spec Cnanoo 
Reouesl NPi'-38'90.upda'ir>9 d esd gonaraior luel o<i survoii ancd loenn>quos lo oitow 
use ol ASTM luel oil test moihods Foo paid. 

DB%'L-AB&.JO. lousans Pewnr & Lighi Co. 69/11/15 Oocumeru Coniioi Branch 
(Oocamonl Contioi Desk) epp 47090.169-47590. 161 


-8611210160 Proposed Tosh Specs allowing use ol ASTM tocionesi mecTu>ds equjva- 
lento/ Mtier man listed m ASIM 0975-77. 

' Louisiana Power & light Co 86/11/ IS. 5pp. 4 7590 1 77-47590:181. 

98t19t0232 Forwards preiimnary saloty ova'uaipn supporcirg proposed amohd to Li- 
cense NPr-36 Amend would permit Sy$ Energy Resdurees.lnc lo essurro reaponsibi- 
tor operation ol plant 

cnuTCHFiELO.O. Associeie Director f»r Projecis (Posl 8704ti). 86/11/15 
OEWEASEja Louisiana Power 8 L'ghi Co 12pp. 476C3 285 47609266. 


0. hiapecdon reports, lE Bulletins & correspendsnee 


6610030249 NRC Into Nonce 88-079, "UiSuso ol Flashing lights lor Kgh RaiPaiion 
Area Controls " Sve list end 

H0S5l.ee Oiv.SiOi Ol Operational Events AssQSsrronI (Post 870411). $9/10/07 
Consqiida'ed Ed>son Co ol New York. ino. I23pp 47279 242-47280 093 

86ll>070tl4 NRC Info Noi-co 88-082, "Torus She Is W/Coiroston 8 Oeg'adod Cooleigs 
in BWn Conia nmenis " Sve list enci 

ROSSI. CE Divison ol Opoteiional Evcnis Assessment (Post 870411) 88/10/14 
ConsohdalGd Edison Co. of New York, iisc. i lOpp 47280. 124-47269 235. 


6810140212 NRC Info Notice 88-095, "Broken Retaining Block Studs on /knclw DaMSVi 
Check Valves " Sve i si end 

ROSSICC Division of Operslvnal Events Aasessrr,en| (Post 870411) 88/10/14 
Conso'daiorl Cd son Co. of New York. Inc. 1 18pp. 47463:169-47463 318. 

6810149016 NRC frtlo No’ice 88 084. ' Oeloclive Motor Shall Keys In Lim torque Wotoi 
Actuators "Sve lisi end 

ROSSl.CE. Division ol Opetahanel Events Assess'nenl (Post 870411) 66/10/20 
Consolidated Edison Co of Now York, me Il6pp. 47280004-47280.t23. 

6810170391 NRC Into tJoiico 6& 086. "Operaimg w/Muliiplo Grounds In DC OiStnbuiKin 
Sys." Sve 'isi one: 

ROSSl.CE. Oivison ol Operalonal Events Assossir.oni (Post 870411) 86/10/21 
Consoldeieo Ediso.n Co of New York, inc il6pp.4740306i-474S3.t07. 

06i 1070154 Ack race pi ol 881010 Ilf in*oiminQ NRC ol aieps taken to cor/oci vrolai oos 
noted in insp Hepi 50-387/88 20-NRG will oxamine implemeniahon of correcive ac- 
tions 10 DOT violai jns du'ing luluio in^. 

CAILAN.IJ Hegtoh 4. Olc ol the oi.-ecior. 88/10/27. OEWEASEJO. louislana 
Power & Light Co 2pp. 47444 282-47444 322 


6611070171 Forwards SALP Repi S0-3a2/87.02 lor f4i> 1897 - Jul 1908 Mat mooiro 
will bo scheduled to reviow results ol SALP rapt “ '' 

WARIIN.ro. Region 4. Olc ol ihe Oi.'ocior, 88/10/27. OEWEASEJQ Lovsiana 
Power & Light Co. 3pp 47444 027-47444-066 ’ w*""" 


-8811070174 SALPRepi 50 382/87 32 foi period Feb 1987 - Jul 1988 
■ Reg on -t, Olc oi the Director. 86/07/31. 37pp. 47444:030 47444;066 

8611080303 Responds to NRC lii ro vlo'ahons noted in Insp Root so 3S7/66.23 0tm 
live actions Nol'Co OA-88 OOi generated & Procedure NOP 010 developed ft curirem 
ffi appfOv®! cycle ^ 

8Ufl5}Kl.n.F. Lou:siana Power & Light Co 68/10/31. Documeni Conirof Branch lOo. 
umenlCo.iliolDesk) 13pp 47474 073 47474 085 


6614140408 Forwards nddi rnspoi’so lo NRC Uulloim OH 004, "Polomlai Saloty-ficis'ed 
f’u'nploas" Rclaiod into end. 

BUTOKI.n.f. loubana Powo: ft I'Q'il Co. OB/iwoi Oncii-rom Cohiio' Oinncl itCoc 
umonl Cf^llOl Desk). 10pp. 47544 100 47644 116. 

68111M060 Forwards corrccicil 800007 Hr vrhluli incortocHy rol NRC Insp Hop: 50- 
362/86-32 insioad of 50-302/00 32 

CALLAniLJ Hoflon 4, Olc Ol H'o Dlrocior 00/11/04 DEWEASG.JG Louisiana 
Pewor ft Uglu Co 2pp 47509 051-47500 055 

-88III80100 Discusses Insp Ropl 50-302/06 32 on 001200-12 Sovun potorlai on- 
forcomonl/unrosplvcd iionis ft sixloon opon iiams iclonlilloO Util should bo pioporod to 
decuss urtdastanding of vIolQllons during onlorcomont conloronco Agondn enci 
CALLAN.LJ negion 4, Olc of tho DHoctoi. 00/00/07. OEWHAf^.J.Q Louisiana 
Pemrar ft Ligirt Co. 3pp 47S00053-47609055. 

6811040324 Sitopi 3 Ip NRC Into Nolico 06-100, ' Foodwnior Lino Brook." Sve i.si oncl 
noSSl.C.E. Div.sipn ol Opoialunol Evonis Assossinunl (Posl 070411). OO/lWiO. 
Comohdeied CdlsPh Co of Now York, Inc I I3pp. 47550.072-47550:184. 

8811100062 Rounds Ip NRC Hr lo vlolQllons ft ilovlalions notod in Insp Ropl 60-392/ 
M'2i Pol CY nmondod to allow conosjioniionco lo NRC tor conim imcnt oxions’on lo 
bo S'nned bpscxl on voibal concurrcncp rnlHor Ihnn moro doieilcd roviow procoss 
QUR9<l.RF. Louislanp Power ft Liglil Co OB/1 1/14. Documoni Control Qranch lOoc- 
umoni Control Desk) 7pp 47507 210-47507:225. 

8011860204 N.nc into Nolico 00 007. "Pump Wear ft Foioign Ob|ocls m PInni Piping 
Sys" SvcHsi onci 

ROSSi.CF. Dlvisioii o( Onoroiionnl Evonis Assussmonl (Post 070411). 00/11/16. 
Consol-tMl^ EihsOn Co. of Now Yoik, Inc 1 13pp 47001:020 4760 1 132 

8811090403 NRC Info Notico 00-000. "nogradaiion of Wogilngliouso ARC Roiaye ' Sve 
I SI end 

ROSS'.CC Uiw.ston ol Oporaionol F.vonto Assossmont (Posl 87041I) 60/11/10. 
ConaoTdatod Eiisoit Co of Now Yoik, Inc 113pp 47507:001-47597:113. 

681I2280S6 Forwords Injp Ropl 50-302/BU-24 on 00101 1-13 No v.oInC onS or dod- 
aUone nolodSchodnlo loi corroding oghi doliduncios in ompigoncy pioparoilross 
Pfog/a')! vcQiiosiod. 

CALIAN.LJ. ftoaton 4, Olc ol Hh) Dirocloi OO/ii/17. DF.Wi:A6r:,j 0. louisiana 
Powotft LIglilCo 3pp. 47027:119 47027 120 

“6611220984 Insp Rupl 50-302/011-24 cm 80101 1-13 No vlplolions 0 / dovioiKKiS 
noted Eight doHdondos idomihod Major emos inspuciod iiconeoo poilormnnco ft ea- 
pobiiies dutinu enniiol okorciso pi omorgoncy pion ft procedures 
TEiTC.NM.EvCnETT.n.J Regen 4. Olc ol mn Ol/oclor 00/1 1/00 7nP- 4702/ 122- 
47827128 

B8i 1150086 NRC Info Noico 88 089. ' Dogrndniion of Kepton Elnctricsl insuinilon " Sve 
ksl OhCl 

nOSSi.C.E DivHen ol Opcinilohd Evcnis Assossmont (Post 070411). 06/11/21 
OofTSObdoKKl Edison Co. of Now Yeik, me l I3pp. 47003.045-47603:191. 

6611160470 NRC Inlo Nonce 08 092. "PolonliiH lor Sponl Fuel Pool DraindOwn " Sve 

I si end 

ftOS$i.CE Division ol OperaiiOhQl Evonis Assossmont (Post 070411) OQ/tl/2? 
ConsoldeicdEcliSCih Co of Now Yoik, Inc. 1 14pp 4/000:124-47600.237 

68 1 1 160310 NRC QuToln 08 010. "Nonconlorming Mnldod Coso Circuit RionKcrs " Five 
ksl end 

ROSSl.CE. Dvision ol Opoioiional Evonis Assossmont (Post 070411) 00/11/2? 
Consol daiod Edison Co. of Now York, me, I2ipp 47COOOOl-4700fi:i2.1 


R. Perlodlo operaiing repoils ft related corresponrlenca 


6811160033 Monihly oporni-ng ropl tor Wntoiloid 3 lor Oct 1000 W/OUl 1 15 Hr. 
CENTOLANZi.P., allRSKl.R.F. Louisiana Powoi & Llglil Co 00/10/31. 7pp 
47587 206 47607 212. 


8. Reportable occurrences, LERs ft related correspondence 

•810268133 LEFT 86 022'Ol on 089S23.idoniillod feiluro to poilorm dyo nonolranl lOSl- 
li»0 on Irvo socket wolds os poionlislly roporloblo Coused by lailiiro to follow 
procodutosAppIcnb'o vrolding procoduios wiH bo rovisod W/OOiOlO Ur. 

OAiNGS.C.n. CARNS.NS. Lou.siano Power ft Lighl Co. 00/10/10. lOpp. 47200 310- 
47266 326. 

6819250143 LER OB'024'OO.on 800524. lo’luro lo poilorm soaled soiirco leak chock of 
m-coro nuctoor fission doloctor boloio Ironslor ol dovico oKsilo diBcovo/od.Causod by 
pcocodjrai madoquacy.Rev ol procoduro undorwoy.W/60IOI9 Hr. 

IajBONIE.W.T.. CARNS.NS. loulstona Power ft Lighl Co. On/I0/I0 5pp. 4720? 140 
47282 100. 

8811029203 PNO-lv-6B-005:on 601022, plant shutdown to dotormino sourco of nolso m 
sloam generator 2Sourcs boliovod 10 bo m food flow norrio oroo of chocki 
veJyo.Licanseo conimumg invesiignt'on of problem. 

CHAMBERLAIN, 0 Roftlon 4, Oto ol Iho Ditociot. 80/10/27. 2pp. 47414 I02- 
474U-163. 

8811090126 Perl 21 rppi re doloct In Llmilorquo Corp supplied saloty- rolnlod SMQ 
valve eciueto's w/RH msulalod dc motors tliei may nof develop luH-rolod eiarling 
torque at (riovalod ambient lomps Review ol motors by licensees rocommonclod. 
WILKINSON, I H. Limiiorquo Coip. 88/11/03. Olhce of Nuclear Reactor Regulaiion. t>- 
rector (Post 0704 1 1). I6pp 47525 227-47526 242. 

8811170083 LGR OB 025-00. on 88l0i0.sovoral d-scropanclos associated w/ Ino rated 
assemblies discovered mat wore nol Included In Surveillance Procoduro ME-3-00B. 
'Fire Waks.Floora, Cei'ings." Caused by procedural inadequacy W/8Q1 100 Hr. 
NOLCER.AL , CARNS.N.S Louisiana Power ft Light Co 0B/11/O9. 8pp 47507 107- 
47S67 294. 
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0811230209 Special Rapt Sn-00 000-00 on OSOOO'J.omofoancy dienel flonofarof mppotl 
duo 10 incorroci vaivo I noup Causoci by personnel errot.Valvea oponod. 

CARNS.NS. Lwsiano Power & Itobl Co. 00/11/10. OocumenJ Control B/OAcA IOocu- 
loeril Control Desk) 6pp. <1764t:309-47641.3t3. 


DOCKET 60-387 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 1 


F. Security, medical, emeroency & lire protection plattt 

8B1031006S Revised emergency plan Implementing procedures, including Rev 7 to EP- 
lP-04a. "In Plartl & Emergency Operating Facility Chomlgtry Lab Preparatlert & Rev 4 
to EP lP-054. "Olfsile Monitoring Vohicle Callout." W/estOll Iti. 

KGISER H W, Pennsylvartia Power & tight Co. 00/10/11. 3fpp 47380 28S-473ee 295 


0811090330 Inlornts Ihal malnl ol irtiake S discharao structures at pler^l should be com- 
ptoied by mid-Nov 1960. 

FlELOS.dS Pennsylvania Power & Light Co. 08/t0/3t. COUNSiL.bE. Pennsylvonle. 
Commonwealth ol tp. 47510 109 <175T3: t09 

0611140067 Noiificalion of 801115 meeting w/utii in Rockvine.MO to discuss review ol 
irertsing actions schedules. 

THAOA«»A<C Profit Oreciorate I S. 68/11/04 BUTLER, W.R. Pro/oci Dreciorale l- 
S. 4pp 47637;214-47637:21 7 

0811160091 Forwards piopriotary GE rept, "Tech Spec Improvement Analysis lor Roec- 
tof Proteciion Sya for Stisquehsnna Steam Electric Si8iiori,Unils l & 2 ’’ Rept withheld 
(rol 10CFfl2.790). 

KEI8ERHW. Pennsylvania Power & Light Co. 60/11/09. BUTLER, W.R Proleci Direc- 
lOfaWl-2 fp 47563 2I7-47S63 2I7. 


68M030493 Revised AHSchmen! G lo Rov 0 lo Emergency Plan Implemorihng Proce- 
dure EP-IP-002. "Emergency Mgt Notifications '' Revised table ol contenia enci 
■ Pennsylvania Power & Light Co. 86/10/25. 4pp 47422;t98-47422:20». 

8611080215 Fonvards IhSp Repts 50 367/66-16 & 50-366/66 19 on08Q6l4- 0917. 
WlQQ(NS,J.T. Region I, Ofc of the Director. ae^tQ/26 KElSER.H.W. Pertrteylvania 
Power & Light Co. 2pp 47475.025-47476 039. 

-6611060216 insp Repia 50-387/80-16 & 60-3e8/00'19 on 8B0814-0dt7.No vielalloits 
nolod Major areas ingpecledplant operations, physlsat aocuniy.plont 

evonia, Surveillance & malnl activities. 

BLOUGH.A R Region l. Ole ot the Dlrocior 88/10/25 13pp 47475027-47475 039 

6810310017 Generic Lir 88-19 to all fuel cycte facility licortseos 

p05sess)no.us>ng.lmporting,ovportlng or iransporllng lorrriula guentities o( shaiogic 
SNM ra use ol deadly force by licensee guards lo prevent iholt of SNM Svc list ecKl. 
BURNETT.RF. Division of Safeguards a Transporfaiion (Post 670413) 66/10/26 
Oonsolldalod Edison Co. of Now York, Inc. 3ipp. 47513 047-47513.077. 


8011160261 Forwards Pr^osad Amends ii7 S 67 lo licenses NPP-14 a NPF- 
22,re«>octivoly,clsiilylnQ Tech Spec 3 4.3.1 action stalements 6 deleting tel lo dryweii 
floor cHain sump How rate monitoring sye.Foe pa'-d. 

K£ISeB.HW Pennsylvania Power 4 Light Co 66/11/09. BUTLER.W.H. Pio|oci Ouec- 
toraiel-2. 5pp 47561.055-47561:065 


-0811160209 Application lor proposed Amends 1 17 4 67 to Licenses NPF-14 & NPF- 
SZiCOspecbvoiy.rroposBd atvenda revisga lactt Specs to drywei) floor drain sump How 
rate morutoring ays & clarifies action staiemeni. 

• Peonaylyania Power & Light Co. 88/11/09 2pp. 47561-060-47561.061. 


-0011160305 proposed Tech Specs.daleling tel to drywoll floor dram sump How rate 
monitoring sya 4 clarifying action siatomeni 

* Ponna^anls Power 4 tight Co. 88/1 1 /09. 4pp. 47661 :082-4 7561:065. 


Q. latpeetlon raporia, IE Bullalina 4 corraspondance 


K. Utility Final Safely Anelyala Report (FSAR) 4 amende 

061 1060313 Amend 40 to updated FSAR lor Susquehanna Steam GiecUic Station UNis 
t 4 2 

• Ponnsylvanie Power & Light Co. 88/09/30. 2,03lpp 47498.082-4760t-312. 

P. Operattog iloanaa atege doeumanla & corraapondenca 


8610030246 NRC Into Nofica 00-079, "Misuse of Flashing Llghls for High Radiaiion 
Area Controls " Sve list anci. 

ROSSi.ee. Division ol Operallonsl Evonis Assossmani (Posi 870411) 88/10/07. 
ConsoMatod Edison Co. of Now Yoik, Inc I23pp 47270:242-47280.003. 

6610070114 NRC Info Notice 68-062. "Torus Shells W/Cortosion 4 Oegradod Coaimgs 
in BWR ConiainmeniB.'' Sve Hal end 

ROSSl.ee. Division of Operaitonaf evenis Assassmani (Po«f 070411). 68/10/14. 
ConsoSdatod Edison Co. of New York, inc. 1 10pp. 47260:124-47260.235. 


8610180380 Oanaric Ltr 68-17 lo all holders qI OLs or CPs tor PWRs re loss oi 
OHR Sve lisi end 

CRUTCHFIELD.D. Assodaio Dlrocior for Projecls (Post 870411). 86/10/17. Conaoll- 
dotod EdiSon Co. ol Now York, Inc. 64pp. 47279:166-47279 241. 


6010149212 NRC Into Not’Ca 66 085, ''Broken Rolaming Block Studs on Anchor Darling 
^eck valves *' Sve Hsl end. .. 

BOSSi.CE. Division ol Opeiellonoi Evenis Assessmeni (Post 870411) 88/10/14. 
ConsoHdelad Ediseri Co of New York, inc. l iBpp. 47463:109-47463 31 6. 


6810260184 Generic Llr 66-18 to all licensees of opereiing reaclore 4 noidere of CPa la 
pleni record storage on opficai disM-Svc kst onci. „ - 

CRUTCHFIELD, D Associate Oirocior lor Prdecis (Post 0704ti). 08/10/20 Coosoh- 
deled Edison Co. ol Now York, ine. 45pp. 47513. 00i-476i3:04e 

8611060139 Forwards Amende 83 4 51 lo Licenses NPF-14 4 NPF-22. respecuvoty 4 
seloly ovaluation. Amends correct errors, doloio redundant info 4 change organizaiion- 
01 nomenclature, reflecting roaiignment of licensing organitation. 
butler W.n. Prowet Directorate i-S. 80/10/20. ft£fS6R,H W- Porwsyfvanfa Power 4 
Light Co. 3pp. 47473:346-47474:0l2. 


BBI0310198 Beaponda le Bnlorcement Action 88-i43.Cotreclive actions: immediate 
prewem of unqusiif/ed lermina/ ttfocke coffocied by /epfadog unfloef-iied msrainon 

Utminaibieckew/qusiiHoasplices.eorhpiotodBeiOlEFeopaid 

KEISERHW. Pannsylvshia Power 4 Light Co. 08/10/19. LIE0ERMAN,J Ole ol En- 

lorcemeni (Post 670413) 9pp. 47366:135-47396:143, 


BB10140016 NRC Into Noiico 88-004. "Delociive Motor Shall Keys in Lfmitotque Motor 


ACIUSIO'S svt ll»l onti. _ 

RO^LCE Division of Operational Evenie Assosament {Posi 670411). 88/10/20. 
^nsokdaied Edison Co. ofNsw York, inc. 1 19pp. 47260.004-47260. 123 


-6811080141 Amends 83 4 51 to Licenses NPF-14 4 NPF 22.respocl>velv. rovisina 
Tech Specs to correct errors In nomondature.deleio redurtdant into 4 change otgani- 
lational nomenciaiure to reflect reaiignmoni of licensing organirailan. 

BUTLER.W R. ProlOCI Oireclorale 1-2. 68/10/20 22pp 47473 349-47474:0 10 


1610170361 NRC Info Notice 66 086, ’'Operating W/MuHlpie Grounds In DC Distribution 

H^SSiAE **DiviBiori of Opsiationai Events Assessment (Post 670411). 88/10/21. 
v'-ns-iiriBtnH PHionn Ihn nTUnw York toe 1 1000. 47463.08 1 -47463: 197. 


-6611060142 Safely evaluation supporting Amends 83 4 6i to Liconsoa NPF-14 4 
NPF-22,te8pociivoly. „ ^ 

• Olfice ol Nuclear Roaclor Regulation, Director (Post 870411). 66/10/20 2pp 
47474:011-47474 012. 

881 1030260 Advises that uni has nolHied Lusemo County 4 Salem TownsWp re elt con- 
lamfriet/or? source permit apphcaiion. 

FIELDS,J.S. Pennsylvania Power & Light Co. 68/10/26. PATEL.B.H. Ponnsylvenle. 
Ctomcnonwsalth of. 5pp. 47422:152-47422:156. 

6611030940 Requests emergency permit lof lomporory tie-in of site welt aya to demesne 
water sys normally supplied by nver water (reaimonl ays Repair ahoirW bo oompleiod 
4 reactivator returned to sve within 30 days. 

SAXTON.C. Pennsylvs/Jia Power S Llohl Co. 88/10/26. LABUiJ.P. Pennsylvarde, 
CommonwosUh ol. ip 47428.033-47420:033. 


6611080216 Forwards Insp Ropla 60-3S7r88-10 4 50-366/86-10 on 880814- 0917. 
WfGGiNS J.T. negton f. Ole of Iho Dfreclor. 08/10/26. KEfSCR.H.W. Pennsyfvonfa 
Power 4 Light Co 2pp 47476.025-47476 030 


-6811060216 Insp Repia BO-387/88-16 & 5O-300/BB-16 on BB0814.0017.No violations 
noted.Mejoi areas inspoclod plant operations, physical security, plant 

ovenis.Butve'iHence 4 malnl activities. ^ 

8 LOu 6 h>H Region 1, Ole ol the Dlrociot. B0/IO/26. 13pp. 47475.027-47475.039. 


6811070169 Responds lo NRC 080930 Iti re Violations noted In Insp Repts 60-387/88- 
15 4 60 388/66- 18.Corf0Cftvo achons nuclear dopi issfi loam established lo invesii- 
oato issue will complete task & make recommondailons to sen'or mgt. 

KEISERHW. Pennsylvania Power & Light Co. 88/10/31. KANE.W.F. Rog-ori l.Olc ot 
me Sector. 4pp 47484:131-47464;134 


6611030479 Forwards application lor amends to Licenses NPF-14 4 NPF-22. levtsfng 
Tech Specs re reactor proiocHon sys allowed oulege limes 4 surveillance lost 
InlerVais.Feo paid ^ ^ 

KEISER.H.W. Pennsylvania Power 4 Light Co. 88/10/27. BUTLER, W.R. Protect Direc- 
torate 1-2. 6pp. 4744I.227-47441;2M. 


8811070167 Forwards tlnsl response lo NRC Bullelm 06-004.Min flow piping sys des'gn 
win preckide pump-to-pump Interaction. Core spray pumps receive quarterly How venll- 
cadonteslBw/femporBrypfoaauro gauges «/l«ghar accuracy , 

KE1SERH.W. Pennaylvanla Power 4 Light Co. 88/10/31. RUSSELL, W.T. Region 1, 
Ofcolthe Director. 2pp 47460 316-47460 310. 


—8611030460 Application for amends lo License NPF-14 4 NPF-22.fevlaifi9 Tech Specs 
le reactor protocHon sys allowed outage lime 4 surveHlsnce lest inlervals 
KEISER.HW. Pennsylvania Power 4 Light Co. 88/10/27. 2pp. 47441:232-47441:233. 

—861 1040016 Proposed Tech Specs re reactor protection sys surveillance iequ>re«nenls. 

• Pennsylvania Power & Light Co 86/10/27 17pp. 47441:234-47441:250. 

6611060316 Forwards Amend 84 to License NPF-14 4 safety evaluation. Amend revises 
Tech Spec lor matt withdrawal schoduie 4 lead factor ratio 

BUTLER.W.R. Proloci Directorate l-2. 08/10/31. KEISER.H.W. Ponnaytvanla Power 4 
Lfgrtf Co. 3pp. 4?473:SS7-4?473.S67. 

-6611060316 Amend 14 to License NPF-14.f0vi8lng Tech Specs tor matt wtlhdrawal 
schedule 4 lead factor ratio. 

BUTLER.W.R. Prelect Dlroctoralo 1-2. 88/10/31. Bpp. 47473:260-47473:265. 

-8811080316 Safety evaluation supporting Amend 14 to License NPF-14. 

• Otiica ol Nucfsar Reactor R^ufailOT, Director (Post S70411). 88/10/31. 2pp. 
47473.266 47473:267. 


6611870179 Inlorms that testing, evaluation 4 analyses completed & celloctlve rosuHe 
show strtjl Instrumentation adequaio.per NRC Bulletin 88 007. 

KEISeR.H.W. Pennsylvania Power & light Co. 86/10/31. KANE.W.T. Region 1. Ofc of 
toa Director. 2pp 474 50;32O-47‘l56’32f. 


6611040324 SuppI 3 to NRC Into Notice 08- 108, "Feedwater Lfno BroaK.'’ Sve Hat end. 
ROSSI, C.E. Oiv'iaion ot Operational Events Assessmeni (Post 870411). 06/11/10. 
Consolidated Edison Co ol New York, Inc. I I3pp. 47659:072-47659.184. 


611090264 NRC Info NoHca 88-087, "Pump Wear 4 Fore'gn Objects In Plant Piping 
Sys ” Sve Hat enci 

BOSSI.C.E. Division of Operational Events Assessment (Post 670411). 88/11/16. 
rtrsnantMaicrf (Tftlsnn /^n Of Uflw Voile Inc 1 1300. 47601 :0?0-4760l:132. 


681 1090403 NRC Into Noftca 88 080, "DegradaHort of Weslmgtiouse ARD Releys.’’ Sve 
Kst 90c1 

ROSS).C.E. Division of Opersttonal Events Assessment (Post 670411). 88/11/16. 
ConsoRdaled Edison Co of New York, Ino. 1 13pp. 47697:001-47597:1 13. 
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8911150066 NRC Inlo Noxe 68 099. "Oegradation ol Kspton Elecit.csl insu'allon " Svc 
hit enct. 

nOSSi.Ce. Uv.saft ol Opctai^iw' F.vema Asacssmem (Poai a?04iil 66/11/21. 
Conso'idaied Edison Co oi New Yoih, inc ii3pp 47603;045'47603:i6i. 

6811160470 NRC Into N'o^ico 66-092. 'Poieniial foi Spent Fual Pool Oiaindown." Svc 
isten<i. 

ROSSi.C.E. Division ol Oporai onai Events Assessmoni (Post 670411). 66/11/22. 
Consolidated Edison Co o> NewVoil<. in: Il4pp 47606:124 47606237. 

6611180316 NRC Bulieiin G6-010. "Nonconforir.ing Molded Case Circul Bieskoie." Svc 
list end 

ROSSI. CE Oiv:son ol Opeianonai Evenis Assessment (Post 670411) 68/11/22 
Consol tfalod Edison Co of Now Votk, lot. tZipp. 47606.001-47606 123. 


S. Reportable occurrences, LERs 6 related carreepondenee 

8610250200 LER 66-003 OVfnissclted'jiirig ot Sbrveil'arice nocodufo tosulltid in oper- 
ations prohibiied by Tech Specs Caused by peisonnel rn siekenV believing ihaibro- 

K osed amend ecluaTy appioved amend.Freqjency changed lo quanorly W/BatOie lir. 

iRT JA. BVRAMRG Pennsylvania Power & Light Co. 66/10/16 6pp. 47270 026- 
47270:033 

6610250506 ^cclal repton 68t003.me(eQrai(Micsl monitoring Instruments isied ki 
Tech Spec Tabio 3 3 7-1 removed from evc £ decla.'Cd Inopo.'ablo tot more man 7 
days Plans are to rosioro subj insi.'umontailon by 661021. 

BYRAM.R.G. Pennsylvania Power & Llghl Co 66/10/19. RUSSELL.W Reg'on 1. 0*c 
of (ho Director, tp. /7<e?:t5i-472a2.iSi. 

6611040092 LEFT 88 017-Qt on OBOaO/.RWCU sys ON 1 Isolation occurred when pane- 
traUin room high DT Irp signal actuated Caused by 890605 adiusunenta lo tOM ck- 
verier blades on ^or-e I voninaiion aupp'y rogis1or.W/88t031 lir. 

RYDER T S . HlRr.J.A , BYRAM.R G Pennsylvan'a Power & Light Co 68/10/31. Spp 
47440 021-47440026. 


861 1030260 Advieos that util has noMicd Lurernn County & Salem Townsh p ro a ' con- 
tanil'iation souroo permit application 

RGLDSJS Ponnsylvania Powor & Llolil Co 08/10/26 PATEL.QH Ponnsylvaria. 
ComriKKiwealth o4. 5pp. 47422:IS2-47423:156. 

8611030340 Requoats emergency permit for temporary tie-in of site woil sys lo domosic 
watar aye normally supplied by river waior tieaiment sya Repair shou'd be completed 
S reacuvator tsturnod lo svc within 30 days. 

SAXTON.C Ponnsylvania Power & Light Co. OB/iO/26. LABUZ.JP. Ponnsyivana. 
Commonwoalth oL ip 47428 033-47426 033 

8611030349 Forwards eorreclion pages lor 1666 Integraiad leak rale teal fnal 
replCorrociiona involve allowable bypass aroa number being Incorrecily rol on lour 

R^ER^IW. Ponnsylvania Powers Light Co. 68/10/27. BUTLER.W.R. Proiecl Oitoc- 
toraio 1-2 6pp •17427 200 47427:204 

6611030479 Forwards appl'caHon (or amends lo Llconsos NPF-t4 & NPF-22. tevisryi 
Tech ^nocs ro reactor protection sys allowed outage times & sutveilance losl 
Mietvaia.Foo paid. 

KCiSER.H.W. ponnsylvania Power & Light Co. 80/10/27. BUTLER.W.R. Proloct D-roC- 
loteie 1-2. ^ 47441:227-47441.250. 

-661 1030460 Applicailon (or amends to Llcsnso NPF- 14 & NPF -22. revising Tech Specs 
ro reactor ptofeciion sya a'lowed oulage time & surveillance lost Intervals 
KElSER.HW. Pennsylvania Powor & Light Co. 66/10/27. 2pp 47441.232-47441:233 

-6611040016 Proposed Tech Specs ra reactor proiocilon syS surveillance roqulrorrionts 
* Poivtayivania Power A Light Co. 68/10/27. t7pp. 4744i;234.47 441:250. 

6611060330 inlorms that inaint of Intake & dlschergo structures at plant should be com- 
pieiad by mid Nov 1666. 

FIELDS.J.S. Ponnayivan’o Power & Light Co. 68/10/31. COUNSlL.E.E. Pennsylvania. 
Commonwealth Ol ip 47513:109-47513:109. 


6611090125 Pad 21 root re dePoci In L m iorquo Corp euppl'od safety rotateef SMB 
valve actuaiors w/RH insulated dc molora lhal may not develop full reisd starting 
torque al elova'ed ambleni tempa Review of molars by licensees tocommeetded 
VMlLKtNSON.l.6 Llm-lorque Core W1W03 QifioootNiictaarfleaCKxReQuiaton.Oi- 
reelor (Post 6704 11). 16pp 47S25227-4762S'242 


DOCKET 60-966 SUSQUEHANNA STEAM ELECTniC STATION. UNIT 2 


F. Security, medical, emergency 6 fire proteclion plana 


6611140067 Noidicailon ol 661115 meeting w/ulll In Roekvillo.MD lo discuss revlow of 
Uc^airtg eccons sch aduie s. 

THADANf.M.C. P/oleci Diiecloiaio 1-2 86/11/04. BUTLER.W.R. ProlOCl Dliociorelo I- 
2 4pp 47537 214-47537:217. 

6811160091 Fonvorda p/opiieiary OE lepi. "Tech Spec irnprovomoni Anaiyaii for Roac- 
tot Proiettion Sys (or Susquehanna Sioam Elecirlc Statlon.Unita i & 2.” Rapl wilhho fl 
(ref IOCFn2.796). 

KEiSea.H.Vu. PennayVanla Power A light Co. BS/ll/09. BUTLSR.W.R. Ptoloci &ieC- 
lotelo 1-2 Ip. 47563 217-47563 217. 


6810310066 Rovlaod a.Tergency p'an iirp'einonfirg proceduie$.inciud>Ag Rev 7 lo EP- 
iP-043. "In P'onl & Emergonev Operating FaciNy Cnemisiry lab Preparation S Rev 4 
to EP-IP-0S4, "Oflano Moniionng vehicle Callout." w/eeiOi i itr. 

KEISER.H.W. Pennaylvania Power I Light Co OO/tO/t l. Oipp 47968:265-4736626$. 

6611030483 Revised Attachrnoni Q lo Rov 8 <o Emergency Plan implementing Proce- 
dure 6P-iP'002. "Emergency Mot Not heat ons " Reviled table oi conlems cnci 
‘ Pennsylvania Powet I i-ghi Co. 63/10/25. 4cp. 47422. t9&-47422.20v 

8611060216 Forwards Insp Reple SO 387/88-16 8 60-3d6/3a 19 on 680614- 08t7. 
WIOGINS.JT. Region 1, Ofe ol iho Director. e8/1|}/26. KElSER.HW. PennayNenIa 
Power & light Co 2pp. 4747S 02S'47475:090. 

-8811080216 Insp Repis 50-3S7/6d-16 & 50-986/86-19 On e008144g(7.No vioteikins 
notod.Major sieas inspected plant operations. physical $ecuntyj>i^ 
events survcii'ance & malni eccivitics 

eLOUGH,A R Rog on I. Olc of Iho Direcioi 83/10/26 13pp. 47475027-47475.039 


6611160261 Forwards Proposed Amends 117 & 67 to Licensee NPF-14 & NPF- 
22.<e8i>eciively.cieriiyin9 Tech Spec 3.4.0.1 action siatomonts & doioling rol lo oiywsi. 
floor we'n awrip tiow into mohiioring sys Fee paio 

KEISEaH.W. Pennaylverne Power S LighI Co. 88/11/09. BUTLBR.W.R. Proloci Oiiec- 
tor6t«l-2. 6pp 475S1;055-476ei:065. 

-6611160269 Applicailon loi proposed Amends Il7 & 67 to Licenses NPF-t4 & NPF- 
22.i®epwrvoiy.Ptoposecl emenoa levises Tech Spocs to dryweii Hoot atein svirnp (low 
teio momtofing a/3 & oleniies action eleiemoni. 

* Penneylyenia Powers Ughl Co 68/11/09. 2pp. 476ei;0e0-47661:0ei. 

•^611160366 Proposed Tech Spccs.deieiing rol to drywell floor drain sump (low raio 
moratotirig sys & clanlylng ochori slaiemem. 

’ Ponnaylvenia Powers llghl Co. 86/11/09. 4pp. 4766l;062-4756t;065. 


O. Inepeetlon reporla, i£ Bulletins & correspondence 


6610310017 Oeneiio Lir 86-19 lo alt (del cycio lacnty Uconaeoa 
posseeslng.uslngtmponing.exporting or trerrsporling formula quanities of atraleglc 
SNM re use of deadly force by i censee guards lo prouenl thelt ol SNM.Svc Hs( enci 
BURNETT.RF. Oivlsion Ol Saleouatds S Transporlaiian (Posi 870413). 88/10/26. 
Consolidaled Edison Co. ol New York. Inc 3ipp. 47519.047-47513-077. 


8810030249 NRC Inlo Nolice 68-076. "Misuse of Fleshing Lights lor H-gh Radiation 
Area Coniiols " Svc (isl and- 

ROSSI.CE. Division of Operational Events Aasosamant (Post 870411). 66/10/07. 
Consoiidalod Edison Co of New York. Inc. I23pp. 47279 242-47280 003. 


K. Utility Final Safely Analyale Reporl (FSAR] (k amends 

6611090313 Amend 40 to updated FSAR lor Susquehanna Steam Elecinc StaSo-n Units 
1 & 2 . 

• Pennsylvania Power A light Co. 88/09/30. 2.031pp. 47490 062-4 7501:312. 


P. Operaling llcertse siage documenla & correspondence 

6610160360 Generic Lir 68-17 to all holders ol OLs or CPs lor PWRs re lose ol 
OHR Svc list end. 

CRUTCHFiELO.D Associate Oirocior lo/ Proiccis (Posi 870411) 68/10/17. ConsoU- 
dated Edison Co. ol New York. Inc. 64pp 47270; 156 47279 241. 

6610260164 Genetic Lir 66 18 to ell iconseesot operating reactors & holders of CPs re 
plant record storage on optical d-ska Svc list end. 

CRUTCHFIELO.D. Associate Oirodor lor Projocla (Post 970411) 86/10/20. Consoi- 
dated Edison Co. ol New York. Inc. 46pp 47613:001-47513.046. 

8811060139 Forwards Amends 83 & 51 to Ucensas NPF-t4 & NPF'22, respecovely & 
safety evalualion.Amonds correct errors, delete redirndani Info & change organfietron- 
a! nomenclature, reflecting realignment ol licensing orgenizailon. 

BUTLER.W.R. Pro)ecl D'reclo'ale 1-2. 88/10/20. KElSER.H W. Pennsylvania Power & 
Light Co. Spp. 47473 346-47474:012. 

-8611060141 Amends 83 & 61 to Licenses NPF-14 8 NPF-22.respoc1lve!y. revising 
Tech Specs to coned errors In nomenclaluie.delete redundant Info 8 change orgiutl. 
zatlonal nomenc'aiure to reUoct realignment of licens-'ng organizetion. 

BUTLER.W.R. Proleci Direclorate 1-2. 88/10/20 22pp. 47473 349-47474.01<X 

-8611060142 Safely evaiiralion supporting Amends 63 8 61 to Licenses NPF-14 & 
NPf-22.fe8peciive(y- 

' Office ol Nuclear Reactor Reguiahott. Director (Post 870411). 86/10/20. 2pp. 
47474:011-47474:012- 


6810070 1 1 4 NRC Into Notree 86 062. "Torus Sheila W/Corrosion 8 Degraded Coatings 
in eWR ConlBlnmaniB." Svc list end. 

ROSSI.CE Division ol Operational Events Aasesamonl (Post 070411). 66/10/14. 
ConaoBdatod Edison Co. of New York, Inc. 1 10pp. 47260:124-47260:235. 

8810140212 NRC info Notice 68-065, "Broken Retaining Block Sluda on Anchor Oarling 
Check Velvas " Svo list end 

noSSI.CF.. Division ol Operalional Evenis Assessment (Post 870411) 88/10/14. 
ConsoMaiod Ed-'son Co. of Now York, Inc. 1 t8pp. 47463.199-47463:318. 

8610310198 Responds to Cniorcement Action 86-143 Corrective ecllons* Immedialo 
propfern of unqualified terminal blocks corrected by replacing unqualified moralhon 
lermlnat blocks w/quali(ied splices.complelod 861016 Fee paid. 

KEISER.H.W. Pennsylvania Power 8 Ug^ht Co. 88/10/19. LlEBBRMAN.J. Olc ol En- 
lorcwnotrt (Posi &70il0). 9pp. 47396 \35-47396-143- 

8810140018 NRC Info Notice 88-064. "Oefeclive Motor Shaft Keys In LImItorque Motor 
Actuators." list onci 

RO^LCE. Division of Operational Evenis Aasessmoni (Post 870411). 88/10/20. 
ConsoMsled Ed-sem Co. of New Yoik. Inc. 119pp. 47260.004-47280.123. 

8810170301 NRC Info Notice 88-066. "Operating W/MulUpIo Grounds in DC DlaitlbuUon 
S^." Svc list er>cl. 

ROSSI.C.E. Division ol Operational Evenia Assessment (Post 670411). 88/10/21. 
ConsQltdaied Edison Co. of New York. inc. 116pp. 47463-.06l-47463;l97. 

8811080215 Forwarda Insp Repta 50-367/66-16 8 50-386/68-19 on 860814-0917. 
WiaGINS.J.T. Region f, Olc of the Director. 88/10/26. KEISER.H.W. Pennsylvania 
Power 8 Light Co 2pp. 47475:026-47475.039. 

-8811080316 Insp ReplB 50-387/86-16 8 60-386/88-19 on 8e0814-09t7.No violailons 
noted.Major areas Inspected plant operations. physical eecurlly.plani 
evsnls.aurvaiHanca 8 malnl ectivillos. 

BLOUGH.AR. Region 1. Ofc ol the Director. 66/10/25. 13pp. 47475.027-47476:039. 
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1070169 Rosponhs to NRC 000930 Mr re violations nolod In Insp Repte 50-387/68' 
15 i 50-30SJ88 Td.CoirocUvo aciions nucieaf bept tasli team eslAbf^tuxI lo invosii- 
galfi issue will complete task & make rccommondetions to senior mol. 

KEiSCaH W. PannayWonia Powor S Lighi Co. 36/10/31. KANE.W.F. Reglco l. Ole of 
tho DifOClOf. 4pp ‘t740‘1:131-‘17'l64:134. 

8011070167 Forwards linel response 10 NRC Quilelln 06 004. Min flow p pine sys desion 
w/'.l procluds pur7ip-/o pump iataracHon. Cor© spray pumps recelv© Quarter^ Mow vww- 
cal on tests w/lemporary pressure gauges w/hlghor accuracy. 

KEISeRH.W. Parwsylvania Power 8 Uahl Co. 8B/J0/3J. BUSSELl.W.T. HeQioft 1. 
Ofc of Ifto Oireclor. 2pp 47460 3I6'47460.316 

8811070173 Informs that tasling, evaluation & analyses completed & co'Jociive lesulia 
show sub} Inslrurner^laltor) adoQuaie.per NRC 6ullol<r^ 66 007. 

KEISER.H.W. Pennsylvania Power & Light Co 60/10/31. KANE.W.T. Region t, Olcol 
Itt© D/roclor Spp 47456:320-47456.321. 

8811040324 Si^p) 3 lo NRC Info Nolic© 66-106, "Feedwalor Lino Break." SveUsi end 
ROS5I.C.E. Division of Operational Events Assessment (Post 670411) 66/11/10. 
Consol'clatocf Edison Co. oi Now York, Inc. 1 lOpp 47659.072-476S9:f84. 

681)090384 NRC Info None© 88-067, "Pump Wear & Foreign Objects in PianI Piping 
Sys." Sve list end. 

ROSSI, CE. Division of Operational Events Assessment (Posi 870411). 88/11/18 
Conso'idated Edisori Co ot Now York, Inc. 1 13pp. 4760l:020-4760l;t32. 

661 1060403 NRC Info Notice 06 066. "Degradation of Westinghouse ARO Relays." Sve 
Ms) end 

nOSSl.C.E. Division of Operational Events Assessment (Poal 670411) 88/11/16 
CortsplWatod Edison Co. ol New York, Inc. I13pp 47607;OOl-47597-ll3. 

8811 160088 NRC Info Nollco 60-080. "Degradation ol Koplon Electrical Insulation'' Sve 
list end. 

ROSSI, CE. Division ot Operalional Events AssossmonI (Post 670411) 68/it/2l. 
Conso'.ldeted Edison Co. of Now York, Inc. f I3pp. 47603.046-47603 161. 

8811160470 NRC Info Nollce 88 002. "Polenilel tor Spent Fuel Pool Otaindown" Svc 
Usl and. 

ROSSI.CE. Division of Opetalionel Events Assessment (Post 6704ii) 86/it/22 
ConSDl4laled Edison Co. of Now York, Inc. 114pp 47606:124'47608'237 

8811180316 NRC Bulletin 68-010, "Nonconform ng Molded Case Oreml Breakois” Svc 
list end 

ROSSl.C.E. Division ot OporeilonsI Events Assossmeni (Post 870411). 88/11/22 
Consolidated Edison Co ol New York. Inc 121pp 47606001-47606.123. 


S. Reportable occurrences, LEHs 8 related correaporkdence 

8810250410 LER 68-Of5-OOon OOOOIO.enil oporalad at power w/focomblnat hyOrogan 
enaiyaofS lochnicaliy inoperaoie Caused by insuliident procedural reoukenients lor 
ddcumertiaiien Surverlianc© compiolcd oa s$09S3 W/$0!020 iir. 

RUSANOWSKY.P., DYRAM.R.Q. Pennsylvania Power 4 Light Co. 08/10/20. 4pp. 
47270:2(e-47270.22l. 

851)090129 Part 2i real re defect in Limiloroue Corp suppMod eafoty- refated SMO 
voiva aciuetoia w/Ril insulaiad dc moiots that may not develop fun rated slaning 
(orpua at eteveted ambient lempe. Review oi motors by licensees rocommendod- 
WiLKlNSON.i.E. L.imiiorguo Corp. 80/11/03. Ollico orNudoar Reactor Regulaiion. Oi- 
reclor (Post 670411). fdpp. 47525:227-47525.242. 


DOCKET 50-389 8T. tUCIE PLANT, UNIT 2 


F. Seeurlly, medical, emergency A )lre protacUon plena 

8311070033 Revised emergency plan implementing procedures.mcludirM Rev 7 (o 
3100027E. "He-Enlry" & Rev 0 Ip 1 102, 'Dulles of Recovery Msnsger OHsiIo Emer- 
goncy arganl7alfon.''vtf/00l03l Hr. 

CONWAY.W.F. Fiortaa Power & Light Co. 80/10/16. OSpp. 47460.065-47456:100. 

B610260037 Advises that 880912 Rev 4 lo physical security plan consistent w/provi- 
alons of l0CFH60.64(p] & acceptable. 

CLINE.W.E Region 2 Ole ol the Director, 88/10/19. WOOOY.CO. FlowJa Power 8 
light Co 3pp 47269:358-47299:360 

68(1030063 Forwards Insp Ropts 60-335/86-26 & 60369/08-25 on 880904-t00l.No 
violations or deviations noted. 

WILSON, B A Region 2, Ofc of fho Dirocior. 68/10/27. CONWAV.W.r. FlotkiB Power 
& Light Co. 2pp. 47424:326-47424:337. 

-8811030071 Insp Repts 60-335/88-26 & 50 380/88-25 on 660g04-100I.Ne vIoleHona 
or deviations noted.Unresohred item noted Mo(or areas fnspected.Tocb Spec 
compilanca.opeialor performance, overall plant operations & site secuniy procoduies. 
PAULK, G.L. Region 2, Ofc of Ihe Oireclor. 88/10/26. fOpp 47424.328-47424.337. 

8810310017 Generic LIi 86-19 to all fuel evdo facility Hcenseoa 
possessing, using, importing.exporting or transporting formula quantities ot sitalegic 
&NM re use ot deadly force by licensee guards to praveni (hafl of SNM.Svc let enef. 
BURNETT, R.F. Division of Saleguards & Traneporiailon (Post 870413). 88/10/28. 
Consolidated Edison Co. ot New York, fnc. 31pp. <i7Sf3:047-476t3:077. 

8811090073 Advises Ihal 660921 Rev f7 (o physical security aian conslalerK w/provk 
slons of t0CFRS0.64(p] & acceptable Changes requiring funner ciarllicalion wnlhheld. 
CLINE.W.E Region 1. Ofc of tho Director. 66/10/31. CONWAY.W.F. FforWa POwar t 
Light Co. 3pp. 47612:267-47512-26Q, 

6611180183 Advises that most changes In Rev 17 to physical security plan.tranemilled 
by 660921 Itr consistent w/provislons of lOCFR50.54(m & acceofable.Changas requir- 
ing clarification delineated In end Enel withheld (ret IOcFFl73.2t). 

CLINE.W.E. Region 2. Ofc of fhe Oireclor. 08/10/31. CONWAY.W.F. Ffortda Power 8 
Light Co. 3pp. 47683.083-47683.085. 

6811160146 Forwards Insp Repts 60-335/88-23 & 50-389/88-23 on 880925-30 Np vk>- 
Isilons or deviations noted. 

CLINE, W E. Region 2, Ofc of the Director. 88/ 1 1 /02. CONWAY.W.F. Florida Power 4 
Light Co. 2pp 47689.141-47669 143 


-8611180146 Insp Repts 60-335/80-23 & 50 389/88-23 Ork 6B0325-30.No violations 
noied.MaJor areas Inspecieo socorlly plan 6 impiemonnro procecluros,mgl ©Ifecl-ve- 
ness S security organiraiion Ooiaiis withheld (rot i0CFn3.70C(d) & 73 21). 
STANSBERfly.W.W. Region 2. Ole ol Ihe Oireclor 8e/il/02. Ip 47689.143- 

47589:143. 

BB11090398 Forwards insp Repts &0'335/e8'22 & 5O-389/0B-23 on 890026-29.No v:o- 
feaona or djvfeilons noted. 

DECKEn.T.H. Region 2, Ole ol iho Direciot. 88/11/03. CONWAY.W.F. Florida Power 
8 UghlCo 2pp -17601:313 4 7501:33-1 

-S81 1090402 Insp Repis 60-335/88-22 8 50-309/86-22 an 600020 23 No v-oiatlons or 
riewations noted Major areas inspected; observation R, evaluation ol annual ladlologl- 
caf omergoncy response exercise 

CUNNINGHAM.A.L. Region 2, Ole ol the Director 08/11/03 20pp. 47601:316- 
47501:334. 

6611230369 Rev 39 to Cmorgency Plan Implementing Procoduro 3100023E. "Orksno 
Emorgoncv Organization A Rosier." Describes onsite emergency organization & pro- 
vides instiuctlens lor shift augmentation during emergency siluaiions.W/G6ll2i Ur. 
CONWAV.W.F. Florida Power 4 Light Cp. OO/TI/21. 17pp. 4763t:t00-4763t:l16. 


J. Insurance & Indemnity information 

a6ll020l0B Forwards Endoisomonta 10 lo NELIA Ceiillicatos N 59,N-26. N 26.MAELU 
Corliflcaies U-59.M'2S M-26,rospocflvely 4 Endorscmertis 8 to NELIA Coriihcale N-63 
& MAELU Camlicale M-86,respoeiivo1y. 

CARTERRd. Marsh & McLennan, Inc. 66/10/24. OlNITZ.i NRC - No Oots'led Afliil- 
ailonGtvpn 17pp 47414:107-47414:213. 


F. Operating Hcsnsa alage documents 4 correspondence 

8810280600 Summary ol 881012 meeting w/uM In Rockvii'o.MD re status ol licensing 
acilons.lls/ Of alteridses and. 

TOUniGNY.e.O. Project O.rectoieto 11 2. DD/lO/21. Project Diroclotato 11-2. 4pp. 
4732l.306-4702f:3l>9. 

68tOt803S0 Genenc Hr 66-t7 to all tiolcfars of OLs or CPs for PWRa re loss of 
OllR.Svckst and. 

cnOTCNFieLO,D Associafa Ofi'acior for Proiects (Post 8704it), 08/1O/17. Consoii 
doled EtfsonCo. of New York, Inc. 84pp, 47276:166-47279:24l, 

8810310382 Advises thol Rev 11 to TQAR l-7eA, "OA Program," conslslont w/provl- 
Slone o( lOCf R&O.App S & accopiabio. 

jUtlAN.C A. Reoion 2, Ole oi tho Oireclor 08/10/10. CONWAY,W F Florida Power & 
llglwCp. 2pp 47373:140 47373:141 

8610260184 Oonoilc Ltr 88- 10 to All iicensaos Of oporaiing reactors 4 hoidoraof CPa ra 

g em rocprd storago on opiicai d-ska.Bvc i>»t onei. 

RUTOiFiElO.D. Aaaocmto DIrociot tc Pr^octa (Post 870411). 88/10/20. Consoli- 
deled Edison Co. ol Now Yoik. inc. 4&pp 47613 00t-47Si3 046. 

6610270056 Applicsiipn lor smanti lo License NPF-i8,revisinQ control olomant assam- 
biy drop time.por Into Notice 08 047 & C-E into Duiioiin OO-OS. 

CONWAY.yyF Florida Power 8 Liobi Co 68/10/20 Documonl Control Branch {Docu- 
ment Conirol Desk) 3pp 47336:110-47336:183 

-6610270059 Proposod Tech Spoca.tevisinQ control oiornent assembly drop lima based 
on vuf <eview4>l NRC 'nfo Nol^o Sd-047 5 C-E Info OmiPllh 80 03. 

' Fiorlds Power & Light Co. OQ/tO/20. 82pp. 47336:122-47336.163. 

8611030023 Appllcaiion lor amend to LlcensQ NI’F-l6.roloxino max allowable primary 
loop resistance lamp doiector delay lime lo increase operalional Hexibilrty nr/o tis- 
creesing aalely margin. Foe paid 

CCWWAY.WF. Florida Power & Light Co, 80/10/24 DocurnonI Conirol Branch (Docu- 
ment Cwitroi Desk) 4pp, 47425 . OdO-47425 073 

-6811030024 Proposed Tech Specs, relaxing max allowable primary loop resistance 
tomp detector dele/ time lo provide Incraasod operational flaubilily w/o decreasing 
safely margin 

• Florida Powor 4 Light Co. 88/10/24. 10pp. 47425:004-47425.073, 

6611030444 Application lot emend to License NPF-i6, proposing expansion of departure 
Itocn nuclosle boilirkg 4 linsai heal rale relsied axial shape Index llrnita tor limiting con- 
dilions to< opeiBiton.Feo paid. 

CXINWAY.W.F. Florida Power & Light Co. 86/10/24. Document Control Branch (Oocu- 
menl Control Desk). 3pp. 47422 095-47422:100. 

-8811030460 Proposod Tech Specs, allow.ng expansion ol departure hem nucleate boil- 
lr» 6 Pnear haal rale reiaiail axial shapa index limiis lot limiUng conditions lor opor- 
BUon 

* Ftorida Power 8 Llghi Co 68/ 10/24. 12pp. 47422 006-47422:100. 

881 1080106 informs that facritty wfH be ahutifng down for Cycle 4/5 rafual.ng oulaga as 
early as Jan l969.Complolion ot review ol requestod rei.el trom parts ot ASME Soc- 
don X( re flow measurements requested prior to upcom'ng oulaga 
CONWAY.W.F. Florida Power & Light Co. OB/1 1/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 4 74 04:2(3-4 7404:214. 

881 1230396 Forwarefs request for addi Info re conforrnence (o Reg Guide t.97, "Steam 
Oerkeralor Wide Ranee Water Level InsiiumeniaLon." 

TOURfQNY.EG. Project Direcioraie II-2. 0B/fl/l6. CONWAV.W.F- Flonja Power 8 
Ughl Co. 3pp. 47631:354-47631:356. 


Q. Inapaciion reporla, IE Bulletins 4 correspondence 

8810030249 NRC into Notice 86-079. "Misuse ol Flashing Lights lor High Radiation 
Area Conirois." Svc kst encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411) 66/10/07. 
Coflsokdaied Edison Co. of Ngw York. inc. 1 23pp. 4 7278 242-47280.003 
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8810070114 NBC rrto fierce 83 Or?. -To-v-s Shei:s W/Ccrroi.on & Oes-aded CWwgs 

cg.aUril Even. (P«^ 6®''*'''- 

ConsoKJaied Cition Co ct Hok* York. Inc 110|>p 47280 124 47J&0235 

8810140212 NBC mfo 'I:- ;e 65 035. Broken Beia:n..ng B'oick Sljds on AftclWf Oa-lng 

RO«i.C*E*OiYtin 0l Opera'^ral (?0M 87Wn) 88/107H 

CofiSolKlate^ Edison Co oUlerttYon*. Iro. HBpp 47453 195-47<633'8 

8810260279 Rosporwls lo vwia'JOns ro?M .n BeplS 
21 Conecuva ac-.oos o:oc'-'«:ai ran depi program reviawed lo determr* .i oi'w 

aS'wfSKK'Sfco t>mn, o.:.m.r,C«»u»B»nc»(l>o».. 
meriCwiftf D«S*) 2pp. 47322 081-473220&2 

8818140018 NRC Inlo Molce 83 084. -De'actva MoKX Shall Keys in Lrni.lon>ja MWor 

Acluators S»c lisl enci doitnirxi 

ROSSI .C G OrvMon d Opera-jonai Evens Assessmem jPed jWOaii) BWlo/20 
ConsoWaleO Edison Co ol N>* York, inc ll6pp 47280004 47288 123 

8810250168 Inlorms ir.ai u'gl an5Cipa-.es corpieang aewns i^nLh^ in inv 
•loms tjy 890630,based on NBC approving CEN-I52.fiev 3 by 890331.pe« Insp Repi 
SO* 389 788 *08 

CON'WAY.W F Florida Povr« 3 Lichr Co 88710/20 Oocurnocl Con'-Ol Branch (Oocu- 
meni Conirol Oosli) ip 47270 23/-47270 232 


8818178391 HRC inroNohce 86-086. • Operato-} WrMj't,p>e Grogwls m OC ftavtiuiotk 

ftOSsfc^E*^t>v^n d Operaional Everts Assessmem (Post 870411J 88/10/21 
CorkSOlidaled Edison Co 01 New York. Inc 1l6pp 47463 081 *7463 197 


8811010410 Forwards Special Repi fcr EdtfyCoaeni Exam d Sfeam Generator Tufrng 
Ounnq Ocl 1987 for Si Lucia Uni 2 '• 

CONWAV.WF Florida Power 4 Light Co 88/10/2* OoeirmentConVOl Branch lOocu 
mom Conird Desk) ip 47402.03847492045 


-Ut 10104 13 "Eddy Coi'ecM Eiamot Sieam Oeneraior Tu&hgOunngOcl 1967." 
' Flonda Pover 8 L>ghl Co ee/l0'31 9pp 47402 037-4740204$ 


8411830126 Forwards insp Rep'.S 50-250/88 27.50 251/88 27.50-335/e«-24 8 $0-389/ 
66-24 on 8^1 2' 18 No woUlionsor devia-JOna moled 

HEROMR Regon 2,0‘c dlheOircdor 88/10/28 CONWAY ,W.F. Flonda Po»i6i 8 
Ughl Ce. 2pp 4M27 252 47*27 269 


-8811030129 insp Repls SI}-2SO/88<27.50'25l/88-27.50 335/88-2* 6 50-389/88 24 ork 
684912-16 Mo viola-xons or deviations noted Mard areas inspected envtfonoua'Ka- 
ben ol elecincal Muipmer! Indings oi previous insps 
flUFF^B Region 2, Olc el me (Srcctor 68/10/24 I6pp 47427 254-47427 269. 


8811030088 Foi>a/ds Insp ReplS S0-33S/8S2 5 6 50-389/88-25 on 8809C4 lOOi No 
sndaiions or devia'-rors ncled 

WIlSON.B a Regcn 2. 0(c of me Oirector 88/10/27 CONWAY.WF Ftooda Po»er 
AljghiCo 2pp 47424 326-47424 337 

-881 1030071 Insp Repts SO-33S/88-25 8 50-369/88 25 on 880904-1001 No vrouwns 
Or de/iBbons noted Unresolved iiem no'-euMa)0< areas tn^ecied.Tecn Spec 
compiianee operator podorr-ance. overall plant opera’jons i s-ie seanty procedures. 
PAULK.GL. BIBB.mE. CRlEMJAK.R.V Region 2. Ole d ihe Ouocioi. 88/10/2$ 
lOpp 47424 326-47424 337 


8811140020 Ack recOft Of 881013 iv ipiorrrirg NRCd s'eps taken id correci vtoiadons 
noted in Insp Repis 60-335/88-19 & 50-389/88-19 

DECKER, TR Region 2. Ofc ol the Oireclof 88/11/01 CONWAY.WF Florida Pcwvei 
SLIghlCo ip 47538317-47838317. 


8611180145 Forwards Insp Repts 50 335/88-23 & 50-389/88-23 on 860925<>0 No vxF 
latons or deviauons noied 

CllNE.WE Region 2. Ole Ol Ihe Oiiedo/ 66/11/02 CONWAY.WF Floods PowerO 
Light Co 2pp aisag 141-47589:143 


-8811180148 Insp RepiS 59-335/86 23 8 50-389/88-23 on 880925 30 No v>o>aiions 
noted Major areas inspected sccunty plan 8 impiemenina proced-j/es mgi etiective 
ness & secunty organnattonDeiails withheld I'el 10CFR2./go(d] 8 73 2>) 
STANSBERRY.WW., MCGU.RE.D Region ?, Ole d Ihe bueclor 88/11/02 Ip 
47589:143 47589 (43 


8811090396 Forwards Insp Repts 50-335/88-22 & 50- 389/68.22 on 880926-29No vtp- 
laboos or devkauoms noied 

OECkER.t r Regcm ?. 0*0 ol the Oiteclor 88/1 1/03 CONWAY W F. Fkmda Poaer 
& Light Co 2pp 47S0I 313-47501 334 

-8811090402 Insp Repts &0-335/8e-?2 8 50-389/88 22 on 880926 29 No vwlatwns Ot 
dovrsbons noted Major areas mspeciod observation 8 evaluation ol annual ladioiogr- 
cai emergency response exeiose 

CUNNiNuHAMjAl. . OtCXEH.l R Regon 2, Otc ot the Director 83/11/03 }0oo 
47501 315-47501334 ^ 


8811150122 Discusses Insp Repts 50-335/88-20 8 50 389/68 20 on 880603 8 id- 
wards nobceol violation No'jCO d vidaiion withheld (rel t0CFR2 790 & I0CFR73 2I) 
ERNST.ML Regiork 2.OIC d Iho OiteclOf 88/11/03 CONWAYWF Florida f^er & 
LrgM Co 3pp. 47547045-47S47.047. 

8811040324 Simpi 3 to NRC Info Nowe 85-106. ' Feedwater Line BreaV" Sve Lst end 
ROSSi.C E. CWiSKin ol (^laionai Events Assessment (Post 870411] 88/u/lO 
Corxsolideied Edison Co of Now York, me. It3pp 47559 072 47569.184 

6811220492 Forwards Insp Repts 50-335/88 26 I 50-389/68-28 on fl80926-30No «>■ 
ieiions or deviairoms noted. 

HEROT^R Re^ 2. Ole d the D/ecior 86/11/15 CONWAYWF FlondaPowerS 
LighICo 2pp 47827319 47627 332 

-88 1 1 220494 Insp ReplS 50 305/88 26 S 50-389/88-26 on 680926-30 No vioiabons or 
c^^iabons noiedMajor aieas mspeciedposi ro'uei-ng startup 8 power escalation 

T . JARE.F Region 2. O'c d the Oreciot 68/11/04. 12pp 47627.321. 


6811090284 NRC tnlo Noiico 88 087, "Pomp Wear & Foreign Ob.ecis in p,ari p,p.„j 

d Operational Events Assossmont (Post 870411) 88/11/is 
C^da*id^wnCo olNow Yoik, Inc. I13pp. 47601 020 47601.132 

881 10W403 NRC Ido No’ica 88 080, "Dog/adaiion of Wesiinghouso AHD flotays • s»t 

F?nffl?CE OiYsron ot Operational Evonis Aaaossmoni (Post 870411). SB/it/tg 
S^&EdW/»Co of Now York. Inc. U3pp. 47607:001-47597:113 

8811220134 Approves 880214 8 SBO0O1 roQuosls lo use allornate Insp method lo rreei 
raoivamams ol Soclion XI ol ASME code for insorvico prossuro losis 
BEHiLOW.HN. PrOled Diiociorato 11-2. 08/11/17 CONWAY.W F Flonda Power J 
Ligh! Co 3pp. 47618'357-47616:359. 

8811150088 NRCldoNolce 88-089. ‘'Degradation of Kapton Eloctrlcal Insulation' Sve 
hst ofltf 

ROSSiCE Orvdcn d Operai-onai Evods Aesossmont (Post 870411) 88/tl/2i 
Prison Co of New York. Inc- 113pp 47603 045-47603 I6I 


8811160470 NRC !n!o No’ice 88 092, "Poiontial for Sponi Fuel Pool Dralndowr*." Sve 

M^CG. OvrSon of Oporai-onal Evonis Aaeessmom (Posl 870411). 88/11/2? 
Consobdaled Ed sort Co of Now York, Inc 1 14pp. 476O0;)24-476O6.237. 


8811180315 NRC Bdletirt 68-010, "Nonconforming Molded Case Circut Breakers'' Svc 
hst ^nd 

ROSSiCE Orviaon of Operalional Events AssossmonI (Posl 870411) 86/11/22 
Certsoidaied Ed.son Co of Now York, Inc I2ipp. 47606. 001-47606.123 


R. Periodic operaling reports 8 related coirespondenee 

8011010370 'Marina Tudes Romovals St Lucia Plant Intako Canal for Thrd Quarter 
l680~W/umiaied Kr (O NRC & 881005 lir to Siaio ol FL 

CONWAYWF Florida Powor & Lighi Co. 00/09/30. HUFFJ.A. Florida. Siaie oL 5pp. 
47397083-47397.087 

8011180030 Monthly opprat.ng repis lor Ocl 1908 for St Lucio L/n-ia I & 2W/8Btll5 
Hr 

80NETT.OM flo-'idS Power 8 LIglil Co. 86/10/31. 17pp. 47607 201-47587 29?. 


S. fisporiabie ocourranesi, LERs & raiaied correspondenee 

88II090I26 Part 21 reel re doloci In iimilorquo Corp sirppllod esioty- related SM8 
v8Ne eciveiors w/RH msuieied dc moiora tnai moy noi develop luH-iated slamng 
lorg-ve ai eievaied ambioni tomps Review ol motore by liconseeB recommended 
WriKLNSON.iE Lim torque Corp. 88/11/03. Ofiico ol Nuclear Reactor Reg'jiation, Oi- 
reciot(Posie7041l) lepp 47525:227-47526'242. 


DOCKET 80-390 WA'HS BAR NUCLEAR PLANT, UNIT 1 


A. Appncsilon/consirueilon siege documenls & coirespondenee 

8811170426 FOlA laquesl lor l-sted documonis re facility 
WILIIAMSOQ jRAAssodalos. 88/08/10. GRiMSLEY.O.H NRC ■ No Detailed All ' 
aionGrven 2pp. 47557052 47557.053. 

8811010179 ACOUSTIC EMISSION SYSTEM CALIBRATION AT WAHS BAR UNIT 1 
NUCLEAR REACTOR 

HUTTON.P H . FRIESEI ,M A . DAWSON J F. Daitollo Momorial Insl.lule. Pacific Nonn 
wesiLSboralory FIN 0-2088 NUREG/CR-&144 88/08/31. D.vivon d Engmaeiing 
IPOSI 870413). 39PP 47271:285 47271:316 

8810180350 Gtmenc Ut 0B-17 lo all holders ol OLs or CPs lor PWRa to loss 0' 
OHR Svc HI end 

CRUTCHFIELO.O Associale Director lor Prolocis (Post 870411) 88/10/17. Consdi- 
daled Ed«on Co. of Now York, Itic 84pp 47276 156-47279 241. 

8810250164 Generic U< 68-18 lo all Iicensoea ol operaling reactors & holders ol CPs re 
plant <«cQ(d stwage on optical disks Svc Ust end. 

CHUTCHFiei.o,D Assoofaie Diradot lor Projects (Post 070411). 08/10/20. Consol' 
dated Edison Co ol Naw York, Inc 45pp 47513 001-47513 046 

6610250286 Fonwards Rav i to "Design Baseline & Vorlllcation Program. Correcirvs 
ActiOR Program Plan lor Un.i 1 & Common Features'' & summary of commiimenis 
cenlained m ptog'am. 

WHITE.SA Tennessee Valley Authoniy 88/10/20. Document Control Branch (Oocu- 
menl Conirol Oedi) 2pp. 47262 273-47262 316 

-8810250301 Rev I lo corrective action program plan. "Walls Bar Nuclear Plant Design 
Basekoa & Venhcal on Program " 

LOVE.SO. LYONS.J.R. JOHNSON.H C. Tennessee Valley Authority. 86/10/06. 
42pp 47262275 47262:316 

S6I035039S forwards Rev 0 lo "Walls Barr Nuclear Plant Containment Isolation Cor- 
recbve Action Program Flan." 

WHIIE.S.A Tennessee Valley Aulhonly 08/10/20. Document Control Branch (Oocu- 
mod Control Desk) 2pp. 47269:172-47269:206. 

-8810250396 Rev 0 to "Walls Gar Nuclear Plant Containment Isolation Corrective 
Acbon Piqgcam Plan " 

CKILOcRS.MS Tennessee Valley Authority. 88/08/23, 32pp 47269:174-47269:206 

851103026$ Forwards Rev l lo "Walls Bar Nuclear Planl 0-Llsl Coireclive Action Pio- 
gram Pleo." 

VVHITE.SA, Tennessee Valley Aulhorlly. 86/10/27 Documonl Conirol Branch (Docu- 
memcontrd Desk). 2pp 4745S;096-47455:II0. 

-8811030267 Rev 1 to "Walls Bar Nuclear Plant Q-Llst Correciive Action Program 
Plan." 

• Tennessee Valley Aulhonly. 88/10/27. 12pp. 47455.O90-47455:1 10. 


8611170429 rinai rei^ponso roiA request fO' documents to laci'.iiy Forwards App A 
documenis Documents ova'iabie in POR. 

OniWSl.£y.D.H wnc - no Deieilod Aimion Givpn. eO/ 10/57. waitAMS.OG JRA 
Associates. 2pp. 47557:054-47557 295 


6811220150 Forwards Rev 0 to "Catr^gory I Cable Tray & Cable Tray Supports Corrcc- 
thro Action Program Plan.” lor rov;ow & concurrence per 000527 program p’an 
WHITE.SA Tennessee Valley AuiTiorrly OO/lt/iO. Documeni Control Branch (Ooru- 
tneni Controt Desk). 5pp. 47625 346-47626.007 


-6S03l20tt9 Provides no comments or obfcctions to issuance of rfreft frconsea subnvi- 
ted by 050257 & 20 memos. Supplomontol input updating status ot Urttesoived Safely 
Issue A-46 son! to Oiv of Liconsing by s^areto memo 

SPEIS.T p Division of Saloty Tochnology (000420 051124). 05/03/04 
THOMPSON.H.L. Division Of Liconsing (000420-051 124) 1 p. 47567.056-47557.056. 

-6603150364 Concurs w/proposed license package rolorrod to in 050227 iT)emo.subi to 
ebangos & comments iisloa 

BERNEPORM Division of Systems fniegration <01 (005-851 124} S5/03/8S. 

THOMPSON, HL Division of Licensing (000428 651124) 2pp. 47667.057.47557.058. 

-6504030469 Advises that facility i.eonso package has been rGvinwed4)Oi 850227 
request Mod of License Condition 23 suggested duo to addioas'r^g only pan ot Qonor- 
ic Ltr 63.28. Proposed condition submitted 

CRUTCHFIELD, 0. Assistant Diiocior tor Safely Aaaossmenl. 05/03/27. 
THOMPSON.H.L. Division ol Liconsing (000420 051 (24). ip. 47557061.47657:001. 


-681(230(55 Rev 0 lo "Caiogory I Cabio Tray & Cable Tray Supports Correcilvo Acaon 
Program Plan" 

’ Tennessee Va'iay Authority B0/i I/1B. 20pp 47625 340 47620.007 

8811390166 Forwards ROvr 1 lo "V/atts Gar Nuclear Plant Electrical Conduit Support 
Coftecbvo Action Profl/am Plan," for NRC roweiv & ccncurtonce 
WHITE.SA. Tennessee Valley AuthoriW BO/tl/lO Oocumeni Control Qranch (Docu- 
menl Control Desk) 2pp 47641:317.47641.335. 

-6611230169 Rev I lo "Walls Bar Nudoai Plant Electrical Condu.i Support Corrective 
Action Piogram Plan." 

’Tennasaeo Valley Authority. 88/11/18 I7pp 47641:319-47641.335. 


F. Securiiy, medical, emergency 6 fire protection plans 


-6S041E0601 Forwards second draft ol license. Concurrence & corrections lequesied 
within 1 wk. Large number of license candHlons dropped or modeled as result ni com- 
monts on 050327 licenso version. 

THOMPSON.H.L Division ol Licensing (000420-051124). 05/04/03. SPEIS.T.P. Dnrt- 
sfon of Safely Techno)r>fly (D00428-06T124). I8pp 47657.003-47557 070 


6611038108 Forwards Insp Repls 50 360/S6-04 & 50-391/00 04 on 060710- 0815 No 
violaUons noted or deviations noted.Two unresolved Korns re hydrostatically oxam.nod 
welds & hanger analysis & update program identified 

MCCOY.F.ft Region 2, Ole ol Ihe Director. 88/10/24 WHITE. S A. Tennessee Va'ioy 
Auihodiy 2pp 47439 097.47439.1 ID 


-B604240703 Concurs w/aecond draft ileenso w/ono excaplion ro Attachmcnl 2jiem 3. 
"Llpgrade Emergency Oporafrng Procedures " Horn should bo dalofod. 

RUSSELL.W.T. Division qI Human Fectora Safety (Q00420.&51124). 65/04/11 
THOMPSON.H.L Division of Licensing (000430-051124) Ip. 47557 .0ei-475&7:00l- 

-6605000311 Providos no Objections to issuance of proposed license oncl w/650403 
momo. 

SPEIS.T.P. Division ol Safoty Technology (000428.851124). 85/04/09 

THOMPSON.H.L. Division ol Licensing (600420-851124). 1p. 47667 000-47667 080 

-6505310017 Forwards third draft OL lor review. Status Hat of remaining open tssues w/ 
projeclod subrnllial dates also oncl Corrections lo OL & concurrence requosidd wlinin 
1 wk 

THOMPSON, H L. Division ol Licensing (8OO428-06tl24) 85/05/21 KNIGHTJ Divi- 
sion of Engineering (pfo-061 126). 10pp. 47657.062-47657 094 

-6606100185 Concurs w/lhltd draft ol license end w/65052l momo 
nuSSELt.WT. Orviaton of Human Faclore Ssloty (800420-851134). 85/05/30 
THOMPSON.H.L. Division ol Licensing (000428-051134). Ip. 4765?.095-47567;095. 

••8ST2 130300 Forwards summary ol 0(. rovlow costs 6 eupportmg documontailon for 
040634-1202 Addi Iqo 9 could bo aasossod up (o now ceiling or lor Mi cosi ■! couing 
olimlnaiorl prior to issuance o' OL. 

HOLLOWAV.CJ. License Poe Monaeomeni Otench (Pro 061123) 66/12/06- Llconso 
Foe MsnaoefhOhl Branch (Pro 661123). 2pp. 47S57.O90.47887'O97. 

-6811170493 Fofwards draft OL & environ protection plan 8 repiacemoni pagosto Imal 
draff Tech Specs Necessary oxempHons shou'd be roouesiod promptly. 

NOVAK.T.M. Assistant Director for Licenstng 05/05/20. PAflflfS.H.G. Tonnessee 
Vfitley Authority. 200pp 47657:098 47567:296. 

8611010169 Forwards results of tosiing ot Onon Model 1770 coniimious cNoino 
anaiyzor.LKii plans to request, in Ni’OCS porm'd (onowai eppucsFon.ihot coni-nuous 
ctitonna analyzer ba removed sinco uiii unaUe lo acQuiio accurate anetfzer 
8CMMi6flOACM.M Tennessee Valioy Authority. 00/10/28. ST£WARf,P.L. Tonnes- 
see, State ol. tOpp. 47397:156 47307:165 

6811080312 Advises of proloronce 10 Include monitoring roovromerMs in NPOES potmii 
(or discharge Serials tOS & 10!) rather then conducting requested pH study 
SCHMlGnSACH.M. Tonnossoo ValiOy Authority, 60/11/02. STEWART.P.L Chaiienoo. 
ga, IN. 2pp. 47475.063-47476 054. 

88(1070213 Nolilicalion ol 08t1t4.18 mootings w/uiil m Spring Crty.TN to discuss 
CROR (or plant. 

AULUCK,n. Ofc of Special Pro;octs 86/tf/03. BLACK, S. Ofc of Spociaf Projecls- 
3pp- 47401:113.47461:116. 


-6611030111 Insp RopiS 50-300/68-04 S 50-361/B0-O4 on 660710-0815NO violations 
neieri Major areas tnspeefed fue prevention & l.ta protection, testing of pipe supports & 
(osirofnt 8ys, pipe welding record review A hangei anetysis. 

BARR K P. WALTON.Q.A. Region 2, Ofc ol the Director MCCOv.F R Ole ol Spec'a' 
Ptr^eclS 88/10/24 2tpp 47439.0GO-47439 119 

880170428 Final response r-OlA request for documents ro focMy Forwards App A 
docutirenia Oocurnonts available in I^R. 

QRIMSLEY.O.H NRC • No DolaUsd Allillatlon Given 08/10/27. WlLLlAMS.O O JRA 
ASSOdalOS 2PP 475S7:054-476&7:O5S 

-86042407D3 Concurs w/socond drafi license w/ono oxception ra Aiiactimeni 2.ltom 3. 
"Upflredo Emergency Opotaiing Procedures." Item should be cisletod. 

RUSSELL.W.T. Divis.on ol Humah Faclors Salaty (800426 851 124). 05/04/11. 
THOMPSON.HL. D-vhlon of Licensing (aoO-l20 BS 1 124) Ip •f?657'OBl-475S7;O0T. 

6810310017 Generic Ur 68*10 lo ell fuel cycle ladiity licensees 
possASSing.using.impeiiing.expoiling or iransponing formula quaniiiics of sirsloglc 
SNM re use of Madly force by iloensoo guaros lo provoni liiofl ot SNM Sve I'-sl oncl. 
BURNETT.fl.F. Divisfen of SefOfli;srd8 i Trenspo/ialion (Post 870413). 00/10/20 
Consoiidaied Edison Co ol New York, Inc. 31pp. 47613 047-47513 077 


0. intpeclien reports, IE Builetine A correspondence 

8810030249 NRC inlo Notice 88-079. "Misuse ol Flashing LIghie lor High Radiation 
Area Controls." Svc list and. 

ROSSI.C.E. Otvis-on ol Ouoratenai Events Assossmeni (Post 070411) 60/10/07. 
Cor^idaieo Edison Co ol New Yoik, inc I23pp 4727O:242-4720O 003. 

66100701 14 NRC Into Noiico 00 062, "Torus Shol'e W/Corrnalon & Dogredod Conlinga 
In BWR C^iainmoniB " Svc I'St enci 

flOSSi.CE. Division ol Opetailonoi Events Aesossmbni (Post 670411] 06/fO/l4. 
CoASOHdatod Edison Co o' Now York, Inc I lOpp. 47260.124 -47260 235 

8810140212 NRC Into Noiice DO 0B&, "Droken Retain-ng Block Studs on Anchor Darling 
Chock Valves" Svc Hsi enci. 

nosSf.C.E 0.vi8(on of Operatfonei Evenis Assossmonf (Post 8704lf) aa/tO/M 
Consofldaiod Edison Co of Now York, Inc. lIBpp. 47463:199-47463:310. 

8610140016 NRC Inlo Notice 08 084, "Delective Motor Snail Keys in Limitorque Motor 
AduaUMs." Svo list oncl. 

flO^.CE. 0«/i5roo of Operaf/onal Evonis Assossmeni (Post O/O-iH). 06/10/20. 
ConsoHdalod Edison Co. oINew York. Inc ItOpp. 47280.00-1-47260:123. 


8811150166 Documents change in aubmiltel echodulo (or corrocuve acuon program 
pians Ulil experiencing 2 to 3 wk delay In roview & approvol.Plan wiV bo submilled no 
laler th8r)890lf7. 

QRIDLEV.R Tennessee Valley Authority. 08/11/04. RICHARDSON.S D 0(c ol Spe- 
cial Projocts. 2pp. 47647:052-47647:053. 

6611210132 Forwards responses to 660831 commonla on vertical slice revlow pinnllsi 
ol commitments contained In submittal also oncl. 

OflIDLEY.R. Tennessee Valley Authority. 08/11/16. Document Control Branch (Docu- 
ment Control Desk). 12pp- 47680:134-47688:146. 


6610170391 NRC Inlo Notice DB-0HB, "Opeiaiing W/Muli pio Grounds In DC Oistributfon 
Sya" Svc list enci 

ROSSI.CE. Ovision of Oporationai Events ABBessment (PosI 870411) 88/t0/2l 
Consr^ldaied Edison Co. of Now York, inc. il0pp. 47403.00 1-47463.197. 


0610270444 DiscussQs insp & Invosllganon beg nning on 061203 re rcqufremaiifs of 
IOCFR50./Vpp B & forwards notice of vlolal'On.Vyhilo slaiemonl ro non-TVA exports 
madew/cerolesa disregard for truth & While lesllnnony (also. 

TAYLOR.J.M. Ofc 01 the Executive Director for Operations. 86/10/21. RUNYON.M.T. 
Tonnosaeo Valley Authority. Bpp. 47325.006-47336.017. 


6811220176 Forwards aialuB ropt ol cooling lower blowdown line repairs, es commiiled 
In 880824 Hr. 

SCHMiEROACH.M. Tennessee Valley AulhorHy. 00/H/I6. STEWART.P.L. Tenrwa- 
seo. Slate oL 3pp. 47617:130.47617:132. 

001 1230126 Forwards Rov 0 lo "Seismic Analysis Corrociivo Action Program Plan," for 
review & concurrence per program plan dtd B80527. 

WHITE.S A. Tonnessee Valioy Authorily BB/li/lO Documeni Ccrntiol Branch (Docu- 
ment Control Desk). 2pp. 47626.006-47626.031. 

-881(230129 RavO (0 "Seismic Analysis Correciiva Acdoft Program Plan." 

• Tennessee Volley Authorily. B8/t 1/18. 22pp. 47626;010-47626:031. 

661 1230136 Fonivarcis corioctivo action plan (CAP) for Unit t hanger & anafysfs update 
program (or NRC revlew.per uill 680527 program plan. Summary of commicmenia con- 
tained in CAP provided in End 2. 

WHITE.SA. Tennessee Valley Authority. 66/11/16. Documeni Conirol Branch (Docu- 
menl Control Desk). 2pp. 47622.120-47622:140. 

-881 1230141 Rev 0 lo "Hanger & Analysis Update Program (HAAUP) CerrecOve Acllon 
Program Plan." 

• Tennessee Valley Autlioniy. 08/11/09. I8pp. 47622:122-47022:140. 


-6810270456 NoHco of Violation from insp & Invostigaton on 661203. Violai-or^ 
not^trrdsloadlng & lalso stalomenis made by Wfiiie, licensee repiosontativo lo NRC 
In cenes^ondence & In interviowa w/NRC invesllgaiora. 

TAYLCW.J.M. Ofc of the Execulivo D-roclor lor Operations. B8/10/21. 4pp 
4732SOJ4.47326017. 

881 1030106 Forwards Insp Repia 50-390/66-04 & 60 391/08-04 on 600716- 0815.No 
vfotalfons nolod or daviaCons noied-Two unresotvod ilems re hydroslallcally OKamined 
welds & hanger analysis & update program Idontidod. 

MCCOY,F.R. Region 2, Ole ol the Director. 88/10/24. WHITE.S A. Tennessee VaHay 
Aulhotrty. 2pp 47439;087.47439:119. 

-08110301(1 Insp Reple 50-380/60 04 5 6O-391/08-O4 on 88£)7ia 08!5No vldaiions 
noted Major areas Inspectod.lire prevention & liro proiecllon.loslmg of pipe supports & 
restrain! ays, pipe welding record review & hanger enalys's. 

8AflR.K.P., WALTON,G.A. Region 2. Ofc ol the Direclor. MCCOY, F.H. Ofc of Special 
Projocta 88/10/24. 2lpp 47439 099-47439:1 10. 

88T1040324 SuppI 3 to NRC Info Notice 80-106. "Feedwater Line Break" Svc list end 
ROSSI.C.E. (Jivislon of Opeiallonai Events Aasesamenl (Post 870411). 08/11/10. 
Consoidaiod Edison Co. of Now York, Inc. f t3pp 47656 072"f7559. 104. 
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miOW2S4 NRC in’o NoKe 86-067, Punp Visa t fweqfi 0!>*K« m Mart P4i«9 

■ S'Ciisteftci _ ^ , iPM) A7ivini aani/iB. 


R&S?cV *C^»’4^ ol Opera wa! Evenis ASJeswnent (POW 

»13pp «7M.0?(M760M32 


MliM0403 NPC Irito Nov«M-088. ' Degradairoo ol VWeiSr>9Wwe WIDReUi*’ Svt 
bsl DOCi _ .... .n.,. bllUlll AA/ll/lfi 


Rol^.CE Dmskm ol operawnal Events 

Con«*dated EtSwo Co of New York, inc HJPP 47S97001-47597113 


44111 SOOM NflC In'o Nowe 88-083, ' De^rada'jon of Kapion Eieclncal lnsi4au>n Svc 

bsi Orel. _ . _ JO.,! BMtjiti AAfiifoi 


fioIsfcE Oivi&on 01 Opeiatronai Events 

Cc^>soWa\ecJ E<SSor Co ofHew Yotk, Ine 113PP 47603045-47603161. 


4411140470 NRC Info Notjce 88-09?, •Poientwl kx Spool fuel Pool OrartJowfl - Svc 
kSt enci . _ . . . ...... .b,... aM<iik ce/il/O? 


RolsrCE OtviSHW of OperaDonal Events Assessment (Posi aTOjlM 48/11/22 
^solideled EtSson Co. olNew Vod*. inc lUpp 47606124-47006237. 


441114431$ MRC BuPebn 86010. '•Nonconforming Uol<te<1 Case Ceoxl BreakefS ■■ Svc 

Rol&.CE CMSron ol Opwawmal Events Assessment (Posf 8704111 88/11/22 
Consolidaled fdaon Co of New Yodi. Inc 12lpp 4760600i-47606123 


S. Reportable eccurreneee, LERe 4 reliltd corretpondence 


481109012S Part 21 lepl le defect m urrutorgue Corp suppud safely telaied SW6 
va/ve actuators wJPH msuiaied <Jc motors wai may «* develop M rated siaruig 


varve dw(if«iura ifiwiiefM ^ vie** , 

uyque at eievaied am6eni temps Review ol motors by hcensees recommended 
W;t.KlNSONiE Ixmicvqoe Corp 68/11/03 Offee ol Nudear Roacior fiegl^a1<l^ tV 
rector (Post 87041 1| 16pp. 47S2S2S7-47S25.242 


DOCKET (0-361 WATTS BAR NUCLEAR PLANT, UNa 2 


A. AppikeUoo/eontIructlon atege documents 4 cerretpondence 


441 1170428 fOIA leoimi lot ksied documents re facikh. 

Wll.UAMS.0(3 JRA Aasocufei 84/Od/IO. ORfMSL^.OH NflC-NoOei»iedAlS6 


allonCwen 2pp 47SS7062-47$$7 0d3 


4410140380 Qenene iv eo-t? Ip all noiders oi Ou o> CPs io> PA'Rs re loss oi 
Ohr Svc bit «ncL 

CRUTCHPIElO.O Aa»ec>4is Ouecipr for Pioyecis (Post 870411) 88/l0/i7 Censc* 
d4ied Edison Co O' New York. Ine 8400 47278 186-47273241. 


4410280184 <3«n«ne Lir 48-14 ip al licensees Of operating ceaclors 8 hoidets olCPsce 

S ani recpro Storage pn optical disks Svc list end 
3UTCHPIEU0.0 Atsooace Ouector (or Pn^U (Post 870411) 84/10/20 Consok- 
dated Edson Co «' New Yom. me aSpo 47 Si 300 t- 478 i 3048 


8810280244 forwards Rev 1 10 'Oe$>gn Sssebne 4 ven/iceMn Program. Cofecuve 
Action program Plan (« Uni t i Cer,m<m Features A tumrr^/y Ol comrr.nnems 


concaxied mprogram 
V/MTE.SX Tennessee VaPe-f AuVioniy 86fi0/20 OocumprACCinoOBiaAcMDoU)- 
meni ConifOl OeSK) ?pp 47267273-47282318 


-44102$030I Rev I lo cotiocuve a cbors program pfa-n. ‘Wsiis Bar Nuefear Plant Design 
Basekne 8 Ver,ricaoon Pipgiam " 

LOVE.SD, LYONSJR, jOhnSON.HC. Tennessee Vaiey Ao-Jwiiy 88/10/06. 
42pp 47262 275-47262318 


4810250335 Forwards Rev 0 lo 'V/arj Ban Nuctev Ptani Contammem Isolaiion Cor 
fecKve Aclion Program Plan " 

WHITE.SA. Tennessee Valley Audioniy 68/10/20 Oocumeni Condol Branch (Ooev- 
ment Control Desk). 2pp 47269 1 72wi 7269 206. 


-8410250394 Rev 0 lo "Wafis 6ai Nuclear Plani Cocvaimneni isoiavon Corrective 
Action Piwam plan.” 

CHILDERS.M& Tennessee Valley Authority 86/08/23 32pp 47269174.47269206 


4411030265 Forwa/de Rev I lo 'V/acis Bar Nuclear Piani Olisi Coneemre Action Pep 
orans Plan ” 


S am Plan 

HiTE.S A Tennessea Vadey Auihon^ 88/ 10/27 Oooimeni Conpol Branch iDocu- 
men( Control Oesb) 2pp 47455.096-47455:110. 


-48tt030267 Rev 1 IP "Watts Bu Nuclear Punt 04jsi Coneciive Ac^ Piogram 
Plan" 


' Tennoasee Valley Autnonty 88/10/27 12pp. 47455 09847455110 


4411170426 rnal response FOIA reguest for dpeumenCa 'o fecPty Foiwards App A 
documents Oocuments availabfe In PDR. 

GRlMSLEY.O K NflC • Np Detailed ANiRation Owen. 68/10/27. Vt/lillAMS.OG JHA 
Asaocieles. 2pp 47557:054-47557 295 


-46031S0344 Concurs w/pioposed (veense package lelerred to m 850227 memosiM to 
changes 8 convnents hsieo 

BERNERO.RW. OivisHyi ol Systems IntegrsPon (6 1 1005-85 1 1 24] 85/03/08 
THCWPSON.HL Division of Ucensmg (e004?§-851t24). 2pp 47557057-47557 058 


flUSSElt.WT. OvisKm of Human Factors Safety (0OO428-85tl24) 85/03/08 
THC1MPSON.HI. Onswn ot Licensing 180042B 851124) 2pp 47557.059-47557-060. 


-8604240703 Concurs w/$econd draft license w/one e»ceplion re AitactMm 2 Item 3 

•'Upgrade Emergerwy Operahng Procedures." Hem should be deleted. 

RUSSEll.WT. ftwhon ol Human Factors Salsw (8(X)428-85il24i 85}iUfti 
THOMPSON.H L Division of Ucensifig (600426.851124). 1p.4755708t-475»M1 * 


-4506000311 Provides no otijectiorst to issuance of proposed kcenae end w/850403 
n^fTio. 

(600428051124) 85/04/09. 

TFtOMPSON.HL OMsion pi Licensing (800426-851124). IP- 47557080-47557.080 


6411010189 Forwards results ol tesung ol Onon Model 1770 cont'nuojs ch'ori.-e 
analyrer um p'ans 10 reQuosi. n NPOES potmn lenowal eppiicetion.ihai com -luous 
chlonne analyzer be removed since utii unab'o 10 oequuo accurate analyzer. 
SCHMlERBACH.M Tennessee Va'Ioy AulhO'Hy 88/10/28. STEWART, PL. Tennss- 
see.SiBiaol lOpp 47397. 156-47307. 165. 


8811080212 A(ltf:ses ol prelerenco to include monlinnng roquliemonis In NPDES pa.-rrit 
ter discharoe Serials I05 4 109 raihor than conducting roquostod pH study. 
SCHM'ERBACHM. Tennessee Val'ey Aumonty. 80/11/02. STEWART, p.l Chauanoo 
ga.TN 2pp 47475 0S3-47475.054. 


8811150166 Oooumenu change .n submtial schodolo (or correciive action piogia-n 
plans Ukl eipenancing 2 10 3 wk delay in rovlow & app'oval Plan will be sobmitied no 
bier than 690117. .. 


GRlDLEY.R. Tennessee Ve'ley Auihonly. 80/11/04. B1CHARDSON,S.O. Ole ol Spa 
Clal Prolecis 2pp 47547:052-47547 053 


6811210122 Foiwa/ds responses 10 860031 commenta on veriical slice review p'an Utt 
ol commnframs comamed in submlHal also end 


OT C0'»nTlllT9tli> tviudinou Pfi»w 

GfliOLEY.R TannesseB Vaiey Aulhorily. 88/11/15. Document Conlrol Bmnch (Docu 
manl Control Desk). I2pp 47568.134-47500:145. 


8811220176 FotwA'da status 'opt ol cooling tower blowdown line rope rs. as committed 
in8B0B24 1ir. .. . 


SOHMlEfl0ACH,M Tennessee Valloy Auitionly. 08/11/16. STEWART, P.L. Tenras- 
see. State ol. 3PP 47817 130 47617:132. 


8811230126 Fonvarda Rev 0 lo "Seismic Analysis CorroCtivo Aclion Piogram Plan," loi 
review 8 cpncu'renco per program plan did 660527. 

WHiTE.8 A. Tennessee Valloy Auihonty 88/11/16 Document Conlrol Branch (Oocu 
menf Conlrol Desk) 2pp 47620:009-47626 031. 


-8811230129 Rev 0 IP "Seism c Analysis Corrocllvo Aciton Program Plan.” 
’ Tennessee Va'iey Auihonty 08/11/18. 33pp 47626:010-47626:031. 


8811230150 Fotwaids Rw 0 10 "Ceiegory I Cab'd Trey & Cable Tray Supports Cottec 


bve Aclion Ptog/am Plan," for review 8 concurrence per 800527 program plan 
WHiTE.SA. Tennessee Val’ey Aulhorily. 0B/1I718. DoCumeni Conirpl Branch (Oocu 
meni Comioi Desk), 2pp. 47625 346-47626 007. 


-861123015$ Rev 0 10 "Category l Cabio Trey & Cable Trey Supports Corrective AeOo 
Progra.m Plan " 

' Tennessee ve'ley Aulhni iy 68/11/16 20pp. 47625:348-47626.007. 


I4II230I66 foiwards Rev I 10 'Walls Bar Nucloor Piani Electrical Conduii Suppo 
C«<ec'-ve Action Program Plan," for NRC revlow & concurienco. 


WHiTE.S A Tennassoa va’ioy Aumority. 80/1 1/10. Documsnl Control Brench (Doct 
meni Control Desk) 2pp 4764i;317-4764l:3S5. 


-8411230169 Rev 1 to "Watts Bar NuCear Plant Electrical Conduit Support Conecw 
Action Progiam Plan” 

• Tennessee val'ey Auihonty. 86 / 11 / 10 . 17 pp. 47641 ; 310 - 47641 . 338 . 


F. Seeurily, medical, emergency 4 lire proiecllon plane 


8811030108 Forvraida Icssp Rapts 50-300r0B-04 & 5Q-3BU8B-(M Ort BBOTtO- 081SS 
vwia'xms noted or deviations nolod.Two unresolved iloms ro hydroslatlcally examint 
welds & hanger analysis & update program idonilliod 

MCCOY.F.R Reg on 2, Ofc ol Ihe Dnecior. 68/10/24. WHiTE.S A. Tennessee Valli 
Auihonly 2pp 47439.097-47430.119 


-4811030111 Insp Repis 50-390/00-04 & 50-361/60-04 on 880718-0015 No vk)laliO< 
noted Major arees inspectod.lire prevention & lire proiecllon, losUng ol pipe supports 


resUBinl sys. pipe welding record roviow & hangor analysis. 

BARR.KP. Reg'on 2, Otcol the Dirocior. 66/10/24. 21pp. 47430 099-47439.1 19. 


8411170428 Final response FOIA requosi lor documents re lecHity. Foiwards App 
docvmants.Oocumenis ava lable m PDR. 

GRlIASLEY.DH. NftC . No Oeiailed MWation Given. 06/10/27. WILLIAMS, O.G. JP 
Assoclaies. 2pp 4756? 054-47557.055. 


-8504240703 Concurs w/second draft license w/ono exception re Attachmeni 2,Uerri 


"Upgrade Emergency Operaimg Piqcaduies." Horn should be deleted 
RlJSSElL.W.T. Dtvislon ol Human Factors Safely (800420-851124). 85/04/' 
THOMPSON, H.L. DivlS'On ol licens-ng (800428-851124). Ip. 47557:081-47857:081. 


4810310017 Generic LU 88-19 lo all fuel cycle facility license 
possBSSlng.us'ng, Importing, exporting or transpoiling formula quanliiles ol strata 
SNM re use ol deadly force by licensee guards to prevent theft of SNM.Svc lisi er 
0UHNETT.RF. Division oi Safeguards s Transportedon (Post 070413). 88/10/: 
Ojnso'daiod Edison Co. ol New York, Inc. 3ipp. 47613 047-47613 077. 


8411220072 Informs NRC that Unit 2 corrective actions will not be completed as prt 
ousfy commiued.upon reassossmeni of completion schedule. Forwards specific cc 
m.tments & const deliciency tepis alfecied by hold on schedule. 

GRlOLEY.R. Tentwswe Valley Authority. 66/11/17. DMumenl Control Brench (Do- 
men! ConVol Desk), 5pp. 47620 126-47620 130. 


0. Inspection reports, 1E Bulletins & correspondence 


4810030249 NRC Info Notice 66 079. ''Misuse ol Flashing Lighls for High Radial 
Area Controls " Svc list end 

ROSSI, C.E. Division of Operational Evenis Assessment (Post 870411). 68/10/ 
Consoldaied Edison Co. of New York, Inc. i23pp. 47279:242-47280.003. 


8810070114 NRC Info Notice 68-082. "Torus Shells W/Corroalon & Degraded Coati 
fn BWR Confammenls." Svc fist end- 


ROSSl.C.E. Division of Operational Evenis Assessment (Post 670411). 66/101 
Consolidated Edison Co. of New York, Inc. 1 lOpp. 4720O;124-4728O:236. 


6810140212 NRC Info Notice 68 085, "Broken Rotalnlng Block Sluda on Anchor Dar 
Check VaNes." Svc hsi end. 


ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 88/IO1 
Consolidaled Edison Co. of New York, Inc. llBpp 47463:109-47463 310. 
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8810140016 NRC inlo Nol'ce 00-004. ' Onfociivo Molot $^ha<i Keys In Umilotiiuo Moux 
Aclualors " Svc Iisi end. 

n05Sl.CE Oivis'on of Opc'ai.onal Events Assossmoni |Poai 070411) 06/10/30 
Conso'idaietJEOsonCo ol Now Yoik. inc. nSpp 47280004 47200.123 

6010170391 NHC Inlo Notice 08-006. "Oporating W/Muitipie Orounda in OC Disitibulion 
Sys." Svc I si enci 

nOSSi.C.E Division ol Oporaiionai Evonis Assossmoni (PoM 070411). 60/10/21. 
Conspifclaind Ed son Co. ol Now York. Inc i I6pp. 4 746 3 061-47463 107. 

6610270444 O.scussos Insp & tnvrisiigalion bognning on 061203 ro (oquromonta of 
lOCFnsO.App B & lorwards noilco ol violation Whiiu aioiamom ro non-TVA exports 
(nape w/careloss dis'oga'd lor iiuHi & While loatimony false. 

TAYLOR. J M. Otc ol Ihe Exoculive D.focior lor Operafona 80/10/21. RUNYON.M.T. 
Tor.nossce Valicy Aulhority. Opp 47325. 006-47323 O' 7 

~661027Q4S6 NoHco Ol violelion Irom insp & ihvoaiigaiion on 061203 Violaban 
noiod:misieacling & laiso siaiomonts mado by Whno. Iiconseo represeniairvo to NRC 
in corrospondonce & in inloiviQwa w/NRC invosligaiors. 

TAYLOR. JW. Ole ol iho Exocutivo Oiiocior lor Oporaiiar\s. 88/10/21 4(X> 
47325:014-47325017. 

8611030100 Forwards Insp Ropts 50-300/06-04 & 50-391/00 04 on 000716- 0&I6.NO 
violations noted or dovial'Ons nolod Twa unroaolvod Koina re hyd'OsCaUcaHy oxamiioct 
wQ'ds & hanger analysis & updalo program idontil>ed. 

MCCOY, Ffl. fleolon 2, Ofc of tho O.rociQi. 80/10/24 WHITE, S A. Tennessee Varey 
Aulhorlly 2pp 4743g.097-47439.119. 

-0011030111 Insp Ropts 5Q-39O/0O-O-1 & S0-301/&0-Q4 on 6eo7lO-O0l5No violaiiona 
r.oiod. Major arose Inspeclod lno provontion & liro pioioctlon.iasUng oi p pe supporta & 
rosiia'.nl sys. pipe wold.ng record rovlew & hnngor analyeis 

BARfl.K P., WALTON, G A Region 2, Ole ol ibo D rocioi. MCCOY .F.R, Olc ol Spooai 
Pfci;ecl9 08/10/24 21pp 47439.090-47430. 1 19. 

8611040324 SuppI 3 lo NRC Info Nolico 88 106. "Feodwaior Uno Break." five Vst end 
R05Sl.CE. Oivis'on ol Oporaiionai Events Assessment iPoel 870411). 80/11/10. 
ConsoWdaiedEdsonCo oiNow York. Inc Il3pp 47559 072 47559.104. 

8811090294 NftC Info Notice 80 087, "Pump Wear & Foreign Objods in Piem Piping 
Sys." Svc Mat end. 

ROSSl.CE. Division of OpoiatiOnol Events Assossrneni (Post 670-411). 08/i1/16 
Consolldaiod Edison Co o< Now York, Inc. 1 13pp. 47601 020.47601 132. 

0811090403 NRC Inlo Not'CO 60-006, "OogrodaUon o' WoHinghouso ARC Rolaye" Svc 
list end 

ROSSl.CE Div.slon ol Operauonai Evenia Aaeoasmoni |Mo$i 0704II). 0O/11/16. 
Congo'idalod Edison Co. 01 NawYo'K,lnc I13pp 47597.00i-47697:ii3. 

081 1820072 Inloima NRC ihet Unit 2 corrocUvo actions wni riot be compioiect as ptovi- 
ou$V commiiiad.upon reaasossmeni of compiei-on ichMuie forv/S'ds spocriic com- 
miimonis & consl deiicioncy ropia aHoctod by hold on schodu'e 
ORlOLEY.R. Tenneeeoo l/oKoy Aulfiorlfy. 69/ 11/1 7. Oocumunt Conirol Branch (Oocu- 
ment Conliol Oosk). 5pp. 47620; t26'47e20'l30 

0011150088 NRC Inlo Noiico 68-009. "Oou'adation ol Kapton Elocbical insuiai-on." Svc 
llsl enci. 

ROSSI, C.E. Oivls'-on ol Operational Events Assessment fPost 8704U). 00/ii/2i. 
ConsoliOBiod Edigon Co ol Now York, inc. 1 13pp 47603 0'15'47603;16I. 

8611100470 NRC Inlo Noilce 60-092, "Poionnai lor Sponi Fud Pool Oraindo-wn." Svc 
let end. 

ROSSl.CE. Division ol OperaUonei Evonlg Assossmoni (Post 6704ii). 60/11/22 
Consd-daisd Edison Co 0/ Now York, inc ll4pp 47906. »24.47606.237 

98 1 11903 IS NRC SuHeirn 69-010, "Nonconform'ng Molded Case Cieci/t Sroakore '* Svc 
list enci 

ROSSl.CE. Oivis'.on of Oporationaf Events Assessment (Post 670411). 66/11/22. 
Conaolidsiod Edison Co. ol Now York, Inc 12lpp. 47006 001-47606.123 


8. Reportable occurrences, LERa A related correspondence 

0011090125 Part 21 rept ro dafoci in Limlioraue Corp supplioU safely- le'aiod SMB 
veVe actuetora w/RH Insuleicd dc motors fnal may nul develop fUf-reiod sradetg 
lorquo at elevated amblont lemps Review ol motors by hconseos rocotrunanded 
Wl(.KiNSO.V,l.E. Limilorque Cotp. 66/1 1/03. Oflico of Nuclear fToacior Rogulaiion. Oi- 
lector (Post 870411). IGpp. 47626 227-47625 242. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


P. Securily, medical, emergency A lire protection plans 

9810270346 Rev 9 Id Emergency Plan Implomenting Procoduro EPP-015. "Naiuraf 
Emetgoncy lEarthquake.Tornadm.'' W/661024 lu. 

COL/NT, C.M., BRAOHAM.O.S. souih Carolina Eloclnc A Gas Co. 86/10/24. iSpp. 
4?324.3l2-47324;326. 

8810310017 Generic Ltr 06-19 to all fuel cycle faciity liconseos 
possessing, usmg.impotling.oxpoitlng or Uansporting formula quanMies ot airalegc 
SnM re use ol deadly force by licensee ouaros lo prevent ihefi of SNM.Svc i«l enci 
Burnett, R.F. Division ol Safeguards A Transportation (Post 070413). 80/10/20. 
Consolidaied Ediaon Co. ol Now York, Inc. 31pp. 47513.047-475I3.077. 

8811030101 Forwards Amend 23 lo security plan & Amend 9 lo (raining S quaUicaimn 
p'an.Amende wilhho'.d (ref 10CFHV3.21). 

BRAOHAM.OS South Carolina Electric & Gas Co. 98/10/31. OocornerX Conlrof 
Branch (Document Control Desk). 1p. 47439;308-47439:30fl. 

8811690290 Forwards Insp Rept 50-395/80-19 on 880901-30 & notice ol vlotation 
REYES.LA. Region 2. Olc ol the Director. 88/11/01. BRAOHAM.O.S SouUi Carolna 
Electric & Gas Co. 2pp 47625:267-47525 296. 

-8811090391 Notice Ol violation from Insp on 86090 t-30.Violatlc>n noted failure lo Men- 
lify that Remote Into Acquisition Cabinet 6 inoperable alter lightning sto*m,tesiiiiing fei 
epp/ox 6 day daisy in esl^abllshing required componssKyy lire watches 
BGYES,L.A. Region 2, Olc ol the Dirocior. 88 / 11 /OI. ip. 47625-269-47525.289. 


—8811060293 Insp Rept 50 305/68 19 on 800901 -30 Violalion noierlMajor ereos 
inspected monihly surve.iiarice observai-ons. monthly maim obsoivaiion,o,neratianai 
SBiohr wvrticetian, ESF sys walKdown & other areas 

PREAVATT£.fi t , HOPWNS.P C.. OANCE.H.C Beg'on 2, Olc ot the OirodO'. 88/10/ 
1 1- 6pp. 47525 2a0-47525:295 

981(160237 flev B to Emerfjency Plan Procedure fc'PPOlO, '’Emergoncy Training S 
Onlls " 

ORAOHAM.OS. South Carolina Eieclric & Gas Co 68/n/ii. 20pp. 47664 102- 
47S64 121. 


H. General corrggponcfanca 

0811090092 Comment on proposed rulo lOCFRSO ro NUREG-1317, ■•ReQulat 07 Op- 
tions for Nuclear Plant License Renewal" Recommonds that proposed moihoiioiogy 
for avaiuaitrm llconsod performance in conloxi ol l-censo renewal bo lui'iy oxpla-r.ed 
ORaOh/VM.OS. South Carolina Electric & Gas Cn. 88/10/27. Docketing fi services 
Branch 2pp 47423 003-47423 004 


P. Opetaling license stage documents A correspondence 


6011160168 FOiA requasl for oriel lo Amend 67 to license NPF- 12 8 solely ovaiuat on 
VVILLIAMS.O.G. JRA Associates. 68/00/30. GRlMSLEV.D ll. NHC ■ No Detailed Afli'.i- 
eiioft OrvOft. 2pp. 47658.155-47655.166. 

881018O3SO Gonotic LU 88-17 to ell holdors ol OLS or CPs for PvVRs re loss ol 
OHR $vc bsl enci 

CflUrCHFl£f.0,0 Associate Orocior for Proiocis (Post 8/04U). aQ/iO/i7 Consoli- 
dated Edison Co ol Now York. Inc 64pp 47279 156 47276 241. 

8811100159 Final response to FOlA request lor records App A document end & avail- 
able POR 

GfllMSlEY.DH- NRC - No DoJa'IorJ Allrllsiron Orvon 66/10/17. WItLIAMS.OG JRA 
Associaies. 2pp 47550.167-47556:171. 

8810280184 Genaric Lir 00-18 10 all Uesngess ol operating reactors & holdors ol CPg ro 
pfanf record eiorago on optical disks SvC l-sf oncl 

CflUTCHFifilO.O. Aseeciaie Director lor projscis (Post 070411). OB/io/20 Consoli- 
dated Edison Co. ol New York. Inc. 46pp 47513.001-47513045. 

8010270293 Forwsirls environ assossmoni 5 linding ol no slgnilicsnt Impact ro plant 
oporaiioh w/vaniage 5 luei 

HAYCS.J.J. Propel Dliccloiaie 11-1. 88/10/24. ORADHAM.0.8. 80ulh Carolina Eloclric 
9 Oas Co 2pp. 47081:055-47351.070. 

-^810270297 Environ assossment A findmg oi no aignifi'canl fmpaci supporting faciffy 
oporauon w/vantego 5 fuel 

AOENSAM.EO Piojbcl Oiiocioiaio ll-l. 68/10/24. 4pp. 47301:O67-4 7361.070. 

8811030054 Forwards co'reclsd Figure 31-0 to Tech Spec rov roquesi in support of 
telucunn & ^ersiing pism in VANTAGE 5 luol 

onAWAM.O.S. South Caro'ins Ciocuic A Oas Co. 68/10/24. Documoni Conirol 
Branch (Documeni Coni/ol Desk), ip 47422.329-47422 330. 

-891 f 190124 Corrected Figure O.t-O ro 981013 7ecft Spnc requosi in support of refuel- 
ing A otMxatrng plant vantage 5 luol. 

* South Cstoifna Elocirfo 8 Gas Co 85/10/24. ip. 47422.350 4 74 2 2 330 

8011030010 F«wardB Amond 74 to LIcohso NPF- 12 & saloiy evaluation Amend lovises 
Tech Spoc Figures 3.0-1 A 3 9-2.estab'isning mm required luel Assombiy otposuro as 
luhciion ol Mtiai onnchmeni to pormii storage ol luoi BSSBmb'.i03 
HAVES.J J Ptojeci Direcioreio ll-l. 86/10/28 t)RADHAM.O.S South CeroJina Elocidc 
SOasCo 3pp 47415 145-474)5:169. 

-8811020018 Amond 74 to Uconao NPF-l2,revlsloQ Figutos 3.0-1 A 3.0-2 ol Section 
39.l2.o8iabfishfng m.n requ-rod fuol asaombly oxposuro dS funct.on of inifiel onrich- 
mont lopermil slorago ol fuel In spont luol siorago racks 
AOENSAM.F. G. PtOjeci Dliocloraio ll-l. 88/10/26 7pp 47415.149-474)5 165. 

-6811020030 Seloly evoloal-on 5'.mporting Amend 74 10 License NPF-12. 

* Oince ol Nuciesi Rcacior RoQulBUon. D-recior (Poal 670411} 80/10/28 4pp 
47415.156 47415:159 

8811030368 Summery ol 081O1B mooling w/uli1 le status ot kconsing issuos lor 
olanLllsf Of ettendeos onct. 

HAYESJJ Ptoioci Dirocloraio IM. BB/iO/28. Projoci Diroctoraio ll-l llpp 
474SS 005-47455 065 

0011040100 Forwards Amend 75 to License NPF-12 A saloty ovaluiii-on Amend revises 
Tech Specs to allow loluolmg A oporating w/ Vantage 5 irnprovod luol design, in com- 
blnaHonWestinghouso low paragitic luel essombl'os in core from Cycle 4 
HAyES,J.J. Pr^ecl Dirocloraio 11-1. 88/10/28 BRADHAM,0 S Souih Carolina Eieclric 
AQeaCo 5pp. 47446 041-47445 108. 

-8011040193 Amond 75 lo Llconga NPF-75, emend ng Tocti Specs lo allow roluoling A 
opeiaiirtg w/Vaniage 5 improved fuel design in combination w/Wcsfmghouse low 
parasitic fuel asson^Hes romainlng in core liom Cydo 4. 

AOENSAM.E.G Project Ditoclorato ll-l. 86/10/26. 65pp 47445:045-47446:100. 

-8811040193 Ssfely ovalualion si^porllng Amend 75 to License NPF-12 
’ Offlee of Nudesr Reactor Hegulaiion, Director (Post 8'/04l)). 06/10/28. Opp 
4744S.10I-47445:I08. 

9811030104 Advises that approval of exemption Item requiremonts ol l0CFR50.App j 
not required duo (0 successfut uso of short duration infogralod leakago rale lesi ap- 
proved by NRC In 6809 16 iK UotTi considered closed. 

HAYES,XJ. Proleci Oireclorale tl-). 65/10/3). BRAOHAM.O.S. South Cerolina Eiscinc 
A Gas Co 2pp. 47439 046 47439 047. 

0011040309 Forwards correction id Amend 76 to License NPF-12 ro Vantage 5 rm- 
provetl luel design. 

HAy£SLj.J. Projeci Direcloraio »l-l. 83/10/31. ORADHAM.O.S. South Carolna Eiocfric 
AGaaCo 2pp. 4744l:tB9-4744t:193. 
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-Ml tMWtJ Corwlon to AirT.oryI 55 to LiWrAO N?F-t2 
• Pr3,0CI 1 83/tO/3l 3P0 «7441:l9t 47441 193 

Ml 1049247 fc*f* 4 -ds cwcCi«l P4;<5 5-7iai to AmcrxJ 74 Ij Licefise NFF.12 fe VAN- 
TAGE 5 irrpicr/cd (ks.^-'t 

HAYES3J PfOKci Direct^a'a I'-i 68/11/03 6RADHAM.OS South CenAnaE’ecw 
SGajOoJpft 4756534347565346 

-M1I0497S6 Cof'«:le0 A'r.4nr3 74 lo Ucer^e NPF-12 te VANTAGE 5 Brpro-i«d hie< 
cSeMn 

' NriC • 7t.> OctA-C(J A'tlianoo G*i^a 83/1 1/03. 2pp 47565345-47565:346 

0811160563 A(^ ir^i uti 660516 teoueii lot ^nAflc apptovoi d sNo/ing btr proc- 
ess delerr-o/'.^d U'#f ifrffcpcr 13 re.iew 

HAVCSjj Project Diretivvoi' I 83711/10 GRAOHAU.OS. South Catokna Elect'C 
& Gas Co cpp 47560 139-47560 140 

88t 1170361 Mot'cat’On oi 881129 mocLng w/uil in AUama.CA 10 itscuss sia5jso(l> 
c«rcs>ro aciMVes 

HAYESJ j Preset Orec'orae li-i 83/n/i6 AOENSAM.EG PiOiccl (Vecura'e ll- 
1 3pp 4750?O??-47«2O79 

MII77048S Re<T>.rs's e>ie'is«n iy sjbr^.ttal «l iech*>ical enaVstt 8 proposed sched- 
lAe per Genor-c Ltr 08 li. NfiC Pc&'jOti on PaiMDon EmbrttierMni Cl Reader 
Vessel Mava Ociay due iQ louiih reijehng ouiaoe Response eipecied ^ 690115 
GftAOHAU.OS Sou'.S Caroled EiHVc 6 Gas Co Mittnt Oocunem Corvol 
Branch iDocumer; Corvol OesK] ip 47820182-47620182 


0. Inapection reports, IE Gun«iins 8 eorraspondence 


8810030249 NRC h'o lloxe 66 079, 'MiSuSe o( FtasTung Lights lor Sigh Ra^UM 
AraaCortiiats ' Sre tisi er*i 

ROSS’CE Ov-son cf Op«<a‘jorai Events Assessment (Pest 670411) 86/10/07 
Cortsoiidaled Ed-son Co of New York. Inc 125pp. 47279 242-47280003 


88100701 14 hRC h'3 Ircsce 66C82, ' Torjs Shells W/Cor?osiert 8 OogradedCoaings 
m fl'AR Conta,nr\en:3 " Sve hit one! 

ROSSiCE Orrsion ol C^SLcnal Evens Assess‘r<cnl (Posi 870411) 86/10/14 
Consobda'ed Edtscri Co ol Net* YtA. Ire HOpp. 47260124 47280235. 


8810140212 NRC Ir.lo Ndtce 88 085. Broken Reta,/ung BiocJi Sluds ort Anchor OcrSne 
Check Vilvea " S«c ill en«i 

ROSSi.CE. Omvon ol tecravoriaj Evens Assessrnen (Rest 8704M) 83/i(l/i4 
Conspiidaicd Ba-soA Co of Hew V«it. Inc ti8pp 47463 199 47463 318. 

881 tOTOOOt Ack recepl ol 860916 IV i/<''y'T»r*4 NRC ol steps taken Ucenecivttletxihs 
noted in hsp Reel so 395/88-13 

EflNST.WLPwn 2, Ofc ol rte Oirecior 88/10/17 eftAOHAMOS SoulhCaidma 
Etecinca Gas Co ip 47411 274 4 7411 274 


8810140018 NRC i.'.*3 Notice 08C64 Oe'ectne Woior STAn Keys <n irmroroue Motof 
Acittatof* ■■ Sve ksi end 

ROSSI CE [^s<n oJ 0««at«nai Evens Assesvnem (Post 8704U| 68/10/20 
Consoidaied Edison Co of New York, i.nc 1 lOpp 47280 004-47280 123 

88I0170391 NRC info Noue 86066. Opers'jng W/MuiUpie Croonds rtOCCksinOwueo 
Sys Sv« Sst ervci 

ROSS'.CE Dwtsen ol Ocdaionai gveris Assessner.i (Post 8704ll| 88/10/21 
Consoiidaied Eftson ^ O' New Yoik. inc 1 lEpp 47463081-47483 197 

enAOHAu.os 



-8811090291 Notice Ol violation Iromlnsp on 08000 )-30.ViolQtion noted' la jra ioio«i- 
tty thal Remold Info Acquis lion Cab nei 6 inoporablo allur rghining storm resuiivin 
approx 6 day do'ay in esiab'ishing roqu red compensatory firo watches ^ 

REYES.L A Reguj(\2.0lcoUha Ocroclor 00/11/01. ip 4752G-209 47526289 

-8811090293 Insp RepI 50-365/68-16 on 060901-30. Violellort noiedNa.ior aieai 
inspecied monihly surveillance observations, monthly malnt ohservat-onoperatjoral 
safety venficailon, ESP sys waikdown 8 other areas 

PREAVATT£,RL, HOPKINS, P C. DANCE.H.C Region 2. Olc ol iho Director 88/ie/ 
II. 6pp. 47525:2B0-47625'295. 

B811060200 Informs Ol doseoul ot NRC Oulloli/i 88-002, "Rapidly Prcpagaimg Fatigue 
Cracks In Steam Generator Tubas." 

HAYES, JJ- Prolect Di'ectoraio IM. 88/1 1/04, BRAOHAM.O.S. Souih Carolina E'eoic 
AGasCo Spp 47476.032-47478034. 

8811160370 Forwards util response to NRC Bul.'otm 68-009, "Thlmb'e Tubo Thinning yi 
Weilinghojse Reaciors" Th-mWe lube msps pieced inlo prevoniaiive malnl protfin 
A research effods towards resolution ol problem will continue to be reviewed 
BRAOHAM.O.S South Carolina Elocirlc 5 Oas Co. 08/11/04. Documenl Control 
Branch (Documeni Conlrol Oesk) 6pp 47583 240-4 7569 245 

881116D1S4 Ack rece pi Ol 681014 Hr inlormirig NRC of steps taken 10 correct violations 
noted in Insp Repi 50-395/68 1 7.ViolalPn re Surveillance Tost Procedure 345 074 de- 
leted Itom records. 

REVES.L.A. Region 2. Olc ol the Drector. QO/11/07. BRADHAM.OS. South Carols 
EIccinc A Qss Co. 2pp 47544.322-47544 323 

8811040324 SuppI 3 to NRC Into Nollco 86-106, "Feedwater Line Break." Sve l.si end 
ROSSl.CE Division ol Opeial'onsi Events Assessment (Post 870411). 88/H/io 
Cooiolidaisd Edison Co. ol New Yoik, Inc. 1 13pp. 475S0 072-47659:184 

BS110902B4 NRC Inlo Notice 88 087, •'Pump Woar & Foreign Objects in Plant Pipnc 
Sys." Svc list enol. 

ROSSl.CE OMkrorv ol Opeiat'onal F.venis Assessmenl (Post 8704U). 66/11/11 
Cohso-'yiated Edison (Jo of Now York, Inc. 1 13pp 47601. 020-47601:132. 

8611090403 NRC Info Nonco 88 088, "Degradation of Weslinghotise ARD Relays" S'n 
ust enci 

ROSSl.CE Divis.3n ol OporeHonai Events Asseesment (Post 870411) 88/ii/i£ 
Consoi-daiodEd-sonCo of New York, Inc 1 13pp. 47807.001-47S97;1 13. 

8B1 1 160068 NRC Into Notice 80 089, "Oenradallon ol Kaplon Elscirleai insulation." Sv 
k$i enci 

ROSSl.CE Oivislpn ol Opeiailonei Events Assessment (Post S7041I). 6B/il/2i 
Ceosoiidsied Ed-son Co of New York, inc- 1 13pp. 47603;046-47C03.iei. 

8811180470 NRC Into Noice 80 092, "Potenllal for Spent Fuel Pool 0/aindown " Sv 
tSlMCI 

^SSi.CE. Dvision ol Opeiaiionai Events Assossmoni (Post 870411). 88/11/2; 
Consolidated Edison Co of New York, ins. I14pp 47606:124.47606 237. 

881116031$ NRC BuHol.n 88-010, "Nonconlo/mlnQ Molded Case Circuit Breakera.” Sv 
iiM enci. 

ROSSl.CE. Drvisiori ol Opeiaionel Events Assessment (Post 870411) 88/11/2; 
ConsowsibO toison Co. Ol Ne-# Yo/k, inc. I2lpp. 47606.00l-47608.123. 


R. Periodic operating rapotfs A releUd coirespondence 


MllOAPOlB F^wards wsp Repi 50.395'8a2t on eaJ9i9-23No wcVaiions 0. devi- 
QOn(*'Cv 

^flOT.AR P^*n2. Olc O' »>0 Ckrecior. 88/ 10/25 BRAD1AMOS South Caid-na 
Electric A Oas Co 2pp 47427 178-4742 7 1 91 •» -iwui u.an>na 

'■*1’,^^'* 50-335/68-21 on 88iJ9ig.22r*j y«i4W)ns « de/«(«<« 

noted Ma^ areas irapecieo scensee cooKxmaoce to flea Cux3e 1 97 ' iisstrumenu- 

aT^^rVgt Re 9®n 2, Ofc ol the Orecio* 88/10/24 I2pp 47427.180- 

M0926-30NO inolehons 0. dew- 

M 395/68 24 on 6W926.30NO wetewns or devutMns 
noted Mara areas mspeciedwiinosMvg primary cooiammem wiegraied •eak^'^ 
miegraied leJ rate test ptocedwe. 

47427^uV* ^ ' ****’^ ^ Regwo 2. 0(c of the Orector- 68/10/24 Opp 47421.43^ 
5a395/6S 20 on 8809l2.l7.No violaWms or dew- 

so-i-coi-. 

-mwW3l9 leap R^ 50-395188-20 Oh e809lM7No veCaUons or denabons 
Major areas mspecied comp/ex surveriiance lesung.iE bu«ete> A IE nobce W- 

47«7 t2pp 47427.166- 

50.395/66-22 on 68O920.»No VK4a*ons 0. dew- 
&'AGas^2t^"^=5S2'[^«Mr2n''‘’''® BfWJHAM.OS Souu, CaK*na 

12pp 4>502M(M^^lt*' *^^9^ a. Olc ol the Ckrectof. 88/10/25. 


**l]wVw%M%8^ii '®P' ^ Summer Nuclear Sia 

HALliWANGER.J , BRAOHAM.O.S. Souih Carolina Electric A Gas Co 88/10/31. 1 
47544 190-47544:194 

5. RepoHable occurrences, LERe A related correspondence 

Doors PA301.AB401 & RBOOl 
^'abie to* more than 7 days. Cause not slated. Fire doo/e opened to laci'ilate 
w^ne^ access lo reactor bldg Berners oxpecied to remain degraded tor duralOi 

BRADHAM.OS Souih Caroima Electric A Gas Co. 00/10/20 Region 2, Ofc of 
Direclor 2pp 47410 244-47410 245 

88102M1B5 Forwards lepi Submiited on 0B1OO7 to Stale o( SC Dopt Ol Health A F 
'sNPOES permit violaiion 

oKAUH^.OS South Carol.na Electric A Gas Co 86/10/21. Documenl Coi 
Branch (Documenl Control Oesk) 69pp. «7273.CJ01-472?a.059. 

SPR 88-009 re Inservice insp ol steam genei 
«r«7*T performed during fourth reloeling outage Include no lube 

»^oi twee steam gonetetors repaired Jotal of 588 tubes plugged for three ger 

Sou^ih Carolina Electric A Gas Co. 88/11/10. ERNST.M.L. flegio 
Ofc ol the Dweetof. 2pp 47631346 4763V.347 

ITOCKET 60-397 WPPSS NUCLEAR PROJECT, UNIT 2 

f. Security, medical, emergency A fire protection plana 

Mat Inal workshop on K 


GOOn'^u D 'nsti'uie, PacHic Northwest Laboratory 8 

MUOD.G M. Regiort 5, Olc Ol the Orector. 6pp 47466:322-47466:327. 
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681 1 140428 Forwards Insp Repi 50-307/86 20 on 6Q09l2-lS.No violations oi dohciott- 
&CS nol&d Ni/mbty at ratiatlon safely problems In operalions support ctr nolod during 
860013 omorgency preparedness exorciso discussed In repl. 

YUHAS.OP. Region 5. Ole of the Director. B6/10/24. SORENSEN.QC. Washtrtglon 
Public Power Supply System. 2pp. 47536 31 1-47536 384. 


-8611140433 Insp Ropi 50-397/86 20 On 880012- 15 No del.concios or violations 
notod-Majo' aroos mspecioa lallon jp on open iipms ijenhUeO Ov-ng 1087 oxcrciSe & 
observaaon of emergency propa'odnoss exerciso & nssoc'siod cniiquo 
FISH.nF. GOOO.G M Regiory 5, Ole Ol iho Droclor 08/10/21 l?pp 47536313- 
47S36324 


-8811140433 Insp Ropt 60-397/08-20 on 9800f2-tSN'O doUloncies or violabons 
nolod Major areas inspected. lollowup on open Items Ideniiliod dunng 1987 exercise & 
obse/vai'Cm ol emergency proparedness oxorciso A associaled crillque 
FISHR.F.. GOOO.QM. Region 5. Ole ol tbe Oiroclor. 88/10/21. I2pp 47536.313- 
47636 324. 

8810310017 Generic Ltr 66-19 10 all fuel cycle (acil.ty Itcensoes 

possossirig.using.lmportlng.oirparlrng nr trsnsporiing formula quaniwos of sitetogic 
SNM re use ol deadly lorco by licensee guards lo prevent tbolt ol SNM Sve lisl end. 
BURNETT.R.P. Division ol Saleouards & Transpoflaiion (Post 870413). 88/10/28 
Consolidaied Edison Co. ol New York, Irtc 3lpp 47SI3.047-47513.077. 

8811070181 Submits revised response lo Insp Root 50-397/88-16 re me protection & 
sale shutdown capabilily.Fire In drywsll expansion gap has very low prebeb-Jity ol 
siartkig. 

50REN5EN.GC. Washington Public Power Supply System 86/10/26 Oocumorn 
Conl/Ol Branch (Documeni Coniro) Desk). 3pp 47459.2e0-47459'2e2. 


P. Operating license stage documents A correspondence 

6811170153 Advises that 671223,660205 & 18 requests lor amends lo Ucense NPF-21 
reviewed & adopted motions Indicating that Energy Facility SUc Evaluation CouttoU has 
no commenis. 

ESCHELS.C Washington, Sislo Ol. 86/02/25. KNIGHTON.G.W. Projact Ckrociotoie V. 
ip. 4757P-160-47S72:1SO. 

681OIB03S0 Generic Ltr 80-17 to all holders ol OLs or CPs lot PWRs ro loss ol 
OHR Sve list end. 

CRUTCHFlELO.D. Associate Director lor Projects (Post 670411). 88/10/17 ConsoiH 
dated Edison Co. of New York. Inc. 84pp. 4727fi.l56 47278'24>. 

8810370432 Responds lo Genetic Lir 60-11, "Radiation Embnidomoni of ReaciOf 
Vessel Msiis" Evaluation of reactor vessel malls, per Reg Guide i.09.Rev 2 
underway.Pisasure/lomp curves will be revised. 

SORENSEN.QC. Washington Public Power Supply System. 66/10/19. Oocumeni 
Conirol Branch (Document Control Desk). Ip. 4736i:3l2-4739t;312. 

8810260164 Generic LU 80-18 10 all liconseos ol opotaimg roaciors A lioidors of CPs re 

a shi record storage on opiicei disks Sve net onci 
^UTChFIELO.O Assoclaio Director for Projects (Post 67041 1). 06/10/20. Consoii- 
dated Ed.son Co. ol New York. Inc. 45pp 47613:001-47513.046. 

8811040304 Application lor amend to License NPF-2l.rovlS‘np Tech Spec Table 3.3.7.I' 
I re radfSfion monitoring insl/umontetlon to refloci mods in sys conffgvreifort 9 
opereilon.Foe ps'd. 

SORENSEN, GC Washlngipn Public Power Supply Sysiom. 66/t0/24 Oocumeni 
Control Branch (Oocumeni Conirol Desk). 6pp 4746li44-47455;IS4. 

-8611040308 Proposed Tech Specs modifying Section 3/’4.7.3.Teblo 3.3.7.M <e redi- 
alion monitoring insiiumomaiion lo rolled mods in sys coniiguradon & operation 
* IVasttlnglon ft/b/,c Power Supply Syslem. 08/10/24. 8pp 47435. 149-47465:J54. 


O. Inspection reports, IE Bulletins & correspondence 

8810030249 NRC Info Notice 68-079, "Misuse of Flashing Llghis (or High RadiaUon 
Ares Conirois." Sve list end. 

ROSSl.C E. Division of Operaiional Events Assessment (Post 6704tf). 69/10/07 
Consolidated Edison Co. of New York, Inc. 123pp. 47279:242-47260003. 

88 1 1030365 Forwards addi Info re equipmeni qusiHicstlon to help dsr'rly ultl posiiion & 
prevent misunderstanding Responses to polonllol enlorcement/unrosolved Hems also 
end. 

&ORENSEN,G.C. Washington Public Power Supply Syalom 88/10/13. 
dOHNSON,A.O. Region 6, oTc ol iho Director. 8pp. 47422:137.47422 144. 

89100701 14 NRC Info NoUce 68-062, "Toros Shells W/Co//os)on 6 Degraded Coaiinos 
In BWR Containmonis." Sve list end. 

R05Sl,C.E. Division ol Operational Events Asscssmenl (Post 870411). 89/10/14. 
Consolidaied Eriison Co. ol New York, Inc. 1 lOpp 47260:124-47260:235. 


8811180348 Forwards Insp RopI 50-39//eS 32 on 660629 0930 A not'ces Of vio'ai on A 
davlaUon.Leck ol aggressive actions lo resolve hydrou'ic control un-t concerns ro-ses 
ee/tous co/rcorrts to slated Implementing processes 

MAnTINj.B. neg.on 5. Die ol the Director. 86/ 10/27. OX.SEN.A L Washington PubI c 
Power Suppi/ Sysiom 3pp. 47570 1 1 4-47570 150 

—8811180360 Notice of violation lion> Insp on OOOQ29 0930 Violation notcd lailure to 
prepare oiltisi dolicioncy ropi or nonconformance repl to identify ihai livo salely toiat- 
ed n^raukc control unos ihissing lock washo' on six bolts 
MARTIN./.O Regron 5, oic ol Iho Oiroclor 06/10/27 2pp 47570.117-47570 110 

-88(1190362 Notice Of deviai.on from insp on 600629 0930 Uovial.o-n noted dose' gon- 
ereuv Fuel Oil Tanks DO-TK-t A.DO-TK-IQ 6 DO TK 2 dcc'arod operaliorfai w/o cqm- 

a /tew eel.br. 

NJ6 Regions. Ole ol the Direclor 00/10/27. ip 47670.U9 47570 110 

—8811160356 Roullne Projoci & Enginoonng Insp Repl 50'307/Q0'32 on 060829 0902 
6 09l6-30.Vtolouon3 & daviallons nolud. Major areas inspected dosign changes & 
mods.compllance w/ATWS rule. Mulii- Plant Achon Hem 002 & Generic Lir 05-03 
CALOWELl.CW, CLARK.CA.. JOHNSON.P.H Region 5. Die of ihn Di-ecior 88/10/ 
27. 32(4> 47570:120-47670:130 

0811070(81 Submits revised rssnonso lo Insp Repl 50 307/66- 16 re hro proieciron 6 
safe shutdown cspabllity.Fire In drywoll expansion gsp has very low piobabiiiy ol 
sia/ung 

SORENSEN.G.C. Washingion Publ'C Power Supply Syslum 08/10/28 Document 
Conirol Brer^h (DocumonrConirol Desk). 3pp 47459 280-47459.262. 

6811160374 Forwards Insp Repl 50-397/66-30 on 6110020 0930 No v.olalQns nolod. 
2lMMERMAN,nP Region 5, Ole ol the Dl'otior 60/10/20 SORF.NSEN.G C. Wash- 
ington (HAkc Power Supply System. 2pp 4750i 105-47581:121. 

-8811(60375 Insp RopI 50-397/06-30 on 000820-0030.No vio’etions nolOd MsjO' 
areas tnspeciedcontioi room oparatrons.ESF atatus, survoritonco program-marni 

ra lem.LtR.speclsl insp topics & liconsoo eci-on on previous insp imdlngs 

TEO.CJ. SORENSEn.HC. JOHNSON.PH Region 6, Ofc Of Ihe DreolOf 08/ 
10/26 I5pp.<17661 107 47661:121. 

8811170367 Responds lo Kirsch roquosl lo' plans lor periodic sssossmonl ol 8ALP 
acuon pian.Pian win bo part of S9ei4ria for quarterly mgt mooting.lonlsiivoly scheduled 
tobeheidon870i0S 

SORENSEN.G.C. Washington rubi.c Power Supply System. 80/11/02. MAI^TIN,J.B 
Region 6. Ofc ei ihe O-reclor. $pp. 475?6 069 475/0 0/3 

861(100200 Responds to NRC 68*000 Hr to v.clailO'iS nolfd rn Inap RopI 50-397/00- 
33.C^eciivo acilonson OOiOil.iest potlormod to doiorm-no dynamo How control 
chatsclorvHce o( Sam^e Reck REA.5R-37 Piocciduro mbOillod 
SORENSEN.G.C. Wash.nglon Public Power Supply Systom 66/11/04 OocumunI 
Control 6<ar>ci' (Oocumoni Control Desk) 3pp. 47525 34747525 349 

8811210191 Forwards Insp Ropi 50-367/08-30 on 061010-14 & nolco o( v.ulOlion. 
YUHAS.G.P- flog-on S. Oic ol iho Director. 66/11/04 SOH6NS£N,QC. Washington 
Pub<.C Power Supply System 2pp. 47506. i09-47696'l23 

-8811210193 Noi.ee ol vioiaHon from insp bn 88i0l0-l4.ViolBlii)n noiodRCiC pump 
room no} postod.ln lhal signs moved suen irtsi lliey could nol be read when ontoring 
room 

YUHAS,Q-P. Bog-one, Ofc ol iho Oiroclor. 66/11/04 2pp. 47506 lu-47696 U2. 

-88112(0195 insp Ropi 60-307/86-36 on OBlOlO-MViolailons nolod Major areas 
mspecloO oieanliBlioh & mgl controls, toHowup, (aciiiHos & oqu.pment & lours ol loci'.i- 

<5conE.G.R.. NORTH.H.S. Region 6, Ofc of tho Diruclor. 06/11/03. Ilpp. 
47696.113-47566:123. 

8011040324 S\y>pl a 10 NRC Into Not ca 66 106. "Foodwaiet Lino Break." Sve i.ai onci. 
HO^.C.E. Division oJ Operailcinal Events Assossmoni (Posi 670411). 60/11/10 
ConsoMatod Edison Co. of Now York, inc I I3pp 47559 072 47059.164. 


8010(40212 NRC Info NoKca 09-065, "Broken Retaining Block Slude on Anchot Oarffog 
Check Valves." Sve Hal end. 

ROSSl.C.E. Orvis'on of Operaflonal Evenls Assessmen! (Post 870411). 88/10/14. 
(Consolidaied Edison Co. of New York, Inc. 1 t6pp 474e3;l99.47463.318. 

8810140018 NRC Info Nolica 88-084, "Oefoclive Molar Shalt Keys in Ltmllorque Motor 
Actualors." Sve lisl end. 

ROSSI.CE. Division of Operaiional Events AssessmonI (PosI 6704(1). 69/(0/20. 
.Consolidated Edison Co. of New York. Inc 1 19pp. 47260 004-47280;t23. 

8810170391 NRC Info Notice 86-066. "Opetailng W/MuHipIo Grounds ki DC nsUibullon 
SyS." Sve lisl end. 

ROSSI.CE. Division of Operaiional Events Assessmenl (Post 870411). B8/10/2t. 
Consolidated Edison Co. of Now York, Ino. 1 16pp. 474e3.O0l-47463;197. 

8811020281 Responds lo NRC B80823 ltr re violations noiad in Insp Repl 50-307/68- 
27.Correc}ive ections'pfani ProcoPvro 4.12.4.5, Oosign Basis Ash FaUcul," revised lo 
belter deline when & how inters should be replaced. 

SORENSEN.G.C. Washington Public Power Supply System. 88/10/24. Oocumeni 
Control Branch (Document Control Desk). 2pp. 47414:186-47414:160. 

88(1020369 Ack receipt of 660722 ffr informing NRC of steps taken (o correct vfcfattone 
noted In BB0623 Insp Repl 50-397/8e-20. 

2)MM£RMAN,R.P. Region 5. Ofc of the Dfreclor. 08/10/24. SOBENSEN,G.C. Wash- 
ington Public Power Supply Syslem. ip. 47412.037-47412:041. 

8811140428 Forwards Insp Repl 60-397/88-29 on eB09l2-16.No violations or deflefen- 
cles noled.Number ol radiation safety problems in operations support cb noted durfng 
860913 emergency preparedness exercise discussed fn rept. 

YUHAS.G.P- Region 5. Ole of the Olreclor. 88/10/24. SORENSEN.G.C. Wash'mglcm 
Public Power Su^y System. 2pp. 47530.311-47530,324. 


8811090284 NRC Info Not-ce 66-007, "Pump Woar 6 Foroign Objects in Plani Pipng 
Sys ■■ Sve liBl end 

BOSSf.C.E. Division ol Operauonsl Events Assossmoni (Post 670411). 88/11/16 
Censofidalad Edison Co. of Now York, Inc. 1 l3pp. 47601:020-47601 132 

8611090403 NRC Info Nonce 66-068, "Dogredslion ol Wostmgliouse ARO Relays" Sve 
Vst encl- 

ROSSI.C.E. Division of Operational Events Assossmoni (Posi 870411) 68/11/16. 
Conso8dafed Ed.son Co. of Now York. Inc. t13pp. 47567.00I-47597;1 13 

8811220437 Advises lhal uHl 680411 A 0/13 rosponsos lo NRC Oul'.elin 80-001, "Do- 
(eels In WesUnghouso Circuit Broakora" salislactory. 

SAMWORTH.R.B. Projoci Directoialo V. 86/11/18 SHELTON.D.C. Wash'ngton Public 
(’Ower ^ppfy Syalom. 3pp. 47617050-4 7617.052. 

88(1(60088 NRC Info Notice 60-069. "OegradaCon ol Kopton Eieclrfcal fnsufalion " Sve 
Fat and. 

RO^I.CE. Division ol OperaHonat Evonis Assessmenl (Posi 670411). 88/it/2i 
Consdidetod Edison Co. of Now York, Inc. 1 13pp. 47603 045 47603.161- 

8811160470 NRC info Nolice 68 092. •'Poloni'al lor Spent Fool Pool Cramdown." Sve 

ist encl. 

ROS^.C.E. Division ol Operaiional Events Assossmoni (Hoel 670411). 68/11/22. 
ConsdidBled Edison Co. of Now York. Inc ll4pp. 47606.124-4 7606:237. 

8811180315 NRC Bulletin 66-010, "Nonconloiming Molded Case Clrcuil Bioakers." Svc 
list end. 

ROSSl.C.E. Division ol Operaiional Events Assessment (Post 870411). 08/11/22. 
Coh^tdaiad Edison Co. of New York. inc. lUpp 47606 001-476C6.123 



172 DOCKETED ITEMS 


R. Periodic op«r*tl 09 repori* & related correipondenee 

MIIIS043I Moolftfy operating repl lot Oct 1985 Waslwtg'on Nuclear Plant 2.W/ 

L POWERSC M Waifungton Public Po*er Supply Syaiem 86/10/31 
4pp 47&47 26&47547:260 


S. Reportable ooeurreocet, LERt & related porreepondertce 

MI1000I2S Part St reel le delect n Limtoroue Cotp supplied saletv- reialed SMS 
valva actuators w/RH insutaied dc motors iKai may not develop lutt'raied stamno 
loraue ai eiwaied emPiorti lemps Revrew ol moiprj (w ncenseea reopnvneodsd. 
WILKINSON I E. Liftntoroue Oorp. 88/1 1/03 Off<e of Nuclea; Reactor Reflulawm. Di- 
rector (Post 870411) t6pp 4757SSS7-47S7S342. 


8811220441 Responds lo NRC 881013 Hr re violations nolod In Insp Ropi 50 400/68 
28 Uli disagrees w/severlty level assigned to Violation C Conociive actions personnel 
cauuined as lo proper procedure lor perlortning coniem nation survey. 

WATSWI.RA. Carolina Power & Hgtil Co. 08/11/17. Oocumoni Control Stanch ((w. 
menl Control OesL) 6pp. 47620;t35’47620:l42. 


K. UltUly final Safely Analytli Report (fSAR) & amends 

8810310281 Amend 40 to updated FSAR lor Shearon Harris.W/601034 Hr. 
MCOUFFIE.MA. Carol'na Power & Light Co. 08/10/24 2,000pp. 473e700l- 
47387:10$. 


P. Operating Heenae stage documents 8 correspondence 


V. Operslor Eiamlnallont 

Ml 1030401 Con^s lelcon re sergor operator licens.ng simulator erams scheduled tor 
08t2O7Ref malls <or reactor/semor reactor operator licensing exams discussed in 
enci reqwred ai least >5 dayi poor to ercam dale 

WRiGNT.ee Regions 01c ol the Dvecior 68/10/28 OXSCHL Washingion PutAc 
Power Su^ System. Spp 47425078 47425002. 

8611140373 Notifies of 8001 10 meeting w/Region V in San Francisco.CA to rtscuss 
NRC reactor operator (cer.sing program in Reo^ V. Agenda end 
KIRSCN.DF Region 5. Ofc oT the Dvector 86/11/03 SARMETTlOR.R Waslwigion 
Pubbe P^er Su^ly S/siem. 3pp. 47540:183-47540 16S 


DOCKET 60-400 8REARON HARRIS NUCLEAR POWER PUNT. UNIT t 


88I0I803S0 Caneiic Lit 60-17 Ip all holders ol OLs or CPs for PWRe re less of 
OHR Sve list end 

CRUTCHFiELD.D. Associate Director lor Projects (Post 870411). 08/10/17. Consoli- 
dated Ed-son Co ol New York, Inc. 84pp 47379:I58-47276:241. 

6810250164 Oenarlc Lir 88-18 10 all licensees of operating reactors & holders ol CPs re 
piM record storage on optical diska Sve list end. 

CRUTCHFIELD.D. Associate D-reetor lor Projects (Post 870411). ee/tO/20. Consoli- 
dated Edison Co of New York, Inc. 4Spp. 47513:001*47513.046. 

88I02702M Requests addi clarilicalion re NRC review 8 approval ol changes to pteni 
inservKe lasting program which do not involus rsl'Of from ASME Code requirements 
or chattges to previously granted relief. 

lOFLiNJ-l Carolina Power S Light Co. 88/10/20. Document Control Branch lOocu- 
manlCoAlrolDesk) Ip 47361:084-47381.084. 


F. Security, medicel, emergency i rira protection plana 


8810280234 Forwards hap Rept 50-400/88-37 on &8og3&30Vioiaiions noted under 
considerabon lor escalated eniorcement scbon 

ERMST.M L. Region 2. Ole of the Oveclor 88/10/13 UTLEY.E.E Carobta Power 8 
UghlCo 2cp 47280’340-47280342 

-8810240228 Partially witnhekl insp Repl 50-400/8847 on 68092840 M 
t0CFR2 790(d] 8 73 21] Vioietiona noted Major areas inspected physical baniets - 
vital areas.acceu control Mckages 8 vehKfes A safeguards eontngency plan 
ilCGUlRE.O.R. MCGL/iRf.OR Region ?. 0/C o' the Ouector $6/i0/07. >p 
47280342-47280342. 


M10380343 Forwards insp Rept 50-400/88-28 on 880815-18 8 08304902 & nouceol 
vtoiabon 

C0CUN3.0 W. Region 2. Ofc of (he Oirocicr 88/10/18. UTlEY.EE. Carofma Power 8 
LighiCo 2pp 47387 188-47387 212 


-8810280346 Nonce of vKtation from map on 880815-19 8 08304902. Vtdeitfms 
noted electyical cords.hoses, cades 8 other pieces of eouipmeni not adegueteiy sur- 
veyed to deiernvie extern of rai^Mn naiards 8 Oosiiec not checked. 

C^LINS.OM Re^on 2. Ofc ol the Dvecior 88/t0/i6. 3pp 47367 190-47387.192. 

-44t02843SO Insp Repl 50-400/8828 on 88081819 8 08304902.V«lsUons 
noiedMaror e/eas inapecied ra&auon p/piection pregra-n. spud redwaste 

pfogfam-transporawt «i radioaewe mads 8 redioioe<ai aspects ol cunent owiaM 
BAsSm ,c H , UUER.M T . HOSEv.C w Region 7 Ofc of the Dvector M/tO/tt 
20P0 4 7387 193-47367:212. 


Ml 102037$ NoSlicaMn of Ml 103 enforcemeni oon/«ronce w/vtif in AUanta.QA to 04- 
Cuss recent security problern at laciliry 

FHEORiCKSON.P. Regiw 2. Ofc of the Ovecloc. 88/10/21 Region 2. Ofc ol the Oi- 
recior ^.47414 301-47414:302 


Ml 10 10202 Revised emergerwy plan implenenung procedures tndudvng Rev 4 to PEP- 
210. "Ewpency Socuniy Team Leader" 4 Rev 5 lo PEP-aoe, "Pertormanceol Exer- 
cises 6 Oni&" W/e8t024 itr. 

WATSON.R A Caiobna Power & Ughl Co 68/10/24 27pp 47402 046 47402072. 

MtMlOOl? Generic Itr 88-19 to all fuel cyde leainy licensees 
PMWsmg.uano importing, exporting or Vansporting fomKifa quantities ol sirsiegic 
Silif kcensee guards to prevent theft ol SNM Sve tel eiSd 

eUflNpT,RF Divtsfon ol Saleouarda 6 Transportation (Post 6704131. 88/10/28 
ConsoWated fcAsonCo of New York, (nc 31pp 47513447-47513077. 

Ml 1140074 Responds lo NRC 880916 SALP lepf lor Jul 1987 -June 1968 SAIP mis- 
Sj^lQ^drai' w/emergancy operating (aeiHy ventdatwn sys perloimance 

WAT^ R A Ca<onr.a Power 4 Ughl Co 68/ 1 0/28 ERN8T.M. Pegort 2. Ole of the 
Oireolor. 3pp. 47S40 032-47540 034 - *. vm. m ui« 

50-400/68 33 on 880829-0920 6 notice « vlolaiioa 

-r g's.i'zs m 

rttem iriopei^b/erscortf had nol been compfeied as lequved 

VEHRELLl.OM Rognsn 2 , Ofc ol the Director. 88/10/31. 2pp 47495:062-47495063 

50-400/88-33 on 880829-0930.Viol8t»n8 noled. Major areas 

leteortre snfo/cetnenl coalereoca schedu(ed/or68ii(8 
In Aiianla.GA concerniisgsecunty problem. 

r-' > 


M10270416 Nobficalion ol 681 103 meeting w/util In Rockville, MD lo discuss status ot 
kceiuinn Issues 

euCKlEY.RC Pro/eci Ovecforaie ll-f. 80/10/24. AOENSAM.E.G. Project Oireeforafe 
ll-t.3fp 47324 33^-47324 334 

8811280018 Final lesponse lo FOIA loquesl lor documanis Forwards App A 
documenis A^ A dpcumenis also svailsblo In PDR. 

QRimSLEY.Oh DhHsion ol Fiosdom ol inlormation 6 Publications Services (Post 
860515) 88/11/06. RiCCIO.JP. Nuclear Inlormation & Resource Service. 2pp. 
47682.129-47662 130. 

-8707280303 fpiwaids lequesi for sddi info re util 670528 proposed Tech Spec 
^^e^c^nng handling 6 slotsge ol fuel w/incteased enrichment lo 4.2 w&ghi 

HOOGEiMW Reacior Systems Branch. 87/07/14. ADEN5AM.E.O. Proloct Director- 
SielM. 2pp 47802. )33-47M2 134 

-82090804$3 Forwards ssisty evaiusHon re ut>l 870528 application for emond lo Li- 
cense NPF-63,incressirtg max eiiowed enrichment ot reload fuel lo 4.259 weight U* 
236.Changes accepisb'e. 

HOOOES.M.W. Reacior Systems Branch. 87/08/21. ADENSAM.G.Q. Projecl Oireclot- 
ate II I. ip 47682 135 47882:135. 

-8811280038 Sslety evsiueiion accepting proposed util Tech Specs change le Increesa 
max aHpwad enrfchmeni p/ reload fuel (o 4. 2 weight % L/-235. 

' Ohice of Nuclear Reactor Regulation, Director (Post 670411). 87/08/21. Spp 
47882138 47682:130. v . i < nr 

8811180381 Noiillcetion of 881122 meeting w/util In Roekville.MD to update NRR mgt 
on eciKniies le utii nuclear programs 

AOENSAM.EO Projecl Direciorale 11-1.88/11/14. LAINAS.Q.C. Asslelanl Director lor 
Region II Reaciws. Spp. 47684.076-47584:076. 


O- Inepecllon reporls, IE Bulletins & correspondence 


8810030249 NRC Into Notice 66-1)79. "Misuse ol Flashing Lights lor High RadisHon 
Area Coolrp/s." Sve kSI end. 

ftCWSi.C-E DnnsKjn ot Operational Evenls Asseasmenl (Posl 870411). 88/10/07. 
ConscWaled Edison Co of New York, Inc. 123pp. 47276:242-47280:003. 

8810250379 Forwsids Insp Repl 50-400/86 32 on BBO020-O9O2.No violations or devl- 
ebons noted 

HEBOTAR. Region 2. Ole ot ihe Director. 80/10/11. UTLEY, E E Carolina Power 6 
UgWCO. 2pp 47263;274-472e3:286. 


-umjpm Insp Repl 50-400/88-32 on 08Oe29-O9O2.No violations or devfstfons 
^ed.Major a/eas Inspected Inssrvlce testing ol pumps 6 valves, eddy currenl exam of 
® licensee actions on previous Inspector followup items. 

Director. f8/l0/07. tlpp. 


MI0270033 Forwards Insp Repl 50-400/88-13 on 880523-27 6 0e09-12-No violations 
or devlaUons noted. 

Of® of *f‘0 Direclot. 68/10/12. UTLEY.E.E. Carolina Power 6 
Ughl Cb- ipp. 47326094-47326:122. 


“w^/oo^jnsp Kept 60-400/86-13 on 800523-27 6 O809-12.No vrtolaUons or devi- 
ations noted Major aieas Inspected.followup on previous Insp findings, concerns re 
pfpfng Insiallat/on 6 snubber surveillance program. 

' 0lAKE,j,j. Region 2, Ofc of the Oireciof. 68/10/1 1. 27pp. 47325:096- 

4732^1 < 2 . 


•8102M224 Fonvards Insp Repl 60-400/88-37 on 880926-30.Violationa noted under 
cwwwefalion for escalated enforcement action. 

Region 8, Ofc of the Oltector. 06/10/13. UTLEY, E.G. Carolina Povrer 6 
UqM Co. 2pp. 47200 340-47280,342. 


fnep Repl 60*400/88 37 on 860926-30 (rel 
iwurH4./80{o) 6 73,2ii,Violatlon8 rtoted Major areas inspected physical barriers • 
Pecf'flges 6 vehicles 6 safeguards contingency plan. 
4 MWmI' 472B0342°^*^^''^'^ Region 2, Olo Of the CHrector. 88/10/07. ip. 



:o reQuosi (or onforcomont iJ,scro(>on pot eoiOiS (u(cor> 
loni ro Toch Spoc 3 6 3 re isolaiiori valve for bypass lino 
on uaivo for Sloam Goneraior A 
er 4 Ltghi Co. 68/10/13. fiflNST.M.L. nocion ?, Ofc of 
n74il 351. 


8811090274 Fotwatlis Insp Hept SO 400/6B-27 on Q608IS.t9 & not.CO of 
violafKxinoaponse describing actions laken or piannorJ lo be isken fo improvo envi- 
ron qual/cadon proQtam rotiuesled Unroso'.vod Horn noted 

ERNbf.M L. Region 2. Ofc of Iho Olrocfor. 88/10/31. UTlEV.E E. Csro'ina Towor & 
Llgtil Co. 2pp- 47525:286-47525.321 


18.082, "Torus Sbells W/Corroslpn & Deeradod Coafines 
list oriel. 

jraifonal Evonfs Assossmenf (Post 8704 fi) 08/10/14. 
Jew York, Inc. IIOpp 47280:124-47200.235. 


'-88>f090276 ^'otice of vfofaUon ham fn^ on 860815. l8.Viofar.on noted, correctrio 
action faVen by ixensee to (osolva Nonconformance Ropt 67-096 not adequate to 
prevoni other ertylron quaiiflcalan eaupment from beinq degraded 
tnwST.M. BOfllOrt 2. Ofc of tfio Director 88/JO/3f Ppp 47525 280-47525 289 


30 085, "Brokon Beiernlng Bloch Studs on Anchor Dari'ng 

^leiionai Events Assossmont [Post 070411). 66/10/14 
ilow York, Inc t18pp 47463 109 47463 318. 

jpf 50-400/88-28 on 880815- 19 A 0830-0802 A notice Of 


-8811090378 Insp Repi S0-40O/8B-27 on 66O81S l9Violaiion noted Uaior areas 
Inspected env/on quauicalion of efectnea) eoufpmon) which inciuded review ei uiil im- 
plemoniaiion ol progtam 10 meet roq-Jramonis ol lOCFRSO 40 
MEBRlWEATHfcll.fr. OONLON.T.E Region 2. Ofc of IfiB Oirecior. 66/10/20 P2pp. 
4752$ 300-47525 321. 


c ol llio Dirocior 68/10/10. UTLEY, E.E Carolina Povror & 
367-212. 

aflon from insp on 800815-10 A 0030 0902. Viofaffons 
i.cablos A other pieces ol oquipmoni not sdeguaioly sur- 
4 radration hazards A Oosilec not checked, 
ifc of Iho DiroctOf. ea/tO/IB 3pp. 47367.180-47387:102. 

50-400/00-20 on 000815-19 A 0030-0902.Vio'aiions 
ad rodialipn proleclion program, including solid radwaaio 
idioacilvo malls A (adiolog<ca1 aspocls ol curroni oulano. 
r., HOSEV.C.M Reg'on 2, Ofc of (ho Director 88/IO/11. 


881 1078182 Promdas addf hifo as commifed (0 fn 800706 ftr respondmg to NRC Sulio- 
Irn 06 004 

MCOUFFlE.MA Carokna Power A light Co 88/11/Dl. Document Control Qranch 
fOocemtsm Cortfrol Oosli) 2pp 47461 281-47461 252 

681109046A Connrms B0I028 lelcofl ro enlorcemoni conlorencc scheduled lor 88111O 
In Alta/iie.GA concornirM security p/oUom. 

ERNST .ML nogion 2. Ofc ol (ho Director 80/11/01 UTLEY .EE CaroLna Power A 
Light Co Ip 4 7^4 284 47524 294 

081 1040324 Suppl 3 to NRC irdo Nolico 66-106, "Feodwalor Lina Break." Sve list onci 
nOSSf,C.E Ondsfon of OporaUanai Events Assossmonf (Post 6704f(| oo/if/iO. 
Consol-datod Edison Co. of Now York. Inc. 113f^. 47559 072-47550 104 


31012 Hr irt/ormlng NRC Ol slops taken !o corroci violaHons 
80-21. 

: of the Director 86/10/10. UTLEY ,E.E. Carolina Povver A 
270:103. 

a 66-084, "Oofoef/vo Motor Shall Koya in Limftorquo Motor 


8811160287 RospoTKls to NfiC BoHoUn 88 000. "Thimbfo Tuba Thinning in Wesimg- 
tiouso RoBClois “ Ptogiarn consistont w/bul<etin tocornmencjaiions will bo lormally im- 

a meniod by Engmeonng Periodic Tost Procedure EPT-II4, "Eddy Curroni tesi. 

vTSON.R A. Carolina Povirei A Light Co 88/1 l/lO. Docuinont Control Branch (Doc- 
umontConliol Dosk) 2pp 47504 123-47564-124 


poratlonal Events Assosamenl (Post 870411). 08/10/90 
/ Now York. Inc. » lOpp. 47280.004.47280: 123. 

0 66-O06, "Operating W/Muftipfo Grounds fn DC OisinbuHon 


881 1220803 Ack lece'ot ol 88102S lu Inlotming NRC ot steps lekon to conecl violations 
noiorf in Insp Rept 60-480/80-25 

VERRELLLbM Region 2, Ole ol me Oiroclor BO/11/15 UTLEY.EE. Cnrollns Power 
ALlghiCo ip 47^5 343 47605 343 


ipeteilonal Events Aasesamont (Post 070411] 60/10/21. 
ilNow York. fnc. I tOpp. 47463.001-47403:197. 

081103 onforcomenl conlqronce w/ulil in Atiania.QA to dla- 
om at feoliiy. 

I 2, Ofc of iho Ditoclor. 80/10/21. Region 2. QIC ol me Ol* 
4t4;302. 

) Rapt 00-400/00-36 on 88002e-30.No violations or devl- 

'fe ol Iho Oiroclor 80/10/26. UTLEY, E.E. Cs'okna Power A 
•47420:050. 

60-400/80-30 on 000026-30.No Violations or doviations 
;(ed emoigancy diasel gonoraiar mod A RCS (oakaga deior- 

Region 9, Ofc of the D.roetor. 0 O/ 1 O/ 2 O. 6pp. 47420 0S3- 


3 Ropl 60-400/00-20 on 000820-0902 A noiico of dOvlaifco 
3fo ol Iho OIrociof. 00/10/26. UTLEY.E E Carokna Power A 
1-47424:310 

iviaiion from insp on 880020 O0O2.Oov1ahon noted msint sur- 
(J as found data ouisldo allowable range w/no program to 
adings nor trend Inairumont drtfl 
)1C of me OlfOClOt. 08/10/26. Ip. 47424 200-47424:208 

60-400/08-29 on 800029-0902.0oviaiion noted Major oroas 
lo Reg Guide 1.97, "Inslrumeniallon for Lighl-V/atcr-CoolQd 
> Assess Plent A Environe Condrilon# Our/rig,., Accidenf.'' 

E. Region 2, Ofc Of Ihe Olrociof. 88/10/10. Iflpp. 47424:290- 


8611098284 NRC Into Notice 08 007. "Putr^ Wear A Foreign Objecis in Plan! Piping 
Sys." Sve Usl end 

ROSSi.C.E. Dwtoion ol Operailonal Events Assassmenl (Post 0784l>). 30/11/16 
Consokdated Edieon Co 01 New York. Inc. Il3pp. 47601 020-47601:132. 

6611060403 NRC lr>to NoUco 80 090. "Oogradei'On ol Weshnghoufo ABD RefeyS." Bve 
«$( and 

ROSSl.C.E. Orvisioo ol Oporalional Events Asssssmoni (Post 6704U). 8O/11/1O 
Consol-dalod Edison Co of Now York. Inc Il3pp 47507001-47597 113 

0011220441 Responds id NRC 08(0(6 Hr re viofanons noted fn (nsp Rapt 50'4CfO/60> 
20 UU disagioos w/sovoniy tovei as^gnod to Vioistion C Corrocuva aciionsiporsonnoi 
cautfonod aa to proper procedure lor pertorming coniaminaiion survey. 

WATSON.R-A CareUna P<7w«r A Lighi Co 88/11/17. Dccumoni Control li'encft (Doc- 
umont Control Oosk). 0pp. 47620.135-47620:142 

66 1 f 150089 NRC into NoiKd 00-009. "Oea'6ddlfon ol Hspion Eioclncal insulaHpn." Sve 
list anci 

ROSSf.CE. Division of Oparaiionai Evonis Assassmont (Post 0704ii). oo/n/2i- 
Consoiidaioo Eclisort Co of Now York. inc. 1 >3pp 47603 045 47003 16 V 

6811(80470 MAC Info Nouco 06-092. "Poiar^uei for Spent Fuel Pool Dreinaown " Sve 
list and 

noSSl.C.E. Owlsion ol Onoteiionai Evants Assessment (Post 0704it) 66/11/22. 
ConsoffdalodEdisonG). olNowYdrk.lnc il4pp 47608 t2-l'47600.237. 

6811160316 NRC SdioFn 60-010. "Nwrconiocming Molded Case Circuit Creekois " Sve 
l«l end 

nOSSLCE Division ol Oporalional Evortis Assoesmeni (Posl 070411). 66/11/22 
Corrsolidaled Edison Co o> Now York. Inc i2lpp- 47806.001-47606:123 


) NRC 880926 Hr re violations nolod In Insp Rept &0-400/80- 
iOmcorrect setting ontored into conlrof room area Monitor RM- 
alarm. 

Power A Light Co. 60/10/20. Document Conirol Branch (Doc- 
pp. 47415:005-47416.086. 

dl Info re NRC Bulletin 88-002. "Rapidly Propagallng Fatigue 
eralor Tubes." Ubl commils !o review results of fulo/o efeem 
>r evidence of donlinq. 

ina Power A Light Co. 66/10/27. Document Conirof Oranch 
sk). 2pp. 4744e:12t-47446:l22. 

o NRC 060916 SALP root lot Jut 1987 -June 1988. SALP mis- 
lam w/emergency operating facllily ventilalion sys porlormance 

a Power A Lioh! Co. 88/10/28. ERNST.M. Region 2, Ofc of Ifre 
32-47640.034. 

nap Repi 60-400/88-33 on 660820-0920 A notice ol violabon. 
jn 2, Ole ol the Oirectof. 88/10/31. UTLEY, E E. Carolina Power 
S:050-47485.082. 

[ violation from Insp on 880B29-0920.l/lo!atiori ootec]:3 h A I h 
3enerelor B bldg found to be breached A Inoperable.bui equip- 
d had not been compleiod aa required, 
in 2. Ofc of Ihe Director. 86/10/31. 2pp. 47405052-47495.053. 


R. Periodic operating reporls A related corresponilsnce 

861 1210321 Monthly oparahrm cepi lot Oci 1980 lor Hauls Unit 1. W/BBI 1 16 Hr. 
MAIEJ4W.. WAT^N.W A Cerol<na Power A LighI Co 88/10/31. 13pp. 47S88 095- 
47589:107. 


8. Reporlabla occurrsneot, LERa A related correspondence 

6611020341 PNO-li-98 065 on e61020.unit shutdown fcr 6>dBys lo roplace (wo main tur- 
bine generaror governor valves exhftchng arrebc behavior during closure Oovrjrnor 
valve roptacomonl wA lake saverat days to complela. 

CARROlL^t R^lon 2, (Jlc of IheOvectbr. 86/10/21 1p. 47414:300-47414:300 

6611090126 Pari 21 rani re deled In Llmiioraue Corp supplied aaloly- telalod 5M0 
valve acUielors w/RH tnsulaled dc motore Inal may nol develop full-rated starling 
lorgue al ^evaiod amb>enl terpps.RaMaw 0) molors by Uconsees recommendod 
WiLKINSON.I.E LImilorguQ Corp. OB/X/in. Olffca of Nuclear Reactor Regulation. Di- 
rector (Post 670411). I^p 47626:227 4 7525-242 

6611 100277 lER 8B-03(M)0rin esiOOS.slaam generator pressure In lurbino- driven aux- 
iKaty feedwaler putim atoam supl^ heater noted. Caused by rnadequaio sM lumover 
during valve repair (Mrlng outega Velve seated properly W/861 107 Hr. 

HOWE.AJ. WATSON.R.A Cardma Power A Ugbl Co 88/11/07. 6pp. 47514:107- 
47614:112. 


il 50-400/88-33 Oh 880829-0930.Violelions noted. Major areas 
safety verificelton, mohlhly malnl observatlon.radfcle^el pro- 
leal security program, LERs A design changes. 
lANNON.M.C.. FHEDRICKSON.P. Region 2. Ofc of the Director. 
>054-4?495.0e2. 


6611210202 lER 08-02A-00:on 8B10>4.p1anl tripped duo lo loss of leedwaier caused by 
low condenser hoi won level.Causad by tow level in condenser hoi well.Fsried relay 
coil replaced W/88m4 in. 

SCHWABENBAUER. WATSONJIA Carolina Power A Light Co. 86/11/14. 4pp 
4760e:1OS-4759aiOa 


174 DOCKETED ITEMS 


DOCKET 50-<(M NOfiTH ANN* POWER STATION. UNIT 3 


0 iii»peei>on i»port». lE & coirtspcnwSente 


Mil IMI33 AT/^ses ma' p39« r.lr<ip RcflS M.O?3/86-Ot.6<H07/a6-O1.5O4)T2/8a- 
Oi 4 W407;ee-0i wassifie^as pfoprieia/y 

MijnRAVB flMton 4 etc cl Oit«iw afl/n/K. BROPHV.JJ ma\ U>w ol. 
Sa'iLakeOv l/r 2pp 476e9C97-4?58909a 


DOCKET 60-407 UNIV. OF UTAH flESEARCH REACTOR 


K. Qenec^ corresi>ondence 


MttOSOOTO Not.f>es 'Tiai eUectwe 8fiiK>3 0 < GeiwJicn iema*s teatiof adiiii«8iia»r 
of uAfv /wciea* erKiineefM laS Curjani merbersnip ol leacto* salet» eoiwhUM «•«» 
CRAWFORD.kC LtaH, Uw ol. Sa I LAli e Oly. UT aBM0/t7. MARIIN.R flegiOA 4. 
O^c Cl IheDireciof ip 474S3 33&47*>2336 


O. incpactlon reports, lE BulFellna & correspondence 

Ml 1070160 Ack tec^pt cl MOdOo 4 37 Itrs mlwming NRCol steps taken (o cotieci 
vx>ia%or.s no'ed in insp Repls 60072/64-03 A 50-4Q7/6e-03Ueniee aulhotaed to 
resvima oporaMn cl TRiGA leacior 

Martin R O Re^n 4 Olc ol ino Ovectot 48/10/29. BROPHVJ J UUh. Umv of. 
SaiilakaCrt/.Ui 2pp 47444 U3-47444 116 


P. Operating license eiage documents & correspondence 

8810180350 Gananc LU 88-17 to all holders ol OLs or CPs tot PWRs re jqm ci 
OHR& rckstcnct. 

CnuTOtFlELD.D Associaie Direclor lor Pro.ocis (Post 070411), 88/10/17. (Jonsot- 
daled Epson Co. ol New York. Inc. 04pp. 47279:156-47279.241. 

88 10250164 Generic Lir 68-18 lo all licensees ol operating roactors & holders olCPsre 
piani record slorago on opt cat disKs.Svc list end. 

CRUTCHFIELD, 0. Associate Director tor Prolocls (Post 070-111). 88/10/20. Cwsjj. 
dated Edison Co. ot New York, trie 45pp 47513 001-47513:046 


O. inspection reports, lE Bulletins & correspondence 

8810030249 NRC Info Notice 86-079. "Misuse ol Flashing l.lghle (or High Rsdsijon 
Area Controls." 5vc I SI encl. 

ROSSICE Oiv-s'on ol Operellonel Events Assessment (Post 870411). 88/10/07 
Consc*itlaied Edison Co. of New York, Inc. I23pp. 47279:242-47280:003. 

68100701 14 NRC inlo Notice 86 082. "Torus Shells W/Corroslon & Degraded Coalings 
M BVi'R CoAia'nments." Sve t-st errcl. 

ROSSl.C.E. Division of Operalonal Events Assessment (Post 870411). 66/10/14 
Consoi'dated Edison Co ot New York, Inc 1 lOpp. 47280-124-47200.235. 

8810 (40212 NRC Inlo Notice 88-085. "Broken Relelning Block Studs on Anchor Oahi-'g 
Oieck Valves " Sve lisi oncl. 

ROSSl.CE. Oiv.sion of Operational Events Assessment (Posi 870411). es/iO/tf 
CcnsoMsied Edison Co W Hew York, Inc. tiepp. 47463-.109 47463-318. 


-64 11070142 irfomscr 841005 06 pun to vis.1 lacilry to rewtrw coaeccve aci4)ns re 
resian cl TRIGA reaclorPc/rrvssron lo operate cou'd be 8tat:te<f by 881097 tl no 
propierrs noted 

MARTINRO RMon 4 O'c ot the Ovector 88/09/27 GFtOPHYJJ Uiati.Unrv ol. 
San Lake Or/. Or ip 47444:115-4 74 4 4 115 

>•8411070143 Corrected lit mlorming NRC that licensee now meets ail teqwretnenis 
urxSar license par insp Repts SO-407/84-01 & 6(3072/88-91 Corrective achons sves Ol 
addi senior person <o serve as reactor supervisor secured 
BROPHY.JJ Utah. Urvr cl. Salt Uko Oty. UT 88/09/06 UARTiN.RO Regain 4. 
Oc el (he Director Ip 47444 116-47444 114 

44ttQr0296 Ack '*;e>pt qI 4813834 & 25 i‘/s iMocnung NRCol Steps taken V) eoi<«c« 
violations 8 devia'->oris ncted m Insp Reois 50072/8801 i 50407/$8-0l 8 
order Concludes ihai w/ srcspoon ol Vioiabon Sc.wjiauons ddrtoi dccm 
MARTiN,RO RMvsn 4, Ott Ol IhS Drecior 88/10/28 BROPHY.JJ Uiah. Univ ol. 
Salt Lake GTy. UT 5pp 47460 076 4 7460 060 

88 1 12 tot 78 Corrects msp repi numbers used in $81028 it/.nadvenerYiy submmed as 
50-072/88 0 3 8 $0 407/88-03 Correcr nu>T4>ert ere $9072/66-01 8 5 9497/64-01 
MURRAY, 0 B*g«sn 4. 0« ci the director 44/i i/iO eRQPHY.JJ Ul8^ UnN ol. 
Sail LAka City. UT 2pp 47556 266-4 7596 284 

8811210212 Advises that insp Repts 59 072/8402 6 59407/44-02 canceHod No >epi 
issued <or repi number 

MURRAY.® fleoron 4. Oic ol the Ovecior 88/il/tO BROPHYJJ Uialt. Uiw ol. 
S&'l lakeCiry.l/r 2pp 47611095-47811096 

8811160019 Fonva/ds insp Reels 50 072/4403 4 50-407/4803 on 801005 06 No vio- 
tanons or deviatrons noted TRiQA rsaciM restart aipects commuraceied via sepaiaie 
correspondence 

MURRAYS fleo^on 4, Qic of the Oiector 66/11/14 BROPHYJJ Utati. Un«j ol 
Salt use Crty.UT 2pp 47583 901-47583 011 

-B81II80021 l/tsp RepiS 50072/8803 A 59407/86-03 on 84l00500NoviOl8bonsor 
deviaboni noled Major areas inspected coneettve actons taken m response to ^ 
mgs m (r.sp Repi.s 50972148-93 A 50-W7/48-03 A 680708 order 
CMANEY.hO. KElly.JA, BAER flE Region 4. Ole ol theOrecior 48/11/09 9i» 
47663 003 47583011 ^ 


4810140018 NRC Info Noi-ce 68 084. "Defective Motor Shalt Kays In LimJorQue Mo'or 
AciuaiO'S." Svc I si encl 

ROSSl.CE D.vision of OporaNonal Events Assessment (Pr^st 870411). 86/10/20 
L^spi daled Ed son Co ol New York, inc- 1 19pp. 47260.004-47260:123. 

4410)70991 NRC Into Notice 8a-068, "Opoialtng W/Mullipte Grounds in DC Ois'f.W-ion 
Sys " Svc bsl encl 

ROSSl.CE Otvis-on ol Operational Events Assessment (Post 870411) 68/10/21 
Cons^aiad Ed.son Co of Now York. Inc. HSpp 47463 081-47483:197. 

8811040324 SuppI 3 to NRC Info NoKCO 66-106, "Feedwater Line Break." Svc Hsl e.*iel. 
R05Si.CE Division ol Operalonal Evenia Assoaamenl (Post 670411). B6/M/10. 
ConsoiiflstedEOiSon Co- of New York, Inc. 113pp. 4765B.072-4758d.184 

4811090744 NRC Info Notice 94 047. "Pump Wear A Foreign Ot>|4Cts In Plant Piping 
Sys " Svc li$i oncl. 

ROSSl.CE. Oiv.sion ol Oporanonai Events Assoasment (Post 870411). 88/11/18 
Consol-daleiJ Edison Co ofNswYork, Ine. I lOpp. 47601:020-47601:132 

881 1090403 NRC Into Nonce 88 068, "Oogradaiion of Weaiinghouse ARD Relays " Sve 
lisi ancl 

ROSSl.CE D-.vision c4 Opsianonai Events Assessrnarii (Post 470411). 44/ttft6 
Cor>soi<d8lsd Edison Co of Now York, Inc. 113pp. 47S97;001-475B7:1 13. 

8811150086 NRC Inlo Nohce 66-089, "Oeoradaiion ol Kepion Eleciilcel Insulation." Svc 
HI enc). 

flOSSlCE Division of Opoiaiionai Evenia Assessment (Post 8704U). 66/11/21 
Consokdsied Edison Co of New York, Inc. 113pp. 47603:045-47603:161. 

6811160470 NRC Inlo Notice 86-092 "Poienllal lor Spent Fuel Pool Draindowri." SvC 
LSI end 

RO^i.CE Division ol Operational Events Assessment (Post 670411). 86/11/22 
ConsoLdalsd Ed son Co. of New York. Inc- 114pp. 47606:124-47606:237. 

8811140316 NRC Bulletin 88-010, "Nonconlorming Molded Case ClrcuH Breakers " Svc 
Hlenci 

ROSSl.CE. OiviS'on ol Operakonal Events Assessment (Post 870411). 88/11/22 
ConsotuJaied Edison Co. el New York, Inc. t2tpp. 47606-.O0V 47606-.t23. 


fXkCKET 50-409 Uk CROSSE BOILMO WATER REACTOR 


fl. Periodic operating reports A releled correspondence 


F. Security. medicsJ, emergency A fire protection plans 


Revised EPiPs.vicHxJing Issue 34 lo EPP-P.lssoe i9 lo EPP-3 issue 0 (a 
£PP-4.i8Sue 9 lo EPP 6 4 Issue 10 lo EPP-7. 

* Oavyland Power Cooperauve 84/09/30 67pp 47430328 47431 109 

4410310017 Goner* Lti 8819 lo sit fuel cycle lacAty hcstisees 
pMsessingusrrgimportingexportng or Iranjporwg torriKrfa quanioes of straieok: 
Ol C Py kensee ouards w prevent tfoti 6HM9»c w end 

Ed.^^ 

sS; ^ 

CREGER.LR Reg«n 3. Ore of the Orocior 88/10/31. TAVIORJW Oamrianci 
Power Cooporativo 2pp 47473 054-47473 055 (/aeyianc 

”i!s*?0CFR2 TSoT*^ plan Re« irthbelfl 

TAYLOR jw Oavyiand Power Coope/suve 88/lt/Of. Oocomenl Corural Brandi 
(Oxurnenl ConireJ Desk). 2» 47607 280-47607.281, 

** -*-'J.^ *^ receipt ol 881025 hr iransmittino scope A obieclives (or iQ8a emM 

^ procedure EPP-P. ■ Oigarwahwi 4 Opermwrr 
FOSTER.* OaryUrKlPovver Cooperative 60/11/07 Spp 47593352-47583356 


8811140146 Monthly operating repi (or Oct 1986 lor La Crosse BWR.W/ 081 103 lu. 
CHRiSTiANS.R , TAYtOR.Jim Dalrylend Power Cooporailve. 80/10/31. 5pp 
47540 140 47540 144 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 


8610250482 Responds to NRC 88091$ Ut to violations rioted in Insp Rents 50-220/88- 
17 A SO-4io/8B-l7.Correciive actions lire patrol established on 860629 A piocedures 
re barrier permits revised lo address Identilied concerns. 

MANGAN.CV Niagara Mohawk Power Corp 88/10/17. Document Control Branch 
(Document Control Desk). 3pp 47270 024-47270 026. 

8810310017 Genetic Ltr 88-lS to all fuel cycle facility licensees 
posses5inQ,using.lmponing.ei!porti(\Q ot iraosporting (otmula quantities ol strategic 
SNM re use of deadly force by licensee guards lo prevent theft of SNM Svc list encl 
BURNETT, H F. Division of Safeguards A Transporiahon (Post 070413). 80/'O/28. 
Consolidated Edison Co. ol New York, Inc. 3lpp. 47513:047-47513:077. 

4411180204 Responds to Insp Repts SCi-220/88-25 A 50-410/68-24 re appraisal In- 

KE I loliowup items contained In App A. Methodology (or using posl-acclden' sam- 
isults will be Incorporated into radiologicel dose assessment cepabilriies 
AN.C.V. Niagara Mohawk Power Corp. 06/11/10 Document Control Branch 
(Document Control Desk), 7pp. 47583:140-47583:146. 


‘o emergency plan.W/B0l 1 16 ltr, 

TERRy.CO. Hisgais Mohawk Power Corp. 88/11/16. 400pp. 47578:202-47579.344. 



8311300514 Commeni opposmg proposed ruio lOCFfl26 re Fiirtess lor Duly 
Program.Ut'i supports NUMAHC commenis & urges MRC 10 accord full consideration 
to NUMAnC detsMed remarks. 

WiLSON.Q.O. Niagara Mohawk Power Coip. 8B/1 t/l8. CHliK.S J Otliceol the Sec- 
retary of the Commlsston. 3pp 47633 344-47633 346 

881 1230282 Advises lhat.elteclive on 801 1 16.L Burkhardi appointed as Oxecuirve vice 
preetdeni of nuclear operadorrs. 

bNDRiCS.J.M. Niagara Mohawk Power Corp 80/tl/2l. Document Cortuol Branch 
iDocomonl Control Desk). Ip. 47623.080-47623:080 


J. Insurance & Indemnity Information 

88M160099 Penvards lisled documenrs.lnciudrng annual certified sialerrH«n{ tor 
1997. per tOCFRt40.2l roquUoments re guarerMee of retrospective premium. 
RUSnMORE.J.W. Niagara Mohewk Power Corp 80/1 1/00. OlNlTZ.I OHico ol Nucle- 
ar Reaclor Regulation, Oiroclof (Post 870411). 7pp. ‘17565 246 47566 292 


P. OperoUng Heanae stage documenta i correaponOance 

8B1Q180360 Generic Lir 86-17 to all holders ol Ous or CPs tor PWRs to loss ol 
OHfl Sve list enc( 

CRUTCHFIELD, D Assodeto Dvocipr tor Projects (Post 870411) D6/»0/»7. Coftsol- 
deiod Edison Co of Now York, Inc. 84pp. 47279 156 47279:241. 

8810260164 Generic Lir 68-16 to aH llcensoos of operating reactors 8 holders ol CPs to 
plant record storage on optical diska Sve list end. 

CRUrCHFIElO.O. Associate O.recfor for Proiects (Post 870411). 88/10/20 Coosok- 
daled Edison Co ol New York. Inc 46pp 47513 001-47513 046 

9811020013 Forwards notice of environ assessment 6 find'ng ol significant impact re 
exompHon from lOCFRSO 7i(o) 

MAUOHEY.M.F. Project Oirocloraio 1-1. 88/10/26. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 47416:160 47416 166. 

-8811020016 Notice of environ assessment & finding ot no slgniticant impact re exemp- 
tion from certain requiremonie ol I0CFPSO.7f(Q)(3j(rj 
CAPRA.R A Project Oirectorelo 1-1. 80/10/27. 2pp 47415 162-47415 165 

8811040083 Forwards oxempUon from requirements ol lOCFROO 71(0). porminirm aix 
month delay In Initial PSAR update to 890430 & altowtng only updated pages ot f^AR 
to be submitted than resubmillal ol onlire FSAR. 

HAUGHEy.MF. Project Olrectorate l-f. 66/10/31. MANGAN.C.V. Niagara Mohavi.k 
Power Corp. 3pp. 47446 165 47445:174. 

-8611040086 Exempdon from requiromonta ol fOCFRSO 7t(ei.pertviiit>rm abt monih 
delay in Initial FSAR update to 800430 & ellowing only tipdetod pages ot FSaII to bo 
submitted rsihai than tosubmiual ol entire FSAR. granted. 

VARGA..SA. Division ot Resdor Projocis • I/IT (Posi 8704ti| oo/tO/31 Niagare 
Mohewk Power Corp. 7pp. 47445:186-47445:174. 

8811180006 Forwerds eoirecled oxomption from certain requiremonis el fdCFRG0.7t(9) 
le FSAR updates Signature page neodod more text. 

HAUQHEvMF. Project OirociOralQ 1-1. 88/10/31. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 47661.135-47661:142 

**6611160013 (^rrocied exemption Irom certain lOCFRCO 7i(e) requiremonts ro FSAR 
updaiea 

UAINA8.Q.C Division of Reactor Prolocia • l/H (Post 07041 f). $6/10/31. Niagara 
Mohawk Power Corp. Opp. 475et.137-<t768t:t42. 

8811080037 Roquoaie remittance of (oo toi 000901 appiicalion tor oxerr^tion Item 
10CPR21 for facility. 

OlGQS.RM (.icensa Fee Managoment Qranch. 88/ ft 704. 1.EMFGES.TE Megara 
Mohawk Power Corp. ip. 47602.0^27-47602.027. 

8811160116 Fonagrds epplicaiion far emend (0 i.lcenso NPF.OS.romovmg organ<»bona< 
charts from Tech Spec.Roquost suppis 880606 & 0722 aubmittals.baeee on toconi 
change In mgl organhaiion. 

TERRY, C.O Niagara Mohawk Power Corp 08/1 i/OS. Dooimdnr Comrol RrarKti 
(Document Control Desk). 1p. 47553.030 47553 350 

-8811160118 Appkcal/on tor amend to Ucense NPF-66.pf0pos'ny edminieuettve 
changee to Tech Spec Sections 6.1,6.2,0.6.6 6 & 6 7 to reflect rocont change In mgl 
orgat^iallon. 

TCTRY.C.O. Niagara Mohawk Power Corp. 88/1 f/08 2pp. 47553:339-47853 340. 

-8811160121 Proposed Tech Spec Pages 6-1,6-8.6-0,6-10,6 1 1.6-14 & 6-f5, relieclmg 
recent changes In mgi ergartlzallon. 

’ Niagara Mohawk Power Corp. 60/11/08. 10pp. 47653:341-47553 350 

8811210408 Forwards application lor amend to License NPF-89. revising Tech Spec 
4.0.6 re surveillance requirements for Insetvlco Insp & losilng.Fee paid. 

TERRY, CO. Niagara Mohawk Power Corp. 08/11/10. Cfocumcnl Control Biartch 
(Document Control Desk), tp. 47672:287-47572.29t. 

-8811180192 Application for amend to License NPF-59.rev1sing Toch Spec 4.0.6 re sur- 
veillance requiremenis lor Inservlce fn$p & testing. 

TERRY, C.O. Niagara Mohawk Power Corp. 88/11/10. ip. 47672 288-47672 28$. 

-88)1160184 Proposed Tech Specs re 8un,'eil(ance tepijIremenlB tor tnservice tnsp & 
testing. 

* Niagara Mohawk Power Corp. 88/11/10. 3pp. 47672:2eg-47&72:29t. 


Q. (napectlon reporU, IE Bulletins & correspondence 

8810030249 NRC Into Notice 88-079, "Mlauso ot Flashing llghls lor Radiation 
Area Controls.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411). 68/10/07. 
Consoildaled Edison Co. o/ New York, Inc 123pp. 47270:242-47260.003 


iiuaai.r./ 1: ovision oi unoraiionai tvenis Assessment (hosi u/u<iti| uu/iu/i4. 
ConsoBd.eied Sdivsn Co of Now Ycik. Inc itOpp 47280 124 4/280235 

6810140212 NRC Info Notice 68 085. '’Qioken Retaining O'.ock Studs on Anchor Oarlmg 
Chock Valves.” Sve list cnci 

ROSSI.C.E. Division ol Operat onai Events Assessment (Post 870-111) 88/10/14. 
Conso'idaUKl Edison Co of Now Yo-k, Inc iinpp 4/463 199 47463.318 

6810260482 Responds to NRC 600916 ilr re violations noted In Insp Rop>S 50-220/68- 
17 & SO-410/66 i/Corroctive actions. fue patrol esiebfishod ort 680629 & procedures 
re barrier per mils leviseci to address idontitlod concerns. 

MAI^AN.CV. Nagara Mohawk Power Corp. 88/10/17. Document Conirol Branch 
(Oooanent Control OesK) 3pp 47270 024-47270 026 

8818280394 Ack rocolpt ol 800805 It' inlorming NRC of slops taken to correct vio'ations 
nouHi IP Insp Repi 50 410/06-08 Undorsiarids that utif complotod 60% of effort re 
waikdowfls lor oquipmeni revoiihcat.on. 

MARTIN.T.T. Rog.on 1, Otc o( the Oirocioi 88/10119 MANGAN.C.V. Niagara 
Mohawk Power Corp 2pp. 47203.176-47263.166. 

6810140018 NRC Info Nol'ce 68-084, "Doleclivo Motor Shall Keys In Llmiioique Motor 
Aciuators." Sve ksl enci. 

HOSSt.CE O.visian ol Oparaiionsl Events Asscssrneni (Post 870411). 68/10/20. 
Consolxlaied Edison Co 01 New York. Inc. tl9pp. 47260 004 47280.123. 

8810170301 NRC Info Notice 08-068. "Operaling W/Mulliplo Grounds in DC Distribution 
Sys '* Stm Ksi end 

ROSSf.CE Oiviston ol Opcrslbonal Events Aasessntent (Post 6704tt). 86/10/21. 
Ctonsolldaied Edison Co of Now York, Inc. 1 16pp. 47463.001-47463 107. 

8810260237 Subm/is results of insps condi/cled to ensure ihat ail GE latching-iype HFA 
relays instaiiod in Class lE Isafoty-rplated) applications have adequate latch 
enoagometst.in response to NRC Du'loim 88-003 

TERhY.CD A/ragara Mohawk Power Co»p. 8S/10/2I. Documoni Coniro^ Branch 
(Oocumoni Control Dosk) 3pp 47269 096-47260 09B 

8811030908 AdvtsPs Ihat mod imp'emontavcin ro losponso to Va'-atlon 87-29-01 not 
necessary sirKo procedures captured errors. 

WILUS.JL Niagara Mohawk Power Corp 88/10/27. Document Control Branch jDoc- 
u/nent Comrr^ Desk) tp 47422 336->l7422 335 

8811090153 forwards Insp RaplS 50 220/SO-tO 8 50-410/88-10 on 880825- 1003 & 
AOUce of viDiaben 

WENZlNQER.EC Reg'on 1. Ole of the Director. 88/10/27. MANGAN.CV Niagara 
Mohawdi Rowoi C(vp 2pp 47495 000-47495.032 

-8811090 1S7 NoVco el vio'.aiion Irpm Insp on 600825-1903 Vlolnlrpns nolod as lolt Kip 
solings <o< rod block backup ina. Channels A & R not obiamod & not recorded in 
Step 6 2 23 duo 10 procedure) do/;cfoncy. 

* Region I.Olcot the D reclor. 88/10/27. 2pp 47495 010 47495.011 

-8811000184 insp Rspi 60 220/68-iB 8 50'4lO/$$-l8 or^ 880825-1003 Violations 
noiedMa|o> aieas inspoctodiiconnoo acnon on previously idoniiltod nems.piant 
louts.sstoly sys wo'kdown. survei'lance tosima reviews & sFogeiion loriowup. 
JOtNSON.JR Ragton 1, Oto Pi thd Director 88/10/21 2ipp 47495 012 47495 002 

8811090019 Ack fccelpi Of 600920 hr inloim’nn NRC of slalus of ovefuallons of Ifow 
iiuciueiipns & nouKon flux rtoise.pai insp Repi 50-4 10/86-04. Complete esasssmant & 
lorig term ^ans will be roviswcP upon rocoipi ol scheduled 681231 submliial. 
OAlLO.n.M Region i.Ofcolihe Director. 60/M/OI. MANGAN.CV. Niagara Mohawk 
Power Corp 2pp. 47483 12V 47483 1 23. 

8811180092 Fonvards Insp Repls 50 220/06-31 8 60-'tlO/8S-3l on 661003-07 No vio- 
laiions noted 

BELLAMY.RR. Region 1. Otc of tlio Olractbr. 88/t1/07. MANGAN.CV. Niagara 
Monewk Power Corp. 2pp. 47561 I26-4756I:I34. 

-8811160998 Insp Repls 50 220/88-3t & 60-410/08-31 ort eB1003>07.No violaliona 
noiod.Major arosa inspoctod.rediotogical conirols including Iranring 8 
quaklicaiions.iniotnDi & oxiernat oxposuio cbhtrots.ALARA & rad.oactlvQ mall coniiots. 
LOESCM.R. SHANBAKY.MM. Region 1, Ole ol the Director. 68/11/03. 7pp. 
476$M2«-4 7681; 134. 

8811040324 Suppi 3 to NRC Inlo Notice 86-106. ‘Toodwalei Lino Break'' Sve lisi and. 
ROSSf.CE. Orviston of Operalionel Events Assossmeni (Post 870411). BO/11/10. 
ConsoFdaiod EOsoo ^ p( New Yo|k. Inc Ii3pp 47559072-47559 184. 

8811189205 Responds f6 Insp Rents 50-220/00-25 8 60-410/98-24 ro appraisal In- 
specter loHowim iioms conie'noU In App A Meiliodology tor using post-acctoonl sam- 
pling lesuHs wjI bo incbrporalod Into radiological dose aesossment capebil.tios. 
MANGAN.CV, Niagora Mohawk Power Corp 08/11/10 Oocumoni Conirol Branch 
(Oocumoni Coixlrdueak). 7pp. 47503:140-47583 14$. 

8811210408 Forwards applicalion for amend to License NPF-e9.revlsing Tech Spec 
4 0.6 >e euTvoJIanco requiromonts lor Inservlce Insp & losHtm.Fee paid. 

TERRy.C- 0. Niagara Mohawk Power Cqtp. BB/n/lO. (jocument Control Branch 
(Oocument Conirol Desk) Ip 47872 207-475;2:29l 

-6611180192 top'jcatlon for amontito License NPF-89. lev.slng Tech Spec 4.0.5 re sur- 
veuisnce reo'Jrements for Inservico Insp & icsiino 

TERRY.CO Niagara Mohawk Power Corp. 88/1 1/10. Ip. 47672 280-47572'286. 

-8811160194 Proposed Toch Spocs to survoDlanco requirements (or Inservlce Insp & 
loaling. 

• NfegafB Mohawk Power Corp. 88/1 1/1O. 3pp. 47672-269 47672:201. 

$811090284 NRC Into Notice BO-OB7, "Pump Wear & Foreign Objects In Plant Piping 
Sys ” Sve kst onci 

ROSSl.CE Division ol Opcrnbonei Events Assossmeni (Post 870411). 68/11/16. 
Consolldaiod Edison Co. ol Now York, Inc. Il3pp 47601:020 47601:132. 

9811990403 NRC kilo Notice 8B-D88. ‘'Degradplipn ol WosUnghouse ARD Relays ” Sve 
iisi enci. 

ROSSI.C.E. Division of Opoiaiional Evonia Assossmeni (Posi 6/04ltt. 88/11/16, 
Consolidated Edison Co 0! Now York, Inc 1l3pp, 47597:001-47597:113. 


9, ■ Oea^aOetiocv o( Kapion ElecMica' insulaiwn" Svc 

nal Evur.is Asaesamoni (Post B7041I) 68/11/21 
/Oik.lnc H3pp •17603.0'I5 47603 »61- 

92. 'Polonhai fo' Spent Fuel Pool Oiamcown" Sve 

nal EvQ.nis Assossmcnl (Post 87041t) 68/11/22 
/Otk, tnc. 11<lpp. 47606.124-47606.237, 

Noncon'orminy MolcJocJ Case Circuit BtoaKe/s." Sve 


e64'tteoo6S Spovei taplnn 664023.QaeeoueeHljon\ monlioiinu aye (GEMS) in&t>e<eb'.o 
w/unsat'Slaclory data lor rvobie gas actIviiy.AtiernaUva sompro moihods in'picmonlail 

K ar Teen SpacaGEMS irtoporab’o lorigcr ihan 72 h.Cauao not doiormmed 
/ilLlS.J.L. NieMia MohawK Power Corp. 08/1 1/09. Document Control Grancli (Ooc- 
umeni Coriltol Oosli). 2pp 47503.067-47583080. 

6011160050 LER C6-OS7-OOon 081OI3.6cr>nsod core nowpr lovol oxcecdod 
limit Caused by dosign ca'culalion error by NS5S vendor. Proolem ropt & work ie<;uoii 
Issued to rocalibr leedwator Ilow PansmiitersW/OOl 110 Itr 

CONV/A'/.3. V4lt.UG.Jt.. N>ag»a WtoUawk Power Corp 60/tt/tO Opp 47S936!>6 
47563:091. 


nal Events Assossmoni (Post 6/0411) 66/11/22 
Totk. Inc t21pp. 47606,001-17606:123 


elated correepondence 


0811160063 LER OO-OSS-OOron OBlOll.plug foimd nxssing trom lest connection on 
drywoll hoed seal asseti^y bypassing one of roomted redundant seals while conleh- 
mant Iniegnlyin degteiled cond Hon Caused by do^go daltooncy W/eoi 1 10 Itr 
WARD.H. VVILIIS.JL Niagara Mobawli PawO' T^rp 8Q/11/1O 6pp 47589092- 
47589067 


hanges.losis & operimenis Itom 66iO3t-86083l.par 

^ower Corp. 80/10/26 Oocument Conitcl Branch 
J7364:1P2-4?364:136. 

It (or Oct 1960 lor n.ro M le Point Nuclear Station 
lagera Mohawk Power Corp 68/10/31. 2ipp 


801121(1120 LER 8B-(M4-Ol;on 880912 & lOW.dosign inadequacy m Div I & It emorgon- 
cy ti-osel goneralor corurol circu is discovered. Event on 601017 caused by porsonnol 
erior.Torpporaiy mod pe>rlormedW/681 1 15 Hr 

t/VAno.K, WltllS.JL l«agata Mohawk Power Corp. 60/11/15 6pp. 47509 226- 
47580 23t 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


: & related correspondence 

)91S.discovered (hat error had boen rnado when on- 
jmp program lor calibi |el pumps Caused by porsen- 
terun usmn co-roct Input data W/661017 It/. 

) Mohawk Power Corp. 88/10/17. 8pp 47263.211- 


:R 86 48-00, originally subrr:ltod w/datos inedvorteni- 

ror Co'O- 86/10/17 Oocurront Control Branch (Ooc- 
I07-47263;191. 

.1 880918. unit oiporiorcod aclualion o< ESP. 
usod by design delicicncY- (aolat on slgriai resuLMod 
) Ilow irer.smitiera corrplotod. 
lohawh Power Cotp. 88/10/17. 4pp. 47263:180- 


A. Appilcelion/constructlon atega documants A correapontience 

60(0260066 Fo/vvards doleas of changes lo WHiPJET program root, including clarilica- 
(lona & roanatysis ol some liaciuto mochanics caicidations.resu'ting >n data somowtial 
difleroni than date iransnuiied in topi by 070002 Hr W/o ropt 
S'EBER.J 0 OuquQsrte I igni Co 07/02/13. OENTON.H.R. Olllco of Nuclear Roaetpr 
Reguiai'on. Ovecior (85li25-8704li). TAMP. Division ol Prossurized Water Roacior 
Licensing - A (651(25-870411). 2pp 47202 073-472&2 074 

66I02S0Q46 Forwards S&W 870212 attgirteeting assurance corrective acMon status ropt 
^ovKiing status ot corrociive action iioms tesulimg Irom Engineering Assurance Audit 

CAneY.J.J Ouquosfto lighi Co 87/02/23 GWMES.B K , IM0RO.E V. Olc Ol IMPOC- 
non 8 £nlorcomonl.Oiieciot (020201 870413) ip 47269.144 47269.144. 

6611140173 Forworde SER (e achedular exemption re requiroments o( RM-502RO- 
semds 870224 poshlon on uso <4 nM'50-2 

TAM.P S PrOieci Oirecloiaio l ^ 07/08/07. CAREY.JJ Duquesne LIflhI Co. 2pp 
47644 231 47544 237 


OS.Teoh Spec v!olaio<J Caused by gaseous elduont 
lor more than 72 h due to equ^moni (aiiu-'e Fai'od 
k aye taeloied lo oporab'iity on 081014. 
war ^tp. 68/10/16. Document Control 6rar(Ch (Ooc- 
1 1S9-4730S'140. 

30920,01/ 1 SVC water ays "Loss ol Oils to Powor" 
inol error & leek of monta' aiiontion-Obr 1 switctiaear 
O8OdW/a01020 Hr. 

a MohswVi Powor Corp 88/10/20 4pp. 47378.199 


-0011140(78 SGR concluding no roqoitement lor i-censao to opoiato in conlormonco 
W/RM-SO 2 exists 

* Ollice of Nuclear Roacior Roguiaiion. Ovacior (Posi 870411) 07/04/20. 5pp 
47644 233 47544.237 

6611140106 Advises ihai emond 10 FSAR Chapter 16 10 encompass survoiiarico & 
oporablHiy (egu-rements would resolve NRC concams 

TAM.PS Pro)ecl Oirsciorelo 14 07/05/19 CAREY.JJ Duquosnu Light Co. 8pp 
47635 165 47535 109. 


}920.8purioja high radialon irp signal resuii-ng in ac- 
0 not daterin nod Control panel me cations momiorod 
'601020 Ur. 

I. Niagara Mohawk Power Corp. 89/10/20 5pp. 


0922.unit oxperionced actueiiort ol ESF consisimg oi 
y porsonnol error due lo Inalioniion lo detail Closed 
iial.W/83l02l Itr. 

a Mohawk Power Cotp 86/10/21. 7pp 47375001- 


:0926.operalors notiTed ol design doriooncy In Caie- 
ull lot d-scharge motor ope/aled valves on live sve 
alays replaced w/Calegory lE.W/681026 Hr. 

Mohawk Power Corp 88/10/25. 6pp. 47421:147- 


F. Security, medicei. emergency & lire proteetlcn plans 

eodOSOOll Reouests betel status ropt on ansnqomervts lor mudtcsl sves in ottsJc 
plans.per PEMA Guidance Memo M&l & IE InloNoiico 86 090 
TAM.P.S. Protect Oiteclotalo l-l. 07/05/29 CAREY.JJ. Duquosno LighI Co. ISpp 
47613 865'475t3 280 

6010310017 Generic Lir 06-19 to a" luel cycle facility IlcensooS 
possessing.usmg.vnporbng.exporlrig or irenspoding formula quantities ol sliatoglc 
SNM (0 use of deadly force by iiceioeo guards 10 prevent Ihell ol SNM.Svo lisi oncl 
BUrtNETI.R F, Oivisfon ot Saieguatda & Transportation (Post 870413), 88/10/28 
Consolldaled Edison Co ot Now York. Inc. 3ipp 47513.047-47513 077. 

6011000306 Forwards Insp Reply 50 334/80 25 & 60-412/08-19 on B6090I-30 No Vio- 
lations noted 

W1QGINS.J.T. Rog'on 1. 0(c d Ihe Otecloc 68/iO/3t. SIEBER.J 0 Duquasno Light 
Co 2pp. 47472210-47472:236 


e0029,ESF aclualion (RHR Pump lA) auiomaiicaly 
1 elcctdcal ca'-br sutve-'lenco tast.Caused by porsorv 
•OCA condition did npl e)nstW/68i029 Hr. 

Mohawk Power Co/p. 83/10/29 5pp. 474C6 102- 


30927, fa’Iure to perform i25-volt beliery surveillance 
ir nod Caused by personnel error.Eiccincal mant dept 
difie{I.W/Q8l020 Itr. 

I Mohawk PowOr Corp 88/10/29. 6pp 47474:110- 


icl In Limllorque Corp supplied safety- related SMB 
I dc motors that may not develop full-raled siading 
9 Review of moiora by licensees recommendod. 

> 88/11/03. Offiso of Nuclear Reactor Regulaiiott, Oi 
>5 227-47525:242 


-8OI10SO3IO insp Ropis SO-334/88-25 & 50 412/88-19 on 8809 D 1 - 30 NO violations 
noted Maior areas inspected actions on previous insp find.ngs,plani 
opetaiior)s,security.radloiog>ca) contr^a.plartl housekeeping & lire protection & ma-n) 
TRIPP.L.E. Region I.OIcol the O:foctor. 88/10/31 2Spp 47472:212-474 72:236 

6811210393 Forwards Safoly Insp Repls 50-334/88-26 & 50 412/88-20 on 861024- 
28.Mo violaboT>s noted. 

BELLAMY.n.R. Rogon I, Ofc of the Orector. 88/11/10. SlEBER.J.D. Duquesne Liglil 
Co 2pp 47&98097-47696;1O4. 

-6011210396 insp Repls 50-334/80-29 8 60-412/88 20 on Bei024-26.No violations 
noted Major areas Inspected emergency preparedness insp & observation ol llcensoo 
full participation annual emergency preparedness exorcise. 

GORDON.C.Z. Repion 1. Oto ol the Oitacior. 88/11/08 6pp. 47596.099-47598:104 


H. General correspondence 


-lOOO.inadverleni l/niiaVon of F-IPCS sys occurred due 
by personnel error. Lessons leernoo iiansmittal 
iineo 8 procedures reviewed w/staff W/681 107 Hr. 

B Mohawk Power Corp. 88/11/07. 5pp. 47563:326- 


8011160332 Comment opposVio proposed rule 10CPR26 re random drug testing pro- 
posed In NRC lirtesa for duly progiam.Mambets ot union can accept & work undor 
fitness for duty program that remains fuel cause drug lasting provision. 

' Affiliation Not Assigned 68/11/14. Oocketing & Services Branch, ip. 47540.192- 
47540.192. 


tOlI.roacior bldg venlilahon sys isolated on h'gh radi- 
radallon mcnlioting sys.Caused by eQuipment 
tons mopi'o/od lor high fadiatton.W/58t 108 Hr. 
a Mohawk Power Corp. 86/11/08. 6pp. 47637.064- 


8811160397 Comment opposirM proposed rule tOCFR26 re random drug testing In NRC 
Illness for duty program locari42,w/300members,can accept & work under a fitness 
lor duty program that conlalns only bst cause drug testing provision 
KEAN.k. Iniernalional Biothertiooa ol Electrical Workers. 88/11/14. Dockeimg 6 
Services Branch, ip. 47MO;17&-47&40:t78. 


DOCKETtU iicwio 


Iff 


t Assigned. 00/11/1-1- Dockeling & Servicos Branch. 

ri.ia mnFRSO re random drug tosling pro* 
proposed rule lOU-Hgo members al plant, can accept 

i£ Ktisifxs s??/?ns..n, . 

4-47540:1 94. 

felSW/TlnA.' Docketing & Services Branch, Ip. 

S;?//r D«K0«n9 S Se™l=.s Br.nch, 1p. 47540,172- 

’I"- 

ng proposed rule lOCFRae re random drug testing In (it- 

of Electrical Workers, 8B/11/14, Dockeling & Services 
;S:364. 

,lng proposed rule 10CFR26 re random drug tasting pro- 
KS of Electrical Workere. 68/11/14. Docketing & 
;347-47640;347. 

f&feWol'EClSftt 

I40:34e-47640:340. 

Sing proposed ruie 1OCFR20 re random testing to be Inciud* 
t^rolherhood of Electrical workers. O0/t1/14.Occkelin9& 
5:366-47666:056. 

,.l„s p,opo..d ruld 100FR2S ,« NRC ll.ddH Id, ddl, pro- 

,a, Bro.h«»ood 01 El=c«d«l W..W.4. 0071./t4. OoPkeW 

666;367-4766S:367, 


arf riiia 10CFR26 re fitness lor duty 

&Setvk»3Brancli.1p-47572.320-4rs>r-r.u4: 

M rii^a 10CFR26 (ilriess \ot ouly 

4Seivicosaranch.1p.47572:3!2 4/t5r,i.u.^ 

proposed rule 10CFR28 re fitness lor duly 
'7SfflWefe"''Q0/11/16, Docketing & 

W'N^C,l.«ernauon»^u^^^ 




WanWS»572:3ia 

b.„ 2 ,<, 3.5 common. 4 

fera»|gBi|S&a wo,.',.. ==/..7,s. ooPk,.,„9 ^ 
Services Branch. Ip. 47572.308-l/or4.uuo 

..A o..ii> inr,FR26 re Illness for fluty 
881121040(^1^1 W bo included in progf^: 

8811210430 O 

A \ mcFR26 fO litnoss for duty for 

services Branch, ip. 4767Z.Juo ero<« •» 


Dookollng & 

for fluty 
Oockeling & 




for duly 
I'ockoling & 




— ——.zz 


Od of Electrical Workers, 88/11/14, Docketing & Services 
’866:356 


10CFR26 ro litnoss lor duty 
included In program, 

Welkers, 68/11/18. Docket- 


,7n9Pr«rt|'Mc4TKo.'ra 

i41:001 •47641:001. 

BS; pW”nS*S“ Sn'S”o*1S'"S K 

' ..4 m .4-»Kirr aS9. 


rnr& So^^e*^- 'P- 47572:297.470r.:.vr, 

only*^l cause drug IwUrio Electrical Workers. 88/11/16- Document 

Conl"^^ 'P. 47573:095.47573:095. 

p. OpwMlnO llcaise stage dooumant. 8 eorreapondance 


••duly pfogram.rrogioM' k. v/p«<««'nr ' 

, 88/11/14. Docketing & Senrices Branch. Ip. 47540:359- IV '^dlscSr^K^^^ 

.4m,. Hrun resimo pro- ?St?1*'WusK^ST I imAPkl r?>mci9 Branch (Oocrimenl 


Not Assigned. 88/11/14. Docketing & Services Branch. 1p. 

sssitss-sa?"— 

47541:009, 

pposing proposed rule 1OCFR20 re random drug testing pro- 



pposing proposerl rule 10CFR26 re radom testing provisions In 
^'Not Assigned, 80/11/14. Docketing & Services Branch, Ip. 

.pposing proposed rule lOCFflae re random testing provision In- 
motherhood of Electrical Workers. 88/11/18, Docket- 

I Ip. 47572:327-47572:327. 

, -oocslng proposed rule 10CFR26 re fitness (or duty 

si4s“lai%'i‘sa 

47572;322-47572;322. 


47636:292-47536:292. 

OTTV' ' 

47B3e:‘3tO-47^:316. 

V°S5m,. Olmclomm M. B8/05/10. 6pp. 4753B,341.47536;316. 

;7i 

o--,. I tr RB 1 B to all licensees of operating reactors & holders ol CPs 

(P.. 870411). 90/.0/.0. Consoll- 


178 DOCKETED ITEMS 


8910260410 P»o/'des edd.' i.nfo to diflera.iiial soir'cmo.'it o( bunco (rtpespe/ 890823 
fQquo&s flaios for 30 inch & 24 mch O.amoiet p.pes eto 60 A 

^o/ospsciiw;v.AI'owab:e fmi oi 3 Sc obiaped Irom 1983 ASMF. »i Cola Paiafliaph 

SiRBER.J.D Duques-'^o Lljhi Co 88/10/24. OccLdicpl CoMwi Bsacwix (Oocumem 
ConlfclUosk) 2pp 47363:110 ■17363-1 It 

0811030026 FofwerOs applicolion tor a-rerd lo llconse NPP 73,con»sli.ig of Changa 
RoQuesi i 7,0)(tond*nQ cerw'n i8 inonlh T^crtSpQO $u^oi*iat^ca ceiq>jtfen\^Ms 
iCf f(^el cycio to conip:ct’o.'^ of i rsf rofud^ing oui^go 

S'EBERJD. Cuiioesno UQhi Co 86/10/24 Qacu/nent Conuci Biaflch (Ooctofnant 
Cont/ol Cask) 2pp 474?2508 47422 328 

-8811030028 Appicaio/i Icf amend lo I'cansa NPF-73,e«iendng cenam 16 monlh 
Tech spoc survoaiarcp foqj.remeni inic/vals lo« f'lal (ud cycla »o comple*..on ol fusi 
reruo'ing ouiago. 

SIEOEFm.O. OuQuOSna LtgW Co 80/10/21. Ip. 4742a;310-47422 310 


8910310293 Raaponds (O NRC 680923 l(r (a vio'ations nolad in Insp Ropia S0'334I68- 
23 & $O-4l270O-l8.Co/'ecC:vo acdonsialler Unit 2 Xomox plug valves decia>ed inoper- 
:ri)!o on B60823.opQtability avaluailon parlo/mad on pit insecvice Xomox vsivss. 
SiEQER.jO. Duquosno LfQhl Co 00/10/24. Documenl Coniroi Qranch (Oocu.Tieri 
Conitol Oeek). 3pp 47368 262-4736a:2(>4. 

8611010471 Adviaoi Ibal NRC docs not inland lo doiarmino adequacy ol CLr/snl cto 
sion/«3(ro8)0/i Insp p/ooiams per NRC Bulletin 07 001. No lu/ihor pia/tl-specific ac'Ki.i 
/ebullatin tequiteo al pieseni. 

TAM.P.S Pfolact Direclorate 1-4. 08/10/27. SIEOER.JD. Doquesne Liohl Co 2oo 
47402.-308-47402 309 

9911040267 inToims lhat util 080713 9 0808 responsos lo NRC Bulleiin 88 004, ’Poian 
tuil Sa/dy-Relelod Pump Loss" ficceptable. 

TAM.P.S. Projecr Di/oclo/alo 1-4. 86/10/31. SlEBER.J.D. Ouq.iesno Llghl Co. 2pp 
47440.026 47440 027. 


-90 f 1030031 Propqeod Tech Specs, OKlonfling certain 18 monin Tach Spat sjr«antanco 
reqj.romoni Iniervals for first fuel c/c'e lo completion ol Inst (eluckno outaQo 
■ Ouquosi-e Ugfil Co. 89/10/21. lepp. 4y4S2:5l1-474a3 328, 

8811070297 Advises tnal ulil p'e'in.ng iq modity lliteiion ays »o leplata dMmaiiaant 
ntPA Ulers w/Migh efficency MiorMod qvpaclad lo be completed durino list refuel- 
ing outage schodulefl to benin in Mat 1986. 

SiEQEfl.JO. Ouquesnc L'nnl Co. 08/11/01. Oocumeni Coniiot Branch (Docurnoni 
Conltol OesM- Opp 474S9.33e-474S6.348. 


9911060309 foiv/a/ds Insp ROpla 50-334/88-25 & SQ-4t2/08-l9 on 880091-30 No vW- 
lanons noted 

W1QGINS.J.T. Region 1, OIc o( the Oitector. 88/10/31. SIEBER J.O. Ouquesno Uofl 
Co. 2pp. 47472:210-47472 236 

'8611080310 fnsp Repts 5O'334/60'2.‘i & 50-412/06-19 on 680901-30.No vic'aiipns 
noted Major fttaas Inspected actions on previous insp tindmgs.piar.i 
orations, security, radiological controls.plani ttousokeoping & fire protoci'on £ma'nt 
ThlPP.U£ fleg'on I, 01c ol the DlroclOr. 88/10/31. 26pp. 47472:212-47472 239. 


6811070302 Reqoeata NRC eppioval to Invoke Code Cases N-388,N-445 & N-446 lor 
qua) ly.itg NOE personnel at plani Tochncal Justilicalion for code casoe end 
SlECtR.JO Oiiqueat^j Llghl Co 88/11/03 Documenl Ccniioi Branch lOocumcni 
Coniroi Desk]. 4pp. 47460.358-47450 361. 

681 1 160284 Fo-nva/ds addi Into on stalion bnlieries per NRC request es pen of review 
ot ull 661024 ptoposed HconsQ Chengo Hequosi 17 

SIEBER, J.O Duquosro Light Co 88/11/03 Oocurnoni Coniroi Branch lOocuntenl 
Ccmhol Desk) 3pp 47SG1:Cl52-47&8l:CiS4. 

89T1160548 Te.-waide Amende 132 & 8 to Licenses nPR-66 & NPf-73. roapocin/o-V 4 
aefety ovaijalior Amonda c'arliy source ranno cnanna! survoBiance roqui/emeAis ol 
Tabici 4 3-1 let bciih Units i & 2 Toch Specs. 

TAM.P.S Piojoci Diioctoroie 1-4 08/11/07. Slfe'BER.JO. Ouqucsne Itahi Co. 2pi» 
47867. 033-47567:04C. 


-8611180548 Amends 132 & fi lo Licenses 0?*n-66 9 NPF-73.ro$pocfive.'y. tiantying 
aOit/CQ range channel suivoHienca todulremoms ol Table 4.3-1 ior bolh Tech Specs 
8TOL;i,0F Project D.rociorate 14. OO/'l 1/07. lOpp 47567.035-47J67.044. 


-88111B0S47 Seloiy evaluation sirpponlng Amends 13? 9 Q to iiconsse OPR-Od 9 
NPF>73.r«seoei,voV 

' Ofiieo ol Nuclear Reader Regulailon. 0./eclor (Rost 870-itu 88/11/07 2 do 
47687,045 47507 046 i e <up 


6911290016 Final response to FOIA request lor documents Fo/wa'ds App A 
docurenis /top a documonis a'so avo loU'o in POP 

GRiMSLGV.O.H Division ol Fraodom ol iniormaiion & Pobi'CAt'ons Services (Rosi 
800516} 08/1 1/00 RICCIO.jp Nuc'oar InlormaliOn 8 Resource Sorv.<o. 2pp 
47e02;l20-47602:130, 


"6900200176 Forwards roq^/eai (at addi in.'o re apeni fuel pool emchmoni incoaso to 
4.86 walgiiE peiconl U-23S 

HOOGES.MW Ruacior Sysioms Branch 88/00/16 STOL7..I Projoci Ouecioteto M 
2pp. 478e2:f59-47682;18d 

661 f 180166 ' Beaver Valley Powor Slanon.Unil 2 Slariup Ropl.Suppf 3." W/88II10 Hr 
Slb'6ER.J.0. Ouqciosno Llghl Co 60/11/10 14pp 47388047-47698060. 


9911220022 F/Vwards SALP Rcpts 60-334/07-99 & 50-412/87-99 lot period Mar 1967 • 
May 1988 & Ast of aitendoas from 680631 niooling. No mod 10 SALP ropi doomed 
apiwopfiaie.based on util 8800 m Hr. 

noSSELL.W T. Region 1, Olc of Ihe DiroctOf. 80/11/02. SIEBER.J D Duques/ie Ltahi 
Co. 3pp. 47620 226-47620 270 

9911170109 Responds 10 NRC Bulletin 88 009, "Thlmblo Tuba Thlnn'ng in Westing- 
house Reaews." formal program for petlormlrtg (lu* thimWe lube insp not developed 
lot ptani.Uui program wii| be presnntod In formal consfsienl w/gu.'delmes in buileim. 
S16BER.J.D Ouquasne Light Co. 86/tt/07. Document Conltof Branch (Ooc-umerl 
Control Desk) 4pp 47572:T66-47572;191. 

8911040324 Si^pl 3 lo NRC Info Notice 88-106, "Foadwatar Line Break " Sve I'si en;l. 
RO&Si.C.E uvision of Oporetionel Events Asaossmoni (Post 87041 1). 66/ti/lD 
Coftsoiktoied Edison Co. of New York, fnc. H3pp. 47558.O72-47659.104. 

8911210393 Forwards Safely Insp RopIS 50-334/88-26 & 60-412/86-20 on 681024- 
29.No viotaiions noted. 

eELLAMY.fi.fl. Region 1, Olc of iho Director 88/11/10 SIBBEHJ D. Ouquesne Uohi 
00.^ 47596097-47596 104. 

-9811310399 insp RopIS 60-334/68 26 6 60-412/88-20 on e8l024’26No vio'aiions 
noted Major areas rnspaciad amorgancy picpatedness iitap & observation ol t’censeo 
ru* paciicipaiion annual ometgency preparedness exercise. 

GOftOON,C2. LAZARUS, Vfj. Region 1, Olc ol the OH«ctor. 68/11/09. 6pp. 
47596:009 47506 104 

681 1090264 NRC Into Nouco 88-067. ’’Pump Wear & Foreign Objects In Plani Pip‘r.g 
SvS‘*Svc ksttmcl 

ROSSlCE Division of OpeiaHonaf Evonis Assossmonl (Posi 070411] 86/11/16. 
Cons<i1del«» Edison Co oiNewYo/k, inc. nSpp. 476C»l;020-4?e01;l32. 

9911090403 NRC Info Nobce 68-006, '’Degiedalipn of Westmgnouse ARO Rafays " Sve 
liSl end 

ROSSLCE Division ol Oporailonel Events Assessment (Post 870411) 88/II/16 
ConatXx/aied Ed.son Co. of New York. Inc. l I3pp 47597:001-47697 113 


6611220010 Forwfirds safely avaluailOn supporihg ulil 870424 rosponso to Generic Lu 
Q3-2G.llem 4 3 re shurti trip design. 

TAM.P.S. Proloci Diraclorale 1 4. 8O/11/17. SlEBERJO Ouquosne LtaM Co 2oo 
4761?;137.478I7:144 ^ 

-6811220013 Saloly ovoluailon concluding (rial oil issires raisgd under ilom rosolvod A 
Kom 4 3 closad. 

' Oflico of Nuclosr Reaclor Roguiallon. Director (Post Q704M} 68/11/17 6pp 
47617:139-47617:144. 


8911150088 NRC Info NoUCo 08-089, *’Oegradaiion ot Kopton Electrlcel Iftaufaiioft." Sve 
hsl end 

WBSSl.CE Owiwon ol OpetaMnef Evertie Asseasmehl (Post 8704tt}, 68flt/2l- 
Consokdaiod Edison Co. ol New York, inc. 113pp. 47603:045-47603:161. 

9811160470 NRC Info Notice 08-092, "Polential for Spent Fuel Pool Draindown." Sve 
listenci. 

ROSSI.CG Division of Operational Events Assessment (Post 870411). 88/11/22 
Consokdaied Edison Co ol Now York, inc 1 14pp 47806:124-47608:237 


O. Inspeciion reporls, lE eulfetins A correspondence 

'6611000011 RoQuosis briel status rapi on anengomc/tls for medicsi aves in oHsilo 
planspoi FEMA Giiirfanco Womo MS I & IE inlo Notice 86-098. 

TaM.PS PiOi^ocI Oifocioraie 1-1. 87/05/20. CA.REY.JJ. Ouquesne Lfglrt Co I5pp 
475ia265-47bl3 200 

9610030249 NRC Inlo NoT'ce 88-07D. ’’Misuso ol Flashing Lights lor fkgli Rediaiion 
Area Controls " Sve list end. 

ROSSI, CE. Division ol Operational Events Assessment (Po&i 670411) 88/10/07. 
Consolidated Ed.son Co ol Now York. Inc f23pp. 47279 242-47280.003 

8810070114 NRC inlo Notice 66-002. "Torus ShOlis W/Conoslon & Degredetf (Coalings 
111 GWR ContS'nmema." Sve iiai end 

ROSSLCE. Division of Opaiaiional Events Assessment (Post 670411). 88/10/14. 
Consolidaled Edison Co. 01 Now York, Inc. ttOpp 47260.t24'47260 ?3S 

8810140212 NRC Info Notice 86-085, "Broken Raielning Block Studs on Anchor OarAng 
Chock Valves" Sve Hsl ond. 

ROSSI. C.E. pivlS'on ol Operat.onal Evenis Assesamem (Post 670411). 08/10/14. 
Consoiiclatod Edison Co of Now York. Inc llSpp 47463:199-47463:318. 

9910140016 NRC Into Notice 69-084, "Delecl’ve Motor Shall Keys in Limiorque Motor 
Actuators." Sve hst ancL 

ROSSLCE Division oi Ooeraiionaf Evenis Assessment (Post 870411). 88/10/20 
Consof’dalcd Edison Co. of New York, Inc. I tOpp. 47200 004-47290 123 

6910170301 NRC Inlo Nokco 88 036. ’’Operating W/Mullipie Grounds rn DC [Aslribubon 
Sys." Sve fst ecKl. 

ROSSLCE. Division of Operational Evenis Assossmeni (Post 870411) 68/10/21. 
- •’rtainn Gdisotx Co of New York, inc. l lepp 47463 051-47463 107 


9911180315 NRC Bulletin 66-010. "Nonconforming Molded Casa Circuit Breakers ’’ Sve 
tsl onci 

nOSSl.C.E. Division ol Operational Events Assessmoni (Post 870411). 66/11/22. 
Consondeted Edison Co. of New York, Inc. I2lpp. 47606:001-47606 123 


R. Perlodlo operating reports 9 related correspondence 

8811160089 Monthly operallng repts lor Beaver Valley Power Slalion lor Oci lOdS.W/ 
BBinOllr. 

WINGEfl.M.A. SlEBER.J.D. Ouquesne Light Co. 08/10/31. Upp 47587:233- 
47587.-?43. 

9911150239 Advises ihal ulil 660722 submilial of 1987 rept ol lacility changes.tosis 9 
erpe^ants meet criteria In lOCFRSO 69 & accepiablo Comments listed. 

TAM.P.S. Project Oirecioialo 1-4. 88/11/08. STOLZ.JF. Prolecl Dirocloraie 1-4. 7pp. 
47552.301-47552:307. 


S. Reportable occurrenoae, LERe A related correspondence 

9910250246 LER 6E-0l3-00:on 880920,during surveillance procedure, overpower deiia 
T diannel tripped Caused by laulty lead/lag drcuH card Emergency operating proce- 
dures uiili/ed to stabilize plant In hoi shuldown.W/66t020 Hr. 

NOONAN.T P. Ouquesne Light Co. 80/10/20. 6pp. 47282:173-47282:177. 

9611040248 LER 68-0l5-00'On 680928, licenseo inlormod of cracking & spalling al sup- 
port pads of diesel ge{\eiator exhaust silencers 2E0G*S1L3A & SB.Caused by bent 
enebor bolls. Increased surveilianca ol bolts recommended.W/68l031 Hr. 
NOONAN.T.P. Ouquesno Llghl Co. 86/10/31. 6pp. 47445.314-47445319. 



WiLKlNSON.l E. Limiiorquo Corp. 60/ 1 1 /OO Oilico Of Nucloar Roactor Regu*aWn. Of 
teclOf (Post 870411) 16pp. 47525.2?7-47625 24? 


DOCKET 50-4 J3 CATAWBA NUCLEAR STATION. VNIT t 


F. Soeurily, medical, emergency & fire protection plans 

6010280268 Forwards SALP Repts 60-369/88-21, 60 370/88 21.SO-413/88-24 & SO- 
414/88-24 lor Aug 1987 • Jul tOSO 

ERNST, ML Region 2, Olc Of iho Dtfocior. 88/10/13. TUCKER, U 0 Duke Poviret Co 
2pp. 47339 216-47339 291 

-8810260261 SALP Repis 50 413/88-24 & SO 414/08-24 lor Auq 1987 -Jul 1988. 

• Region 2, Olc ol Ihe Direcior. 00/10/13. 30pp. 47330 218 47^39;255 

8610260027 Forwards Rov 11 to training & qualification plan, per t0CFRSO54(p)Rev 
wiihheld 

TUCKER, H.B. OuKe Power Co. 06/10/18. Oocurnont Control Branch (Document Con- 
l/Ol Desk) 2pp. 472e9;089'47269.090. 

8811010101 Forwards Rev 7 lo safeguards conlingency plen.lit acccrdenco w/ 
10CFR50 64(p).Rev withhold (tel 10CFn73.2il 

TUCKER. H B. Duke Power Co. 88/10/24. Document Control Branch (Oocurnont Con- 
trol Desk). 2pp 47408.309-47408.310. 

661 1030029 Forwards Rov 22 lo secuiiiy plan Rev wiihheld (rel 1QCFR73 2i). 

TUCKER, H O Ouko Power Co 88/10/24 Document Conlrol Oiartch (Oocurnont Con- 
trol Desk). 2oo 47523:260-47523:269. 

8611070176 Advises that 680826 Rov 21 lo physical securiiy plan consisionl w/prov)- 
sions of tOCFR60.64(p) & accopiablo.One cnange as sialod m onci not cor^slont w/ 
provisions End withheld (rel I0(JFR73.2I} 

CLiME.W.E Reg on 2, Olc of the Oiroclor 60/10/26 TUCKER.H.O Ouko Powoi Co 
3pp. 47442.124-47442:126 

6611030194 Revised emergency plan irnplemeniing procodurGB,lncliid>'>g Chartgos 2-3 
lo RP/0/A/500l}/07,Chartgos 2-3 lo flP/O/A/SOOO/II 8 Rev 8 to OeMlivO 307. 
“Silo Assombly/Evacuallon." w/ B81027 lir. 

TUCKER.H.B. Duke Power Co 86/10/27. 28pp. 47438 357-47439:026 

6610310017 Gononc LIr 66-19 to Oil luol cycle tacBiiy Mcensoos 
M3Soasing.u8ing,lmpoillng,0)iporting o' transporting lormula queniiilos ot sitaiogic 
SNM re uso ol deadly force by liconsoe guards to proveni then ol SNM Sve net end 
QURNETT.R F Division ol Saleguards & Transportation (Post 870413). 86/10/20 
Coneolideled Edison Co Ol Now York, Inc. 31pp. 47613.047-4 7513077. 

6811080074 Forwards public version Ol rovS lo cris'.s mg( implementing procedures W/ 
undoiod release memo 

TUCKER.H.B Duko Power Co 60/10/28. Oocumeni Control Branch (Oocumeni Con- 
trol Oesk) 4pp 47466:007-47467:126. 

-6B1 1080079 Public version ol revised crisis mgi Imptomonimg proceduios including 
Rev 27 lo CMIP-1 Jlov to to CMIP-aRov 26 lo CMIP 4,Rov 26 ig CMlP-S.Rovs 32 to 
CMIP-8 a CMIP-7,Rov 22 10 CMIP-e.Rov 27 10 CMJP-9 i Rev 2 lo CWiP-fO. 
HARRIS.RE Ouko Power Co 08/10/28. 600pp 47466 011-47467:126 


H. Oeneral correspondence 

8611030487 Comment on petition lor ruiomaking pnM- 60 -SO re provision that auihotires 
nuclear power plant operators lo devieto from Tech Specs during emergoncy.Rociuosi 
by C Young should be denied 

TUCKER.HB Ouko Power Co. 88/10/20. Docketing & Services Branch. 2pp 
47340.350 47340:381. 


J. Insurance & Indemnity information 

8610260090 Forwards temporary exempiions from 10CFH50 54(w)(6Ki) lo achoduiar re- 
qulremenis of property Ineutanco rule. 

MATTHEWS.O.B. Protect Directorate I1-3. 86/10/07. TUCKER.llO. Duke Power Co. 
epp. 47282:218-47282:234. 

—6610260103 Exemption from requVementa ol t0CFR50.&4(w](6)Cl]. Increasing ernouni 
of onslln property damage Insurance, unfit rule tinall/od but no rater than 990<Wf 
VARGA, 9.A. Division ol Reactor Proecis ■ I/ll (Post 6704ft}. 86/10/07. Oiko Power 
Co. 4pp. 47262:223-47282:226. 


P. Operating license stage dooumenia & correspondence 

6611020234 Forwards responses lo actions Items developed at 860719 mooting re 
snubber reduction arogrem & appilcet.Wi ol direcl generalhn foeponse apecUe 6 Rev 
0 lo Version 1.1. “Equrpmeni Dynamic Analysis Soliwaro Packago:Thoory...." 
TUCKER.H.B. Duke Power Co. 80/09/16. Document Conlrol Branch (Oocurnont Con- 
lrol Desk). 69pp. 47459:001-47469:246. 

-6611020236 Rev 0 lo Version 1 . 1 , “Equipment Dynamic Analynis Software 

Package:Theory & Verification Menual." 

* Stevenson & Associates. 66/09/01 I27pp. 47459 072-47469:198. 

-6611020239 Rev 0 to Version 1.1, ‘'Equipment Dynamic Analysis Software 

Package.Users Manuel." 

* Slevonson & Assoclaloa. 66/09/Ot. 4Spp. 47459.199 4 74 59 246. 

6et0fe0350 Generic Lir 6617 (o all holders of OLs or CPs lor PWRs re ioes oi 
OHR Svo list onci. 

CRUTCHFIELD.O. Associate Director for Prolecla {Post 670411). 88/10/17. Consdi- 
dated Edison Co. of New York, Inc. 84pp. 47279:156 47279 241. 

8610250164 Generic Ltr 68-16 to all licensees ol operating reactors & holders of CPs ro 
plant record alorege on optical disks. Sve list end. 

CRUTCKFIELO.6. Associate Director for Prolects (Post 870411). OB/fO/20. ConsoS- 
daled Ed-sor^ Co. ol Now York, Inc. 45pp 476J3 001.47613;046 


TAYLOnj.H Babcock & Wilcox Co 89/10/21. NORBERG.J A O.vision ol Engmeer- 
ing & Systems Tochnoiogy (Post 8704 il) 0pp. 4 7410 246 47410 253. 

66I10104SO Informs that WCAP-l 1935, “McGuiro 2 • Evaluation lor Tube Vibration In 
tfuced FoliQue" will bo withheld from public disclosure (rof 10CFR2 790) 
JABBOORIkN. Prolecl Diroctoraio 11-3. 88/10/27 WIESEMANN.RA West.nghousa 
Electric Corp 5pp 47401.177-47401:181. 

MHOIOSOZ Submits revised impiomoniation daios lor upgrade io SPOS Caiewba Unit 
2 implomoniaiion dale dcpenaoni upon I cense condition amend requosi submitted ori 

609914 

TUCkER.H 0. Ouko Powor Co 86/ 10/27 Document Control Branch (Document Con- 
irotOeak) ip 474<2059-474l2056. 

661 1020437 Responds to 680719 roquosi lor comparison of results from direct gonera- 
bon & I mo hislory methods & actual oarthc^akp records. 

TUCKER.H 8. Duke Power Co 80/ 10/27. Document Control Branch (Document Con- 
UOlOPSk) I4pp 47421 206-47421 221 

6611040290 Forwards proprietary responses to GW Hodges 880701 ltr re DPC-NE- 
2000 End wflhho'd 

TUCKER.FI.G. Duke Powttr Co 88/10/27. Oocumoni Control Grarrch (Oocumoni Con- 
U4y.Oesk) Ip 47430:327-47439 327 

6611630352 Advises lha( Addendum 2 fo WCAP-t0906. “COBRA NC, Analysis lor Main 
Slesmiine Bteak m Catawba Un i I ice Condonsor Containment." forwarded by 
681012 ltr w4l bo withhold from public disclosuro.por request. 

JABeOun.KN. Prolocl Directorate 11-3 68/10/20. WIF.SEMANN.R A Weslinghouso 
ElOcificCoip Spp 47427 205-47427 200 

6811070323 Forwards conoclod aitachmonis lo 661027 ltr re drect generation re 
sportso spectra 

TUCKER.H.B, Duke Power Co 83/11/01. Documon! Control Oranch (Oocurweni Cori- 
irolOosk). I4pp 474Bt:007-47461;100. 

8611000302 Forwards revised prpprioiary pages lo BAW-10I64P, ''RGLAP5/Mod2- 
BBiv.Advancad Ccmpulai Program loi LWR L^A 8 NorvtOCA Transient Analys'S " 
CSO film boJing corrolalion rop’acad w/Condia Bongston IV ccrioiat-on & typos cor. 
leciad. 

TAYLOn,J.H Babcock & Wi'CDx Co 88/11/02. NOROERG.JA Division ol EnQinocr. 
irpi Sysloms Techno'ogy (PoslC7p4i j). ip, 47524 010 47624 010 

6611IS03SB Forwards updaia ol 880920 listing Of proposed OL & Tech Spec amends 
w/pripriiy siaius ovor other proposed amends Male' changos listed 
TUCKER.HO Duke Power Co. 86/11/03. Opcumenl Cenlrpi Branch (Oocurncni Con- 
lrol Desk) Spp. 47S5l:22D-47S5l 233 

6611060266 Forwards roquosl for eddi Inlo re diraci oonetailon response epacira & 
sttiibbpr rod-jcfipn proyram 

JAOeOUH.KN Prolecl D-racioraia 11-3. 88/11/04. TUCKER.HB. Duke Power Co. 
3pp 47404: 1 02-47494 184. 

6611)60130 Fprwerda appi'Calipri lor renewal ol NPDES Permit SC0004270, per 
40CFni222i. 

TUCKER.HO. Duko Power Co. 88/11/08. GIBSON, H E South CHrol.na, Staio ol. 
72pp 47S68 23947668310. 

6611160541 Forwards Rev 3 10 "Ooiperoio Procoss Conlrol Pronram.'' 

TUCKER.H.B. Duke Power Co. 88/11/06. Oocumoni Conlrol Branch (Documont Con- 
UOI Deaki 2pp 47564 046'47&e4 080. 

-6811160646 “Corpoiale Process Control Program." 

' Duke Rower Co. 86/11/06. I4pp. 47S64:047-47S64:060. 

6811210164 AUv'tsos Ihei 850624.061002.670105 & 680216 6 0718 revs to oilailo doeo 
catcidaiton manual acr^apiabie.per enci technical repi EGQ-PHY-Q2i4.ln!o le rad'oao- 
twe releases from tuibma bldg sump requiiod lot 670812 amend requosi. 
JA0eOUR.K.N. Prolecl Dirocioialo lll-i. BQ/n/l6. TUCKER.H.B. Duke Power Co. 
4pp 47688 194-47568:230. 

-6610200126 "Technical Evaluation Rapt lot Evaluation of Oilsiio Dose Celcuiaiion 
Marwat.UpUaied Tiwough Rov 20." 

YOUNG.T.C. SERRANO.W., AMAHO.C.R. EG&G Idoho, inc. (Bube. ot EGfiG, inc.). 
FIN O 5034 EGO PHY-62t4. 06/06/31. NRC - No Detailed Alfiliaiion Given. 33pp. 
476ee;19e-4758d;230 

6611230440 Forwards reouosl for eddI Inlo ro ico contjonsoi cortlemmenl hydrogon 
control rsoiod In 86Q728 (u. Response within 45 days ol receipt ol Ur roquosied. 
HOOD.OS Prdeci OIrecioraio 11-3 66/11/16. TUCKER.H.B. Duke Power Co. 4pp. 
47641 353-47641:356 


O. fnepeedon reports, IE Bulletins A correspondence 

6610030249 NRC Irpo Notice 08-979, "Misu.so of Flashing llghls for H<gh Hadleilon 
Area Conltola “ Sve Let end 

ROSSl.C.E. Dvts'on ot Operaiionel Events Assessment (Post 870411] 68/10/07. 
Consolidated Edison Co. of Now York. Inc. I23pp 47279.242-47280:003. 

6810280256 Forwards SALP Repis 50-369/88 21.50-370/88-2l,50'413/e3-24 & 50 
414/88-24 lor Aug 1GB7-Jiil 1908 

EHNST.M.l. Region 2, Olc of Iha Director. 00/10/13. TUCKER.H.O Duke Power Co 
2pp 47339216-47339.291. 

-8610260261 SALP Repis 50-413/88-24 & 60-414/03-24 for Aug 1067 - Jul 1980. 

• Region 2. Ofc of the D.recior. 88/10/13. 30pp. 47330:218-47339:255. 

68IQQ70114 NRC Into Notico BO-082. "Torus Shells W/Coirosion A Degraded Coatings 
II) BWR Containments." Sve list end. 

ROSSt.C.C Division of Operational Events Assessment (Post 870411). 86/10/14. 
ConsoDdatad Edison Co. of New York, Ina 1 JOpp. 47200 124-47280 235. 



CnocK Valves " Svc iis« er\ci. 

nOSSi.CE Division o( Operational Hvonts Assessment (Post ft704il) S8/10/14 
Consolidated EAson Co. of New YoiM, Inc. t lepp rt7463 <99-47463 3J8 

6610250196 Advises itiat response to Sevonty lovoi tv wioteiion noiod in tnsp Roots 
50-413/66-27 & 50-414/60-27. (ransmilied by J Greco 060916 iir.will be sent b^ixa 
661026. Vio'al-on re lai'ure ip lo-'iow radio-'oo^ai control procedures 
TuCKEn.ne. Ooke Power Co 66/10/14. Oocvm&nl Conlfol Srencti lOocumeiil Con- 
IfolDosli), ip 47269091-47269:031. 

SBI0310S46 Forwards Insp Ropts 50 413/88 33 & 60 414/66-33 on 060626-0925 & 
noice of violation. 

BnOWNLEE.V-L Region 2, 0!c of the Olrettoi 68/10/17. TUCKEFlHB Duke Power 
Co 2pp. 47376.037-47376049. 

-8810310546 Nolfce ol v-olai.on from insp on aQOfl26-0925.Vioiei.on noted ek leouleloi 
for Va;va iCF-ao replaced & rolurnod io svc on afl072l.w/o boino tested la wmen- 
siioie ttiat paramelei allcctod-withto acceptable Hnils. 

BROVVMEE.VL. Region 2. Ole ol (be Director 06/10/17 2op 47378.038 47376040 

“6810310549 Insp Pepis 50-413/68-33 & 60414/6833 Oft 860826-0925 VkJlaliwra 
noted Major areas fnspocted review of plant oporel'ons.survoiMance cbseivaiion maeil 
©bsetvalon & levlew o' heensee nontouiino event repis. 

ORDEHS.W T , LESSER.MS, PEOBLES.T A Region 2, OIcol the Orrector 89/10/14 
0pp. 47378041-47378049. 

8610260009 EN 86-086 cn 881024, naiicQ of proposed JmposiHon of civil pena>ty In 
amoi-W of $50,000 w.t) be issued to liconsoe. AcUon based on vtofalions ol eauiDmeni 
qualificaiion reouiremenls of 10CFR60 49 

(.UEHMAN.J, llEBERMAN.J Ofc ol Enlorcenieni (Post 8704131 68/10/10 lo 
47342 260-47342:260. ' ^ 

8810140018 NRC in!o Notice 88-084, "Datoci.’ve Moioi Shaft Keys m Lifnilorouo Motor 
Aclualors " Svc list enci- 

ROSSl.CE O.vi'sion ol Operational Events Assossmoni (Post 670411) 88/10/20 
Coftsclida'.ed EAson Co of New VotV. inc. Il9pp 47280:004-47280:123- 

8810170391 NRC Info Noi-ce 8B-0a6. "Operetirg W/MuK-ple Grounds tr> DC OniiiUiiion 
Sys. Svc list oncl. 

ROSSI. CF Division of Operalional Events Assessmoni (Post 870411). 88/10/21 
ConsoiKlateti Ed.sofi Co of New York, Ino. l>6pp. 47483.061-47463 t87. 

8811030266 Ack locapl ol 660916 III A rev lo notice ol violation issued on 68090? re 
Insp Repis 50 413/66 29 & 50-414/88-29. 

JULIAN, C A. Region 2, Ole of tho Direcior. 88/10/21. TUCKEfl.Hfl Ooke Power Co 
ip. 47428034-47428034 


ivno ouiieiin oa-uiv. Nonconiorming Molded Case Circu i Creaicera. • S-/c 

TO 



R- Periodic operating reports & related correspondence 

6*|^f2l0283 Monthly operating repia to/ Ocl 1988 for Caiawba Units 1 8 2W/08tlt$ 

WitUAMS.RA. MF-AD.J.J., TUCKER, H.B. Duke Power Co. 68/10/31 12 k>. 
47596 ia>-47596:17l. ^ 


S. Reportable occurrences, LERs A related correspondence 


8810260332 LER 66 0S4-0i;on 660927,iwo inadvortont conia'nmenl purge trips A urMie- 
lected Tech Spec vfolaiion occurred.due lo unknown cause A p/ocodu'sl 
daliclency.fesp&cthfelyTfio reset A fuses fnsigilod across output coniacisW/891019 

TORRE, J.O., TUCKER, H B. DoKo Power Co. 88/10/19 4pp. 47270 034 47270:037 


861M10093 LER 67-O30-O1 on 87 1 l27,motof dfivQrt auMliary (oedwaiet pump 19 sisd- 
ed aulwnaticaily while implementing two station mods during refueling Caused by spu- 
nks loss of both main laodwaler pump signat.Pump 10 secured W/081021 Hr 
rOflR£.J.Q., TUCKER, H Q Duke Power Co. 80/10/21. 5pp. 47368:.330-47368 334. 

6811090135 Pari 21 repl le defocI in Limiiofque Corp supplied salety- related SMB 
valve echiaiors w/RH Insulaied dc motors Inal may not develop full-reied staring 
torque at elavated ambient lamps. Review ol motors by licensees rocommonded 
WiLKiNSON.fE. Llmitorqua Coep. 88/11/03. 0«ice ol Nuclear Reacior Reoutatton, Oi- 
rader post 6704 11). 16pp 47625:227-47525:242 


DOCKET 60-414 CATAWBA NUCLEAR STATION, UNIT 2 


f. 8acurliy, madleal. amargency A fira protection plans 

6011)280258 Forwards SALP Ropis 50-369/88-2t.5O-37O/&6-21, 60-413/66 24 & 50- 
414/80-24 lor Aug 1967 -Jul 1988 

EtWST.M.L. Region 2. 01c ol Iho Olreclor. 66/10/13. TUCKER, HB Duke Power Co. 
2pp- 47339 216-47339 201. 


8811020163 Discusses Insp Repis 50 413/88 07 A 50-414/88 07 on 880201 05 A tor- 
wards notice ol viotauon & proposed (rapos'lion ol ctvtl penalty 
ERNST, M L- Region 2. Qfc of Iha O'roctor. 08/10/24. TUCKBR.HB Duke Power Co 
6pp 4?411;285-4741 1:873 


"IVJSXSl?® wofaiion A proposed imposnon of ciwi penaty w amoum o 

seo.oog.Noneomoiareo roied'iack oi anvuon Qu6(>f>caiion lor conain comoonoAis o 
e,'oein<eJ equipment In isolated sys. 

F.RN3T.M.I. Reg on 2, Ofo ol the O-reotOr. 80/10/24. 6pp. 47411 260-474 n.273. 


6811010442 Ack fece'nt ol revised 080830 response to notice of vJoJairoryre violatons 
noUdlnitiM Repis 50-413/86-22 A 60-4i4/6?3J. •ur»uww 

Co°lM’^40a2S”4^fo8 229^*^' TUCKER.H a Duke Power 


Oosponds to NRC 880616 iir ro violaiions roied m Insp fleets $0'4i3/88' 
attionMirossssci met urgency essocia^ w/<or«aov 
ensure mat personnel safety top prfoniy. 

S 0'«®«^<0«umenl con- 


8611 1M530 Etpresses feekng mat deiarlod weseniaHona descnb.ng uM comntitmeni to 
quality venficaion given to NRC during M1028 meelna In conWiron w/orsvlous 
formal responses lo NRC Jnsp/evaluahon repis conclude metiei 
TUCi<6n/4.a Duke Power Co. 88/11/06. MuRlCY.T.E Oiftce ol Nuclear neecKw 
Regulation, Director (Post 870411). 2pp. 47566092 4 7566 093 


8811040324 Suppl 3 to NRC Inlo Notice 06-108, • Feedwater Line Break" Svc knetKl 
ROSSI.C.6. OlvisJon of Operational Events Assessment (Posi 870411) 89/11/10 
Consolidaiod Edison Co. oi Now York. Ir>c. l13pp 47569 072-47656 i84. 

8811230216 AdviSoa that lull compliance w/corracliva acHorts re violsfions nob 
Repis 50-413/88-22 A 60-414/86 22 delayed Inierprolaiion to Tech Spec 
siation d lecirvos will be echievod prior to 690318. 

TUCKER.H B Duke Power Co. 66/1 1/15. Document Control Branch iOoewmem Con- 
trol Dosk) Ip. 47621.182.47621:182 


•d In Insp 
822.1 A 


681 1090204 NRC Info Notice 68-087, "Pump Wear A foroion Qblocts k* Plani Pnmo 
Sy9.'’SvO list end » • -k- » 

ROSSI, CE. Division c4 Operational Events Assessment (Post 870411) 88/ll/ie 
Consof'datod Edison Co. ol New York, (nc I l3pp. 4760I:020-4760>;I32. 

8611096403 NRC ir»fo Notice 88-083, ‘aogindai'onof WesUnghouse ARORelevs ” 3vc 
list end. 

HOSSl.CE D.vlslon oi Operolional Events AssassmenI iPosI 670411) 66/11/16 
Consolidated £d.son Co. of New York, Ino 113pp, 47597:001-47597:113. 

8011220120 Responds to NRC 081017 l« re vtoiaitona noted li> insp Repis 60-413/66- 
33 A 60-414/88-33.CofrectJvo acHona.work requests fnlUaled lo replace both standby 
shutdown sy9 diesel generator starter batten banka. 

TUCkER.H.B Duke Power Co 88/11/16 Cwcumeni Corlrol Branch {DocumecH Con- 
Uol Desk), epp 476l7;099-47ei7.l06. ' 


8611160060 NRC rnto Noi’ce 00-089, ••Oegradalion of Kapton EfecUicaf fnsuiafron "Svc 
fiat anc). 

ROSSI.C.E. Division o( Operabonaf Events Aseesameni iPosl 6704111 88/11/21 
Consolidated Ed.son Co of New York. Inc 1 13pp. 47&03()45 47603-161. 


-8610260261 SAIP Repis 50-413/88-24 A 60-414/68-24 tor Aug 1967 • Jot 1680 
Rag.on2. Ole of Ihe O.'rocior. 68/10/13. 30pp. 47339:2 18-4 ?339 255 


0810250027 Forwards Rev 11 lo liatntng A qoaMicallon plan, per lOCfR50.&4tp)Rev 
wtiiWynd 

TUCKER HB. Duka Power Co 86/10/18. Document Control Branch (Ooeumenf Con- 
trol Oasii}. 2pp. 47269:069-47289.090. 


BSieauards contingency plan, In accordance w/ 
l0Crfl5O54fp)nevwlihheld(ief 10CFFnr3.2f), ‘r ' 

TUC^RHS Duke Pewpr Co 88/10/24. Documeni Coniroi Branch (Oeci/ment Con 
tioioesvy 2pp. 4?408:309-47406;310. 


f piwaroa Rev 22 to security plan Rev wilhheld (ref 10CFn73.2l), 
TUwER.H 0. Duke Power Co. 06/10/24. Dooumeni Conwol Branch [Oocumenl Con- 
frel Desk). 2pp 47623:268-47523:260. 


8011070176 A^ses mat 800626 Rev 21 to physical secunw plan conaisienl w/piovi- 
sioos ©/ i(rcFR60A4(p) A aecepiBb)© One change as slalea In end not consistanl w/ 
erovisi&nsgnci withhelo l/al 106FR73.21). 

CUNE.W.E. Region 2, Ofe ol the Diractor. 68/10/26 TUCKER.H.B. OiJre Power Co 
3^ 47442:124 4 7442.126 


I, Including Changes 2-3 
A Rev 6 10 DIrecIrve 3.0.7, 


0011030104 Revised emergency plan Implementtnp oro« 
lo RP/0/A/5000/07.Chenges 2-3 to RP/O/A/SOOO/11 
"Srie AssemWy/EvaouBtion." Wf 681027 Hr. 

TuCKEfl.He. Duke Power (Jo. 88/10/27. 29pp. 47436:357-47439.020 

8010310017 Generic Llr 88-19 to ell fuel cycle fsciiiiy licetvsees 
powasrng.using.imponing.exportlng or transporting Ipfmula quantities of stratogk: 
ww 10 use ol oeedty lorce by licensee ouaros to prevent ihell ol SNM.Svc iisl end. 
BUflNETi.R.f. Diyisfon ol Safeguards A Transporlallon (Post 870413) 88/10/28 
CorrsolKiated Edison Co. of New York. Inc. 3Ipp. 47513 047-47613 077 


0011O0O(>74 Forwards public version of revs lo crisis mol implementing procedures W/ 
undaied release memo. o f « r 

®- Power Co. 88/10720. Oocutnenl Control Branch (DocumetM (Jon- 
Kof Desk). 4pp. 47466.007-47467:128. 


“6011000079 Public version ol revised crisis mat imalementfriQ procedures includ-nfl 
27 to CMiP-I.Rov 16 lo CMIP-2.Rev 25 to CMIP-4,Rev 28 to CMlP S.Rsvs 32 lo 
22 lo CMlP-8,Rev 27 lo CMlP-9 A Rev 2 to CMlP-10. 

HARRIS, R E. Duka Power Co. 66/10/28. eOOpp 47466:011-47467:126 


H. General correepondenca 


M11030467 Cornmeni on pel'lion tor rulemaking PRM-50-50 re provision thai aulhorlaes 
nwlaar power plartt operators to deviate from Tech Specs during emergencv-fleeuesi 
^ C Young should be denied. 

TUCKER, MB. Duke Power Co. 86/10/20. Oockeilng A Services Branch. 2pp. 
47340:380-47340.381. 


J. Insurance A Indemnity Information 


0611180470 NRC Info Notice 68 002. •■Poieniial for Spool Fuel Poof Oraindovw*.'' Svo 
list 0/>CJ. 

ROSSI, C£. Ofvlslon o( OpetaiiotMii Events AesessirwtM (Poet 070411). 68/11/2? 
Consolidated Edison Co. or Now York, (nc. 1 14pp. 47606;124-47606:237. 


8610250090 Forwards temporary exemptions Horn 10CFR50.64(-«)(6)(l) re schedulaT re- 
Rufrements of property Insurance rule. 

MATTHEWS, O.B. Project Oireclorate 11-3. 88/10/07. TUCKER.H.B. Duke Power Co. 
Spp. 47282:2l8-47282-234. 


DOCKETED ITEMS 181 


-B8102&0103 Exemption from lequirornonts of i0CFn50.64(w}(S)(i), loneasing amount 
ol onsvto property damage Insurance, until rule (inaiiznct but no lato* then 890401. 
VARGA S A Oivislon ol Reactor Prolecis • l/H (Post 670411). OB/lO/07. Ouhe Power 
Co 4pp. 47282 223 47?82 226 


-8810200126 "TochnicBl Evaluation Ropt lor Evaluaion ol Cllsiio Rose Cai:i.loiion 
Maivial.Upjated Through Rov20. ’ 

YOUNG.T.G.. SEnnANO.W. AWARO.CR. GG&G Idaho, Inc (Subs, ol EG&G. Inc) 
FIN 0-6034. EGG-PHV-8214 08/08/31 NRC • N’o Deta lod Alli’iatlon G'von 33pp 
47588.108 47886-230 


P. Operating license stage documents & corretpondenco 


8811020234 Forwards responses to actions Items developed at 880710 meoUng ro 
snubber reduction program & applicaiion ol direct gonorsi.on rasponsa spectra & Rev 
0 to Version t.l, "Equlpmont Dynamic Analysis Softwero Packago:Tneory...." 
TUCKER.H.S. Duke Power Co. 68/09/ 16 Oocumont Control Brandt ((Oocumsitt Con- 
trol Desk). 69pp 47459.001-47459 246. 

•■88>1020238 Rev 0 to Version i.l, "Equ-pmonl Dynamic Anatys',s Soltwere 

Peckege.Theory & Veillicatlon Manual.” 

' Stevenson & Assoclales. 86/09/01. i27pp. 47459.072-47459:198. 

-8811020239 Rev 0 to Version 1.1, "Equipment Dynamic Analysis Soltware 

Pachage.Dsers Manual.” 

* Sisvenson & Associates. 86/09/01. 48pp. 47459:160-47459 246. 


8810180360 Generic Ltr 0817 to all holders ol OLs or CPs lor PV/Rs re loss ol 
OHR.Svc list end. 

CRUTCHFIELD, D. Assodaio Director lor Ptojocls (Post 87041 1). 88/10/17. Conson- 
dalod Edison Co. ol New York, Inc. 04pp. 47279; 1 56 47279:241. 

6810260164 Generic Llr 86- 10 to aH licensees ol operating reaciora & holders olCPsie 
clan] record storage ort optical disks.Svc list end 

CflUTCHFIELD.D. Assoclalo Direcior (or Ptojocls (Post 070411). 88/10/20. Consdi- 
daled Edison Co. ol New York, Inc. 45pp. 47()13. 001-47813. 046. 


8611020094 Forwards sumrnary o( B&W Fuol Co position re small break LOCA calcuta- 
Itons contained In util FSARa tor upcoming reload cores which wiH conrem tuol mig by 
6&W. 

TAYLOR.J H. Babcock & Wi'cox Co 80/10/21, NORBERQ.J.A OiviSlori ol Engineer- 
ing & Systems Technology (Post 870411). epp 47410 248-47410.253 

8611010450 Inlorms that WCAP-I163S, "McGuire 2 ■ Evaluation (or Tube Vibrabon-ln- 
duced Faiigue” will be withheld (ram public disclosure (rel t0CFR3.790) 
JABBOURIkN. Project QireclOtalo ll-S. 86/10/27. WIESEMANN.R.A wostinghouse 
Electric Cotp 5pp 474Ol:l77-474Ot;10t, 

8611020392 Submits tovisod implemenloilon dales lor upgrade to SP08 Catawba Urni 
2 Implemeniation date dcpenaenl upon iieonso condition amend request submliied on 
680(314. 

TUCKER, H.8 Duke Powor Co- 68/10/27, Oocumoni Control Branch (Oocumeni Con- 
KOlOetk). fp. 474)2.058-47412059. 

8811080437 Responds to 600719 request lor comparison of results from dtoci genera- 
tion A time history methods & ectuei earthquako records 

TUCKER.H.6. Duke Power Co. OS/iO/27. Document Control Branch (Oocumoni Con- 
irol Desk). t4pp. 47421:200 47421:221. 

6811040290 Forwarda proprieiery responsos to OW Hodges 060701 Ur ro OPC-NE- 
2000.Encl withheld 

TUCKER, MB Duke Powor Co 08/10/27. Document Control Branch (Docunieni Con- 
trol Desk), ip. 47430:327-47430:327. 

6611030362 Advises that Addendum 2 lo WCAP- 10988, -'COORA NC.AnalysIs lo> M8<n 
Stoamiine Break in Catawba Unit 1 ice Condenser Containmoni.” (orwetded by 
88 1912 llr wiil be wKhheld (rom public diseloauro.Mr request. 

JASBOUfl.KN. Project O-rocloralo 11-3. 80/lO/f8 WlESEMANN.RA Westinohouse 
Electric Corp Spp 47427:205 47427:209. 

8611070323 Forwards corrected allachmonts to 681027 Ur re direct generation re 
sponse spectra 

TUCKER H.B. Duke Power Co 80/11/01. Document Control Branch (OecumorH Con- 
trol Desk). 14pp. 47401:087-47481:100. 

6811090302 Forwards revised propiloiary pages to BAW-l0t64P, •■RELAP5/Mod2- 
BAW, Advanced Computer Program (or LWR LOCA A Non-LOCA Transloni Artalysls.” 
CSO (ilm boiling correlation replaced w/Condm-Bengsion IV correlation & types cor- 
reeled 

TAYLOR.J.H. Babcock A Wilcox Co. 80/11/02 NORBERQ.J.A, Dvisiooof Eng'-rwer- 
Ing A SySiems Techno/ogy (PosI 870411). Ip. 47524,010-47624 OlO. 

8611160366 Forwards update of 880920 listing of proposed OL & Toch Spec atnorrds 
w/priotity status over olhoi proposed omends. Major chonges listed. 

TLICKER.H B. Duke Power Co 88/11/03 Document Control Branch (Doewmoni Con- 
trol Oesfij. 5pp. 47551-229.47651:233. 

6811080286 Forwards request lor addi Inlo re d-.rect generation response spectra A 
snubber reduction program. 

JABBOUR,K.N. Project Directorate 11-3. 88/11/04. TUCKER, H.B Duke Power Co. 
Spp. 47494-102-47494:194. 

8811160120 Forwards application lor renewal of NPDES Permit SC0004278. per 
40CFR12221. 

TUCKER.H.S. Duke Power Co. 88/iUOS. QiBSON.HE. South CarokrTB. Stele d. 
72pp. 47560 239-47668:310. 


66 1 1 10064 1 Forwards Rev 3 lo "Corporate Process Control Program." 

TUCKEfl.H.6 Duke Power Co 80/1 l/OB. Oocumont Control Branch (DocumenI Con- 
trol Desk . 2pp. 47S64;04S-47664:0e0. 


—6611160649 "Corporate Process Control Progiam.'' 

* Duke Power Co. 86/11/06. 14pp. 47564:047-47564 060. 


8811230440 Forwards requosl lot nddi Info re Ico cendonse.' conianmoni hydrognn 
coniro! rioted in 880728llr. Response with n 45 drws of reco-pt ol hr laqiiosteJ 
HOOOOS. P/^Bct Dtccto.'ale II 3. 0Q/it/i6 TUCKER.H.U. Duko Powo- Co 4f,') 
4V64I 353-4764 1:356 


O. inepeoilon reporte, IE Bullellna A correapondence 

68100M249 NRC Info Notice 80-079, "Misuse d Flasiiing Lights lor hligh Rad-ahon 
Area Conitols." Svc 1 st er,t;i. 

HOSSLC.E. Oivislon of Operolonal Events Assessrnoni (Post 0704111 66/10/07 
Consoiidatod Edison Co. or New Yo'k, inc. 123pp 47279 242-47200.003 

8610280258 forwards SALP Repis 60-369/Oa-2l,50-370/a8-2l,60-4l3/88-24 A CO- 
4t4/88 24 lot Aug 1907 - Jul 1900 

ERNST.ML. flngion 2. Ole ot tho Oiiocior. eO/10/13 TUCKER, H D Duko Power Co, 
2pp 47330 216-47330 291. 

-8618260261 SALPRepiS 50-413/88-24 A 50-414/00 24 for Aug 1087 - Jul IOB0 
* Region 2. 0)c o(tha OIrecloi. 88/10/13 SOpp 47339 2»0 47330 255 

8610070114 NRC Info Notice 66-002. "Torus ShoUs W/Cntrosion A Dog'aUod Coair-gs 
In BWfl ConiairkmenlB." Svc list onci 

nOSSI.CS Onrelon of ^oraf'OnsI Ewvi).'? Assessment (PoM S70M1) 80/10/14. 
CensoMatod Edison Co. oi Now York, inc I lOpp. 47200:124 47260 235 

8610140212 NRC Inlo NoLlco 00 0Q5, "Qrokon Roininino Bloch .‘ituJs on Anri-or Dart ng 
Check Vahros " Svc list end 

RrDSSf.C.E Division of Oporaional Events Assessrnoni (Po3( 870-111) an/IO/i-t. 
Consokdniod Edison Co. ol Now York. Ino. Ilfipp 474B3:1tiD'474633i(< 

68102U1166 Advises that roaponso to Sovailiy Lovol IV violation noiud n leap Ropis 
50 413/08-27 A 50 414/00 27, iransmiued by J Grace 003916 llr.wri bo sent boloru 
661028 Violoiiori re lai'ura 10 lo'ipw radioiog cal comtoi procod-jics. 

TUCK6R.H e Duke Power Co. 80/10/14. bocumonl Control Bionch (Oonnnoni Con- 
trol Desk) Ip. 47259091-47269091 

66103)0548 Forwoids Insp RopiS 50-413/66 33 A 50-414/88-33 on O0O025O97u A 
nolica of violaiiori 

BROWNlCE.v.L. Reg on 2. Ole oi ihe Director- 00/ 10 / 1 7. TUCKER.H B Duka Power 
Co 2pp 47378 037-47378 049 

-88103)0548 Notice of vfoiAtion from Insp on 060029-0925 ViolAiion noloif.air repuiaief 
tor Valve iCF-e9 roplacod & telurned 10 svc on 000721, w/o being loatod to (fnnioii 
atreie >ii6i parameioi aifociod.wnhin accapisb'o 

OnClWNL«.VL. Rog-en 2. Ole of the Dircclor. 06/10/17. 2pp. 4 7370.039-47370 040 

-6610310546 Inap Ropie 50413/08-33 A 504I4/0Q .33 on 880620-0095. V.(}l6licr>S 
noted Major aieos inspociod leviaw o' plant oporelions,curvai.ianco obsc'rvAiun.nialnt 
bbservaiton A roviow oi iicoriaoo nonioutlno event repIs. 

OnO£RS.V/.T.. lESSen.M S . PEDBLES.T A, Reg on 2, Olool Ilia DlfOdor. 80/10/14. 
9pp 47378:041-47370 049 

6610260009 EN-BO-OOeon 001024, nolico ol proposed 'mpost.qn ol civil penally in 
amount o4 $50,000 wni be issuer) to i-cnnsaa. Action based on violot oris ol oqu-pnionl 
QuaiAcehon toqu.iamonts of tOCFR50 49. 

LUEHMAM.J,. llEBERMAN.J. Oic Ol Entorcemont (Post 670413) 50/10/19. Ip 
47342:200-47342 260 

8810140016 NRC Into Notice 00 084, "Dolacuva Motor Srmli Kays In Lim:rorquu Moicr 
AcUralora.” Svc list end. 

ftOSSf.CE OivwJon 0 ) Opeffli-orw) Evenla Assossmont (Post 070411), 0H/10/2I> 
Censoildaled Edison Co. of New York. Inc. llOpp 47200004 47200.123 

6810170391 NRC Into Notice 00-065. "Operating V//Mu'.liplo Grounds in DC Oist'ibulion 
Sys " Svc ksi end 

flOSSi.CE. Division of OporoHonsi Events Assossmoni (I’osI fl704il) 88/10/21 
Coirsohdatod Gd.son Co. ol New Yotk, Inc. 1 10pp. 47403 001-47403 i97 

8811030256 AcK locoipt of DBOO 1 B llr A rov to notice of violat'on issued on 000932 rn 
Insp nopls50-413/0B-29 A 50-414/00-20 

JULIAN.C A. Region 2, Ofc of tho Oiroclor. 80/10/21. TUCKf-R.H 0. Duke Power Co 
Ip 47428034-47420 034 

8611020(63 Discusses Insp Repts 5O-413/fi0-O7 A 50 414/08-07 on 000201-05 A tor- 
wards nMico ot vlolsi on A proposed imposition ot civ.l ponally. 

ERNST.MI. Region 2. Otc ol the Diiecioi 60/10/24. TUCKER.H.D Duke Power Co. 
Spp 4 7411:265-47411:273. 

-6611030106 Notice ot violation A pioposod imposition ot cwil ponaiiy in amount ol 
$SO.OOO.h^ncompl.anco noled.lack ol ooviron qualillcation lor ccriry-n convionenis ot 
olectileat equipment in Isolated sys. 

ERNST.M.L Region 2. Ofc ol the Director. 00/10/24. Cpp. 47411:200-47411:273 

6611010442 Ach loce'pt ol revised 000930 response to notice ol violation ro violei.ons 
noted In Repts 50-4 13/00-22 A 50 4 14/88-22 

BROWNLEE, V.L. Region 2. Otc ol iho Diroctor. 08/10/28. TUCKCR,il.B Ouko Power 
Co ip. 47408:220-47400:226 

6611060229 Responds to NRC 000916 llr ro violations noted in Insp Ropis 50-4l3/&a- 
2/ A 6O-4l4/a0-27.Cortociive actions stresssod (hot urgency associaiod w/conlami- 
nalei) liquid leaks bo tempered to onsuro that irersoiinol seloiy top priority. 

TUCKER, H.B Duke Powor Co 06/10/28. Document Coniipl Orancli iDocum.tm Con- 
trol Desk). Bpp 47474:121-47474:128. 


6611210194 Advises that 850624,861002,070106 A 060216 A 0710 revs to olfstie ilose 
calculation manual acceptable, per end technical ropt EGG-PHY-B2t4.lnfo re radioac- 
tive releases irom turbine bldg sump required lor 870012 amend request. 
JABBOUR.KN. Project Directorate 111-3. 00/ti/l6. TUCKER, H0. Duke Power Co. 
4pp. 47588:194-47568 200. 


6811160S30 Expresses feeling that deiaiiod presonlaiions Oo$c"binq ulit comriiilmeni 10 
quehly verilicabon given to NRC during 801026 mooting In conjunction w/picvious 
formal responses 10 NRC Insp/ovaiuaiion repis conciudo matlur 
TUCKER.H.B. Duke Power Co. 08/11/08. MURLEY.T.E. Ollico ol Nuclear Roncioi 
H^iJBtlon, Director (Post 070411) 2pp. 475C6 002-47566003 
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3911040324 Supp! 3 to NP.C Wo Nolice 66 106. "Feadwaief LiO® Bieah." &vcli9\ ©nd. 
nOSSi.CE Oiv.S'On of Opcrafiooaf Events Assessment (Post 870411). §6/11/10 
Conso.' dated EO'Son Co o# New Yofk. fnc. 1l3pp 47669 078-47659: >84. 

6611220716 Advises tttai full compi.aiKo w/cotrecUve asitans to Vvof&iions naied fn (nsp 
flepts SO-413/88-22 S 5O-414/06-P2 delayed fnte/preiation to Tech Spec 62-2.f A 
stal o.'i rt'tectvas wi.l be ach evod poor lo 890315. 

TUCKER.H B Ouko Poivsi Co. 88/11/16. Oocunienl Coniiol Bianch fOocutnent Con- 
I'-alOeSit) tp. 47621 162-47621: 162 


6911160203 Forwa/ds Insp Pepi 60-4l6/e8-20 on 881003-06 No viotanons Of dev: 
ai'ona noted 

DECKERTfl. Region 2, Ofc of Ih® Oireclor. 68/11/03 CLONfNGER T H Sysa-n 
Ena/gy Resources, fne 2pp. 47558.079 47568 lOO. 


-8811150206 Insp Ropl 50-416/06 20 on e8l003-06.No vlolalions oi clov.ai'or.s 
natod Major areas fnspociod annual radiological emorgoncy resoonse oxetcise 
Cl/NNINGHAM.A.J. . OECKEft.TR. Region 2, Olc 0? tho Di/OClOf 88/11/02 18pD 
4755e<»1 47556: 100 


8911090284 NflC inlo Motico 8B-O07, "Pu/rp Wear & Fore-gn Objects « Piani P.ptig 
Sya." Sve Islencl 

ROSSl.Ce. DviS'on el Operational Events Assessmsnl (Posl B70411) 66/11/16 
Ccrsoiidaied Edison Co. of New York, inc l I3pp. 4760l:020-4?60t;13?. 

8811090403 NRC Wfo Notice 68-088. 'Oegtadaiion oi WesUnciiouse ARO Rolays” Sve 
list anci. 

ROSSi.CE D-viS'on of Operational Evanis Assessrreni (Post 870411). 86/11/16 
Consoi-daied Edison Co or riev, York, Inc I13pp. 47S97.00l-47597;li3 

88 1 1220120 Responds to NRC 661017 fir re vio-'aiions noicd tn uisp Repis 5(MI3/6A- 
33 & SO-4i4/se-33.Correcii»o actions woik leguesls IniSaled to replac® bolh standby 
s.'iLfdown sys diesel uenorator siancf baitcry banks 

TUCKEfl.Hfl Ouko Power Co 08/11/16 Oocumani Control Brarich iDocmrionl Con 
Itol Dask). epp. 47017:000-47617:106 

88 1 1 150088 NRC Inlo Nol'co 08 -089. "Oeoradafion of Kapion Eieclncal insulafron “ Sve 
l.st end. 

FtOSSi.C.E. Divjsicn ol Operational Evonis Assassmerl fPosi 8704in. 88/11/21 
Conso.'iiJaied Ed.son Co. of New York, Inc U2pp. 47603.045-4J603161. 

86 1 1 160470 nRC Inlo NoVee 88 092. "Poiential for Spent FooJ Pool OijUndowA “ Swe 
I'lSl ©ncl 

ROSSf.CE Division ol Oporalionsi Evenia Aaser.smatU (Post 870411) 80/it/22 
Consc'idalnd Edison Co or New Yo/k, Inc Ii4pp 47606:f24-4?e06'237. 

8811180315 NRC B-j'iernfla QiO, "NonconionTBrig Molded CasaCtcuiifirealtets.'' Sve 
'ist enci 

ROSSi.C.E Divisor ol Oparanonal Evonis Assessmem {Posi 870411). 80/11/22 
ConaohdaierlEcfiaon Co, of New York. tnc. 12lRp. 476&BC01-4?508.|23 


R. Periodic operating reports & related co/reepondence 

Q0’^121O293 -McriWy opeteling lepts foi Otl 1986 lot Catawba Onita l & 2.W/88111S 

WiLLfAMS.RA, MEAO.JJ. TUCKER, H0 Ouka Power CO 88/10/31. l2po 
«7596'160-4759a 171, 

8611^280170 Fo-warCs c'ghih quane/iy update to facility sia/iup rept. per Toeli Spec 
0.O.l.3Ono tesi not compieiad.ss indcaieci in auinor 880915 iirAddi ouariedv uo 
dales will be subnuiicd as teguired 

TUCKER, H6 Duke Power Co 8fl/l l/l 1. Oocurneni Coniroi Qr«ncr> (Oacomonl Con- 
trol Oeaii), 2pp 47627:054.47627:055. 


6811150190 Forwards (nsp Repi 50-416/80-23 on 800924-1020 No violations or dov- 
aiiona noiad 

VERREUl.O.M. Roeiofi 2, Olc ol the Director. 88/11/07 COTTLE WT Sys'on 
Eoof^ fiosourcos. Inc 2pp 47649:268-47649 279. 

-8BI11MI86 insp Repi 50416/88-23 on 8eo924-i020.No violations or devsl'o.is 
noted Ma)ot afoaa inspected oporaiion safely verrtication radiological proleciion & 
^ysicaf socurify verification, maini obsorvalion 4 ESF sys waikdown. 
CHHISTENSEN.H., MATIflS.J.L , DANCE, H.C. Roglon 2, Olc of ifie Director 86/11/ 
04 lOpp 47646,270 47549 279. 

881NM087 Submits addi Info re 880819 application for amend lo Ucenso NPF-29,pef 
NrtC 681006 requesl Proposed at/nilnisiralive changes lo fire proioction specs per 
Qononctlr 87-09, Included in amonrl request 

(^ntE.W.T. System Enetoy Resowces. Inc. B6/11/09. Oocinnent Conifot Biancli 
(Oocumant Conlrpi Desk) 1 74pp. 47546 074-47540 247. 

-98111&0099 Proposed Tech Specs changes concerning fire protection mode (n ac 
cetdance w/GenerIc Llr 67-09 

• Sysiom Energy Resoureos, inc 88/11/09. 17tpp. 47648:178-47548 247. 

9911190169 Summaiv ol 681101 meoiing w/l-censoo at sito re poienllai changes lo 
Tech Specs concornfng review ol fue piotecdon ptogiam 6 new auxiliary ho'st loi (u^ 
handling Natfprm over spent fuel poof. 

Projeci Oirectorafe IM. 88/11/16 Project Direciorate IM. 0pp. 


8911220142 Forwards Insp Repis 60 416/60-24 & 5CI-417/88 02 on 881019-20 Viola- 
tion under conside/alion lo' escalated enlorcemenl aciion 

EftHST.M.L Region 2. Olc o( the Diiecioi. 98/11/16. COTTLE, W.T. System Energy 
Rdsourcbs. Inc 2pp 47607 269-47607 271. 

''’V ^®P'9 60-416/89-24 & 50-4 17/08-02 on 681010-20 
(rel i(lCrR2 790|d) & 73.2i).Vie(8lien neied Major areas noted security plan & irrpte- 
monivig ptocodures.occess coniroi-packagos A personnel A (allure to search pack- 

Region 2, Otc ol Iho Dlrecier, 88/11/16. ip. 47607 271- 


* e/hOiQoncy plan impioinanlingprocodufos.lncludino Rev 2 (o lOS- 

01-9. firfesse ol Toxic Mali Saieiy-Roteted’’ A hov 13 lo lO-S-Of-lV "Olfsite Dose 
wlciAailons Saieiy- fteiaied '■ w/Bei lie iir. 

CESARE.dO Sysfom Energy Resources, Inc. 80/11/ie. eepp, 47622263-47622.330- 


S. Reportable oecurrencee, LERe A related ccrreaponpence 


H- Qenerel correspondence 


8B102S0294 lER 80 014-02 pn 8a03l7.main feedwater pump turbine 28 inppod »«lo 
maticaliy an lavr condenser vacudni,inctdoiil aitnbuied to o^arT.inated eenttensar cir- 
cufaiino water eyg interior pipe coaUng m<iil.lV/85r020 llr 
TORRS.J.Q,, TUCKER, H B Ouka Power Co 68/10/20. 6pp 47263:110-47263 115 

881^70252 Advises (hai subm.tidl oi LER 414/66-27 re 850924 vkj'aiiort ot Tech Spec 
333 lOwiilbe delayed unM 861 107. 

TUCKER, H.B. Duke Power Co. 88/10/24, Oocumem Conirol Drench lOocumoni Con- 
WClOv.Sk) Ip.474l4:107-47414 I07 


8911090333 LER 86-020-00on 880929,inanuBl teeclof inp fniiiaied upon lose of main 
feedwater (CF) lo steam goneralora Caused by personnel error Operator rtispaich^ w 
^'■1“’' eooUng waier (low ikG) A KG s-Mlch reset V.766i038 Wi 
TORRE, J.G., TUCKER.HS Ouko Power Co 88/10/26. 6pp 47526:250-47526 262. 


8911090125 Part 21 lepl ia deleci in Lmr'.oique Corp supplied ssleiy- related SMB 
valve actuators w/RH iiiso'ated tfe motors teal may nqi devotep (unrated sterling 
. lo/que at e.'evated ambcni lemps-Revieiv ol moiors by licer»seas rocommended 
\N1LK\NS0NJ_E limitorquo Corp. 80/11/03. Ollice oJ Nuclear Reader Reguiatw Or- 
loctot (Post 870411). lepp 47625 227-47635 242. ^ 


9811160095 LER 86-027-00.on 880924, (urtuno bfdg Sump radiation morwior discovered 
la be inoperaWa due to non-conservaiive Wgri ladiauon alarm setpoint Caused by moi 
5 sotponi ddlicie.-icy Seipomis reiurned to cocieoi value V//flSl 107 Hr. 

TORRE.J G , TUCKER, H B. Duke Power Co. 88/l 1/07. dpp. 4750O:O79-475(>9'O84 
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F. Security, medical, emergency A lire protection plane 


66 


HI0^2» Commeni supporting proposed rule lOCFflSO ra NUREG-131?. "Regula- 
tory Opcons lor Nucioar License Renewal. " Supports contents of NUREG- 1 3 1 7 * en- 
dots^ NUMARC tommems on rulomaking A position paper by NUMARC NUPLEX 
working Moup r r / 

CAVANAUGH, w. Middle South Uiiiities. Inc. 80/10/26. CHILK.S J. Office ol Iho Sec- 
lolery 0* the Commission 3pp 47422 330-47422 34I. 


8911060199 Pprwarda updated sve list for utU cqirespondonce A teewaste ihel WT 
Coiife bo primary addrossee. 

CESaRF.j.G System Energy nesourcoe, Inc. 88/10/31. DocomonI Conirol Branch 
fOocirment Control Desk) 4pp 47474.326-47474.329. 


6611300203 t^mmenl Supporting prpppBOd role 10CFn26 re Filnoss for Duly 
PiogiemAitathrneni lo Hr provides answers lo specific qocsilons posed by Commis 
eten ir« proposed rule 

CESARE.J.G. System Energy Rosources, Inc. 88/ll/lB Oocketino A Services 
Branch 7pp 47633 311-47633 317 


I. FinanclaJ Information 


8819260361 Forwards application for amend to Liconae NPF 29 re sate A leasofrack of 
undwded inle-resl m Unn 1 Fee pa'd 

CLONINGEfl.T.H System Energy Rosources, Inc. 68/10/(9. Document Control 
Branch (Oocumant Conirol Desk) 3pp 4 7262 339-4 7202 358 

-6610290394 Appiteai'Dri lot amend io License NPF-29.auinori2inQ one or more aate A 
leaseback Iransactions re portion of ownership share ol facility. 

• System Energy Resources, Inc. eB/tO/10. I6pp. 47282.342-47202358 


66102S0029 Summary ol 800831 meoimg w/utif in Rockvii'e.lMD re elatus of leaslrM ac- 
tivitiss & schedule ter completion ol aciivitiesRaiaied info.incfudino moeirnp aaor %3 A 
1-91 of aitendeea end. " “ « 

47272171^7272206' P'Aiect Oifeciorate B-1. 36pp. 


9810310017 Gerieric Lir 88-i9 to si( (uel cycle tecAly fccensoe 

iransporting lormu/a quarKiffos of siraieol 
RNfl^Mcimn C '' lorco 6/ licensee ouards lo prevent iheh of SNMSvc ksl eiK 
uuHNtTi.nr Oivww ol Salegusios A Transportaiiory |Posi 6704131 68/l0/2( 
Consolidated Edison Co- of Now York, (nc 3ipp. 47S13,047-47S13,077. 

9811080068 R^^ed emergency plan imp.'emeniing procedures.lnclodfna Rev 6 lo Pre 
cedure 10 S 01-11. Evacuauon ol Onsiie Peisonnei" A Rev 6 lo lO-SOl-25."Onsii 
Personnel Response "W/ 881 101 lir. wouieo. cmsii 

CESARE.J G System Energy Resources, ine. 08/1 f/oi. Document Control Brana 
(Documenl Control Desk). 37pp. 47477 276 47477:305 


981Q250022 Nolificetion o( canceled 891021 moeiing w/utll in Rockvitte.MD lo discuss 
proposal lor sate A leaso Pack of small portion of facility. 

KfNTNER.l.L Project Direciorate ill. BB/iO/20. MURlEY.T.. SNIB2EK.J., 
MIRAOliA.F. NRC • No Detailed Ainhailon Given. 3pp- 47263;173-4 7263:175 


98110701^ Requests approval of sale A leaseback Irsnsaciion proposed amend to Ll- 
coiwNPF-29 by 081215 to allow financial iransacHons to dose In 1988. 
Ct.ON»40ER.T.H. System Energy Resources, tnc. 88/10/31, Oocumeni Control 
Branch (Documani Conirol Desk). 3pp. 47444-.007.47444.009. 


6811170028 Fonivards annual rapt on Form lO K lor 1987 quarterly repi on Form lO-Q 
tor quanai ending June 1988 A annual repi to shareholders lor i9B7 per uDt 861019 
wemsed amend to License NPF-29 re sate A leaseback irsnsaction 
CLCWINOfc'R.T.H. System Energy flesources. Inc. 80/1 l/if. Document Conirol 
Branch (Documern Control Desk), i i8pp. 47575:004-47675.234. 

-6811170032 "Meridian Bancorp.Inc 1987 Annual Repi." 

MCCUILOUOH.S A. Meridian Bancorp, tnc. 87/12/31. Sepp. 47575:177-47575 234. 
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P. Operating license siege documents ft correspondence 

88101909SI> Generic Ltr 60-17 to all holders ol OLs or CPs lor PWns (D loss 01 
OHB Svc ftst enci. 

CnurCHFiELD.O Associate Oirocior lor Projecls (Posi 070'lltK 80/10/17. ConscL- 
dated Edison Co of Now York, Inc 0‘lpp. <17279:156.47279 241. 

88(0250029 Summary o< 860631 mooting w/utii In Rockville, MO re status Of toasing ac- 
tvi'Jos & schedule lor completion ol activities. Related irtfo.lncluding mcot>ng agenda ft 
1 51 cl attendees end 

KiNTNER.Ll. Proloci Direclorato 11-1. 88/10/10 Projaci Oireciorale li-l 36pp 
47272:171-47272:206 

8810380164 Generic Ltr 88- IB lo all licensees of operating reaclora & hofdors ol CPsre 
plant record storage on optical disks Svc liSt encl. 

CRUTCHFIElD.O. Assodaie Orrectof for Projecia (Posi 670*lili. 66/10/20. Consoh- 
dated Edison Co of Now York, Inc. 45pp. 47613:001-47513;046. 

8610260122 Moliticalion ot 661 tOt meeting w/uM in Claiborno CounCy.MS lo discuss uU 
Iconsing activities. 

KiNTNER.L.L. Project Oitecioiale ll-l. 60/10/25. ADENSAM.E.G Projecl Diecioiele 
ll-f. 3pp. 47364.037-473G4.039. 

881 1010487 Forwards (ee tor 680428 application ro neulron monitoring sys design eval- 
uation ft 060701 application re rosirucluring Middle Souih (Jiil3,lnc ft Sys Energy 
Rosources.Inc. 

CESARE.J.Q System Energy Rosourcos, Inc 80/10/25 Documani Conuoi Bianch 
(□ocumoni Control Oesh). 4pp. 47402 300 4 7402 303 

8810310399 Notification ol 681110 meeting w/utll In nocKvillo.MO lo discuss eiietnaie 
OHR sys ft respond lo questions raised m review of 880923 auQm'ilot. 

KINTnER.L L. PfOjecl Oirocloteio ll-i. 68/10/26 AOENSAM.E G P(Ci|ect Ojeciotaio 
ll-l. 3pp 47376:033-47375:036 

8810310406 Noillicailon ol 8811 16 meellng w/util In Rockvilie.MO lo brial rovlowora on 
request lor Tech Spec changes per Coneclc Ltr 87 09 ft respond id quesUons reisod 
in review of B8O819 submitieV 

KINTnER.L.L Proloci Oiroclorate ll-l. 86/10/26 AOENSAM.EO Protect 0 recloraie 
IM 3pp 47376:132 47376'124 

8811040277 Provides addi into re Cycle 4 reload, pet NRC request. Cnticatity arsaiysis lor 
8x6 Cycle 4 reload fuel onci. CriiicaHiy analysis for 9x9 last assemblies win be submii- 
(00^881115. 

COTIlE.W.T. System Enoigy Resources, Inc. 66/10/27. Oocunvini Control Sranen 
(Oocumenl Control Desk). 32pp. 4743i:i 13-47431.144. 

8811070180 Requests approval of sale ft leaseback iransaciion proposed emond lo U- 
cenao NPF-26by 801218 lo allow financial transactions lo dose in 1980 
CuONINQER.T.H. System Snergy Rosourcca. inc. 68/10/31. Oocumeni Control 
Orarieh (Oocumeni Conlrol Desk) 3pp 47444:007-47444:009. 

8811160246 Requests sddi info re posstbiiity ot gaps lorming in borafiex in iacitiiy spent 
fuel pool storage racks ft description ol measuring lochniques for delecting degraded 
Boradox In insorvlce aurvolllanco program. 

KINTNER.L.L. Protect OitedOraie ll-l. 80/t1/06. COnLE.W T. System Energy Re- 
eoureos. Inc 2pp. 47649:161-47540:162. 

8811140394 Forwards rdquosis for addl Into re roviow ol proposed atierr^to OHR 
sya Response requesieq by 881 130. 

KINTNER.L.L Project Olrecforalo II- 1. 68/11/09. COTTlE.W.T System Energy Ro- 
sources, inc. 3pp. 47530:165-47538:107. 

8811 150087 Submits addl Info re 680819 oppllcation (or amend lo License NPF-?9.por 
NRC 881003 request. Proposed adminisiraLve ebanges to lire protection specs pru 
Gonoric Ltr 87-09, Included In amend request 

COTTLE.W T, System Enoroy Resources. Inc 88/11/09. Oocumont Conlrol Drarrch 
(Oocumeni Conlrol Desk). f/4pp 47540.074-47546:247. 

-8811150099 Proposed Tech Specs changes concerning lire prelection made In ac- 
cordance w/Gonerlc Lit 87-09. 

* Sysiem Energy Resources, Inc. 68/11/09. 171pp. 47540.178-47646 247. 

8811170178 Forwards addl Info re standby gas treatment ays (emporary aileralion lo 
romovo design lealuro that would trip sya fan on hl-hi lemp In charcoal (iKors.pet 
681020 lelcor). 

CESARE.J.Q. Sysiem Energy Rosourcos. Inc. 66/11/09. Oocumont Control Branch 
(Oocumeni Control Desk). 4pp. 47582:113-47582:116. 

8811170026 Forwards ar^nual root on Form lO-K for 1987, quarterly ropt on Form 10-O 
lor quarter ending June 1988 ft annual ropt to sharohoidors lor 1987, per uM 6S1019 
proMsed amend to License NPF-29 re sate ft leaseloack ifansocllon 
CLONINGER.T.M. Sysiem Energy Resources, Inc. 68/11/11. Ooaanani Conlrol 
Branqh (Oocumont Control Desk]. 1 1 6pp. 47575:004 -47570:234. 

-6811 170032 "Meridian Bancorp, Ino 1987 Annual Rept." 

MCCULL0UGH,8.A. Meridian Bancorp. Inc. 87/12/31. 68pp. 47675:177-47575.234. 

8811160531 Fonvards Amend 49 lo License NPF-29 ft safety evaluation. Amend 
changes Tech Specs by deleting requirement for daily functional tests of low power 
seipwni ft Wgh power setpoint fn rod paflern controf sys. 

KINTNER.L.L. Project Directorate ll-f. 88/11/14. COTTLE.W.T. System Erwrgy Bo- 
sources, Inc. 3pp. 47584:269-47564:281. 

-8811160532 Amend 48 to License NPF-29.changlng Tech Specs by deleting reqiire- 
monl (or dally functional tests ol low power selpoint ft high power setpoint fn 100 pel- 
tern control sya. 

ADENSAM.E.G. Projecl Directorate 11-1. 86/11/14. 7pp. 47564:272-47S64'276. 

-66 1 1 160539 Safety evaluation supporting Amend 49 to License NPF-Sff. 

' Oliice of Nuclear Reactor Reguiallon, Director (Post 67041 1). 88/11/14. 3pp 
47664:279-476e4;28l. 

8611180041 Summary of 861110 meeting w/ulll In Rockville, MO re design cnUula ft 
safely sheets of aliernate OHR sys AHendsnee list ft viewgraphs end. 

KINTNER.L.L. Profoci Oiroctorafo II I. 66/11/16. Project Oireeforate ll-l. 4ipp. 
47582-289-47582:339. 


8811I8OISO S-jmirary ot 8O1101 ineoling w/liccnsue ai s-io re pofcmiiul char-gos to 
Tech Specs concern ng roviow o< I le pioieciion program ft new auxiliary hoist <or luel 
hand irq p'attrvm over spam fuel pool. 

KiNTMftl.LL. PfOjBcl Direcloraio II I 88/11/15 Projocl Dirocloralo ll-l 9pp 
47501.353 47501 361 

981122042B Fonvsrds Rev 0 to ANF 08-170, "Cniicalijy Satol]' Analysis tor Grend Gun 
Spent Fuel Slorago Racks W/Cycie 4 9X9-5 Lead Tost Asstsmbiy (3 47% Average En- 
richmeni).** per comrniimcnl in 001027 lit 

CtONlNGGR.TH System Energy Rosourens Inc 06/11/15 Ooctmeni Conirc’l 
Branch (Oor^moni Conlrol Desk) 4pp 4 7616 1 32-47018:157. 

“6611220429 Rev 0 lo "Crif-csi'ty Sofofy Ana'ysls for Grand Gulf Sponf Fuel Sioioge 
Racks W/Cycia 4 9X9 5 Leak Test Assembly (3.47°^ Avorago Eriric'imeni) " 
GERRALO.I. D. Arlvancod Nucloflr Fuois Corp (iDimorly Exxon Nuclear Co., Inc) 06/ 
11/30 PPfifi 47616 130 4/A10 157 

0611330144 Summarizes discussior^s w/licer^sao during CROR 861102-03 visit to 
plant l/ri mgf dosetibod (icens ng h siory.pasi SAIP records ft koy issues wti ch rosu't- 
«d in dolaya ft oddi costs. Uiii ropt of v S'i lo foroign reactors oncl.W/o onci 
dOnOAN.EL. Comm tico to Review Generic Roquiromenfs 68/11/15 
BEHNERO.flM. OU.ca o< Nucreai Maional Safety ft Safeguards, Qi'ocior 
GOLDaERG.jn Olf.c0 Ol iho Ganarol Counsel PAPERIF.LLO.C J Region 3. Ole of 
Ihn Oirocior. 4pp 47631 331-47631 334. 

8811170416 Forwards reguosi lor addl info re util OOOD23 subm-ttai ol proposed allor- 
ttaio DhR sys Rosponso roquosled by 881 130 

KINTNER.L.L P/ojocl Dirocloralo 11-1 83/11/16 COTTLE.W.T. Syslom Energy Re- 
sources. Inc 4pp 47587 152-47567 155 


O. Inspecllon reports, IE Bullatltis & correapondence 


&81026D396 O.scusBOs SALP Insp Rapt SO-a 18/30 09 sen! on U80703 MorDi.ng sumnin- 
ty ol 800722 & rosponso ol 80dR24 enel. 

dRACE.J N Region 2. Ole ol the D rector U$/0&/ id KINaSLSY.OO. System Cnorgy 
Resources, inc. 4pp 47341:001 47341:004 

6610030249 NRC Info Notice 05 070, "Misuse of Flash’ng Lights lor Hgh Radiation 
Area Controls " Svc itst ensi. 

ROSSi.CF.. 0<v>slon o< Opnrationai Events Assossmoni (Posi 670411). 08/10/07. 
Corisoldsiocf Edison Co 0< New York, Inc. 12.Tp0. 47279.242-47230003. 

8610350452 Forwards coni rinaiory moosutomunt rosuTs ro spiked iiqu'd sempies sent 
lor seiocicd looiochemicat ana^aes os suppi to imp Rept 60-416/03-05. Comparelivo 
loauiis in agioomont (or f-i-s & Fo-55 niralysos 

OECKCn.Tll. Rogion 2. Ole of Itiu Director. 68/10/07. KINQSLEY.OD. System 
Enorgy Roaou-'COS. Inc 4pp 47270 135 47270:139 

8810070114 NRC into Noiico 00 062. ' Torus Shells W/Corroalon ft Oogteded Coat'ngs 
■rtOWRConionmenis." Svc i>si encl. 

nOSSi.CG. Ovision ot Oporaiionni Evonia AssessmoM (Posi 670411). 68/1O/H. 
ConsotklaiedEdsonCo 01 Now York. me. ItOpp. 47260.12<1-472U0.335. 

6810140213 NRC Into Noilcu 08 085. "BroKon Retaining Block Studs Oh Anchor Oarlmg 
Check Valves ■ Svc isi end 

ROSSl.C E D>vlsiun ot Opoiaiional Evonis Asaossmont (Poai 870411). 00/10/14. 
Con$ol4falME<kSOnCo of New York, Inc. liopp 47403:100 47463.31B 

8810140018 NRC Inio Nollco 08 084. ' Doioctivts Motor Stialt Keys in Limlorquo Motor 
Aciuaiors * Svc list o/vci. 

BOSSI.C.E. Oiviston of Operoilonal Evo.nia Assessment (Post 870411). 0B/io/2I>. 
Consokdoled Edison Co. ol Ne-w Yoik, irtc. I I9pp. 47268. 004 47260:123. 

68lOf7039> NRC Info Notice 80 060, "Oporaimg W/Mirtirpie Grounds in DC Dist'ibullon 
Sys " Svc list onci. 

ROSSl.CE, Division ol Operaiionai Evonts Assossmoni (Post 87D411). 00/10/21. 
Consofrcfelod Edison Co ol New York, ire ? lapp 47403 001-4 7403: i&7 

6811080199 Responds to NRC 031006 ltr ro violaiiorts noted in Insp Ropt 50-416/86- 
(O.CorrocUva actions training soss'ons hold ft caution fabofs rnsiattod on power panels 
leodinu isoiai-on va'vos 

CESARE.J.Q Syslom Energy Rosourcos, Inc. 00/10/31. Document Control Branch 
(Oocumeni Control Oesh) 4pp. 47476.0S5''174 75 053 

0811160203 Forwards Insp Rept 50 416/66-20 on 06l003-06No v.olations or devi- 
ations noted 

OECKER.T.R Region 2. Olc ol the O-recior. 68/11/03. CLONINOER.T.H. System 
Energy Resources, Inc. 2pp 47558:070-47558.100. 

--8811160208 Innp Ropt 60-410/80-20 on 801003-06. No v^olallons or dovialiOns 
rtoled M^or areas Inspoclod annuel radiological omotgoncy rosponso sxetciso. 
CUNNINGh/VA.A.l, OECKER.T.R. Roglon 2. Olc of Iho Oueclor. 30/11/02. lOpp. 
47558061-47550-100 

8811150190 Forwards Insp Ropi 5O-4I6/0Q-23 OTi 880924-1020 No violalions cr dovl- 
ationa noted 

VERRELLl.OM. Region 2, Olc of iha Diroclor. 86/11/07. COTTLE.Vy.T. Syslom 
Energy Resouicos, Inc. ?pp 47649 268 47549 270. 

•^11150198 Insp Repl 50-416/06-23 or> &60924-I020.NO vlolaiu?ns or dowailons 
noted.Maior areas inspected oporalion saloty verillcatton radiological protection ft 
phya'cst securiiy vcnNcaiion.maini observation & ESF sys wolkdowri. 

CHRISTeNSEN.H., MATHlS.JL., DANCE.H.C. Rog on 2. Olc Of the D/roctor. 68/11/ 
04 lOpp 47549:270-47549:279. 

881 1040324 Si^pt 3 to NRC Info Nof'ce 66- l€S. "Feedwaler lino Brook." Svc Hsi encl 
ROSSI.C.E. Division ol Operaiionai Evonis Assossmoni [Post 870411). QO/11/10. 
ConsoTdaied Edison Co of New York. Inc. 1 13pp. 47559 072-47559:184. 

8811320871 Ack receipt of 601031 lit Informing NRC ol slops lekon to correct violations 
noted In Inw Rept 50-416/80-19 

V£RneLLI.O.M. Region 2. Ofc of the Director. 88/11/16. COTTLE.W.T. Syslom 
Energy Rosources, Inc. ip. 4761 5.321 -4761 5. 32 1. 
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»8il3902S-< M-ce? Punp v/eai 4 Pofeign Otnec's w P^i 

C ^ 

r CSl'C E C". Vin cl OpC'aKnil Ass^ssmsnl (Post 870411). 80/11716. 

Cc'‘'V.- f-;-! E!r^c"> Co ti t>?« vtiv. I'k 't3p<> 476Qt 02C 4/001 132 

tdlCM/O} f*r.C Ir'j f»-<0 Mcao, 0^a<ijWn o( wesingtiouse ARO Relays " Svc 

L-.l 

PCr.f CE C'. v:t cl Opo'av-C'^i Excels Assessmam (Post 870411) 68/11/16 
Cc^'i.c -i-iifrl Eav.f. Cc cHu-M Voiv. I'x, UJpp 47S870Ol-47587 113 

811 1220112 For*s/.'s i-^^p Pc;‘i 50-116/84 2< A SO 417/88 02 on 881019-20 Viola- 
te': ei'-V' C'-'cs.iyatcn ly ftsea'S’-fJ erloicene.'! action 

EP’iSr Ml P^-rn 2 O'; cl ttie Diecioi 84/11/16 COTTLE.WT System Energy 
PesoM!C."i ''C !CP 41607 i63 47£<37 27l 

-8811720117 C-i- r. -V'^L J ir-,pRoc:s S0-4t6/&8'24 4 SO 417/88-0200 881019 20 
i'«t i>C^P2;>c ]j 4 73211 V-c.i'on no'$ilM3|Oi areas nolQtf security (Mo 4 hnple- 
>~«r -.1.} r': -'c t-'^s 3:c<Hs cc'i-’d-pactages 4 personnel 4 ta/ure to search pack- 

StA*.5tER‘i/*>V Peg^n 2 Ole of the Director 88/11/16 ip 47607:271- 
it6->?2;* 

8811160088 tiRC ir'-i Ui'/:e £8 069. ' Dcg/a-jation of Kaplon Elecincai Insuiahoft'* Svc 

I i' e^i 

nOSSiCE O. scn ol 0peiaV)r3i EvMIs AssessmenI (Post STOail) 88/lt/21. 
Ccr«.rf.-<l4'e<S e:»s.7nc<3 ol Nwi YorS, It3pp 47003 04S'47&03t6l 

8811180470 NRC irlo trftce 64 £i92. Poienial lot Speni Fuel Pool OravKXMn " Svc 
l't> er..-.i 

PCSSiCE Ov-sicn ol Opoaior^ Erecis Assessment (Post 070411) 86/11/22 
Corse v>!4-^{<}*,or'Co d lien YorV. !:« ttipp 47606124 47806237 

881118031$ li^C flui'et.n 88-0 tO, Noncorlorminfl Mo><Je<J CaseCitCurt Breakers " Svc 
111! enc* 

fiOSSiCe Ornion cl Opetasonai Events Assessment (Posi 870411) 88/11/22 
Ccrsd-oa'e-l ES'vCnCo t1 tie* Y&rS, i-* I21pp. 47606001-47608.123 

R. Periodic operating reponi 8 retaied cotr«tpon4«Acc 

*VaVa*??*ia opwaSfig repl for Grand Gull Nuclear Slebon.un-i 1 lor Ocl 

■ Tw W • 1 1 1 4 • V 

fiesaurces, Inc 88/10/31 6pp 
neyvon monitor.rsg 8y» guarterfy s'aius repi ending 88l001i>er 

!!KrJi?.sis. 5 ns ^ 

8. Reporuble pccurreoces. LERs 4 related correapondence 

64-016 00 pn 660323 deieiTuneo that situations dunno cow shutdown 
4r>«?W Stvan Energy Resources, inc 88/10/21. 5pp 4?39S t9i- 

arFfpEtlT P M* CEsITrp ‘ fr’"c W/e8^7 Itr^^ ^ 

B^swees, fac 68/10/27 4pp 

iet’0tfPcrs(ei341l) 1^ 47^5^27^^7575742*® 

(Document C^Vd OesV) 7^ 47474 0s|l4^74 057 OocumenI Oonpol Branch 

47474 330-47471 333. ‘ Bosoufees, Inc 88/11/04. 4pp, 

47564 ( 63 ' Resources. Inc 88/1 l/og, Spp. 47564:159. 

Ounng socwd**^B^l^ "^ou^ Sh^k^wSi '*»a* assembly 

««t>reci(X 6(10^2 W?4 7|^T' Re^ 2. QIC ol 


DOCKET 50-417 GRAND QOt-F NUCLEAR STATION, UNIT 2 

A. Appllcailon/conatruotlon stage documents 8t correapondence 

6810168350 GonorlC Hr OB-17 10 all ho!do/8 ol OLS Of CPs tnr Puud. 

OMR Svc list onci '<>« cl 

CRUTCHFiELD.O. Assocaio Oirocior lot Projocis (Post 070411) fln/rnriT r- 
deled Edison Co of Now Yotk. Inc 84pp. 47279.166-47276:241. '' WnsoS 

8810250164 Genetic Lit 68-10 to all licensees ol opetaHno leaciors & ho'dars nr I'd. 
plani record slotego on opUcal disks Svc lisl onci s ot u^s rg 

CRUTCHFiELD.O Assoc'alo Duecior lot Prdecis (Pori 870411) ea/to/2n r« 
daled Edison Co. ol Now York, Inc 46pp. 475 13.001 -476 13:046 ^ uonsok 

8811230144 Sommati/08 discussions w/liconsoa dudng CBGR 681102 03 w.i i 
plent.U(.l mgt deset-bod l.'conslng hisiory.past SALP records & koy issues which «1. « 
8d in delays 4 addl cosls.Ulil lopt ol visit to loieign looclois enc) W/o onci ' 

JOflOAN,£L. Commiiioo to Rovlow Genotfc Requirements afl/iiru 

BERNERO.R.M. Oitico ol Nucloar Malerral Safely 4 Safeoua/ds Dirl/w 
G0L03ERG,JR. Oflice of Ihe Gonoral Counsel. PAPERiLlOC J » 

the Oirecior. 4pp 47631:331-47631:334. J tiegion 3, Ot tf 

f. Security, medical, emergency & lire protection plane 

8810310017 Ganotic Lir 8810 to all fuel cycle (aell.ty kensess 

gosM4Siog.u8.n9.lm^Ung.eKportin9 or transpoiling loimula quant, ties ol sue^c 
a.1aL'?r!?lc force by llconsoo ouarde lo prevonl thott of S.NM.Svc I s! e^ 
WflNEn.R^ Dnrtsfen of Saleguatds I Trensportanon (Posi 870413 ) e 8 / 1 ()/M 
Coflscdidated Edison Co. of New York, Inc. 3fpp. 47513:047-47613:077. 

88U220I42 Fonvards InSp Rapis 50-416/88-24 & 50-417/88-02 on 681019-20 Wa 
Hon under consldorallon for escafaied onforcemont acilon 
ERNST.ML. Region 2, 0(o of iho Oiiaclot. 86/11/16. COTTLEWT System Enerdv 
Resources, fnc. 2pp 47607.260-47607:271. ' 

'"SP ”0P'9 50-416/06-24 & 60 417/88-02 on 08101620 
(rol 10CFR2 790(d) & 73 21). Violation nolod Major a/eas notod sacutiiy plan 4 i.-noifl- 
menimg piocedures, access conl/ol-pachagea & po/eonnel & fallute to seaich pack- 

I^^^BRY.w.w. Region 2 . Ole ol me DIigcio/. es/n/ie. ip, 47607:271- 

H. General correspondence 

* CMiKUm?^*Mdrosfep‘' lhal M 

Q. tnspectiftn tepprts, IE Builetlna & correspondance 

cSSSaLtt il 

W/Corrosipn a Defl/aded Coalings 

c2^M.Lr%^« f?' 0p®'a''0i?®' ^venlB Asseesmeni (Posi 07O4fi). 88/10/14. 
oonsohdaied Edison Co. of Now YoHt, Inc UOpp. 47280:124-47280:235. 

^Ch^ Vahe?” Sve'l^?enci^^^ ‘'B'Oken Reialnlng Block SiudS on Anchor Darling 

Op®'a"o'’0> Evenis Aasoeamem (Poet 870411). 88/10/14. 
Consolidated Ediaon Co of Now York. Ino. UOpp. 47463:1^-47463:318.* 

L'fh'lofqoe Molor 

V?’ Oporalional Evonta AssessmenI (Poal 870411). 88/10/20. 
L4)nsol>daie0 Ed-'son Co. of Now York, inc. llBpp, 47280 004-47280- 123, 

**sja "*Svc’i^UncT° W/Mulllple Grounds in DC Olsit, button 

/?’ Op0'B»>on8' Evenla Assessment (Posi 870411). 88/10/21. 
Umsdidaled Edison Co. oINewYotk, inc. 116pp. 47463 081-47463:197. 

Noiico 86-106. "Feedwaiet line Break." Svc ksi ancl. 
Cti^^LrFrt®.°®r? Oparallonal Evenis AssessmenI (Post 870411). 88/11/10. 
uon«*d8ted Edison Co. olNew York, inc. U3pp. 4765fl.072-47659:l64. 

**8y^*S«l,srBMl''° 08 WT, "Pump Wear a Foreign Objecis In Plant Piping 

/?' ®P®'0"ofal Events AssessmenI (Post 870411). 86/11/16. 
L^jnsolidaied Ediaon Co. of New York, Inc. ti3pp, 4760l-.OM-4760T.132. 

**iral ol Woslinghouse ARO Relays." SvC 

Oporalional Events Assessment (Post 870411). 88/11/16. 
wxisoMatad Edison Co. of New York, Inc. 1 13pp. 47697;00l-47697:i 13. 

60-416/88-24 A 5O-417/0e-O2 on 8at018-20.ViOla- 
cons^eraiion lor escalated enforcement action. 

Rssou.«S. lncX f76°7:269'^76ST- 

50-416/68-24 A 50-417/88-02 on 881019-20 
menima nroraiiiillo^ 73.2l).Vto[alion notod.Malor areas noiedisecurity plan A Impla- 
^nwg procedures, access control-packages A personnel A failure 10 March pack- 

47^f27^T*’'^''^'''' Oirecior. 88/11/16. Ip. 47607.271- 
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Sai1l6006d NRC (nfo Nolico 66 0Q0. "Degradation of Kapfon floctricat tnsulahon." Svc 
lisi ancl. 

ROSSI, CE. Division Ql Operaiionel Events Aesessmenl (Post 870411). 88/11/31. 
Consolidalet) Edison Co of New York, Inc. 1 13pp. 47603.045 47603:161. 

8811160470 NRC Into Notico 86 092, "Potontial foi Sponl Fuel Pool Oraindown.*' Svc 
lisi encl. 

ROSSl.C.E. Division ol Opeiational Events Assessment (Posl 670411) BB/11/22 
Consolidated Edison Co. of Nevr York, Inc. 1 14pp. 47606 1 24-47606 237, 

8811160315 NRC Bulletin 86 OlO, "Nonconlorming Molded Case Ciicuii Breakers." Svc 
Irsi enc). 

ROSSl.C.E. Division ol Operational Events Assossmani (Post 8704it) 8B/it/22. 
Consolidated Edleon Co. of New York, Inc I2lpp. 47606 OOt-47606 123. 


S. Reportable occurrences, LERs & related correspondence 

8811090136 Part 21 root re delocl In Llnvlorquo Co'p sunpliQd salely. lo'aiod SMB 
valve actuators w/DH Insulated dc motors Inal rney not develop lull retod starling 
torouo at elevated ambient temps. Review of motors by liconseoa tocommorKied. 
WILKINSON.I.E Limiiorque Carp. 68/ 1 1/03. Office ol Nucleai Reactor Regulai-on. Di- 
recfor {Post 8704 11). i^p. 47625:237-47535 24p. 


DOCKET 80-433 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, m«dlcal, emergency & fire protection plans 

8610I703SS Forwards Rev 6 to physical security plan.Rov wiinheld (tel lOCFn2.7dO) 
MROCZKA.E.J., SEARS.C.P Northeast Nucloar energy Co (subs, ol Norihoasi Uhy- 
ties). MROCZKA.E.J. Northeast Utilities. 60/10/12. Document Control Branch (Docu- 
ment Coni/ol Desk). Ip. 47260:360-47260.360. 

8811060353 Advises that 680422 revs to physical socuniy plan conscsieni w/ 
l0CFRS0 54(p] & accopiab'o 

SELLAMY.Rr Region I, Ole of the Oireclor. 88/10/27 MHOCZKA.E.J. Northeast 
Utilities. 4pp. 47495.046-47495:040. 

6810310017 Qononc Llr 68-19 to all fuel cycio laciliiy beonsoos 

possesslng.ustng.imporllng.exporOtg or (tanspoiling (ormuta quenftties of strategic 
SNM re use of deadly fotco by licensee guards to prevent ihell ol SNM.Svc list onci. 
BURNETT.n.F. Division ol Safeguards 8 Transporlallon (Post 670413). 88/10/26 
Consolldaterf Edison Co. ol New York, Inc. 3tpp. 47613:04 7-47613 077. 

8811090017 Forwards Insp Ropls 60-245/e8<16,SO-33e/86 21 & 60-423/8S-I4 on 
ae0622-26.No violations notod- 

8ELLAMY,RR, Region 1, Ole ot the Director. eo/it/Oi. MnOCZKA.ej Nonnoasi 
Nudosi Energy Co. (subs, of Northeast UiiHtios). 2pp 47490 261-47400:261. 

-6811090030 Salely Insp RepIS 50-245/66-16.6O-338/e6-2l & 60-423/80-14 on 
860822'25N9 vfofei'ons.devfai'cns cr wtr^eoiveo items npiedMajor eroes 
Inspected Hcsnseo omcigency preparedness program. 

AMATO,C.O. Region 1, Die of The Director. 66/10/31. 9pp. 47490 263-47490:261. 

6611(00169 Revised emergency plan implementing procedurcs.lncK/dng Rev lO to 
EPIP 4204, ''EK4T 2 • Pioieciive Actions tor Onsne Psrsonnel," Hov 12 to EPIP'4304. 
''emergency Response . Opoiaimg instructions" & Rev 1 to EPiP-4606 
HAY.H R. Nortneesl UliUtles. 88/11/02. 62pp. 47626:032-47626:073. 

8811160637 Rev 6 to Emergency Plan implementing Procedure EPiP 4207. "Red.ologi- 
cal Sampling During Emergency." 

SCACE.sE. Northeast Utililice. 68/11/08. 16pp. 47660:226-47660 240. 


P. Operating license siege documents & correspondence 

8810180350 Generic Ltr 80-17 10 all holdeie ol OLs or CPs lor PWRs le loss ol 
OHR Svc lisl encl 

CRUTCHFIELD.O. Asaoclaio Director lor Proiecis (Poet 070411). 80/10/17. Consoii- 
daled Edison Co. ol New York, Inc. 84pp. 47270:166-47279:241. 

8610260091 Forwards ealety evaluation re util 871108 submillel of repi re vecificaUoo ol 
adequate boraled water mixing & natural ciiculallon cooldown NRC concoins ro berat- 
ed water mixing & natural circulation cooldown adequeioly addressed 
JAPFE.O.H. Pro)oci Directorate 1-4. 88/10/16 MROCZKA.E.J Nortrwast Nuclear 
Energy Co. (subs of Northeast Utilities). 2pp. 47269 332-47269.341. 

-8810260003 Salely evaluaiion concluding lhal licensee has demonstrated that Oiabio 
Carxyon natural circulation tests are applicable to Millstone Unit 3. 

* Olfice of Nuclear Reactor Regulaiion, Oiieclor (Post 870411). 88/10/18 8pp 
47269.334-47269:341. 

8810950164 Generic Llr 86-IB to all licensees ol operating reactors 8 holders of CPs ro 
plant record storage on optical disks. Svc list encl. 

CRUTCHFIElO.O Associate Director for Pioiects (Post 67041 (J 68/10/20. ConsoB- 
dated Ed'son Co. ol New York. Ino. 45pp. 475t3:001-475l3;046. 

8811030137 Forwards Amends 108.26,134 & 28 to Licenses OPR-61.0PR-21. DPR-eS 
& NPF-46, respectively & ealety evaluelion Amende modify Tech Specs which specify 
qualilicatlons & conduct of nuclear review board for alt unlla. 

STOLZ.JF Protect Directorate 1-4. 88/10/26. MROCZKA.E.J Norlheest Nudeai 
Energy Cp. (subs, of Norihoasi Utlljiies). 2pp. 47425. >08-47426 147. 

-8811030148 Amends 106.25.134 8 26 to Licenses OPR-61,DPR-2I.DPR-66 & NPP- 
dS.respectivoly.modilying Tech Spec to molity quslilicaiions & conduct ol iwclear 
review board for sU urws. 

STOLZ.J F, Prelect Directorate 1-4. 88/10/26. 36pp. 47425 t10-47425-.l46. 

-8811030159 Safety evaluation supporting Amends 108,25.134 & 28 to Licenses OPH- 
6t.OPR-2t,OPR-65 & NPF-49.re8pec(fveV 

• Ofllce ol Nuclear Reactor Regulation, Director (Posl 870411). 88/10/26. 2pp. 
47425 146-47425:147 

8811080313 Forwards technical evaluation repis accepting responses to Generic Llr 83- 
2a.ltem 2.2 Part 1. 

STOLZ.JF. Proloci Directorate 1-4. 80/10/31. MROCZKA.E.J. Connecbcwl Yankee 
Atomic Power Co 2pp 47494001-47494;0O2. 


—8811070121 ■■Conforma^co to Generic Lii 6.3-26,lfom 2.2. i ■ Equ-p-noni Clefts ‘cal on 
(ot all Oihot Safoty-rioiated Components Mi/stono-S " 

UOY.AC Idaho National Encinoonng Laberotory. FIN D6001 EGGNlA-7384 88r 
01/31. NRC • No Data led AKiliat on Givon I8pp. 4 7494 061 •47404 078 

8811090134 Responds to Genoric Ltr 88-11 ro methods closer bed in Rov 2 to Rog 
Guide 1.90 to pied Cl oiled ol nou'ron lediei on on lo.icici vussci niHilsIiCPO to- 

e ertis shevid bohavo in no-briWe manner Ca'cuiaied adjusted fef lemp valjos e-"ci 
ROCZKA.E J. Connocticut Yankoo Atomic Powr.r Co Q0flt/01 Oocurnont Control 
Branch (Oocurnont Control Desk) 7pp. 47464.075 47484.081 

8811160127 Forwards flov 0 to 'Tublno Overspcod Protect on Mam s Tasting Pro- 
gram." Program encompasses period c lusts & Insps to preclude gnr.oialion ol ii,rbi".o 
miss'es as lesuH ol mail defects or turbine overspeod 

MROCZKA.E.J. Norihoasi Nuc-cer Ene.;gy Co (subs of Ncnhcnsi Uti'itios) 

MRIXZKA.EJ. Ncnheast Uthlios Sfl/il/lJ? Document Coniro' Drancii (Cocumont 
Ckmirol Desk] 2pp 47561:046-47551:085 

-881 II50I3I Rev Ola "Turfiho Oncrspccd Protection Maint& Tosimg Piogianf 
ATKINSON.P.G. Ncrihuasi Nuclear Energy Co (subs ot NormcaslUi.ll.os) 88/10/ 
26 36pp 47651:060-47551 085. 

681 1 ieo5$6 Forwards WCAP-t 1870, "Analysis ol Capsulo U From Nonhoost Ui.ls Svc 
Co.M/lstqne Unit 3 Roacior Vessol Rndiat.on SurvoiHance Program," sum-narpng 
lositng & post iriodlBllon data from capsule L) w/enalysis ol data. 

MROCZKA.EJ Norihoasi Nuc'oai Energy Co (sr.bs of Normensf Uu'iucs) 

MRfXZKA.EJ. NPilheasl Uh'ilies 86/11/(17 Document Control Branch (Ooc-jment 
Control Oaek] 2pp 47572 329-47573 CC7 

-8811180682 "Anslyais Of Capsule U from NoKhoasi Lflls Svc Co Mi'fsione Urii 3 F)e- 
actor Vosc^ Rad anon Survei'ilonca Progiairt." 

YANICHKO.S.G.. ANDERSON.S.L , AUBERTIN.L Wostngho-jso Electric Corp. WCAP- 
11876. 68/06/30 90pp 47572 331 47573 067 

8811170373 Forwards Amend 27 to LIconso NPF-4B & safely evaluation Amend rev.ses 
Tech Smc Soclions 4.2 3.i 6 6 4 2 3 2 6 to add RCS (low moasuremunis unceria-nly 
values rt leeOwaior ifow vonlons nol c'oonod al least area OiSry lA mp.nth.s 
JAFFE.OH Pfoloct Diroctoiaie 14. 86/11/07. MROCZKA.EJ N'oithoast N-jcloar 
Energy Co (subs ol Noniioasi Llhhlios). 3pp. 475B2:t00-47582 112 

-8811170378 Amend 27 lo Liceriso NPF aO.iovising Tonh Spoc Sections 423 16 & 
4.2.3 2.6 to add RCS Mow maasuromonl uncorta'nty values il loedwalor How vontiiris 
nol cioanod at least onco every i Q months. 

STOLZ.JF. fYcjOCt Drocioiato 1-4. 60/11/07. 9pp 47502:102-47582 1 10. 

-6811170382 Salely ova'uoiion supporiirg Amend 27 to LIconso NPF'49 
* Othco ot Nudoar Roactoi RogulaLon, Director (Post 870411). C0/it/07. 2pp. 
47582 111-47562 112 

8811180002 Submta revised lesponao to item t ro opcaior action iimos lor stoam gon- 
orator luboruptuie D'ani-specitiC mlo.po' roquost dunng 001013 lolcon 
MROCZKA.E.J. Ncrihoasi Nucteai Energy Co. (sbbs ol Noitheaai Lli>i-’os). 
MROCZK/LE.J No'iiiaasi Uiiiiiios. OOHi/fO. Oooumoni Coniiol Srnnch (Documeni 
ConirqtOosk) 3pp 47550 234-47559 238 

8811170113 triloims that NRC conducting survey ol advanced insltumentaiion & conirai 
sy$ & tnvilos uiit to panicipaio. ORNL wi’i Survey earr-pio to doiormino current uses ol 
& luiuro appliCBiions ol aclvoncod O-gitai mstrumonlaiion. 

JAFFE.O.H. Ptofocr [3irec(oiaie ( d! 06/tt/l4. MROCZKA.EJ. Nordtoasi Nuclear 
Energy Co (Subs Ol Norlhuasl UliliHes) 3pp 47578:210-47572 210 

8811170405 Forwards environ assoasmoni & iinit ng of no $Kjnificani impact ro Q60St t 
appiicol-ons lor oxompiion Irom certain rr^quiremonts of fOCFtlSO.App J.Paiagraph 
iilAS & assocotod hconso amend rcquosi 

JAFFE.o.H Piolect Diroctornto 1-4. 88/11/14. MROCZKA.E.J. Northeast Nuclear 
Energy CO (subs Of Norihoasi UbfcliOS). 2pp. 4757 1 087-47571 093 

-8811170414 Environ essossmont & linding ol no slanillcant impact ro oxemptian from 
tequiremenis of 10CFR60.App J.Poiagrap'i 111 A ITS aeiodaiod license amend to 
permit use ol mass point meinoO o( primary conloinrnont leakage testing 
STOLZ.JF Pvt^oct D.rocioraio 1-4. 88/1 U14. 5pp. 47571.099 47571.093 


O.lnapacllon roporia, IE Bulletina & correspondonca 

8810030249 NRC Inlo Not-co 88 079, "Misuse Dl Plaaltlng Lights for Hgh nailiei-on 
Aroa Controls ' Svc I St encl. 

ROSist.C.E Division ol Oporotona' Events Assossmoni (Post 870411) 68/10/07 
Consdidaied Edison Co of Now York, Inc. I23pp 47279 242-47200 003 

8810210573 Forwards Safely Insp Ropi 60-423/88-15 on 880610 092G No violations 
noted 

BETTENHAUSEN.L. Reg-on 1, Olc ol the Direclor. 08/10/12 MROCZKA.E J. North- 
east Nuclear Energy Co. (eubs of Northeast Uli'iliosJ. 2pp. 47321.001-47321 014. 

-8810210678 Insp Hopi 50-423/86-15 on e800100926No violations noted Major 
areas inspucted plant oporations.pruvioua insp find ngs.anegai'On on storage or OA 
resin & omorgency diesel Donocolor A output broaHor tnp whlTe loading 
MCCABE.E.fJ HoQ.on 1, Olc ol the Duecior. 80/10/19 12pp 47321.003-47321:014 

8610070114 NRC Info Notreo 68-062. "Torus Sfiel.'s W/Corroslon S Degraded Coaiirvgs 
■n BWn Conlemmonis." Svc list oncI 

ROS^.CE. Division of Operational Events Assessment (Post 870411) B0/t0/l4 
Consolrdalod Edison Co olNowYorK, Inc. itOpp. 47260 124 47290 335. 

6818140212 NRC Into Notice 89-065. "Broken Relotning Block Studs on Anchor Dating 
Ch^ V^vos" Svc list end. 

HO^.CE. OivisJon oJ Ope/ehcmal Evonls Assessmeni (Posl 0704lt) 88/10/14. 
Const^tdaied Edison Co. ol New York, Inc. I I8pp 47463.199 47463:310 

8610270308 Forwards responses lo 13 Hems ro Hrst l0-yr inserv.co msp program 

E an.por NflC8808tS request. Responses mcorporelecf (n(o and Rov i to plan 
ROCZKA.EJ Norlheasi Nudear Energy Co. (subs ot NorUieasi uliMios) 
MROCZKA.E.J. Norllioasi Uiiinies 88/10/19 Document Control Branch (Docuniont 
Control Desk) 400pp. 47327:001-47329 1 14. 
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V/y^VVeY.H.&UAi-fc.bt NOtuiodsuwi-imu c-iorgyi^o (6ul>3 Ot Noiltioasi H',,-.pp. 
SCACE.S.E, Norlheaal UHilies. 00/11/04. 4pp 4/624 3i7.i7624.J2o 
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DOCKET 60-424 AUVIN W. VOQTLE NUCLEAR PLANT, UNIT 1 

F. Sacurlt/, medical, emergency & lire protoollon plana 

8810260007 Forwards synopso6 ol Ole ol Invosiignilona ropta ro vlo'atmn nt 
lOCffl73.7l leportiOB leqyltomems ftssoclolotf «/ socunty incldoms wli'ch ( art nr 
cur/ad al plani earl;or in 1987. Ulil should aiiomi onlofcornonl conloronco ' 
GHAt^JAI. Region 2, OfC Of Iho O.toclor. 00/09/23. MAIRSTONWG Gfin,ni» 
Poy»e/ Co. 12pp. 47288 253 47289.204. s/x.w.u Georgia 

8810280153 Fonvarda Insp Repl 50-424/00-43 on 000007.3Q.No vioianoiw 01 dfi.4 
atione nolod. '' 

SfKiWNieE.V.L. Redon 2, Ofc of the Dirociof. 00/10/00. tlAIRSTONWQ QRoma 
POiirefCo.2pp.47322O07.4732a;lO4. J5iu'.,w.u ueorga 

-88102601S4 map Ropt 50-424/80.43 on fl80007-30.No violations noiod Ma'or aioas 
in^led.planl operations, rptfiological controls & ninini survc.ilance firs 

B ocacikw.sacufitv A quaLiy Moo/ama & adminisuaiivo conirois nllocitno ouav-iv 

,^2069 47312^04 ^''^Clor GO^trO^ l6pp. 

®“STdSirs’nZ'^'* ^.424/88-30 6 60.435/08.46 on 0OO9.M6,No vic- 
Sf^^"5p,""/i65:li°4726 ^''^'nsrON.W.O. Georgia 

-8810260028 Insp Reois 60-424/00.36 & 60 42fi/eo.,i5 on 800912. tO No violatioiis ot 
mspoclod: smorgoncy propoiodnose.lncludinn molTon. 
leaihnoss ol omorgoncy orpanl/aiion ° ® 
47^??/' 2. Ole ol UUJ OuoClOf. 08/10/11. 7pp, 47263.168. 
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eOerat Ernerg^ncy Management Agency, ea/QE/Qo. 60pp, 47592.333-47593.017 

pel I0CFR2 790 6 73.21/^ **'*''* Bocority & contingency plan. Rev wiihheli 
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9r«* commBnt9.includina use or UnlnttlS. k NUMARC NUPLEX workinc 

u uoing use ol llcenaltiQ basis at lacilily when renewal applicator 

lAe Commission. 6p^^435°0^^°((35®pj OHice ol the Secretary ol 

Fyo^fl^fti^whffinc?^ Oh proposed rule 10CFB26re 

^WTON.W.G. ia')d0m drug (esilng. 

»» Commission gpp. 47e33;305.i7633®3Q3^'®- *-^*>-K.S.J. Ollico ol the Secretary ol 
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P. Operating license stage documents & correspondence 

SS10180350 Generic Ltr 68-17 to all holders of Ols or CPs tor PWRs to foes of 
OHR.Svc list end. 

CRUTCHFlEiO.O Associate Director for Projects (Posi 8704f I) 88/10/17. Consofi- 
daled Edison Co. ol New York, Inc. 84pp. 47270: 1 56-<17279. 241. 

8810250138 Forwards rept on Westinghouso analysis re accoDlebllity of value ol FO(z) 
of 2.30.Revs to FSaR being evaluated In accordance w/IOCFRSO.SO & w4l be irKfud- 
ad In upcoming FSAR amend Analyses & conclusions valid loi Unit 2. 

HAIRStON.W.Q Georgia Povrer Co. 68/10/10. Document Control Branch (Documcni 
Control Desk). 9pp. 47270:199 47270:207. 

8810250164 Generic Ltr 68-18 (o ell licensees of operating reactors & holders ol CPsr« 
plant record storage on optical disks.Svc list end. 

CRUTCHFiELO.D. Associate Direcior /or Projects (Post 870411) 88/10/20. Censol<- 
dated Edison Co. of New York. Inc. 45pp. 47513.001-47513 (146. 

8811020024 Forwards plan (or rotation of licensed operators belwoan unfs at plant.per 
EiramfnarStd fOfi of NL/REQ-IO?!. 

HAIRSTON.W.Q. Georgia Power Co. 88/10/26 Document Conlrol Branch (Oocumani 
(Control Desk). 4pp. 47415;178-4741S:181. 

8811030095 Application for emend to License NPF-68,amondlng Tech Specs Secbon 5 
rets Fee paid. 

HAtRST(jN,W.Q. Georgia Power Co 88/10/25 Document Control Branch (Document 
Conlrol Desk). 5pp. 47426.031-47426.039. 

-8811030097 Proposed Tech Specs.Soction 6,pp G 6,6 6 5 6-13 
‘ Georgia Power Co. 68/10/25. 4pp. 47426.036-47426.039. 

8811030468 Advises NRC of util review of facility Cycio 2 core reload dasgn & plans re 
implementation Cycle 2 design incorporates uso of recently Nnc-approvod Tech 
Specs re positive moderator temp coefficient requirements. 

HAfRSTw.W.G Georgia Povrer Co. 66/10/25 Oocumeni Conlrol Srsnch (Oocumani 
Conlrol Desk). 3pp 47439:120-47439:122. 

8811080191 Discusses resolution of Vetlirak/Tobar Iransmiller lasue.pet Westinghouae 
660731 ltr to utll.lssue discussed In 861020 moating w/NRC & agreement made to 
lAclude lootnoiea in Tech Specs lo ensure appropriate interim moasuros were taken 
HAIRSTON.W.Q. Georgia Power Co. 68/10/26 Document Control Branch (Oocumerti 
Control Desk). 2pp. 47473.319-47473 320. 

881 1020061 Forwarda eKomption & authorfzea use of rsdiolodino protection leclor ot 60 
tor certain respiratory protection canisters used by workers at laciltly. 

HOPKiNS.ja Pro/eef Oirecforaie IhS. 86/10/27, HAlflSTO/.W Q. Qeof^a Power Co 
3pp 47415:128-47415:139, 

-8811020084 Exemption from requirement of l0CFR20.Appendix A eultiorinng use ol 
ladioiodine protection lector of 80 for personnel respirslory protection during echod- 
uiod retueiirig outage work. 

VAROA.SA Division ol Reactor Projects - l/ll (Post 870411). 88/10/27. Georgia 
Power Co. 4pp. 47415:130-47415.133. 

-5811020085 Safely evaluation accepting utii 000626 request lor exemption (torn 
iOCFR20,App A,Pooino(a d'2(c).aiiowing use of raqioiodine protection factor ol 60 tor 
OMR-l cenislers. 

* Office ol Nuclear Reactor Regulation, Director (Post 6704 it) 88/10/27 6pp 
47416:134-47415:139. 

88(1040250 Forwards Amend 12 lo Ucensa NPF-56 i safety evaluation Amend modi 
flea Tech Specs to make training requitentonts be in accordance w/i907 lev to 
10CFR65. 

HOPKINS.J.B. Project Oireclorsie 11-3. 8S/t t/01. HAIRSTON.W.G. Georgia Power Co. 
3pp. 47439:03t-47'439 039. 

-8811040251 Amend 12 lo License NrF-68. modifying Toch Specs lo make (raining re- 
quiremems be in accordance w/1667 rev to tOCFRoS 

MATTHEWS, D.B. Project Dlreciorato 11-3. 86/11/01. 4pp 47439.094-47439.037. 

-881 1040262 Safety evaluation supporting Amend 12 lo License NPF-es 

• Office ot Nuclear Reeclor flegu/aiicn, D.recfor (Pcsl 670411). 68/11/01. 9pp. 
47439:038-47438:039. 

881 1 100109 Forwards proposed changes lo Tech Specs lor conlrol room GSF HVAC & 
related Instrumenlatfon-Changes incorporated include revised action siafemonte rosuK- 
tng from combining both units conlrol room & disabling of Isolation circuitry. 

BAILEY ,J. A. Georgia Power Co. 88/1 t/OI. Document Control BiarKh (Oocunienl Con- 
lrol OeBk).20pp 47626:087-47526:106. 

8811040301 Advises that operatiori w/FO( 2 ) ol 2.30 scceptable.per uH 680830 8 iQtO 
requests lo withdraw 880519 amend request re Tech Spec 3. 2.2, "Host Flux Hot 
Channel Faclof-FO(i)." 

HOPKINS.J.B. Project Directorate 11-3. 88/ 1 1 /02. HAIRSTON,W Q. Georgia Power Co 
3pp. 47455:141-47465:143. 

8811180205 Applfcaiion for amend to License NPF'68,revising Tech Spec 3.3.S.O le 
containment nydrogon monItors.Fee paid. 

HAIRSTON.W.Q. Georgia Power Co. 88/11/07. Document Control Branch (Document 
ConUOl Desk). 6pp. 47669:282-47550:290 

-881116020B Proposed Tech Specs removing Pages 3/4 3-60 & 3/3 3-61 & inserting 
Pages 3/4 3-60 8 3/4 3-6f. 

* (Georgia Power Co. 66/11/07. 3pp. 47659:288-47550:260. 

8811160295 Application for amerid lo License NPF-ee.revisIng Tech Spec 3 8.1.1 re 
eclion requirement for Inoperable diesel generator to reduce pass-tyliiy of abusive 
taslhg of ramalnlrM operabla diesel generalor.Fee paid 

KAIRSTON.W.Q. (aeorgia Power Co. 88/1 1 /07. Oocumani Control Branch (Docwnenl 
(^inlrol Desk). 7pp. 47571:023-47571:031. 

— 8811180312 Proposed Tech Specs.revfsfng action requlrernent (or Inoperabfs diesef 
generator lo reduce possibility o( abusive testing ol remaining operable diesel genera- 
tor. 

• Georgia Power Co. 66/11/07. 2pp. 475?l:030-47671:03l 


8811180369 Discusses results of reartalysis re turbine bldg crane operallon showing 
that lurb'na bldg wiH function as intended assuming both cranes in one bfdg w/no l.il 
loads.M event ol sale shutdown eanhquako 

HAIRSTON.W.Q Georgia Power Co 88/11/07 Document Control Branch (Oocumeni 
Control Desk). 2pp. 47569 256-47589:259. 

8811170083 Forwards response to 881003 request lor addi into re Amend 35 lo 
FSAR.Changes to be included In Amend 39 to FSAR 

BA1LEY.J.A. Georgia Power Co. 08/ 1 f/09. Document Control Branch (Doci/ment Con- 
irolDesk) epp 47672 252-47572 2S7. 

8811170420 Forwards updated Istings of oulstandng licensing requests lor plant.lor 
review & approval. 

HAIRSTON.W.G. Georgia Power Co. 86/11/11. Oocumeni Control Branch (Oocumeni 
Control Desk) 5pp 47675:328-47675 330 

8811180039 Forwards saletv evaluBi'on supporting ut>l 880229 scbmltial ol results ol 
slasm generator tuba rupture analysis to satisfy NUREG-l 137 Coniirmaiory Items 48 

& 49 

HOPXINS.J B. Protect Directorate ll-J. BB/ 11/15. HAIRSTON.W.G. Georgia Power Co. 
2pp 47677:109-47577:116 

—8811189043 Safety avalualion supporting ulll 609229 subm'tiai re results el steam 
oenotaior tube rupture analysis lo satisfy NUREQ-ll37.Confitni8lory Homs 48 & 49. 
’ OHice of Nuclear Reaclor nogu'ation. Oiroclor (Post 870411). 88/11/15. 6pp. 
47577;1ll-47677:lt6 

8811219220 Forwards notice of withdrawal of 880630 application for amend lo License 
NPF-66 re Tech Spec 3 2.2. "Heal Flux Hot Channel Factor FQ(Z) " 

HOPKINS.J.B. Project Direcioieie 11-3. 88/11/15. HAIRSTON.W G Georgia Power Co 
3pp. 4?S96 ^SB-4rSB6:3B3. 

-8811210222 Notice ol withdrawal ol 680830 application (or emend to LIcenso NPF- 
Tech Spec 3 2.2 re heal flux hot channel (acior-FOtZ). 

HOPKINS J.8 Projaci Droctoraio III-3. BS/1 1/16. 3pp 47596:261-47696.263. 
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B810280007 Forwards synopses ol Ofo of Investigations repis re violation of 
10CFR73.7I reporlirvg iBouirements associated w/ security Incidents which had oc- 
curred at plant eailiot in igB7.util should attend enlorcemeni con’ereneo. 

GRACE.J.N. Region 2. Ofc el the Direcior. 08/09/23 HAIRSTON.W.Q. Georgia 
Power Co- I2pp 47289:253-47209 264. 

6810280153 Forwords Insp Ropt GO 424/68-43 on 880B07-30.No violations or devi- 
ations noted 

BHOWMLEE.V.L- flog on 2, Ole of the Oirocior. 88/10/06. HAIRSTON.W.Q. Georgia 
Power Co 2pp. 47322 087-47322:104. 

-8810289164 insp Repi 50-424/88-43 on 8BOB07-30.No violations noted. Major areas 
bupeciodpiani operailons.tadioiogicai conirois & maint.survol'lance,fira 
proiection.secbniy & quality prograrns & administtehvo controls alleeiing nyal-iy. 
ROQOE.JF.. SlNKLilE.M.V. Rog'on 2, Ole of the Director. 86/1()/0S. lepp. 
47322.089-47322:104. 

8810039249 NRC Into Notico 86 079, "M'suso Of Flashing Lights lor High Radiation 
Me Controls." Sve list end. 

noSSI.CE. Division ol Operational Evonta Assessment (Post 070411). 68/10/07. 
Consofrdaied Edison Co of Now York, frc. 123pp 47279.242-47280.003. 

8810260424 Ack lecoipl ol 880921 Ur Informing NRC ol slops taken to correct vlolsHons 
noted in Insp Repi 50-424/88 26. 

OECKER.T.R Region 2. Die of the Director. 86/10/07. HAIRSTON.W.Q Georgia 
Power Co. 2pp. 47201 :3l8-4728i:3l9 

6818250468 Ack receipt ol 880916 Iff Intorrrtffjg NRC ol steps taken lo correci WdaHons 
rvolod In Insp RepI 60 424/88 24. 

EflNST,M.L Region 2, Die ol the Director. 88/10/07. HAIRSTON.W.Q. Georgia 
Power Co. 2pp 47270.046-47270.047. 

8810260028 Forwards Insp Ropis 60-424/88-36 & 60-426/88-45 on 6B08l2-16.No v; 0 - 
IsUow or deviDtIons noted. 

OECKER.T.R. Region 2. Olo ol the Director. 88/10/11. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 47263:tB4-47283 172. 

-8810250028 Insp Repts 60-424/88-38 A 60-426/88-45 on 8809l2-16.No v.olailons or 
ifevietrone rioied.Majdr areas inspocted: emergency preparedness.lncluding mgf con- 
Irol sys lor ensuring operailonol isadinoss ol emergency organiration. 

GOODENA. DECKER,T. Region 2, Ofc of Ihe Ouoclor. 88/10/11. 7pp. 47263:166- 
47263:172. 

8810260386 Requests comp’ale ropl compiled by Die of tnvesl-gailons re invosi-gaFon 
oi two eocurlty related events at plant that occurred on 870126 & 870401.11111 regards 
aSegations in synqpsos to be extremely serious. 

HAIRSTON.W.G. Georgia Power Co. 88/10/11. SINKULE.M.V. Reg on 2. Ofc ol the 
Oirecloc. 2pp. 47283.056 47263-057. 

58 10250399 Ack receipt of 860927 Ur tnlorirlng NRC ol steps teken to correci violations 
noted in Insp Repi 50 424/B8-D9.Response acceptable per tOCFR2.201. 
8ROWNLEE.V.L. Region 2, Ofc of the Direcior. 66/10/13. HAIRSTON.W.G. Georgia 
Power Co 2pp. 47263:358 47263 359. 

8810270073 Ack receipt ol 880921 Ur inlormlng NRC of steps taken lo cotieci violallons 
noted Irt Insp Ropi 50>424/88-29.Response Inadequate. Agreemenl (or submission ol 
revised response within 30 days of Ur daia.per 681005 d-scusslon.stalod. 

(XINE.W.E. Region 2. Ofc of the Director. 88/10/13. HAIRSTON.W.G. Georgia Power 
Co. 2pp 47325:163-47325:156. 

5810070114 NRC Info Notice 86-062, "Torus Sfiefls W/Corroalon i Degraded Coalings 
in BWR Containments." Svo list end. 

FlOSSi.C.E. Division of Operational Events Assessment (Post 670411). 88/10/(4. 
Ctmsoiidated Edison Co. of New York, Inc. 110pp. 47280:124-47280.236. 
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8911030024 Tonvards piaa lot roiallon ot llconaod oporotois bolwoen units a( o'-ani.por 
Sid 106 ol NUnEG-1021- 

HAIRSTON.W.G. Georgia Power Co. BS/10/2S. Oocunienl Control Branch (Oocumerti 
Control Desk). 4pp. 47416;17fi-474l6:10l. 

6B11O801B1 Discusses resolution of Veriirak/Tobar transmitter issue.por Wosunghouse 
660701 Itr to ut l.lssuo discussed In 861030 meeiing w7NRC & agreement made to 
Include footnotes in Tech Specs to onsuro appropriate interim measures were iskan. 
HAIRSTON, W.Q. Georgia Power Co. 66/10/26 Document Control Branch {Oocumont 
Control Desk). 2pp 47473.319-47473 320. 

9811030160 O.scusses SER Confirmatory Item 18 re presorvica oddy- current oxam ol 
steam generator tubes 

BAILEy.J a. Georgia Power Co 66/10/27. Document Control Drench (Oocumonl Corv 
irol Desk), ip. 47422:244-47432:244. 

8611090086 Confirms 681013 lelcon between JA Bailoy & CA Patterson to mgl meeting 
scheduled lor 861 Il6-t7 on unit const & losting siolus 

ERNST.U.L. Region 2. Otc ol the Director. 06/10/31. HAIRSTOH.V4 G. George 
Power Co. 3pp. 47624:127-47624:129. 

86 1 1 100109 Forwards pr^osed changes to Tech Specs lor control room ESP HVAC & 
refaled insirumeniallon.ChanQos Incorporated Include revised action staiemenis result- 
(ng from combining bolit urrils conirol room & diaablinQ ol Isolation dreorf^. 

SAlLEV.J.A. Georgia Power Co. 08/11/01. Document Control Granch (Docurrtoni Con- 
trol Desk). 20pp. 4762e:007-47626 t06. 

6811070329 NotiUcallon of 081114 meeting w/util In Rockvitle.MO to r<»riow taakty orall 
Tech Specs. 

HOPKINS.JB. Prolecl Directorate 11-3. 66/11/04. MATTHEWS.Q Q Proiecl Directoraio 
11-3. Opp. 47461:077-47461:079. 

8811160369 Discusses results ol roanalysls re turbine bldg crane operation showing 
ihel turbine bldg will function os intended assuming both cranes in one bldg w/tro fcfl 
toads, m event oT safe shutdown earthquake. 

HAIRSTON.W.Q. Georgia Power Co. 68/11/07. OocumenI Control Branch (Docutnenl 
Conirol Desk). 2pp. 47589.2Se-47660.260. 

8811170083 Poewards response to 661003 request lor addi Info ro Amend 36 lo 
FSAR.Chenges to be Included In Amend 39 lo pSAR. 

6AILEY.J A Georgia Power Co. 86/11/09 Oocumeni Conirol Branch {Oocumoni Con- 
trol Desk) 6pp 47672:852-47672:257 

8811170430 Forwards updated listmga of outstanding licensing requests lor plotH.lot 
review & approval. 

HAIRSTON.Vv.G Qaarg/a Power Co. 68/f t/l I. Oocumeni Control Srancfi {Oocurneni 
Control Desk] 5pp. 47675:328-47675:330. 

8811180038 Forwards safely evaluation aupporiing util 860220 submitisi of tosuHa of 
sioam generator tube rupiuro eneiysis to sausty NUREO-i 137 Confkmeiory ilema 46 

MOPklNS,j.e. Project Directorate il-S. 06/11/16. HAIRSTON, WG. Ooergia Power Co 
8pp 47677;109-47677:lie 

>8811180043 Safely evaluation auppariing util 600229 submittal re results ol sioam 
generator tube rupture analysis lo satisfy NUREQ-ti37, Confirmatory items 46 & 49. 
^ Omce ot Nuclear Reactor Reguiaffon. Oirector (Posi 6704rf| e6/ti/l5. 6pp. 
47677:111-47677:116. 

681 1320399 Forwards results of addi analyses iiiai provide value of mak tine load ai Kf) 
of aponi fuel racks 8> value of averaged concrete bearing prossuros for stored luel.por 
86to04-06 structural audit 

BAILEY, j A Georgia Power Co. 80/11/17. Document Control Brandt (Oocumeni Con- 
trol Desk] 5pp. 47627:211-47027:215. 


E. NRC Safely Evaluation Report (SER), auppis & correspondence 

8811086066 Oiscussoo util progtom to reduce loakege from sys ouisido conia^nmeni.per 
SER Conivmalory Item 43 a TMi Item ill.D.t.f.Sys ideniifi^ ae having poienUai Id 
leakage of contaminated fluids outside conla'rimoni listed. 

BAILEY .J A Georgia Power Co. 68/10/27. Document Control Branch (Oocumeni Con- 
fret Desk). 6pp 47494:230-47494 237 


F. Security, medical, emergency 8 lire proteoilon plana 

6810280007 ForMrds synopses ol Otc of Invesilijaiions repis le ytolaOon of 
10CFR73.71 reporting requirements associated w/ security incidents which had oc> 
curred at plant earlier in 1067. UtH should attend cniorcemeni conleronce. 

ORACE.JN Region 2. 0(c of the Oirector 66/09/23. HAiHSTON.W.G. Goeigia 
Power Co t2pp. 47289:253-47269:264. 

8810260190 Forwards Insp Rept 60-42S/06-46 on 680804-0912. No vrolailone or del- 
etions noted. 

BROWNLEE, V.L Region 2, Ole of the Director. 88/10/05 HAIRST0N.W6 Oaoroia 
Power Co. 2pp. 47282.075-47282.095. 

— 88>0250193 Insp Rept 50-425/88-46 on 980804-09f2.No vioiaiiorts or dematiota 
noted Major areas Inspected.fire protecuon, piping sys & supports, satety rolsied 
componeni8,auxiilary 8y8,eiecirical eQu'ipmont,tscewayB & instrumentation. 
SCHEPENS.R.J.. ROGGe,J.F., S(NKIjl£,M.V. Region 2, Ofo of the Direciw. 80/iO/ 
03. 19pp. 47262:077-472e2.095. 

8810260026 Forwards Insp Repis 60-424/66-36 & 50-426/66-46 on 860912- 16.Novlo- 
talions or deviations noted. 

DECKER.T.R. Region 2, Ofo ol the Oirector. 68/10/11. HaIRSTON.W.O Oeorc^ 
Power Co. 2pp. 47263:164.47263;172. 

-OBIOiSOOM Insp Rests 50-424/88-38 & 50-426/68-45 on 600912- I8.No vlalslionsoi 
deviations noted. Major areas Inspected: emergency preparedness, Including mgt con- 
irol syS lot ensuring operational readiness of emergency orgarilsetion. 

GOOOEN,A. Region 2. Ofo of Ihe Director. 68/10/11. 7pp. 47263.166-4 7263:172. 

8610310182 Forwards response to Violation 425/66-5O'0l noted In Safeguards Insp 
Rept 50-425/88 01 on 660629-0902. 

BOCKHOLD.Q. Georgia Power Co 68/10/21. RlCE.P.D. Georgia Power Co. ip 
47395.10D-47396.-19O. 


-8810310166 Rosponds lo NRC lit re violations notod in insp Rept F.nding 50 425/66- 
50 h Sofequsrds insp Ropi 50-425/00-01 Enel withheld. 

RlCE.P.D. Georgia Povror Co. 86/10/25. Documont Control Branch (Document Con- 
trolOask] 2pp. 47365:tB0-47395:l9O. 

8011010065 Rov;aed omoruoncy plan implemeniir^g pioceduies.includ-ng Rev 5 to 
91203-C. '‘AcLvotlor) S Oparaiion ol Emo/gency Opo/eting FBdUty." Rev 8 lo 01204- 
C. "Emergency Rosponso Communications & flov 2 IO91705 CW/e8l02l lit. 
HAIRSTON, W.G. Goorgo Power Cio 06/10/21. 09pp. 47401:203-47401:301. 

G8103100I7 Qonotic Ltr 86-19 to e'l (uol cycle facility licensees 
gos8es^ng.uslng,i/npcfjing, exporting or irersporiing formula quamutoa of strains 
SNM ro ugo ol deadly lorco by I cenaoo auerus lo prevent theft ol SNM Sve I'Si ortcl. 
OORNETT.R.F. Division ol Safeguards a Transpotiefion (Post 870413). 06/10/28 
CcnsoUdeceP Edison Co. ol New York, Inc. 31pp. 476l3.047-475l3.fl77. 

8811210087 Forwards "Voptle Electric Goneralmg Plant Exercise RepI for Exercise 
Corkducted on 680524." No doUclor^cies identi'ied. Ropi idem ties one area requiring 
correcirvd action. 

KRiMM.fl.lV. Foderal Emergency Manegomoni Agpncy. 88/10/28. CONQCl.F.J. OM- 
S'on of Radiailon Protection & Emorgoncy Preparedness (Post 070411). lp. 
47692 332-47693.017. 

-8811210094 "Vogllo Electric Qoneraling Plant Exorciso Root lor Exorciso Conducted 
on 680524." 

* Fedor^ Emorgency Managemoni Agency. 60/06/04. 50pp. 47592:333 4 7563 017. 

8811170227 Fonvatds rev Ip plant physical security 8 contingency plnn. Rev withheld 
(rel lOCFR2 790& 73 2t). 

IIAiRSrON.WG Goprg’n Power Co. 68/11/14. Documor^I Conl/pl Oranfh (Document 
Control Desk). 2pp 47690:125 4760B: 126 

8811220372 Forwards insp Rept SO 425/00 50 on G00913-103I.NQ violations or devi- 
ations notod 

BROWNLEE.V.L. Region 2, Ole ot iho Director. 00/11/16 HAIRSTON.W.O Georgia 
Power Co. 2pp 47617:104-47617 169. 

-8811220375 Insp Rept G0-425/66-S6 on 609913-1031 No violations or deviations 
rtoiod.Major areas inspected fno proleci.on, piping sys & supporis.safely-tofaled 
compormnis.atjxliiBry aye.olocirlcal oqvipmoni.racoways & Instrumentation 
SCHEPENS.R J .BURGEB.C.W., SINKULE.M.V. Roglon 2. Ofc of tho O-rectpr. 66/11/ 
15 I4pp 47917 166 47617:199. 


K Oenaral correspondence 


8811060311 Commoni on ptoposoO tulo lOCFRSO ro NLIflEO-1317, ''RsQuISlory Op- 
tione for Nuclaer Plont (.icenso Ronowai." Endorses NDMARC NUPloX working 
group commant$.inciuding uso ol licensing basis at lacilily when renewal appi, cation 
submtilod. 

MCOONALD.R.P. OeorgiD Power Co. 90/10/27. CHILK.S J. Olfico ol the Secretary ol 
ihoComiNsston 6pp 47435065-47436 071 

8811300184 Commoni euppo'Ung NUMARC commonie on proposed rulo tOCFn26 le 
NRC Fnrvess lor Duty Program which includes rnndom drug tesling. 

HAlRSTON.yy.O. Goorgie Power Co. 60/11/16. CHILK.S.J. Ollicool the Secoiery of 
Iho Commission 2pp 47833 305 47633.300. 


0. Inspection reports, IE Buiieilns 9 correepondence 


8810280007 Forwards synopBQs Of Ofo ol Invastigailons lOpls ra violation ol 
l(X^FR73 7l ropoding roauliomenta asBOcatod w/ Becunty InddonlB -wh-ch had Oc- 
curred at pfvtl osnior in 1 987. Uul ahould aliond onlorcomeni conferenco. 

GRACe.JN Region 2. Otc ol Ihe Dircclor DB/00/23. HAIRSTON.W.O Georgia 
Power Co I2pp 47269 253-47260 264 

8819280190 Forwards Insp Ropi 6a-<i26/00 46 on 060604-0912. No viofalions or cfovi- 
auotis noted 

BROWNLEE.V.L. RoQlon 2, Ofc ol ihe Dirodot. 80/10/05. HAlRSTON.WG Georgia 
Power Co 2pp 47262 075-47302,005. 

-8810250193 Inep RopI 50-425/66-40 on 060604-09t2.No viofalfons or deviations 
ftolod Major arena Inapoclod.lire proloctlon, p-ping svs & supports, safety lelsled 
componQnlB.auxikary ays.eloclncal OQulpmonl.racowayB & Instrumentation. 
SCKEPENS.H J.. ROGGE, JF., SINKULE.MV. Region 2. Ofc of Iho Director. 68/10/ 
03. I9f>p 47262077-47282095. 

881003024B NRC Into Notico 68-076, "Misuse ol Flashing Lights lor High Radiation 
Area Controls " Sve list oncl. 

ROSSf.C.E. OiviBion ot Operational EvenlB Assossmenl (Post 870411). 88/10/07. 
ConBoftdalQd Edi8i>nCo oiNew Yoik. Inc. 123pp. 47270'242-47260.003. 

8810250028 Forwards Insp Rapis 50-424/88-36 & 60 425/66-45 on 680912-16.No vlo- 
laoons or daviations noted. 

0£CK£fl.T44. Region 2. Ofc of the Dirocior. 60/10/11. HAlRSTON.WG Georgia 
Povror Co 2pp 47283:164-47263:172. 

-88102B0028 Insp RopIS 60-424/66-36 & 50-425/86-46 on 8809l2-16.No vIolal'Ons or 
deviations noted Major areas inspocled. omergoncy preparedness. including mgt con- 
trol era for ensunng opernfioriaf readiness of emorgency orgartballon. 

GOOOEN.A., DECKER, T. Region 2. Ole ol tho Orecior- 88/10/11. 7pp. 47263:166- 
47263:172. 

8811030166 Foiwatds Insp Ropt 50-42S/66-4B on 600711-0901 & nonce 01 violation. 
HeROT.A.n Rotfon 2. Ofc Of Che Orroclqr. 88/IO/t3. HAIRSTON.W.Q. Georgia 
Power Co 2pp 47422:157-47422:166 

-8611030158 Notice of violation from insp on 690S22-090i.Vioiatlon noted 10 dilloreru 
Ranbio stainless bloel conduils w/filtiriga only linger i<ghl localed in conis'rimont bldg 
HEflOT.AR. Region 2. Olcof fho DirecV. 08/10/ 13. 4pp. 47422.-l69.47422.ie2. 
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DOCKETED ITEMS 191 


DOCKET STN-SO-437 FLOATING NUCLEAR PLANT 


A. ApplieaUon/cMStrucUon siege dociimenis & correspondence 

6610160350 Generic LIr 66-17 lo all holders of OLs or CPs lo> Pwns re loss of 
OHR.Svc lisi end. 

CRUTCHFlELO.D. Assoclald DVeclor tor Pro/ects {Posi 8704U> 60/10/17 Conso’i- 
dated Edison Co. of Now York. Inc. B4pp. •]7279;156-4727d.2<lt. 

8610250164 Generic Ltr ee-18 to all licensees ol operating reactors 6 holders ol CPs re 
plant record storage on optical disks. Svc hst end. 

CRUTCHFIELO.O. Associate Director lot Projects (Post 670411). 66/10/20 Con-soti- 
dated Edison Co. ol New York. Inc. 4Spp. 47513:001 -47510:046. 


F. Saeurily, medical, emergency & fire protection plans 

8610310017 Generic Ltr 68-16 lo all fuel cycle lacitity kconseos 
possesslng.uslng.lmponino.exportlng or liansporting formula riunnsiMS ol suaiogic 
SNM re use ol deadly force by licensee guards lo prevent tholt ol SNMSvc hsi end 
BURNETT.R F. Division of Satoguards & Transportation (Post 670413) 00/10/28 
Consolidated Edison Co. ol New York, Inc. 31pp. 47513.047-47813.077. 


O. tnapecllon reports, IE Bulletins 6 correspondence 

6610030249 NRC Info Notice 06-079, "Mlsuee ol Flashing Lights lot Kgh RodlaUon 
Area Controls." Svc Hal end. 

ROSSl.C.E. Division of Operailonal Events Assesamont (Post 070411) 06/10/07 
Consolidated Edison Co of New York, Inc. t23pp. 47270.242-47260 003 

6810070114 NRC Info Notice 06-062, "Torus Shells W/Corroslon & Oc^atfcd Coannga 
In BWR Containments." Svc list end. 

ROSSl.C.E. Division of Operational Events Aaseesmenl (Post 670411) 66/10/14. 
Consolidated Edison Co. of New York, Inc. ItOpp. 47280 124-47260.235 

6610140212 NRC Info Notice 86 065, "Broken Retaining Block Studs on Anchor Oaibng 
Check Velves." Svc list end. 

ROSSI.CE Division ol (Relational Events Assessment (Post 670411). 66/10/14 
ConsoVdeied Edison Co M New Yo/k, Inc. ItBpp 47463:199-47463316 

6610140018 NRC Info Notice 86 064, "Delectlva Motor Shalt Keys in Limiforque Motor 
Actuators.’’ Svc list end. 

ROSSI.CE. Division of Operailonal Evanis Assessment (Post 6704ti). 00/10/20 
Coneoiidaied Edison Co. of Now York, ino. ti9po. 47260:004-47200 123. 

6610170361 NRC Inlo Notice OS-008. ‘'Operating W/MuUipte Grounds tn DC Oisinbulion 
Sye " Svc Hsi end. 

ROSSI.CE Division ol Operaiionsi Events Assessment (Post 670411). 00/10/21 
Consolidated Edison Co. of Nsw York, Ine. ttOpp. 47483;06l -47483.197. 

601 1040324 SuppI 3 to NRC Info Notice 66 106, ’’Feedwater Line Greek ” Svc u$i enci 
R06Si,CE. &vfs<an ol Ope/adonai Events Asaessmoru (Pos( 670411) OO/II/IO. 
Consolidated Edison Co. of New York, Inc. 1 t3pp. 476S9;072-47&89:i84. 

6811090284 NRC Into Noiice 66 067. ’’Pump Wear & Foreigri Objects in Piem P.ptog 
Sye." Svc li'si end. 

ROSSI.C E. Division of Operational Events Assessment (Post 870411) 66/11/16 
Consolidated Edison Co. of New York, Inc. ti3pp. 47601:020-47601.132. 

661 1990403 MRC Into Notice 06 080. "Oegredallon of Wesilnghpuse ARO Re'ays ’’ Svc 
Hat and 

ROSSl.C.E. Division of Operational Events Assessment (Post 670411). 88/11/19 
Consolidated Edison Co. of New York. Inc. ft 3pp. 47597 001-47597.(13 

68 1 1 150086 NRC Into Notice 66-069, ’’Oegredallon of Kspton Electrical insutailon " Svc 
Hat end. 

ROSSI.C E Division ol Operational Events Assessment (Post S7Q411). 88/11/21. 
Consolidated Edison Co of New York. Inc. 11 3pp. 47603 045-47603:191. 

6811160470 NRC Info Notice 66-092, 'Potential tor Spent Fuel Pool Dtemdown" Svc 
list end. 

ROSSI.C E. Division ol Operational Events Assessment (Post 870411) 80/11/22. 
Consolidated Edieon Co. of New York, fnc. 1 f4pp. 47906:l24-47e06:237. 

8811160316 NRC Bulletin 68-010. ’’Nonconforming Molded Case Circuit Breakors " Svc 
list end. 

ROSSl.C.E. DMsIon ol Operational Evenia Assessment (Post 670411). 88/11/22. 
Consolidated Edison Co. of New York, Inc. 12ipp. 47606.001-47600:123 


DOCKET 60*436 BELLEFONTE NUCLEAR PLANT, UNIT f 


A. Appilcellon/construollon stage dooumants & correspondence 

8810180360 Generic Ltr 68-17 lo all holders ol OLs or CPe tor PWRs re toss of 
OHR.Svc Hal end. 

CRUTCHFIELD.O. Aaaodate Director for Projects (Post 670411). 88/10/17. ConsoS- 
dated Edison Co ol New York. toe. B4pp. 47279:166-47279.241, 

6610260164 Generic Lb 06-16 to all licensees of operating reactors & holders of CPs ro 
plant record storage on optical dIsks.Svo list end. 

CRUTCHFIELD.O. Associate Director lor Projects (Post 870411) 06/10/20. Ctonsoll- 
dated Edison Co. of New York. Ino. 46pp. 47513 : 001 - 476 t 3 -. 04 e. 

6810260305 Requests that NPDES permit for facility be suspended because uU has de- 
cided to defer const at plant. 

BCHMIERBACH.M. Tennessee Valley Authority. 86/10/20. HOHN.C. PlZNAR.T.G 
Alti>ama. State of. 2pp. 47270:038-47270.039. 

6811040090 Responds lo 660720 ltr from R Oridley re const delorial ai plani.NRC con- 
ciuMa (hat const deferral program addresses recrements Of Cammh^on policy 
aiatement & utll program description & commitmenis acceplable 
BLACK.S. Ofe of Special Projects. 86/10/31. WHITE, S.A. Tennessee Valley Authority 
7pp 47441:169-47441:176. 


F. Security, medical, emergency & lire proloctiort plans 


6610310017 Qenorc Ur 88 19 to rt’i tool cycle lacliily licensees 
possos^iig using. imporli.'ig, exporting o' transport ng lotrr.ula quantities of strategic 
SNM ro use of iJosdiy fcco by I.eonsoo guards to prevent ilioli oi SNM Svc list end 
QURNErr.nF. Division of Saleg'-rards & 'Tiensporteiien (Post 070413) 86/10/28. 
ConstMidstod Ed.son Co. of Now York. Inc. 31|tp. 4 7513 047-47513 077 


Q Inspoctlon reports. IE Bulleline & correspondence 


6610030249 NRC Into Notice 88-079, "Misuse of Flashing Lights tor HgM Rod-ation 
/iree Controls " Svc I'Si end 

ROSSI.CE Oivis'en ol Oporalionol Evenis Assessment (Post 670411) 68/10/07. 
Co'40i deled Edison Co. of New York, Inc. 133pp 47276 242 47260 003 

6810070114 NRC Into Notice 60 062. "Tonis Shells V//Co'roson & Oogiadod Coatings 
In own Civiioinmenis " Svc list onci 

ROSSl.C.E Division of Operstionai Evenis Assessmoni (Post 870411) 68/10/14 
Consol dated Edison Co of Naw York inc. 1 tOpp. 47260 124-47280 235. 

66101403 12 NRC Into Notice SO OBfi. ‘Diokon Rele'n ng Gtoev Studs on Anchor Darling 
Chech Velves” Svc fist onci 

ROSSI.CE. Division of Opciationoi Events Assessment (Post 8704ii). 68/10/14. 
CensofKlaicd Edison Co of Now York, inc itOpp 47463.199 47403:318 

6019149016 NRC info Noiico 86-084, "Dolectivo Motor Shaft Keys in LLTrilorquo Motor 
Aciuateie.'* Svc list oncI 

ROSSl.C.E Division ol Operatonel Events Assessment (Post 670411). 88/10/20 
ConsoYdaled Edison Co ol Now York. Inc. tlOpp 47280004 47280:123. 

6810179391 NRC Into Notice 88-080. "Operai-ng W/Muibplo Qiourds in DC Distnbul-on 
Sys " Svc list end 

ROSSI.CE D.viston of Operalonai Events Assossinoni (Post B70411) 88/10/21. 
^ytsoVdoicd Edison 0& of New Voik, Inc l i&pp. 4 7463 0B)-47463:IB7 

6611019291 Siibmils tuv-soa losporvso to util 860501 response to Insp Repis 50-438/ 
97-00 A 50-439/07-08 Two comniilmont dates revised duo to reassignment ol man- 
power 6 TVA rJoC'S'on to dele/ pieni.Rovisod commffmonl due dates end. 

ORiOLEY.R. Tennessee Valley Authority. 66/10/25. DoPumani Control Branch (Docu- 
ment Control Desk) 3pp 47397:086-47597 090 

6611990334 forwaroa Insp Reprs 58-438/86-04 A 5D-43P/68-04 on 8809l9-23.No vio 
laUons or devtoitons notod 

MCCOY.r.n, Ole of Spocml Ptolcctfl 80/11/01. WHITE, S.A. Tennessee Volley Au- 
tnority. 2pp 47525271-4762527T 

-661 1090339 Insp Ropta 50 430/88-04 6 50-430/89 04 on 9006IO-23.No violet ons or 
doviQttone noted Mojoi areas inspected iiconsoo aciion on previous onlotcomoni met- 
iers A Mneomont ol Beiioionio iito rioisrred cend bon. 

VORKJ. neg-or> 2. Ofe ol iho Oi'ocio' BARB.K P Ole ol Special Projects 68/10/12 
6pp 47526 273 47525 277 

6611040324 SuppI 3 10 NRC Into Nollco 05-106. ‘ Foodwator Lino Break ” Svc l-st end. 
ROSSI.CE. DrviSion of Opotof'Cmol Evarits Aasessmerq (Post 6704ii) Dfl/ll/tO 
Consol detod Edison Co of Now York, Inc. tl3pp 47559 072-47550:104 

8611090264 NRC Info Nolica 80 087. "Pump Wear & Foreign Objecia in Piani Piping 
Sys-*’5ve tisf enci 

n(33Sl.CE Division ol Oporat.onal Events Assessmont [Post 070411). 88/11/16. 
Consolidated Edison Co of Now York. inc. 1 13pp. 47601.020 47601:132 

69IJ0964W NRC inlo Noifce 88 060, ’’Oegfada! on of Waslirtghouso ARD Rolays " SvC 
Isi orKi 

ROSSI.CE Division ol Operalionol Evonta Assessment (Post 870411). 08/11/16. 
Consoi-datad Edison Co. of New "Yoik, Inc 113pp 47597 001-47597 1 13 

8811150006 NRC Into Nollco 80-089, "DegraUallon of Kapton ElocHIcai Insulation" Svc 
list end 

ROSSl.C.E Division of Operational Eventa Assessmeni (Post 070411) 00/tt/2l. 
Conso’idaUKf Bason Co. of Now York, i/rc I l3pp. 47603 045-47603. 16J. 

8811180470 NRC info Nottoo 00-092, "Potential tor Spent Fuel Pool Drandown" Svc 
Fsi end 

ROSSl.C.E. D.-viston of Qpotatonof Evonfs Assnsamonl (Posi 87041)). 86/11/22 
Consohdatad Edison Ce. of New York, Inc. 1 Mpp. 47606.124-47600 237. 

6611180316 NRC Bullel-n 86-010, "Nonconlormlng Molded Case Circuit Breakors" Svc 
est end. 

ROSSI.CE Division ot Operational Events Assessmeni (Post 870411). 86/11/22. 
ConsoMaled Edison Co. of New Yoik, Inc. 121 pp 47606:631-47600:123 


S. Reportable occurrences, LERs & related correspondence 

6611090126 Part 21 rent ro doloct in Lim.lorauo Corp Supplied aafoiy- related SMB 
valve actuators w/nil irisuloiod eJe motors inat rnay not develop Miralod starting 
torque at elevalod omblonl lompa Rev.ew ol motors by liconseos recommended. 
WiLKiNSON.i.E. LimUorque Corp 88/11/03. Office ol Nuclear Reactor nogutoUon, Di- 
roctOl (Post 870411). lepp 47525 227-47525 242 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. ApplICBlIon/consiruclIon atoge documente & correapondenco 


6810)60350 Generic Ur OO-f/ ro a» holda/e of OLs or CPs for PWRs re loss of 
DHRSvc list and. 

CRUTCHFIELD, D. Associato Director for Projects (Post 870411). 89/10/17. Consoli- 
dated Edison Co. ol Now York. Inc 04pp, 47279 1 56-47279 24i 



192 DOCKETED ITEMS 


-cr O' ™ 

dflisd Edison Ci. or New Yoik, Inc. 45ip' ConsoU- 

ISS'1 3- ^ - -s -«■ 

Alabama. Siale o(. 2pp! '4"7l70f03a^47S70.‘iJ39:'''' PIZNAR.T.G. 

7pp.47441:l69.47441;l75, ^®nne8se« Valley Awhorily. 


F. Security, medical, emetBency A fire prelection plans 



o. Inspection reporli, IE Bullelins 4 correspondence 

'SS-' O' Lights fo, High Radiation 

*Sc¥'S°'s I™ “ “ 

^10140212 NRft rnf/l tJAk7ie« AA AA. 


870411). 8B/10/I4. 


• « 'vpp. ^ •47^30 ^ 

on Anchor Dairing 

consolidate 88/10/14. 

Llraiterow Motor 

-sJSedte 

iSsSSr "> ^ “stobuilon 

Con«„« Ei“; &. 

’lpiip|ipss£« MK 

"•« C«,.l o.,ki s^iafo&P'oi'o'’'''' ,o„.u. 

lilS^:=r, 

^pfsl?i3«?==-'S5sr-t 

epp, 47«5:l73.47®'7."''' SARR.KP, OIc Of Special Pro,eo.a. 88/10/12. 

..rr.;rrr;: 

».'«. o.i!c ;; '“*■ 3» 

te'«. o^s.„ j zr,"r'’'”"°" " ^ 

., irr ’" '■»' “«'™<o«. s™ 

ROSS[i.E. Division ol Operational " Svc 

Oonto,.atedE.sonCo.terk.^^^^^^^ ae/l./^a 

S. Reportable occurrences, LERs 4 

... .. *'•'■'« ««™p0nd.„c. 


»MKET 50.«0 peer, ruoLRAR power peart, unit , 

P-0,. P„o„ p„„. 

8B10310017 Generic LIr hr 10 

H. General eorreipondence 

M/ti/io.'DuvAL:5/^VLa%°^®a^ 

P. Operatlnp Jlcansa ataga documents 4 correspondence 

^^detad Edison ci, c| C 

dated Edison Co. of New York. InV^fp! 4&Vl%f3T4 


mlnallng ci,fpp^T®2;3'?6'?73«K '<^PLAN,A. Cleveland Electdo I 

$St028003P Am^n.^ ... .. .. 



Tech Specs Table 

^ ■''" “PP' ^7342;330.47342;342. 

* Project 

aaiirertMA ki..!.!.. ., 



Dire 

e753S;10O-47635;193, 

srj'xiv'cr'’' 

e»ecWc«unilnalfn0Co,1p%'^a®O^^^^^^ 08/11/08. KAPUN.A. Cleveland 




•■^A..;., 0.c™.„, C.„„., B,.rt 

0. lp.».c,lpn -.port., ,E B„||.,|„, , 

'SFS “■”™’ »' -='«"» U,h„ ,„, H„A R.u,.„„ 

con««„« Ed,™ <5,. aa/to/OF. 



DOCKETED ITEMS 193 


M10070114 NnC Info Noiico 08 062, “Torus Shells W/Cotroslon & Oogractod C^oaings 
in BWR Contalnmenls." Sve list onci 

ROSSI CE Division ol Operalionai Events AssossmoiU (Post 070411). B0710/I4 
Conaoi'idaiod Edison Co. of Now York, Inc. llOpp. 47280 i2'l.47200?35. 


■881109D3SI t-En 80 040-00 on BBI007,trein R ol control room ItVAC sys inoperable 
for ernwooncy recircuiailon mode w/lrain A oui of-svc for plannod maini.Caused by 
doaradeiUHi ol wire Insulation Control wiring & actuator replaced 
DtWN.O.A Cleveland Electric illuminating Co. 08/1 1/04. 3pp 47512:177-47612.179. 


86 101 40212 NRC Into Notice 60-085. “Broken noiaining Block Sluds on ArKitor Darling 
Check Valves." Sve list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870-ftJ) 6B/lOft4. 
Conso'.idaied Edison Co of Now York, inc. liEpp 47463:108 47463:316. 

S8f02E6174 nesponds lo NRC 880914 Hr re vlolahons noted m Jnsp Repl 50-440rBB- 
1 2.CorrectivB actions personnel Involved counseled on neod (or procediyal 
compliance. Requalificallon training on current events being taught 
KAPIAN.A Cleveland Electric Illuminating Co 88/10/10. Document Control Branch 
(Document Control Desk). 7pp. 47268305 47288.31 1. 

8810140016 NRC Inlo Notice 88-084, “Delectlva Molar Shall Keys it) Limtiorque Motor 
Aciualors.'' Sve list end 

ROSSl.C.E, Division ol Oporational Evonts Assossmont (Post 8704H) 68/10/20. 
Consotidaled Edison Co oi New York, Inc. 1 19pp 47280 004-47280:123. 

0910170391 NRC Into Nouco 88-086. “Oneraiing W/Multlple Grounds In DC Dlsltibuiiort 
Sys." Svc list end. 

ROSSI, CE. Owislon of Oporaflonal Events Aasessmonf (Post 670411). 66/10/21. 
Consolidalod Edison Co. ol New York, Inc. 1 16pp. 47463 061-47463-107, 


6011010522 Forwatdi Sofoly Insp Ropi 50-440/B8-]4 on £00829 0S23.No violauoAS 
noted. Program weakness noiod ro (eiiure to piocQduroV.y address conKols Ictf onitios 
lo poteniially contomlnaied overhead areas 

SHAFER, WD Beg'on 3, Ofc ot the D/odor 0O/iO/2t. KAPLAN.A Cilowoiand Elociric 
lilummaling Co 2pp. 47397:002-47307:01 1 

-9811010526 Insp Ropt 60-440/68-M on 800a290023No violations noted. Malor 
areas inspecied:opGrotlonal radwasio & iraneporallon program & oporational radiation 
proiedion program. 

kUNOWSKI.M A , OOQ.W W , QREGER.L R. Region 3. Ole ol tiio Dirociot 68/10/21 
14pp. 47397:004-47397:017. 

8811070269 Submits supplemental rasponso to NRC Bulletin 08.007 re proposed 
changes to avoid powor/fiow region of polenital fnaiabiUty & fu/ttwr tnatfuct-oos tor 
CRAM rod Insertion or manual scram under particular conditions 
KAPLAN.A Cleveland Electric lltumlnaimg Co eQ/U/OI. Document Ckmuol Branch 
(Oocument Control Desk). Ip. 4/401.003-47481,-083. 

8811040324 Suppl 3 10 NRC Inlo NollCO 96-108, "Fsedwaisr Uno Orosk." Svc ■•SI anct 
ROSSI, CE. Oivialcn of Oporaiionai Evonis Aasossmeni (Post 970411) 68/11/1O. 
Consolidated Edison Co. 01 New York, inc. 1 13pp 47559:072-47659:164. 


9911090294 NRC Into Nouco 98 007, “Pump Woa' i Foio-gn Oblecia in Plant Piping 
Sys." Svc list and. 

nOSSi.CE Division ol Operational Events Aasossmani (Post 970411). 89/ii/i0. 
Consolldaiod Edison Co ol Nov^ York, inc. Il3pp 47601:020-47601:132. 


861 1090403 NRC Into Noiico 69 090. "Degradation of Weslingnouso ARO RCaya" Svc 
lisl end 

ROSSl.C.E Division of Oporatlonaf Evonis Asssssntont (Posi 070411). 66/ti/l6. 
Consolidated Edison Co. 01 Now York, inc 1 13pp. 47597:001 -47697:1 13. 


6611150068 NRC fnfo Noiicd OQ'069. "Oag/odaiion of Keplon E'ac(rfcaifnsulai'dn"Svc 
liai end. 

HOSSi.CE. Division ol Oporaiionai Evonis Assessment (Post 970411). ee/u/2i. 
Consokdatod Edison Co. ol New York, inc. i)3pp. 47603.045-47603 161. 


8811190470 NRC info Notice 09.092, “Potential for Spent Fuel Poot Oraindown." Svc 
lisi end 

ROSSl.CE. Division of Operational Events Assossmont (Post 870-411). 68/11/22 
Consolidated Edison Co. of Now York, Inc. tl4pp 47606 124-47600 237. 


9811180315 NRC Bullolin 08 010. “Nonconforming Mgldod Case Cucuit B'eekeis" Svc 
Hat end. 

ROSSl.C.E. Division ol Operational Evonts Assossmont (Post 070411). 88/11/22 
Consolidated Edison Co. 01 Now York, Inc. I2lpp 476fl6:00l-47606'l23. 


-6911160401 LER 86-04l-00:on 681013.RCIC sys inboard contanment Isclauon oc. 
currod due to leak dotocUon (lO) Iransmiitor laltuio Caused by inlernsl short circuit 
botwdOf) cir diaphragm S low side capadlor plate. Evafustlor^ underway. 

OUNN.G.A. Clevetann Electric illuminating Co 66/1 1/04. 3pp. 47&l2:l80-475l2.te2. 

601 M80342 Oacussos review of 970227 significant precursor evoni ro two inopeiaWe 
d4isel ganorntors.par R Dudley 881013 noie. UUl coiroctivo actions appear thorough 
& comprohanBiva. 

COIBURN.IO. Proloci Drocjoralo ul-3 08/11/08, VIRGILIO.MJ Assislani Director 
lor Region 111 & Region V Raeciors 2pp 47564 064-47564:065. 


V. Operator EKamlnatlons 


66ftf00l49 Forwards response to Generic Lir 88-13 re operalor licensing exem sched- 
uto lor piant.Usts proposed operator licensing & requal-ficotion exam scnedulo lormai. 
KAPLAN.A. Clavoiand b'lociric Illuminating Co 88/09/30. PERKINS.K. Operalor Li- 
censing Branch. 3pp. 47825 33S-4752&-337. 


DOCKET 50-44) PERRY NUCLEAR POWER PLANT. UNIT 2 


A. Appllcstlon/cor>atrucllon alaga doeumenia A correspondence 


8910I803S0 Gonaric Ltr 86-17 to all holders ol OLs or CPs lor PWRs re loss of 
OHR.Svc fisi end 

CflUTCMfiElOO Aasoclalo Oiroolor lor Prelects (Post 07O4it). 08/10/17. Consoli- 
dated Ed-sanCo. ol Now York, Inc. 64pp. 47279 166-47279.241. 

&8102SD164 Qonoric Ltr 08-19 10 ell licensees ol operating reactors & holders of CPs re 
daot record storage on optical disks Svc list end. 

CHUTCHFiEtO.D. Assocwte Direclor for Projecis (Post 070411) 68/10/20 ConsoU- 
deled Ed-son^ ol Now York. Inc 45pp 47513 001-47613 046 

6611160436 Advises ihst reviseO OA program descripKon consistenl w/ lOCFRSO.App 
B & eccoptabio, based on roviaw & dlscuss’ons on 901027. Listed eddi sectior^s of Mar 
1969 FS^ update aiao reviewod.includ'ng Section 9.6. 1,1.4, "Fire Protection ..." 
WRIQHT.O-C. Region 3. Ole of Iho Director. 88/ 1 1/09. KAPLAN,A. Cleveland Eloetric 
Uk>in>)aiing Co 2pp 47565341-47665’342. 


F. Sacurlly. rnedicel. amerganey 9 tire proloetien plans 

86109190)7 Oancrlc 11/ 68-10 lo all fuel cycle laciuty l-eansoaa 

possessmo.us’ng.impoiting.oxponino or itanspo'Ung lormuia quantities 01 atraiagte 
SNM re usd <A deadly lorco by liconsoo guards to pioveni ihafl ol 8NM.Svc list end. 
BUnNETT.RF. Divialon Ol SalOfluorda & TrensportBlion (Post 670413). 88/10/26. 
Coty&okdaidd Ed-sory Co 01 Now York, inc. 31 pp. 4761 3.047-47513:077. 

961 1 180436 Advises ihai revised OA program dascnplion consisieni w/ lOCFRSO.App 
B 6 scceptebie.basod on review & d-scussions on 69i027.Usiad addl sections ol Mar 
1988 FSAR vpdato also reviewed, including Section 9.6. 1. 1.4, “Fire Prolocllbn.. ." 
WRIGHT.OC Ko^on 3. Otc ol ihe Director. 99/11/08. KAPLAN.A. Cleveland Elacitlc 
rSuminatino Co. 2pp. 47585 341-47666:342. 


H- General oorreepondenca 


9811160572 Comment wposlng proposed tu'e 10CFH26 re Illness for duly piograny for 
nucieer power piania Objecie lo aryy tosung being poiloimod until completoly satistied 

M^S9&A.S American Federaiion ol State. County S Municipal Employeos (AFL-ClO). 
88/1 1/tO DUVAL.W AFlCIO. 2pp 47640:195 47640:190. 


R. Periodic operating reports 8 related correspondence 

9611220023 Monthly oporallng lopl for Oct 1088 lor Porry Nudoar Power Plant umi 
1.W/081115 ltr. 

DUNN.G A., KAPLAN.A. Cleveland Eleclric niumlnailng Co. 68/10/31. 6pp. 
47627:066-47627:070. 


O. Inepectien reporta, IE Bvllelint ft correepondance 

8810030249 NRC Into Notice 66-070, "Misuse ol Fleshing Lights lor High Radleuon 
Ares CtKitiols " Svc list end 

ROSa.C.G Division ol Operational Evonla Aesesamanl (Post B70411). 88/10/07. 
Consoirdaled Edison Co. of New York, inc. 123pp. 47279:242-47280.003 


$. Reportable occurrences, LERe ft related correspondence 

8910250399 LER 6B 036-00on 86091 l.conirol rods Inserted in vloladort of Tech Spoc 
3.t.4.2, "Reactivity Control Sys." Caused by procedural delidoncy.intograted operat- 
ing Mslfoclion revised ft event reviewed during lrairi/ftg,W/8ai02) hr. 

DUNN.GA.. KAPLAN.A. Cleveland Electric llluminadog Co. 88/10/21. 4pp. 

47262:071-47262:074. 

9811020218 LER 86-039-00 on 8B0920.RWCU sys containment Isolation occurred 
during plant startup when feedwater How to reactor Inlliated.Caused by indlcaied Ngh 
diflereniial llow.Oesign change lo replaco RWCU initialed W/8B1026 ltr. 

DUNN,G.A., KAPLAN.A. Cleveland Eleclric illuminating Co 68/10/28. 4pp. 

47421:223-47421:220. 


9610070114 NRC Inlo Notice 89 082, "Torus Shells W/Corrosion ft Degraded Coatings 
In BWR Containments " Svc list end. 

nOSSI.C.E. Division ol Operational Events Assessment (Post 870411). 98/10/14. 
Consdldaiod Edison Co. of New York, Inc. ItOpp. 47290.124-47280.235. 

9810140212 NRC Info Notice 66-095. "Broken Retaining Block Sluds on Anchor Oati.ng 
Chmk Valves " Svc list oncL 

ROSSl.C.E OivlS'on of Operational Events Assossmeni (Post 970411). 88/10/14. 
Consoddafed Edison Co. of Mow York, Inc. 1 18pp- 47-183.180-47483:318. 

8810U001B NHC Inlo Notice 88-084, "Defective Motor Shaft Keys In Llmilorque Motor 
Actuat»'8 '' Svc list end. 

ROSS).C.E. Division ol Operational Events Assessment (Post 670411). 88/10/20. 
Consolidaled Edison Co. of New York, Inc. 119pp. 47280 004-47290:123. 


8911090125 Part 21 fopt re delect In LImitorque Corp supplied safety- teieled SMB 
valve actuators w/RH insulated do motors insl may not develop fuH-reied starling 
torque at elevated ambient temps. Review ot motors by licensees recommended. 
WILKINSON, l-E- llmlforque Corp. 66/1 1/03. Offreo of Nuclear fteaclor Regufaltort, Oh 
rector (Post 870411). 16pp. 47525:227-47626 242 


8910170391 NRC Into Notice 86-086, "Operating W/Mutl-p1e Grounds In DC Oisinbution 
&a.'' Svc list encl. 

ROSSI, C.E Division ol OpefaiionBl Events Assessment (Post 870411), 89/10/21. 
Consolidated Edison Co. of New York, Inc. Il6pp. 47463:091-47463.197. 


89f 1150365 Forwards LERs 8S 040 00 & ed-Odt OO for facility. 

KAPLAN.A. Cleveland Eleclric llluminaiino Co. 69/11/04. Document Control Branch 
(Document Control Desk), ip. 47512:176-47512:182. 


6011040324 Suppl 3 to NRO Info Notice 88-108, "Feodwalei Line Break." Svc lisi encl. 
ROSSI.CE. Division Ol Operational Events Assessment (Post 970411). 66/11/10. 
Consofidsled Edison Co of Now York, Inc. I l3pp. 47559.072-47559:164. 







••'.'ji '■£ C'. J-.'' c‘ E.e^'s Asstssir-CfA (Po%\ 870*U) 0<WU/16. 

'■ ' •: Eliv' C-: '*C<*, 1^ »I3p(> 47S97(»1-47S97.II3 

Minsc<** . •'•; 7v:'';«? f?C53 ' DeQfaiJsu.n oi Kap'-ci'vEt«ctf'C&n«»su*aMin" Svc 

lot cr, • 

t- . ' f T''. i^rn c' Events Assessmeni (Posi 870411). 86/11/21. 

• -;)• •: ?1^S^ C^- i’ ’le^ i w>, ir.C U3pp 4760304S 47603 161 

MII140475 E-i f ?7 PpiertaJ h' SponI Fuel Pool Ota>«to»va" Svc 

'■•. -.■ ' F . V. ^ :t Events AsjPis.Tier.i (Post 870411) 88/11/22. 

: : -f i-.-r.' ■.ir.-.oic’i'.inc U4k) 47606 124-47606 237. 

Mi I ))0)iS t 66 CIO nonion'on'^r^ Molded Case Breekeis*' Svc 

jSS'CE C’^'VC'i cl Opefi'-ooji Ewls Assessmenl (Post 8704I1J. 88/11/22. 
'.V,r!--“'J4’,'df j>9C-Co c,' flew yolli. I.x l21po 47606001-47606123 

8 8*i>crta6*« oecurreocet. LERa & related correapondenee 

M1I-2M126 Fir* <t 'SCI re de'ect m Corp ioppUed teletj- retaied SM0 
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4761 1:065-1751 1:077 

80 1 1010125 Applicani rosponeo lo Cornmonwoaltli of MA ally ooneral f-rsi t:oi m 
le^iofwa lo applicam on Seabrooh Plan lo/ CommonweaiiTt of MA comm. '-J'; 
Soppofimo documenlation & Cemffcalo ol Svc onci Flolaiod cotfosnondenrs 
Tfi3MAS,GS. SMITH.J.B. Public SoMco Co. Of New Hampsl'l/o SMim^fi 

00/10/26. Messocbusona. Co/nmonweaiili ol. 238pp. '47255^5 

4#cdO cJtf. "Vt* 

8811040162 Applicant motion (o ainko basis ol Commonwoalib ol MA al^ c^r.*™. 
amended conlenlion on nolilicatlon sys In natu/o ol fonowort motion for Lrrv^ 
aoalftsi ^/7imo/iwoallb of MA aiiy oene/el lai'u/o to comply w/Board ■ W/C^"- 

Serirtce Co. ol Now Hnmpshiro. TROUT, J.P. Ropes 6 Q/av ,4iw 
Uconstng eoaid Panel. ?6pp* 47333 19? 

47339,200. 

4611010030 NRC Slad response lo lown oi Amosbury lirst sot of Iniof/ooatortos & la- 
ft!?*' '’!?!??? IP Soabtook Plan lot Commonwea*. d 1 

MA W/ CdrMfiCfito of Svc.noffltocJ coffospontJcinco 

^RGQUIST,S A^AsslsiBm Oene/al Counsel tor Hoar/ngs #400 7380 06/10/26 
Amosbu/Y, MA. 10pp. 47256'2‘10-47256:250. oi> u ao 

8811010037 Moiion of Commonwoalih of MA ally gono/al lo extend limn wiittn w.Vh ‘0 
reep^ lo appkcanl '« summa/y disposllion ol Joirtt Inlotvonor Conien'icns 
44A 6 440. Served on 001028 Graniod for Boa/d onOOiOZ? 

• Mflsaacfiuseite. Com/nonwoalib of. #400 7383. 00/10/26 Alo/n.'c Safety and Li- 
censing Boaid Panol. Ip. 47268-27 1 -47266:27 1 / a 0 u 

881 to lOM f Motio/1 of Joini Inle/vonors lo oxiond t.mo wflhin which to reply to aopksn' 
^ eels ol Irtlerrogaloflos & documeni /oquosts 10 Soab/ook plan for CommonweaiT: 
of MA commuftiMs cooioniiona.' W/Cetlilicaio ol Svc 

*^«s»«''“sell8, Commonwoalih of TRAFICONTe.J. Mernmsc, MA 
. Seacoasi Ami-Polluiion Lopguo. #468 7387. flO/iO/27, Aiotn'c 

Salety end Licensing Board Penel. Spp. 47256 2&0-47266 206. 

conversation re NRC moUon to compel wed on 
Comnionwojilh of MAio/e 

Wtra to rrioiion Related cotiesponflonce. 

Commonweailh of #400 7382. 60/10/27. 
iuhk.se Asslslani General Counsel for Hoa/ings ip. 47256:267-47256207 

.Anli-Pollution League mpllon lot exlonsion ol lime le Ne re- 

e" ! 

Anil Poiiiiiion League response lo applicant liiloifogaionos 6 re 
c4?niJ.o“i.^f?A.i.^?«« '*i“* 'Aiewenois 6 participolmg local gevis con- 

OOLK^w W'/espondonco 

'•eofluo BACKUS, n A. Backus, 
00/10/27. Public Service Co. of Now Mampshiio ^p. 

*V^^' a^Nif Aftf ‘•® 09'/o meiion lor extension of lime lo life re 
M^lti^iSn M uLr concetfwno Jdnl Iniervenora Conlonliens 6 & 27- 

alcKiiA^s ”«L >''1'" 80’ 107 requestedSvc list end. 

#4M >!oa BACKUS, R.A Backus. Meyai & So'o- 

000 Licensing BoanJ Panel. 4pp 

'® applicant motion 10 strike Bans A.3.* Applicant wiin 

iK Corn/nonwealifi of. TROUT.J.P. Public Service Co of 

TROUTJ.P Ftopes 6 Gray, #48B 7401. 80/10/27. 6pp. 47330.21O- 

P’P'acilvo order ro Commonwealth ol MA any general 
FlVNNH » PfOdocilon ral documanis • 

s,.«, 

""^ele^lw woou^ul^i^n?-'^'’’ support of FEMA moiirjn for proiediva order.’ 

FUNNflj /eP^asted 10 bo postponed until 881208. 

"quwi^lm ‘i* L Angelo.* AOviaes ihai Commonwealth of MA 880919 /e- 

^ocXSrcairofSvoInd'^"*’^ *'*” 

47^^^ Fadetal Emergency Management Agency 80/10/27. Opp 47339:186- 

gapoartlon • Oemsfllon ol person to be named by applicant will 
ffSHCEAfi Boslon.MA.Certificale ol Svc encIRolaied correspondence. 

4733g|i?!4>33^0®*®'"'®®”*- Commonweailh ol. #480 7400. 80/10/28. 6pp. 

ceni^Rrat aei*r!i Nuclear PoHuhon supplemental answers to app'i- 

CURRAN n fcja—c' I ^ iisiRelBlea correspondence. 

4 Towl^ ' #4M Nuclear PoHulion, CURRAN.D. Harmon, Curran 

473Ma04.47m“i,?°®- ®®/<'>/31 Public Service Co o( New Hampshire. 8pp. 


aBii040QS7 NQiico 01 appommooi oi auiuaicoiory ampioyoos i^atoce a jh Hoson- 
ihai have hoen eppomtod as Commission adiud calory omp'oyoos to advtso Comniis- 
son of Issuos ro app'icani plan lor fund ng docommissioning Served on 601031. 
Chilk.SJ Oliice of iho Socroiary ol ihe Commission #408 739S. OD/10/31. 2pp. 
47339 f)94 47339 095 

6611040007 Town of West Nowbu'y supplomoniai answers lo applicant fiist soi of inter- 
logaionos & first roo'josi for prociuciion of documents to aft pari'os & pert-cpaling 
local fiovls ro conlont ons ’ W/Cert>licaio of Sve Pelaied corrospondonco. 
MIZNEFI.JH West Newbury. MA #480 7413 66/10/31 Public Servico Co. Ol New 
Hampshire 4pp 47339 074-47339 077. 

8611100006 Commonwoaith of f/A Atty General JM Shannon ob|octions to applcani 
Iniorrogalorlos & requests lor production of documents concerning Joint Iruorvenor 
Centoni ons t-63 & moijon for prctoctivo oitier.’ VV/Cwi.lJcete of Svc. 

SNEiOER.es Massechiisoiis, Commonwealth of. #468 7434. BB/lQ/31 Alornfc 
Safety and Licensing Ooard Panel i5pp. 474(9.1 17-474 19 131. 

6611100047 Applicant response to Appeal Board order cl 681033.* No appeal kes 
based on order not disposing of sigmlicani portion ol proceeding or dism-sslng Com- 
rnonwealih of UA from proceed.ng W/Cortiiicqie Ql Svc. 

OiGNAN.T G. Public Sorvice Co o< New Hompshiio DIQNAN.T.Q. Ropes ft Gray. 
il'488 743f. d6/f0/3f Atomic Safely and Lfcansing Appeal Panel. Spp. 474t0.f77- 
47419 1B1. 

6611 (00056 App'icani rosponse 10 Commonwealth ol UA ally genoiol motion loi oxlen 
Sion of discovery schedule & motion ol Joint Inlorvenois lo extend l<me w.tfiin which 
io lopiy 10 NRC Staff Ih rd sol of ' W/Roietod irtfo ft Cettilicate of Svc 
OlQNAN.T.Q Public Servico Co of New Hampshire. OlGNAN.T.Q Ropoa ft Gray 
#468 7433 86/10/31 Atomic Safety and Licensing Board Panel tipp 47419 IB^- 
47419 192 

66f1(OOOS7 Applicant rosponse to motion of Jo'ni tniervcnors lo oxieno time w-lh-n 
which to reply to appi-cani two sols of inlerropatorlos ft document cequosis to Soa- 
b'ook plan tor Commonwoalih ol MA communiiios ’ Cenilicaie of Svc anti 
DlGNAN.T.G. Publ-c Service Co ol New Hampshire DIGNAN.T.Q. Ropes ft Cray 
#486 7432 66/10/31 Atomic Solely and Licensing Board Panel 6pp 474id:l0i- 
474«S;I98 

6611040047 ALAB-699 * Advises met time for Cornmission to review Decision ALAB- 
699 expirod Comm'ssion docinod lovlew ft decision became final agency action on 
8Bl027.Setved on e01027.SGivOd on &8II01. 

CHllK.S.J Office of fho Secretary of (ha Commission. #466 7406 BB/ii/Ol. Aiormc 
Safely end Licensing Board Panel ip. 47339:105 47336.105 

6611040066 Response of town of Newbury (TON) to NRC Staff motion to con^ an- 
swers lo Iniortogalonos ft production of docutnenta by town ol Newbury.' NRC re- 
quests unduty burdensome. w/ Certincaie of Svc. 

HiLl-WHILTON.n. Newbury. UA HILL-WHILTON.R LagouUft. Clarti. HH-WhlHOn ft 
McGuire #486 741?. 60/11/01 Atomic Safety and Licensing Board Panel t2pp 
47339061-47339.072 

601(040164 NRC Stad response lo 661OO6 Appeal Board oidor.* Appeal 01 68f0i2 
order does noi lie ei ihis time Nor should Appeal Board gram pouhon io< directed cer- 
tification ol order Ceriiiiceto of Svc er>ci 

BERRv.O.A Assisiam Qoneroi Counsel for Hearings #466 7416. 60/ii/Oi- Atomic 
Safety and Licensing Appeal Panoi. iSpp 47339 I6i-47339:t7?. 

661110004? Commonwoolih of UA ally general answer (0 appiicani motion lor aanc- 
llons * AppUcem 86l0?0 mot'on lor ennenons lor leisure 10 comply w/Bo8'd proieciivo 
order ehouid bo domed Supponmg documeniaiien ft Certilicaie of Svc 
JONAS.SA Uassectiusaits. Commonwoeiift of. #466 7430 66/1 t/Ot. Atomic Seieiy 
and Licensing Board Panel. 35pp, 474fg.i4f -474iS;f76. 

861 1 1 00066 Applicant response to CoiTunpnwesttti cl MA (MASS AQ) second eoi of m- 
tarrogeiories to ^piieam on Scabrook plan for Commonwealth ol MA communtiies * 
W/Certificaio ol Sve. na’alod cortospondonce. 

THOMAS.GS. SeUECK.KA. Public Service Co. of New Hampshko. SEllECK.K.A 
Ropes ft Gray #406 7463 68/11/01. Maseachusous. CommenwoatUi of- 6lpp 
4741905647419 116 

6611100012 Order.' NRC request to SuppI 661101 response lo ASLAB 601025 order 
grsniod ft should bo served ft filed by 601 fOO.Served on 861 f 03. 

SHOEMAKER.C J. Atomic Safety end Licensing Appeal Panot. #460 7425. 88/11/02 
Olfioa of Ihe General Counsel 2pp 47419.135-474(9 136. 

8611100031 Forwards motions ol Commonwoolih of MA eity gonerai lo reopon record 
(o consider evidence re applicant dacomrnisslonlng plan ft financial quafiticalfons to 
operate pieni ft lalo-Med contonlione 

OEAN.G.B Uassochuselis. Commonwealth of #486 7429 6B/ft/0? Ofheo ol the 
Secretary of the Commission Ip. 47419 265-47419.331. 

-6611100036 Motion of Commonweallh of MA Aliy Genoiai JM Shenrton under 
tClCFR2.734 to reopon record 10 consider evidence concerning |olnl Appiicani decom- 
missioning plan tor Seabrook Nuclear Power Stallon ft to admit altecbcd laie-liied 
conleniion....' 

JONAS.SA Mesaachusolls. Commonweallh of 66/11/02. Comm-sslorters 9pp 
474ie.2e6-474t9.2T4 

—8611100044 Commonwoaith of UA Ally General JM Shannon lale-tifed confeniions 
concerning |oini applicant docommissioning plan (pr Seabrook Nuctear Power Sta- 
tion.* 

' Messochusefcs, Cammonwoellti of. 66/11/02. Commissioners. 7pp. 474f9.275- 
47419281. 

-8811100049 Allidavii ol PU Sireuas.* Discusses why appiicani Oct 1966 plan In re- 
sponse lo NRC Order CLI-6B-07 deemed inadequete for esllmaiing decommissioning 
costs tor plant Supporting Info end. 

STHAUSS.P M. Massochusetis, Commonwoolih of. STRAUSS.P.M, MHB Techmeal 
Assodstos. 88/11/01 2Qpp 47419 262-47419 298. 

-8611100054 Uotioh ol Commonweallh of UA Ally General JM Shannon to reopen 
record to consider evrdance concerning Join! applicant financial quBlificedons fe o^- 
ale Seabrook Nuclear Power Siaiion ft admit eilached lale-flled....* 

JONAS.S A. Uassachuseiis, Commonweallh ol. 88/11/02. Commisstonars- I2pp 
47419:299-47419:313. 


-BBniouuei oommonvioeith 01 ma AUy t.9ono'ai Jm Shannon latu-iiind conieniions 
concorr'i'M p-rii applicant iinanc-ai quaiiFicaiions 10 oporate Seabrook Nudoar Po^er 
Siatfon * MippOrling docunionlotion ft Cortilicoto of Svc onci 
' Massachusoits. CoT.monwoalih oi. 66/11/O2 Ccmmissionors tepp 47419314 
47419.-331 

8811100039 Forwards corroclod pages lo tinC response to 881025 ASLAB 
ordar.CertiTjzaie of Svc arid. 

SERRY.GA AsSiSlant General Counsel lor Hearings #486 7461. QB/t1/02 
SH^hMKER.CJ /Viorrilc Safely end Liceris.ng Appoai PannI 4pp 47418003- 
47418 006 

681 ff 00046 NRC Staff response to Now Engiarvi Coalli on on Nuclear Pollui on brief m 
support ol appeal of rner-narandurm ft order did 860606 ‘ Appeal shoo'd be den.ed ft 
660608 order should be atl-rmod.Ceriilicaie ol Svc enci 

SERRY.GA Assistant General Counsol <01 Hearings #486 7402 68/11/02 Atomic 
Safety and Licens-ng Appeal Panel. 2ip(> 47418 007-47413027. 

6811100060 Now England Coalition on Nudoat Poi'uilon coniont-ons on app'icani da 
comm-ssiening plon.moiion for slay of low powoi operation ft moiion to reopen 
record ’ Supporting into S Svc LSI end 

CURRAN.O. New Englond Coalition on Nuclear PoUulion CURRAN. 0 Harmon. Curran 
ft Tou^y. #'466 7428 66 /lt/ 02. Alom.c Safety arid dconsmg Ooard Panel, idpp. 
47418 332-47419350 

8811100087 SoQCoaai Anii PolluLon Loaguo conieni>ons on applicant plan In response 
lo NRC Order CLI-00-07.* Supporting documenioiion end 

0ACKI/S,R.A Seacoaef Ann f^jlioi-on League. BACKUS, ft A. Backus. Meyer ft Sdto- 
mon. #488 7427 88/11/0? Commsslonore 26pp 47419 199-47419 226. 

—881(100063 Afl-rtavii ol J Doughty’ D-scussus app'icam plan m response to NRC 
Order CLI 00-07 

OOiXJHTy.J. Seacoasi Anli-Polkjlcn Loaguo 80ni/02 4pp 474 19.225-474 19 228 

66(1100067 Town of Ambasbury rosponso 10 applcani second roquosi lor production 

01 documer^ia to all Intorvo-nors ft part-cipaling local govts concorn.ng Jo ni iniervonor 
conienbona.* W/ Related .nio ft Cortilicaio of Svc Rotaier] coirespondonco 
lOno.W. Amesbwy, MA #493 7420 08/H/O2 Pubic Sorv-co Co ol Now llanip- 
shbe tipp 47419:351-47410 361 

8611100094 Town of Hampion motion 10 admit lata filed conioniion & reopen record on 
appiicani linar.cial qjaiificalion in decommission Seebrook station.* late Med conton- 
lien eld sa'isfrad based on good cause 8 mesna le n/oioct inierosi 
BROCK M T. Hampton, NH. OnOCK.M.T. Shainos & UcEschorn. #486 7426 86/ 1 1/ 

02 ComnSssioTvire 6pp 474 10 230 47419 252 

-66(1100106 Town of Hampton coniondon on applibant plan lo lund docommissioning 
costs of Sosbreok Station ' Supporiing dpcumoniatipn 8 Cchilicale Of SvC onci 
BROCK M.T. Hampion, NH. BROCK, UT. Shames ft UcEaChorn. 09/11/02. Comm'S- 
aloners ilpp 474(0 ?42-474ie.252 

6611100007 Order * Pcirrnts Now Eng'and Coalmen on Nudoar Pollution lo li'-O reply 
brief l« rebut app’icani ft NRC rosponsns to iniarvcnor appeal from Board OOOQ06 
metnorsndun) ft otder.by OO1 1 t7.No O'ul arguments wi’l be heard. Served on 681103. 
SKOEMAKER.C.J. Atomic Seloty and LIconsng Appeal Panoi #466 7424. 66/11/03 
New England Coa'ifion on Nuclear PqJuiion 2pp 4/4fd.i3?-474IO.t33. 

6611100026 Advises lhai LW Zach plans le tour piem on 861 12 1 Parties wishing lo 
aUorxt shoi/.d neiiiy WF Kano 01 Region 1 by 86I1 17 Sorvod on 061104. 

OWYNN.T.P. Commssionera #486 7437. 65/11/03. Ollice oi the Gonoral Counsel. 
Ip 47419 IS9474I9 139. 

6611100071) App’icsht response to Comnionwoaiiii ol MA ally general lirsi raquesi for 
producuon ol documonis to e^kceni re Seabrook plan lor Comrnenweeith ol UA 
cemmuniUoa * w/CeiMicaie ol SvcRoioiod concsnondonco 
SCLlECK.K.A Pub'rc Sorvice Co of New Hampsn-ra. SELLECK.KA Ropee ft Gray. 
#480 7455. 00/(1/03 Maaseenusbus, Commonweallh ol. ?3pp. 474ie;026> 
47416:050. 

6611100(46 Applicant loquesi lor admissions 10 iniervonora * Requests lhai stated In- 
terveners eoriM truth about irsfod facts (V/ Cerirftceie of Svc Retated rxtriosponrJonce. 
TROUT.J.P- PiA^lc Sotv.ca Co. ot New Hampshire. TROUT, JP. Ropos 6 Gray. #480 
7454. 86/11/03 Alorr.ic Safely and llconsina Board Panel 8pp. 47418 155- 
4741ft 160. 

881 1 100994 SeacoBSt Anfi-Pol'ulren League moiiort to vacate Boa'd order on bas>s of 
SUpulsied SQreo'honl to extend l-me lor discovery responses on Joint inlorveosr con 
leniions * Ctanled lor Board on 061 107. Served ort 661106. 

* Sescoasl AntvRollullon League #460 7445. 60/11/04. Alorn'c Saloty and Licensing 
OearcfPonei ip. 47416053-47416053 

66U100090 Applicant loquosl lor admissions to Commonwealth ol UA ally genoroL’ 
Requests ally geneial to admit liulh re listed lacls re emergency rosponao-Ceriificalo 
ol Svc encl.Rolatod correspondence. 

SELLECK.K A. Public Service Co ol Now Hampshire. SELLECK.K A. Ropes ft Gray. 
#480 7446. 80/11/04 Alom.e Safety and Lfcerisrng 6i>ard Panel 6pp. 474)9.230- 
47419,235 

8311100096 friQia lo applicant response lo Commonwealth of UA ally general first sol 
of Inieriogaioiies lo opphconi on Seabrook plan lor Commonwealth oT MA communl- 
II08 ' W/ CertificeiD ol bvc BoLaled correspendarree. 

FEIQEN8 AUU.T.C., SELlECK.K.A. Public Service Co. of New Hampshito. 
SELLECK.K A Ropos ft Grey #463 7450. 86/11/04. Uassschuseils. Commonwealth 
at- 6^. 47419.253-47419.253 

6811100111 Seacoasi Anii-Poltuiion league moHen lo vacate Board order cn basis of 
s^Hjlaied agreement to exiond tmo lor discovery responses on Joint Imorvenor con 
tenUons.* More compteie answers can be provided by 68l205.Svc list end. 

BACKUS, R. A. Seacoasi Anli-Poliuiion League. OACKUS.RA Backus, Meyer ft Solo- 
mon #488 7443. 66/11/04. Atomic ^fely and Licensing Board fUnot 4pp. 
47418O77-474lB'080. 

8811100116 Errata lo appHcanl rosponae to town ol Amosbury first sol ol Inietrogaiorios 
fo eipplfcanl on Seabrook plan for Commr^nwealih ol MA commun.fies ' W/Cortiffcaie 
^ Svc. Related correspondence. 

FEIGENBAUM.T.C. Public Service Co. ol New Hampshire #488 7461. 86/11/04. 
Arnesbury, UA. 5pp. 474(9:250-47419:263. 


It I IIOOI7) s •!>&■< '«-H>onse la 86J025 ASLAO O'de' * Appeal from 

Scif) i O'Se' vrit noi u ti piesof«t icrei^j 0-4191 etMia e«>r.( 

■'I >■ "-jr.'V. ■ oc '{'^s w/ Cfft ‘C3’a oiS»; 

eSPMt !■.* A<i.r: 3 ': Gent'a: Covritl lc» He&fmga #168 T457. M^H»W Aloric 

Si'o s-'i; i*Tf' Arr-s^’ ^3-'’'^' ’Opp 47418 i4M74IS 150 


8611160266 Applicnni rosponBO lo moiloos 10 loopoo rocoiij 10 con? aw ■ 
ficalion I99U08 p'lor lopoimiinnii low powoc opomtion • Wouoob 
to not maollng lOCFflJ? 734(n) 4 (b) ronuiromnnia W/Coriil'cato oi ^-r 
01GNANJG Putiiic Sofvico Co ol Now Mumpsino CHQNwnrrr 
#466 7-106 80/U/M Comrnlssionois ?lpp 475IO?00 47510316 


MiltlOtli Ol FEM4 F) ComnonAei^tn o> MA ally general fv«i reooeal for 

tc:<jw:;cn d iJ3ci.~< - it tj fEMA le Seabrook plan lo« Cwrmonmeabu o4 WA corn- 
1-V-M1 ■ Ter ca'oc' S<c e-Kl Pedaled corrosponflence 

Fivwi Hj Fe-je-a) fr-ft^rcy Wd,?age'»>er>t Wney #468 7488 88/11/04 Vaasa 
Clx-sefls, C<r"."«:r-i»e3 I'l o' 9f{S 47511 236 47511306 


Mil 1000)1 NrC SiJ‘< response lo ap&'<ari mo'ions (or sancPons agemsi CiMrmofl- 
we#.'.*) c< MA $-*f g?ne<a.' ‘ Gvitssai oi eon'en-jorts 4 bases does po! appear war- 
4! prewri mcCert'ca'e oi Sve erici 

Tuft* S 6 Assi’ari Gerierai Ccunjel lor Hea.-ngs #468 7459 efi/il/07. akmic 
ar«S Uie'V-sg eoaid Pasel 5?p 4?4ie0€9 47418073 

1111100128 Ar%Mfi d Con'mjn^xea^t’i ot M eityMneral a oppaalwKt to appKaflt 
noDon hr strvATy ospos-ton cl Jo ni hiervenor tocleoions MA 8 448 * A^'canl 
rascooi'/ues cr;fe s'a'j'ory sti'C-r^-a S?4>pcpri.ng OocumcntaiAA encL 
TnAFiCONTEj MassacFi/Sci's. Cornmonwea'ili ol #488 7456 68/11/07. Aloai^ 
Se'eV #’>3 l<ers>r>g Bcarj Panel 46pp 47416 08t-a?4tB:148 

-Mil IDQD) Cor.TOT'wea'V? oi MA airy general moKin lo cooipel answers 10 inienog- 
aicanee cy arpicani * Certr^'eef S»c erwi 

SNEiC^RCs Maisacn-jseiis Corsmonweatib o' 88/11/07 Aiofr;c Safely am) U- 
cer-S=r^ Boa-'j Pa-nd ITpp 47418 129 47418 I40 


Ml (160723 Appi'car-I response lo iswn ol Amesburyltsl reduesi lor (raduCt>on 01 doc* 
kf-ier-'s t) a^Acari on Scat/ooi plan lor Cornntonnealh oi MA commudiiies * Ceraf- 
icaia o' S»o eno Pe'a’ri corraspondenco 

SEllECK KA Pj^r: Service Co o< New Harnparwe SELEECK.Ka Ropes 8 C/av 
#448 7476 M'lua/ A~.os{wr, MA Upp 47512046 47S120S6 


66(1160151 Corr-onwesl'n c» WA ally gcnotal le^tonse to 681025 ASIAO order' 
Board eS'OO Pecsion docs rjoi lorrvnaie ConmorMeaUb O' MA r^ 10 pan-cioaia 
sifvocaedvigi'/'' Cefl/ca'ecl S<c 

JOnASSA W# 4 ?ac 7 ii;sers CcKvwwcailh o' #4887488 88 / 11 /O 8 Atomic Salev 
Vd l<er.W.g Appeal fa-ie' 7pp 47510 240 475IC248 


MIII6WM Appi«ari response to 661325 Boana order (o^ecimg addi bdoloa S aHida 
vrtsj Aicoon. iiQOd be dersed Certf-cata o( S»c end ^ 

D^Wr T G P>ibh.' Servica Co cl New Karr^ishire orQNAN.T.G Ropes A Orsir 
68111. 08 A'orrbC Sa'e'v arid Ixen&rtg Board Renal I7pp 47S(2i^ 

136 


**.'!i?**^' Ortc^i Jodoe Sryji d«.von 10 aiiow iu»wer $ wi d^covory period (or 
Cd^"Wwea‘Jh <.( MA.No«vna cor«S'(*M©d ten lo 

av' i#C3 0^ Sfl M I Q 

aSsIfa^ 4*!9l^s'''' 68111/08 26CHComm»ssK)««i8. ip 


**r^p52« pretiMriOO COrtfareMe on dlscovary 

S7o3Ma7s^4^’*‘' *'<«« 7466 86/11/09 4pp 

'» C^lwn Oft Nocl«a< PoBo- 

S'f •“> 

fcoriea 3cp 47810317.47510319 Coirw«$. 

Si -s 

era ei oppoftKsn w ap^snrr!c^ Iw •"# ((«''■ 

laacns 44A & 443 toT^as ijnmaRr *spoviw ol jowi inietvenor Cot- 

ginnm 88/1 1/09 
7W Ip 47512040.47512^0 Safety er>d liceftsmg Boart 



0^^#^ 7485 88/..,.. 

C^S^OOTer-CW .r^3M!S75‘raS«*"^ *^68 7480^1^^^ 
8ain60»7 MRC SUi« moonn in, 

»«#« SPP 47510^^,5,^5^ '« Hea/inoa. #488 7481. 88/11/14 CoflW 


8911160309 CommonwooUti ol MA niiy gonoml motion lo compel ari?«6n. 
lo Commonweollli ol MA ollir goriorfll second sol ol intoitogalcfies ' Vi -’. 
Svo 

SNEinen.C.S Massoctiirsolls, Commonwonlth ol #480 7497 ep/’i • 
Safely end Licensing Board I’nnol. tOpp ■I75l0.2‘l7-475lt>26l. 

8611290037 Momomndum.' Advisos ilmi Oonrd vnll cons-'dar commenis 6 , t 
procaodiog on slgnificanco of ALAO 003 lo miorciso coMcm.ons ii ti- 
be(o.-o e0fl23Sofvod on 0811 15 '* 

SMITH, I.W. Atomic Snioty and Llconaina Conn! (>of\oi #488 7490 , 

47691:1(}0-‘l7691:1O9. “ ®" 


9811200071 Appl.'cani edvico lo Comm'sslon * Forwards QppLcem eeiiP 1 
monl as to slaiue of roco/d of bankruptcy. 


OlGNAN.T.G Public Sorvico Go o( Now ftampslMto. OlQllANTC 
#488 7606 80/11/14. 4pp. .17601:234.47501:250. ' 


••8911290078 Appficflnl sinlomoni ns 10 sinius ol roco'd as to Pubic Sr" ' 
Hampshire benkrppicy.* Discussoe ollocia ol Ming voluniery Cbspiei 11 »• 
toiY ol poBitlona lakon & rosponsos In procoodmn CoiWicaio ol Sve and 
DiONAN.T.Q. Public Sorvico Co. ol Now MampBiifro. DIQNANTG RooesS 
11/14. 13pp. 47691:238-47601:260 ' ^ * 


9611200108 NRC Sllilf molion lor 2.dny oxionsion ol l.mo lo respond lo ' 
reopon record & Islo li'od conlonlioos.’ CcMl-lenio ol Sve encl 
REIS.E.J Assistant Qonoiai Counsol lor lloannns #400 7520 88 / 11/11 
Stono'S.Spp. 47581:200-47501 204 “ 


9911290057 Commonwoollli o( MA ally gonoral motion to compel product, 
menia.' Aoquosis Ibal Board oxpand terms ol oxisting ptoloclive order r 
ollvoenoral (0 lul.'y /oviow A assess mnllo/.Corlrflcoto 01 Svc oncl 
TALBOT, P. MessftClHrsollB. CommoftwOBllh ol #408 7529 08/11/15 Ato 
and Licons'rig Board Penol. 0pp. 47601.107-47691 204 


sen/iwos: t.orrrnon#ooiili ol MA ally gonaroi rosponeo to eppiiconl seco 
iw prolaciion ol docurnonis.' Ally gonornl wMi produce rosppnso Occur 
agencies kalotl In Rosponeo 2 Roltiiod cwiospoiHJonco 
TALBOT,P. Massachusolts. CommenwonHh ol. #400 7620 08 / 11/15 Pul 
Co. 0 ( Now Hempstiko. 4pp. 47591. 285 47601 221 


-#«TI7SW6B Joini inlorvpriOfS onswor# 10 appllconi roouofil lor admissioni 
no/i Roiaiod correipondonco. 

Cemmonwpoilii el, TRAncONTE,/ Ses 
Pwwioft Leagw. TP^ICONtLj. Now England ConMion on Nuclear Pc 
11/16. Pi/b.ic SP/vlco Co. 01 Now Hompshlro. 4pp. 4760f:209.47S9l.2l2 

""^ir Coromonwoftllh ol MA ally gonoral lo applieaM 
reeM*nd«4e° ""y gono/ai.* Corlllicaio ol Svc encl F 

Ii«5 C^ornmonwooilli of. 00/11/15. Public Ssr 

New HampsNro. 9pp 4769i;213.4750l:22l, 

fospoftso to Commonwoalih oi MA Ally Qsneral Ji 
venfir 1 l 6 «N 0 fy totjuosis concerNng 

TBf?LiT®iT»®D '^'po/Micalo Ol 8vc rtolaiod corrospondence 

7 SM Vft? i r*)i ft*® s®i ®' Hampshlfo. Tn 0 UT.rp. Ropes A 1 

4t|I 2M3 *"'* Ucensinfl Board Panel. 85pp. 

lesponso 10 Commonwoalih of MA ally 
miin;Le ol documoniB ro Soabrook plan lor Commonweakh c 

mwviios A response lo moiion for prolociivo o/der.W/o ©ncIs.Relalod c 

M/S'‘w*i?''^ Hampshiro SELLECK.KA. flop 

88/11/15. Dockailng & Services Branch, ip. 47692.023-47692.023. 

'esponso lo CommonwoafiM ol MA ally general soco 
t»n?im?rrr?ift • r lo eppileani ra Soabrook plan lor Commonwi 

STlfTv t A <^f»!''cale of Svo oncI.Relniod correepondonco. 

^08 753S Hampshiro. SELLECK.KA. flop 

47691-W9 ' Maasachuaeus. Commonweaiin ol. Mpp. ■ 

fa’POFiso lo Interveners motions lo reopen record A 

CLltV/ mIoS'^ * ^ " 

»toK'59^p''r7MlM 

*v6nw8*?Mom»wA'?** ?* Palersen.PB Erickson A Ll Kopp in response 10 
^W8 Ooeommissfonlna conlenlions.* Supporting documoniation A Certific 

KOPP.t-< Oil, CO ol the Qer.e,ai Counsel. 

“sJSS.OTCerimca'Je^o^^ 

clwn #^le 7 fi 5 ft >''"eabuiv. MA. MCGACHERN.P. Shames 

Ciwin. #488 7626. 68/11/16. 4pp. 476ei:266-4769l:269. 
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&at 1290050 Momorandutn & order (rulr^y on appl.cant motion tor 8ar\cl<ona).' Common- 
Moalih ot MA ally general may noi use into galheroJ alier 801007 as ot^ence or tor 
cross-exam H wr.I lace sanctions il info d sclosed Served on 801 1 16. 

HAROOUR.J., UN£N6£RG£n,G , SMITH.I.W. Atom C Safaly end IfcenS'ng Board 
Panel. #468 75M 08/11/17. Public Sonrico Co of New hlampsh-ro tipp. 
47591 002-47591:012. 

68f 1290055 Order.’ £xlondS (imo in wfiicb Comm sston may review ALAO-S82 & ALAB- 
695 until 66121 9. Served on 081118 

CHILK.SJ. Office of the Secrets^ of liie Comm’sslon #488 75t3. 6B/11/17. Com- 
mssloners. Ip 47691.013 47S91013. 

6811290079 Forwards corrected Panes 3 & 10 to NRC response to Iniorvonots mot.on 
10 reopen record & admit lalo-liiocf docomm.ssloninQ coniortllons.filod or* 661 1 16-Cei- 
li'icalo of Sve end. 

SEftHV.GA Assistant General CourjseJ for Hearings. #406 7527. ®®/ft/l7- 
Chilk.S J Office of ihe Socrelery of Hie Commiss'on. 3pp 47591:263-47581:265. 

6611290096 New England Coalition on Nuclear poiiuiion (NECNP) response to appk- 
cant A NRC Stall beets in opposition to NECNP appeal ol Boaro order did 880606 * 
NRC lias tailed to show ihai plant could bo oporaloa eafely.Svc lisl ancl. 

Curran, D. New England Coaimon on Nuclear Pollution CURRAN.O. Haimon. Cvtrart 
& Tousley. #466 7525 08/11/17. Atomic Safety and Licensing Appeal Par^ Spp 
47591:270-47591 274 

6611290158 Intervener obieci'on & response to applicant advice to Commission ol 
681114.' Principal sot lorib In ALAB'422 applies equally to Quesllon ol oporai-onai 
safely & maint Stfpporiing documeniaiion & sve list end. 

BACKUS, R A Seacoast Anil-Pollution Leaguo. OACKUS.nA Harnplon. NH 
Backus, Ra New England Coe'it'on on Nucleer Pollution. #488 7534. 80/11/16. 
Commissioners. 26pp. 47591.040-47591.067. 

6611290136 New England CoaMion on Nuclear Pollution second set of suppiemonial 
answers lo applicant first sol ol inleirogalorles etc & enswers to applicant iniorrogaio 
lies a request for. Sve lisl end. Related corre^ondonco. 

CURRAN.O. New England Cos'Juon on Nuclear Pollution. CURRAN, D Hettno/i. Curran 
6 Tojsley. #468 7539 66/11/21 Public Service Co ol New Kampshiie. Spp 
47591.018 47591.020. 

6611290170 NRC StafI rosponso Ip moHon ol Commonwealih ol MA ally OPmi'Ai lo 
reopen record lo consider evidence concom'ng jolni applicant llnandai ^Akiicaiiorts 
to MeraiQ Saabrook Nuclear Power Station.' Carlilicaie of Svc and 
BERQOUIST.SA Assistant General Counsel lot Hearings #408 7632. 68/11/21. 
Commlaslonors Spp 47591:069 47591:076. 


H. Qarieral correspondence 

6911140167 Comment opposing proposed rule 10CFR50 re eefoiy & ovacuation plans 
lor reactors 

MANtELL,AN. Allii.aiion Not Assigned 87/02/26. NRC • No Oolaiied Ailiiiaion 
Orven 2pp. 47495.'098'4749S.897. 

96II1402SI Commeni opposing proposed rule lOCFRSO re authori2aiion for uiii to lor- 
muiaio & subaliiule evacuation plans lor plans not submitted by slates 
COHEN.C.A. AffViaiion Nol Assioriod 67/03/OS. NRC - No Oala'.'od AfMai'on Orvan. 
3pp 47495 262-47495:264. 

B6I02S0472 Requests mat iisied ciiangos bo made to NRC corrospondonce to facAieie 
irenemmai of NRC Oocumam to piani 8 lo rofieci eba/'gaa of porsonnoi 
THOMAS.GS. Public Service Co of Now Hampshire. 0O/tO/i6. Oocumoni Conitoi 
Branch (Document Control Oosk). 2pp. 47270 02^47270 023. 

6611090111 Commcnl on proposed rule fOCFnSO re NLiREO-t3i7. "Hegufaiory Op- 
tions lor Nuclear Plant Liconsa Renewal " Safety sys (uncuonet insps 6 conii^taion 
mol programs support renewal basis as opposed to relicensing process. 
St£INHAROT,CR Wisconsin Public Senrico Corp. 66/10/26 Oockeiing & Senneos 
Branch. 4pp 47422 354-47422 357. 

6611170311 Responds to 661015 postcard recommending hoop-ng Seebrook 6 Pilgrim 
facilities closed & question re nuclear waste disposal Two levels of waste for commer- 
cial nuclear power plants consideied. 

VARGA, S.A. Division ol Reader Prqjocia - l/ll (Post 870411). 68/11/06. SHIPF.P.B 
Athllaton Not Assigned. Ip. 47SB2 00I-47582 095. 

•*6611170312 Expresses opln-on that plants should remain closod until converted lo at- 
lerr^allva fuel source. 

SMiFF.P.B. Afl-l.ation Nol Assigned 60/10/15. NRC • No Oolollod Afl/JeVoo Gwen 
4pp 47582 092 47502:095. 

6611230070 Responds lo 661014 IK (o Chairman Zech urging NRC (o proceed Immodl- 
Biely lo reslad Pilgrim & license Seabrook. Restart & licensing will nol lake place unl-l 
NRC fully salisl-edihal sale operations can be performed. 

VARGA, SA Division ol Reactor Prolecis ■ I/ll (Post 870411). 60/11/16. EUSTIS.W.E. 
Ecolog-cal Enierpii&es. Inc. 4pp. 47641 276-47641:261. 

-6811230074 Urges relicensing ol Pilgrim & expedited operation ol 
Seabrook.Newspaper clipping encL 

EUSns.W.E. Ecological Enterprises, Inc. 88/11/14. 2ECH.L. Commisrtooers. 2pp. 
47641:280-47641:281. 


I. Pfnandsl information 

6611100031 Forwards motions ol Commonwealth ol MA ally general to reopen record 
lo consider evidence re applicant decommissioning plan & linancial quablicaliorw lo 
operate plant & lato-Mod contentions 

DEAN.GB. Massachusetts. Commonwealth of. #480 74 29. 68/VI/02. Office ol Ihe 
Secretary ol the Commission, ip, 47419.265-47419:331. 

-6811100049 Affidavit of PM Strauss * Discusses why applicant Oct 1968 plan in re- 
sponse to NRC Order CU 66-07 deemed inadequate lor esKmaiing decornmfssroning 
costs lor jplani.Supporting into end. 

STRAUSS, P.M. Massachusolls, Commonwealth ol. STRAUSS, P.M. MHB Technicol 
Associates. 88/lt/OI. 20pp. 47419.262-47419 298. 


—8811100061 Commonwoolih ol MA Ally Genuial Shannoi late li'eci cemeni-ons 
cottcorivng Joint appicani fnar'.cial qualiicaions to eperete Soabrook Nudoer Power 
Staten ' Supporting documaniaiion & Ccriilicalo ol Svc Ond. 

' Massacnussiis, Cornmonwea'th of. 08/11/02 Cnnrn-ss cnors I6pp 47419.314- 

47416:331 

6611100094 To-wn of Hampton motion to adm t laio-Med content on & reopen record on 
dppficaitl Anandai queAficahon to decommissio-t SoabruJk stdtion ' (.aio fifed conten- 
i-ort sid satisf od baseci on good causii & moans to protuct Intoiesi 
QROCK.MT Hatr.plon, NH BROCK, M.T S^alnos S McCad'orn #460 7420 08/11/ 
02. Commsslonets. 6pp 47419 236 474 10.252. 

—881 1100106 Town ol Hampton contention on app'icani plan to fund decomm ssion ng 
coals ol Sonbiook Stai on * Bupponmg dacumo.deiion & Certii caio of Svc end 
OROCK.M.T. Harttpiort, NH. BROCK.M.T Sha nos 8 McEachorn 66/11/02 Commis- 
stoneis lipp 47419242-47419252. 

6611200071 Applicant advice to Commission ' Forwards opplcani 681110 Ur & siaio- 
moni as id status of record ol bankn.ptcy 

OfO.NAN.T.G. Public Sorvce Co. ol New Hampshi-o OlGNAN.7 G Ropes S Gray. 
#488 7506 88/11/14 4pp 47591 234-47591:260 

6611390158 Intervenor otijoeiion & response to app'icent advice to Commssion ol 
861114 ' Pnncipa' set loilh in alAB- 422 apples equally to quos'ion of opcvalionai 
safoiy & maint Supporling documcnlaiion & svc I st end. 

BACkuS.RA. Soacoaai Anh-Pollution Leaniiu BACKUS.RA. iiampion. NH 
OACkUS.R.A. New England Coa'ition on Nuclear Poil-Jion #406 7634 68/tt/i6 
Commissioners 20pp 47591:040-47591 067 


P. Opeiatino license slaQe documonls & correspondence 

6810I6O3SO Generic Lir 08-17 to all holders o! OLs cr CPs Ici PWRs re loss ol 
OHR Svc list end 

CRUTCHFIBLO.O. Associate Di'oclor lor Prolecis (Post 8704ti). 86/10/17. Consoli- 
dated Edison Co. ol New Vork. me 64pp. 47279 156 47270 24) 

6610250362 forwards changes lo doscilpuon of opoiaionai OA piugiant, provided In 
lotm of fnarVorl-L>p FSAR pngfis 

TKOMAS.OS Public Serv-ce Co. of Nuw Hsmpsfilio 86/10/10 Documoni Control 
Orands (Oocumoni Control Dusk). 20pp. 47262 152-47202 170 

6910250164 Genenc LK 86 ID lo a>l Icenssus of opu'Blntg readO'S 6 holdors of CPs re 
piiini locofd sioiego o-n opiicai disks Svc i st unci. 

CHUTCMFiClO.D Assoc-oto D«CC10t lor PiOlOCtS (POSI 870411) 88/10/20 Consoli. 
doled Edison Co Ol Naw York, tne 45Dp. 47513 001 47513 046 

6610270074 Noi4ical<on of 801)03 mooling w/ulil -n RockViilu.MD Id discuss pfeni read- 
mass lor issuanco oi 5”-i luw power i cense Proposed agenda ond. 

NERSE8.V. Project Otroctoiato 1-3 68/ 10/20. WESSMAN,H H. Prujoct Oireclo.-ato 1-3. 
6pp 47335 202 47335 2B7 

6611820351 Adwses that FSAR updates & icensoo cornmiirr.oni lur luiihoi upcloing 
sahsiios requbemonts of lOCFR50.7t(o] & sccoplabio. 

WESSMAN.RH. Piojcci Onoctoroio 1-3 69/10/25. OUFFETT.JC Public Soivics Co. 
ofNowHan^stiito 3pp. 47412 144.47412 148 

6611030144 Requests eny info 10 Substantial a'loyed Claims ogamst util that have mail 
beatinfi on financial qua! i.eat'On of hconsoa by 801 1 10. 

NERSES.V Projoci 0 ractoiaie 1-3 00/10/27. BROWN.E A. Publ.c Service Co. ol Now 
HampsNre. I6pp 47422:287-4/422 304. 

6611019383 Responds lo loqudst lor odd: into ro "Plan in Rusponso to NRC Order CLI- 
88-07'' CaicuiBied loocio' cooianl iail.oaci.viiy lovois lot Co60.C8-l37 & Si-90 onci. 
THOMAS.GS FYrblic Sonneo Co Of Now ifampshi’O. 66/10/26 Oocumcni Controf 
Branch (OocWenl Control Desk). 7pp 47401.074.47401 000. 

6611020240 Forwards ropl. "Soabrook Yis." per 881019 lotconruquosi 
NCRSeS.V. Ptoioci Orcctorafo 1-3. 86/10/28. LlTWIN.li Affiutton Not Ass'gnod. fp. 
47421 006-47421 098 

-66 11030344 "Soabrook Yro " 

* Pi/hkc Service Co ol New Hampslue 68/10/28. 30pp. 47421.007 4 7421.098. 

6611020371 Submits IcuRh ropt on observations ol uhi Imsnc.al dilt.culiies 6 impact on 
■■censing actions & plant activities, slating indicei ons ol mcrooso in silo ect.vities con- 
sisioni w/minatpr> el nttaiup preporaiions 

NERSES.V. Project Diroclorete 1-3. 68/10/20 VARGA.SA Division ol Roador 
Plelocis - l/ll (Post 870411) Ip. 47415:089 47415 069 

6611140414 Forwards "New Hampsivre Yarkoe Sell Assossmenl Team 1989 Phase t 
Repu*' lor 880922. 1020 on listed areas 

BROWN.EA. Pub'ic Sorvice Co ol Now Hampshire. 88/11/04 Oocumoni Control 
Orenct) (Docrmieni Control Desk) 6pp 47544.151 47544.169 

-8611140417 "Now Hampshire Yankoo Sail Assessment Team 1068 Phase 1 Ropt." 

* Public Service Co of Now Hampsh-ro 88/11 /94. 33pp. 47544 157-47544:189. 

6611210166 Responds to 681025 Ur & questions re (notion tiled on 861019 in bankrupt- 
cy proceedings Involving uM & subsequent oral request lor update on status of nogo\i- 
ab^s botwoen util & Massachusolte Municipal Wholose'o Electric Co. 

BROWN. E A. Pub'jc Sorv.ee Co. ol Now Hampslvro. OO/ii/iO. NERSES.V. NRC • No 
Oelailod Alhhalion Given. Bpp. 47614:122-47614:127. 

6611210165 Discusses plant linannal dillicuUios & Impaci on licensing act ons & plant 
activities 

NERSES.V Pfoioct Dnecioraie 1-3. 88/11/lS. VARGA, SA. Division ol Roacioi 
Proiecis • I/ll (Post B7041 1) ip 47506 264-47596 264. 


Q. Intpeetlon reports, IE DuHelins & correspondence 

6610030249 NRC Into Notice 88-070, "Misuse ot Flash-ng Lights tor High Red.ahon 
^ea Controls " Svc list end 

ROSSI.C.E Division ol Oporoconai Events Assessment (Post B704II) 68/10/07 
Consolidaied Edison Co. ol Now York, Inc t23pp 47279 242-47280 003. 
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M'OtCJ'J’. ■>v;'.^e'C45 3-:*e''R<'-ir-f'gy'«'‘S»-JasonAnchorOefVt9 

' 'V £‘Cf's Assessineni <Po9» 87Wn> 63/10/14 

■ ^ c' Vj<v liepp 4/463 199-47463316 

■ . r.:- 6?<4i 0';<i-.e */o-o« s^aH Keys m Ui*u»M»!ie Moiw 

‘ ■ ■* ‘ 'i- -V . - •’■ Oct'a'<<‘-ai Assessrrer-i [Roy 67041H. 8B/10/20 

- , jn.'.- cUr^ r«*. i.'ic I i9pp 47280 004-47230 123 

rmy. - vt Pett 6-: J13' 6« ' 2 On 630907-09 NO vw-*an(WS iioied 

» ! - ‘' M ^ -I'r t C': c'r-et>v«>y 83/10/20 HARflISON.RJ PuW-C Service 
• ►‘A'tV 2rP 4T37/ 143-47377 ji6 

-411}] 13499 ---i fi.it W 443 39 >2 on 8a0907-WNQ vurtabons noted Mejot areas 

....M ,< >-■ r£.li<—.p «’ir1 im ta^l.ru 

the Orecio' 06/10/20. 6pp 
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-6811140768 Trensc/ipl ol 881103 moolmg w/ulil in Rockvil-'o WO 10 plariisj'^ 
i3sua/)ce d /P# power I'consol^ 1 -05 SuPpoiilno documoniai'on onci '"'^isfo/ 
• NRC • No OetM'od AfW'fliion Given flQ/U/oa 0?pp. 47537 108 47537 20? 


OOCK£T 50-144 SEABROOK NUCLEAR srATION. UNIT 2 


A. ApplJcatlon/construCtlon aiage documenta A correspondence 

BBIDiamso Genoitc tlf 8817 to all holtlois ol OLs 01 CPs lor PWRs le ^ 
DUH.Svc'isionci ’ 

CflUTCHftElO.D- Associaio Dirocior lor Projocla (Posl 870411). 89/10/1? Cw-eax. 
dated Edison Co ol Now York, Inc. 04pp. 47270:166-47279 241, '-^w 

6818380164 Gfinwic Ut 08-16 to all hconsoos of oiioraitngioaclots a liolde-solCPs/a 
plant record sloraoo On opiical disks Svc lisl onci ° 

CRUTCHFIELD, D. Associaio D.rocior ior Prolocls (Posl 070411). 08/10/20 ConvA. 
dated Ed^on Co ol Now York, Inc 45pp. 47613 001-47513046. 

8811030371 Submits loudh topi on obsoNRCona ol \ilil linancial diHicoities a TpacitHV 
Kconsi'eg scrons & ple/il aciivllioi.sinting Indicol-ons of incroaso in sue scf/iUscov 
sislonl w/iniiiQl'on ol Vioatup preparations. 

NEnS£S.V. Piojoci Dirocloraia 1-3. Ofl/iO/20 VAHGA,S.A. D.viS'on ol Pes-ta, 
ftoiocis • f/U (Posl 070411). Ip 47416 009 47415 000. 

6811210165 Dscussoa plant imanclsl diflicullios & Impact on licensing aciions j piaj-^ 
ecwriss 

NERSES.V. P/oidcl Di/ecioioto 1-3. 00/11/16. VARQA.SA. Oivlson 0! PMciiy 
P/ 0 |ects • I/ll (Posl 870411). tp. 47600.2B4-47S0O'2O4. 


f. Security, medicai, emerganey A Ilia praieciion plans 


681 1020166 Forwards Plgi/ro 2-4 10 Addondum 1 10 plant publ.c alert A noiificaions/s 
FEMA-ntP-tO doslgn lepl.Fifjuio wtiWiold (ipl 10CFfl2.7B0).Vii/OH Onmsloy L'':di3re- 
leese momo 

ThOMAS.G S. Public Service Co. ol Now Hampstilro. 00/10/14. Documem Coni-ol 
Brancft (Cocumoni Conirol Desk). Spp 474 12.054-474 12 050. 

8811040066 Forwards PEMA 601014 in iransirillinQ FEMA ianaw ol SsabicpOkjxnly 
Massacbuseita commijniiio). 

NERSES.V. Ptolocl Dliocloraio 1-3. 00/ 10/25. DUFFETT.JC Public Sen-ce Co. of 
NewHeinps/iltO 4pp 47440.315 47441:132. 


6611040081 Advises thel iiiu 6Q1006 mBtl to Soatxook plan lot Cemmonweain c‘ MA 
comnuwi'Oes A FEMA-RCP-tO dosinn ropi on votUcuiar alert A noMicaiien tyt rer- 
talna propnotaty into A wiii bo vniWioid itom puUic.per iOCPn2 760. 

NERSES.V P/ojoci O.rocle/Bio 1-3. 88/10/27. DUFFETT.J.C, Publ’C Sennce Co 0/ 
New Mampstii/o. 5pp. 47441:176 47441:100. 


6610310017 Oene/ic Lt< SS-iO lo o'l luol Cycle leci'ily licensee* 
Oossetyng.vMng.impptUng, exposing o' linnspeprting foimuia quaMIliM el Wi'-tgc 
2' ®®8diy force by licensee guard# 10 preveni theft ol SNM Svc let e.xl 
eORN6tT.R.F Division ol Salogueros A liansporlellon (I^SI 870413) 86/10I28 
CeAsoi;ddlod Edison Co of New Yeik. Inc, 3lpi5. 47610:047.47313.077, 

1611 lOM^ Seaeoast AnH-Poiiotien League conlantiofts on applltanl p'an m istpenta 
CLl-ee o7.* Si/ppoiting documeniaiion end. 

B^KUS.RA Seateaai Anb-Po»ui'en league #468 7427. 88/n/02. Commiworw* 
28W). 474I6:169.474 10 226 


6611100126 Answoi ol Commonwoelih ol MA stty generat In oepoW'OO lo apeictm 
wort lor summary disposition ol jo'nl Iniofvonor Contonllons liiTA A 440.' Appica-il 
8*8"f'cn/ sthotno Suppenmo tlocutnenlaiion encl. 
iHAfCONTE.J Messachuseiia. Commormoarih of. A480 7458. 88/11/07. Aljnvc 
Eelety and Uans'ng Doa/d Panel. 4Bpp. 47418.081-47416:140. 

6611150100 Forwards oddi into re plant public elon A nollllcailon sys FEMA-R£F-'9 
wsign repiUii realliimed commitmoni \o conipteie alien vpoiaOea desoibed #> 
design repi. 

®' f^adlB'ion Pfoieclion A Emergency Piopaiedness (Po)' 
e755O-3O6*47559 30§ Podoral Emergency Managemani Age.ncy 'P 




Seecoasi Ann Pollution League (SAPLJ reply to applicant A siall responses 
n«r^hj®n 'J®-*®''® '888 QtaOed exeicffie.*^ Svc lisl sntl. 

Anil.Poliuiion Loeguo. BACKUS, fl A. Backus, Meyer 6 ^ 
88^70/10 Atomic Salely and Licensing Boa'd Panel 17PP- 
l.i.W^*4761 1:0?7. 

Appiicani roaponsa w Commonwealth ol MA aity genetai lust sei ol mis'; 
f appMcanl on Seabrook Plan for Commonwealth of MA commum-jss 
p Carlilitale of Svc encl.Relaied correspondence. 

Service Co. ol New Hampshire. SMI7H,J.0 R^» 
10/86 Massachuselts. Commonwealih ol 238pp 47256W7 

^ppi'ca'ii tiiowon to sinke basia of Commonwaalih ol MA eity gsws' 
ans ni^i r. on nolillcation sya In nature ol renewed motion lor ssnc.ions 

Cwmonweaiih ol MA ally genera) te'lure to comply w/SoanJ ‘ W/Cefl-t 

74S!^Vft?ifruM'® go. 01 New H8mosh,r0, THOUT.J.P. Ropes A 

* Licensing Board Panel. 18pp. 4 7339.184- 


DOCKETED ITEMS 1&9 


8811010030 NRC Sia» responso 10 lowo of Amesbury first set of mierroostofies & ro- 
Quost for ptoclucfon of documenis to NHC on Soabrook Plan (or Corrwnonwcanh of 
MA coinmunliies ' W/ Cortilicato Of SvC.Rolatod cotrespondonco 
BEPGOUIST.SA Assistant Genotal Counsol lor floatings .VASO 7308 08/10/26. 
Amesbuty. MA lOpp. <17256 2‘t9-'*725B 258 

8811010037 Motion of Commonwoaith ol MA ally gonorsi lo exlond time wiihin ti^ich to 
respond (o appl.cani motion rot sumntary disposition of Joinl (niervonor Conteni-ons 
44A& 44B * Served on eQi020.Cranled for Board on 801027 
' Uassacbuselis. CommonwoaUfi ol. ((408 7303 66/10/26. Atom's Safety artd Li- 
censing Qoaid Panel tp. 47256 271<17256 271 

8811010021 Motion ol Joint Intervonors to oxtond l>mo within which lo reply to app'icani 
two sols of interrogatories & documoni requosts re Seabrook plan lot Cotnmonweanh 
ol MA commonrnes cortfenl/ons * W/Ceriilicale ol Svc 

IPAFiCOiNTEj. Massachusfitls, Commonwealth of. TRAPtCONTE.J. Meiiirnac. MA 
TRaFICONTE.j. Seacoasi Anti-Pollut'On League. #488 7367. 88/10/27. Aiornlc 
Soloty and Licensing Board Panel. 8pp. 47266 250-47256 266. 

8611010031 Confirms 801027 conversation re NRC mollon to compel f/ed On 
681012 NRC has agrood to extend time until 681104 for CommonwroaUh ol MA lo >&■ 
^Ond to moilon Rolaied corrospondonce 

TRAFICONTE.J Massachusolts. Commanwealth ol. #406 7382. 88/10/27. 

TURK.S.E. Ass'slenl General Counsel lor Hearings ip 47256. 267-47266.267 

8811040014 Soacoast Anii-Pq'iulion l.eague motion (or extension o< time (o f-Je re- 
sponse lo applicanis Intorrogaiorios concerning Joint Inlorvenora Coniantloris 6 & 27- 
63.' Served on 881102. Granted for Board on OQKOi. 

* Seacoasi Anti-PoHutlon League #486 7400. 06/10/27. Atomic Safety and Licensing 
Board Panel. Ip. 47339 00I-4733O.O01 

8811040093 Seacoasi Anti-Pollution League response to appllcanl intorrogaiotles & (a- 
qvesi for oroducllon ol doeumooia lo ell Inlervenors A pMicipatl'ig local Qovta con- 
cerning Joint Intervonor .’ W/Svc list. Related corrospondonce. 

DOUGHTY, J.. QACKUS.RA. Seacoasi Anll-Polluliai) League BACKUS.RA Backus. 
Moyer & Solomon #460 7397. 60/10/27. Public Service Co of New Karttpshiia Opp 
47330 052 47330.060 

8811040106 Seacoasi Anli-PoruHon League moi.on for exionsion ol dme lo Me re- 
apoASO lo appllcanl iniorrogaiorles concerning Joint Inlervonors Cpnionllons 6 & 27- 
63 ' Extension ol timo unt I 081 107 regueaiod Svc Hat end 

BACKUS.RA. Seacoasi Anti PoiiuHon League. 6ACKUS.R.A Backus. Mayor & Solo- 
mon #406 7390. 08/10/27. Atomic Salely and Licensing Board Panel. 4pp. 
47336 0(8 47339.021. 


0611 1000S6 App'icartI rosportse lo Commonwoa th r}i MA ally general mol on for exten 
stork of dscovery schodulo 8 rnonon oS JO'nt miorvanors to exiond timo withn v»h<:li 
lo reply to NHC SUTif ihird sol ol.. * W/rtoiaiod mfo & Ccrtifica'u ol Sue 
DIONAN.TG PuLiliC Sorvico Co Ot New Hqmpshi'rt UlCiNAN.T G Ropes 6 Gray 
#486 7433 08/10/31 Atomic Saloly anil licons-ng Board Par\el lipp 47410 162- 
47419:102 

e8f>1000$7 AnpIrcd'H roBponso lo rrof-or? of Jemf Infon-onors ro oxtond limu wilhrrr 
which to r^'y lo appl.cer^l two sole of nicrrogalorlos & docemont reg-jas's re Sea- 
brocA plan for CorrirnonwoaHh tjl MA commun ties ’ Ccn.'-caio of Svc end. 

OIGN/LN.T G Public Soivleo Co of Now Hair-pshru OlGNAN.T.G Ropes 8 Grav- 
#480 7432 86/10/31. Atomic Safety and Licensing Board Panel 6pp 474ig:ie:1- 
47419:198 

8811040047 ALAB'899 ’ Advisos that tirr.n for Cummissicn lo review Decision ALAB- 
899 ox(riied Commission decinod rov.ow 8 aoc-sion bocamo f.nnl agency action on 
881037 Served on 801027 Served on OB1 101 

CXILK.S J. Ollice ol iho Secrelaiy ol the Cornmission #406 740C. 86/11/01. Alomic 
Safety and Ltcar»sfnp Board Pane' Ip. 47339 105-473,36 I05 

8611040088 Responso of lowrt of Nowbu'y (TON) to NRC Stall motion to compoi an- 
swers 10 inioirogaloikos 6 production ol documonis by town ol Newbu'y * NRC re- 

S isafs unduly burdonsoma.W/ Cet lifiopto of Syc 
ILL-WHILTQN.R Nowbjry. MA KILL VVrfILTON.R Lagouls. Clark. H .l-Whiton & 
McOu-ro. #488 7412. 88/11/01. Atomic Safety enq Licensng Ooarrj Pane' t2pp 
47339;061-47339072, 

6811040164 NRC Stall responso lo OGIOOB Appoai Boa'd ordor' Apuoai ol 681012 
order does fsol flo al ih s I mo Noi should Appeal Board gram poiilion (or directed cor- 
tJIcairort of order. Cortilicala ol Svc nnci 

6ERRY.GA Asslslant General Counsel (or Hearings #466 7416. 66/ii/Oi. Alomic 
Salaiy and LicansIr^Q Appoai Panel. I2pp 47339. 161-47339.172 

8611100042 CommonwoaUfi of MA any a^neraf answer lo appi-canl motion foi sarsc- 
Irons.* Appllcanl 601020 mol on lor sancliens lor fai'uro lo comply w/6oard protocl vo 
order should bo donlod. Supporting documoniailon & Curtilicate oi Svc oncf 
JONAS.SA Massachusetts. Commonwoaiih of #488 7430 68/1 1/01. Atomic Safoty 
and Llcattelng Board Panol 35pp 47419.141-47419:176. 

8811190066 App'icani responso lo Commonwoaiih of MA (MASS AG) second sel ol In- 
larroga/orias to y>plicani oa Soabrook plan /pr Commonwrairh of MA convnunihoo. ' 
W/CerMicale o> svc. Re'aiod correspondence. 

THOMAS.OS. SELLECK.KA. Public Sorvico Co. ef Now Han<ps>iito SELLECK.K.A. 
Ropos & Gray. #480 7463. 00/11/01. Massachusetts, Commonwealth of. 6tpp. 
474100^-47416:116. 


8811040148 Joinl Siipuiaion re appllcanl motion to strike BasiS A3.* AppUceni with 
(Trews motion based on CommgnweeUh of MA ally general wtihdrewai <H 
siloaalion.Coriitieaia of Svc anci 

JONAS.SA. Massachuseiia. CommonwaeUh of. TROUT.J.P. Pubke Service Co. of 
No^Hern^shita TRQUT.J P, Ropes & Gray. #488 740i . 86/ 10/27. 6pp 47339 210 

881 1040197 Motion of FEMA (or protective order re Commonwealth oi MA etiy gemwel 
notice ol clQposition & request fof production of documonis * 

PLYNN.H.J, federal Emergency Management Agency. #486 7404. 8a/i0/27. Aiomfc 
Safety and Licena'ng Board Panel 4pp. 47339 1/3-47339: <93. 

-8611040184 Memora/ydum of law in auppol of FEMa moiion for oroieciivo order* 
Dale lor production of documents requested to be postponed until 6ei?08 
FLYNN.HJ Federal Emergency Management Agency 80/10/27. Atomto Safety and 
Licensing Board Panel. 6pp. 47339:177-47330:189 


6811100012 Order.’ NRC request to aupnl SOttOi response to ASLAB 801025 order 
grenfodS aheuid bo sarvecl & iiiod by (jDiiOOSorved on 68it03. 

SHOEMMCER.C J. Atom,c Safoiy and Licensing Appeal Fanot. #488 7425. B8/t 1/02. 
Office ol the General Counsel 2pp. 47410:105-474(6.136. 

88 1 ) 10009 1 Forwards moiioos ol Corn/nonwoBim ol MA ally gennrsf lo reopen record 
to considM evidence re applicerri dacomm'ission'ng plan 8 financial qualificat-one to 
operate plant & laie-Mod conioniions. 

0EAN.G.8. Massaohusoiis. Commonivoa'tb of #400 7428. 80/tt/02. Office ot tho 
Sacrofery of (he Commiss’on, tp. 47410 265 474 10.331. 

-861 1 100038 Motion ol Commonwoaiih el MA Aity Qenarat JM Shannon under 
IOCFR2.734 to reopen record lo conalder ovidense concerning jo-ni appl-cent docom- 
ndetfoning plan tor Soabrook Nucloai Power Station & to edm.i attached lato-tilod 
oenientien... * 

JONAS.SA. MessachusoHe, Commonweaiin ol. 80/tt/02. Commissiorars. 9pp. 
47419:268 47419 274. 


-8811040233 Declaration ot L Angelo.* Advisos that Commonwealth of MA 880919 re- 
quosi (or production of documonis will take 160 h of FEMA ataff lime lo 
photocomCorlillcaio ol Svc and. 

ANOELO.L. Federal Emergency Management Agency. 08/10/27. 6pp 47339.I60- 
47339.103 


-6611100044 Cemmonweaiiii Ol MA Ally General JM Shannon lato-liied contenliona 
concernftkg (oini applicant docornmlssloning p'an lor Seabrook Nuclear Povxor Sta- 
itoft.* 


• Massach-jselie. Commonwoaiih ot. 80/ti/02. Commissioners. 7pp. 47410 276- 
47419281 


8811040114 Notice ol deposition * Oaposifion of person lo be named by applcetti wrl 
lake place on 861117 In Boston.MA.Cerllllcato of Svc end Related correSfXindetKo. 
Fierce, A R. Massachusetts, Commonwealth ol. #488 7400 88/tO/2B- 8pp 
47339:012-47330.017. 

8811040045 Now England Coalition on Nuclear Pollution supplemental answers to aepU- 
cant firat set ol Inierrogalorles.eic & answers to applicant Intoirogaiorles & te<tuesl lot 
production of.. ' W/Svc lisi.Relaied correspondence 

CURRAN, D. New England Coalition on Nudoar Pollution. CURRAN.O. Hs/mon. Cvtrair 
& Tousloy. #488 7409. 88/10/31. Public Sorvico Co ol New HampsWie 8pp. 
47339:106.47339:113. 


-88II10(K149 AHIdavit ol PM SIrauss ' Oiscussos why applcanl Ocl 1980 plan m ro- 
eponse lo NRC Order CLI-SB-OT deemed inadequaio lor ostimaCmg decommissioning 
costs lor plant Support.ng mfo and. 

STRAU5S.P.M. MassacliusoUa. Commonweahli of STRAUSS.P.M. MHD Technical 
AMoctates. 88/11/01. 20pp. 4 7419:202-47419 298 

-M11100064 Mollon of Commonwaa'ii) ot MA Ally Gonoiai jM Shannon to leopen 
record (o consider ovidonce concorr.lng (omt applicant financipi quaiikcadona lo opor. 
ale Soabrook Nucloar Power Station 6 adm t allachod lata-l lod. -.* 

JONAS.S A. Massachusolts, Commonwoaiih ol. 86/11/02 Commiisionors. I2pp 
47416:298-47419.313 


0811040057 Notice Ol appolnimeni of adlud catory employeoe.* FP Cardie 6 JE Rosen- 
thal have been appointed as Commission adiudicaiory omployaes to advise Commis- 
sion ol isauea ro applicant plan lor funding decommissioning. Sonrod on 831031. 
CHILK.SJ Office of the Secrolary ol the Commission. #488 7395. 86/10/31. 2pp. 
47339.094-47339:095. 


-8811 10006 1 Commonwoaith of MA Atw Qenorai JM Shannon late tiled contontions 
coriceir4ng joinl applicant linandal qjalilications lo operate Soabrook Nudoar Power 
Siaiion ’ Supporcno dpcumenielion 6 Coriihcele ol Svc end 

• MassBChuseilB. Commonwealth ol. OO/tl/02 Commiss'onors. 18pp. 47419314- 

47419-331. 


B8T1040067 Town of WesI Newbuo' suppfemontaf answers lo applicenl first set of inler- 
rogalorles & Tiral request (or production ol cfocuments to all parties & participating 
local govts re contentions * W/Ceniiicato ol Svo.Reletod correspondence. 
MI2NER,JH. Weal Newbury. MA. #468 7413. 88/t0/31. Public Service Co. ol New 
Hampshire. 4pp. 47339.074-47339.077. 


8811100039 Forwards comiciod pages ro NRC reapemse fo 881025 ASLAB 
order.CemiiCBie ol Svc encL 

BERRY.G.A, Aesialani General Counsel for Hoaiings #468 7461. 06/11/02. 
8HOEMAKER.C.J. Atomic Satoiy and Licensing Appeal Panel. 4pp. 47418:003- 
47416.006 


8811100006 Commonwealth of MA Ally General JM Shannon objecUons to appkcanl 
interrogatories & requosts lor production of documents concerning Joinl Infervenor 
Contentions 1-63 6 motion for proteclive order.* W/Certillcate of Svo. 

SNEIOER.C.S Massachusetts, Commonwealth ol. #466 7434. 86/10/31. Alomio 
Safety and Licensing Board Panel. 16pp 47419:117-47419:131. 

6811100047 Applicant response to Appeal Board order ol 681026.* No appeal tfea 
based on onjer nol disposing of slonitlcani portion of proceeding or dismissing Com* 
monwealib of MA from proceoding.W/Cerllficale of Svc. 

OIGNAN.T.Q. Public Service Co. ol New Hampshire. OIQNAN.T.Q. Ropes & Gray. 
#486 7431. 68/10/31. Atomic Safety and licensing Appeal Panel. 6pp. 474I9:177> 
47419:181. 


8811 100046 NRC Sisit response lo Now England Coaliimn on Nuclear Polluiion brief in 
OMcipon of appeal of memorandum & ordor did 860866 * Appeal shou'd be denied & 
860808 order should be allirmed Cerlilicale ol Svc oncl. 

8ERRY.G.A. Asslslant General Counsel for Hearings #468 7462. 66/11/02. Alomic 
Salatyand Ltoensing Appryal Panel. 21pp. 47416.007-47416 027. 

6811100063 New England Coalition on Nuclear Pollution conienlions on applicant da 
commissioning plarr.motlon (or stay ol low power oporaiion & mollon to reopen 
record.* Supporling Into & Svc lisi oncl. 

CURRAN, D. New England Coalitn^n on Nuclear Po'lnt on CURRAN, 0 Harmon, Cunan 
& Tousley. #48 6 7426. 63/11/02 Alomic Soloty and Licensing Board Panol. t9pp. 
47419:332-47419:350. 



200 DOCKETED ITEMS 


eettl000€7 Seaioasi Ar.^Poilu'.^ Leagus coni&fiiions on appJicstrt nten in lesoonse 
to NRC Oxtei CO BB-Q? " Supporting cioctimentaiion onci 

BACKliS.RA Seacoesi Anii'Po:>u!ion Loagua BACKUS.RA Sackus Mt>vei & cqm. 
mon #48S 7427.B8/U/02 ComoiiSSiOnefs 26pp. 47419 igg 47410 jje 

~90111OOO93 Atfidaint cl J Ooughiy.' Discusica applicant p'an l.n tcsaonso to NRC 
OrdSf Cli 98 07. 

DOUGHTY, J. Seacoasi Anti-Poi'ution League Cfl.'ii/02 4pp, 47419 2PS.474ie22o 

8811100087 Tomn o1 Ambesbjry fojponso to appt.'Cant second roquosi r« protiucl-on 
ot decumenls to al) Iniervenofs & participai ng local govts concofnifto jo ni iniotvom/ 
contentions ’ W/ Re'aiort (nfo 4 Cen ficaie ol Swc.Kalated conasponaen-a 
LORD.W. Antesfiotv, MA. #406 7420 08/11/02. Putilic Son/ice Co ot Now NamD. 
SfWO Upp 47418.351-47410.361 

88III00094 Town of Hairpjon rrofon to ad/rii lalo-dled comoni'on i <oopen rocofd on 
appiicaM (tnanciaf ijviaH cal on to decommisa'c.n SeaUrooV siolion ’ lalo-Kod ccnian- 
(lon sid satisiiad based cn good cause & moans to proloci inte/osl. 

BROCK.M.T. Hampton. NH. BROCK, W.T. Sfia'nas S McEache/n. #408 7488 68/ii/ 
02. Comm.ss'onef8 6pp 4?419236-474ie.258. 

-88111M106 Town ol Hampton conleni.on on applicant plan to fund deco.'nm:ss'onl-» 
Station.’ Supporting documontavon i Certificate ol &« ontl' 
BROCK, M T. Hampton. NH QROcif.M T. She nes & WcEachoin 06/tl/02 Comnus- 
S'onets. llpp 47<192<12-474J9252. oommis- 

8811100028 Advises mat LW 2ech p'ans to lou/ plant on 061121 Parlies wsh-no m 
attend shoiiW notify WF Kane of Region l by &Bn U.Served on66lt04 ® 

?p^^4'l'9 13^74?^®'^' o‘ '*'0 Counsel 

8811100070 Appl/cani /esponso to Commonwaalih of MA aity oenerai Nai reouesi fnr 
of docu-T.enia lo aw-lcam ro Seabrook plan (o\ (cS^mon^atnt MA 
communii.-es. W/Certificala ol Sve Reiaied coriospondenca 

S' Hampsh ra. SElLECK.KA Ropes & G/oy 
47410 060*^' MaasBchuaciia. Commonwealth of. 23pp 47418 026- 

8811100148 Applicant roquesl fof adm.askJna to iMorvonoia.’ Reouesis ihai aiaiwd w 

IfeS OB 1 . . Sorv.co Co. ol New Hampshiro. THOUT.J.P. Rones & Oiav #460 
47418 W and Licensing Soaid Panoi. 474ie*W- 

Seecoaat Anti-Pol.'uiion League motion to vacate Boatd order on ba«i« oi 

'n il7f resDOAsoa on domi inioivenof coo- 

ionliOr>8. Cof Qovd c<s 60t on OS 1 100 

'®! «i'R'*sions 10 Commonwealth ol MA atty general • 

ol1« enel ?eS!erMfraapo')5deS. respoAS^t^e-Wkceto 

#!flfl^» 44 o Hampjhifo. SELLECk.k A flopos & Grey 
47^410235*’ Saiety and Licenat.ig BoafO Pane). 6p^74i9230. 

I’’ fosponse in Commonwoatth of MA a«y aeoaiai i.tsi eoi 

CommonweaUA TO ScunmiSS' 

elT/'e»iLzi*.?r??i® ®Lv’® ^£l8ied coifespondonce, 

, bV."''® Service Co Of New Hempshse 
SLflpp%9 ^l^574*9S ^ “■ Wfissachuseits. Commonweaiin 

motion (0 vacate Boa/d oedo/on basis of 
wio^ cgreemefti to extend time Irjr discoveiy responses on Joint tniwvenor ton- 
cf arv^fc c«"’f»lo}e atswora can be provided by 88 1 205 Sve fist and 

BACKUS.R A Seacoasi Anli-PoMirtion League BACKUS R A Oackue A/nvor A <;nin 
«4''lBl7T474'troea®*''''®^' and^Llcen*4“^|cd^^&*%2: 

iSri’rBM V ^?‘ '0 Of Amosbury first set of inierrooafwes 

o^^R^LeSfowswnd^nci'’' commumtios.- W/Cerntreete 

SS^'ma: 5&.4M19l|Slf7" 

soppiernenlal response lo 88)026 ASLAB order.* Appeal from 
onu?um deve-o^ewew/ 

lMery’'a^d^Llc''e®/s^^^^ A.omte 

Responaos ol fEMA lo Commonweaflh of MA ally generaf lirsi reouesi for 
production ol documents to FEMA re Soabrooh plan lor Com^nwealih UrtA 
X't^u pe«'''«'e O' Sve encLRolated conespSndence ^ ^ 

r Eraetgency Management Agency. #468 7488 86/ f 1/04 Massa 

chuseiis. Commonwealih of. Opp 476t f:26e-476l l:306. **“ 

*’wUifh^af*MA '® ‘^P'^snt moiiona for sanctions againsi Common- 

SaWnd BoS^n^.‘'SS' 

Salety andUcensTg Board Panel. 48pp. 47418 061.47418:140 """"c 

?'Amesbury lirsi reguest for production ol r/oc- 

^aie Of Svfe'JIc^Ro^Ioterespo'J.d” ' Corn'- 


®"'' fiono-'ai losponao io 6B1025 ASLAB or3M’ 
•n prieortinns Sf/cernka^ of S-ir o' 

^SsmXoa?Cot- 7pT47sToi:;o.?;6io2'ii 

Appt-cani response to 00tO25 Board order (directing adcll Orfei-ig S s-da 
^ Cerwicaio ol Sve onct 

84^ Taon^ft^M ?' ^'a'"PS'’"0 O.'GNAN.T.G. Ropes & Ora. 

47:f^l36 Aiom.c Saioty er-j Licensing Board Pano.'. i7pp. 475 i2iJ6. 

‘’.''2?° ilecision to a'low furihor 5-wk discovoiv pocod !» 
^efvnno? Atty Goaefai o* Co>^n^onwoailh of MA NoiMdo coosiooted le’i w 

oi$COvdr. Sorvod on 081 1 10 ^ 

475l^M5.4759f2^5’^°’''®®'°'^®'' eO/11/08 ^ECH COfr-m-ssionsrs Ip 

* nn?Inm P'«"03'ing conietonco on dstewery 

Clfiw Several oral tukogs, including end of at n»w discovor, aQainr. 

47510 339 47510.342 Licensing Board PanoJ #408 746G 88/11/09 rpp 

corrected lirst page to Now England Cooinion on Njciear Pol:3 
nan uui 102 conicniions on app-'icani docomirissionirw plan.molion Icf SiSy ol low 
rflrSflfi ^ '’’OTO" >0 roocon record Sve i-st enci 

^UHI«VN.U New Eng'and Coaiii'Dri on Nuclear Poi'uiion. CURRAN.D Harmc.n, Cur-a.-i 
LI^:fV47Lolf7.f75',!,'3°f9 " ■ ROSERTS.T M . CARR.K M Corres- 

Wemo-andurn of Joint Iniorvenors m response lo 881Q25 otdat ol 604(4* 
1 ?’‘0'cisd ccnteniion should bo admittod lor Migetion a 'cw- 
%M‘^e ^ lasuod until eoniontion fully resolved 

'irSalef . Massachuseiis, Commonweeliti of. JONAS, S A Hampion, NH. 

7.'^®*, Coalition on Nuclear Pollution. #400 7473- 80/11/C8. 

Aicmic Safety and Licons'ng Board Penel 13pp 47512 0l2.47512.039. 

Corrects Pago 7,Foolndle 10 Ip answer of Commonwealth ot MA atty gen- 
?If "'Ol.on lot summsiy d.sposiltori el Jolnl iMervenoi Coiv 

imuotts 44A a 448 to read as slated. 

Commonwealth of #468 7474. 60/11/09 

la“IL^V^475S?f!)'’7?fi’t;^ci llcona'ra Bead 

ccrrecicd Alfachrf.oni l to motion ot Commotvwoftllh cl MA Ally 
S^nnon unde, ioCKn2.734 to reooen record lo consider evtfancs ra 
sson-rin plan tor plant W/Certi('cal9 el Sve 
Mas.s|Chi<80iis, Commonwaalih ol #466 7478 08/11/09. JULlANE 
Putk Oocomeni Branch I2pp 4751 i.32i-478f 1:332 

Soacoasi Ann Poi'uiion League responw lo appucani Mcond leaiesifw 
A* ?" *hto/“OhOf & participating local govts concerning joint 

nS M?Hrv^? S' 1 B*' Re'eiad correspondence ” 

5*1*-®' *®'"‘Le'ii''>cfi League. BACKUS.fl.A Beckus. Meyer 8 Sft> 
47^12^5^ ee/11/11. Pubic Service Co. of New Hampshire. 6pp. 47518 Wl- 


Eirtonds lime in which NRC may raspond to Intervonors molions 4 
rlSi V 2 'w OOtemtT.ission'fiQ uniii BBlilB.Servod on 881114. 

® '''® Secretoiy ol the Commission. #408 7400. 88/11/14. Office 
Ol iho Gonera' Counsel ip 47510 325.47510 325. 

Sialf rr.otion for 2-oay extension of time to respond to mobons to 
reopen record & late f.ied contentions * Extension requested to respond to appl.'canl 
e’®" '® d(7cofT:m‘ssiar.ng.w/Cenil.CBte ot Sue 

HEiS.e J Assistant General Counsel lor Hearings #468 7401. 88/11/14. Commls- 
slor-ets 5pp 47510380-47510324 

Appi-cani tQsppnso to motions to reopen record lo consider fmanciai quail. 
. issues P'j^br to permitting low power oporal on. • Motions should be denied due 
fequi'%nv3m5.W/Certitic8le ol Sve. 

JrLao Servico Co ol New Hampshire. OIGNAN.T.G flopos & Grey. 

#488 7498.80/11/14 ComiT.lSbiiners 2ipp. 47510:298-47510 316 

Commonwealth ol MA ally general motion lo compel answers by appLCani 
to L/onwionrwBeith ei MA airy general second set of intorrogatohos * W/Certificate o' 

SNErOER.C.S Massachusetts. Commonwealth ol #400 749? 80/11/14 Atomic 
Salefy arvitjcensing Board Panel I5pp 476i0?47.475i086l. 

881 1290^7 Memorandum. ' Advises that Board wilt consider comments by ell part es in 
pracBO^m on sign.licance ol ALAO-903 lo exercise contentions it received on or 
below 0Bfi23 Sofved on Q6i 1 15 

Atomic Safety and Licensing Board Panel. #488 7499 88/ll/M 2pp. 
47591.108-47591 109. 

8811280071 Applicant advice to Commias.on * Forwards applicant 881110 Itr & stale- 
ment as to status of record ot bai^ktupicy 

Servreo Co ol New Hampshire. OIGNAN.T.G Ropes & Gray. 
#468 7SC8. 08/1 1/14 4pp. 47591:234-47591 280 

-Hll29007e Applicant siaiemont es lo steins ol record as to Pubhe Sve Co ol New 
H^C^hiie bankruptcy.* D.scussos ellecis ol fii.ng voluntary Chapter 1 1 pehtton 8 h's- 
Im ol positions taken 8 responses m grocoading Certiticate of Sve end 
OlGNAN T.G. Pubi-c Service Co of Now Hampshire. DIGNAN.T.G. Ropes & Gray. 88/ 
lt/14- 13pO 47691 230 47591:260 

9811299108 NRC Stall motion for 2.day exionsion o< I'me lo respond to motions lo 
leopop cecoid & late iKsd ccmieniions * Ceriiricaie ol Sve end 
REIS.E.J. Assistant General Counsel for Hearings #408 7520. 88/11/14 Commis- 
alonert. 5«3 4/591:290-47591 294. 
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6811390057 Commonweslih ol MA ally gonerai motion to compol piocfucuon of ctocu- 
marts ' Requests that Boaid expand terms of existing protective order in order lor 
a'ty genera' to fully roviow & assess matter. Cortiiicato of Sve oncl. 

TALBOT.P. Uassachusotts, Commonvuoalth of if4B6 7520. B8/t i/tS. Alom'c Safety 
and Licensi'tg Board Pane). Bpp. 4750 1: 107 'i750)-204 

8611290083 Commonweatth ol MA atty general response to applicant second request 
for protociion of documents.* Atty gonoral will produce response documents front 
agencies listed in Response 2. Related correspondence 

TALBOT. P. Massactiusolis. Commonwealth ol. #468 7628. 88/11/16. Pubkc Servico 
Co. of Wow Hampshire. 4pp. 4?5S 1 .205-47591 .22 1 . 

-8611290069 Joint Intorvenora answers to applicant requQSl (or edmiss'ons lo Irttorve- 
nors * Related correspondenco 

TRAFICOWTE.J Massachuseiis, Commonwealth ol. TRAFiCONTE.J Seacoasl AnU- 
FoliuLion League. TRAFICONTE.J. Now England Coa'iHon on Nuclear PoMubon. 88/ 
11/15. Public Service Co. ol New Hampshire 4pp 47S9i.2Qg.<l7Sdt 2i2. 

-6811290076 Answers ol Commonwealth ol MA ally general to applicant request lor 
admissions to Commonwealth ol MA ally goneiai.’ certilicoio ol Sve end.Rolalod cor* 
respondence 

TRAFICONTE.J. Massechusotts. Commonwoatlh of OO/U/15 Public Service Co. of 
New Hampshire. 9pp 476Qt:213'47591:221. 

6611290118 Applcant response to Commonwoaiih ol MA Ally General JM Shanrton 
mol on lor protective order ega'nsi corlain diSGOvory requests concern'ng Joini inior- 
vonor Content ons 1-63.’ W/Ceriificate ol Sve Relaiod correspondence. 

TROUT, j P. Public Service Co of New Hampshire. TflOUT.j.p. Ropes & Gr^. #468 
7636. 86 /ll/t 6. Atomic Safety end Licensing Board Panol S6pp. 47591:20&- 
47692.023. 

-6611290126 Forwards applcant response to Commonwoaiih of MA atty oertotai re- 
qtesl for production of documents re Soahrook plan for Camrnon'woalth of MA com 
numitres i rosponso (o motion for protociivo ^er W/o ends Related ooitaspond- 
ence. 

SELLECK.K.A. Public Servico Co of Now Hampshire. SELLECK.KA. Ropes & Gray. 
66/11/16 Oocketing & Services Branch. Ip. 47S02:023'476g2:023. 

6B112901S2 Applicant response to Cammonwoalih ol MA ntty genotel eecond roouost 
for produclion of documents to applicant re Seabrook plan for CommonwosHh of MA 
communiiies ' Certificate ol Sve oncl. Related correspondence. 

SELLECK.K A. Public Service Co. of New Hampshire SELLECK.K A Ropes & Ota/. 
#466 7636 QB/U/1S. Massachuaelts. Commonwealth of. I4pp 47601.026- 
47691:039. 

6811290061 NRC Stall response to inieivenors motions to reopen record 6 admit late- 
(lied decommissioning conieniions ' Motions should be denied 8 stay imposed by 
Commission in Cll-68-07 lillod 

GERRY, Q A Assistant Gonoral Counsel lor Hearings. //486 760 1. 68/11/16. Commis- 
slonnra 39pp. 47591;t13 47591:192. 

-881IS90064 Allidavll ol JC Poiersen.PR Erickson & Ll Kopp In responso to Joini inter- 
venorB decommissioning contentions * Supporting documoniolion 6 Ceitilicelo of Svo 
enci. 

PETERSEN, J.C , ERICKSON.P.B., KOPP.L I. Olfico cl the General Counsel. 68/11/16. 
4lpp. 47661.162-47691:192. 

8811290066 Notice of wiihdiewal.' Authors withdraw as ceunsoi for town ol Amesbury 
In proceeding Certidcele of Sve enci. 

MCEACHERN.P.. BROCK.MT. Amesbury, MA. MC6ACHERN.P. Shames & McEa- 
Chotn #488 7626. 68/11/16. 4pp. 47691:266 47691:260. 

63(1290166 Applicant advice lo Commission * Board of directors of MaesacituseHs Mu 
nicipal Wholesale Electric Co (MMWEC) approved MOU beiwoon MMWEC & eppicani 
at 881 1 15 mcoling. Certificate ol Sve oncl. 

OIGNAN.T.G. Public Service Co. of Now Hampshire. OIGNAN.T.O. Ropes & Gray. 
#488 7633. ao/n/ie. Spp. 47691 077-47501 081. 

6911290060 Momoiandum & order (ruling on applicant motion lor sarKbons).* Common- 
wealth of MA ally general may not use Info gaihared alter 801007 as evidence or lor 
cross-exam & will face sanctions if info disclosed Served on 861 1 18 
HARBOUR.J. LINENOERQER.G , SMITH.LW. Atomic Safety and Ltcensirts Board 
Panel. #488 7914. 88/11/17. Public Service Co. ol New HampshJe. lipp 
47691:002-4759l;0l2. 

8811299055 Order.' Extends lime in which Commission may review ALAG-892 S AlAB- 
695 unM 86l2l9.5erved on 681 1 1B. 

CHiLK.S J Office of (he Secretary ol the Commission. #486 7913. 68/11/17. Com- 
misslor^ars 1p. 47591:013-47691:013. 

881 1290079 Forwards corrected Pages 3 & 10 lo NRC response to Iniervonors motion 
to reopen record & edmii late filed decommissioning conienllons.fited on 861 II6 Cer- 
tificate ol Sve end. 

BERRY.GA. Assistant General Counsel lor Hearings #468 7527. 88/11/17. 
CHILK,S J. Office of the Secretary of the Commission. 3pp. 47S9t:2e3-47601:266. 

8811290098 New England Coalition on Nuclear Pollution (NECNP) responso lo epon- 
canl & NRC Staff brlels In opposition lo NECNP appeal of Boaro order dtd 880808 * 
NRC has failed to show that plant could be opetaleo salely.Svc hat end. 

CURRAN, 0. New England Coalition on Nuclear Pollution. cURRAN.O. Harmon. Currart 
& Tousley. #488 7525. 68/11/17. Atomic Safely and Licensing Appeal Parief 5pp. 
47991 270-47591:274. 

6811290168 Inlarvenot obfection & response 10 applicani advice lo Commission ol 
661114.' Principal sol forth in ALAB-422 applies equally lo question of operabooai 
safety & mainl. Supporting documentation & svc list end. 

BACKUS, R. A. Seacoasi Anti-Pollution League. BACKUS, R A. Hampton. NH. 
BACKUS, R.A New England Coalition on Nucteai Pollution. #488 7534. 68/11/18. 
Commissioners. 28pp. 47591:040-47561:067. 

8811290186 New England Coalition on Nuclear Pollution second set of eupotemertlBl 
answers lo applicant first set of inierrogatories etc & answers to appl cant fmerrogato- 
lias & request lor....' Svc list encl.flolaied correspondence. 

CURRAN.O. New England Coalition on Nuclear Pollution. CURRAN.O. Harmon, Curran 
4 Tousley. #488 7539. 88/11/21. Public Service Co. ol New Hampshirs. 5pp. 
47691.01847691:020. 


8811290170 NRC Staff response lo motion of Commonwealth ol MA atty general to 
rer^n record to consider evidence concorr^ing loini applicant financial qualifications 
to <#>eiate Seabrook Nuclear Power Station. ' CerHcato of Svc ond. 

OERGQIJIST.S A. Asstsiarii Goneral Counsel lor Hearings. #468 7532. 68/11/21 
Com>nlss.onor9. Bpp 4760l;069-47691.07e 


H. General correspondence 


6B1I140IB7 Comment opposing proposed rule tOCFRSO re eofoiy & evacuation plans 
for readers 

MANTELL.A.N. Afl.llation Not Assigned. 87/02/28. NRC • No Oeielled Aflillailon 
Gwen 2pp 47465 096 47495 097 

68I11402S1 Cornment opposing proposed rule 1OCFR50 ro authoruation fer util to for- 
rru'aie & siA>sliluie evacuation p'ans for p'ans not submiiiod by states. 

COHEN.CA Affiliation Not Assigned. 87/03/05. NRC - No Ooteiled Affiliation Given 
3pp 47485:282-47495-284. 

8610250472 Requosis that listed changes be made to NRC conespondonce to lacilltaio 
bartsm ual of NRC documanis to plant & to lofteci changes ol porsonnel. 
ThOMAS.O.Sl PuWo Sorvice Co. of Now Harrrpshlre. 08/10/18. Oociirnenl Conirol 
Br^tch (Document Conirol Desk) 2pp. 47270 022-47270:023. 

a&itoSOIII Comment on pioposod ruio lOCFRSO ro NUREG-1317. "Regulatory Op- 
tions for Nudoar Plan! License Rsnowol " Safety sys luncllonal insps & conllguration 
met programs support renewal bas-s as epposod to rellconsing process. 
STf/NHAROT.C R. Wisconsin Pubic Servico Corp, fiS/ 10/28. Oockodng i Services 
Branch 4(^. 47422 354-47422 357. 

881117031 1 Responds lo 081015 postcard rocommonding keopirtg Seabrook & Pilgrim 
tac4itos dosed & qussllon ro nuclear waste d sposal Two levois ol waste lor co.-nmer- 
dal nue'ear power plants considered. 

VARG/VSA Division of Roaclor ProfeclS • l/li (Posi 6704(1). 86/11/08. SHIFF.PB. 
AINalion Not Assigned tp. 47582091-47582:005. 

-8811170312 Expressos opinion ihal pisnis should remain c'osed until convunod to ai- 
lernaitvo fuel aoutco. 

SHiFF.PB. Alfilisiien Not Asslonod. 88/10/19. NRC - No Deielied Affiliation Given. 
4pp 47582062 47582 09S. 


(. Financial Information 


86iltD003f forwards mo<;on8 Of Commonwaaiffi of MA afcy genarai lo reopen record 
to considor evidenco re appi-canl decommissioning plan & Imanciai queiricsiions 10 
eperaio plant & leto-filed conieniions. 

0€AN,0 8 Messechusoiis, Commonwesilh of. #466 7420. 88/11/02. 0ll.ee ol the 
Secretary ol tho Commission, ip. 47419 265-47419:331. 

-8811180049 Ailidev.i of PM Strauss.' Discusses why appiiearti Oct (986 plan in re- 
sp^so to NRC Order CLi-68l>7 deemed inadOQusto lot oslunating docommlss-onlng 
costs lor piani.&upporiinQ mlp one) 

STRAUSs.PM. Msssachuseils. Commonwoelih ol. ec/n/Ol. 20pp. 47419262- 
47419:298. 

-881111)0061 Commonwealth ol MA Any Ooneral JM Shannon isle li'od contentions 
(oncerAing ioini app’.icani iinendei qualifications to operate Soabrook Nuclear Power 
Station ' Supportin^documonieuon i Certilicaie ol Sue enci. 

* Messachusem. Commonweetih of. 68/11/02. Commsslonora lapp. 474i0.3t4- 
47419:331. 

8611100094 Town ol Hampton motion lo admit iate-iiied contoniion 8 reopen record an 
apf^ant linsnclei guaiiiicaHon lo decommission Seabrook station.' Lato ii'od conten- 
ilen sid saiisiiad based on good cause & moans 10 pioleci intoiesi 
BROCK,MT Hampton, NK #468 742B 89/11/02 Comrrrlssioners 6pp 47419 236- 
47419 262. 

-8811100106 Town of Hampton contention on applicant plan to fund decommissioning 
costs ol Seebrook Slelion.' Supporting documeniailon & Ceihficalo of Svc enc* 
BROCK. M.T. Hampton. NH 88/11/02. Comrn'esionsrs. lipp 47419:242-47410:252. 

6611290071 Applicant advice lo Commissiorv.* Forwards app'lcanl 891110 Hr S slalo- 
ment as lo sfelus of record of bankruptcy. 

OIGNAN.T.G. Public Service Co. ol New Hampshire #466 7506. 88/11/14. 4pp. 
47591:234-47591:250. 

86II29D158 iniorvenor objociion & response 10 epplicanl advice lo Commission ol 
881114.' Principal set lorth in ALAQ'422 applies egueliy lo quosl'on ol operational 
eelety & mami. Supporting documeniailon & sva list enci- 

BACRUS.RA. Seacoasi Antl-Po'luhon Leaguo. BACKUS.RA. Backus, Moyer 8 Solo- 
moa #488 7634. 88/11/18. Commlssionora. 28pp. 47691 040-47591:067. 


0. Inspection reports, IE Bullsifns 8 correspondence 

8810030249 NRC Into Notice 86-079, "Misuse ol Flashing Lights lor High Rad-atlon 
Area Controls." Svc hsi end. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 68/10/07. 
Conaotldaied Edison Co. of Now York. Inc. 1 23pp 47279:242.47280.003. 

8810070114 NRC Info Notice 66-082. "Torus Shells W/Corrosion & Degraded Coatings 
fnBWR Containmenis." Svcilel end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411) 88/10/14. 
Crxrsolidaled Edison Co. ol New York. Inc t lOpp 47280:124-47280 235 

8810140212 NRC Inlo Nollce 80-085. "Broken Retaining Block Studs on Anchor Darling 
Check Valves " Svc list end 

ROSSl.C.E. Division ol Operational Events Assessment (Posl 870411). 86/10/14. 
Consolidaieu Edison Co. 01 New York, Inc. I16pp. 47463. 199-47463 318 

8810140018 NRC Info Notice 88-084, “DelecUvo Motor Shalt Keys m Limilorque Motor 
Actuators." Svc l>st end. 

RL^SI.CE. Division ol Operational Events Assessment (Post 870411) 86/t0/2O 
Consolidated Edison Co. ol New York. Inc. 1 19pp. 47260:004-47280:123 
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) ‘i '■-CO. ■>3 QtOyfxK m OC Disi/itHiCOn 

t r -'a -'i' E.cMs Asic^ir.fe^H (Po^ 8?04tll- 88/10/21 
■"j >>•. r--; M 6 p{P 47463 C 81 - 47463 .«e 7 . 


8810260164 Ganctic LU 88-10 10 OK licensoos ot opOfnling foaciors 8 holder,.. 
p*anl rocoidsio'Bpo oo opllciM u'SW& Svc 1.»1 onci ^Cp, 

CHUTCHKt£LO.O. AssDCiOlo Diroclof for Prolocia (J'osi 0 / 04 in aanoiic 
dated Ed-son Co. ot No# V 0 (k. Me 45 pp 47513 . 001-47513046 






J-i-iOi, ■ Fe.rd*a'e/ Break •' Sve hsi on^ 
■-[-•a'i/ji f.c'is Assessmjr.i (Post 8704 ltJ. 88 / 11 / 10 . 
iN.«r lOr. :'-c 1 1 3 pp 475 ^ 9 0 / 2 - 47 b 54 ia 4 . 


rD/WtiiU 9 lui ••"u iv n<nu/ui CmCU'hU' 

GRIMES.C./ OIc of Spocial rrolocls 00 / 10 / 20 . COUNSIL 
TeicaaUMtlios Gonotaiing Co) /pp 47342 253-47342 259 . 


iwciecinci 


rr^f^ 


Mti5»C7M'.-. "‘j Ptj rp Viear 4 Foregrt Objocts in Plant ftp-Tig 

‘ ''-‘.'.''e 'c', ,. r Cf-i-a- ir.o' Assess.Tieni (Post 870411 ). 88 / 11 / 16 . 

..Id-*; Or c' '«:•» VC-ri-. :.'.c 1 t 3 pp 47601 020 - 4760 I 132 . 

Mi'WO«C) 063 . O-igraiaton oi Wfcs;-ngf*ouse ARD #? 4 >f 8 )S" Svc 

Cr. i.v/'. :! Opt'atcj' E/aris Assess-Tieni (Post 870411 ). 86 / 11/16 
Cl f.-** ion. irw Il 3 pp 47597001 47597 : 113 . 

MiirsooMM-: *.--•'.■3 63 -033 CtegraJawn cl Kapion Electneal irtsttfalkMi " Sve 

uo: arx' 

.v'?£ C'--- i-ci 06 <ffa'.-ir’a! E/t'iis Assessnieni (Post 870411 ). 68 / 11 / 21 . 
‘-s-.-i-Ji’-'-J c iW O: c'Sev. York, l-ii; n 3 pp 47603 045-47603 161 . 

8411140470 ‘iR I '"i 86 09 ?. Poieotai lor Spent Fuel Pool Oramcfown " Sve 

lit art' 

>1 ■ £ O'l'vin OperaWAl Ever-i As«syrs 6 t\t (Pect 07 < 54 lt) 68 /tw 22 . 
C----5.;u<Af'W Ftsac/: c-a 'I Ir'k. YolV. tnc 114po 47606 1?4 47606.?37. 

48 i 1 18031 $ *471 ■ 93 Ct 3 /^.vYco/'Offti-fig Mtfded Case CaCMt 6 f 6 akcrs.“ Sve 

W enfi 

‘k'^ives 0 *«v;r- C' C'pera'jcri! E<e<-'a Assessfneni (Post 870411 ). 88 / 11 / 22 . 
C-n'acwia'V': f Ss-rriCc C' t;e» vort. try; t?lpp 47606001-47606 123 . 


3 RaporUbM McurriYiees, LEfli 8 rallied eorrispondenea 

Mli09ai?5 Par* <i ifcf -e lateci tr t.ii-»*ii»je Coip s-jppUed salts/ lelated SMS 
*».va m Tin vi^'a-eo oc r^ijri i.“.ai nay not develop f-A'-ratetf siaiimg 

iw5* V vt^iie^CsRe-.-iewol rnctOfSbyMeriseesrecommertdeO 

A i- S-^.-M E i-r^t.vT^Cys W/1I/03 0f*<0 o' Nuclear Reactor ftoaulebon.Oi- 
•<KV,P;sie\-4iti I6pp 4?‘;«22747«?$21J y » .«• 


8811010486 noqi/osls moi util Mclor any now.roiovani info in oncI BSlOio >- 
lotmar ubi omployoo providing tisl ol incomplolo work pocknoos ro pre-'ousii,^^^^ 
liod conccfna about PiocQduro CMV lOl.Hov 3 ,ln(o lOvicw.W/ooocl ' 
MCKEe.P.F. O/c Dl Special P/Ojocta. 00 / 10 / 21 . COUNStL.W.G TU Eiectv iu_ 
lewis UlkPosOonoralmo Co). 4 pp. 47403 203-47403 206 


8811030208 FofivflfdS FSAR ct'ango ro posl-LOCA onviion oouo.'nem nat* 
operebiUy lunos. 

COUNSH..W.O. Ill Riocirtc (lormoily ToKfts UNiPoa GonoifliinoCo) 03 / 10/24 iw 
meni Control Branch (Dociifnonl Conirol Oosk). 3 pp. 47420 . 350 - 474 PO. 38 i. 


6818310313 Noirftcal'on ol 001214 mootino w/olil In notkvilloMO to discuss rsf-^i 
outage plan for plant -recng 

WiLSONjir. O/col Spoiial Prolocta. 00 / 10 / 20 . QfllMfS.CI Ole ol Soociai P.rk.^^ 
4 pp 47375 027 - 4 ? 375 : 030 . 


881 1040273 ldonhf /08 & dolinos clmngos lo into coniainoJ in PSRs l/iai will be 

a idoniihodtn coiiospontipfico loNRC 

NSfL.W.G TU Elociric (formorly To*n 8 Ulil'lloa Qonoiai'nn Co) B 8 /io/ 3 i Or-.^ 
menl Control Branch (Documoni CenUol Doak). 3 pp. 47431110 47.131 n? 


8811048343 Updaioa Impiemeninllon schodulo for ATWS mitlnation sys aci-aton 
»cu 4 ^.to 8 lan 86 on sciiadt/lod to bo complolo by Juno 1000 (or Uml f 4 by fuel b^ 

COUNSiL.W.G. TU Elacirfc (lo/morly ToxQs UliliHos Oonoraimo Co I 80 / 10/31 Oocu. 
moni Cofibot Branch (Oocumeni Conirol Oosk). Ip 47455 : 116-47455 no 


8811040348 SunvuaiY Ol OOiOtO moolinn w/uHI In RockviUoMD re Unrt i Tec* 
£mc 8 Moating noiico.conoctod ogondn S list of ailondooB onci 
^y- 9 LX-i* ,^ 1 *^ ol SpoeW Pfolocia. 08 / 10 / 31 . OIc ol Special Piolocis i 3 «i 
47434 : 237 > 474 lA 4 l 7fiA ' 


T KearVig Irinteiipla on non-antitruil mitteri 

re oflshe emer- 

A-vr-^Si'n vd .icei-jrsj Boi-I PiMi M/totig 33 pp * 7397016-47307 858 

63 / 11 / 0 . Alorrvc Sa.eiy 

4 vYn< 5 ».^*...jU 4 -wg&.-.a,bPar 4 r 6 «/ii /02 i 24 pp 474 ji 073 . 47401 : 106 . 

OCCKCT M .445 C 04 UNCHE PEAK STEAM CUCTRIC STATtON, UMI 7 1 

A Appflcawfl. eorwsrvetton .laga doeumwi, * corrtspoodence 

C*ir.c^-^ between um 4 nHC re- 

Pahormeo by 

a-Jc- W NRC . No oeiaiied AWu- 

»-tt<y«Wn gianbna MO Kc*n access to 

»»eiNSi:Yv . f'®'®'' w/w/ 2 i GRiMSieroH 
4 .- 5 V 6 - 4 -, C .1 FUm 4 RecerJS ( 8704 . 3 ^, 4 , jpp 

“Jw^n ‘^'> 1 ™^^ ™ lindingi of CcmiBnctie 

GfliMSLEY.O. NRC - No 


O' (Xs or CPs (or PWRs .e loss ol 
^A document 

w^p i’Ww 0 ^ ^ paced «PDn App C documents nol er<l a YS 

"«H Govern- 

1 **'** of Ameno 74 lo 
rvw^.. 


8811160237 Summary cl 001005 00 mooiinos w/ulil In nockviKo.MD re p-KOsed 
Changes tc lacn Spues Ho'atod inle.inciuclma moeiinn noilco w/BQend 8 ,iisi ol men- 
S?.*. summary of all uniov lowed (joncnc cnanoos one). 

00 / WO I . OIc of Special Preleci*. 29 j^ 

®*/'r'tia/y of 800920 mooimo w/ulil m nockvKIo.MD to Plant Sys erixrt 

r9AR r«v(ow ^Db^Dm IOkal><Uty Of 8 VC V*fil 0 f M & \M 

fu /0 AmoDd ODC A co^coffiiOQ prodsufijcf lifnW/ 
fe 334 ^. 47639 ;<W 2 ®''^'^'®' 80 /^ 1 / 07 . Olo o( Sp«l 9 l PiOjeotS. Sipp. 

**ii' !?P Perfoi lesponso lo FOiA rooixjai let cJocum 6 iMs.Fofwaid 8 documwiis Wed 
PD^w ^DRApp A docurnenis also available in 

OoWot] Allill*« 8 h QlYon. 00/ 1 1 /oS. COFlOlT.n. Cortirv 
mom Accountability Projoci 6 pp 47604 200 - 47604 : 314 . 

actions keloa in tocipienl 670414 momo 10 CWiiMn sp- 
'Aised in Ole or Inspoclor S AodilorRepf 
roquOBi lor roviotv 01 Colpaoty 1 rocornmendaiions. 
«^t~ri? OIc 01 Special Prolocls 87 / 06/26 STeIlO.V. Oloo! Itio ExecukveOi 
/ecior for Operations 2 pp. 47684 : 205-47584 290 . 

^ kC'wJ'A'o lot TOSpondmg to lioms 1 & 2 of Ch^- 
! -®* flmi 2 loqusBl Bpocllying seven achOn Homs ro Comancfie Peak rep* 
’'®'" 3 Pfovided In NRR 070600 momo 

OP npiiuT . 0 * Nucloar Roactw Regulalion, Ditocloi (Post 070411 ). 6 ?ffl 9 / 

- 47584 279 ° ’'® DIroclOf for Operalions 0 pp 47584 771 - 

*® 071130 momp ro rocommondailons per Comanche Peak 
d^nsiD | 3 ^'^a®®° 2 ''^®'’P®*'f>''S.Gulcfance adequately implements flecom.nen- 
f l, rjfrty 9 ^'*’ * 60.Poilcy 8HouW be (ovisod 10 smpihasiio safely of vioialicnsof 

• 4 ^tlMERM*N'!^ot? f’Mctor Rogylallon. Dlroclor (Posi 0704111 67 / 17 / 

. i.icotMfyiAN,j. Ofc of Enforcement (Post 670413 ) 2 pp. 476 e 4 2 e 0 - 47584 . 28 l- 

~ wi'J^'i^aTs^desIgn riQCu^lS^^ 

^ ''’® GIroclOf. 87 / 12/00 SNlEZEK.J H Assuclaie 0 i 

47 W-^ mapecHon & Technical Asseesmonl {Post 870411 ). ip. 47584 :r& 8 - 

'*^®! '’® lurllier acbon.olher than ihose a'ready 

pannsot'oerirv/TulL^f address lundamenlal thiuai ol crlliciams ol Region IV mgt 4 su- 
CwRNN^ Comanche Peak Review Group r^l. 

uBve iWto, Olo Of .he E.ec- 

''^^ewaoup^^JSocVr^narfif.f’ '®' ''"P'S'Tmnhha rocommendaltons from facility repl 
bn erm^s OurtnTiUnffer * documenleS tegulaloty position does nol ensi 

ROEJW Oiviskin '® shipping records. 

01 /H. HE^n f I ii?. » '^®'’O"" 0 f'co 4 Qualily ^aioaiion (Post 870411 ). 89 / 
ewwli)) & Research IniegraHoJi Branch ( 8704 II- 

Forwards lisied documents in teaponaa lo 670420 requeal te 6704 14 mgi 

SK^T^ 35 pp°afpanel"tr 5758 ta 6 "^^ 
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-8611180194 Recommencfs issuance ol hnai ralaasa/'wiinrioicKng fleoston on Coman- 
che rope & Ailoiio rept 

BRlGGS.WH Soliciior 87/0B/03. STELLO.V Ole ol tho Eioculivo Oiroctof lot Opof- 
aions Ip. -ITSOI 267.4758‘l ?67 

-6811180196 Forwards listed documenig roleasabio to public ra lnvosi)gaik>n o> siaH 
ectiorts on plant for Commission revlow. 

STELLO.V Ole of Ihe Exocutivo Oiracior lor Operations 87708707. SHtGGS.W Solic- 
itor. 3pp 4768il 268 47584.270. 

-6611160213 Aduises that no commonis on guidanco proposed by Ole of Enlorcomoni 
in response to recommendations made by Comanche PoaV Rept Roviaw Group 
OAVia.A B Region 3, Otc of tho Director. 86/01/29. LIEGERUAN.J Oic ol Enfoico 
men! (Post 070413). ip. 47684:200-47604 290. 

-6611160219 Informs that J Blaha ca'iod T Martin lo address iisiect concoms ro 1ac4>ly 
RopI 766 taskings T Marlin agreed Dial both concerns would bo covered 
’ NRC • No Detailed AfNiaiion Given. 80/03/10. NRC - No Oeiaifad Alhkaiion Given 
Ip 47564;29l-47684:291. 

-8811180223 informs that GOO assumed rosponsibiity lor ihieo actions on 766 sysiec- 
ommended m Comanche Poak ropt 

' Ollica of Nuclear Reactor Regulahon, Director (Post 8704U) 66/06/17 Ollica of 
Nuclear Reactor flegoral/or}. 0-reclo/ <Posl 8704 If). 3pp. 475S4 292-47684 294. 

-6611160231 Informs that staled NRC otc plana to euppport NRR 8 logiofts in nnockly 
mg oxisting 766 sya or In establishmg new sys in responsQ lo Stoilo 876819 lir. 
MCDONALD, W.G Office of Adminisiraiion & Resources Manegemervl. Duoclor (Post 
870413). 87/09/04. REHM.T. Ofc Of the Executive Oiioclor for Oporations ip 
47684:297-47584:297. 

6611230300 Partial rosponso lo FOIA lequosi for documents Forwards App E docu- 
menis 6 records ava'iablo In PDR App 0 documcnia also available in POR. 
OniMSLEv.O.H. NRC • No Daleiled Affiliation Given 88/11/08. CCNDiT.n. Qovom- 
menl Accountability Projeci. 6pp 47634.071-47634:340. 

-6709170360 Forwards schedule for Category I CPRRG recommendalions Schedules 
esfrmafed based on current projection for related lechnlcel ravlaw & msp acthniloi 
KEPPLER.JQ Ofcol Special Piojecls. 87/09/ 1 1. STELLO.V. Olool iheExecwl.ve 0<- 
reclor lor Operations 7pp 47634:127-47634 133 

-6709290632 Correcis 67091 1 memo forwarding schedule for Caiegory I CPRRG rec- 
ommandations assigned to Ole Qi Spocial Pro{ecla. Memo being reissued to incotpo 
tala live ect ons Inadvorlenlly omiltao from group "Unit 2 RPV Inaieliahort.*' 
KEPPLER.J.G Ofc of Special Projecis. 67/09/ iB. STELLO.V. Ofo of the Execuirva Oi 
rector for OperotlOns. 7pp. 47034:134-47634:164. 

-6611230308 Subm^s status Of fo'.iowup & Close out ol CPRRG 
rocommandaiions Roisied info sncl 

WARNICK.RF. Ole of Spocial Projects. 87/01/06. QRiMES.CL Olc of Spocial 
Projects 7pp 47634.060-47634 093. 

-6611830318 Submits correction to ropi ol invasi-galion by Ofc of inspocior & Audaot 
to Region IV mot actions concerning plant Corrected chart enci 
GRIMES.CI. Olc ol spoc-ai Projects. 67/04/03 0LOCH.P.O. jOROAN.wm.. 
MCCOLLOM,K.A. Atomic Safety and Licensing Soo'd Panel 7pp. 47634.094 
47934:186. 

-6811230326 Forwards list of recommended aciiens.per8ens w/load ro3pens4}iiiiy 9 
dale originally estimated lor compieiion. Monthly progress ropi on items w.ll bo sub- 
milted. 

WARNICK.RF. Ofc Of Special Projects. 67/12/11. Ofc ol Spodsl Projects. 3ipp 
47634:166-47634:169. 

-881 1230337. Submils second periodic ropi of status ol followup & closeout ol CPRRG 
recommondaiions 

WARNICK.R F Olc ol Special Proiocis 60/02/04 GRiMES.C.l. Olc of Spocial 
Projecle. Opp. 47634:186-47634-209. 

-8611230340 Submils third periodic rept of status of followup & ctoseoui of CPRRG 
recommendaiions Reltaod info end. 

WARNICK.R.F Ofc of Special Projects. 68/03/03. GRIMES.CI. Ofc of Spocial 
Pro,eot8. 8pp. 47634:210-47634:225. 

-6611230348 Instructs S Warnick lo Idanlily alalus ol CPRRO Recorrmanifai'Oo S9 as 
complete. 

MCKEE.P.F. Olc ol Special Projecis. 86/03/16 GRIMES.C.I. Ofc of Spedel Projecis 
Ip. 47634:226-47034:227. 

—6611230362 Submits fourth periodic rept of status of fodowup S closeovf of CPRRO 
recommendations. Related Info oncl. 

WARN1CK.RF. Olc ol Spocial Projecis 66/04/05. GRIMES.CI. Olo of Spedel 
Projecis. 9pp. 47634:228-47634:264. 

-6611239362 Discusses sialus ol Comanche Peak Rept Review Qioun 
recommendalions.Thiee ol subj recommendations had been completed whort schoo- 
ules were first established 

ESNETER.S.O. Ofc of Special Projects. 88/04/28 STELLO.V. Ofc of ihe Execuilvo 
Oredor for Ope/affons. 2pp. 47634:255 47634 256. 

-6611230367 Submits filth periodic rept ol status ol followup & closoout ol Comanche 
Poak Rept Review Group recommendations. Related Info end 
WARNICK.R.F. Olc ol Special Projects. 86/05/06. GRIMES.C.I. Ofc ol Speaal 
Projecis. lOpp. 47634:257-47634:266. 

-8611230374 Submits May 1966 rept of status ol followup & closeout ol Comanche 
Peek Rept Review Group recommendations. Related Info oncl. 

WARNICK.RF. Olc Of Special Projects. 88/06/31. GRIMES.CI. Ofc ol Special 
Projects. 9pp 47634:267-47634:276. 

—6611230381 Submits rept on status of followup & closeout of Comancfie Poeh Rept 
Review Group recommendaiions as ol e60701.Rolaled Info end. 

WARNICK.R.F. Ofc al Special Projecis. 88/06/30. GRIMES.C.I. Ofe of Special 
Projects. 8pp. 47634.276-47634 263. 

—6811230390 Submits ropi ol status of followup & closeout of Comanche Peak RepI 
Review Group racommendatlons aa ol 880701. Related Into end. 

WARNICK.RF. Olc of Special Projects. 68/07/01. GRIMES.C.I. Ofo of Special 
Projects. 8pp. 47634:284 47634:291. 


-8S11230336 Submits sieius of foTowup & o'cscoul of Comarchu Peak Repi Review 
Group recominordat ons as of 600801 Related nfo cr.cl 

WARNK:K.RF Ofc Ol special ProjOCia. 68/07/28 GRIMES.CI Olc ol Special 
Projecis. Bpp 47634 293-47634 300 

-8811230406 Submis alalus ol lOMowup S closeout o< Comanci-o Peak Rept lloview 
Group recommendations as of 06080 1 Roiaied mlo oncl. 

WARNICK.RF. Olc Ol Special Pro.ecis. 86/09/02. GRIMES.CI Olc ol Special 
Projects npp 47634:301-47634:300. 

-8611230406 Submis status ol lolowup S doscoui ol Ccmancho Peak Rcpi Review 
Group recommendaiions as ol 681001 Roiaicd mlo end 

WARNICK.RF. Olc ol Special Proiocta. 06/10/03 GRIMES.CI. Olc ol Spocial 
Pro/iclS 26pp. 47634:309-47634:336 

-8611230416 Expressos plaasura ai limoiy & eiluci.vo Impiomoniaicn ol Comanche 
Peak Rept Review Group recomomnridai-ons 

GRIMES.C.I. Ofc ol Special Pro, eels. 66/06/00 Olc ol Spec at P(o;ecis 2pp. 
47634:339-47634 340 

66112102BS Forwards Communicaiicns Rept Tiansmniai 47 re indcpcr.doni assossmeni 
program tan all pnssea pi co.'.duil support design roviow 

WILLIAMS.NH CYGNA Enorgy Setv cos 66/11(14 ELLIS.J Cilirens Asscciaiion lor 
Sound Energy 2tpp 47593 276-47693 206 

6611236247 Responds lo appeal of pail-al demal ol FOiA request for App F 
documants.Roquesl approved in pan & denied in pan Pcdions ol Oocumonis 
f.3.6.23.25 A aiiachmoniR lo Docomoni 20 w-ihhoid paf FOIA Exe-TipHon 5) 

C^fiLK.S J. Oinca ol Ihe Socreiary of tho Commission 88/11/14 BALI MAN. L. Govern 
moM AccounlahJiy Projoci 3pp 47584 357-47505.052. 

•48I123D2&D Perliaiiy doioled memo ro sialf act ons on Ofc oi inspocior Audicr repi 
Oh lacfiiy 

STELLO.V. Olc Ol iho Executive Director fO' Opmat ons. 86/12/00 2ECH, ROBERTS, 
ASSELSTiNE CommlBSlonQrs £pp 47604:360-47585:003. 

-8611230262 Partiai'y deieiod memo re stall rov.ow pi Olc of inspecioi & Auditor repi 
ort alogaiions ol misconduct by Region IV irgt on lac illy 

RAOAN.hu AasIslShl Gonora' Counsel lor AdTin-slraiion 66 / 12/16 PARLEH.W.C. 
Odico of IhO Oonerai CouiiSOl I2pp 47585:1)04 47585015 

-8611230267 Parilaily duloied Hr ro Comencho Peak. 

2ECM.IW. Comm'os-onofs. 67/01/20. nODERTS, ASSELSTINE. BERNTHAL Com- 
mssioners Ip 47565 016-47565052 

8811210237 Forwaids request for adui info m order to compleio rovow of FSAR 
Amertde 55 through 73 to cunenl assionmonie for Chonts's 3, 5.6.9. i0.it S IS. 
GRIMES.CI. Olc of Spocial Projects. 66 / 11 / 16 COUNSH.WQ TU Eioctnc (formoily 
Toxoe UtiHee Oonorating Co). t4pp. 47012:316 47612 331. 

6611220012 Forwaids uil propoaod changas to NRC eoconil drali Tech Specs os port 
ol ongoing Tech Spec devoiopmoni olloit.po' 80l0t9 meeing w/NRC. 

BECK.J.vy. TU Eiocir.o (loimeiiy Toxas UiiiifosGonorpinaCo) 06/11/16. Occumoni 
Control OronchlOPCumoni Ccnlrol Desk) I24pp. 47620 200-47021.043. 

661I230O87 Pond rosponso 10 FOlA roquosi lor documonis Forwards App F 
documents T documonis also avo'ipbio in PDR 

ORiMSLEY.O. Division ol Froodom ol Inlormaiion K Publicalions Sonneos (Post 
660515). 68/H/I7 CONOlT.R E. Oovornmwi! Aecoimiabiily Pro.eil, ?pp. 4758S.072- 
47506 080 

-8811230094 Roquosis plan & schedule lor compiaiing Comanena Peak lOviaw group 
tocomrnondaiions by 67001 1. 

STELLO.V. Olc ol Ihe Execuiivo Diroctoi loi Operanons 67ro9/08 kEPPLER.J. 0. 
Olc of Special Projecis, 2pp. 47665 077-4 7505.078. 

-8811230133 Informs Of 060425 Williams Ropl.closing mailo’s rs'sed by 86U23 Olc of 
Inspector & Auditor Ropt of invoalfgation BQ lO ro Reg-’ori tv mgl oclons concerning 
uni. 

STELLO.V. Olc Of Ihe Execuilvo Dkocici for Opeiations 69/05/06 ZECH Commis- 
elontxs ip 47585:079-47595 076 

-8811230147 Forwards documonia concluding maiiois ro Olc ol Inspocior 6 Audlor 
Repi of InvesilgaliOn QB-lO W/o end 

STELLO.V Olc ol itie Execuhvo Duocior loi Oporelions. 69/06/02 MURLEY.T. OMico 
of Nucloot floactor RoQ..lBiion, D-iocior iPosi 87041 1) MARTIN, R. Rogion 4, Ofc ol 
the CNrocior. EBNETERIs Ofc n/ Spocal Projecis Ip ■I7505080-47505080 

8811230202 Forwards "Tech Snoc Improvemrnis Cased on R.sk Signilicanco.” provd- 
Itn re^lSol sli^y on Toch Spec rolocal on. 

COUNSIL.W.G TU Electric (loimorly Toxas Uiil-i'us Gonerating Co ). 89/11/17. Docu- 
ment Conird Branch (Documenl Conirol Doek). ip 4 7631:1 17-4763 1:152 

—8811230203 "Tech Spoc tmprovomonis Onsodon Risk Sion.icance." 

• Torunessee Valley Aulhoniy. 00/11/17, 35pp 47631:118 47631 152. 

6811210419 Forwards order exiariding latest const comploiion date lor CP CPPR'I26 10 
010801. 

ORIMES.C I. Olc ol Special Pioiocie. 86 / 1 1 / 18 . COUNSIL.W.G TU Eiecinc (formerly 
Texes LII 1 I 1 U 08 Genoieting Co } ipp 47&gS:i72 47596:179. 

-6811210420 Order extending latest const comploiion dalo spocHiod m CP CPPR-i2d 
(0 910601 

PARTLOW.J.G Olc of Special Projocia. 80/11/18. TU Elocinc (lormorly Toxas Ulili- 
nes Qeneraling Co.). 2pp. 47696: 1 76-47696 179. 

—6612070066 Evaluation ot ut'l 000606 request for exions'on of latest CP compieiion 
date to 010801 . Requosc acceptable. 

•NBC- No DoldiedAHJiaiion Given BD/II /18 2pp 47690:178-47506 179. 

6611220300 Discussos uhl 880914 IK ro sialus ol S&W ong neeiing lunciional ovatua 
son A roqjesl tor NHC approval ol inlograhon ol remaining eifO'is into plant aciiviiios 
Proposed intenraiion accepiabio. 

GRPAES.C.I. Olc ol Spocai Projects 08/11/16. COUNSlL.WG. TU Eiectnc (lo'moily 
Texas Utilities Genorating Co.). 6pp. 47617:155 47617:160. 
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BS1 1040271 Noiificaiion Of 001109 onlorcomeni conloionce w/uni in RockvIle.MO to 
discuss romovai of pissito l.nor from svc waior ays pip.ng. 

GFIIMES.C.I. Ole of Special PtoJecls. OO/il/Oi. PARTLOWJ.6. Ole of Special 
PjOjOCIS. “Ipp. 47/141;l0i-47441:184. 

6311060203 Adv.ses ihai completion of environ qualilicaiion voriliC8i>orv program for 
Un't 2 roscnedulod lo bo complaled beforn fuel load. In rosponso to Enloccomenf 
Action 86-009. 

COliNSIL.W G. TU Eleciric (lormsily Texas Uli'iiies Generating Co.}. 86711/01 Oocu- 
meni Conirol Branch {Document Conirol Desk), ip. 47474 069-47474-059. 

6611140054 Advises thai procedures re steam gonorefor closure doing reviSed (o in- 
clude recommended Insps.por Generic Ltr 96-02 

COUNSIL.W.G., WALKER.H.O. TU Electric Cformerly Texas Uthtiaa Generating Co.| 
88/11/02 OocumenI Conirof Branch (Oocumonf Control Osak) tp. 4?637.342- 
47537:342. 

8611070233 Forwards (nsp Repo 60-446/66-73 & 50 -146/86 69 on 06IO05-ttOi.No 
violations or deviations noted 

WARNlCK.R.F. Ole ol Special Prolocis 86/11/03. COUNSIL.W.G. Tu ElecUic (loi- 
merily Texas Uniilies Generating Co.). 4pp. 4 74S0 268-4 7458 260. 

-3611070237 Safety Insp Ropts 50 445/68-73 & 60-446/08 09 on 80I00&-I1O1.NO 
vieiatlorts.deviallens or unreaolved/open noted Major areas inspected.acUons on pro- 
'^ous Insp findings. l0CPR60.5S(o) deficiencies & NRC bultotins. 

PHILUPS.H.S. LIVERMORE.H.H. Ofc of Special Prolads. 08/1 1/03 7pp- 47450260- 
47458.206. 

3311180042 Forwards Insp RepIS 50-446/88-72 & 50-44e/e0-ea on eBIOOS-ltOI No 
viola Hons or deviations noted 

WARNlCK.R.F. Ole Ol Spodel Prolecla. 88/11/00. COUNSIL.W.G. TU Elftcwic (lot- 
merly Texas Utilities Generating Co ). 6pp. 47689 036-47669 048. 

-8811160046 Insp RepIS 60-445/8e-72 & 60-44e/88-ea on aai006*t 101 No vioiailora 
noied.Major areas inspected actions on previous insp ffndtf^gsection on 
10CFR60 &5(el deficiencies indentified by eppliconi & correcuvo action program 
LATTA.fl,, LIVERMORE.II.H. Ofc of Special Pro)ocls. 88/11/08 8pp. 47689.041- 
47689.048. 

6811330300 Partial response to FOIA request for documents Forwarda App E docu- 
ments & records available in POR.App 0 documents also available tn PDR 
ORINSLEY.O.H. NRC • No Dotalled Aflillaiion Given. 88/11/08. CONOiT.R. Govern- 
ment Accountability Pro|oCt. 8pp. 47634:071-47834:126. 

-3811230393 Forwards Insp Repts 60-445/QQ-24 addressing issues re primary sys co<tl 
hydrostatic testing raised by 0/0904 memo, w/o end 

QRIM6a.C.l. Ofc ol Special Projocia. 88/07/08 MARTIN.fl.O Region 4. Ole ol Iho 
Director. Ip. 47634 262-47634-2^2 

-6611230412 tnlorma Ol plan to contact individuals who might be ewere ol itcensmg 
board Inquiry on draft etell repts re plant OA/QC. 

GR(MES.C I. Ofc ol Special Projeda. 67/05/07. CHANOlCO.t J Offtce o» l»w Oonerai 
Counsel 2pp. 47634:337-47834:338. 

681 1040324 SuppI 3 10 NRC Info Notice oe-lOO. "foedwaiot Lino Break." Sve usi end 
ROSSl.CE Division ql Oporaiiqnsi Events Assessmont (Post 6704U). OO/it/iO. 
Consolidaied Edison ot New York, inc. 1 13pp. 47659:072-47659.184. 

6611160836 Foiwerds Insp Ropta 50 446/86-70 & 60 448/88 68 on 801006-1101 & 
nohce Of vtoiaiion 

WARNICK-R F Ole of Special Prolecis. 86/1 t/tO. COUNSIL.W.G. TU Elecuic (lor- 
merty Texas Utilities Qeneraimg Co.]. 6pp 47647.196 -47647:2iS. 

-8811160636 Notice of violation from Insp on detOOS-ilOi.Vioiaiion noiodgpuge on 
Daso ntaiel 01 loaded Mncn thick embedded plate not ideniiiied on insp Repts i- 
0240944 or 1-0240242. 

WARNICK.R.F. Ofo Of Special PtoJecls. 86/1 t/tO. 2pp. 47647:202-47547:203. 

-6811160638 Insp Repls 60-445/ee-70 & 50-440/0d86 on 881005-ttOI Violailona 
noted.Ma|or areas Inspocled.post-consi hardware valldalion program.Comancho peak 
Response Team Issue- specilic action plans & gonoial plant louis 
RUNYAN.MF, LIVERMORE.H.H. Ofc ol Special Prolecis 86/11/10. I2pp 
47647:204-47647:215. 

8611160148 Forwards insp Repts 60-445/80 69 8 60 446/88-66 on 881005-1101 No 
Molations or deviations noted 

WARNiCK.R F. Ofc of Special Proteefs. 66/11/10. COUNSlL.WG TU Electric (tor- 
merly Texas Ohlitles Genetallng Co.]. 4pp. 47654:001-47554:012. 

-8811160151 Resldeni Safety insp Repls 60-445/8S 69 & 50-446/88-85 on 891005- 
1101. No violallons.devlalions or unresolved Items Ideniiiied lAafor areas 
lnspeciM:epp1icant action on previous Insp lindings & conirol ol const travelers 
HAIE.CJ.. LIVERMORE.H.H. Ole of Special Projecis. 68/11/10 8pp. 47654-005- 
47654:012- 

601 1230211 Final response lo FOIA roQuasl lor decrimonle Fenverds documenis i-sied 
In App A. 

QRiMslEY.O.H. NRC • No Detailed Affiliation Olvon. 80/11/10. BALfMAN.l Govem- 
meni Accounisbilily Project. 2pp. 47685.0B3-475B5;198. 

-8811230216 Summary ol allegaiion review committee 860721 meeting held by tele- 
phone re end llslod alleoallons. 

GOWER, Q.C. Ofc of Special Projects. 86/07/26. Ofc of Special Precis. Spp 
47566;085-475d5:089. 

-8811230223 Informs of closure to allegation because person celling in ellegetion (M 
not expect to receive response & did not leave address. 

OOWER.O.C. Ofc ol Special Projecis. 68/09/01. Olo of Special Pro(acl9. 12pp. 
47585.090-47586:198. 

8811090284 NRC Info Notice 88-067. "Pump Wear 6 Foreign Objects irt Plant Piping 
Sys." Sve list end. 

ROSSI.C.E. Division of Operational Events Asseesmeol (Poal 670411). 88/11/16 
Consolidaied Edison Co. of New York. Ityc. t I3pp. 47601:020-47801 ;t32. 

8611090403 NRC Info Notice 68-066, "Oegradsilon ol Weslinghouse ARO Relays." Sve 
llsl end. 

ROSSl.CE. Oivlslcn of Operational Evenis Assessment (Post €70411). 88/M/t6. 
Consolidated Edison Co. of New York. Inc. 1 idpp. 47697.001-47597:113. 


8811300004 Confirms oral egteomenl aotciing Civil Action 87-2061. Listed documents 
(tom Vairahr) Index will bo leioased. 

MULLINBC.E Olllco of Ihe General Counsol. 88/il/t7. YQUNQ.MC. Jones. Mack. 
Oeiandy & Young (lormatly Delaney & Young) YOUNG. M.C Government Acco-jniab I- 
ityPitHoct. 2pp. 47662.161-47602;33B 

-6611300006 Forwards OA/QC SSERe.conla'n ng d-atl notices oi violation, liom all 
group leaders nelaied into end 

MiWGHNEY.C. NRC - No Oola'iod Alll'iallorr G-.von 65/07/03 BEACH.O NRC - No 
OeteilM Affiliailon Given t76pp. 'l7692.163-47662.336. 

8811230405 Forwards Insp Ropts 60-446/88-71 & 60-446/88-87 on 881005 1101 & 
f>o!ico^v>otailon 

WAHNtCK.R.F. etc of Special PtoJecls 88/11/18. COUNSIL.W.G. Tonnosseo Va'loy 
Authority. 7pp 47027:243-47627:270. 

-6611220407 Nol'co ol vlolailon from insp on 881006 tiOl.Viu'aiion noted inspector in- 
rlicaleif adequate thread engagomont. howevor.no documentation exists as veniica- 
tion. 

W/VHNia<,R.F. Region 4. Ofc ol the DYoctor. 88/11/18 3pp 47627:250 47627 252. 

-861)230409 Insp Ropts 50-445/86-71 & 50-446/86 67 on 661005-1101. Vio'silons 
iMlodM^r oreas inspeciodapp'icant acliorts on piovious insp lindings.lol'owup on 
vio/adons/devialiona & general plant aroa lours 

lIVGRMORH.fl.H. Region 4, Ofc of the Ol'ocior. 68/11/18. lOpp. 47827:253- 
47627:270. 

8611160066 NRC Info NoUco 86-089, "Degradation of Keplon Electrical insulaTon." Sve 

l■9l«<y:l. 

ROSSl.CE. Oivislori ol Opoiabonol fc'venia Assessmont (Post 870411). 88/ii/2l 
ConsoMaiod Ed son Co. ol Now York. Inc. 1 13pp. 47603.046 47603: 161. 

6811180470 NRC Info Nolico 88-092. 'Poioniiai for Spent Fuel Pool Diaindown’’ Sve 
lisi end. 

ROSSI.C.E Oivfson ol Operalicnal Evenis Assossmeni (Post 6704it). 66/11/22. 
ConsoMaiod Edison Co. ol New Voik. fnc fi4pp 47806. l24-476i30237. 

8611180316 NRC Dulloiin 66 010, "Nonconforming Molded Casa Ciicu.l Sieakois." Sve 
ksi end. 

ROSSl.CE Divusion of Operal.pnal Evonls Assossmeni (Post 870411). 68/11/22. 
Conso’idaled Edison Co of Now York. Inc. I2lpp 47606001-47806'.I23. 


S. Reportable occuneiycaa, LERs & related correspondence 

6610280283 Suppioifiontai DoTiCloncy RepI CP-D7-I27 ro ovorstrossod platform & sup- 
port altuciure assign inlUsiiy loporlod on B60l06.Mods to Solsmic Category I & ll aloel 
structures <^J bo completed by 890501 lor Unit I. 

COUNSll.W.O.. MARSHALl./S. TU Elocirlc (lotmorly Texas Ufilltos Ooneraiing CoJ. 
M/10/20. Document Control Branch (Document Control Desk), tp. 47268.005- 
47280095 

661025036S &jpp*omeniai DeiiC'on^ Ft^l CP-SB-OO ro o'.ecitical ponolrstion overload 
ptolocuon.inmaiiy reported on 6801 li.E^al maied completion dale (oi Unit l corieccivo 
actions as apoci'isd In Txx -08088 Is 890501. 

COUNSIL.WO.. WODDLAN.D.R TU Eisci'ic (lormsrly Texas Uiii.il08 Genoraiing Co ). 
80/10/20. Documunl Conirol Branch (Oocumonl Control Desk}. Ip. 47263 055- 
47263.055. 

6610250469 Suppiomonial Oohcloncy Pont CP-e7-i2e lO omsrgonoy diosci gcnoialor 
euio start citcuihy loss oi power indicnhon. Initially repoilod on eauiOB.NoxI rapt will 
bo submiliod no latei than 890310 issue baing leevaiuaisd. 

COUNSIL.W.G... MARSHALL .J S. TO Elocliic (formeily Tqxss Uli-ihea Gsnarafing Ooj. 
86/10/20 Docunnsni Control Branch (Document Conirol Daak). tp. 472ea:06Q> 
47269088 

6610260500 Supp'OrnorlBl Dehcioncy Rept CP-OB-l? ra control room habnabiMy lollow- 
ing radioiog’cal accidams in.llaliy loporiad on 6801 iS.Correctivo actions for Unit I ex- 
loncied ur>l<l 690502 S unlit luet load for Unit 2 

COUNSIL.W.G., MARSHALL.J.S TU Eleciric (tormoily Toxas Uli'iVoa Genoialmg Co.). 
ee/iO/20. Docuiriani Conirol Branch (Document Control Doak) Ip. 47282:196- 
47262 196 

6610280187 Suppiomonial Detic'inney Rent CP-6R-I3 re auxiliary leedwalot ays air 
accumulatora.inillaiiy reported on eeOIES.Nsw osrfmalad complelion dale for On, I 1 
schoduiod (or 690127 & Unit 2 mods will be completed prior lo Unit 2 luel load. 
COUNSIL.W.G , MAnSHALL.J.S. TU Electric (lotmerly Texas Ull'Iiles Generating Co.}. 
88/10/20. Document Control Branch (OocumenI Control Desk) ip. 473220(0- 
47322-048 

8810280(74 Supp(etneittel Deficloncy Rept CP-87-t20 re confainmeni spray Sys 
pH.in.tiaJly reported on e80106.NRC wiH bo notified upon completion ol evaluation ol 
any changes to axialing correciivo aclion.Noxt rept w.H be submitted on 860120. 
COUNSH-,W.G , WOOOLAN.D R. TU Elaclnc (formerly Taxes UhWfes Oenerailng Co.) 
68/10/21 Oocumonl Control Branch (Document Control Desk). Ip. 47321:305- 
47321.306. 

6810260333 Supplemeniai Del.ciancy Rapt CP-B7-S4 re electrical design drawings not 
Irnplemenling FSAR raquiiemante lor Class 1E motor-operalQo valve motor 
alarlars.lrltiafly raporiad on 880l28.Complel!on date for wiring rev exiertdod (o 
600210. 

COUNSIL.W.G . WALKER, R D. TU Elecirlo (formerly Texas UMitios Generating Co.). 
68/(0/25. DocumenI Conirol Brenan (OocumenI Conirol Desk). Ip. 47387;274- 
47367:274. 

89110(0530 Supplemeniai Deficiency Rept CP-680? ra weld failure 8 coaling degrada- 
tion tit sleiion svo water sys initially ropeiled on 86041 1.PIesile 7122 removed from 
Miety-reieiecI carbon steal p'ping in evc water sys. Next rept by 690729. 
COUNSIL.W.G. TU Eteclrfe /formerly Texas OMiea Qanoralitig Co). 88/10/28. Oocu- 
mant Control Branch (Oocurnanl Control Desk) 2pp 47306:352-47396.353. 

8811048349 Suppter7>entai Delldency Rapt CP-68-29 te feedwater spHl-ffOw bypass 
v^vas.lmtiaily reported on 660422. OueMicalion ol leedwalar sptil-llow bypass valve 
contimj'mg & vril I be com pleto by 6 8 1 1 30. 

COUNSIL.W.O. TU Electric (formerly Texes Uliliiies Generating Co) 88/10/31. Docu- 
ment Control Branch (DocumenI Control Desk), tp 47439 35 1-47439:351. 
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e8tt040354 Supp^iTotilaf Oef.c>i>n:y Repi CP-83-31 rp voUage tesi-ng ol isolation 
I'ansforme'S Inii'ai.V roporled on 880616. Estimdlod comp.'oiton dsto toi Unil I Insial- 
latio.n ol itvo saloty-relaiocf sanos breakers revised to 6901 16. 

COL'NS.'L.W.G TU F.'ecl'.c (formeily Texas Ui.liHos Genofaiing Co ) 66/l0/3t Oocu- 
mom CoftYci Branch (DocurTior»i Control Desk), ip 4743<i.227.47434 22?. 

8811000185 Si/pp'omolal Oeliclsncy Rr>pt CP 87-103 ro crackod geera in valire 
opeeaiQrs Inivaliy reported on QQ0I21 Esiimatod comglatioo dote ter irr^temenleHon ol 
Unit 1 corroc'ivo action reschedu.'od to 690317 Uril 2 schedule unctiangod 
COUNSlL.W G TU Electric {(otmeily Texas UWi.ea Genatei'ng Coy. 08/ 1 1701. Docu> 
nteni Control Branch {Oocumeni Conirol Desk). Ip. 47477: 1 70-47477:170- 

9911090136 Part 21 root re dofoci in Limilorqire Corp aupphed safety- rolalod SMB 
valxo sciuaiois or/RH tnsutetod Oc rr-olois rnay not develop Fi£l-rated siarono 
torpea at eleveierf amOlont temps Review of molors by llcensaea recornmended. 
VviLKiNSOM.t.E. Limiiorqiio Corp. 96/1 1/03 0lf.ee ol Nuclear neacter Rdeuiailoiv Dl> 
rector (Post 870411). lepp. 47525:337-47625:242 

8911148163 Interim Oefic.'ency RepI CP-aG-36 ro chemical vpi 8 coA»ot sys cherQbiQ 
puihps altainaie min Ilow recirculation piping Initially taponed on aSiOO&Waikdown 
conducted lo deCaimlne as bu'lt co-'ifigo'elion £ stress enatysis underway. 
COUNSlL.W.O TU Elecinc (formerly Toxea UliM.es Gonoraiirtg Co). 06/i 1/07 Oocu- 
meni Control Branch (OuaimeM Ccntrol Oesk) ip. 47547;ieO-4?547.ieo 

9911170046 Suppiatnenial Oefidancy Repi CP-65-t3 te auxiliary laodwaiec pressure 
control. Iniiial'y leponod an 8504i5.Saloty refaled ait supply to mki (low redrcuiaiiort 
l.re control valve added on lo each molot driven auxi'iary ioedweiei pomp 
COUNSIL.W.G . WOOOLaN.O R TU Eleciric (torrrorly Toxas Ubklies Genarauno Co.) 
88/11/09. Documom Conirp) Branch {Document Control Desk). 2pp 47567369- 
47567:270. 

8Stti700S1 Supplemenlal Oel.'clancy Rapt CP-8S-39 re eQuipmont condui 
ime/tacelnitalV ropoded on 6601 II. No Unit 2 corrective action requiroa (or sc-bj 
rept. Remaining rework for Umi 1 compleicd 

COUNSlt.tV.G, WOOOL/1N.DR TU Elecirtc (foirne/ly Texes UtUrtios Oeneraiiog Co). 
96/11/09 Oocurrerti Control Branch (Ooci/menl Control Oeskt ip 47&722IQ- 
47572.319 

6911330493 Supp'emental Deii'cioncy Rent CP'88*i6 re coniainmoni spray cnemical ad- 
dit.ve sys.leMaliy reported on 6fl0t19Repi tevises cotrecliva acbon l^emontailon 
schedule Eslimaied complelion date lor program oeveiopmonl is 880215 
COVJNS'L.W.Q , INOOOtAN.D.R. TU Elecinc itoimeily leitaa Ubkiies Genaraiing Co.). 
88/11/15. Oocumeni Conirol Branch (Oocumant Conirol Desk) Ip. 47607:187- 
47607:187, 

8911220343 Interim Deficiency Rapi CP-8e-2a re tube steel mig deiecis invoivmo 
cracks In iniernel redii & wan ihicknees undersire m tube steel vi-urod tor pipe 
ewporis Initially raporlnd on 890314. Resells 0( exam undergoing f-nal review. 
eECf<,Jl8/. TU Elecinc (formerly Texas Utiliiles Qonerai'ne Co.) 99/n/i6 Document 
Control Branch (Oocurnent Corivol Oosk). ip. 47e3):004-4762l 094. 

9611230149 SupplemoniaJ nalicioncy neoi CR'67-I6 rev<$.'ng corrective aciioo imp.’e- 
mentation aehedu'e re air accumuieiors lor elc-operoceo control valves. 

COUNSlL.W.O. Tonnossoe Vaiioy Auinonty. 88/tl/i8 Oocumeni Conirol Oranch 
tOftCumeW Conitol Desk) ip. 47617-,n6 479I7139 
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A. Apphcallon/aonetructlon aiage documenle A correspondence 

881 1 190133 FOIA requesi lor documents re eoirespondenco beiweerr ubl 8 NRC ro- 

S arding use ol incorrect silliness values lor Class I stress ar\aiys>s perform^ by 
I'ostinohouse.aiMgaiions & improper or unothical conduct 
KOHN.MO Government AcCOuntaWity Pk^bci. 88/03/39 NRC • No Oeiaied AlUk 
ebon Given 2pp 47556.186-47556 189 

-SSI f 160135 Forwards notarized 8 s‘gnod authorization granting MO Kohn accees te 
aiw & s'! documents ro request. 

KOUN.M.D Govornmeni Accouniabu ly Project 88/04/21. GRIMSIEVOH. 
ROB'NSON.L. Division ol Rules A Records {670413-980514) ?pi> 47556:199 
47556 189 

8611190197 FOIA teojesi for documenis generated by NRC re (mdings otComat>che 
Peak RepI Review Group (CPflfla/NUREG-l257| 

CONOIT.RE Government Accouniabilly proleoi. 88/06/09 GRIMSlEY 0 NRC • No 
OelaledAlfiiaiion Given 2pp. 4 7584:358-47594 259. 

9810180350 Generic Ltr 66-17 te all holders ol OLe or CPs (or PWRs re loss ol 
OHRSvc i‘SI and. 

CRUTCHFIELD, D Associate Drecior for Projecis (Post 870411). 68/10/17. Cortsob- 
daled Edison Co. ol New York, irve 64pp. 47279.156 47279241 


S8I102O298 Forwards FSAR change re post-LOCA environ equipmert qua 'czton 
operabtfity times 

COUNSIL.W.G. TU Electric (formerly Texas UiiJiliee Generating Co.) 88/l0/«4 Oocu- 
mem Conirol Branch (Oocumeni Control Desk). 3pp 47430 359-47430 361. 

8810310313 Notilication ol 881214 moelmg w/iiht in RocKvii;e,MD to discuss teli/elvg 
oulage f^an for plani ' 

WILSONJ.M. Olc o( Special Projects. 80/10/26. GRIMES, C.l. Ofc ol Special P.-oiec's 
4pp. 47375:027-47375 030 

9911040273 Idontllies & dalines changes to iixto containod In PSRs that w'l be spe^f- 
caliy Idantifiod m correspondence loNRC. 

COUNSIL.W.G TU Elecinc formerly Texas Utilities Generating Co.). 08/10/31. Doeu- 
mani Control Branch (Documeni Control Desk). 3pp. 4 7431:1 10-4 7431 :i i3. 

9911040343 Updates Imptemeniaiion schedule (or ATWS mitteatior sys atNattorv 
cTculiry.insiallaiion schadulad lo be complete by Juno 1 989 lor Un-l t A by Ijei load 
lot UflK2. 

COUNSIL.W.G. TU Electric (formerly Texas UtlMios Generating Co ) 68/10/31. Doc<> 
mem Conltol Branch lOocumenl Control Desk), ip. 47456:116 47455:1)6. 

8811140304 Summary of 860929 meelmg w/util In Rockvillo.MO re Plani Sys B'anch 
FSaR reirtew.Ptoblam areas Include (Qliability ot stetlon sve water sys & u‘.4 ralef i»- 
quoal from broad-scope rule Amend GDC 4 concerning pressunzer surge trow/ 
agencia. 

MALLOY.M. Olc Of Special Projocls. 89/11/07. Ofc ol Special Projects 65pp 
47538334-47039.042. 


9911190100 Partial response to FOIA request lor documents. Forwards documcrlsiis'ad 
In App B Oocumanis being placed In PDR App A documents also ava ^e In 
POR.Oocuments listed In App C totally wilhheld 6ol FOIA Exemption 5). 
GRiMSLeY,D.H NRC - No Detailed Allikalkw Given. 68/11/08. CONDJIR. Goveir- 
ment AciMuhiab.>l>iy Project. 6pp. 47584 260-47584 3 14. 

—9709270295 Iniorms lhal 45 actions listed In reciploni 870414 memo to Cnaiirran ap- 
piopriaio & sulficleni io resolve 34 issues raised in Olc ol Inspecior & AuCloi Rapt 
SO'iO.per Chairman 870512 request lor rovlaw of Category t recommendauens. 
KePPLER.J.Q. Olc of Special Projecis. 87/08/26. STELLO.V. Ofc o* iho Executve CN- 
tecior (or Operetione. 2pp 475e4:206-47S64-.286. 

-8709090216 Forwards NRR plan S schedule lor responding lo Items i A 2 ol Chait- 
man 2ech 870512 requosi specilving sevon aciion items te Cornsnc/is Peak regl 
review aoup Response lo nern 3 provided in NRR 870609 memo. 

MURl^.T.E. Ollice of Nuclear Reactor Regulation, Oirecter (Post 6704111. 97/09/ 
02. REHM.TA. Olc ol the Exoculive Oiroctor for Oparei.'ons. Sop. 4/564:27l> 
4?564-270 


-9713210113 Responds lo 871 130 memo re recommendallons per Comanche Peek 
RepI Review Group recommondaiione.Quidance adequately implementa Recomme,*!- 
dsiions 10 12.14,57 A 68 Policy should bo rovisod lo emphasize safety of vIoJaLont o' 
quality stes. 

MUftlEV.T.fi. Ollico el Nuclear Reeclor fleguiaiioh. Oireeior (Posi 9704111. 67/12/ 
»4. tlESERMANJ. Olc ol Eftloicamant (Post 670413). 2ws. 47684:290 47^261. 

-9901290039 Roquesis assisiance in developing naadad guidance on issue ol hand-V'ig 
cedain records as design documanis. 

MILHOAN.J.I. Rogon 4. Olc ol ihe Oirecior. 97/12/09. SNIEZEKJH Associate Ok 
rocior lor Inspection A Technical Assassmeni (Post 670411). ip. 47594-2»8- 
47564:299. 

-8901290040 Concludes that no further aciion, other than those a'^eady 
planned.necpssery lo addroas lundamental tnrusi ol criticisms ol Region |V rngi A su- 
pervisor pertormence contained In Comanche Peak Review Group repi 
MARTiN.RD. Region 4, Olc Of tho Director. 87/11/20. TAYLOR.JM. Olco( ihe Exec- 
utive Otfoctor ter Operations 2pp 47584.300-47564:301. 

-9902100161 Submits input lo^an lor implementing locommendalions liom tacility r^ 
review groi^ piojeci ropt.Defmitlve A documented regulatory position does noi exist 
on controls doting Irenster between organizations re shipping records. 

ROE.J.W. Division ol Licensee Performance A Quality Evaluation (Post 870411). 88/ 
01/14. hEBDON.F.J. Inspocilon, Licensing A Research Integration Branch (670411- 
880912) 3pp 47584:282-47584:284 

-9611190191 Forwards ksted documents In response to 870420 request <e 97041 4 mgl 
tneebng. 

CONNtLLY.S R. Ollite ol Inspecior & Auditor. 87/04/24. EOIES.G.O, Atomic Sa'sry 
and llcetwlng Appeal Panel, ip. 47584 266-47564:266. 


9911180141 Final response to FOiA requosi lor documems App A documonis evalteble 
In POH App B records end but not placed in POR. App c documerUs npl enci 4 no! 
placed In TOR.W/o end. 

GRIMSLEY.OH. NRC - No Ootailed Alli'ialten Given. 69/10/17 KOHNMO Govorn- 
meni Accounlab,lity Pro, 'eel. 5pp. 47556 161-47556:185. 

9910250023 Summarizes relatively more dolai'ed descriptions of Amend 74 te 
FSAR Page by page detailed descr.piion ol changes end 

COUNSIL.W.G. TU Elecinc (formerly Texas tlii.'ilies Generating Co.). 96/10/19 Docu- 
ment Conirol Branch (Oocumont Control Deak). 18pp 47282 05S-47262.072 

68{02S0l64 Generlo Ltr 88-16 to all licerxsees ol operet'r^ teeciois & tidOetsol CPs te 
plant record storage on optical disks. Sve l.sl arid. 

CRUTCHflELO.O. Associate Okeotot lor Prdecls (Post 870411) 88/10/20 Consob- 
dated Ed son Co. ol New York. Inc. 45pp. 47513 001-47513 046. 


-9811190194 Recommends Issuance ol final release/wlthtiolding decision on Coman- 
che rmt 4 Arloilo repi 

BRIGQS.I/V.H. Solioilor. 67/08/03. STELLO.V. Olc Ol Ihe Execulwa Okecloi tot Op«- 
atlons tp. 47594:267-47664:267. 

-6911180199 Forwards liaied documents releasable te public re Investigatlcm ol stall 
actions on plani for Commission review. 

STELLO.V. Olc ol Ihe Executive Director lor Operations. 97/08/07. BRIGGS.W. Solic- 
itor. 3pp. 47684:268-47584:270 

-8911190213 Advises that no commenis on guidance proposed by Olc ol Enforcerrani 
In response to recommendallons made by (temanche Peak Repi Review Group. 
OAVISjA.B. Region 3, Ofc of Ihe Director. 89/01/29. LIEBERMAN.J. Olc ol Enlorca- 
mont (Post B70413). Ip. 47584 290-47684:290 


6910270145 Forwards request tor addi info ro natural circulation lesirng for plpni 
ORlMES.C l. Ofc ol Special Prciocis. 86/10/20. COUNSIL.W.G. TU Electric Hormerly 
Texes uni.lios Generating Co-). 7pp. 47342:253-47342:259. 

9911010469 Requests lhal uM lector any new, relevant Into In enci 68(010 Hr from 
iormer ulil amptoyee provicfing hsl ol incomplete work packages re prevrously Went)- 
lied concerns about Procedure CKV lOt.Rev 3, into review.W/o end 
MCKEE, PF. Olc Ol Special projecis 88/10/21. COUNSIL.W.G TU Eleciric (lormorly 
Texas Utiliiies GaneraiingCo) 4pp. 4 7403 263.47403 296 


-98IIIB0219 Informs that J Blaha called T Martin lo address listed concerns re laciiy 
Repi 766 lasklngs.T Marlin agieeo lhal both concerns would be coveted. 

* NRC • No Detailed Afliliallon Given. 88/03/10. NRC - No Detailed Alli'lation Given, 
ip. 475a4;291.47584:291. 

—691 1190223 Iniorms that EDO assumed responsibillly lor throe actions on 766 sys rec- 
ommended In Comanche Peek cept 

’ Office ol Nuclear Reactor Regulallon, Director (Post 87041 1). 66/06/17. Office of 
NuCtoer Reactor Regulation, Diectoi tPost 870411). 3pp. 47684:292-475e4:204. 


DOCKETED ITEMS 207 


-6611180231 Inlofms that sialed NHC ofc plans lo suppporl NRH & regions In modily- 
Ing existing 766 Sys or in oslebllsh ng now sys in losponso to SlCllo 670819 Itr 
MCOONALO.W.G. Office of Arfmlnistralion & Rosourcos Managomorvl. OAKIor (POsI 
e70'113) B7/09/OA REHM.T. Ofc Of Iho Execulivo Diroclor lot Oporslions Ip. 
47584:297 <17504 297. 

6811230300 Partial response to POlA roquoat lor documonis.PorwaKfa App E docu* 
'monis & records available In POR App 0 documents also avai'abie In PDR. 
GRIMSLEY.O )< NRC • No Oeiailod Alliliaiion Given G6/i i/08 CONDIT.R Oovorn- 
meni Accountability Project Spp. 47634.07l-'i7634 340. 

-6709170380 Forwards schedule lor Category t CPRRQ rocommondaiions Schedules 
esbmated based on current prelection lor rolaiod technical review & Insp acihiilies 
K£PPL£R,J.G. Ofc Of Special Prplecis. 87/09/11. STELlO.V. Ofc ol th© Execotve (>• 
tedor for OporaHons. 7pp. 47634;127-47634:I3.1. 

-8709290532 Cprrecia 87091 1 momo lorwardfa schedule lor Caiegory I CPRHO tee- 
ommondaiions assigned lo Ole of Special Projocls. Memo beirtg reissued to incorpo- 
laie five actions Inadvorionily omiilca from group "Un i 2 RPV installation" 
K£PPL£R,J.G Ofc of Special Prolecia. 87/39/18 SrELLO.V. Ofc of ifio Execubvo a- 
factor lor Operal'Ons 7pp 47634:134-47634:164. 

-881123030S Submits slelus of followup 6 Close out of CPRRG 
racommendallons Related inlo enci. 

WARNICK,R.F. Ofc of Special Projocls 87/OI/OQ. GFliMES.CI. Ofc of Special 
Proiects. 7pp. 47834:060-47634;093. 

-6611230315 Submits correction lo ropi of Invosligaton bv Otc o1 Inspector 8 Audaor 
re Region IV met acllons concerning plonl. Corrected chart end. 

QRIMES.CI Otc 01 SpQcial Ptojocia 87/04/03 QLOai.PB. JOROAN.W.K. 
MCCOL1.0M,K.A. Alomic Safely and Llcortsing Board Ponet 7pp 47694 094- 
47534:126. 

-8611238326 Forwards list of recommended actions, persons w/lead responsibitry S 
dale originally estimated lor comploilon. Monthly progress repi on items wn t>e sub- 
mitted. 

WARNlCK.R F. Ofc of Special Projacta 67/12/11 Ofc of Speefaf Profocis 3tpp 
47634:155-47634:165. 

-861 1230334 Submits second periodic repl ol status of foUowup & ciosoout of CPRRO 
recommendations 

WARNICK.RF. Ofc of Spocial Projocls 80702/04. QRIMES.CI Ofc of Spedei 
Projects, Bpp. 47e34:i86-47634'2Q9 

-6811230340 Submits ifilrd periodic ropi of status ol fo’iowup 8 doseoui ol CPRRO 
recommsndaiions Reused info enci 

WARNICK.RF. Ofc of Special Projects 68/03/03 QRiMES.Ci Ofc of Special 
Pro/ecis 8pp, 47834:2f0-45634.223. 

-861 1230346 Insiruds 8 Warnick to ideniily status of CPRRQ RocommerHlaiion 69 as 
cornpleic. 

MCKEE.P.r. Ole Ol Special Prolocls. 66/03/16 OniMES.Cl Otc of Spodai Proiocis 
ip. 47e34-22e'47e34:227. 

-6811230363 Submits lourth periodic rept ol status of followup 8 dosooul of CPRRO 
recommenaations Reiaiod info end. 

WARNICK.RF Otc Of Special Projects 66/04/05 QRiMES.Ci Ofc of Spedsi 
PiOleciS. Spp. 47634:228-47634 264. 

-6811230362 Discusses siaiue of Comsncho Peak Ropt Review Otouo 
recommendations. Three ol subj recommendations bad boon completed when scheo- 
uIm were first ostabt/ahod. 

EBNETER.S D. Ofc of Special Projocls. 86/04/28 STEUO.V. Ofc of the Execuilvo 
Director for Operations. 2pp. 47634;26S-47634;2S6. 

-6811230367 Submits fifth poriodiQ rapt nl siaius ol followup 5 doseout of Comanche 
Peek Rept Review Qroup racommendelions Related info end. 

WARNiCK.flF. Ofo Of Speefaf Projocls. 68/05/06. GflfMes.Cf. Ofc of Spoctef 
Projects. 10pp. 47634:257.47e3-1:2e6. 

-6811230374 Submits May 1966 rept of slelus of followup 8 dosoout of Comanche 
Peak Rept Review Group recommendations Related Info enci 
WARNICK.R.F. Ofc of Special Projects. 60/05/31. GRIMES.Cl Ofc ol Special 
Projects. 9pp. 47634:207-47634:275. 

—6811230361 Submils repl on status of followup & closeout ol Comancho Peak Repl 
Review Group recommondatrons as of 680701. Related info end 
WARNICK.R.F. Otc Of Special Projode. 68/06/30. GRIMES.Cl Ofc of Special 
Projacts. Bpp. 47634:276-47634:283. 

-8811230390 Submits rept of status of followup & ciosoout of Comancho Peak Rept 
Review Group recommendations as of 680701. Related Info end 
WARNICK, R-F. Ole Of Special Projects. 80/07/01. GRIMES.Cl. Ofc ol Spodel 
Projects. 8pp. 47634:204-47634:2ei. 

-8611230398 Submits status of followup & closeout of Comancho Peek Repl Review 
Group recommendations as of 680601.Ro1aied Info end. 

WARNICK.R.F. Ofc of Special Frojeds. 86/07/26. GRIMES.Cl. Ofc ol Special 
Projecls. 8pp. 47e34:293-47e34:300. 

-5611230406 Submits status Of followup & closeout of Comenche Peak Rept Review 
Group racommendallons as of 680901. Related Info end. 

WARNICK.H.F. Ofc of SpecJs) Frejects. 08/09/02. GRiMES.C.l, Ofc of Special 
Projecls. 8pp. 47634:301-47634:308. 

-6611230406 Submits status of folowup S clos&Oul ol Comancho Peak Repl Bevfewr 
Group recommendations as of SBlOOi.Relatod Info end. 

WARNICK.R.F. Ofo of Special Pro eds. 68/10/03. GRiMES.C.l. Ofc of Special 
Projects. 2epp. 47634:309-47634:336. 

-8811230416 Expresses pleasure at timely S effective Implomenlalion of Comenche 
Peek Rept Review Group recomemendalfons. 

GRiMES.C.l. Ofc of Special Projects. 88/06/08. Ofc of Special Projocls. 2pp. 
47634:339-47634:340. 

6811210295 Forwards Communications Rept Transmittal 47 re independent assessmetti 
program on all phases ol conduit support design review. 

WILUAMS.N.H. CyGNA Energy Services. 68/11/14. ELLI5.J. CUIzens Assoefatton lor 
Sound Energy. 21pp 47693:276-47693:296. 


8611230347 Responds lo appeal ol penal domai ol FOIA request lor App P 
docwnonls Roquosi approved in part s domed m pan Portions o( Documents 
1,3,5.23,25 i attachmonfs to Documonl 20 wiltiftoW (roi FOlA Exemption 5|. 

CHIIK.S J. Otflco ol Iho Socroiary of the Commission. 80/11/14. 6AUMAN.L. Govern 
menI Accoimleb<My Projocl 3pp 47504.357-47505.052 

'•6811230256 Parttaily deleted memo re sisH sciions on Ofc of inspector Aud tor ropi 
on lacfrly 

STELLO.V. Ofc Ol tho Executive Director for Operations. 88/12/09. 2ECH Commis- 
sronors. 5pp 47584:360 47565 003. 

—6611230252 Pert.s'ily deleted memo re aialf review of Otc ol inspecior & Auditor rept 
on ^logalions ol misconduct by Region IV mgt on laciiity. 

RAGAN.li.B. Asslsianl General Counsel lor Admimsirat on 66/12/10 PARLER.W.C 
Oll.ee el the General Counsel. l2pp. 47583 084.47565 015. 

-6611238257 Partially doloied Ur re Comanche Peak. 

2ECH,L.W. Commissioners 87/01/20. ROBF.RIS Commissioners ip. 47565.016- 
47665052. 


6811310237 Forwards reguost lor eddi Inlo in order to compleie toviow ol FSAR 
Amonds SS through 73 re current asslgr^ments lor Chapters 3.5.6.9.10.1 1 & 15 
GRIMES.C l. Ofc of Special Projocls. 96/11/16. COUNSIL.WG TU Eloctnc (lormeily 
Taieae UUIttoa Geiferaimg Co) Upp. 47812318-47612331 

6611230067 Partisl responso lo FOIA requosl lor documents. Forwards App F 
documenie App F documenls also availsblo in PDR 

OniMSLEY.O. Division of Freedom ol inlormsiion & Publications Services (Post 
860SI5) 68/11/17 CONDIT.R E GovainmonI Accountabilily Projocl 2pp 4756S072 
47685.080 


—6611230094 Roquosis plan A schedule for comploling Comanche Peak review group 
recoflimendaiions by B709I1. 

STELLO.V. Ole ol lha Executive Direcior lor Opeieilons. 87/00/08 KEPPl.ER.JG. 
Olc of social Projects 2pp. 47565 07/-4758S 078 

-6811230133 Informs ol 660425 Wliffams Repl.closlng msllsrs raised by 661126 Ofc of 
Inspector & Auriitor Repl ol Invesl.gation 06-10 fo Region IV mgi actions concerning 
Uhl 

STfc'tLO.V. Ofc of Ihe ExacuHvo Director for Operations 66/05/00. 2ECH Commis 
SlOnofS. Ip 47585 079-47585 079. 

-6811230147 Potweids documents condudng mattois re Ofc of inspoclof & Audtor 
Rent of InvesUgaiiort 66-IO.W/o enci. 

STELlO.V. Ole ©I Iho Exacvllvo Diroclor lor Opatsllpn) 88/06/02. MURLEV.T. Office 
of Nuclear Rosclor neguiation, Diioctor (Post 8704ii). MARTIN, R. Reg'on 4, Ofc ol 
theOkOCloi E8NETER.5. Ofc of SpoelalPiojOCIS Ip. 47565080-47565.060. 

6611220300 Discusses uM 660914 Itr re slelus of S&W ongineorlnn functional ovaiua- 
hon & request fe' NRC sppiovsi of integration of remaining ollorls Into plant ecUvItioe 
Proposed inieoisilon sccepleble. 

ORrMES.C.i. Ole ol Special Projecls. 86/U/18. COUNSll.W.O. TU Electric (formally 
Tern W.«ies Ge/>erai<n0 Co.), ipp 476»7:l55-476i7:l09. 

6611230199 Forwords Older extending laiosi const comploton dalO lor CPPR-t27 to 
920601. 

ORIMES.C.L Ofc ol Spocial Projocls. G9/ii/l8. COUNSll.W.G TU Elecinc (lormeily 
Texes uvnioe Qonoraling Co) /pp. 47641:285 47641:291. 

-6811210439 Order oiionoing letasi consi compleuon dale lo 92QB0L 
PAHTiOW.JO. (Dfo of Special Projects. 66/ft/l6. TU Eiectnc (formerly Texas Ui>li' 
tloe Qeneraling Co ). 3pp. 47641:292-47641:294. 

-66 1 1230206 Safety ovaluailon simporling exlension of CPPR-127 lo 020801. 

’ ^fice ol Nuciesr Resdoi RsQuislion. Diioctor (Posi 67Q411). 66/11/16. 2pp. 
4764J:2«5-47841.298 


F. Securlly, medical, emergency 6 lire protection plans 

6efl>3100t7 Ganeiic Lir 66-10 fO a'l fuel cycle fnciiily Kcenseos 
poeaesaing.usinD.importing, exporting or Iransporting foimu'.a quantities ol slraiegfc 
SNM re use of deadly loice by licenseo gueros to prevent men of SNM.Svc list erxci 
6URNETT.R.F. Division of Saieguards & Transponatlon (Post 870413). 88/10/26. 
Consolidated Edison Co ol Now Yotk, Inc. 31pp. 47613 047-47513 077 

6911070267 Revised emergency p'an implementing ptocoduros, including Rev 5 to 
<^RP-tOt, "Corpotaia Response lo Emotgency Classidcaiions...." Rev 5 to CERP- 
102. "Assignment & Noliricai.on of-" 8 Rev 6 toCEnP-l03.W/66f 104 Iff. 
GOSOIN.F^., COUSIL.W.G,, WALKER.R.D. TU Eleciric (lormorly Taxes Uli'iilos Gon- 
otailng Co.]. 88/11/04. 24pp. 47459:256-47459:270. 

8611220211 Commlle to pioviding liBtod support lor NRC Region IV mob-lo lab. per RF 
Wami^ 860609 hr to WQ Counstl Facililies will be esieblisnod 8l nuclear operai'ons 
auiworl & emergency operations support lacilil.os. 

COUNSIL.W.O.. WALKER.R.D. TU Electric fformoily Texas Utilihes Gonoraling Co). 
68/11/16. NICHOLAS, J.8. Region 4, Ofc of lha Ofrecfor. fp. 4 7603:207-47003:207. 


K. Utiltly Final Safety Analysis Report (FSAR) & emends 


6810260066 Forwards FSAR change re impact ol mam steam lino break on qualification 
of equipment oulside containmonl. * 

COLtNSJL.vy.G , W(?ODLAN,D,R TU Elechio (formerly Texas Ulililies Generalmg Co.) 
86/10/21. Docurnent Control Branch (Oocumonl Control Desk). tSpp. 47282.300- 
47282:314. 

6811230418 Amend 75 to FSAR lor Comanche Peak Steam Elecinc Slahon, Units 1 & 

2.w/8ain8itc. 

COUNSIL.W.O. TU Elacltto (formerly Texas Uii'.Ules Generating Co.). Sd/lt/iQ. 
311pp. 47632 001-47632.311 



l l- .^'XV 2; Texas UtiNlies Generating Co i 

• C«r,'.ro) 8/a.nh (Document Conire4 Desk). 150pp. 472M:MA 
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eeilt50535 Forwards Insp HoplS S0-4<15/06'70 & £0-446/68 66 on 63t00S-1l0l & 
r^otico ot violation 

WARNfCK.R.F. OIC o( Special Proiecis. 68/1 1/10. COUNSIL.W.Q Tu Electric (lo?- 
merly Texas lili'itles Goi^eratii^g Co.) 6pp 47647 196 47647:216. 

>8611160836 Notice Ol violation from map on 601005-1101 ViQialron notedrgouge on 
base metal ol loaded l -nch ihick embedded plaio nol ideniiiiod on Insp R^tis 1- 
0240944 0/ 1-0240242. 

WARNICK.FI F. Olc ol Special Prolocia. 86/11/10. 2pp 4764y.202-47547:203. 

>86tl1S0536 Irisp Rapis 60-445/06-70 & 50-446/66-06 on 661005-1101. VioMUons 
noted. Major areas inspocied cost-const hardwa'e va'idaiion program. Comanche peek 
Response Team lasuo- spociiic action plans & genotal p'ant lou'S 
RUNYAhl.M.F.. UVERMORE.H.H. Olc ol Special P/ojocis. es/ll/ia I2pp. 
47547:204-47547:216. 

6611180146 Forv,a'<i3 insp Ropis 50-445/86-00 £ 50-446/80-65 OP SBfOOS-ifOtMo 
violations or deviations noted 

WARNICK.R.F. Olc 01 Special Prolocia. 66/1 l/tO COUNSlL.W.G. TU Electric <Iot- 
rrerty Texas Uliliiies Oene/aling Co) 4pp 47554.-001-47654 012 

>6611160161 Resident Safety Insp Ropts 60-445/66 60 & 50-446/66-66 on BBIOOS- 
1 101. No viclal/ons.deviallons or unrosolvod iloma id&pliliecf Mo[Of areas 
inspectQd.appl-cant action on previous Insp lindings & control of const Iraveters- 
HAlE.Cj.. LIVERMORE, H H. Olc of Special P/o.ects- 86/li/tO. 0pp. 47654.O05- 
47554.-012. 

6611230211 Final rosponso lo FOIA ropuosi lor documents Forwards documonis tsied 
In App A. 

QniMSLEV.OH. NRC - No Oeiailod Alliiailor^ Gwen. 60/11/10 GAUMAN.L. Oovotn- 
rrienl Accountability Project. 2pp. 47566 083-47565:198. 

-8611230216 Summary ol allegaiion review commilloe 080721 mooting hold by tele- 
phone ro end listed allegaliona. 

OOWBR.O.C. Ofc cl Special P/ojocia. 89/07/28 Olc ol Special Projects 5pp. 
47565:085-47685.069. 

>6611230223 Informs of dosuro to allogaeon because parson calling In alfogattin <M 
not eimoct to rocalve response & d-d nol leave address 

QOWER,G.C. Ofc Ol Special Projects. 60/09/01 Ofc ot Spedal Projects. 12pp. 
47585.060-47585.196. 

6611090264 NRC Info NoLce 86-067, "Pump Wear & Foreign Objocta in Plant Pipng 
^c list end. 

ROSSI.C.E. Division ot Operational Events Assoasmoni (Post 870411). 88/11/16. 
Consolidated Edison Co of Now York, Inc. il3pp. 47601:020-47601:132. 

6811060403 NRC Into Nolico 66-006. "DegredaHon of Wost>ngtiouso ARD Relays.*' Sve 
list end 

ROSSI.CE. Division of Operational Events Assossmoni (Post 670411). 88/11/16. 
Cpneoiidatod Edison Co. ol Now York, Inc. 1 13pp. 47697 001-47697.11J. 

6811300004 Confirms otaf agreement soiiling Civil Action fl7-20St.Lisiotf rfocumenis 
from Vaughn index w.il bo reieasod 

MULLINS.C.E. Office ol Iho Conoral Counsoi 66/11/17. YOUNO.MC. Jonos. Mack. 
Delaney & Young (fotmerfy Delaney & Young) YOUNG. M.C Govoinmonl AccoiMifabll- 
ity Project. 2pp. 47662.t61-47682.330. 

>6311300005 Forwards OA/QC SSERs.coniaming droll notices of v^ofetfon. from all 
group leaders Related Into end. 

HAUQHNEY.C. NRC • No Doloilod Afliliollon Qivon. 05/07/03. 8EACH,B. NRC . No 
Oafalled Affiliaiion Given I76pp. 47682 163-47602:338. 

8611220405 Forwards Insp Repts 50-44S/B0-71 & 50-446/88-67 on 0B1Q05-1101 & 
notice of violation. 

WARNlCK.n.F. Olc ol Spodal Proiocis. 66/11/10. COUNSIL.W.Q. Tonnoasee Valloy 
AulhOrity. 7pp, 47627:243-47627 270. 

>8611220407 Noilce of violation from insp on 601005-1 lOl.Vlolaiion rtofod lnspocior In- 
d'Ceted adequate thread engagemonl. howover.no documontotion exists as veriftce- 
tfon. 

WARNICK.R.F. Region 4, Olc ol Iho O.rodor. 68/11/10 3pp. 47627:250-47627:252. 

>6611220409 Insp Repls 50-445/66-71 & 50-446/66 67 on 861005-1101. ViolBlions 
noted. Major areas lnspecied:appllcani acllone on previous insp lindmos.folfowup on 
violatlons/deviations & general plan! area lours. 

LIVERMORE.H.H. Region 4. Ofc of the D.tocior. 66/11/18. IBpp. 47627:253- 
47627:270. 


6811150068 NRC Info Notice 88-069, "Degradation of Kapton Electrical tnsulalioa" Sve 
lisl end. 

ROSSl.C-E. Division ol Operational Events Assessrnent (Post 870411). 88/11/21. 
Consol-dated Edison Co- of New York, Inc. 113pp. 47603.046-47603;t6l. 

6911160470 NRC Into Notice 66-092, "Potenliel lor Spent Fuel Pool Oratridown." Sve 
net end. 

ROSSI, C.E. Division ol Opoiehonal Events Assessment (Posl 870411). 86/11/22. 
Consolidated Edison Co. of New York. Inc. 1 14pp. 47606: 124-47606:237. 

8811180315 NRC Sulletin 68-010. "Nonconforming Molded Case Circuit Breakers.'* Svc 
lisl end. 

ROSSI, C.E. Division ol Operaiional Events Assessment (Posl 670411). 86/11/22. 
Consol-dated Edison Co. of New York, Inc. t2ipp. 47606:061-47606:123. 


S. Reportable occurrences, LERs & related correspondence 


8810250263 Supplemental Delidency Rept CP-87- 127 re oversiroesed platlorin & sup- 
port structure aeslgn.lnltially reported on 660106 Mods to Selsmx Category I &> II steel 


6610260365 Sv^iemanial Oallc.ency R^l CP-9t9 03 lo electrical pvnoira'. nn oveticail 
protection fruna'iy /eporied cn 6601 1 1 Eslimaied coTfid cn dale lo- Un i i corrective 
eewns as speeded n TXX-8606e is 690501 

COUMS1L.WG . WOODLAN.D R TU Eictlnc Jiormotiy Texas Uli'iiies Go.iotaiing Co ) 
66/10/20 Document Conuol Drench (Docuxont Ccnirol Desk) Ip .J7263 055- 

47263 055. 

8810250469 Suppiememal Deiide.'^cy Hepi CPp7-i2e re omoigorcy d:obei gi’cetaior 
auto start crrcu try loss Ol power -ndicaiion Irllial'-y ropotiod on 060106 l.'oxt ropi wi I 
be suhmiited no lalQi men 0903iU.lssue bei"g loovaiuaiod 
COIJNSIL.W.C , MARSHALLJ.S. TU Eloctric (lormcrly Texas Ul'lilier, General ng Co ) 
68/10/20. Oocumoni Control Gianch (Oooumeni Coniio' Des'") ip 47269060- 
47260 068 

8610250500 Supplemental DeliC'oncy Ropi CP 66 17 to conirci room habilabi'ily to'low- 
Ing radologiCQi accidonta lnitiallY ropoded on 0801 16. Corrective aci-ons Icr Umi i ox- 
tended unlil 090502 & until luoi bad loi Unit 2 

COUNSlL.W.G., MARSHALL.J S. TU Eloctric (formally Texas Uti iiiea General ng Co ). 
86/10/20. Oocumoni Conirol Branch (Documoni Control Desk), lp <■.7262 190- 
47282:106. 

8810280167 Supplorrentai Dahe-oncy Hept CP03-13 ro aux.iary leedwaior sys ar 
accutbu'aioia lnitl8'.ly loported oti 800125 Now osiimaiod comp'eiion date lor Unit i 
scheduled lor 690127 & UnT 2 riiods wnl bo co-xpieted p.'ior lo Uni 2 luci 'naci 
COUNSIUW.G , MARSHALL.J S. TU Electric (formerly Texas Uiilii.os Generating Co ) 
86/10/20. Documoni Conlro! Branch (Document Control Dosk) lp 47322 048- 
47322.048- 

6819259174 Supplemental Dellcicncy Repi CP-87-120 re containmoni sp<ay Sys 
pH(nl|i82y reponod on 880106 NRC will bo noiiked upon ccmplei.on oi ovaluaiion ol 

3 changes to existing cotroclivo action Noxi rapt w-ll be sub-Tiiied on 690120 
UNStL.W Q.. WOODLAN.D R. TU Electric (lormoriy Texas Uli'ii-os Goneratng Cr> ) 
88/10/21. Oocumoni Conlro' Branch (Documo-’:! Contici Dosk). lp. 47321:305- 
47321:305. 

6810280333 Supplerr.ental Deficiency RepI CR.U7-S'i ro eiocir.cal design drawngs nol 
Impiomonimg FSAR roqu-romonta (or Class 1E moior-operaled valvo mulor 
siartois-lnltidly reporlod on 669l28.Complaiion date for w.nr.g rev extended to 

690210. 

COUNSlL.W.G. WALKER, no TU Eloctric ((ormody Texas Uiil-ves Goneratng Co) 
88/10/25. Document Conirol Branch (Document Control Desk), lp. 47367 2/4- 

47367274 . 

6611010530 Supplornontal Ooficioncy Ropi CP 86-07 ro weld la luro & coaing deorada- 
un in station svc water ays fnllisry reportoil on 66041 1 Piasiic 7i 22 removoa from 
safely-relaiod carbon siool p p ng in svc water ays.Noxt ropi by 690729 
COUNSlL.W.O TU Clacliic (loimerly Texas Ui.l t os Go-ioiaiipg Co ). 06/10/20 Docu- 
meni Confrof Branch (Document Control Dosk). 2pp 47396:352-47386.353. 

9611040349 Supplemonial Oelicioncy Ropi CP-66-29 ro Icodwaie.' spiii ilow bypass 
valves ImuaFy roporied on 666422. Ouafificaiion of lood-wator spll-riow byposs valve 
conlfrHiing & will bo compieto by 66i 130. 

COUNSlL.W.G TU Eloctric (lofmerly Texes Ut.Hos Gcnoiaiu'-g Co.) 06/10/31 Oocu- 
mani Conirof Branch (Document Control Dosk). tp. 47439 351-47438 35 1 

8611040354 Supplomontai Ooliclency Ropi CP OO-OI re vonsgo loelin.g cl iso'aiion 
Iranqformers (nllioiiy loporfod on 660616 Esi.niaiod compioticn daio for Unit l msial- 
laiion ol two saloly (O'alQd scries broakors ruvisod lo 6901 (6 
COUNSIL.W.C. TU EIgciiic (lormoily Toxee Uiii.i-os Genoraling Co ) 60/10/31. Oo:u- 
meni Control Branch (Document Control Dosk). ip. 47434.227-474 3 4 227. 

8811060166 Supplemeiet Ooricioncy Repi CP-07-103 ro crackod geo'S in valve 

K iafors Iriit'aily reportod on B80l2l.E&iiiTiated comnieiion dale for fmp'omoniaiioti ol 
: 1 correcbvo action rescheduled lo 6903 1 7.Un.i 2 schedu'o unchanged. 
COUNSlL.W.G. TU Electric (lormoriy Texas Utilities Generating Co ). 86/11/01. Oocu- 
meni Owfrol Bra-nch (Documoni Conirol Dosk). Ip. 47477. 178-47477:170 

6611090126 Pan 31 ropi ro dofoci in Limiloiquo Corp supplied safely rclaiod SMB 
valve acluaiors w/RH Insuiafed dc motors fha( may nol develop luii rafcd aiarirng 
torque el elevated embient temps Review ol motors by l-conscos recommended 
WILKINSON.I.E Lim.torquo Corp 86/ 1 1/03. Olfico of Nuclear Reeclor Regu'alion. D:- 
meslor^StO/O'illl l€pp. 47526 227-47525 242 

6611140163 Interim OoFiciency Repi CP-SS-BG le chemical vol 8 conirol sys chargmg 
pumps allornalG m-n f.'oiiv rocircuiai-on piping. In aally reporied on 88l086.VVa'kdowrt 
conouciod lo delarmine as-buni cont-gurelion S stress ana'.ysis underway 
COUNSiL.yv.G. Tu Electric (lormerty Toxas Utdl'es Gcnctaiing Co.). 86/11/07. Docu 
merit Conlro) Brandi (Oocomonl Control (Tesk). lp. 4754 7,180 4764 7:100. 

6611170046 Supplomenlal Ooticler^cy Ropi CP-05-12 re auxiliary ioedwaiet pressure 
ceritrot-friftra'iy reported on 8604 16 Salety-relaled air supply lo mm How (ocircu'elion 
Ine conuol valve adriod on lo aach motor driven auxiiia^ loedwalor pump. 
COUNSIL.W.G , WOODlAN.O.R. TU Glocicic (lormoriy Texas Uiilltioa Generating Co.). 
88/11/09. Documanl Control Branch (OocurTWnf Control Desk). 2pp 47587 2 80- 
47567:270. 

8811170051 Supplemonial Oel.c/ancy Repi CP-85-39 to eQi.ipms.pt contlu:! 
fniQr(Bce.ln;i<a'-ly reported on 0001 11. No Unit 2 corrective ecion roquirod Icr sub] 
tepl Remaining rework lor Una 1 completed 

COUNSJL.W.G . WOOOLAN.D.n TU Eloctric (formerly Texas UW.lies Gonp/elmg Co.). 
86/11/09. Oocumenl Control Branch (Oocumoni Conirol QeoK) lp. 47572.210- 
47572219 

681 1320493 Supplemental Oeliclency Rept CP-66-16 ro coniammeni spray chem<CDl ad- 
ckbve sya.lnilla-ly reported on 8GOil9.Ropt revises corrective action impiemaniabon 
sche<1u)e-Esiimated aomp'el'ort dale for program rdeveiopment Is 898215. 
COUNSlL.W.O . WOODLAN.O.R. TU Elactnc (formerly Toxas Uii'iiies Qonoraiing Co ) 
86/11/16. Oocumenl Conuol Branch (Document Control Desk), ip. 47607 187- 
47697:187 

6811230242 inier.m Oelicloncy Rept CP-68-26 re lube aleoi mfg ddecis Involving 
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-6811140282 Lists Issues that NRC musi bo able to address In hearing ot rftquiy la 
ASLO decision to withhold auihorieaiion lor OL & suggosiions ro Regon IM insp S In- 
dependant vonlicanon ellort (o addroas Issues. 

KAYES.D W. Roglort 3, Olc of the Director. 84/02/13. SPESSARO.RL Oiv ol Enwt- 
gency Preperodnoss & Operational Suppon. RS 4pp. 47S2i:290-47S2l.3OI 

8610070114 NRC Into Noilco 00-002. "Torus Shells W/Coiros'or) & Oogiadod Coalings 
In 8WR Containments " Svc list end. 

ROSSt.C.E. Crvisron ol OpeiaVonoi Evonts Assessment (Post 87fl-tll). OS/tO/U. 
Consolidated EdsonCo of Now York. Inc. llOpp 47280:124-47280.235 

66 101402)2 NRC Into Notice OS-065, "Broken Retaining Olock Studs on Anchor Oa.’ir.’ig 
Check Valves." Svc list encl. 

ROSSl.CE. Division of Oporallonai Evonts Assessment (Post 870411). 06/10/14 
Consolirtafed Edson Co ot New York, Inc lJ0pp. 474e3.i99-47463;3l8. 

6810140018 NRC Info Notice 08-084. "Oefectivo Mold Shaft Keys in LirrWtaique Motor 
Aciueiors." Svc Jjsi end. 

ROSSl.CE. Division of Operational Evonts Asseasmonl {Post 670411). BB/lO/20. 
Consol'daiod Edison Co of New York, tne llOpp 47280 004-47260 123. 

8810260443 Forwards Insp Rept SO-4B4/80-t7 on 880914-29 & lOt7.No vldahons 
noted. 

flAnRISON.J.J. Region 3, Olc ol the Dlrecior 88/10/20 REEO.C. Commonwoaiih 
Ed SOnCo 2pp. 47270;174.47270-181. 

-B81026044S Insp Rept 50-464/68-17 on 0Q0914.2O-22.27-29 8 10l7.No violanons 
noiod.Msjor areas tnsQQCled:lnservico Irisp Qciiviiios.includ.ng rovlew ol program 
(73051), procedrjres (73052) & observation qT work ecliviiles(73753|. 

V/ARD.K.O., DANIELSON, D.H Region 3, Olc of the Oirocior. 88/10/19. 6pp 
47270:176-47270:101. 

8610170391 NRC Info Notice 68 098. "Operating Vz/Mullplo Grounds in DC Osir.bu: on 
Sye." Svc list encl. 

ROSSl.CE. Division ol Operational Evonis AsseasmenI (Post 670411). 08/10/21. 
Consolidated Edison Co. ol Now York, Inc. t I6pp. 474e3:0QI-47463.lO7 

8811220217 Responds to NRC 88101 1 llr re violations noted in Insp Repis 50-454/88- 
16 & 50-455/88- l6.Corroclive acllons.sign off step wiii bo added lo appi cable ASME 
pump surveillence procedures & spray palmed marking placed on each pump 
BLISS.H.E. Commonvteallh Edison Co 86/1 1/03. OAViS.A B RogiortO. CKc of iheOi- 
rectoi. 3pp. 47603:174-47603:176 

8811040324 Suppl 3 lo NRC Into Notice Q6-t06, "Feedtvaier Line Break" Svc lial encl 
ROSSl.CE. Division of Operational Events Assossmoni (Posi 870411). dO/li/iO- 
Consoiidaied Edison Co. of New York. Inc. ti3pp 4 7569.0 72-4 7550-184 

8811080284 NRC Info Notice 68 067, "Pump Wear & Foreign Cbiecis In Plant P<>u>o 
Sys " Svc lisi encl. 

ROSSl.CE. Division of Operat-onai Events Aesossmam (Post 670411). 88/11/16 
Consolidated Edison Co- of New York. inc. tt3po 47601:020 47601 132. 

8811090403 NRC Inlo Notice 06-066. "Oogradation of Wesiinghouse ARO Relays " Svc 
till end. 

ROSSl.CE Division of Oporaiionei Events Aisossment (Post S70Jii}. 86/>>/i6 
Consolidated EdsonCo. of Now York, inc. 1l3po. 47697:001 -47697:ii3. 

881 1 160088 NRC Into Notice 88-089, "Dcyraaaticn of Kapion Stoctncal insuiai-oo." Svc 
Hat end 

ROSSl.CE Division of Oporaiional Evonis Assessment (Post 8704ti) 86/11/21. 
Cc/MOidaied Edison Co. Of New Yo/k, 1/ic. nspp 47603:045-47603. >61. 

6811160470 NRC Info Notice 66-002. "Patonllol lor Spam Fuol Pool OraiiHlown." Svc 
list end. 

ROSSl.CE. Division of Operallonal Events Assossmenl (Pasi 870411). 86/11/22. 
Coneolldaied Edison Co of Now York, Inc. 11 4pp. 47606.124-47606.237. 

8611160316 NRC SuHeiln 68 010. "Nonconforming Molded Case Oicul Breakers" Svc 
list end. 

ROSSl.CE Division of Oporaiional Evenis Assossmont iPoet B/04il). 08711/22 
Consolldaled Edison Co. of New York, Inc. 12lpp. 47806:001-47606.123 


R. Periodic operating reporta & related correspondence 

8811160381 Monlhfy opoiaiing reprs lor Oc! >988 lot Byron Nudosr Power Station 
Units 1 & 2.W/eSlU()llr. 

SPIT2ER,O.J., PLENlEWIC2.n. Commonwaallh Edison Co. 88/10/31- I4pp. 
47647:216-47647;22B. 


8. Reportable occurrences, LERa 8 related correspondence 

8810260101 LER 86-003-00:on 880021, rad-ation monitor deteclod elorl radiation condl- 
Non during movemeni of reactor vessel upper Inlernaia assembly.Ceused ^ raising 
reactor vessel upper Intomals assembly.Procodure will be revIsed.W/SeiOlO Hr. 
JAVORIK.A.. PLENIEWICZ.R. Commonweallh Edison Co. 80/10/19. 4pp, 47271:365- 
47271:358. 

8810260187 LER 6B-007-00.on 660919, loss ol shutdown cooling during reactor cavity 
level lowering evolution occurred.Caused by laifura lo corrprehond flvkf rastrJcMon 
when upper assembly lull sealed Training sessions inliiated W/88 1019 llr. 

BRINDLh.O., LENIEWICZ.R. Commonweallh Edison Co. 88/10/19. 6pp. 47269:116- 
47269 125. 

6811090126 Part 21 repi re defect In Llmltorque Corp supplied safely- releied SMB 
valve aciueiors w/RH Insulated dc motors lhal may nol develop lull-ratod starling 
torque al efevated amblenl lemps. Review ol motors by licensees recommended. 
WILKINSON, I.E. Limilorque Corp. 88/ 1 1/03. Olflce ol Nuclear Roaclor RegulBtion. Ok 
rector (Post 070411), 16pp. 47626:227-47626:242. 

8811220194 LER 68-009-00:on 681021, aulomatic fuel handling bldg booster fan actu- 
ated & radiaiion monllor Interlocked & alarmed. Caused by radioactive parfido en- 
trained w/waier & trapped In lilter.Fllter disposed ol as radwa$la.W/60l117nr. 
SU£S,L., PLENIEWICZ.R. Commonwealth Edison Co. 88/11/17. 4pp. 47607:330- 
47607:333. 
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F. Security, medical, emergency & lire protection plans 

8811070165 Pariiai response to FOIA request for documonis Forwards App il 
docutneisis Apps Q & H documents available in PDR App I doctmenis loia'iy withhold 
(rol FOlA Evemplton 5) 

ORIMSLEY.D.H. NRC • No Daiailod Alhllanon Given 88/10/13. MLIRPHY.M. Allill- 
abon Not Assigned 6pp. 47391:035-47391 142. 

-8412040267 Responds lo request for NRR ass-slsnce re lire protection >ssuo9. Issues 
resofyed in Ocl 1984 SSER 5 (NunEG-0876) & Oci 1664 loch Specs (NUREG 
10971 NRR elforls le TIA B4-31 comploied. 

eiS£NHU7.DG. Division ol L-censIng (000428851124) 84/11/26 SPESSAHD.RL 
nogion 3. Olc of lha O.rectoi. ip. 47391 :l3t-4739t 131 

-8611070238 Roquoals for addi info re lire proieci'Ort piogiam & rr^asonry waTs wiih.n 
30 days ol Hr date. 

VOUNCSLOOD.B J. Dconsing Branch 1. 64/03/22. FARRAn.DL Commonwealth 
EdSOnCo 4pp 47391:005.47391 080 

8811110046 Pert'Bt tospome to FO.'A leQuosi lor Pocumenis App D,E & F records onci 
& avanoble in POK App F records pariialy withheld (rol FOiA Exompiicn R). 
ORlMSLEY.O.fl. NRC • Mo Deie.lod AlMiSlon Given 66/10/13- UURPHY.M Atlili- 
alion Not Assigned. lOpp 47520 239 47523 028 

-881 1140287 Roquests NRR ovalual on of sslety-relaied tic sys.poi uM Fob 1978 doci 
3ion lo olimirMlo block wall & throe lower Uie Ooors from bolweo/j baifery & oihei 
noarby eieclncal equ pmoni S roialing macn-nery. 

NORtLIUS.C.E Div ol Proloci & Rosident Programs R3. 94/05/01. EISENMUTOG 
Div-Slon of Lu;onsli>g (6(10428-851124). 445pp. 47521.302-4 7523026 

8811020300 Advisoe ihai 880028 Rev 26 10 security plan moeis provison ol 
IOCFR5054|p} & aocepiablo. 

SHAFER.W.O. Roglon 3, Olc of the Dlrecior. 60/10/28. BLISS, H. Commonwoaiih 
Edison Co 2pp. 47412 160-47412:167. 

8819310017 Gorseric llr 80-19 to all fuel cycle lad'ity Hcensoos 
cMsso3^no.us>r>g.imponing,o<ponlrtg or irsnsporting formula qusmiies ol strategic 
SNM ro use 0 ) noad’y force by kconteo ousros 10 piovoni tholi of 5NM Svc hsi ertci. 
SURNETT.RP Division of Saloouerds i Tientpnrtslion (Post 670413) BO/IO/28 
Consobdaiod Edison Co ol New York. |nc. 3lpp 47513.047-47513077. 


P. Operating licanee siege doeumenie & correepcndence 

8810160360 Oonoric Lu 80 17 to all holdors ol OLs or CPs for PWRs ro loss of 
OHR-Svc ksi encl 

CRUTCI-iFiELO.O. Associate DiraciO' lor Pioiocie (PosI 67041(). 68/10/17. Consoli 
dated Edison Co. ot Now Yoik. me. 04pp. 47279 >56-47279 241. 

8810250164 Germane Lii 80-10 10 all iiconseos of opeiaiing raaclcrs & tioidois ol CPe to 
plant rocord siotago on ppbcai disks. Svc list enci. 

cnUTCHFiELD.O. Asspciaio Diraeior lor Pr^eclK (Posi 870411). 86/10/20 Conaoli- 
dated E^son Co. of New Yoik, me. 45pp. 475i3.00l-47Si3.046. 

8811020165 Forwards propneiary & nonpioprlolsry "Steam Gonoiaior Tube Rupluro 
Analysts (or Byron & Braidwood Plants,'’ for Aug lOOO.Weslinghouso sppi, cation lor 
wiihiioiding root & accompanying all dovll also cnci. 

CHHZ/^WSKi.R Commonwealth Ed>son Co. 88/10/21. MURLEY.T.E. Oilico 01 Nu- 
clear noactor Rogulallon, Director (Posi 870411). 4pp. 474 1 1:136 4741 1:254. 

-8811020193 nequosts Withholding Of onci propnotary mall enniied, "Stoam Gonoralor 
TtA>e Rupluro Analysis lor Ryron » Broidwood Pinnis." per t0CFR2.790. 
WIESEMAt4N.R A. Woelinnhousn Elocliic Corp 00/09/26 MURLEY.T. OMice ot Nu- 
cioer Roacior Boguial'on, D.roclor (Post 670411). Itpp. 4?fll 1:142-47411:152. 

-8611020202 "Sioom Gonereior Tubo Rupluro Analysis lor Byion & Braidwood Plants." 
TSAl.nw. BAMSDEN.KQ.. BALLARD.J.E Commonwealth Edison Co. 06/08/31 
lOapp. 47411;l53-474t 1 :264. 

6810280400 Forwards rovisod Tech ^oc Doses Pago B 3/4 3-8.Rovisod pago changes 
doscriplion ol lunction of P-4 ESFAS Inlorlock. 

CHRZANOWSKI.R. Commonwealth fd'son Co. 08/10/24. MURLEY.T.E Oll.co of Nu- 
dear Reactoi Rogu'at.on, Director (Posi 070411). ip. 47374:195-47374 198. 

—6810209408 Rovisod Toch Spocs Bases Psuo B 3/4 3 3 le ESFAS Interlocks 
* Commonwealth Edison Co 68/10/84. 3po. 47374:196-47374:198. 

8611010477 Notice ot withdrawal ol oppl cation for amends to Licenses NPF-37 & NPF- 
66.changir)g Toch Spoc action slatemoni re Rock Rivai walor tlow.Rocenl lans In 
plani area maclo amonds unnecessary. 

OLSHAN.LN. Projoct DiractOrolO 111 2. 86/10/26. 4pp. 47402:304-47402.307. 

8811020382 Responds 10 request for eddi Inlo re T-hol reduction 
program.Nonproprietory 5, proprietary addendum lo Rev 2 lo WCAP-1136Q, "Re- 
sponsos lo Questions on t-HdI Reduction." encl Propnotary addendum withhe'd (lol 
I0CFn2 790| 

CHRZANOWSKI.R Commonweallh Edison Co. 06/10/26. MUHLEY.TE. Oociimeni 
Control Branch (Document Control Desk). i3po. 47409:267-4 7409.307. 

8611020421 lists action Hems Idontitled ro 890515 OSART team vis't 10 
facMHy.Allandance list end. 

MUL-L^.D R. Prolect Diroclorato 111-2. 80/10/27. GRIMES, 0. Oflica of Nuclear Reac- 
lor Regulation, Dnector (Post 670411). CONGOON.M OM.ee of Govornmonlal & 
PrAjJlc Alta're (Post 870413). PAPF.RIELLO.C. Region 3, Ofc of iho Dnecior. 6pp 
47414:312-47414:316. 

6011079098 Inforrns that L Olslian placed on lomporary asslgnrnont to prepare internal 
siudy-S Sands wi'l bo backup projoct. 

MUILER.O.R. Prolect Oradorato 111-3. 08/10/20. QLlSS.H.E. Comrrionwealih Edison 
Co. 4pp. 47460;0ei-47460.064. 
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6611070301 forwards noiics of consideration oi issuance ol amends to Ltconsas NP^* 
37.NPf -6G.NPF-72 & NPF.7?,AmcniJs revise TacH Spec A 6 l .^a lo 4l‘0w coolinous 

B icssu'e lessoQ ol conie.nmeni a t loci', doot se&i gasKeu 
il/LLER.O.H. Pro'CCi Oiroclorelo 111 2. 69/10/31 {3LI&S.H F Commonwoalin Edison 
Co app. -17457.019 47457 026 

—8611070306 Noiico ol consideraiion ol Issuar^ce ol arnends lo Lfconses NPF>37,NPF- 
66,NPP'72 & HPF-77 & opportunity lor neaiing. AmejiJs change Tech Spec 4.6 29a 
lo a'low continuous ptessuio les’ina oi contairvnenl an lock doQ< seal gaskets 
MULLEaO.R Project O’recloraie III-?. 86/10/31-' 4po. 474S7.023-47457026 

8611060244 O.scussas tesu'ts Ol steam goneratoi tube njpiure analysts proylded m 
660901 iir Uhl Oeiie/es lhal adequaie adm'n.si/al.ve controls already exist 8 no (urttier 
aci.'Ons required 

CHR2AMOWSK1.R CotTtrr.onvxealVh Edison Co. BB/ll/OV MUflLCY.T E OttceolNy- 
clear Fioncior Regulation. Oireclor (Poai 8704 1 1). 7pp. 47504 07t. 47504:077. 

861 1070143 Forwaids iuphoi into to enswer HRC lollowup questions to comparison bo- 
tween plants on natural circulation edacity. 

CHH2ANOWSKI.R. Commonwealth Edison Co 86/i 1/02. MURLEY.T.E. Olliceol Nu- 
clear Reactor Regulaimn, Diioclor tPosi 670411). 3pp. 47459292-47456294 

6BI1090IS9 Forwards safety eva'uation accepi.ng results ol natural ckcutaHort cool- 
down lasts & Doron ni‘(ing capability W/o one). 

SANOS.SP Projeci D.rectoraie 111-2. 66/11/04 GLISS.HE Commortwoaiilt Edison 
Co. 6pp. 47512325 47513 329. 

8811160369 FoTKeids Rev 5 to "ATWS Mitigaiiort Sys Spccitic Design 1oi Byion/Qtaid- 
wood Siatlons '' 

C>iFt2ANOWSKI,H Commonweailh Ediaon Co 66/1 1/09. Documani Control Branch 
(Dowirnanl C-onlrol Oosk). tp. 47563;34<-475Q4 023. 

-6811160390 “ATWS M.iigalion Sys Spocific Design lor Byion/Sraidwoort Stations.*’ 
Rev 6 

' Commonvraalih Edison Co 68/11/30. 39pp. 47563. 345-47S64 029. 

6811140120 Bequests OA Topical RepiCE-l A lor ptolncl rr-arvagere to use es ret doc- 
umenl lor future i.eonsing acHpris 

UULLER.On. Proloci Directorate 111-2. 68/11/10. SHRWSKI.W.d. Commonwoallti 
Ed-SOnCo 4pp 47537;097-47&37;100. 

6811230055 Forwards Rev 52 lo OA Program Topical Rapt CR-l-A.por eOtiiOrequeai 
SREWSKi.W.J. Corrimonwcahh Edison Co. 88/11/17. MUUER.O R. Project Okecio*- 
alo 111-2 tp 47663 063-47663 068. 


Q. Inipecuon taporU. IE Suuallnt A cotraapondence 

8610030249 NRC Info Noliio 88-079. “Misuso ol flashing Lights lor High nadiai>or> 
Area Conwots.'' Sve I'sl end 

HOSSi.C.I: Oivtvon ol Opetaijonel Evnola Assessment (Post 870411) 88/10/07. 
Conapl'datod Edison Co. oi Nevr York. inc. I23pp 47279 242-47260003. 

6611110046 Partial (osponso to fOiA lerwesi (or documents App O.E & F reoorda end 
& ove'labra in Por).App F records panio'iy withheld (ref FOiA Exempiior> 6). 
OniMSLEy.D.H NRC ■ No Oola-led Airillailon Owen 80/10/13. MURPHY.M. AIhU- 
eCion No( AS«gn«(l. lOpp 47S20 230-47523026. 

-6611110051 Informs lhal response le Violation 2 from insp Bepis 50-454/62-05 & 50- 
456/82*04 dooa not piopeity & ndequaiely addiess all cottcems ouWned In »»tn ot 
nencorTipi.ance, espocia-'iy concern of overall quality of const. 

FORNEY, W. NRC ■ No Oelallod Afli'iaiion Gh/an. 82/06/24 OANiELSON.O. NRC - No 
Oats led AKi'iai'cn Gwen. SOpp. 47620.246-47520.314. 

-8811140226 ln.'orms that Projeci Section N will nol tie ablo lo provide (urthet aesisi- 
once In teinsp flci.viiies c4 quasiionable OC inspector csAiicauon pracBcesOA/OC 
survoiMance oncl. 

HAYES.O.W- Region 3. Ofc Of Iho Direclor. 83/03/16 LlTTLE.WS. Rogior* 3. OTc of 
ihaDiiecioi. 3pp. 47521.013-47521 015 

-0911140273 Identii'os arfdl Insp Repia 50 454/83 30 6 50-455/63-28 re reinsp 

ra rarn,per 840120 memo. 

ELIUS.CE Oivol Projeci S Resident PfOflfams.RS. 84/01/27. KENT-SK Oliice 
of Congressional Adairs (pro 870413). Ip. 47521:244-47621:244. 

-8811140274 Confirms 840127 mooting w/u'.l to discuss results of teinsp ptogtsn).pot 
840119 discuss'on. 

NORELIUS.C.E. DIv ot ProlecI & Rosltfoni Prog/ams. FI3. 64/01/20. REED.C. Com- 
monwoBllh EtUson Co. ip. 47521:245-47521:245. 

“8811140277 Forwards chronology of evetHs re development of remsp prograin.per H 
Myeta request. Licensee 840112 summary tepl trattsmltled under separate covet. 
NOREUUS.CE. Oiv Ol Project & RosidenI Programs. R3 64/01/20. KENT.S.K. OfAce 
of Congressional Aflalra fpto 870413). 7pp. 47621:246-47521:262. 

-8811140276 Trip rept ot 830126 meolinQ in Balhesde Id discuss question of corrocWve 
actions to bo ronuirod of utiJ rs findirtg of uncerlffied QC Inspectors at silo. 
NORELIUS.C.E. Otv ol Pioject & Resident Projiams, 03. 83/02/15. KEPPlEft.J.O. 
nog'ort 3. Olc Ol the Diroclor. 2pp. 47621:253-47621:254. 

“881 1 140280 Idenlilles unacoeploblo commltmenls from response to violalions noted In 
InspRepts 60-454/62-05 & 50-455/82-04. 

FORNEY, W. Region 3. Ofo ol tho Direclor, 62/11/30. DANIEISON.O. Region 3. Olc 
0/ Iho OIroclOr. 43pp 47521:255 47521:287 

-6811140282 Lists Issuos that NRC musl be able lo address in heahng or inquiry re 
ASLB decision to withhold aulhonzation lor OL & euggesHons re Region Ilf insp i in- 
dependent veriiication eftort to addeeas Issues. 

HAYES.D.W. Region 3. Ofo ol tho Director, 84/02/13. SPESSARO.R.L ON of Emer. 
gency Preporodnass & Operational Support, R3. 4pp. 47521;298-47G2t;301. 

6610070114 NRC Info Noilco 66-082, “Torus Shaifs W/Corroslon & Degraded Coeb'nga 
In BWR Conialnmervis ■' Svo list end. 

BOSSI.C.E Division ot ^etattonal Events Assessment (Post 670411). 66710/14. 
Conso'Idaied Edison Co. of New York. Inc. 1 10pp. 47280:124-47260:235. 


9810140213 NRC Inlo Notice 66 006. “Broken Roleining Block Studs on Anchor Oail-nc 
Check Valves." 8vc Mat enci 

noSSi.C.E Qiviston o( Ooeroiional Evortts Assessment (Post 6704ii) 80/l0/t4 
Consdidatod Edison Co. of New York, Inc. t lepp 47463:169-47-t63 3l8. 

5810140018 NRC inlo Notice 68-00-1, “OelecUvo Motor Shall Keys In Llimtorque ktp’.-;* 
/icivaiors." Svc lisi encl. 

RO^.C.E Division ol Operational Events Assessment (Post 870411) 86/10/70 
Consd.-dated Edison Co Qi New York. Inc. 1 tOpp. 47260 004-47260.123 

9610170391 NHC Inlo NoUco 88-086. "Operaiing W/MuHiplo Grounds in DC Dlsinbuiicn 
Sm LSI encl 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411) 86/10/21. 
Consolidalod Edison Co. of New York, Inc. 1 16pp. 47463.081 -47483.197. 

9911220217 Responds to NRC 66101 1 Itr ro violations noted In insp Repis 50 454/88 
16 & 50-455/6B-15.Correciive Bclions:slgn-olf slop will be added lo applicable ASME 
pun» surveuTance pracadiuas & spray painted marking placed on each pump 
GLISS.H.E. Commonwaallh Edison Co. 86/11/03 OAvlS.A.B. Region 3. Ofc of CheD 
lector, 47603:174-47603:176. 

9611040324 SuppI 3 to NRC Info Nolico 86 106, "Feedwater Line Break.'' Svc list end 
ROSSI.C.E. Division ol Operallpnal Events Assessmoni (Post 670411). 68/11/10. 
Consisted Edison Co. ot New York, Inc. U3pp 47659.072-47559 184 

9911090284 NRC Info Nolico 66-087. "Pump Wear & Foreign Objects in Piani Pip.ng 
Sys.“ 5vc list eccl. 

ROSSl,C£. {^vision of Operational Events Assessment (Posi 870411). 68/11/16 
CoriMifWatad Edison £». of New York, Inc. 1 13pp. 47601:020 47601:132. 

9911090403 NRC Inlo Noiicb 88-088, "Oogradallon of Weslinghouse ARD Relays " Svc 
HSI erycl. 

BOSSi.C.E Division ol Operallonai Events Assessment (Post 670411) 88/11/18 
Consti'daied EdiSon Co. of New York, Inc. I I3pp. 47697:001-47607:1 13. 

6911150088 NRC Into Notice 80-089, "Degradation of Kapton ElecKtcai insulation.'' Sv; 
LSI end 

KOSSi.CE. Division ol Operallonai Events Assassmeni (Post 870411). 68/11/21. 
ConsoKdsied EoiSonCo. oi Nev< York. Inc I13pp. 47603.045-47603:161. 

8911180470 NRC Inlo Notice 88-092, "Polential for Spent Fuel Pool Oraindown" Svc 
hat end 

ROSSI.C.E. Division of Operanonal Events Assessmanl (Posi 870411], 68/11/23. 
Consohdaled Edison of New York, Inc. 1 14pp. 47606:l24-47606'237. 

8811180315 NRC Bulletin 88-010. "Nenconlormirig Molded Case Circuit Broakars." Svc 
9ai end. 

ROSSlCE. Divihibn &l Oboiaiionai Evenii Asaessment (Post 670*11). 90/11/22 
ConsoAdaied Edison Co of New York, Inc iStpp. 47606:00<-476(>6;123. 


R. Periodic operating reports 9 related correspondence 

88I1I5036I Monthly operaiing repis loi Oci 1986 for Byron Nuclear Powsr Siaion 

UfitisiA2.w/eeitioiK. 

SPiTEEaOj, PlENlEWICE.a Commonwealth Edison Co. 98/10/31. I4pp. 
47547216 47647:229. 


S. Reportable ocourrencee. LERs A related correepondenoe 

8810280304 l£R 68 Q01-01x7n 680212,feadwaiet pump 2C tripped on overspeed & et- 
fotls io ehed loed unsuccessful.Caused by failure of digital eleclrohvdreuiic control sys 
lo rewohd properly 8 daleclive eervovalve.Valve replaced W/68i0i6 Hr. 

JOYCe.T , PLENiEWlCZ.R. Commonwealth Edison Co. 86/10/19. App. 47363:287- 
47363280. 

8810250255 LER 68-01 t-OO.on 660923, aurveillsncB procedure discovered lo bo inarf- 
equate In veniying pperebiiity of containment vonlHatlon Isolation.Causod by Inad- 
egvale procedure. Procedure revised W/6BI020 Ur. 

SU6S.L. PLENiEWlCZ.R. CommonwesHh Edison Co. 80/10/20 5pp. 47263D28- 
47253.033 

98110M136 Pari 21 tepl re detect In Limltocque Cofp supplied eeiety related SMB 
ytfvo acluetors w/RH insulated do motors Inat rnay not develop full-raled staring 
torque el elevated emblem lemps.Revlew of motors by licensees recommended. 
VrtlKlNSON.t E. Llmllotque Co«p. 86/11/03. Ofllce ol Nuclear Reactor Beguialkm, Oi- 
reclor (Post 870411). I6pp. 47625:227-47526:242. 
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f. Security, medlcel. emergency A fire proteeffon plana 

8919251)041 Rev 0 lo Procedure BwZP 650-1, “Slatlon Emergency Planning Qualifica- 
tion Program." 

’ Commonweaflh Edison Co. 88/10/11. I6pp. 47263:071-47263 066. 

8911070185 Partial response lo FOIA request tor documenls.Forvrarda App H 
documents.Apps G A H documents available In POR.App I documents totally withhold 

S H FOIA Exempllpri 5). 

RIMSLEY.D.H. NRC • No Detailed AHiliaiion GNen. 88/10/13. MURPHY.M. Alfil*- 
atlon Nol Assigned. 6pp. 47391:035-47391:047. 

-9307060360 Forwards draft tire protecHon SER per branch Technical Position AS8 
6.5-1 A l0CFR50,App R.FIra protection review site visit expected when 90% of cable 
hrslBlied In plant, making visit meaningful. 

JOHNSTON.W.V. Assistant Director for Matls, Chem. A Environ Teohnoioay (Post 
830201). 83/06/20. NOVAK, T. Assistant Oireclor for Licensing. 20pp 47391:046- 
47391.094. 

-9611070238 Requests for addi Irtfo re (Ire protection program A masonry walls within 
30 days ol Itr dme. 

YOUNQBLOOO.e.J. LIcenslnQ Branch 1. 64/03/22. FARRAR,O.L. Comrnonwealth 
Edison Co. 4pp. 47361.085-47391:086. 
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66lftlGC46 Partial reaponsa lo FOIA eeqyost lor dacumeniB-Apo D.E & F eocoeds end 
& available in POR App F records panially withheld (rel FOIA Exemption 6). 
ORIMSLEY.O.H. NRC • No Detailed AffiliBtion Given. B8/i0/t3. MURPtlY.M. Alhii- 
aljOn Not Assigned. tOpp. 47520 230A7SS3. 026. 

-8811140287 Requests NRR evaluallori of safety-relaiod dc sys.pei util Fob 1870 decl* 
Sion to eliminate block wall & three lower lire doors from between battery & other 
nearby elocincaf equipment & rotating machinery. 

NORELIUS.CE. Div of Project & Resident Programs. R3 84/GS/OI. EISENHUT.O.Q. 
Orvislort ofLlcenslr»g(a0O42a-e5»124). 445pp. 4752f 302-47623.02e. 

eSlIUlOOl? Oerieric Ltr 08-19 lo ell fuel cycle facility licensoes 
possessing, uslng.importing.exporllng or transporting formula quantities of sitaiogtc 
SNU re use of deadly force by licensee guards lo prevent theft of SNM Svc list erKl. 
BURNETT.R.F Division of Safeguards & Transportation (Post 870413). 80/10720 
Consolidated Edison Co. 0< Now York, inc. 3tpp. 4761 3:047-47513.077. 

BS11DB0179 Rev 3 to Emergency Plan Implementing Procedure Bw2P I00-9. ‘'Environ 
DiiectOf." W/Index. 

• Commonwealth Edison Co. 88/10/29. I3pp. 47474;060-47474:072. 

8811140321 Rev 9 to Procedures Manual QW2P 500 5A1, "App A.TSC Invoniory 
Checklist.” 

LECHESMA.G. Commonwealth Edison Co 88/11/01. 6pp. 47535:l67-47535.i6l. 

8811180044 Forwards Safety fnsp Repie SO'4S6/06-27 & 60 457/60-27 on 001017- 
21. No violations noleid. Requests that commitments re completion of poelton-specillc 
training requiremenis bo confirmed. 

QREQER.LR Region 3. Ofc Ql the Director. 00/11/10. REED.C Commonwealth 
Edison Co. ?pp 475B9 022-47689.035. 

-8811180049 insp Repls 50-456/88-27 & 60-457/88 27 on 001017-22 No 
vtoletlons.deficlencies or deviations noted. Major areas inspoclod followup on actual 
emergency preparedness progrem & previously idoniitied Items. 

PLOsKi.r. SNELL, W. Region 3, Ofc of Iho Director 88/ff/O0 12pp 47660.024- 
47689.035. 


P. Oparoting lleenaa elage documents 8 eorrespondenca 

0010180350 Generic ltr 60-17 lo a)l holders ol Ola or CPs for PWRs le toss 0l 
OVIR.Svo list end. 

CRUTCHFIELD.O. Associate Director lor Projects (Post 870411). 00/10/17. Consoli- 
dated Edison Co. ol New York, Inc- B4pp. 47279:168 47279.241. 

6010260036 Requests remittance of fee lor 860902 application lor amends to Lfconsos 
NPF-72 & NPf- 75 re Limliorque operator lubiicatloh 

OiQGS.R.M. Lteensa Fee Management Branch 00/10/20. eiiSS.H.E. Cornmormoeiin 
Edison Co. tp. 47202.096-47202:090 

8810260184 Qenerio Hr 88-18 to alt licensees of oporatmg reactors & hoidoie o> CPs lo 
plant record siorege on optical disks.Svc list anct. 

CHUrCHPiElO.O. Associate Director lor Projects (Post 070411). eo/tO/20. Consok- 
dsted Edison Co. ol New York, Ino. 45pp 475i3.00i. 47613 046. 

BBI1030teS Forwards propriaiery & nonproprletery ''Steam Generator Tubo Rupluro 
Analysis for Byron 0 Braidwood Pianfs," for Aug reOB.VVeatinghouse eppf>ca(ioA for 
withholding rapt & accompanying affidavit also oncl. 

CHfl^ANOWSKi.fl. Commonweaim Edison Co. 06/ i0/2l. MUflLHY.T e. OlWe r>i Nu- 
clear Reactor Regulaiion, Director (Post 87041 1). 4pp 474 it:t30' 4741 1 204. 

-0811030193 Requests wlthholdino of anct proprietary mail entitled. "Steam Gertefeioi 
Tube Rupture Analysis for Byron & 6ra<0wood Plants,'' per IOCfR2 790. 
WlCSEMANN.R.A. Westlnghouse Electric Corp. 80/09/20. MURlCV.r. OflKo of Nu- 
clear Reactor Regulation. Oifecloi (Post 670411). 1 1pp. 4741 1:142-47411:162 

-8B11020203 "Steam Generator Tube Rupture Analysis lor Byton 0 Braldwood Plenis " 
TSAl,R.W.. RAMSOEN.KB.. BALIARD.J.E. CommonweaUh Edison Co 09/00/31 
102pp. 47411:153-47411:264. 

8810260400 Forwards revised Tech ^ec Bases Page B 3/4 3-3. Revised pego chsngos 
description of function of P-4 ESFAS Interlock. 

CHflZANOWSKI.R. Commonwealth Edison Co. 88/10/24. MURLEY.T.E. OMice of No- 
clear Raaclor Regulation. Director (Post 870411). Ip. 47374:196 47374:108. 

**8814280406 Revised Tech Specs Bases Page B 3/4 3-3 ro ESFAS inlertocks 

• Commonweailh Edison Co. 00/10/24. 3pp. 47374:196-47374;198. 

601 1420382 Responds to reguesi lor addi Info re T-hot redvci-on 
progrsm Nonproprietary & proprlslary addendum to Rev 2 to WCAP*tt360. "Re- 
sponses to Questions on T-Hol Reduction, ' encl. Proprietary addendum wilhlietd (rel 
10CFR2 790). 

CHRZANOWSKIR. Commonwealth Edison Co. 68/10/26 MURLEY.T.E. OocumenI 
Confrof Branch (Document Control Desk). fSpp 47409:267-47409207. 

801f(}4O374 Application lor amend to Lleenaa NPF-72.ravlaing Tech Spec 4 0 1.1.21 try 
extend on one time basis.previously accepted 31 monin surveillance tesiirrg leqi/te- 
menl lor Diesel Generators tOGOlKA & tOOIKB lor addI 7 months.Feo paid. 
MUNSADER.S.C Commonwealth Edison Co. 86/10/26 MURLEY.T.E Office of Nu- 
clear Reactor Regulation, Olieclor (Post 870411). 2pp. 47434.290-47434-297. 

•*8811040378 Proposed Tech Specs, revising Pago 3/4 6-4 re surveillance losting ro- 
quKemenl for Diesel Generators tOQ0tKA& tDGOtKB. 

* Commonwealth Edison Co. 88/10/26 6pp 47434:292-47434:297. 

8811070301 Forwards notice ol Consideration ol Issuance ol amends to LIcensos NPF* 
37,NPF.66.NPF*72 & NPF-77 Amends revise Tech Spec 4.6 1.3a lo allow contmous 

K assure testing ot containment air look door seal gaskets 
ULLER.O.R. Project Directorate III-2. 88/10/31. BLISS, H.E. Commonwealth Eckson 
Co 4pp. 47457:019 47467.020. 

—8811070306 Notice of consIderaKon of Issuance of amends to Licenses NPF*37,NPF- 
66.NPF-72 & NPF-77 8, opportunity for hearing. Amends change Tech Speo 4.8.2.3a 
lo SHOW continuous pressure teslIrM of containment air lock door seal gaskels. 
MULUER.O.R. Project Directorate iff-a. 68/10/31. 4pp. 47457;023-47457;O2e 


06tf0SO244 Discusses results Of sioam Qoncralor tube rupture snelysr-r prov.ded In 
6B090I Kr.UlJ bollovos that adequate adm nlsitai.vo coriirols a'leady exist A no lurthor 
actions requited 

CHRZANOWSKi.n. Commonwealth Ed-son Co. 80/11/01. MURLEv.T E. Olhce c! Nu- 
clear Reactor Regulation. Director {Post 870411). 7pp 47504:071 47504 077 

8811870143 Forwards further Into to answer NRC fdiowup questions re comparison bo- 
Nraen plants on naiutal circulation capacity. 

CHRZANOWSKI.R. Commor^weallh Edison Co 88/11/02 MURLEY.T.E. OH.ceoI Nu- 
clear Reactor Rogulatlon, O.roctor (F^sf 870Jt if 3pp -17456 ?92--l7450.20-r. 

0011140390 Forwards loose parts mon.toring sys repr Repi wriiion lo comply tv/roqulro- 
menisoi Reg Guido 1.133 bale ecquisli.on 8 analysis lochn'qno ctocigncd to mom do- 
ored sensiijvily lavoi roQulremenis.Vir/o arid. 

HUNSANOER.S.C. Commonwoalih Edison Co 80/11/03. MURLEY.T E. Otr eo ol Nu- 
cl^ Reactor Regulation, Director (Post 67041 1) Ip. 47546 251-47546 25t. 

BB110M169 Forwards salely evaluation accepting rosuits ol riaiutd circulation coot- 
dawn testa & boron mixing capability.W/o end 

SANOS.S.P. Project Directorate 111-2. 88/11/04 BLiSS.tl E Commonwoaiin Edson 
Co 5pp 47512:325 4 7512 32(7 

8011160309 Forwards Rev 5 lo “ATWS Mitigai'on Sys Specific Design for Oyron/Bro^ 
wood SloUons." 

CHRZANOWSKI.R Commonwealth Edison Co BB/lt/09. Documeni Control tBianch 
(Document Control Desk) ip 475B3 344-47584 023 

-8811189390 ‘ATWS M ligation Sys Spocillc Design for Oyron/BiaiUwood Stations,'' 
Row 5. 

* Commariwoalih Ediaon Co 86/ 1 1 /30. 39pp 47SS3 345-47564 023. 

88l1t40i20 Requests QA Topical Ropl CE-I-A for project managers to uso os rof doc- 
utpont lot future licensing acllons. 

UUlLF».OR Ptojocl Oleacicrate III-2 00/1 l/to. SHEWSKi.lVJ. Commonwcaiiti 
Eckson Co. 4pjv 47'537 097-47537:100. 

8B11320460 Informs NRC that noxi rofuolmg outage will be loschodulod lor Sept 
l989.Schedulo change will havo no olfoci on opoi0b'lity ol allecled vaivo opereiora. 
MUNSADER.S.C. Comntrjnwoalth Edison Co, 86/11/14. MURLEY.T.E. Ollico of Nu- 
clear rtoaclor Regulation. Direcior (Post 870411) Ip 47605:075-47805:075. 

8811230066 ForwB'ds Rov 52 10 OA Program Topical Rapt CE-i-A,por 88tl 10 rqqiiesi. 
SHCwSKt.w.d. Commonwealth Edison Co 88/ii/l7. MULlER.D.n. piojaci Oitedoi- 
ate 1112. Ip 47063063-47583088. 


O. tnapeetton reports, IE Buliefirta 0 correspondence 

B810030240 NHC Info Notice 88-079. *'Mi$uss Of Flashing Lights for High Rad-nifon 
Area Cwuois." 5vc list encl. 

FtOSSt.C.B Oiiraion ol Operaiionel Events AasessmonI (Posi 870411). 00/10/07. 
Consoiidaisd Edison Co of Now York, me. 123pp. 47270'242 47260 003 

8B 100701 14 NRC Inio Nouco 80 0B2. "Torus Shalis W/Corrosion & Dagreded Coaimge 
in BWR C^ioirimonts '' Svc hsi oncl. 

RO^t.C.E. Division ol Opersiionel Events AssessmsiH (Potti 870411). 08/10/14. 
ConsotIdaMd Ed«on Co. of New York. Inc l lOpp. 47280.124-47260:235. 

B8 10140212 NRC Into Nohco 08 085. "Broken Roiaining Block Sluds on Anchor Darling 
Chech Valves” Svc i>si onci 

RC^Sl.CE. Division ol Operational Events Assessment (Post 870411) 88/10/14. 
Consohdelod Edfsen Cc of New York. Inc ltdpp. 47463'iB9-47403 3f8. 

80>O25Of 15 EN-00-O53A:on 881017, proposed imposiiion of civil penally In amour>i of 
$50.CK>0 withdrawn. NRC tovlow of taciB doiarminsd that although viotallnn 
occurred Soveniy Levpl IV moro accurnlu than Severity Level ill as staled in notice 
ROSANO.np., liEBERMAN.J. Olc of Rnlorcemenl (Post 070413). B0/i0/t7 ip 
47265 360 47205 360 

B610360065 Advises that sovorilv of viotetion noted in Insp Repts 50-458/80-15 & 50- 
457/66- 16 coduced to Seventy level IV & proposed civil ponahy withdrawn. 
TAYL0R,J.M. Region 3, Ofc of the Director. 68/10/17. OCONNOR.J J. Common- 
weaWi Edison Co. 3pp. 47361 145-17361:147. 

0010140019 NRC Info Nolico 00-004, "Doioclive Molar Shaft Keys In Umnorctue Molar 
Aclualqis " Svc list end. 

ROSSI.CE. Division pi Operational Events Assessment (Post 670411). 88/10/20 
Consotidaled Edison Co. oiNew York, Inc Il9pp 472B0 004-47280.123 

6610170391 NRC Into Notice 68-086. "Oporating W/MuU-plo Grounds in DC O.slnbuiion 
SyS-” Svc UsI oncl. 

RC^Si.CE- Division ol Opetallonal Events Assossmonl (Posi 07041)). 68/i0/2t. 
Consdidatad Edison Co. ol New York. inc. it 6pp. 47463 061-47463:107. 

6611030406 Forwards Saloly tnsp Repla 50 450/80-26 & 60-457/88-26 on 080828- 
1016 6 notice of violation 

FW1NEY.VV.L. Region 3. Ofc of the Director. 88/10/27. REED.C. Commonwoalih 
Edison Co 2(^.47428072.47428 092 

-8811030415 Notice ol violation irom Insp on 880628. to iB.Vidation nolodon 
B099)a,iadi8llQn/chomislry dopl personnel not noiitied ot secondary sampling ponei/ 
sink Uoublo condii.on when Ind-caied by alarms. 

FWNEY.W.L. Regior* 3. Olc of tHo Direcior. 88/10/27. ip. 47428,074-47428.074. 

-BB11030420 insp Repts 50 456/80-26 & 50-457/88 26 on 860028-1015 Violations 
notad.Major areas inspected. LEH review, secondary chemistry excursion, aia'tup lost 
observation, opecetionai aafoty verification, ESF 0 (reining etioclrveness. 

HINDS, J.M. Re^onO, Olcol Iho Director. 80/10/27. Ifipp. 47428 076-47428 092 

8811940324 Suppi 3 10 NRC info Nottco 86-108, "Feedwator Line Break." Svc I'Sl oncl. 
RO^l.C.E. Division ol Operational Events Assessment (Post 870411) B0/t1/l0, 
Consolidated Edison Co of Now Yoik, Inc 113pp. 47559 072*47559 104. 
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88^8?°' REEO.a Co™»nw.allh 

SSiSisss^S 

“liES': oT'C '" 

a»i“rr- 

«ol&E Division o' 7 ''T W.a,(.ghauao ARD RoPays... Svc 

^ Edison Co. app, 47601-208 4^^^9 80''11^16. REEO.C. Commonwoallh 

r'IId c'' 'f effount Of 550.00D. par nrc 881019 

(Pos.67b4,3,.Tp"«:o^‘l-- UEBERMAN,J. 0,c of En»oica„«„, 

7o 'T'' Svo 

IJst end, ae-092, "Polenllal for Soant P..., o . ^ 

flOSSt.C.E DIviaian «i n ‘^“'Mown.” Svc 


OOCKET STN.SWS7 BBAIDWOOD STATION, UNIT 2 
l=-S.c-rl.„ASIc.l, 

alfonNoiAssIgnad. 6pp. 4739l!o35-47M"Jff7" MURPHY, W. Affil 

4^4®^^°®^^°' Ass/s'Tan Weed's ao5."Slffi: 

sis'Lir r ™ 

EAaoi)Co.4pp,4739l:085.JjP39®[08fl'’ FARRAR, D.L. Commonwealth 

«111K)0« Parff«l,-» 



records ar 
Af(i 


^ Mon 01 L|„a .|„3 |a„04j8,85* 


a P.N.NI0 .p„..„, 

•Sir®" 

iissrr 

47fi69;068.47fi69;b7^ <=0™"'Oflweallh Edisor, Co, 98/10/31. Upp 

a N.po,„«. „.0„,™„C.., UER. A „|„.E „N..po„s.„o. 

ipiS*=fS=:"^f:=5f 

Sr*'^nrff ^ 

47617, -OOk 3. Ofc Of the Df, actor, fla/,i/,8. ,p, 

V. Operator Exemlnallons 

°Pera'or requaliticalioa |«W„g 

Director, Ip. 475e9;164.47l8l.iS°" DAV(S,A,B. Regten 3 . Ofc o( (l» 


iSliftsn,,.,. "''•-'PP-4/B13;047.47613;07k 

Ch^«8t" Pf®cedores Manual BWZP soo SAi "a 

F.BEU,0, C„™o„«o.,. 

-8811180049 Inso RAnfn eA 


■'“'''"'"'■•Eor™.po„s.„n. 

ISIk A.«’.'V° ■" °' “'■ " '» '• '.- . 

DraoailM!’u;g,',° S'S WonfiS*'’'’"™''”" •'"•"‘l> m License 

CO. IP. mea.’fffi'SI"' =™"'>-. SB/, 0/20. aL,SS,H,E. oomoienwe.,,, 

^r^ELlTD^ABSoSefBl Bncl^™‘''^B feactors & holders ol CPs re 

B.Xo'rr'^'" 

■*« n™.r R..„,.,Cg&r «' N"- 
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0811(130382 Responds >o roquosi lor acldl into re Thol retfiiciion 
nriMramNonpfopdelery A jxopfiolary addendum to Rov 2 to VrfCAP-ll3Be. ••R©. 
sfwses 10 Quosiions on T.Hoi noducnon," enci.Pfoprioiary addendum w.thliaM (leJ 

rHOZAN^WSKI B. Commorvivoailh ErJison Co fid/10/26 MUnigy.TE. Oozumc/V 
Control Branch (Document Control Desk) I3pp. 'I7'i09 287 ‘t7<i00.SO7. 

8811070301 Forwards notice ol consldoraiion of issuance of arnends to Licciisds NPF. 
37 NPF-66 NPF-73 & NPF-77.Amond3 revise Toch Spec 4.6 1 3a to allow commons 
orasavre lesnns o( containment sir look door aoal gasKGls 

MULLEBOR Proloci Oiroctorale 111-2 06/10/31. OLlSS.H.E. CommonweaHh Ed-son 
Co. 4pp. 47467:01fl’47457:026 


-8811070308 Notice Ol consldoraiion ol Issuance ol amends to Licensos NPF-37.NPF- 
66NPF-72 & NPF'77 & opportunity lot heoting. Amends change Tech Spec 4.6 2 3a 
to a'low continuous pressure testing ol containment eir lock door aoal gaakeis 
MULLEFI on. Prelect Oirectorato 111-2. 08/10/31 4pp 47467:023-47467.026 


8611080244 Discusses rosuUs ol steam ganoraior lube rupture analysis piov.dod In 
880901 Itr-Ulil bellavos that adequate odminlsirative controls a'reedy oinat & no tunher 
actions required. 

CHRZANOWSKI.n. Commonwoallh Edison Co OB/t l/OI MURLEY.T E. Othco ol Nu- 
clear Reactor Regulation, Diteclor (Post 07041 1). 7pp 47604 071-47604 077. 


6811070143 Forwards ludhor Into lo answor NRC lollowup questions re competison be 
men plants on natural circulation caiMCity. 

CHflZANOWSKi.R. Commonwoelth Edison Co. 08/ 11/02 MURLEY.T E. Ofllco ol Nu- 
clear Reactor Regulation, Director (Post 070411) 3pp. 47466:292-47459:204. 


8811090159 Forwards safely evaluation accepting reaulie ol natural ctrculaiioo cool- 
down tests & boron mixing capabltily.W/o end. 

SANDSSP. Project Oirecioralo III-2 08/11/04. BLISS, HE. Commonwoallh Edison 
Co. 5pp' 47512:326-47612:326. 

6811160389 Forwards Rev 5 to "ATWS Mitigation Sya Specific Design tor Byrott/Braid 
wood Stations " 

CHRZANOWSklR. Commonwoolth Edison Co. 88/1 1/00. Qocumoni Conlroi Brarvirt 
(Owumonl Control Desk), ip. 47663;344-47604.O23. 

-8811160390 "ATWS Mitigation Sya Specilic Design lor Byton/Braidwood Sieltoru." 
Rev S 

’ Commortvwa/lh Ed/son Co 89/11/30. 38pp. 47683'345-47S84:023. 


6811180198 Forwards environ quamicaiion losi plan achoduie milestones Tosimg ex- 
pQcied to bo compioiod by Jan 1989. 

HUNSAOEn,S.C Commonwoelth Edison Co. 88/11/09. MURLEY.T E. OHice ol Nu- 
clM/Rsacfornogufation. Dirocior (Post 07041 1) 2pp 47602:359-47602 360. 


-8811030415 Notice ol voiaiion Irom tnsp on 880928 lOISViolaiion nciodon 
8809i4.M£«8iJ3ri/che.'risirv depi personnel rot notf.cd o) seconflarv sampti-.g panel/ 
sink itoiiole condition when mjicaidd by alarms 

FORNEY.WL Region 3, Otc ol the Director. 00/10/27. Ip 47428 074.474 28 074. 

-8841030420 tnsp Repis 50 456/89. 26 & 50-457/08-26 ort 880628-1015 Vio'atiohs 
noied.Malor aroas inspected LER rev^ew.socondary chem stry excuis-.ort.siariup test 
observai-oo,oporalionai satoty veniicatlon.ESF S cra-n.ng ollocUveness 
HINOS.JM. Region 3. Olc ot the Oireciot 88/10/27. 18pp 47428 075 47428 032 

8814040324 SuppI 3 to NRC tnfo Notice 86-108. ' Feedwater Line Break." Sve list end 
ROSSi.CE. Division ot Operational Events Assessment (Post 870411). 0d/il/i0. 
Consol4lBied Edison Co of New York, Inc 113pp 475S9 072-476S9 184. 

884 4I60098 hcH recopl Of 881014 Ur Informing NRC of stops taken lo coireci vioianons 
& payment lor civil ponalty in amount ol SSO.OOO.in response to NRC 880916 not-co 
LIEBERMAN.J Otc Ol Enforcemonl (Post 870413). 08/11/10 BEED.C Common- 
weaKh Erdison Co ip. 47569.088 47569.086. 

88I1I6D044 Forwards Saloty Insp Repis 50-466/88-27 & 50-467/88 27 on 801017- 
21240 vlefaiioris noted Requests that CDnimilments re compleiion ol pos'iion-spocihc 
ti8‘nna requiremants bo conhimod. 

OREGfeR.LR. Roalon 3, O.'c Of Ms DtrecKy. 88/ 1 1/10. REED.C Commonweaiitt 
Edison Co. 2pp 47589 022 47589:035 

-8&1II60049 Insp Repis 50456/08-27 & 50457/86-27 on 8810I7-22NO 

vtdations.deliciencies ot deviations nplod Major eroas inspocled followup on actual 
envwsncy p/epoiodnosa proQiarn i provtpusly ideniitied Horns. 

PlOSKI.T.. SNElL.W. Region 3. Ofe ol the Ditocloi 88/11/08. I2pp. 47589:024- 
47S89.03S 

8841090284 NRC Info Nonce 68-087, "Pump Wear & Foreign Objects in Plant P.p.ng 
Sys ■■ SvC ks! end 

ROSSI.C.E. Division ol Oporal-onai Events Assossmonl (Post 870411). 86/11/16 
Consolidated Ed.son Co. of New York, Inc ll3pp 4760i 020-47601:132. 

8841090403 NRC info Notice 68 008. "Oegiadaiion of Wesiinghouso ARD Ro'ays." Sve 
Itsi encl 

ROSSi.CE. Division of OperaVonal Events Assessmoni (Post 870411) 88/t1/i6. 
Consoiidaiad Ed son Co of Now York. Inc. M3pp. 4 7S97.001. 47507:1 13. 

8611228422 Conriims Q81 1 10 discussion botwsen S Hunsader & RM Lorch re enforce- 
ment conletence on 861 123 in Glen Ellyn, IL to d’SCuss sevarel insiancos ol missed & 
inipti»etiy perfoimad Tech Spec suivoiilances. 

GhEENMAN.EG. Region 3, Ofc el the Pi'Oetor. 88/lt/t6. REED.C. Cemmonweg'.iti 
Edison Co 2pp 47603 208-47603:209. 


8811140120 Requests QA Topical Ropi CE-t-A for project managers to uso as ref Ooc- 
umsni for future lleenafng actions 

MULLER, OR. Prqleci Oitecioraie m-Z. oe/li/lO. SHEWSKi.WJ. Commonwealth 
Edison Co 4pp. 47'537'0a7'47637:lQO. 

8811220169 inlorms that current outage planning may establish start dale ol lecMy sur- 
veillance oulega Oy 69021 l.Uilf will neve leken necossaiv s'ops lo esiebi«t) onvvon 
qualiticBUon oiBunker Ramo Insirumeniotion modulos. 

NLINSADER.5.C. CommonwoaUh Edison Co 68/11/14. MURLEY.T-E. OlHco ol Nu- 
clear Reactor Rogulaiion, Oitecior (Rosi 6704 41). 2pp. 47606.3(9-47596317. 

8811230088 Forwards Rev 62 lo OA Program Topical Rept CE-t-A.pa( OeuiO requesi- 
SHEWSKi.W.J. Commonwaaith Edison Co. 88/11/17. MULLER.O.R. Prc^ecf CWecior- 
Bte iil-2. tp. 47863:0e3-47683;0eB. 


881 1 160088 NRC Into Noi.ee 68-009, ’’DogiaOBiiort of Kapion Electrical insulation." Sve 
lisi end. 

ROSSi.C.E Division ol Opo'anonei Evenis Assessment (Post 670411) 68/11/21. 
ConsoMaiod Edison Co. of New Yoik, Inc. 1 13pp. 47003-045-47603.161. 

861 1 180470 NRC into Not’ce 88-092. "Poiani el lor Spent Fuol Pool Dre ndown." Svc 
istend 

ROSSI.C.E. Division ol Opeiaiionai Events Assessment (Posl 670411). 68/11/22 
CortsoRdeiod Edison Co. of New York. Inc ti4pp 47606.124>47606 237 

8611190315 NRC BuJoiin 86-010. "NorYconiorming Molded Case Circuit Broakers." Svc 
«$i end 

ROSSI.CE. Orvision ol Opoieiionai Events Assessment [Posl B704t1). 68/11/22. 
Consolidaiod Edison Co Ol New York, inc. 121pp. 47600.001-47606:123. 


0. Inspection reporie, IE Bulletins & correspondence 

8810030249 NRC Info Notice 68-079, "Misuse ol Fiasliiog Lights fo' High Radiation 
Area Controls " Svc lisI end. 

ROSSi.CE. Division ol Oporailonal Evenis Assessmoni (Posl 070411). BO/iO/07 
Consolidated Edison Co of Now York, Inc 123pp. 47279:242-47200:003. 

8810070114 NRC Inlo Notice SB-082. "Torus Sheila V/ZCorroslon & Degraded CoaSnge 
In BWR Coniainmertls." Svc lisl oncl. 

ROSSi.C.E. Division of Oporailonal Evenis Assessmoni (Post 670411) 63/10/14. 
Consolidated Edison Co. ol New York, Inc. ItOpp. 47280.124-47280.235 

8810140212 NRC Info Notice 88-065, "Broken Retaining Block Studs on Anchor Daring 
Check Valves." Svc lisi enci. 

ROSSi.C.E. Division of Operational Events Assessmeni (Post 6704ft). 88/10/14. 
Consolldaled Edison Co. of Now York, Inc. 1 lapp. 47463:199-47463:318. 

8810250116 EN-B8.053A:on 681017, proposed Imposillon of civil penalty fci amount of 
$50,000 withdrawn.NRC review of lacte deiermlned Ihel allhougii vfofation 
occurred,Severi(y Level fV more accurate than Severity Level Hi as scaled In noffee. 
HOSANO,R.P.. UEBERMAN,J Olo of Enforcement (Post 670413), 88/10/17. tp 
47265.360-47265:360- 

8810280065 Advises that severity ol vIolaUon noted In Insp Repis 60-456/60-tS 6 60- 
457/88-18 reduced fo Severity love/ IV i pioposeP civil penally wilhdrawa 
TAYLOR.J.M. Region 3, Ofc of the DireclOi. 08/10/17. OCONNOR.J.J. Common- 
wealth Edison Co. 3pp. 47361:146-47361:147. 

8810140018 NRC Info Notice 66-084, "Oslectivo Motor Shall Keys In LimKorquo Motor 
Actuators." Svc list end. 

ROSSI.C.E. Division ol Operalional Events Assessmoni (Posl 870411) 88/10/20 
Consolidated Edison Co. of New York, Inc. 1 19pp. 47280 004-47280:I23. 

8810170301 NRC Into Notice 88-086, "Operating W/MuHiple Grounds m DC Dtsirnxrtfon 
Sys," Svc list encl. 

ROSSI.CE. Division of Operational Events Assessmeni (Posl 070411). 08/10/21. 
Consolldaled Edison Co. 01 New York, Inc. 1 16pp 47463.081-47483:197. 

8811030408 Forwards Salety Insp Repts 60-466/86-28 & 60-457/e8-2e on 880820- 
1015 6 notice of violation. 

FORN£Y,W.L. Redon 3, Ofc of (he DIrsclor. 68/10/27. REED.C. CorrrmorweeHh 
Edison Co. 2pp 47428:072-47426:092. 


R. Periodic operating reports t> reisted correspondaiYce 


8810250498 Forwaids errata dale to ‘’Semiannual Efiluoni Rept lor Jhn- Jurte 1988." 
OUGRlO.n E CoiTirr^onwealih Edison Co. QB/10/25. Oocumor^l Coniroi Branch (Oocu- 
monl (^nlc<K Desk) ip <17282.026-47282.029. 

"8810280022 EnalB data to "Semiannual Elliuent Rept lor Jen-June 1986 " 

* Commonwoallh Ed.son Co BB/06/30. 4pp. 47282.026 47202 020. 

8811190112 Monthly oporailng repts lor Oct 1966 lot Qialdwood Nuclear Power Station 
Urriis 1 S2.W/88fl09 Hr. 

PETER^N.M.W., OOCRiO.R.E. Commonwealth Edison Co 88/10/31. i4pp, 
476e9'O50-47589O71 


8. Reportable occurrences, LERe & releted correspondence 

8811020088 LER 8G-024.00'or^ B6092l,sloam goncrator N-hi level duo to Incorrect op- 
etal/m of Ngh pressure cleanup loop occurrod Causod by doslgry dolldoncy in man- 
macl/ne Intorlace. Engineering evaluation will be por1ormacl.W/&8lOIO lu. 
WRAHJM.OW, QUERIO.R E ComrT«>nw©allh Ediserr Co 88/19/02 4pp 47415241- 
47416:244. 

8810250486 LER 88-023-00 on 680919, Trains 2A & 20 declared Inoporabie. Caused by 
inadequate venting due to eurvoillarico data sheets not providing complete guidance & 
fnedeguafe review of survBillanco. Procedures changed W/86l0f9 Hr. 

O'eRltNJ.. QLIERIO.R.E. Commonwealth Edison Co 00/10/05. 6pp. 47282:132- 
47262:138 

8810289370 LER 68-025.00.on 8B0926, monthly (argot axial flux diiference survoillenco 
not performed.resulting In exceedance ot Teen Spec iimit.Caused by cognitive person- 
errof.New target values lor Delta I calculBled.W/6Bl02S Hi. 

SOILIESSMANhTR.. OUGRIO.R.E. Commonwoallh Edison Co. 66/10/24. 6pp. 
47d83.343-473S3'340. 

8811010412 LER 88-026-00.on 889923, when second phase ol data collecHoiY 
atUU^ed.tuiblne & reactor inp occurred.Caused by new typo ol conllgurai'.on & lack of 
proper communications between personnel Tost equipmonl removod.W/68t028 Hr. 
STAWZAK.P., OUERIO.RE Commonwealth Ed.son Co- C8/V0/24. 5pp 47401-310- 
47401.314. 
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y7M7 ?I.T °' "■<» OKeciQt. 6%t\Q(n yp. «537:M3. 
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sleppod on fcy painter vi-orklfiQ in a/oa ^ »7»«v fcno JoWJ probably 

4?6UOo/°"''^''"- »P. 47617.003. 
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MNNiNG.VVD. Events As«>«/nAnf »oa. < >«< _ _ _. 


MNNiNG.WD. Events Assessment eraoch 08/n/2S fiossirc rwi,, ,u «. 
atwat Events Assessmoni (Post 8704 1 1). lopp 47674:Mi.4?6S?i6^ ^ 


‘SKE“r"~^ 

».W6dl,o„ci 


V. Operator Examinations 

"■' o' '0Ao«K.,»„ MB,, 

TDTVMA /* C - _^... ^ ^ 


canso NPF.^T'io^allt^^sinota sobmifiat reqgosfng <er to t> 
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»w . . svww.»< «Pl7#OVai 
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r^HZVNA.GE Com.To/i*oaiit> Ed-son Co eflnwno nA\i»«Ar. n* ■ 

Orecto.' Ip 47549 164.47589 164 '* ” “ "*9.^0 3. Ole Of Ihe 


mam Cornroi Desk) 3pp®4727o'24S^4727a247 ° Comi’ol eranch (Oxv 


DOCKET 50.4Se filVCR 8EN0 STATION, UNIT 1 


Orioma^ by B608*t 2® lir*^' Atianhma'^?*^®^ °! fefue.'.i>9 ouUje 

mer.1 Control Desk). 4pi°47S'306^°36®-3M.^^ Document Control Branch (0oo> 


F. Sectirlfy. madloai. emarfianejr 4 (Ira proleeiton plans 


86102404?! nor 2 to EmoraCfiCv Plan Tah'n tnn , "c 

88IOf4lir ® y h’ah fatt.o t3 3.t. Erno/gency Aciioo Level." w/ 

eOOKf.RJC Cmi States Ut4„'0S Co. 887,07,4. ,0pp. 47283,234.472<I3,243 


lr» soblwjlals ro'^fsiBd udr^"*^' Oockvile.MD to discuss fortneoro. 

4pp''475S'420t4*3n°/®‘^^ ^^^’<^'24 CALVO^.A. P.olect Oirettc.-sW. 


.ui,w.aic«u,4HosCy.8B7,0/i4. 10pp. 47283,234.47263,243 ®®c”®*°233 Forwards request for adtJl Info ro 880010 ,n , ,, k 

^ no..o o, v.o.a.K,n 

-I'es Co 2pp 47F^3S57.47263,& OEOOENS.JC. Gull Slaton UW- B6/W/27. DEDDENS.J.C, Gulf States Uta^^s 


®nsS?sUc®?ar!s:1f'a®KlnVobM^ noted Ma)or a<oas 

FORD*E’r-'^n?^8‘S5'J''‘’;S,"lS" OtJSOrvniior; i Ml«7 

t3pp 47263,201.4^263 2^^ TAfilE.OL. Region 4. Ole of the IVeclor 60/io/,4. 
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OEDDENS,JC. Gull^sles UilLtei 


Conspi'daiod Ftuon Co of Now ?0r8 Inc o/pp, 476i?04 7 %t 3 ^^^ 


'’StSSJ’S ttl^'QchanmilQ^«K'’ftn 1**“*"®^ ®' NPF-4T 4 op 


H. General eerreepontfenee 


5pp. 47494:266.47404:200. 
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aeno/l?. PAULSON.W. Project OneciOf 


**<)t'$?6'KW^Vessei^^^u?4"^mrinm o*’ Radifttfor Emljrlttienwc 

nientComtol'Desk). 3 to” 47 «o'oiB? 743^^^ Document Control Branch (Docu 


I. fJnanclat Information 


“a’io” V ciSns 

I w/reclrcu- 


“*BCCKEn^^E'G“ull®siS''u1S"S^^ ''w'-" 

mcniConirolOosk). tp 4739S:2f6.473ol252.'^^® Document Control erancA (Oocu- 


A <020 Booticaiions m *«aLc , '"'»'hg Of no significant Impact 

Co ^V7675 23®S??f4T®'® ''' ^EDDENS.J C. GuJf Slal 


Steles UUiites 




'“^l7ot»ow"Z;;rSStLn"^^ ®.',9nlficani impact, revfslr^ T« 

tkxis tor amend toUcS^NpK ^ opwatlon.per licensee 680406 A 1020 4ppl«:. 
CAt.V0,3A. Ptojecf Dlreclorele IV. 88/11704. 4pp, 47576 241.47575 244. 


merit ConbciDSw. lK/e^VtSOO-WlS.^®^' S'*’"*:'* (Ooc«- 


P. Operating license stage documents A correspondence 


menlCom^DaS fC^47^666:?eD?J^ Document Control Branch (Doc 


cr6p1?4i)?fr9 2S'4 728°9'l7r®'“ '''• OEODEN3.J.C. Gu» States UtUiBes 


S.C.MLAttachment 2, Item 1. reflecting deli 
qutftfJea'iSTiesling ° hydraulic control unils as used 1 

I UWiirt 


Gulf Stales UbHl7e8 Co 8871t/09. Ip. 47566:190.47666.199. 


'S™sssssissLr*"”“ 


®*i^e ®amendT Rockville, MO re Mvo lorlhcoming ' 

vfawgrspna end. ^ ^ control units & Inoperable componenis.fleJaled Info 


vfaw^wa end. 

4^7f334‘.47B08^/i^^' Directorate IV. 86/11/16. Prolect Oiredocele IV. 66p 


“^Onc^m sy‘P®rting Amend 29 to fJeense NPF.4 7 

472e9'277“472e9 278.” ^ Diiectoi {Post 870411). 88/10/12. 2pp. 




8..n,h ilZ 


'V 88/10/14 DEOOENS.JC Guft Slates UbWee 


-A6m30093 Proposed Tech Specs.chsnging bundle heat generaUon rate into lor third 
Gull Slates UlilWes Co. 66/11/18. 8pp 47622-.t53.4r622:159 


'fllltoSdoaKcJcle '-'=^'’*''’0 Bend 

l^l.?iW:47aM®w:47622:^7^^ 



O. Inspection reports, IE eullettns & correspondence 


R. Periodic operating reports A related correspondence 


fiat0030249 NRC Inlo Notico 88-079. "Msoso of Flashing Lights for High RSitaicn 
Area Conirols " Svc lisi oncl. 

ROSSl.CF Division of Oporetional Events Assussmeni (Post 8704tt). 86/10/07. 
Consolidated Ed.9on Co of Now Yoik, Inc, I33pp. 4727e:243-'t7280;0O3. 

$610070114 NFtC Info Notice 88 082. "Torus Shells W/Cortosion & Degtudod Coaengs 
in BWR Containments " Svc list encl 

ROSSi.CE. Division of Oporotiorial F.venis Assessment (Post 870411). 66/10/14 
Consolidalod Edison Co. 0/ Now York. Inc. f tOpp 47290: 124-4?SQ0:235. 

6610140212 NRC Inlo Not ce 60-086. "QroKeii Retaining Block Sluds on Anchor Dating 
Check Valves " Svc list encl. 

ROSSI.CE. Oiv.slon ot Opoiallonai Events Ascossmoni (Post 870411) G8/10/14 
Consol daied Edison Co. of New York. Inc. 1 18pp 47463 199-47463 3f8 

6810260385 Fcwarps Insp Rept SO-459/99-19 on 66080f'08i7 6 notice ot votabon 
CAILAN.L J. Region 4. Ole of the Director. 88/10/18 OEOOENS.J.C. QuH States UM- 
itesCo. 2pp 47263:257-47263:273. 

-6810250390 Nolice ol violation from Inso on 66080i-09l7ViOiation notedon 
66oeiS.ESF actuation ot RWCU sys occurred during poriormence ot survoJlance test 
procedure on conta'nmont & drywo'l manual Isolation activity mon'-lYy channel tost. 

* Region 4. Ole ol iho Director 88/ 10/ 16 2pp. 47263 3S8-4 7263 260. 

-6610250391 Insp Ropi 50-458/06-19 on Q008Q1-O917.violation ru>lodMa|ci aioas 
inspecied. surveillance & malnl observation. saloty sye walkdown,operai.onal saleiy 
verifcaiion.radiologlcal protection observation & security. 

FORO.E J . JONES W.G.. CONST AQLE.Q.L. Region 4, Ofc ot the Drocior 68/10/ 14 
13pp.47263:201-47263:273. 

6510270235 Updates 871218 response lo Insp Rept 50-4SQ/Q7-27.OASufvd‘llanca OS- 
87-12-51 performed to satisfy commilmeni to onsu'e ihol appropnaio procedures 
Ideniilod & controlled for approval, in eccordanco w/Tech Specs 652.1 & 66.i. 
OEOOENS.J.C. Gulf Slates Utilities Co. 86/10/19. Documonl Control Branch (Oocu- 
monl Control Desk). 2pp 47335 312-47336:313. 

6810140018 NRC Info Nonce 88-084. "Defective Afolo/ Shaft Ktrys in L)r»4O'0ire MefO' 
Aclualors." Svc list encl. 

ROSSI.CE Division of Operalionel Evonia Assessment (Post 070411). 66/i0/20. 
Consolidalod Edison Co oiNew York. Inc. 1 19pp. 47260.004-47280 123. 

6810170391 NRC Inlo Notico 60-066, "Operaling W/Mu1Mo Grounds In DC Ofsiribuiion 
Sys " Svc list end. 

ROSSI.CE Division of Operetiohsl Evenis Assessment (Post 8704ii). 80/f0/2i 
Conaoi.daied Ed'Son Co of Now York, inc. t l6pp. 474e3.06t-47463 I07. 

8811070142 RoQuesis addl Info re util 880930 response to NRC 860901 lit ro vKilaions 
noted In insp Rept 60-458/88- 1 8. Responao roquasied vr.inmOO days of lu dote 
CALLAN.L.X Region 4.01c of the Oitocior. 88/10/28. OSOOErrS.J C. Ouii States Ui/- 
nies Co 2pp. 47457:046-47457.064. 

8811090066 Advisee that Ulil 080707 & 0908 rosponsos to NRC RutfeUn 80-C04. "Po- 
Ceniial Saioty-Reiaied Pump Loss" eccepiabio Ui i ehouid document & maintain lor at 
least 2 yce.evaluaiion of acilons in responding to bulletin 

PAULSON,W.A. Projoct Oirectorate IV. 08/it/02. OEOOENS.JC. CuH Siaios uir’evTs 
Co. 4pp. 47602.249 47602:252. 

6811)00144 Fonvarde summsry ol 801006 enforcpmeni co/ifo/onco w/uu ro map Repi 
60 458/e8-22.Vlewgraphs enol 

CALLAN.LJ. Region 4. Ole el ilio Director. 88/11/02 DEOOENS.JC Gud Sieios Util- 
ities Co 31pp. 47610:190-47510:229. 

6811160376 Informs that licensee making change to Siotien Supeoti Manual Ptocodute 
SSP-1-OOi to moel 10CPHS0.S4(q) cnlorla In rospenso to insp Ropi 50-468/85-60 
SOCkER.jE Gulf Sipiee UliMios Co. 86/fl/04 Documonl Control Or/tr>ch (Oocu- 
ment Control Desk), tp 47580:111-47560:111- 

8811160092 Requests fee for 860902 application ro rev to inservice insp plan locianiy 
S incorporaie guidance in Generic Lira dd Ot & 88-03. 

DIGGS.R M License Fee Management Branch. Q6/t i/08. OEOOENS.J.C. OuU States 
Utilities Co Ip. 47544:358 47544:358. 

661 1040324 Suppi 3 lo NRC Info Nolice 66- 106, "Feedwater Line Break " 8vc ■ $i eiKl 
ROSSI.CE. Divis'on of Operational F.venis Assessment (Post 870411). 88/11/10. 
Conso'idalod Edison Co of New York, Inc. 113pp. 47859.072-47550 184 

8611090264 NRC Inlo Notice 86-067, "Pump Wear & Foreign Ob]ocls in Pieni Pa^irtg 
Sye." Svc iisi end 

ROSSI.CE Division of Oporeilcmoi Events Assossmenl (Peel 670411) 68/11/16 
Consolidated Edison Co. of New York, Ine It 3pp. 47601 :020-47601't 32. 

6811090403 NRC Info Noiico 68-066, "Degradation ol Weslinghouse ARD Relays." Svc 
(isl enci. 

ROSSI.C E. Division ol Operational Evenis Assossmenl (Post 370411). 68/11/I6 
Consoi.dated Edison Co. of New York, Ino. 1 13pp. 47597:001 47597:113 

8811230043 Ack receipt of 681019 Itr Informing NRC ol stops taken lo correci violsllons 
noted In Insp Rept 50-456/67-27. 

CALLAN,L J Region 4, Ofc ol the Director. 88/1 l/IG DEOOENS.J C. Gull States Uitk 
flies Co. 2pp. 47623.016-47623.017. 

8811150066 NRC Info Notice 88-069, "Degradation ol Kapion Electrical InsiAsUon" Svc 
Hsl encl. 

ROSSi.CE- Division of Oporaiional Evenis Assesamenl (Post 6704tt). 86/11/21. 
Consolidated Ed>son Co of New York, Inc. 1 13pp. 47603:045-47603 161. 

861 1160470 NRC Info Notice 88-082. "Polential for Spenc Fuel Poof Drafndown." Svc 
Hsl end. 

ROSSI, C.E. Division of Operakonal Evenis Assessment (Post 870411). 66/11/22. 
Conso'.idaied Edison Co. of New York. Inc. 1 1 4pp. 4 7606 124-47606:237. 

6611160316 NRC Bulletin 88-010, "Nonconlorming Molded Case Ciicull Breakers" Svc 
list encl. 

ROSSl.C.E. Division of Operakonai Events Assessment (Post 870411) 9All\l22. 
Consolidaled Edison Co. of New York, inc. 121pp. 47606.001-47606:123. 


6810260010 Momniy oporamg rcpl for Sepi 1988 lor Rivor Bond Stalicn LInil l.W/ 

861014 «b. 

COLE.RE. BOCKEfVJ.E Gull Siaies Uillios Co. 88/09/33. 5pp 47322.049 
47322:063 

6811330216 Moiilh:y Opnraing ropi lor Cci 1908 Icr R.vor Ber.ci BtQi:0n Uni 1 W/ 

881116 Hr 

COLERE. OOOXER.J.E Gu'i States Uli'.tos Co 89/10/31 6?P -17627.?34. 
4762V;23B 


8. Reportable occurrences, LERs & related correspondence 


6610280064 Summary cl 060926 muolmg w/utii ro 860825 reactor trip 5 Icllowop ac- 
tions by l>corisee Vlowgraphs end. 

PAULSON.W.A Projoct Crocioraio IV 68/10/12. Project Direciorato IV 40pp 
4732 3 046 4 7323 06/. 

8610380450 Nf^.S noncomplianco noiitical.cn on 880007 & 22,li.gh valjds lor Oulla'i 
004 nalodSotn excuisions cacsod t>y lack ol fam.iianty w/nsw type oi hypociVcnie 
>abln/s.lmi'es>ige)or> i/t't-elod to deterrTine if dia/^ges in Jes.'gn worranlod 
ROOKER.JE Gull Sialos Uiil.tiOS Co UQ/ 10/14. O'NGiLL.M Louisiana. State Ol. 2pp 
472 70 1 16-47270:117. 


6$10260309 Spec-af ropi. on 880920, lr^val d lai'Liri ol D.v m d osni gencraicr Uji-ng sur- 
veJIanco tost Ca jsoU by personnol e.'ror Conirol room & local d oscl gonoraiO'S opoi- 
alors both counsoi'od on matleniivnr.ess to procedural steps 
BOOKCnjE Gull Stales (Jl.fties Co. 8U/l0/f4 Oocurneni Conirol Siancrt (Oocu- 
rpcnl Cotxirol Desk). 3pp 47288:160-4 7266:162. 

661)020283 Specraf rdpi on 860531 S OBOl.crc/selge.'ioratcir control room (omp excec-rf- 
ocJ Tecii Spec 3/4 7.0 lirr.ii of 194 F. Caused by host go:ioraiod inside Lidg by standby 
dioeol genorato' "keep wairn" sys In corjunclion w/lvgh ouls.de emb oni temps 
BOOkeRJE Guff Stales Ut-'ikes Co. 86/10/26 Documonl Control Brar.cn (Docu- 
ffloni Control Desk) 3pp 4/418 160-474 16182 

6611079074 LER 05-083 01 on B5t23l.1u'bno generato' liip occu'ind cn false lutbinu 
goneralor powa* load imba'enco Causod by pressuio iransduertr laij'o 10 scam & 
rgbirYttfl sbiho on SOO kV iransmisslon I no. Transducer replaced W/D81031 Hr 
^QLANO.LA. BOOKER.JF. Gull Stoles Ull’ilioa Co 88/10/31. 4pp 47442 354- 
47442:357 

6611070076 LER 60-923-00 Oh 0BC)93O.reaclC)r shutdown h,>>alo<1 aflor mboard MSlV 
found inoporablo du'-ng fost-r.g.por info Noi-co 60-43 Cs-,i8r>d by go’i ng of 
kibricAM MSiv fast-closure soiunoid oporoiod valves repiecodW/soiOSt itr. 
ENOlANO.LA. eOOKER.JE Gull Status UliUios Co 06/10/31. 8pp 47456 101- 
47459108 

6611090126 Ran 2i rest ro detect In Lirriliorque Corp euppiiod solely- ro’sied SMQ 
valvo aciuetO'S w/nn msuiaiod dc moles inat may not develop fi,r-ieiod sierling 
lorquo 61 oiovaieJ ombtcni lemps Kov.’ow of rfioif>is by f censods roeommondoi} 
WILKINSON.1.5 Lihiiioiqua Corp 06/11/93 Ollico of Nucluai Roactoi Rogulaion, Di' 
•oeior (PO$« 8704 11)1 6pp. 4 7626:287-47525 242 

e$itl709$6 LEft 68 922-01 on 6813906 & lOii.high rediai.on alarm roecivad from luol 
bldg gaseous eiiiuont ro’oasa tediaiion rr>on tor tesuhing m euiostati of fuel b'dg vonli- 
laboit iioainioni sya Caused by coniaminaiip.n m duciwoik W/O61 1 lO Hr 
ENOLANO.LA. BOOKEfl.J.C Quit SlPfuS UMHiOa Co. dO/tf/fO. dpp 47S67:27f- 
47567:276 


DOCKET 60-460 VDRPBS NUCLEAR PROJECT, UNIT I 


A. Applfcatlon/consliuctlon stage documonta & correspondence 


6610169350 Generic Itf fl/)-i7 lo ell holders of OLs or C.Pa lor PIVR5 to loss of 
OHR.Svc I'Si enci. 

CnuTCHFtELO.O. Assoc ato Diroclor for Projecis (Post 07041 1) 08/10/17 Conso'i 
dalod Edison Co ol New Yoik, Iric. 04 pp. 47279 1 56-47279 24) 

6610250164 Generic Ltr 68- 18 10 ell liconanos ol operating reactors & holders ol CPs ro 
plant record siorago on op; cal disks. Svc I si and. 

CnUTCHFlClD.D. Associolo Dlieulor for Piojocia (Post 670411) flO/IO/20. Consofi- 
dalod Ed 61^ Co ol Now Yoik, inc. 46pp. 47613 901-47513 046. 


F. Secudiy. medical, emergency ft lire protection plans 


66)0310017 Gonenc Ltr 86-19 (o aH fuel cycle faciiiiy (icansoos 
possossing.using Imporiing.oxporting or transporting formula quant-iios of stralegc 
SNM to use of deadly lorco by hcensoo nuards to prevonl Ihofi of SNM.Svc list encl. 
OURNETT.RF. Div.sipn of Safeguards a Ttanspoiiai on jPost 670413) 88/10/28 
Consolidalod Edison Co ol Now York, Inc. 3lpp. 47513.047-47S13.077, 


O- IrrepecUon roporla, IE Bulletins ft correspondence 


$61 1210199 Forwards Insp Rept 60 460/86 01 on &8O926-I0II No vio'auons noted 
PATE.ft J- Region 5. Ole of iho Drocior 68/n/Oi. POBTER.O.W Washingion Public 
Power Supply Syaiem. 2pp. 47500 10S-47566:1 16. 

-8811210203 Insp Ropi 50 460/66-01 on 600926-101 1 No violations nolod Major 
areas 1n6pacloO:OA acl>vil.os assoclalori w/ Implomoniaiion ol plant piesorvoiion pro- 

8 'am duimg extondarl const delay Insp Procoduras 30703.92050 & 92701 conisidorod. 

/AGNER.WJ. RICHAROS.SA Reg-on 6. 01c ol itia Director 06/n/Oi. 7pp 
47588 1 10-47688:1 16 
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OOCKtT S0 «t6t CUMTOM POWEfi STATtON, UNIT 1 
F- Securlly, meClcal, emergency & fire prolection plens 

8811070240 ReqLOSls riiat fip*t g/atfod emergency ptopercOness exerose be scbeit- 
uled fc/ 890628 .£^Iq accapiaeip to State o1 JL Ememaricy Svts i Olsaslei 
AgenCy.Slaio o) il Oopi ol Nuc’ear Safety £ DeW.ii County emoroer.cy Svcs & ftsas- 

Rev S^tiachmeni t lo Cmeigetcv Plan imptemerning l^ocodure HO-01 
Headqi/a'icfs Support Offlan'rai on " “ 

XREiSKEn.D.L rrmcfs Power Co 88/10727. 4pp 47475;059.4747S;0e2. 

«vcie tcenseea 

possessing.ifSing,;m(wrMig,expon.n9 or ifansponing formula qu6r:f.hes of sifateo-c 
RiiR^Nlr1-®M c 'ofco by t'censee guercTs to prevent iheH ol SVM Svc tsi ^ 

Kss s s! «eX;ii 3Ypr?sfSs«K',ii??’®- 

''' s»P' ■ '"o iwa a»p.K» 

cS^p' 4725 Sa* =eRsmEH,wc. «M, ROW., 

-8811070210 SALP Ropi SO-461/88 01 for Sepl 1987 • Aufl 1988 

Hog.on3, Otcol Ifie D.rector 88/08/31. 31pp. 47456 338-47457:008 

8811 160425 fiov.sed emorqency p'an wiplemonlng procesfcites.lnciuOrfio fUrv 3 lo AP- 
r.b4^p;‘lsSS;e?D"ur!Ko;;o^^^^ ^ '•P'«es^« NHC 

' I'unqis Powet Co 88/11/08. SApp. 47S69:035-475eQ:t2a 

H. General correepondence 

Comnipni oppos'ng proposed lute 1QCFR2S re CommtM'Oft aiaremenl on 

toroconekie, et- 

'OCFHSO /e nuclear piaM Hcenae re- 
V7°35:l1j?If74i3V3p®‘® 38/10/21. OocfcatKig 4 Serutcee eranch ip 

I. Flnanelel Inlermalton 

Apcrjicaiion lor emend to license NPF-arcnano'f® hceose lo reiiaei 

«■’« ■» >«='=• 

Ipp «sli« “'•* «°'''2 scmeb.d. aw», p«„ co 

~^nV/rf ®‘ 'Ssuance Ol amend to License NPF-82 £ pto- 

9 Oolormiiiauon 4 opportunity for f»earir.g Amend reiiec's adusiiiieAi m 
ownorsng infores.s in facu.ty which wi.'f occur tf Soyland merges 
SiEOEL.8. Project U-'rocloraie ill-?. 88/11/15 6pp 47588 084-47588 060 

P. Operaerng llcenee siege documents 4 correspondence 

* re kws ol 

Assocrale Drrector lor Projecis (Post 870411) 88/10/17 Conaot- 
tJalOCJ Edison Co of New Vork, inc. SSpp. 47278:156 47279-241 * ^awwor 

8810260164 Qonofic l.tr 68-18 lo aii licensees ol operatma reaclote 4 tvsldeis of CPsm 
P'4h' record sio/age on epi'caf disks Svc list end nowrs w uws re 

wc- '^‘‘5'^ Assocalo Director (or Pro, 'eels (Posi 870411) 88/10/20 Consoii. 
dated Edison Co. ol Ne« York, Inc 4Spp. 47513:001-47613.048 

8611140090 Advises that containmeni (so.'alion check valves should bo Typ© c losletf 
wfair or r.dogsn at last pressuie of Pa per lOCFRM.App J TesUng ol vVw sh^ 
bean durino next ouiego schedu'etf lo commence m Jan 1969 ^ 

cl "" 

881 1090057 Application for emand lo License NPF.aE.chsnamg itcerrso le leAsci 
merger ol Western Kimofs Power Coopereiivi mio S^d fffi 
Cooperative Financial disclosure into end Fee paid mwer 

S-anch (Oocument Centro, 

“^unirn'AcS^o cU^oute P^Ov^lvig suppon 

HOlAHAN.OM Division of Reactor Protects • HI.IV.V 4 Special FYa'ecis iPmi 
4^ 4?539^212-4°7^569'2*i&‘^^'''^ Associate Director lor Pr^ds (Po'sf hTM^l 

*^'oCFRI70 (2 XITo?!®* applicai.'on for amend 10 Itoense NPF.62.oer 

H0LT2SCHER,0 L L'lm'ois Power Co. 86/11/04. Oocumeni Control Branch fOocu- 
men! Control Desk). Ip. 47569 200-47669 209. 

9811140290 NoMiCeiion Of 881116 meeting w/DEVONRUE & ui.i in RockviBeMO lodts- 
?'iVi aUarnaie AC design lo meet siaUon hlacKoul rule 

SrOL?.J.F, Project Drecioraio 1-4. 4pp. 


Of 301213 meoifng w/ufii In Rockv.lie.MD lo d'seuss Teen Sow 
0' providing support function 

C??p 47565!?93.4%6®5%W 08/liri4. HALL.OP. U'-ncs Pcvp 

8811210163 Forwards nolice d consideration ol Issuance of amond lo License NPr-62 
?' 880906 raquost. Amond charges Tech Specs lo siHXXirl 

•‘/6f 'ypes & Subsequent loacior oporaiw 
4S 072 47M0 oeo"'®'®'® t/'5. hOLT2SCH£R,0. fi.'ino's Power Co 

®? consideration ol issuance 0/ amend to License NPF-62 4 wo- 
fws^NSl C deiefm.nation £ opportunity for hoaring. Amond changes Tech Specs to 
tosmfoG iM of roaclor w/new fuel types 4 subsogueni rooclor operai w 
Sl£G£l,8. Project Directorate 111-2. 88rtl/l5 6pp. 47590.075 47S90-.060 

® 'oq^'esl 'Of amend lo License h^F- 




Opp. 475e9:oS1.4758i069.''‘“^““ HOLTZ8CHER.O. IM POwe-C© 

oof's'Oefai'Oh ol Issuance ol amend lo License NPF 82 4 eto- 
dalerminsUon 4 opportunity tor hoarmg.Amend rellects adiusimam to 
'aOliiiy which will occur If Soyland merges. 

SIEGEl. 6 Project Drreclorale 111 - 2 . 88/11/15. 6pp 47588:064 47588.069 

R®v 0 to QUAO l-e7-O04. "Nonsafevnolatod Conuol Sys FaV 
c * E'^Pf'O'ffV AS ie.O30O, '•Special Transient Event Analys's to Sup- 
Kv Anavsts for Cllnlon....f^ Proprielary rept wllhhold. 

j^jVi ri'^'K 33/11/18. Document Control Sranch (Dotu- 

ment Control Dosk) 300.47617 893-47617:344. 

-M 11220037 Rev 0 "Npnsafely-Relaied Control Sys Failure Analysis, " final rapt 
Ouadie>Co>p QUAO-l-87-004 ROO. 88/06/20. dBpp, 476f7:298-47S17:344 

License NPF-62 4 safety ovaiuailon Amend teviwi 
t ® ^ ®®®®® 8®c'lon 3/4.3, 7.8.iloiflting feguiro- 
Oeiectiofi sys due lo removal of chlorine hazard. 
fpp 68/11/21. HOITZSCHER.O.L. Illinois Power Co 

“V? Wa* NPF-62, revising Tech Spec Seelfone 3/4.3.7.8 & 

f0Qw’®iTie''i lor Chlorine deleclion sys 

due to renvovsi ol chlorine hererd from site. 

MUlLeft.Oft Project Oirecleraie lll-2, 8e/il/2i. 6pp 47642:005.47642,010. 

"** AvsluaiiOft Spoiling Ameno 12 lo license NPF-82. 

47S'^lh«l7642oT2^**'^"^^ Reoulellon, Oireclof (Post 870411). 88/11/81. 2pp 

0. Inspecllori reports, lE Bulletins 4 correspondence 

^awC^Ws^'^Svc'^ism'ik^ 36.079, "Misuse 01 Flashing Lighls for High Radiatkm 

OpetBltohsl Bvenis Assessment (Post 870411). 88/10/07 
Conswldsied Edison Co. of New York, Inc. f23pp 47879:242.4728QX)03. 

N^p 'f'*® Notice 88 082. "Torus Shells W/Corrosion 4 Degraded Coatings 
■rwwHvonlalnments. SvCiisvancL 

Operaiional Events Assessment (Post 870411). 68/IO/t4. 
Consokdaied Edison Co- of Now York. Inc. 110pp. 47280: l24-47?80:235. 

^^Ch^VeNes*" Sw li^ancl^^'^*^' Relalnlng Block Studs on Anchor Darling 

Operational Evenis Assessment (Post 870411) 88/10/14 
Consohoeted Edison Co of New York, inc. 118pp. 47463:109-47463 3, 8. 

list'oncl"'^® *^®y® ‘-'"''loiqu® MoWt 

Operational Evenis Assessment (Post 870411). 88/10/20. 
Consokdeled Edisori Co of Neiw York. Ino. l I9pp. 4728<y,0O4-4728O:l23. 

'fhPOs'hQ civil penalty In amount ol $75,000. Correctfvo ac- 
SSdflSwi^r'vtolat^ a“""® subsequent insp. Util did not provide sufficient basis for 

r^'S^xa^.rP',?, ?L''’® Executive Director tot Opetetions. 88/10/20. 
GERSnvER.W.C Illinois Power Co- 2pp. 47266:325-47286:335.^ 

fWneloiy penalty In amounl of $75,000. VioiaHon A 
Pr^f .f?.®®. s*®.‘®g For Vtolaiion C.vlplation most appropriately classified at Severity 
TA w i-vB 1 ^ removed as violation supporting civn penally. 

4726^27 47266^3*35^**'’° Director for Operations 86/10/20 Illinois Power 

'^'2® 0610,20, order imposing civil penalty in amount of $75,000 
swed to Hcensee.besed on violation involving environ qualification of equipment fm- 
Violaiton withdrawn pet util 880629 lesponse. 
45^M3'4726£W3^^'^*'^''*' Enforcemenl (Posi 870413). 88/10/20. Ip. 

'f''® Notice 88-086. “OpemUng W/Muttiple Grounds in DC OisiribWton 
Sys. Svcilslencl. 

ROSSI, C.E Division of Operaiional Events Assessment (Posi 870411) 88/10/21. 
L-ons(AQaled Edison Co. of New York, irrc. 116pp. 47463.0e,-474e3.'i67. 

8910270436 Forwards Safely Insp Rept 60-461/88.26 on 880928-30 £ notice of viola- 
wm 

Rffiton 3, OI0 Ol Ihe Director. 88/10/21. GERSTNER.W.C. Ilfinols 
Power Co. 2pp. 47324:335-47324:353. 
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-J9J(>27£M37 Notice of violation ffom insp on B80926-30ViolBi'on noted to** specHlc 
radwesie shipment (rom Cl'nton Slai'on to niChlend.WA huilal site not ade- 

S bracotJ In that (fonl btacmg (ailed & pormiiied load to sMi 

fl.W O- Region 3. Ole of the OireclOf 80/10/21. Ip. 47324:337-47324;337- 

-8810270439 Insp Ropl 5O-46t/00-26 on 00092630 Vioialiona noted. Mft|oi areas 
inspecied radiological pioieclion & radwasle mgt programa.including orgeniiaiion & 
mot contfols.lnternat exposure conlrols S control of redioaci.ve metis 
SLAWINSKI W J . QRANT.W.0 . GREGER.L fl Region 3, Ofo of the 0/octor. 68/10/ 
19 l6pp. 47324.338 <17324:363. 

8810260217 Forwards Salely insp Rapt 50 <i6l/8a-25 on 0B0926-iOl4.No violaiions 

HARR1SONJJ Region 3. Ofc of the Director. 08/10/21 GERSTNER.W.C. Klmpis 
Power Co. 2pp. 47363:270-47363 266. 

-6810280216 Insp Repi 60-461/B6-25 on 600926-1014 No vloletions or dovlallotis 
notad.Woaknesses noted re training tor non-operating personnel performing saloty-ro- 
taled activities Major areas Inspecled Generic Ur 63-28. 

NElSLER.JH.. GARDNER, R.N. Regon 3, Ofc of me Drreclor 68/10/21. 6pp. 
47363:281-47363 206 

8611020422 Forwards Insp Rept 50 481/06-20 on 860727-26 & tOlB & nonce ol 
vio'at'On.irsp conducted re Allegation RI(l-87-A-0027 concerning cfeffctenctes w/coo- 

leinmenl Integrfiy 6 inservice tasting program. . 

HARRISON JJ. Region 3, Ofc of me Director. 60/10/26. GERSTNER.WC lllinoitt 
Power Co 2pp. 47410 207-47410 236. 

-8811020424 Notice ol violation from insp on 880727-28 & l018.Viotaitoo nolod23 
valves fdonlifled that were not Included In inservice leating program. 

HARfilSON,JJ fle^on 3, Ofc oJ the Oiroclor B8/J0/26. ip 47410206-47410209 

-6611020426 Insp Ropl S0.4ei/8e-20 on 800727-20 & tOIB VIalallons noted Ma|o< 
areas lnspecled:lollowup on Allegation nilt'87-A.0027. 

SMITH J F . HUBEfl.M P , OANIE^LSON.O H Rcflron 3, Ofc of me D.rcclor 88/10/18 
21pp. 47410 210-47410:235. 

6811070209 Forwards SALP Ropt 50-461/08 01 for Sept 1087 - Aug l908 Acl.vihes 
considered accoplablo. 

DAVIS A.0. Region 3, Ofc of the Director. 60/10/20 GERSTNER.W.C Hi-nols Power 
Co.3pp 47456.335 47457:000. 

-6611070210 SALP Rept SO-4ei/60-O1 lor Sopl 1867 - Aug 1988. 

• Roglort 3, Ofc Ol Iho Director. 88/08/31. 3ipp. 47466:330-47467 000 

6611070208 Confirms plena lor 681206 meetina w/ulii nt plant to discoas SAIP 0 
rept Appropriate corporate & plan mgi represonlaiion at mnoting to ensure mutual un- 
Oeralanding of issues & findings being ptesoniod by NRC reguesied encouraged 
QflEENMAN 6 Q. Region 4, ofc of me Oitacior. 80/iO/3i. OERSTNER-W.C- Wmois 
Power Co 3pp 474er263-4746l:2es 

8811080032 ForwerdsExam Popt 60-461/OL e8-Ol administotod on 8M0I9-3O. 
WRIGHT, O.C. Region 3, Ole Of the D.fOCfOf. 60/10/31. GERSTNER.W.C. iiijtoia 
Power Co spp. 47476.015 47476 238 

-8011060026 Exam Rept 60-461/01-66-01 on 000910 Exam results two senior reacioi 
operator & one reactor operator failed wnlfcn oxam.Thirtoon passed operaimg 
sxsm.Four senior reactor operators & seven reactor operators approved. 
NEJFELT.O.M, KEETON JM., CLIFF, W.C. Region 3. Ok of the O/octor. 60/10/31. 
laepp. 47476.017-47476:236. 

8611040324 Suppi 3 lo NRC Info Notice 66-106. 'Toedwaior Lmo Oreak." Sve usi end. 
ROSSI, CE Division ol Operational Eveoia Assosameni (Post 87041 1). 8D/it/iO. 
Conso'idaied Edison Co. ol Now York. Inc. 11 3pp. 47650,072-47559:164. 


6611220436 Forwards Safety Insp Ropl 60-401/68-23 on 060906-1026 & notice ol vio- 
lation. 

KNOP.RP. Region 3, Ole ol Itie Director. 86/1 t/lO. GCnSTNER.WC. Uimoia Powoi 
Co 2pp. 47616.034-47616:054. 

-8611220436 Notice ol violation from insp on 660906-l026.ViolaUnn r>olod duralion ol 
lest runs lor omergency diesel generator less than 1 n.deiermlrtallon ol tost validity 
not made & documented & dIoseT siarie results not Identified. 

KNOP.R.C. Region 3. Ole ol the Director. 88/11/10. ip. 47616 036 47616039- 


-6611220442 Insp Bepl 60-461/66-23 on 800906-1025. Violation notod.MaJor areas 
In8pected:1icensee action on previoue findings, allegations, operational salely 
vertllcaiion.ESF sys waikdown & monthly maini & survoiHance observation. 

COOPER.R W. Region 3. Ofc ol the D.reclot. 66/11/09. iBpp. 47616.037-47016054. 


8811220176 Forwards payment ol civil monetary penally In amount of $75.000j)et NRC 
361020 order & Insp Repts 60-461/67-26 & 60 461 /es-IO. 

HALL, DP. Illinois Power Co. 68/U/14. LIESGRMAN.J. Ole ol Enlorceownl (Post 
070413). 2pp. 47617:119.476t7;l20. 


8811080284 NRC Info Notice 86-067. •Pump Wear & Foreign Objocls In Plani Pipng 
Sya." SvC list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 670411). 86/11/16. 
Conao'idaied Edison Co of New York, Inc. 1 13pp. 47601.020-47601:132. 


8611090403 NRC Info Notice BD 06B. "Degradation ol Westmghouse ABD Relaya." Svc 
list 9 Del 

ROSSI, CE. Division of Operational Events Assessment (Poal 870411). 86/11/18. 
Consolidated Edison Co. of New York, Inc. t13pp. 47697:001-47597:113. 

8B11210266 Informs that 680301 response to NRC Quilolin 88-001, ■■Delocis irtWes- 
linghouse Circuit Breakers." saiisfacloty. 

STEVENSJA. Project Directorate 111-2. 08/11/17. HOLTZSCHER.D.I. Wmoie Power 
Co. 3pp. 47696.076-47696.077, 

6811160066 NRC Info Notice 86.069. "Degradation ol Kapton Electrical Insulalkm.'* Svc 
list end. 

ROSSI.C.E. Division of Operational Events Assessment (Posi 070411). 88/11/21. 
Consolidated Edison Co. or New York, Ino. 1 13pp. 47603.046-47603:16|. 

96 1 1230430 Forwards safely evaluation accepting util Relief Reguesis 6003 8 5004.IJlil 
should certify compliance w/commiiments when tep'acemonls completed. 
ST6VENS.JA Project Oiiecioraie 111-2. 68/11/21. HOLTZSChER.O.L, lllmols Power 
Co. 4pp. 47641;173-47641:181. 


-6612010064 Evaluation concluding that bas's provided by licensee lor justifying teliel 
reQuesis for rep'acemoni pans sulficteni & Ro'iel Roguosia 5003 8 5044 
accopfablo.Licensee shou'd ce.'tify compliance w/commitments when replacements 
comnlote 

•NRC -NO Detailed Afli'lai on Giver). B0/11/21 Spp. 47641 177-47641 :lBt. 

6611160470 NRC Info Notice 88 092, "Poieniiai lor Spool Fuel Pool Dra'ndown" Svc 
fesi encl. 

ROSSI.C.E. Oiwalon of Oparafona' Events Assassmoni (Posi 070411). 00/tt/22. 
Conso'idaied Edison Co. ol New York, Inc ttnpp 47606:124 47606237. 

6611160316 NRC Sutlatin 00 010, "Nonconlorm'ng Molded Case Circuit Breakers" Svc 
isl oncl. . 

ROSSI.C.E. Oivilon of Oporational Events Assosameni iPost 870411). 88/11/22 
Consolidated Edison Co. ol Now York, Inc I2lpp 47606.001-47606:123 


n. Pariodlo oparattng repoils & related correaporttience 

8611220024 MorMhIy operating ropl lor Oct lOBB lor Cinton Power Sio1ion.W/88iii4 

lir 

HOLTZSCHER.O.L. IlSnoiS Power Co. 88/10/31. 6pp 47600.093 47600.090. 


S. Reportable occurrencea, LERa & related correspondence 


661 1030260 RO.on 681026.Tocti Spec 3 0.3 aniBred due to declaring conirol room ven- 
Mabon Tran A moperabio.Causetl by fauiiy flow iransmittot. Reactor power was re 
duced 6 ca'ibr on Train A How trar>sm tior porformoil 

HOlTZSCHERDL irmols Power Co 85/10/27. Docurr.ant Conirol Branch (Docu- 
ment Control Ctesk) 2pp. 47422:134-47422 135 

8611090128 Part 21 ropl ro doled In Limiorujo Coip aupp'iad safety rolaiod SMB 
valve ectuafors w/Hf( msulaled ac motors Inal may not dove'op lirll-rsfed sianng 
loreuo at tfovaiod emblem tamps Roviow of motors by I'censaos recommended. 
WILKINSON I E Lim'torq-jo Corp. 88/11/03. OUico Ol NuC.ear Reactor Regulation, Di- 
rector (Post 870411). lepp 47525 227-47525 242 

6611160165 ROon 001 1 1 1 .goneraior Irip w/raaclcr scram occurred due to sudden 
piossuro actuallon on 1C main power Iranslormor & l.re on insuinlor ol 1C mam 
power iransfcvmor d^covftrep Fire exl'ncjishod » 

UOLTZSCHER.O.L. i'.lino.6 Power Co, 68/11/12. Document Control Branch (Oocu- 
moot Conirol Desk) 2pp 47602. 357-47502-366. 


6811164179 PN0-«( 58-093 on 561 Hl.lortj.ne gonpraior tpp fcltowed by aulP.TisW re- 
eolot $i)uidowi> duo to i>ro m ma'n transformer. On 8Bt 1 14, arcing observed at c<icuit 
Switcher boiwoen losarvo auxiliary iranslormor & olfs'ie power eys 
MCCORMICK-UARGE, MULLER.D. Region 3. Ofc of the Dinclor 88/11/14. tp 
47509016-47589016 


6611340331 Summary o' Onereiing Roscibrs Events Meeting 68-4S on B61tl5.Lisl ol 

eii«/)d»a» & handovis enc). « _ . . « 

LANNINQ.WO Events Assessment Branch 56/11/86. ROSSI.C.E. Div.sion ol Opor- 
siionai Events Assessment (Post B704i i). i6pp. 47674.141-47874:196. 


U. Congressienal/Execullve Correspondence 


081 >044243 Responds 10 60 1017 i|r re recent i tness-ior-duty aHeoation re senior man- 
ager ei leci'-iiy.BeckgrourHJ mlo on incldcmi & apocdic responses to ouo8i.on9 ia.S6d 

I^.L.W Comml9Sior.ois. 86/10/31. QEJOENSON.S. Mouse ol Rop . mio'lor 6 In- 
sular Affairs tOpp 47556.001 -fZSSe.OtP. 


-6611040244 Expiossos concern re incidonl at plant where sen, or manager observod 
by secutiiy guard to heve alcohol on braaih ^ lo stumble wh.lo pess-ng ih-ough radi 
ation Insket Responses lo listed quosiions roQuesied 

QEJOENSON.S House ol Rep . Interior 6 Insular Alto rs BO/vO/W. ZECH.L.W Com- 
m ssk^eis. 2pp 47SBB.O1 1 47558 012 


V. Operator Examtnelions 


6611060022 Forwards Exam Rept 50-401/01-60-01 adm'n'siered on 8CO019-3O. 
WRIGIITGC Regon 3. Ofc ol the Diroclor B0/1O/31 GERSTNER.WC. I'lnois 
Power Co- 2pp 4747 6 0 1 5 4 747 6 2 36. 


-6B1108002B Exam Rept 6O-40l/OL-8B-Ot on 6809l9.ExBm resu'ls.iwo son.or reactor 
t^raior & ono reacior operator fa led wrtiion oxam.Tnirleen passod oporeiing 
exam Four senior reactor opotaiorii & eoven toscior operators epprovod 
NEJFELTG.M.. KEETON.J.M. CLIFF, WC. Rogion 3. Ole ol »X? O.rocfor, 0D/IO/3J- 
188w- 47476:017 47476 238 


6611210330 Submits proiocied dates lor administration ol requa'.ilicaiion exams lor 
FY89 4. FY0O. 

HOLTZSCHERDL Fl-nois Power Co. 88/11/10. HANNON.J Operator L'consing 
Brant*. Ip 47508:172.4 7580 172. 


DOCKET 8TN-60-470 CE8SAR SYSTEM 80 


A. AfHsliCBllon/construotlon staga documents 6 correspondence 

6411020103 Responds 10 NRC requosi lor addi info on Chapter 17 of CESSAR- 
DCNRC Oueslicn 280.2 incorporalod m CENPO-210,flov 5 as pait ol Sections 
111.1.1113 & Table IH-I 

3CHEnEH.AE. Combustion Engineormg, Inc. 86/10/21 VISSINQ.G Siandardireuon 
4 Non Power Reacior Ptojecl Orrocforaio 6pp 4741 1 269-47411:294. 

8811020247 Forwards request for arldl Info re B0O93O submittal of Amend 0 to Chap- 
ters 4.5.6 i lOof CESSAR-DC.SysGO-f .Inlo requested wilhk 00 days from reco pi of 

Ilf 

VISSING.O.S. Slandardirotion & Non-Powoi noaclor Ptojoci Ditcciotale 88/10/26 
SCHERER, A E Cotnbusi-on Eng'nooring, Inc Spp 47412 042-47412 047. 
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8ailt»41>188 Forwa'ds icquest lor adJJi inio ro Chaplo; S.Atnend C lo CESSAR-OClSys 
fiOt Cl sieamgenofators.ln'o nornJca hy 881230 

V(SSlNG,O.S Siafldartliyai'ort 8 Non PoMot neaclor Proloel D.recforate. 80/10/26 
SCilEREH.A E, Co.-nbuslion E/'ginoafi/ig. loc. 6pp 47439355 47439359, 

00IIO4OJ72 forvra'ds reouesl for addi hfo re Atnand c ol Cfiapiata 5.6 8 10 of 
CESSAfl UC.Sya 80 + 1/ito fe<rif9Sied wiihin 80 days ol Hr roceipl 
ViSSiNO.G S. Staodardiaai'Qn 4 Noa-Power P^ac'.or Piojeci Otrectotaie BB/iwot 
SChERgn.A £. COfuDusl/on Engi/iooing, .'nc 4pp. 4744 0 106-47440 1 1 1. 

6011090304 Sunuwy o( 860938 mailing v./C-e & IT Co*p tfv Rockvwlo MO I6 ARSAP 
lop'c papeia Sal O.Viawgraphs anci. 

yiSS.'NG.G.S StarOerdiiaion & Non Powoi Raacior Project Oireciorald. 88/11/03 
4?Vi3*l69*"^'' ^ NotvPowef Raactor Pro;ec1 Oiiecioraia I6pp «7S13;14S- 


®® ' ' OA pfogram In jesponse lo NRC request lot adbl Inlo le Chaplor 

17,C£:SSAR*0C QA 

SCHEHERAE- Co.nbusllan Eng.raorlcg, Inc. 06/11/04 VlSSlNG.G Slarvlarcli;a(ion 
S NcrvPowei Reacloi Piolect O.ioclorelo Opp 47569 138-47569:170 


“8811160403 'OAPfOgram. ' 

• Combustion Engtnoejing, Inc. 88/09/30. 43pp, 475QD. 134-47569.1 76 


OOCKET STN-50.402 WOIF CREEK OENERATIMQ STATION 


F. Settftiiy, meillcel, emergency A lire prolectlon plane 


0910360177 Roy, sod fad'O.'ogical eme/goncy rasponso oian imoiemoniina 
pwcodu/es..f.c;ud.49 Hov 11 to 6PP 01-1. 1, "WCOS Orgarurai.on - Rov 9 lo EPP 
01.1,2. ImorgoncyOpctailonFacllily . & Heu? loEPP 01-4.t -Toctiiycai " 
W'JRsPS.BO Woif Greek NVc-'ear Oporaimg Corp. 0Q/1Q/2O, iSQgp 47269 213- 


80IO25O46O Reaporda lo P OConnci €00810 concAtna itwt curreAi ted'otag-cal omei> 
Oency response plan does not prov.do adequaie prolecHon for indivWoels that inion- 
'''OO*' J-'Sli'-ng 0,1 cooirng loko 

WITHERS, 8 0. Well Creok f/ucioar Opa/«tifM Ccip oe/iO/JO Oocumem Control 
B/encfi (Ooci/Tienl Coni/ol OeskJ. 4po. 47383 021 -47303 034. 

8611030137 Forwards Roy i4 lo phyeicai eecunty.eafoauerds conlmeencv & eocuiliv 
uoinino&quBMieeliorrflevwlihjiero y r w ly 

WnHfns,BO Wo?i C/cok Nuclear Opciahnn Corp 08/10/21. Oocw-meni Control 
Siancti tOocurnonl Control Ooeli). Ip. 47421 222 47431:332 

691 1030393 Oocuntonie iiconsoo u/'oersranci'ng ol NRC concerns re access auihodio- 
access dosoripvon ol cutrom piogtem lor conuotlmg vtiei area 

COfp 00/10/31. MARriN.R.O. Retfon 
4, OICoUMOtreciOf. Ip. 47426064-47428.0e4 

8010280143 Fonverds Amonfi 31 lo License NRF-42 & saioguards ovaloettod. Amend 
moAUa Pai8Q;ap!i 2B io toquiro compl ance w/artiondod piiyaicai aecvniy plan 8 to 
conform lo I0 £Fh 73.9S requirofnenia 

PlCKETT.O Praicct Oirecioraie IV. 06/10/24. WlTiieRS,0 O Wolf Creek Nudenr Oo- 
«8‘»rig Corp. &pp. 4734S.334-47342;330, ^ 


8610360140 Amend 2i to License NPF-42,modiiying Teon Specs Paragraph 2 E to ro- 
quWe coTT'Phanco w/amendcd phys;cat security plan 4 lo coniorm lo lOCFfi73 33 re- 
quirorrtsnls. 

CaLVO,j.A PfOi’eci Di/ecloraie IV. 60/10/24. 2pp, 47342339-47343,330. 


-0010380160 Safjguarda ovaluatior supporting Amend 21 to License NPF-42 
PfojeclDirociorelalV. 88/19/24 3pp. 47343 331-47342 333 


6610310017 Geneii'c Lie 88-19 lo aft luol cycle lactUy licensees 
possess nfl.os'no.lmporilngejporting or irartsporfi/ig (ormola quanlriics of slteleaic 
*^7 l•‘cor»9ee guards to proveni iheli of SNM Sve tel eiwl 
auHNfcrr.RF- Owision ol Safeguards i Tianaportailon iPosl 3704i3> BB/io/36 
Consolidaiod EdiSon Co. ol New Yoik, Inc. 31pp. 47613.047-476I3.077. 


8811070193 Fofworfls insp Repl 50 462/B8 24 on 889901.30 & notice erf vloWion 
CALUAN.L.J. Hegion 4, Ofc of iho D/recior. 0B/1O/28. WITHERS BO WoK Creek Nu- 
clear Operating Coip. 2pp, 47461;20g.47461;318. 


0011070195 (nap Ropi 50 482/88 34 on 8a090i-30.No wioisllons noted Mator «eaa 
ins^ied:planl slalus.fol.'owup on proviously identified NRC Kemyeviow of 
LERs.operal'Onal aalsvy vorilicaiicin 4 physical security venticailon. 

S^J^^LETT.B.U , SKOw.M E. CHAMBEfllAiN.D Region 4, Ole o( the Ovector. 88/ 


ig NRC ol steps taken to correct vioiaiions 
10 Seci'On 2.5 of training A guaNiicaiion 
ecurity personnel iviihdrswn 
08/ 10/38 WtTHERS.B O WoW Creek No- 
:35l. 

-died in Insp Repl 50-483r&6-29.Respome 

- wf/oraimg Corp. 86/11/14. Document Control 
• ’/Ma 166 47603 166. 


nnrmertce 


safely evaluation. Amend revises 
emeni of limited number of fuel 
cepiable. 

B D Woll Creek Nuclear Op- 


“•0610270480 Saloty evaluation si^porilng Amond 19 to LIconso NRF-42 
47^^368^ 7335 357 Hegulaiion. D.recior (Post 870411). 08/10/1?. Tfo 

9910270445 Forwards Amend 20 lo License NPF-.ig A saloty ova.'uation Amond roVSM 
Tech Section 6 5.1.2, which addresses composnion ol Pian: Solcry P^e- 
Co/nmiHoo,FiQuro 6 2 - 1 . ’ 

CrCONNOR,P.W. Projoci Dirocioralo IV. 00/10/13. WITHERS BO Wolf Crook ,Vu.ia. 

a/OperaUng Coro. 4pp. 47342 U3-47343,156. »'i.o‘-^W 




rsniwirw lu Lii,0ii9o jvrr •**^,fOV<s/ng I ©Cn c 

cqjnposilton ol Plant Safely Review Committee. 

CALVO.J A. P/oioci D/recloraie IV. 80/10/13. 8pp. 47343;t47-4?342 162. 

“9810370449 Saiely ovaliiaiion suppo/ling Amend 20 to Liconso NPF.4P 
Prolecl Oracloraie IV. 89/10/13. 4pp 47342.153.47342.156 

Generic Ltr 88-17 to all holders of OLa or CPs for PWRe ro teas ol 
UHH.SvC rat 

CnuT^FlELO.D. Associate Director tor P/ojecia (Post 8704tl). 05/10/17 Consc*- 
dated Edison Co. of Now York. Inc. 64pp. 47279.156. .17279 241. 

8910250047 Forwa/ds requesl tor addi Into re review ol 880236 submuiei tonc&’r^o 
®'"Sf0O'’Fy vontilalton/oxheusi ays Tocfi Specs lteme discussed durno 
801014 lelcon w/H Chernolf A olher util siafi members ^ 

HCKETT.av. Projacl Ofteciotala IV. BS/10/19. waHERS.B.O. Well Ciook Mjt'ear 
Operating Corp. 4pp. 47281:312-47281:315. 

BBtQtTMtO ApKicaiion lot amond lo Liconso NPF 42, deleting Flouros 6.2-1 A 6?-2fe 
0^2 oPGrflltog corporollon A unit orgonlzaeon.rospectivoly Foo pad 

Q ° Nuclear Operating Corp. 88/10/10. Documeni Cor-rol 

Branch (Oocomeni Control Desk). Bpp. 47362 245.47362.259, 

-6810270011 Proposed Tech Specs change, deleting Figures 6.2-1 A 8 2-2 re oma.rra' 

ttOAdt 9 0 b k* 

•Won Creek NuC'oar OperaUng Cotp. 88/10/10. 7pp. 47362263 47362.259. 

99 10250164 Oenenc Lir 60-16 lo all l/conseoa of ope/fliing rosdora A holders of CPi/a 
‘W'O storage on opiitai disks &»c list and. 

^UTCHFIEID.O Associate Oirocior for Prelects (Poet 870411) 68/10/20 ConwL. 
dawd Edison Co. oi Now York. Inc 45pp. 475i0:00t-47613;046. 

Provides add/ into to support NRC review ol Insarvica ws'-ind pionism 
Rei/ol Roquasi il re cur/eni aSME section xi viprailen ampiiioda levels. VenaoTw. 
ft P9rtermance would result In wear to pump Impairs/. 

wc” Creak Nuclear Oparatino Corp. 68/10/20. Dowmsnl Cpriiw 
Branch (Oocumsnt Conirol Desk) 2pp. 47282:186 47282:187. 

0810300143 Forwaids Amend 2i »© License NPF.42 A saleguatds ovaluai'en, Amond 
modiiies Paragraph 2.B 10 /oquire compliance w/amended physical aecurify plan Are 
eoAiorm to iOuPR73 55 laquiremaniB 

Ouoctoiato IV. 08/10/24. WITHERS, 8 D, Wotl Creak Nuclear Op. 
aratwgCorp 6pp 47342 324 47342.333. 

-9810280149 Amond 21 lo License NPF.42, modifying Tech Specs Paragraph 2.£ is le- 
guko comphance w/emonded physical eecunty plan A to contwm lo r0CFR7333«a. 
qeiremenis 

CALVO.ua Pfo)eci Directorate IV. 86/10/24 2pp. 47342 329 47342 330. 

-0010280160 Saioguards evaluation supporling Amond 21 lo License NPF-42 
Pro)oct Diiecloreie IV 88/10/24 Opp 47342:331-47342 333 

^Ftr/nanis 881013 telcon re Generic Ltr 00.14 on dasigii A operaticra 
vermcaiton ol Instrumoni air sya If Insirumeni air ays lasting requirod.tosi wifl bo con- 
ne»i avBlInble outage ol aulliclenl duration 

WJTtf£HS.BD. Wod Creek NucFear Opetaifna Cotp. 86/10/25. Document Cont'oi 
Wench (Oocumeni Control Desk). 2pp. 47401:092-47401:093. 


wriTJcoVS « A. "r? 'lY*' pressure crop w/in-piace leaKege « oypass tesi-ng 
WITHEflS.BO Woll Creek Nuclear Opetalitvo Corp. 88/10/31. Documeni Control 
Branch (Documeni Conliol Desk). 0pp. 47S25.352.47625-3eO. 

ftovtoBs lesponse to Generic Ur 68-1 1 , "Radiatton EmDrllllement of fteac* 
w Prt qrialyels of Reg Guido 1.99, Rov 2 lo *all Rev 2^0analy. 

2.® .P. .. Fooldown A mitigation sys aotpoinis unnecessary. 
wMHtHb.o.o. V/otl Creok Nuclear Operating Corp, 0fl/ll/07. OocurnenI Conbol 
Stanch (Documeni Conirol Desk) 3pp. 47551.246-47651:240. 

6911330309 Final response lo FOiA requesl for documenis.Forwards App 0 documarii 
A releasable Qoriiorie of Oocumome E/l ihiough e/3. App D A leleasabla portions d 
oocumenis E/4 through E/B available in POR.Portions wllhheld (ref FOIA Exemplon 

v) 

GRIMSLEY.O.H. NRC - No Detailed AfWiatton Given. 88/11/08. FElTON.J.M. Nuclsat 
Ucenslng fleporte. 4pp. 47634:34 t.47635:0l1. 

-9911338337 Partially deleled trip repl of Commissioner Carr 680307-08 visit to ptani A 
meeting w/Stale of KS officlsls 

fi;?^?SHR.T.C. NRC • No Detailed Affiliaiion Given. 88/06/06, NRC • No Delated 
Attihaben Gwen. 4pp 47634 354.47634 357. 


9911160597 Noiificaiion ol 88l 1 17 meeting w/util in Rockville, MD to discuss ovsnis el 
Cuwanl relueling outage including decision to replace ell rod cluster conirol essem- 
Olies. thinning ol ihimbfe lubes ATuei pin lailwos 

. Oirecioraie IV. 08/11/10. CALVO.J.A. Prolecl Diiectoraie IV 

4rp. 4758a33l.47560:334. 


Q. Inapaetlon reports, IE BulleMna A correspondence 


Spec 5 31. "Fuel Assam- 
w/fiilar rods or vacancies H 
irt finahralft tnt.i>ne 


9810030349 NRC Into Notice 88 079. "Misuse ol Flashing lights for High RadiaWon 
Area Controls." Sve list enci 

_ 


DOCKETED ITEMS 221 


6610070114 NRC Into Notice 60-002, "Torus Snei.'s W/Corrosiott & Ooeracted Coatings 
in BWR Conis'rvjienis " Svc Hsi end 

ROSSI, C.E Division of OperaiionBi Events Assosameni (Post 870411). 80/10714. 
Consolidoied Edison Co o( New York, inc llOpp 47200'124-«17280235. 

6610140212 NRC Info Notico 06 OQS, "Orokon Reta'ning Block Studs on Anchor Oailaig 
Check Valves " Svc list end. 

HOSSi.C.E. Division oi Operational Events Assossmeni (Post 670411). 86/10/14 
Ccnso^ated Edison Co. of New Voik. Inc. ilOpp 47463. J99-474633I8 

6610350314 Forwards Insp Repl SO'4B2/80-26 on 860Q26-30.No vio'-attwis or dovi- 
alions identired 

CALUAN.L.J. noglon 4, Ofc ol the Director. 88/10/17. WITHERS.B O. Woil Creak Nu- 
cleat Operating Corp 2pp. 47263. 11 6-47263.127. 

>■6610360317 Insp Repi 50-462/68-2e on 680926-30 No violations or ileviaitons 
notod. Major areas Inspected inservice insp program & procedures. welding & NDE pro- 
ceduros & program for control of design changes & mods. 

EllERSHAW.LE., GILBERT.L 0 , TAYLOR, R.G. Region 4, Olc Ol the O»ocioi. 68/ 
10/14. 10pp. 47263:n8-472e3;12?. 

6610280427 Discusses Quality Verilicailon Function Insp Ropi 6{>-4e2/66-200 on 
6809 1 6 & fonvards nonce of violation. Preparation to discuss potonlial onlotcomoni 
rinding noted In ropt & item from oadiei Insp rapt al moehr^ roguoaied 
CALLAN.LJ. Region 4. Olc of Iho Diroclor. 60/10/19. WITHE RS.O.D. WoH Creek Nu- 
clear Operating Corp. 2pp. 47322:242-47322-246. 


-6811070231 Not CO ol violetio.n from Insp cn 880919-23 V:olai.on notod nun-.erous an- 
af/tical results lot various ciiomfcal parommor analyses porlormed by technicians on 
lob analyUcni accuracy cross-check program side Irom 870710 to 860720 unaccept- 
able 

• Rogon 4. Otc ol the Director 08/10/31 ip 47459 297-47459 297 

-B811070232 Insp Hept 50-482/80-28 on 880919-23 VIo'allon noted Major areas 
Inspeclod liccnaoo chemisirv/racl ochemisirY program & water chomisiry coniirmaiory 
moasutomants 

NtCHOLAS.J B.. WISF.R . BAER.n E Region 4. Ofc of the Oirodor. 68/10/20. 16pp 
47459 298 47459 313 

6611990430 Forwards Insp Root 60482/00-33 on SSiOlMS.Np violations or devi- 
ations noted Understanding from exit mooting ihoc commitment made to ensure Ihet 
all Mure temporary chenge packages lot procodvos paginated coni rmod. 
CALLAN,L.J. Region 4, Olc ol the D.rocior 06/ 1 1 /Ol. WITHEHS.B.O Well Creek Nu- 
clear Operating corp. 2pp. 47503:17.3-4 7503.180 

-6811090430 Insp Ropt 50 402/88-33 on 88I01I-I&NO violations or deviations 
rioted Major areas inspected containmoni Integraiod leak rate test 
A2UA.H.V.. SElOLE.WC Region 4. Otc ol ino Director. 88/10/28. 6pp. 47503:176- 
47503 : 100 . 

6611040324 Si^pl 3 lo NRC Into Not-co 06 108. "Foodwator Lino Break." Svc hst end. 
ROSSI, CE. Division ol Oporalional Evonts Assessment (Post 870411). 68/11/10. 
Conso*idalcd Edison Co ol Now York, Inc. i I3pp. 47559:072-47550.184. 


-6610260439 Notice ol violation Irom Insp on 880806- t7.Violaiians noted procedures & 
instructions provided lo maint personnel lor componont cooling water pump maini ac- 
liviiy did not Include appiopilalo ceuhons or dola'is lor romovat ol boating. 

* Region 4, Ofc ol tho Director. 88/10/19. 3pp 47322:244-47322.246 

6810140016 NRC Inlo Notice 88 084, "Oeroclivo Molor Shalt Keys in Umiiotguo Motor 
Actuators, " Svc list end. 

ROSSLCE. Division ol Oporalional Evonts Assossmeni (Post 870411) 60/10/20. 
Consolidated Edison Co. of Now York, Inc. ItOpp 47280:004-47260:123. 

S8tl03004l Informs lhai Insp 60-482/8B-39 cancellod & rio Insp tept lo be Issued let 
ropI number. 

CALLAN.LJ Region 4, Olc ol the DIrocior, 80/10/20. WlTMERS.BO Well Creek Nu- 
clear Operating Corp. 2pp. 47422-331-47422:332. 

6610170391 NRC Inlo Nollca 88-086, "Oporaling W/Klulhple Grounds in DC 0<slt<M|ion 
Sys-" Svc list end. 

ROSSi.CE Division of Operational Events Assossmoni (Post 670411). 88/10/21. 
Consolidsisd Edison Co. oi New Yoik, me. ii€pp. 47463.08i-47463:i07. 

6911010497 Forwards Insp Ropt 50 402/68 26 on 880912-16 6 notice of violation 
CALt/N,C J Region 4, Ofc Of (ho (Jireclof. 68/f0/2i. WITHERS.e.O Wo« Creek Nu- 
clear Operating corp. ?pp. 47415:344-47418 009. 

-a611l>l08l3 Nolice of violation from insp on 6Q0Ql2-l6Violatian3 notedsKirms on 
saverel Eberline AMS-3 continuous airborne radiosctivity monitors tnconocUy soi Ngli 
& felluio to leak losi four Sr-90 sourcos (or period exceeding i8 months. 

* Region 4, Ofc of tho OireCtO'. 08/10/21. 2pp. 474l6 348-474l6:347. 

-6811010817 Insp Ropi 50-462/88-25 on 8809l2-l6.Violot<ons notedNO dovfslions 
noiedMajor areas inspeciod:radiaiion protection program 6 planning eci-vHios lot 
(crincoming refueling outage 

CHANSy.h. mCKETSONX . BAER.n. Reg'on 4, Ok Of the Director eo/iO/ld 22pp 
47416346-47416:009. 

8811020227 Forwards Insp Ropi 60 462/08-23 on 880020 -0902 No wicMeilons 
noied.Ono iiem ideninied inal could nol bo closed duo to lack of gorteric cotiocuve 
aciion 

CALLAN.LJ Region 4. Ofc of the Director. 88/10/26, WfTHERS.B.O. Woil Crook Nu- 
clear Operating Corp. 2pp. 47414:214-47414:237. 

-6611020220 Insp RepI 50-482/86-23 on 06O82g-O9O2.No violations nofod Major 
areas lnspecled:followup to previous insp findings & LERs.i0CFn2t repts & safety 
sys oulage mod Insp. 

BARNECi- Region 4. Ole d ihe Diroclor. 88/10/21. 22pp. 47414:218-47414:237. 

6611040162 Responds lo NRC 681036 Hr re violations noted in Insp Ropt 50-482/06- 
Ol.Correctivo eciion8:Valvos OL V-770,77t & 140 on checkllsl CKL GL-121 checked 
A verified in correct posHlon by opeiailons personriol. 

WITHER5.B.O. Wolf Creek Nuckar Operaling Corp. 68/10/26. DocumeM Conuol 
Branch (Oocumoni Control Desk). 3pp. <(7455:205-47466:267. 


66I1I7P019 NoDficaiion of onforco/Dcnr conieror^ee meolmg w/uiJ' on 881116 lo dis- 
cuss issues m oua'ily veillcsHon functional insp rept 

CALU/VN.L J. Reg-on 4. Olc ol the 0-rsctor 88/11/10. Region 4. Olc of tho Director. 
2pp 47587:150 47567:159 


6811220196 Forwards rosponso to violation notod irt Insp Rept 50 402/86 29. Response 
miihheld (tel 10CFR73 21] 

-winiCRb.eo Wolf Crook Nuclear Operating Corp 08/ii/t4. Oocumoni Control 
Branch (Oocumoni Control Desk), ip. 47603.166-47603 166 

6611220265 Requests eddi info ro uill 080930 response lo 880902 notico of violation 
(torn Insp Ropi S0-482/8B-2l.spociflcally conociivo actions to addross root cause of 
vioiaifons & to pievont rocunenco of vlofation 

CAllAN.l J. Reo-ors 4. Ok el Ihe Direcior 8fl/))/)5. WITHERS.B D. WoH&oek Nu- 
clear OpetaimQ Corp. 2pp 47605358-47605 381. 

6611090264 NRC Info Notice 08-087. ‘"Pump Wear & Fpielgn Objects In Rani Piping 
Sys." Svc lisi onci 

noSSi.CE Division ol Opoiaiional Events Assossmeni (Posi 670411], 86/11/10. 
Consohdaled Ed.$on Co. ofNow York, Inc. Il3pp 47601.020-47801:132. 

6611090403 NRC Ink Notico 08 068. "Dogiedsilon ol Woeiinghouso ARO Relays" Svc 
list unci 

ROSSI.CE Division of OperaUonai Events Assossmeni (Post 670411). 80/11/16. 
Contotidaied tdison ("k of Now York, Inc 1l3pp. 47507:001-47907:113. 

66 1 1220049 Ack recoOi O' ui/ 6605P3 Hr fnformtng NRC of steps lakeri k correct vkfa- 
uons AOied in insp Repi 50 462/87-24. 

CALLAN.LJ. Region 1, Olc 01 iho Director. 08/i t/lO. WITHERS.B 0 Woil Creek Nu- 
cteai <^rar-Ag Corp 2pp 476S7 020-'I7627:036 

6611150068 NRC inlo Nonce 68 009. "DegrAdailon of Kspton Elecuicsi Insuisnon.-' Svc 
as! arrcl 

ROSSr.CE. Division of Opaielknai Evonls Assessmant (Post 870411). 88/11/21- 
Consohdaled Ed-son Co. o' New York, Inc. I I3pp. 47603:045-47603:161. 


6611160470 NRC Ink Noliro 88-092, "Potential for Spent Fuel Pool Drolndown." Svc 
■sloncf 

ROSSI.CE Division of Operational Evonls Assossmeni [Post 870411). 83/11/22. 
Consohdaled Edison Co of Now York, fnc tl4pp. 47606 I24--I760e 237. 


6611160315 NRC Bu-.loih 88 OlO. "Noncontorming Molded Case Circuil Qreakeis " Svo 
Hsiencf 

ROSSI.CE. Divfsfon ol Oporalional Events Assossmeni (Post 870411) 80/11/22. 
Consoiidaied Edison Co. of Now Yoik, Inc. I2lpp 47606 001-47600:123. 


R. Periodic operaling reporls & related correspondence 


6611070193 Forwards Insp Repi 60-482/88-24 on 880601-30 & notice ol vtotaNoa 
CALLAN.L J. Region 4, Ofc of the Director. 89/10/28. WITHERS.B.D. WoH Crook Nu- 
clear Operating Corp. 4746 1:299-47461. -3 >8. 

-6811070194 Notice of vlolalkn from insp on during sepi Vlolallons nolod.falkiro k 
cycle during Initial guaiierly surveillance tesl ailompi because yellow train lour.way 
valve did not operate. 

• Region 4, Ofc of Ihe Direclor. 88/10/20. 2pp. 47461:301-47481:302. 

-8811070195 Insp Ropi 50-482/68-24 on BB000l-30.No vlolalkns noted. Major ereaa 
ln8pocled:p1anl status, followup on previously Identified NRC lletn.review ol 
LERAOperstlonel safety verification & physical security venlicalkn. 

BARTLETT.B-U, SKOW.ME., CHAMBERLAIN, 0. Region 4, Ok of tho Direclor. 88/ 
10/27. 16pp. 47461:303-47461:318. 

6811079320 Ack receipt ol 880426 Hr informing NRC of steps taken lo correct vklatiorts 
noted In Insp Repi 60-4e2/88-10.Vlalation re Section 2.5 of training & crrabliceUon 
plan to provide hearing & vision exams lor securily personnel withdrawn 
CALUN.L J Region 4. Ofc ol Ihe Oireefot. 86/10/28. WITHERS.B D. WoH Creek Nu- 
clear Operaling Corp. 2pp. 47461:250-47461:261. 


8811220406 Monthly oporaimg rept for Oct 1088 for WoH Creek Generating Station W/ 

881114 Ur 

WIILJAMS.M.G., WiTHERS.&D. WoH Creok Nuclear Oporafng Corp 88/10/31. 7pp. 
47818.350.47616 35B 


8. Reportable eecuirences, LERs ft related correspondence 


8810260313 Suppt I lo Special Rep) OS-Olt to Inopcrablo loose pan delecikn sys 
chsrtnal.On e509l2.Chennel 10 of loose part detection sys declared 
inoparBhIe.Cnusod by faulty preamplifier charge converlor.Convetlor replaced. 
WITHERS.B D. WoH Creek Nuclear Oporaima Corp. 80/10/17. Oocumoni Control 
Branch {Document Control Desk). 2pp. 47286.303-47268 304. 

6611090125 Part 21 rept ro defect In Umltorqua Corp supplied safely- related SMB 
valvd actuators w/RH insulated dc motors that may not develop (ull-iaied starting 
torque ai elevated ambient temps. Roviow of motors by licensees recommended 
WILKINSON.I.E. Llmliotque Corp. 60/ 1 1/03. Ollice of Nuclear Reactor Regulation. Dl- 
teclOf (Posl 670411). 16pp. 47525:227-47525:242. 


8611970230 Forwards Insp Rept 60-482/eB-26 on 660019-23 ft notice of 
vtotalion.Concems expressed over numerous problems kenitffed w/PASS 3 oiq/gen 
analyzer problems & leaks in gaseous sample sys. 

CAlLan.L J- Region 4, Olc of the Director. 88/10/31. WITHERS.B.D. WoH Creek Nu- 
clear Operating Corp. 2pp. 47459:295-47459:313. 


86111S0050 LER 88-010-00 on 891011, fuel bldg venMallon isolation signal & control 
room venllfsilon lao'snon signal receivod Irom li/sl IMg exhaust radralion 
monllor.Caused by loHed rad-atlon momlor signal c8ble.W/68t 100 Hr. 

WILLIAMS.M.O.. WITHERS.B.D. WoH Creek Nucloar Operaling Corp. 08/11/08. 7pp. 
47849:340 47640:352 



eittisoov^ l£R €i>G«gOOo<\ eei0i2,conu.nfn«ni purge istfauon S»Ml 4 
t>yn yct ' 'j: }- •'ic'i’K'' s-grai fecerre"! (roTi rediation tnofutw GT Rt-32-Causea Dy 
«, r] gi cc'-riecVcn & &0CKeiW78%lt08IU. 

vS'lHAmSMG vMfJ-fflSBO Wo'i Creek Nuc'ear Operatog Cofp aa/H/Oa 7pp- 
4 » 55 i as 


StlllS0060 tEH eflO^OODoo SStoifl.doiing performance Of cnarmet cabbr siKvet- 
\4nc6 le^Kcpr•.'a'l•.f••e'^i afro^phere la'ialiofi moorpr low sample flo* Cwsad Iw 
soiTnei 4 ci’Dggoo f“e* Sub) added lo on job pualif-cabon guidetirio.W/MlIOT 

vv LUAMSMG rtiTHERSBO woK Creek Nuclear Oparahrvg Corp 88/11/08. 4pp- 
4?£5' 15^47551 a? 


Ml 122008? Pan 21 repi re G£ Magne Blast circuit breakers irshsUy lepooed on 
86iii6Vie''» on at saieff related breakers wiK be repaired piKu lo enby inlo hot 
sbukdow^ 

BA!l 6 >.j A vko' Creek Nuclear Ope<a'.ng Corp 88/11/18 MARTINJID Region e. 
Olco'treOirectv Spo 47627052-47627053 


DOCKET STN'50-413 CALLAWAY PLANT. UNIT t 


6811020267 Forwards response to NRC QOOOID roquosi lor Qtlill Inlo ro sioam cenera 
(or lube ruo^iure operator action times. ” 

SCHNELL.D.F. Union Elocl/IC Co. 88/10/21. Document Control Branch IDofumj^. 
Ccmlrcl Desk). 13pp. 47421;l63-47A21 (65. lUdcumani 

1611040124 Appricaiion tor amend lo License NPF-OO.rovlano Tocli Specs to increase 
FQ(i) & F delta-H peaking factors, incorporaimg posiuvo rnodorator lemp coetticlem a 
iitcraasing refueling water storage lank/accumulalor boron concontrallons. 
SCHNELl.O.F. Un'on Electric Co 80/10/25 Oocumonl Control Branch fOocumoni 
Conirol Desk). 3lpp. 47420;141-47428:253 

-S^IIOAOISS "Oporalion of Callaway Plant W/PosHivo Moderator Teir.o 
Coelficieni, Increased RWST/Accumlalor Boron Conconlratlone & SAT Sodium Ky 
droxide Concentration." salety evaluation. ' 

• Wesiinghouse Electric C:orp. 88/10/31. 42op. 47420;t72-4742Q.2l3. 

-6811040127 Proposed Tech Specs, increasing FQ(7) & F-delia-H peakirw 
(actors, Incorporating positive moderator lomp coofllclont. inuoasiitg ialuehi\g 
storage lank/accumulalor boron conconirolions & Incioesing sodium hydrox'de con- 
centratiori. 

* Ut^ Electric Co. 88/10/25. 40pp. 47420.2f4-47420:263. 


F. Security, medtcst. emergency A tire protection plans 


6610200061 Forwards Safety Insp Repi 50-463/86 15 on 8e073l-083l. Viotaitans 
noted Net CO ct vic/aton wthheld pet lOCFfl73 21) 

kNOPRC Begi-if. 3 OfC o« the Ovecior 68/09/23 SCMNELL.OF. Union ElacMc 
Co JpO 47323 088-47323 098 

-Ml02C006$ insp Rapt 50-483/88 15 on 860731-0831 YiOtabons noiedMa)or a/eas 
inspec'eoLERcnani operations. radiological controls, maini/survesiance.ernergertcy 
prepa/odness securCy engmeenrw 8 lechrvcal support 4 safety assoumeni 
OeFAVETTeRW Region 3. Ofc of the Director 88/09/22 Sop 47323 000- 
47323098 


6611110048 Pan.ai response to FO’A request lor Oocumonia App O.E 4 F records end 
4 4va44b)e m POR App F records pa/tiaify mthheid (ret FOIA cxompDon 6) 

CR MSlEV.OH NRC - NO Detailed AtfUiabon GNen 83/10/13 MURPHYAI AHib- 
a'on Not Asvor-ed lOpp 47520 230 47523 026 

-6811140243 Dscusses 5rK]>rgs ot inspon 821101-05 re several iwe doors w/operma- 
ncm.'y a‘' ied '^e rat-ng labels Vendor aucii of Uosler Sate Co reguesietf lo deieMnina 
It rmsSiSe doors ac5^'r» compfy vr/reooiremenis ot ASTM £-iS2 
UTTiE.iiVS flegon3 0*0 of me Curecior 83/04/Q6 PQTAPOvSu Rerkorte Olcot 
ifeOreClor fp 47S2I 016-47521 0I6 


66 t02»llS Rev iod emergency plan rmpiemenung pocedufes.tnduamo Rev 7 » ElP- 
2 i*OC,0, W4rt4,n.rigErwrjerie¥P'eparedn*4S"4Rev7lo£iP-2/-00250 truer- 
gency Cornunnarprs a Record Kceomg '■ 

HAfivEVSP Lr.-on Electric Co 88/10/14 32po 47270 248-47270 279 


UI 03 IOOI 7 Cenenc ttr 88-19 lo all fwef cyPe taerWy Kensees 
pcsMSSf'guvr'jir.pory^QejpoiVig or uanspomng tormula ouaninres ol sireiMic 
I, ^ licensee ouards to prevent men ot Snm Sve list e^ 

BUR rSTT.n F Onns^ 0 Safeguards i Transponaiion {Post 870413 ) 88 / 10 / 26 . 
Consoiiiaa'ed Epson Co Ol NewYort.inc lipp 47 S 13047 47513077 . * 

^ »-*Mf88-0i tor June 1967 - Atn 

^ AcheduW^ 

SCHNELLOf, unfen Ctecuic 


681C3103T2 Fprwaids NUREQ7Cn-5009, ''Asscrssmenl ol U80 ol Exlorided Oumup Fuel 
in LWRb " Rapt concludes that environmonlally. burnup incronse would have no sie- 
Ahcant Impact over that ol normal burnup.W/o onci " 

AtexiON.T.W protect Diraciorele 111-3. 00/10/26. OREY.K AlWiaiion Not Ass'ensd 
2pp. 47373.157.47573;159. ® 

6611030286 Forwards Amond 39 to Liconso NPF-30 & safety ovaluatfen Amend 
changes Tech Specs (0 refleci recant organi/ationnl channos 
ALEWON.T.W. Proleci Okeclotale llt-3. 60/10/27. SCMt^LL.O.F. Un'on Eleclnc Co 
2pp 47427 210-47427:228. 


-M11030273 Amend 39 10 Lfcenso NPF-SO, changing Tech Spots lo lollocl teteni or- 
ganiaationai changes. 

hAJ««O.N.JN. P/oleci D’lrocioraio tlt-3. 80/10/27. I6pp. 47427:212-47427:220. 

-6611030274 Safety evaluation simporiing Amond SO to Lfeonso NPP-30 
■ Otfite ol Nuclear Reactor Regulation, Director IPosi 870411) 88/10/27 2 do 
47427:227-47427 228. r « xw 


8811230308 Fmsi lespohse lo FOIA roquosl lor docomonls. Forwards App D document 
6 releasable ponions ol Documents E/1 througli E/3. App D 4 roloasablo portions ol 
wcumenis E/4 through E/6 available In PORPorilons withhold (tel FOIA Exemption 

GBIMSIEY.DH NRC - No Detailed AHlIiolfen Given, 08/11/08. FELTON, J.M. Nuclear 
Lttensihg Repons. 4pp. 47634:341-47635 011. 


-6811230320 Penieiy deieiod memo /e Commiesfene/ Carr 880113-16 vl8.l to 
PfeWjneetvhQ w/Sls1e pi MO oHlcieie 4 visll to MaHlnck/odl.inc, 

FEMflliNE.M. NRC. No Detailed Affiliation Given. 68/11/08. NRC - No OeiailedAf- 
ia-aiien Oiven. 4pp. 47634r347-47634:350. 


•611210279 Forwards request lor addi Info ro uM 000326 application concerning control 
reorh emefeency veniiiaHon sya 

eo/u/is. SCHNELL,0.F. Unferi Elacuic Co. 


0. Inspection reports, IE Bulletins 6 correspondence 


50.483/88 01 for June 1987 -Aog 1968 
RegOh 3, 0*C ol tr« OhkKM 88/08/31. 28p0 47464 204-4745^231 

66111^1 Forwards Ol repi Synopsii determining degree 6 erteni oi wUNulness an 
port or mowi^l *110 removed safeguards mfg tigm ptanvVioisiioris 4 weakness 

K'S 475^.4'r^C^r'^^ SCHrSELUOF. unfen Bee- 

Implementing Procedure EK-.27.O02W. -^venl 
OAMPFJf UfwnEfeclncCo 68MU14 27pp 47W3 180-47603 206 

K Oenerol corresporvderKe 

S«.w. d., to 

"* sc«u,0F, E»c«te 

‘M'.SSldSJS/fl'to'S . -r l» 

nto«.3. 

Contruwoft app 47464358-47484361 Oinca Of the Secrewey pf «» 

P- Operaung Pceose stage documenfa 4 correspondence 

"SST^ '• «■.>»« Cto 0, CP, p„„, „ to.. „ 

'I o„-»- 


SalsN insp Repi 60-483/60-16 on 860731.0831. ViolaHohS 
r-o^ Notice el violeiion withheld (ref 10CFR73 2i) 

^^ 473W®0B8 4b?3096'^® PifOCIor. 86/09/23. SCHNELL.O.F. Union Electric 

50-483/88-1B on BBO731.O03I.VIOlBtlone noled.Mo,'or areas 
oP^'oirons.radiofegica) conirola. malrn/aurvetitance, emergency 
hc?5vet?l*c??.*'>'^'!3f’ ^hgineerirw & technical Support & safety aBsessmeni. 

47323 090 ®'^9'5lOf. 00/09/22. 9pp. 47323090- 

“AKw-S^'liB'i'en" 

^eiaWoha) Evenia Assessment (Post 670411). 88/10/07. 
uonso/idaied Edison Co. of New York, Inc. I23pp. 47270 242.47280.003. 

**4Vva'iiw,?a*i,?BnDV^^® reouoai 'or documents App D,E 6 F records end 
GBuSlypvSH^MQR’’ partially withheld (ref FOIA Exemption 

N®,Oolai1ed Aflilfation Given. 80/10/13. MURPHY, M. Atf.li- 
ailon Net Assigned. 10pp. 47520:230-4 7623:026. 

findings of Insp on 021101-06 re several fire doors w/operma- 
artMife fr “iil® 'abaia 'fa'Jrtor audit of Moslet Sele Co requested to deietmine 

t^ oS. ?p^2):oie-47M,;oir'"' Region 4. Die ol 

“S’^nlKjnfe^s” & Oegraded Costings 

cSdwadM^.'^r^ Op;0'9*‘Ortal Events AssessmenI (Post 870411). 80/fO/i4. 
Lonsoweted Edison Co. of New York, inc. 1 lOpp. 4720O;124-4728O:236. 

**Ch^V^im8 " Svo Ifet^encl*^'^^^’ ' Roiafelng Block Studs on Anchor Oarfmg 

Cwi»i;daLi'^SA« r?’ Ooeralfenal Events AssessmenI (Poet 870411). 86/10/14. 
oonsowaied Edison Co. of New York, Inc. 1t6pp. 47463:ie9.47463;3l8. 
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981D140018 NnC Into Noiico 80 004. "Deleciive Molo- Shaft Koy& in UirJiorque Motor 
AcluBlors." Svc list oncl. 

ROSSi.C.E. Division of Operational Evonts Assossment (Post 870411). aOno/ZO 
Consolidated Edison Co. of Now Yoik. Inc. 1l9pp. 4720O.OO«1-4728O:1Z3 

8910170361 NRC Info Notice 08-086. "Operating W/Mult plo Grounds irt DC Oisinbubon 
Sys." Svc lisi end. 

ROSSl.CE. Division of Oporailonfll Evonie Assossmoni (Post e704Jjj 8A/IQ/ZI. 
Consolidalod Edison Co. of New York, Inc 1 16pp. 47483 081 47483 167 

8S1I160478 Outlines acliona m issponso to recorDmendailons m Open item 50-463/ 
a60t7-02 & ropis rosulla from spiked split samples In Opon Horn 50 483/&80t7-0l. 
BLOSSER.J.O. Un'on Elocirlc Co. 06/l6/27. HOLTZMAN.rtB- Rog.on 3. Ole ol tita 
Oifoctor. 3pp. 47550076-47658076. 

8611070235 Forwards SALP 0 Board FlepI 50-403/8801 lor Jur^ 1687 ■ Aug 
1 98d.Conduci ol nucloar activities in connocfion w/fec My good Meeting schodulod on 
831 129 for ulil to prosonf commonts. 

DAVIS.A.B Region 3. Ofc ol Iho Oirecloi. 88/10/31. SCHNELL.OF. Umort ElocKic 
Co 3pp 47464:201-47464 236. 

-6911870230 SALP 6 Board Ropi 50-403/88 Ol for June 1087 ■ At^ 1688 
• Beg-on 3, Ofc of the Difccior. 88/08/31. 20pp 47404 204-47464 231, 

9911040324 Suppi 3 to NRC Info N'plice 88-100. "Feedwaier line Q/eeh " Svc Ml oncl. 
ROSSI.C.E. Division ol Oporailonal Events Assessmoni (Post 8704II). 68/11/10 
Consol-dated Edison Co of New York. Inc. Il3pp. 47£59:072-47659:l64. 

9611198091 Forwards Ol repl synopsis doiormlnino degtoo & exlenl ol vnlHu'iness on 
part ol individual who removed safoguarda mfo (SI) Irom plenlVioialiona & weakness 
ea noted in SI proioclion program dosed by Insp Repl 50-483/08 05 
KOREllUS.C.E. Reg-on 3. Ole of the Olrecio*. 08/11/14. SCHNELL.OF. umpn Elec- 
tric Co. 3pp 47583 567-47683 069 

9811090264 NRC Info Notice 80 067, "Pump Wear & Foreign Oblecle In Plant Piping 
Sys ■’ Svc list end. 

ROSSi.C.E Division ol Oporailonal Evonls Assessment (Post 670411). 88/11/16. 
Consolidated Edison Co. of New York. inc. 113pp. 47601:020-47601:132 

9911090403 NRC Info Noiico 80 088. "Degradation ol Wosiinghouso ARO Rotaya " Svc 
list enci 

ROSSI.C.E. Division of Oparefionai Events Assessment (Post 87041 1). 60/11/I6. 
Conaolldaled Ed>aoriCo. of New York. Inc. I13pp. 47597.001-47597 113. 

9911160098 NRC Info Noilce 8Q-QB9. "Degradation of Kepion Electrical insu'-ai-on." Svc 
list end. 

ROSSI, CE. Division ol Operational Events Assossmoni (Post 070411} 88/11/21 
Consol-detad Edison Co. of New York, inc. tiOpp 47603 04S 47603:i8i. 

9811160470 NRC info Nolico 80-092, "Poienliai for Spam Fuel Poof Dret/xfowa" Svc 
Hsl end. 

ROSSl.CE Division ol Operational Evonts Aasassmom (Post 8704ii) 68/11/22. 
CansoNdaied Edison Co. of Now York. Inc. f I4pp 4 7006 124.47608237. 

9611 190315 NRC BuHeiin OB-OlO, "Nonconforming Molded Caso Orcu>i Oroakors " Svc 
fisi enei 

ROSSl.CE. Division ol Oparalional Events Aasossmcnl (Post 970411). 80/11/22 
Censoiidaied Edison Co. of Now York, inc I2tpp. 47606 001 -47006:123. 


R. Periodic operating reports 9 related correspondence 

99111S0466 Monthly operating repl lor Oci 1960 (or Callaway Unit 1 . W/69U04 1». 
MCCaNN.RJ. BLOSSER.JO. Union Efoclnc Co 86/1d/3f. 6pp. 47544:344- 
47544 349. 


S. Reportable occurrences, LEHs & related correspondence 

9610280261 LER 88-01 1-00. on B80922,ESF acfualod whon apunoua lu'bino dnvon ewx- 
Hiary feedwater ecluslion occutrodCausod by faulty iniograted circuit chip 
failure Relay driver card rep'acod & proper opotaiion verifiod.W/€6l0l7 ilr 
HOGQ.J.F., BLOSSEfl.JO Union Elecirlc CJo 08/10/17. 5pp. 47266 163-47268167. 

9911090126 Pan 21 repl ro defect in Limilorquo Coip supplied satsiy- reiaiod SMB 
valve acluaiors w/RH Insulated dc motors that may not dovoiop fuff-rolod st8ii»g 
torque at elevated ambient lomps.Revlow ol motors by licensoos roconuiiendod- 
WILKINSON.I.E. Limitorqus Coip. 88/11/03. Office ol Nuclear Rosetor Raguialion, Oi- 
reolof (Post 870411). t6pp. 47525-227-47625 242. 

96111B0C47 LER 66-012-00. on 800904, main turbine trip leal not performed due lodoH- 
deni scheduling mechanism following program rav. Turbine ovorspeed protocUon rolK 
abfirty program revised 6 appropriate Mdrviduale ccunselocf.1V/S8 f t tO Hr. 
HE1NLElN.DE. BLOSSER.JD Union Eloclric Co 80/11/10. 5pp. 47689:187. 
47689:191 


DOCKET 8TN-50-496 SOUTH TEXAS PROJECT. UNIT 1 


F. Security, medical, emergency S lire protection plane 

9810260335 Forwards summary of 880930 lelcon enlorcemeni conference re Improper 
Hre watcfias.per Investigailon Rept 4-80-004 dfd 6604 15. 

CAILAN.L.J. Region 4. Ole of the Diroclor. 00/10/16 GOlDBERQJH llouelon 
Lighting 8 Power Co. 5pp. 47273 060 47273.064. 

8910310017 Genetic Lir 88-19 to all fuel cycle tacUity bcetiseos 
possesslng.usir^g.lmportlng.exporlinp or transporting formula guaniiiiea of slreie^c 
SNM re use ol deadly lorce by licensee guards to prevent Ihofl of 8NM Svc list oncl 
SURNETT.RF. Division ol Safeguards & Transporlalion (Post 870413). 96/10/28 
Consoikfeied Edison Co. of New Yorit, Inc. 31pp. 47513:047-47513.077. 

691 1 180156 Responds 10 appeal ol dor^ial ol FOIA requost tor documonts. Portions ol 
document Waniif/ed in App O wiihheld (ref FOIA Exempiiori 3).Fprwflr<tt rK>r)e«enipt 
portions. 

GRiMSLEY.D.H. Division ol Freedom ol Inlormanon S Publications Services (Post 
660515). 86/10/20- 8AUMAN.L. Government Accouniablliiy Proleci 2pp 47557-207. 
47657:316. 


"8811100161 Pariiar.y deloieci insp Repis 50-198/87-25 & 50 499/87-25 ddiai's No v.o- 
labons or doviaions noiodMa;oi areas -nspocied socu'ity p'an & 
procedures. eudiia.records & repts, mgt olloci-voness.sociirity orgamraiion 0 locking 

ays 

• ftog-o/i 4, Ofc ol Iho Dvecior 07/06/03. lipp 4/557 300 47557 316 

8811070303 Forwards Insp ReplS 50-490/00 6t & 50-499/08 6l on 001903- 07.Oo1i- 
danctos lifentified involved inadequaie lechn/ca' roviaw or abncim.1l opo.-aimg proce 
dura re control room ovacuahon 

CALLAN.1J Region 4, Ofc ol iho Diocior. 00/10/31. GOIDBERGJH. Houston 
Lighttng 6 Power Co 3pp. 47450 272-4/458 285. 

"9911070313 Insp Repts 50-490/00 61 850-499/06 61 on 001003 07 No violpi/pns pr 
deviaikin natea.Ma|or areas nspocled implenieniaiion ol l-re prolQCiion program & 
compiianco w/ rcquiromanls ol lOCFRSO.App R. 

SINflH,A. JOUNSON.C.E., S7ETKA.T.F. Region 4, Ofc of lire D-recto'. 06/10/26 
lIpp 47458 275-47456 285 

8011220693 Forwards perlial'-y wiihheld Insp Repts 5O 490/B0 66 & 50-499/00-66 on 
681017-21 & noiico of Yiolaion.NRC considers uM corracHve acHon adequaie & no 
respqnsa to notice ol violation roquirod 

CAlLAN.Lj. Region 4, Ofc Of the Director. 0O/II/IO. GOLOBERG.JH Houston 
LIglilxig & Power Co 3pp 47747 148-47747:155 

"981 1320085 Parllally wiihhoid Physical Sncuiity Insp Ropis 50 490/60-66 & 50-499/ 
80-88 on 881017-21 (lof 10CFR73 21). Vio’al ons noted hailoquaie compensatory 
measures 

EAPNEST.AB., NORDERHAUG.L R., EVEHErr.R.J Region 4, Ofc ol iho Director. 
00/11/09 ip 47827:100-47627.100 

8811230297 D-scussos Insp Ropis 50-400/88 46 A 50 409/00-46 on 000711-15 & 25- 
29 6 0806-12 & to/wards rtolica of violal'on. Enforcemonl coforonco conrji/cierf by 
lelcon on 000930 lo discuss Inaduquato lire woleties under review 
CALLAN.tJ. Rog.on 4, Ole of Iho Oroclor. 00/lt/tS GOLDBERGJH Houston 
L^fKngA Power Co 3pp. 4 76l7.00'1.47617:00e. 


K. General correspondence 

6911140357 CommonI supporting proposed rulp 10GFR26 ro miiation 01 Mnoss for duty 
program al facility Neod (or program based on prosumpion that nuclear power adwi- 
lies toquire Hiai porsonnoi bo froo from impa'rmonl of il-egai drugs. 

GOLf^ERG.J.H. Houston Ugtiiing & Power Co 00/11/01. Oockeiing A Sorv.ces 
Brertch 9pp 47495:206-47495 296 


K. Ullilty Final Safety Analysis Report (F8AR) & amends 

8911220031 Amend 62 to FSAR for Sbulh Texas Piojeci Units 1 & 2. W/081121 IK. 
OOlOBERO.JH Houston Llghlino S Power Co 90/11/21. I.OOOpp 47028.009- 
47631 042. 


P. Operating Hcansa siege documenis & correspondence 

691O29005O Forwards lindmos Ol cnsilo assosamant ol qualiLorf display processing sys 
conducted during wk pi 000027 ei planl. 

OICk.QF. Pfojoci D.rectoraic fv. 00/10/13. OOLOOEnO,JH Houston Uofiifng A 
Power Co epp 47301.205-47361.302. 

9610260317 Forwards tovisad US Tool & Die, Inc documents ro revisoa spacing of high 
dertsiiy spent luei sioragn iscks Irom 0 yap 10 I inch, per 000929 commitmaniW/lwo 
ovctsiro diBwitMs 

MCSuRNETT.M.A Houston Lighi-ng & Power Co 00/10/14. Documeni Control 
Branch (Oocumoni Conlioi Dash), app. 47340.086-47340: II8 

"68 10290399 "Soismic Analysis Ropi Spent Puol Siorago Racks." 
llNOEn.R, STOKEY.W.F. U.S. Tool & Dio. Inc. 08/10/06. 7pp. 47340.090-47340 099. 

"9810260483 Rev 2 (o "Rack Handlnu 8 instailafion Insliuct-ons." 

LINOEH.R US. Tool & Die, Inc. 08/10/07. I3pp 47340 100 47340:112. 

-6910280487 Rev 6 10 "Mechanical Ropi Spent Fuqi Sloreuo Racks " 
tlNOER.R, STOKEY.W.F. US. Tool 0 Die, Inc. 00/10/13. 6pp. 4 7340.H3-47340:1 16. 

89IOI603SO Generic Lli 60-17 lo aH holders of OLs or Ci’s lo' PWRs 10 loss 01 
OHR Svc fief oncf 

CRUT^FIELD.O. Associate DnaclOr (or l*ro;eci3 (Post 8704U) QQ/lO/17. Consoli- 
daiod Edison Co. of New York. Inc. e4pp. 47270:156 47270 241. 

6610200165 Forwards Addondum 3 to "CRDR. Human Eoglneonng Discrepancy Roso'u- 
lion Rapt" A Arfdondum 4 lo "CROR.Enoeuiivo Summary." 

M(»OHNETT,M A. Houston Lighilng & Power Co. OO/IO/I8. Oocumoni Control 
BrarKh (Oocumoni Control Desk). 8pp. 47321:054-47321:301. 

"8810260206 Addondum 3 lo "CRDR, Human Eng-noeting Oisceponcy Resolution 
’ 

• Houston LtQhling & Power Co. 80/09/30, 203pp. 47321 062-47321:263. 

- 991(1290214 Addendum 4 10 "CRDR, Executive Summary." 

• Houston Llghling & Power Co. 68/09/30. 40pp 47321:264.47321.301. 

9818290942 Forwards environ essossmont 0 Andirtg of no sigriihcani Impact ro spent 
fuo) pQC^ expansion at lac liiy. 

OICK.Q.F. Proloci Oirocioraia IV. 80/10/18, GOLOBERG.JH. Houston Lighi.ng A 
Powoi Co. 6pp. 47200:277-47200 297. 

-6610260344 Environ asbessmenl & finding of no significant irrmaci re expansion of 
spent tuel pool.auiHonzing incroase to proposed capac-ly ol 1969 fuel assomblios 
PAULSON.W.A. Pioleci Directoroie IV. 08/10/18 13pp. 47200.262-47200 294. 

-8810260347 Notice of Issuance of environ assessment & lindmg ol no slgmlicant 
Impaci.aulhQtizing increase ol slorage capacity of sponi luoi pool Horn 169 (0 1969 
Aitf assemblies. 

P/OILSO.WA. Piolact Olreclorale IV. 00/10/16 3pp 4/200 295-47200 207. 
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3810250184 Generic I ir 88 18 lo all licensees ot opetating reactors 4 Kotdors ol CPs re 
plan: recc'd storage on optica) di&ks.Svc list onci 

CftUTCHFiELO.O Associate Otccior lor Prolects [Post 87Q4ti} 68/10720 Consol- 
Caled Edison Co. ol New York. inc. 4Spp. 475l3:00l-475i3;0'l6. 

8811100160 Withdraws ulif 860609 request lof NFIC review Ol analyses demonsirebna 
iflal high energy secions ol HHR suction lines rreei specified ce'iena lor break 
e. m nalio.i Un: msiai’ing whip reslraints on flHH suction lines. 

WCUuRNET l.M A. Houston Lighiing & Power Co 88/10/31 Oocumeni Conltol 
Btancu (Doaimorn Conuol OesM- 2pp 47634 368-47634,359. 

8611080127 Forwards Amend 2 lo License NPP-76,8Bloty evaluation & nowool consW- 
orel'on ol Issuance Atner^d revises Tech Specs to relied approval ol expansion of 
spent luel pod capacity irom 196 tuei assomb’ioa to 1,969 assemblies 
piCK.C F- Proicci Oiroctorale IV 86/11/01. GOLDaCRG.JH Houston Lichbna & 
Powor Co 5pp. <17473 003"17473.0'I9 ' ^ 

'-6BI1090129 Air.ond 4 to License NPF-7G.revislng Tech Specs to reiteci approval ol 
expansion of sponi lue! pool capacity from 196 lo 1.969 fuel assombilos based ooln- 
siailei on of racks pror to siorago. 

CALVO.JA Pto.ociOrecioreteW, 88/11/Ql. 8pp, 47473;00B-47473O15. 

11080131 Saloly ovaluaiion supporting Amend 2 to License NPF-7e. 

f* Nocloar fleaclof Regulation. D.recior (Post 670411) 88/ll/Ot 32pp 
4'473.01 6*4 7 A 73.047 


-8811090134 Not Co of issuance of Amend 2 lo Uconse NPF'76.reli'echng approval ol 
eitpsrjalon ol spent (uel pool capacity fiom 196 to 1,969 luel assemWas basod on 
siorago of non-conso'idated fuel a inslailaiion of racks. 

DICK.G F. Pro;acl Oireciorelo IV 88/11/01. 2pp. 47473.046-47473 049 


8611100009 ForwatOs ’ Failuto Ana'ys's 8 Structural Iniagiiiy Evelitaiion ol LeaMno 
Small Uore Aiurn num-Sronxo Cast Valve Bod es & Filtmgs in Essenbai Coo’ing Waiei 
Sys, par corrective acTons in esseniial cooling water sys 

MCeUHNErr.M.A. Houston Lighting 8 Power Co 88/11/01 Oocumcni Conitol 
Branch (Oocumeni Control Desk). Spp 47526:107-47626-171 


-8811100017 List ol changes lo Rev 0 to "Failure Analysis of Essential Coohng Water 
StneU Bore Aluminum Sionze " " 

* Bechtel Group. Inc 68/08/31. 2pp 47828:110 47526 ii|. 


-8611100020 Rev 3 lo "Faliura Analysis & Sloiciural Integrity Evaiitauon ol Leaking 
Sms I Boro Alumlnum-Dronje Casi Vetve Bod os 6 Finings In Essenbat Coo'ing Wal^ 

‘^*NLeY,HA. Anamei Leboraiorles. Inc. 86/08/31. 59op. 47626:1 12- 

4*526^1 7 1 


8811070333 Noii'icailon Ol 861 109 meeting w/ubl in Rockvi'le.MO tod.scuss raa* lomp 
ol esseniial cooi ngjjond. 

47457^M Project Ovecioreta iv. 5pp, 

9811090284 WUhdraws 860609 reotssi lor amends 10 Const Permit CPPn.i29 4 Li- 
cense NPr-71 re adjusiment lo relied ownership mieresis in lacil-iy resuh'rw from sel- 
lloment of fiigaiion between uiil & C<iy oi Ausim. ^ 

C^lDBEflaj.H. Hoysion Lighting 6 Power Co. 88/i 1/02. Ocoumeni Ceovol Brerx^ 
(Oooumerv. CoiMfOl Desk) 2pp 47474;3l7-47474 318 

App'ica'ion for emend co License NPF<76, changing Teen Specs WUflEG 
1306, (or Unj 1 to combined Tech Specs lor Unns i s S.chanae adminisireiwe m 
nature oriiyrao 09' o % 

VAUGMN.Q e, ifousion Lighting 4 Power Co. 86/11/07 Oofument Conirol Sranch 
(Oocumeni Conirol Desk), epp. 47666:140-47566 179. 

"^or Urfis'^f A 2°^°^®'^ changing NLIREO 1305 io combined Tech Specs 

• Houston LlghlingAPowor Co. 88/11/07.32PP 47565:148-478«6-l79. 

8811280018 Final response CO FOIA roqoosi for documenie Forwards /too A 
ddcumenis.^a A documents also avai'able In POR. 

QRIWSLEY.DH. Oivision ol Freedom of Inlormsilon a PubiicaUarxs Services {Post 
47682^20*4V682°ao Nucfaar inlormaKon 4 Resource Servkr© 'ppp 

-8906300422 Forwards safety evaluatiorv accefAng proposed teracKing o) sponi Iwei 
! ®. '1^'? 8landpohi.Fu#l enrichment may be m w/TaWe 64 

if. J*/ kiti' lo assess environ effeds.SALP input also enci. 

Tu 88/06/24. CALVO.J.A. P.oioci Oreciorele 

IV- ip, 4?vQc i 46*47©B2:14 b 

-981 1280063 Saleiy evaluation accepi ng propostid rereeWng ol uM spent fuel sloraoe 
pools (tom cnhcalily slandpoini Enrichment ol luet to 4 6 weiohl Is l»-235 mav bain 
co^iici w/ 10CFR51 Table 34 & should be invesligaled by NRc 

Rogulaiion. arecio; (Post 870411). 88/00/24. 8pp 
4700 ^: 1 49 4 f o82 156. ^ 

8811210215 Responds to 880321 appeal & request lor reconsideration el Dseelois’s 
80O3l8,Reque8l for lovirsel ol decision deni^ Li.eao.ss 
f? raon^e Regu'abon, Oi/ecuw (Post 6704H>. 68/11/ 

475M^160^’^*^' Government AccounlabiMy Pco|ecl. 8pp. 47692:130- 


Su^ to Oweetor's 00-88-03 denying petitioner appeal Ip ifelay 

?5'llpp'4?6S?-!3l-47592'^l5e "®0'J'a"oa Director (PosI 870411) 89/11/ 

“^nVpR9^->i?AM^!'‘^f *® Director's Decision 00-88-03 under 

aSSohS o> s°aa fonc^m^ """to"*"^**** 

l^1|^^‘75”2°5T47°6e2T60®' Regulation. Direcior (Post 870411). 08/11/ 


2°*'®® ®’ Mf'Sfaeration el issuance ol amend lo Lteens® NPF-7f 
deierminalion & opportunity lor hearing re 881107 leouesl k 
nirir n ®' positive displacement Mcnpw lockout cortotliofv 


-9811210456 Nolica ol cor^sidcraiion ol issuance ol amend lo License NPF-76 & or> 
posed NSHC doierminoiion & opportunity lor hearing Amend tev.ses Tech Soots •'k 
add plaang posilive displacement pump in lockoul condition 
CALVOJA. Projocl Dirocioralo IV. 88/11/16 lOpp 47590.062-47590.071. 

8611220146 Notilicaiion ol 881201 meeting w/util & Wesimghouse In Rockv-lieMO la 
discuss schedule re BMI thimble lube outage. ” 

OCK.G.F. P/ojeci Diroctoralo IV. 88/11/16. CALVO.JA. Projoci Ditecioreio IV Spp 


8611230212 Denies 881007 appeal of DH Grimsiey 880900 denial In who'o or in oau 
records suhy to FOIA request re plant. 

STF.U.O.V. Ole ol Ihe Executive Director for Oporaiions. 80/11/16 BAU.VANr 
Garde. B P. Spp. 47535.199-47585:216 owuvfliiv.t.. 


6611230303 Forwards final drali lowsetl Tech Specs lor review S ceniiicei'on mei dtei- 
accutaielyrellecia as buiit contfilipn ol Unit 2 4 FSAR.Cortilicaiion duo 881202 
^LVOJA Projoci Direciorato IV. 88/11/18. GOLDBERG.J.H. Houston Liohtine i 
Power Co 600pp. 47624:088.47625:177. ^ * 




0610030249 NHC Info Nonce 88-070, "Misuse of Flashing Llgtiis for High Rad'a'ion 
Area Conirols. " Sve hsi end. 

nOSSl.C.e Division of Oporailonal Events Aeseesmeni (Post 870411) 86/10/0/ 
Consokdaled Edison Co. of Now York, inc. I23pp. 47279 242-47280.003 

8810070114 NRC Into Notice 86-062, "Toros SheKs v//Cottosion & Dootaded Coalir'cs 
in ovvfl Conlainmenis ” Sve list encl. ” " 

nOS/ii.CE Division ol Oporailonal Evenis Assessment (Post 870411) 88/10/14 
Consoldfllod Edison Co. of Now Yorli, inc. 1 lOpp 47280:124.47280.235 

8810140212 NRC Into Nolica 80 085, "Broken Roiainlng Block Studs on Anchor Oarima 
Check Valvos ' Sve lisi end. ^ 

RQSSi.CE ttvision pi (^Dialional Evenis Assessment (Post 870411) 88/10/14 
CorwoMated Edison Co. of New York, Inc. 1 18pp. 474e3;199.474B3 3l8. 

8610260405 Forwards LER 88 016-00 in tesponsa lo NRC 680021 lu to vWations noiefl 
kt insp Ropi 60.490/e8.0i concerning fsadwaier Mow iransmitters Violation luHy ad 
masMd e» lER eubj Ceirociivo eciions conipieiod & reviewed by NRC 
WUOHN.QE. Housion Liahting & Power Co. 80/10/14. Document Ccniiol Branch 
lOocumonI Conne' Desk). Ipp. 47269;146.47269.162, 

o f^aueal for addi inlo re roapense 
to f^C emteiin es-OOJ, "Mow operated VeUe Common Modo Fallutos During Plan) 
Transionis Due to imprepor Switch Sailings." “ 

(^OBERl^JH HOusion Lmhiino 4 Power Co. 88/10/18. Document Conirol Branch 
(Oocu/rteni Conirol Oosk). lOpp 4726834i-472e8:380. 

861026 033$ Ferwerds summery of 880930 loicen enlorcomoni conference re Improper 
lire watches, per investioaiion Repi 4.88 004 did 600415 ^ 

Rogion 4, O'o Ol Ihe Diecior. 88/lo/iB. QOIOBERQ.JH, Houston 
LignbngA Powor Co. 8pp 47273;O6O'47273:O04. 

**^^'ior?"^vc I'lsl^end'"^* 68-084, "OelecUve Motor Shell Keys (n LiiTiiioique Motor 

0p®'6"on8l Evonis Asaassmoni (Poei 570411), 88/10/20. 
oonsoi.oaiei3 Edison Co. ei Now York. inc. llOpp, 47200.004-47280:123 

"OPoraling W/Muinplo Grounds in DC DisInbiiLon 

ROSSl.CE Dwie-on ol Operational Evenis Assessmorii (PosI 670411) 66/10/21. 
Oorwolidaled Edison Co. of Now York, Inc. 116pp •17463:061-47463.197. 

9811030040 Ack receipt ol 680810 & 1003 Itrs infornUno NRC of steps lakoo to codoci 
viQlaUons noted In Insp Rmis 50-496/88 38 & 50-499/88 38. 

CAIL AN^J. Region 4, Ofc ol the Director. 80/10/21. GOLDBERG.JH. Houslon 
llghling 4 Power Co. 2pp. 47422 069-47422:078 

9611010172 Responds io NRC 880928 Hr re violailons noied in Insp Repi 50-408/85- 
>4.(^octtye actions.oll-hormal procedure enhancemonl program insiiiwied lo up- 
q'/aliiy o' procedures Program achoduled to be completed by 661231. 
WUGHAN.O.E. Houston Lighting & Power Co. 88/10/27. Documeni Control BrsfiCh 
(Documeni Conirol Desk). 6pp. 47401:186 47401:190. 

0811020943 Forwards "Amended Praaervice Insp Summary Ropi for Class 1. Class 
f-Componenl Supports al South Texas Proioct 0ociric Generating staiion- 
wl I. docuinonling componenl support exams performed prior lo commercial oper- 

vlfOD 

W8UflNETT.MA. Houston Lighting & Power Co. 88/10/27. Documont Control 
Branch (OocurriBnl Conirol Desk). 2pp. 47409.099 47409 286. 

1020246 "Amended Proservice Insp Summary flepi (or Class 1 Class 2 6 Class 3 
Domponeni Supports el South Texas ProJocl Eleciric Generating SiaMon Uoil 1 " 
HoostOrt Lighting A Power Co. 88/10/31. leSpp 474O9:1O1-4%O9.206. 

0811020360 Forwards "Amended Preservice insp Summary Repi lor Class 1 A Class 2 
■7®*»"®-f0i8ininp Components at Soulh Texas Projeci Eleciric Generating Siatio.n- 
Uni 1, Vela I 6 II. 

MCeURNETT.M A. Houston Lighting A Power Co. 88/10/27. Document Control 
Branch (Documeni Conirol Desk), 2pp. 47405.001-47408:124 

-0811O2M82 "Amended Preservice Insp Summary Repi for Class 1 A 2 Pressure Re- 
lainog Componenis at SouIh Texas Projeci Electric Qeneraiing Slalion-Umi 1," Vols I 
a Jl. 

MWD0^.0A. Houslon Lighting & Power Co. 86/10/31. i,202pp. 47405.003- 

8011070005 Forwards "Preservice Insp Summary Repi lor Repairs A Replacements 4 
Projeci Electric Generaling Station Unit l." 

n L'flUl'ng A Power Co. 88/10/27. Oocumeni Control 

Branch (Document Conirol Desk). 3pp. 47458 297-47458 352 
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-88 It 1 10165 "PreBervice Insp Somma'Y 'or Repairs S RoplosotnoiHs & Pressure 
Tests at South Texas Project Electric uonorniing Siat-on Unit t.*' 

PATHAK.A.P., TIMMAHAJtJ.S . MCINTYRE, AC. Houston Lighting & Power Co 88/ 
to/25 53pp. 47468 300 47458.352. 

8611070109 PorwarOs 'rtsp Repis 50-490/88-62 & 50-499/80 62 on 8608t2.t4 & lOlO- 
1 4 No violations or tfoviatlons notod. 

CALLAN.L J. Region 4, Otc of iho 0<roclor 88/10/26. GOLOQERQ.JH Houston 
Ughtfig & Power Co 3pp. 47443:001-47443 01 1. 

-6811070201 Insp Repts 60 498/88 62 & 50 469/80 62 on 880912-14 & 86l010-14.No 
violations or deviations noted Major aroas inspeclod OC program 8 pioopoiaikuval tost 
procedure review, & test wiinesamg & location ol manual tnp circuit. 

WCKERNON.T.O., BUNOY.H.F.. SEiDLE.WC Region 4, Ofc of the Otreclor. 00/10/ 
28. Spp. 4?443.0£M-47443.0n. 

66111B0166 Responds to appeal of denial ol FOIA requoal (or documents. Poil>ons of 
documenl Idemified In App D withheld (ref FOIA Ercmption 3). Forwards nonoxompi 
pOflOftS. 

GRIMSLEY.OH. Oivisloti ol Freedom ol Information & Pubilcaiions Services (Post 
600515). 60/10/20. BAUMAN, L. Oovernmonl Accountebilily Projocl. 2pp 47557:267- 
47557 316. 

-6611160161 Padlally deleted Insp Repts 50-468/87-25 & 50-466/87-26 deiansNovio- 
letons or deviations noted. Major areas Inspectadisocurlty plan & 

preoedures.audiis.tocords & repts, mgl offeciivoness.securily organtratiort & locking 
Sys. 

• Hogion 4, Ofc ol the DiioclOr. 67/06/03. 1 1pp 47557.306-47557:316. 

6611070303 Forwards Insp Repts 60 460/80 61 & 50-469/68 Ct on 881003- 07 0oh- 
clepcies Identified involved Inadoqueie lachnical review ol abnormal oporailng proce- 
dure ro control room evacuation 

CALLAN.L.J. Region 4, Ofc ol Iho OIrocloi. 60/10/31. GOLOQERG.JH Houston 
Lighting & Power Co. Spp. 47450.272 47458 205 

-6611070313 Insp Repts 50 490/68 61 & 50-499/e8-6l on 881003-07.No violailons or 
rtovlsilon noledMejor areas inspocied: implemonlalion o( firo protection program & 
compl'ance w/ toqulremenia of loCFPSQ.App R 

S‘N(>H,A., JOHNSQN.C E. STETKA.T F Rogon 4. Ole ol Iho Oirecloi. 08/10/26 
11pp. 47450:275-47450:285 

6611000391 Forwards insp Repts 60-468/00-65 & 60-469/88 6S on 880026-30 & 1011- 
i4.No violations or deviations notod 

CALLAN.LJ. Rsglon 4, Olc Ql tho Olrodoi 88/10/31- GOLOOERQJ.H. Houston 
UghUng i Power Co 3pp 47624:321-47824:320 

-6611090405 Nolico of viofation from iivsp on 880926-30 & 1011-14 No vtotairons o< de- 
vtailons nqied.Maler areas inspected, insorvico testing prograrn (or pumps i 
velve0.preoporation8i lost program procurement control & receipt. 

6TEVI/ART.R.C. BARNES.I Region 4. Ofc of (he Olrodor. OS/fO/Sl. 6pp. 47524:324- 
47624:386. 

6611064160 Responds to NRC Qunetin 88-009. "Thimble Tube Thmning in Wosung- 
iiouie Resciors.'' 

QOLOBERO.J.H Houston Lighting & Power Co. 86/1 l/Ot Oocumont Control StarKli 
[Document Conirol Desk), lipp. 47463.322-47463:332. 

6611160216 Poivrards Insp Repts 60-498/86 63 & 6C-469/88-63 on e0090l-30Novlo 
laiions or deviations noted. 

CALLAN,L.j. Region 4, Ofc of the Oiroefor. 86/11/07. GOLOOERG.J.H. Houston 
L/ghflng 4 Power Co, 4pp. 47646 a2l"f764a-342 

-8811160220 Insp Repts 60 466/68-63 & 50-409/60 63 on 880901 -aO.No violatxina or 
dev^ialions noted. Major areas inspected plant status, I, conseo action on previous insp 
flndlngs.monthly surveillance observation & monthly maini observaHon. 

MOLLER.E. Region 4. Ofc of (he Onocior 68/10/27. i8pp. 47648 326-47648 342 

6611160022 Ack receipt ol 680629 Itr Informing NRC of stops taken to conoct violations 
noted in Insp Repts 60-496/60 47 & 60-466/00-47. 

CALLAN.lX Region 4. Ofc of the Diroclor. 80/11/07. OOLOBEHG.JH. Houaion 
Lighting & Power Co. 2pp. 47609:162-47668.200. 

6611170008 Forwerds Page 7 (or replacement of illogiblo pego submitlod w/lnsp Repts 
50-490/80-62 & &0-409/88-62 

CALLAN.LJ. Region 4, Ofc of fhe Otreclor. 66/11/07. GOLOBERGJ.U. Kouafon 
Lighting & Power Co. 2pp. 47672:249-47672:261. 

-6611170062 Pago 7 lo Insp Repts S0-466/8S-02 & 60-499/eB.62.coriecUng Negbility 
ol previously suomitled page. 

• Region 4. Olc of the Director. 80/11/07. ip. 47672:251-47672:251. 

6611150012 Forwards Insp Repis 50-498/88-69 & 60 409/60-69 on 081O17-21.Novlo- 
laiions or deviations noted. 

CAILAN.I.J. Regioft 4, Ofc ol Iho Otreclor. 60/11/00. GOLOSERQ.J.H. Hoosloo 
lighting & Power Co. 3pp. 47647:019-47647.025. 

-6811160020 Insp Repis 50-490/86-69 & 60-46g/e0-e9 on 881017-2i.No vtotailons or 
deviations noted. Major aieas inspected: preoperatlonat lesling. 

MURPHY, M.E.. SEIDLE.W-C. Reg'on 4, Olc of the Ofreciof. 00/11/04. App. 
47647:022-47547:026. 

6611040324 Simpl 3 to NRC Into Nolico 60-106. “Feedwaler Line Break." SvcHst end. 
ROSSI, CE Division of Operofiortal Evqnis Assessment (Post 8704tt). 68/lt/lO. 
Consolidated Edison Co. of New York, Inc. 113pp. 47669.072-47659:184. 

6811230063 Forwards partially withheld Insp Repts 50-490/00 66 & 5O-499/08-66 on 
001017-21 & notice of violation. NRC considers util corrective action adequate & no 
response (o notice of vfotatfon required. 

CALLAN.L.J. Region 4, Ofc ol (he Director. 80/11/10. QOLOBERGJ.H. Houston 
Lighting & Power Co. 3pp. 47747:140-47747:165. 

-8811220065 Parllally withheld Physical Security Insp Repts 50-408/66-66 & &0.460/ 
60-68 on 681017-21 (ref 10CFR73.2t]. Vbiallons noled:lnadoqua(e compensatoiy 
measures. 

EARNEST,A.B., NOflOERHAUG.L.R.. EVERE"n.R.j. Region 4. Ofc of fhe OBector. 
68/11/09. Ip. 47627!t00-47627:100. 


Ml 1210425 Fowards R«v 3 to Reftef Request RR-EWQ-OS to oreseevice msp program 

a exams oi $TPEGS-1 welds in Class 1 & 2 comnonenis Rev reflects addt PSI 
exams w/exam limitations & end revised exsm I mltalions summary. 
MCBURNETT.M A. Houston Lighting & Power Co. 08/11/15. Document Control 
Etonch (Oocumenl Comrol Desk) 10pp. 47580 140-47608:155 

8811220207 Discusses Insp Repis 50-498/00-40 & 50-499/06 46 on 600711-15 & 25- 
20 & 0600-12 & forwards notice ol violation. Enlorcomont conference conducted by 
lafeon on 000930 to d-scuss inadequate fire watches under review. 

CALLAN.LJ. Region 4, Ofc of Iho Director 60/11/15 GOLOBERQ.J.H Houston 
Llgtiang 4 Power Co 3pp 47617 004-47617:000. 

-6011220302 Notice Of violation from Insp on 00071 1-16,26-29 & 0006-12. Violations 
noted adequate procoduros not in piece lo assure impodenl activities satisfaclority ac- 
compilshea. 

• R^on4, Ofc ol the Director. 88/11/16. 2pp. 47617.007 47617.000. 

6611090264 NRC Info Notice B6-O07. "Pump (Near & Forego Objects In Plant Piping 
Sys." Sm list end. 

ROSSl.C.E Division ol OpsrailonsI Events Assessmoni (Post 870411). 88/11/16. 
Consoffdated Ed son Co. of NewYoik. Ine. IlGpp. 4 7601:020-47601:132. 

6611060403 NRC Into Nonce 60-000. "Dogradatlon of Westinghouse ARO Relays " Sve 
list enei 

ROSSI.CE Division ol OpernUonal Events Assessment (Post 670411). 88/11/16 
ConsolKfstod Edison Co of New York, Inc. I I3pp. 47697 001-47597:1 13. 

6811220009 Informs ol lilies 0 areas ol responsibility lor NRC tesideni Inspectors al 
plani 

CALLAN.LJ. Region 4. Ofc of Ihs Director. 60/11/17. QOLOBERO.J.H Houston 
Ltghbng & Power Co. 3pp. 47693:177-47003:179 

0011160096 NRC Info Notice 00-069. "Degredalmn of Kapton Elecirical Insulation." Sve 
bsienci 

ROSSI.CE Otvision ol Opatalional Evants Assessment (Post 070411). 60/11/21. 
Consokdatod Edison Co of New York. Inc. 1 13pp 47603 045 47603:161. 

6611189470 NRC fnfo Nofee 60 992. "Potential for Spent Fuel Pool Draindown.” Sve 
lisienci. 

ROSSl.C.E. Division of Operational Events Assessment (Post 070411). 68/11/22. 
Consohdalfrd Edison Co. of Now York, Inc. 1 14pp 47606 124-47606:237 

6611160316 NRC Bulletin 00-010. "Nonconforming Molded Case Circuit Broakere." Sve 
liai end 

ROSSI.CE Division ol Operational Events Assessment (Post 670411). 66/11/22. 
Consoiidsifrd Edison Co. ol now York, Inc. 12tpp. 47606.001-47606:123. 


R. Pariodio operaling raporis A reislad eerrespendsnee 

6610310211 "ArtnusJ Rapt Of Chengesjests & Experiinonie Aeseciatsd W/South Texas 
PiofecL"' 

MCBURNETT.M.A Houston Lighting & Power Co 06/10/21. Oocumenl Conirol 
Branch (Oocumenl Conirol Desk). 290pp. 47300'34O-4736O.2e6. 

6611150442 Monmiy operating ropi for Oct (060 for South Texas Project Lfnil I.W/ 

set 100 Ilf. 

KENT.A.P.. MCBURNEH.M A. Housion LIghiInQ 0 Power Co. 68/10/31. Opp. 
47647:209-47547:206. 


S. Raporlable occurrences, LERi 0 related correspondence 

6610260116 lER 60-054-90.on 08l}92l,aulomailc aclustloii ol conirol room veniilailon 
to locfrculai.on mods oocuiredCeused by high level reading on ammonia 
channel Request to inciesse Tech Speo lim'il for high level ammonia subnutled W/ 
601010 Hr. 

AYALA.C-A.. VAUGHN.G.E. Houston Lighting A Powei Co 88/10/10 6pp 47206:295- 
47268:300. 

6010310631 LER 90-O53-OO:on 8e0620,NRC noiHlecl lhal gessous alfluem radatlon 
monitor alarm eeipolnls nol calculated In accordance w/offslie dose calculation 
manual Caused by InsdequBie review ol manual rev.V//66f016 Hr. 

AYAU.CA., VAUGHN.Q.E. Houston Lighting S Power Co. 88/fO/ie. Spp. 4737fl;f25- 
4737e-f29. 

6011020276 LER 88'055-00:on 60OB3O.eutomailc accuallon of control room venMalion 
to recitculotlon mods occuired Cauaed by high level (rip of hydrochloric acid char^nel 
on or^ of iwo toxic gas analyzers Analyzer wlii be replaced. W/601021 lu. 

AYALA.C A.. VAUGHN.Q.E. Housion Llghling & Power Co. 66/10/21. 6pp. 47416:138- 
47410:143. 

6011029295 LER 0B-O50-OO:or7 601OO5,automai/o aoluallon of Train 6 conirol room en- 
velopo ventilation aya 10 recirculation mode occurred. Caused by failed Irilagrated cir- 
cuit chip In ESFb load sequencar.Load sequencer rawoiked.W/68l02l Itr. 

AYAIAC.A , VAUOHN.Qt. Houston Lighting & Power Co 80/10/21. 6pp. 47416:165- 
47410:159 

861 1060333 LER 00-056 DO.on 660939.de(ofm'.ned that two primary penetration protec- 
tion circuit braakera nol included In aun/e.ltance test program aa required by Tech 
Spec.Cauaed by use of licensing basis documenl.W/00fO31 Itr. 
aVaIa.C A.. VAUQHN.G B. Houston Ughting & Power Co. 60/10/31. 6pp. 47473:313- 
47473:310. 

6611090236 LER 9B039-0l:on B606l6,Tech Spec 3.0.3 entered twice.after lalture ol 
essenllal aves chiller seel & Inadvertent trfpNng ol load clr.Cauaed by failure ol pump 
shaft beadng & personnel error.respectIvefy.Krmp replaced.W/06t tof itr. 

AYAIA.C A., VAUGHN.Q.E. Houston Lighting & Power Co. 08/11/01. 7pp. 47630' 100- 
47630:166. 

0011000154 LER 00-O57-OO:on 601OO4,during maint outage.Train A ESF load sequenc- 
er actuated, iniilaifng short circuit which caused cascading (allure & malfunctions of se- 

S uartcar componenls. Caused by personnel error .Module replecad.W/801102 Ur. 
YALA,C.A., VAUGHN.Q.E. Housion Lighting 0 Power Co. 00/1 1/02. 6pp. 47472:345- 
47472349 



226 DOCKETED ITEMS 


8Btt09012S Part 2f (epi to doled in Li.Tl^orquo Corp supplied safely- reieted SMS 
yei7o aciyaiofs w/RH irisu'eted dc moiors inai may nol develop M rateif eiart-ng 
ambieni temps. Review of motors by licensees recommended 
WILKINSON.IE Limiiorque Coip 88/11/OJ Office ol Nuclear Roocior Reouiaton Of. 
rector {Post 8?04n) lepp 4 7525 ??7 4 7525 24? 'ettumcan. ir. 

881110028S LER 83-059 00 cn 63 lOOS.opetBlor started Ttain C ol t-^hhestf safely in- 
jaciion pump inslaad of Tra n C of low head safely inlecHon pump.Cauied by peison- 
nei erforOpetations personnel bneled W/aei 104 Hr 

47^4*U^ ' Houslori lighl.'ng a Power CO. 68/f t/04. 6pp 47514:144- 


SS11100267 lEH 0B-022-02on a802?a,djtina approach lo initial cntcaLly reader nip 
Mcuned due lo unanhcipaied sefety in)eci-on s gnaf.Caused by inlornunont spilurn 
Control room personnel biiofed W/8Sn04 lu. 

j/^tV'na* ' Houston Lighting a Power Co ae/ll/04. 8pp. 47514: it3- 


68l1t80040 lER 88 060-00 on 88l013.8ulonialic acluailon of control room venl4aiion 
10 recitcuia’.>on modo occunedCsosed by high level teadtnga on bydidchlorc acM 
cnannel ol smgio toxic gas analyser Automatic aciifSHon ternovodW/asilOQ lir 

VAUGHN.G E. Houston lighting A Power Co. 68/11/09. 6pp 47507. 157- 

8811160215 Forwards ‘'Sieam Qeneisior Peed PMtnp luibine Oreispoad FaH)<o/Ro 
oflX?? rfosentjas tu'bine ovorspead evont which occeuerl el tadMv oi> 

«QS' Addi plarl enhancomems made 
f^BURNEn.W.A. Houston Lighting A Power CO 80/11/10. Docooieni Control 
Drench (Documont Control OaskJ. 3pp 47577:1 17-4 7578 070 

■ Sipsm Gene/aior Feed Pump Tutbipo Overspeed Fa/inp/ Rocovorv 

n6l>i • 

• Houston LtahiTig & Powet Co. 68/11/30 437pp. 47577. 120-47578 070. 

8811210147 lER 8a-04e oi on 8a0729.contalnrnenl vonlilailon isoiaUoo aciveiioo 
QCCurreo.Causot) by la loro of radiation moni'or. Felled power supply rep'aced A sv» 
leeiored to operable status W/6ai 1 fl III. ™ 

A , VAUQHN.G E Houston Lighting S Pemot Co 66/11/11. &pp. 47&i 1077- 

8811180163 Fusl fnlorim Part 2i & delicioncy ropi le elastomer diaphragms cottialnod 
In coms p do.phi coniamment hydrogen analysers In ilaiiy ropodoa on 83i0l?Unii i 
mouialor r^'acod Next repi wi'i be subrailed by 381216 

GOlDaenaJ.H, Houston Light, no a Power Co 68/1 l/u. Document ConVot Rrancn 
(Documont Ccniroi Desk), 6pp. 47687.198.47507-^2 ' 

DOCKEf STN-5(l-49fi SOUTH T6XA8 PROJECT, UNIT 2 

A. Appiicallon/oonstfuciioft stag* documents A cotraspondettce 

8810260317 Fofwerda revised US Tool 4 Oio.Inc documents re tevuad spactnaol hioh 
ovoialiVS^awinM ° cofitnutmoni.w/two 

WaUHHgn.lAA. Housioti Ughting A Power Co 88/10/14. Oocument Control 
Branch (Oocumem Conlrol Desk). 4pp. 4 7340 0054 7340:1 tO. * 

f’dP' Spent Fuel Slorage Racks " 

LIND£n,fl . STOKBY.W.F. U S, Tool 6 Oio, Inc. 08/10/06. 7ep 47340.09O-4734(fcO99 

-881^80483 Rov 2 lo "flack Handing A insiai/auon inalnjeiions.*' 

LIMDER.H. U S. Tool 4 Die. Inc. 60/10/07. 13pp. 47340:100 47340.112. 

ll®S "Mechanical Repi Spent Fuel Storage Packs " 

UNOER.R,. STOKEy.W F. U.S Tool 4 Oia. Inc. SS/IO/IX 6pp. 4T340.1 13-47340: 118. 

^ OHnlvc°6?wl'^'^ '* ‘“® ®' 

^ssocisio D.feclor for Prdecis (Post 670411). 88/10/17. CorrsoH- 
dated Edison Co of New York. Inc. 84pp, 47?78.f66-47279:?4l. 

061O2M106 foiwards Atfdandum 3 lo "CRDR, Homan Enginoenng CKscroparrev Resolu 
^ ^ Adiioncium 4 to ’'CR0R,6 ko<m<»vo S^mafV/' ^ 

h A * Power Co ie/io/ia Docomani Control 

Branch {Oocumenl Control Oeskf Spp. 473?l:054-4732i;30i. 

-M1026021)6 Addendum 3 lo "CRDR.Human Engineering Di'screpertcy Resolulion 
HOpl. 

Houston Lighting 5 Power Co. 60/09/30. 203pp. 47321.062-47321:263. 


—8810260914 Addendum 4 lo "CRDR.Execuiiva Summary " 

• Houston Lighting & Power Co. 38/09/30. 40pp. 47321;264-4732l;30i. 

8810260184 Generic Lir OS-tS to all licensees of operating reaclors 6 hokfereofCPs re 
Plant record eiorege on ooHcal disks Sve list end. 

Assoc*?'® nubctOf lor Pt^ls (Post 670411). 88/10/20 ConsoB- 
dated Edison Co. of Now York. Inc. 45pp 47613.001-47513:046.' 

8811020361 Forwards summary ol 88i0l3 meOling w/uW re status of pfant operatlna 
procedures lor Un'l 2.USI of attendees end. ^ ** 

Olc ol the Ouectot ea/lQ/2S. GOLOB6noJ.H. HoOTton 
Lighting & Power Co. 14pp. 47438;208-4743er221. uoswn 

8811030244 Requests Wil to inake listed changes to salely evaluation re Increase in 
speni fuel pool capacity through use ol high density storage racks 

SfcTo OOUDed(Q.U.a LW«^, , 

'A«‘'*avre ut.i 860609 lequast lot NRC te^aw ot analyses demonslralirw 
that high energy sections of RHH suction imes meel speclfiea enterJa tor brs^ 
el mj^nal1on.U!il ffisiaHing whip restralnls on RHR suction lines 
WCBURIv^ETT.M A. Houston Lighting A Power Co. 68/10/31. Document Conirof 
Branch (Documenl Conlrol Desk). 2pp. 47534;358-47634;369. 

8811090368 Nolines that Unit 2 bypass/lnoperabla monilofino w.H be inslal.'ed for con- 
tainmenl purge samp'e isolation valves prfor to fuel load 

BAlLEY.J.H^Housion Lighbng A Power Co. 38/11/01. Document Conlrof Rranch 

(Document Conuol Pesk). 2pp, 47502:253 47502:254. trrunen 


"Fal'ure Analysis 8 Slcuctural Inieg.iiy Evatual.on cl LoaK.nq 
Small Bore Alumlnum-Uronso Cast Valve Bodies & Fittings in Essential CooHnaVva 
^S. par corrective actions In ossontial cooling water ays ^ 

Scftirur. cS°5esTS 4^5"2roV^?6?l'*/7’^°’■ 

" SriaSKAluminum Se!" ° 

■ Beewat Group, Inc. 88/08/31. 2pp. 47526:110-47526:1 It. 

^ Analyais & Slruciuial imogrity Evaluation o' Lookirq 

|ma3 Boro Aluminum-Bronze Cast Valve Bodies & Fiitinga in Easentiol Cooimg wstm 

’ MANLEY, R.A. Anamet Leboralories. Inc. 80/08/31. 59pp 47520.11?. 

If 7. 


8811070333 Notif/caiion of 081109 meeting w/util In Rockvillo.MO to discuss max is-id 
or e^sefilidl cooiiog pond 

4^7?jfi4?i67‘o?s‘*‘^'‘’'®'® CALVO.J A Prolecl Oiroctoralo IV. 5pp 


881 10602N Withdraws 880009 requaal lor amends lo Const Permit CPPR-129 A Li- 
cense NPf-7l re adiuslmonl lo (elleci ownership inieiesis In lacillty rosuhino from eot- 
Hemenl ol inigailon between utli & City of Austin ^ 

GOtOBERG J.H Houston Lighting & Powor Co. 08/11/0?. Document Control Bwen 
(Oocomeni Control Desk). 2pp 474 74 317.474 74:318. 

8811090(M2 Advisos ibal laclkty will bo leady to load luel during wk ol 80l?i9Onoolna 
u^k wii bo planned & coniroiied that no elfeci on fuel load & subsequeni losi '^ 
enfrcf^ted Status of facility al fuel load onci ^ 

I^LOaeflaJ.H Houston Lighting & Power Co. 68/11/02. Documenl Control Bra'ich 
(Document Conlrol Desk) 6pp. 4^02.005 47602.010. 


881115054? Forwards FSAR pages suppoding requesl lo utilize healup A cooldown 
Curves for lech ^ei» Instead ol corves provloosly submlHed Chengos w4i bo mcor 
^aiod m future FSAR amend 

BAi^ JN Houston Lighting & Power Co. 8B/H/07. Document Control Dranch 
iOocu/T-BM Conlrol OeSK) 7pp 47547;189-47547;l95, 

8811288018 Final response lo FOIA teouesl lor tJocuments.Forwa/ds App A 
d«omeftl8 Mp A oecwmonis also avaiisbio In PDR 

P' ifiiormBtion A Publications Seivicas (Po«l 
4%ft^^/^?4%8?-^30 ^ ^ ii'o'fnaiion & Resource Service. 2pp. 

~8eM3W«?2 Forwards safely evaluation accepting proposed reraeklng of spent luo' 
eiandpoini Fuel eivlchment may bo in conllfei w/Teiblot4 
.r, uwo hy UIII le assess environ aifecte SALP Input also end. 
w if 47662 80/06/24. CALVO.J A. Project Difedoroie 

ovBiuoiiot\ eccepilng pteposed leiacWng pi ulll apem iuel slo/ego 
t'endpoimjniichmani ol fuel to 4,6 welohl % U-SOS may be in 
co^ijcf w/ iPCFRSl Table S4 & should be Inveaiigoiad by NRc. 
47W2'f4©®476e2li6^'^®''*'^ Reguialion, Oireclor (Post 870411), 80/06/24, epp. 

K? a cS “ 

OOLDSERa.J.H, H.u„on L„h,i„g » 

-6811210450 Sslety evaluation supporting annotated FSAR revs re revised Cycle l 
we oeelgn/anergy reou’iements 

Reactor Regulation. Oireclor (Post B7041I). 88/11/16. 4pp 

4/t>Wb .248 -47598 246. 


8811220163 Nolificailon of 8BI129 meeilng w/otil In RocKville.MO lo discuss prepara- 
tion tor Issuance ol low povrei opetaVing hcanse 

9il9C>0faiB 'V. B8/11/I6. CALVO.J A. Projecl Oiroctoraie IV. 6pp. 
•'0</;i5/-4 782 7: 157. 


8811239212 Denies 861007 appeal of OH Grimsiey 880908 denial In whole or in part 
iwwda aub) to FOlA requesi re planl. 

Executive Diieclor lor Operations. 80/11/16. BAUMAN, L. 
Garde. B.P. 6pp. 47585:199 4 7585 216. 


881 1230303 Forwards final draft revised Tech Specs for review & cerllflcatlon thal drall 
JKwatoly rellocis as-buHl condition ol Unit 2 4 FSAR CertillcaUon due 681202. 
«LVO J.A Project Directorate IV. 88/11/18. QOLDBERQ.J.H. Houston Llghi-ng S 
Porrret Co. eOOpO 47624.088-47826;177. 


F. Security, medical, amargency 4 fire protection plans 


881028033S Forwards summary of 860930 falcon enforcement confereiice re Improper 
we w8ichos.per Invesilgation Rept 4-80-OO4 did 8804 1 5. 

WLAN.CJ. Region 4. Otc ot Ihe Director. B6/10/I8. GOLDSERG.J.H Houston 
Llghlir^ S Power Co. 5pp 47273:060-47273 064 


lel cy 
formuii 


iicen sues 


rcie lactiiiy 

la quantluas of strategip 


eeiosiDOl? Generic Ltr 86.t9 to an fuel 
|0»MSSfng,uelng.Impoftlng, exporting or Iransponing funuuia uubhuuoo or siroiwi 
I© use ol deadly force by licensee guards lo prevent theft of SNM.Svc list end 
BURNETT.R.F. Division of Safeguards 4 Transporlallon (Post 870413). 80/10/20 
Consolltfaied Edison Co of New Yofk, loc. 31pp. 47513:047 -AySlS-.O?/. 


6811180168 Responds to appeal of denial of FOIA request for documenis. Potions ol 
documenl Jdenlified in App D withheld (ref FOIA Exemption 3).Forwards nonaxempt 
portlona 

QRlMSLEY.O.H. Division ol Freedom ol Inloimaiion & PuWicaHons Services (Posi 
8^15). 68/10/20. BAUMAN, L. Government Accountability Projecl. 2pp. 47557.297- 



Panially doletod Insp Repts 50-498/67-25 & 60-499/87-25 detail No vio- 
lations Of deviations noled Major a'oas Inspoctodisecunty p'an & 
pncedurea.euiita.records S tepta. mgi ellacifvdno$3.secx/i''(y orgenizalOn i (ocMog 
sys 

• Region 4, Ofc ol me Director. 87/06/03. 1 top. 47557:306-47557:316. 

8611070363 Forwards Insp Repts 60-408/86 61 & 50-499/86-61 on 861003 07.D6fi- 
c-encies Identiliod involved Inadoquato technical review ot abnormal operating proco- 
d<.'s le control room ovecuaiion. 

CAI.LAN.LJ. Region 4, Ofc of fl'O Oiroclor. C8/I0/3I GOLOBRRG.JH. Houston 
tlghling & Power Co. 3pp. 47450:272-47458 285. 

-e9>)6703l3 Insp Repts 50 498/88-61 & 50-499/88-61 cm eB1003-07.No vioialions or 
dovraiion noled.Major aroas inspected Implemenlaiion ol lire protacHon program A 
compi anco w/ roquiremonis ol tOCFRSO.App R. 

$INGH.A Region 4, Ole ol the Oiroclor. 68/10/26. t tpp. 47456:275 47458'Pas. 

8811220063 Forwards parlleiiy withhold Insp Ropls 50 406/66-66 & SO-498/6B 66 on 
68t0t7-2l & notice of violation. NRC considers uM corrective action adequate & no 
response to nonce ol violation required 

CALlAN.LJ. Region 4. Ole ol Ihe Oiroclor. 88/11/10 GOLOBERG.j.ti. Houston 
l-ghting & Power Co 3pp. 47747:148-47747:165. 

-8611220065 Partially withhold Physical Security Insp Repts 50-496/66-66 6 50-469/ 
66-66 Oil 661017-21 (lot 10CFR73 21). Violations noted inadequate compensatory 
moasuros. 

tARNESMe. flegton 4. Ole ol me Olfoclor. DB/ll/OB. Ip 4 7«27:100-47e?7:t00. 

6611220297 Discusses Insp Repts 60-496/66-46 & 50-499/66-46 on 6807IM5 & 2S- 
29 & 0808-12 6 forwards noiico ol violation. Enforcemoni conleronee coriducled by 
le'con on 060930 lo discuss inedequaio fire watches under review. 

CALLAN.L.J. Region 4, Ofc ol the Director. 68/lt/lS. QOLDBERQ^H Kouaion 
Light ng & Power Co. 3pp 4/617.004-47617.006. 


H. Qaneral correspondence 

6611140357 Comment supporting proposed rule tOCFR26 re Initiation of fitnass tor duly 
program at lecl.ty.Naoo lor program based on presumption that nuclear powor acUvi- 
tfesrogulra ihai personnel be hoe from Impairment ol lilagal drugs. 

GOLDBERG, J.H. Houston Lighting & Powar Co. 8d/tl/0i. Docketing & Sorvlces 
Branch. 9pp. 474g5.28e-47465;266. 


K. Ullllty Final Safely Anelytia Report (FSAR) 6 amanda 

8611220031 Arnsnd 62 to FSAR lof South Texas Piolecl Unlla i & 2. W/6eii2l Hi. 
OOIOBERQ.JH Houston Llghling & Power Co. 86/11/21. I.OOOpp. 47626.009- 
47631:042. 


O. Iitspeellon reports, IE Buitollna A correipondence 

6610030249 NRC Info Nolice 60-079. "Misuse of Flashing Lights for Hgh Red-ailon 
Area Controls." Sve llei end. 

ROSSl.CG Division ol Operational Events Assessmoni (Post 6704ti). 88/10/07. 
Conaoildstod Edison Co. of Now York, Inc. 123pp. 47276:242-47200.003. 

8610070114 NRC Info Notice 60-062, "Torus Shells W/Conosion & Oogradod Co8lir>ga 
fn 91VR Contaiiypgnte " Sve llsl enci. 

HOSSi.CE. Division of Operational Events Assessmoni (Post 670411). 86/10/14. 
Conaoildstod Edison Co. of New York, inc. llOpp. 47280 124-47260 235. 

8010140212 NRC info Nolice 86-085, "Broken Retelning Block Studs on Anchoi Oarlmg 
Check Vsives " Sve list end- 

R03SI,C£. Division of Operalional Events Assessment (Post 670411). 86/10/14. 
Consolirisidd Edison Co o/ New York, (nc. riBpp. 47403.l&e.47d«33f8. 

6610260236 Provides clarlllcation of plant procedures used to control into re status of 
eguipmenl & componenis.por /oquesi lot sddi Info on response to Notice ol Vidsnon 
499/86-24 Ol. 

OOLDBERQ.J M. Houston Lighting & Power Co. 68/10/18. Oocument Control Branch 
lOocumenl Control Desk). 3pp. 47270:196-47270:198. 

6610280070 Forwards response to Ul Cal'an 680701 request (or addi mfo re response 
to NRC Bulletin 85-003, "Molor-Oporated Valve Common Mode FaHu'es During Plant 
Trsnsfenis Due to imp/oper Swilch Sellings." 

GOLOBERQ.J.H. Houston Lighting & Power Co 68/10/18. Oocument Control Branch 
(Document Control Desk). 10pp. 4728S;34l.4726e;360. 

6810260335 Forwards summary ol 860930 telcon enforcement conference re impiopei 
lire watches.per invesllgalion Repi 4-B6-004 dtd 680415. 

CALLAN.LJ. Region 4, Ole of the Oueclor. 86/10/18. GOLOBERQ.d.H. Houston 
Ifghi-ngAPowerCo. 5pp. 47273.080-4 7273.0fi4. 

6610140018 NRC Info Notice 88-064, "Oefeclive Motor Shalt Keys In UmHorque Motor 
Actuators.’’ Sve list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 670411). 88/10/20. 
Consolidated Edison Co. of New York, Inc. 1 16pp. 47260:004-47260.123. 

8810170391 NRC Info Nolice 88-066. "Operating W/Mufliple Grounds In DC Datribuliors 
Sys " Sve list end. 

ROSSI.C.E. Division ol Operstional Events Assessment (Post 870411). 66/10/21. 
Consol' dated Edison Co oiNew York, Inc. 116pp. 47463 081-474e3-i97 

8611030049 Ack receipt of 680819 8 1003 Itrs informing NRC of steps IsHen lo corieci 
vioialions noted in insp Rppis 50 496/66-38 & 50-469/68 36. 

CALLAN.LJ. Region 4. (Jtc ol the O.rectoi. 88/10/21. GOLOBERQ.J.H. Houston 
Llghling & Power Co. 2pp. 47422.069-47422.078. 

6ei>07l>f99 Fq/wards Insp Repts .50-496/88-62 8 50-499/88-82 on 880912-14 8 tOIO- 
14. No violations or deviations noted 

CALLAN.LJ. Region 4. Ofc ol the Director. 68/10/26. GOLOBERQ.J.H. Houston 
Lighting & Power Co. 0pp. 47443:001-47443.011. 


>8811070201 Irvsp Ropls 50-493/66 82 & 5Q-4g9;e8-62 on 880912-14 & 881010-14. No 
violaUons or deviaitons no'ed.Major areas hspocted.OC program & preoporailonpl test 

G ocedure review. & lest wdnesslng 8 locatie.'i of manual trip circu t. 

CKERNCWJ.T.O . BUNDY ,H.F.. SEIDLE.W.C. Reg on 4, Otc ol the Duoclor. 68/10/ 
26. ^ 47443:004.47443:011 

6611180166 Responds to eppoal ol ilentoi of FOiA request for documents Portions ol 
documonl Identified In App D withhold (rel FOlA Exemption 3). Forwards no.noxerrpi 
portione 

GRiMSLEY.O.H. Division of Froodom of Infoimalion S Publications Services (Post 
680515) 88/10/26. QAUMAN.L. Covernmuni Accountab lity Project 2pp. 47557:297- 
47557-316 

-6611160161 PaitiBily dclaiod Insp Ropts 50-495/Q7-25 6 50-499/87-35 details No wo- 
laitons or deviations noted Ma.or areas mspectodisecuniy plan & 
procediiras.aLidita,iecoids & repts. mgl otfoctiveness.secu'ity orgeni2aiion 8 locking 
sys 

• Reffon 4. Ole Of the Oiroclor. 87/00/03. 11pp 47557.306 4 7557:316. 

8811070383 Forwards Insp Ropls 50-496/83-61 & 50-499/6S-6I O.n 88(003- 07.0oli- 
derKles Idenlifiod involved Inadequate lechneel review ol abnormal opeieling proce- 
dure ro control room ovacuailon 

CAILAN4.J. Regton 4. Ofc of the Director. 88/10/31. GOLDBERG.JH. Houston 
Llghl-ng A Power Co 3pp 47458:272-47458:285 

-6811070313 Insp Ropls SO 400/Q6 61 S 50 498/66-61 on 8Q1003-07 No vioialions or 
oeviaiion notailMB.er areas inspected: impieihBniaiioi of fire proioclion program A 
comp'ianca w/ requ rcmenls of 1 OCF RSO.App R 

SINGH.A.. JOHNSON, CE.. STETKA.T.F. Region 4, Ofc ol tlio Oroctor. 88/10/26. 

1 1pp. 474S8 275-47458 285. 

6611060391 Forwards Insp Ropts 50-496/08-65 S 50-490/08-65 on B00926-30 A 1011- 
14 NO vMlaltons or deviations noted 

CALLAN.LJ Re^pn 4, Ole Ol Ihe Director. 88/10/31. GOLDBERG, J.H. Houston 
Lighting A Power Co 3pp. 47524:32 1-4 7524:339 

-0611090406 Notice ol vlolaion from tosp on 060926-30 A lOf 1-14. No violadons or ds- 
vtolions noted Major areas Inspected inservica losling progrorn lor pumps A 
vahtes.preoprMalional lest program procuromoni control A receipt. 

STEW/tar.n.C, BARNES.I Region 4. Old ol the D.roclor. BB/fo/31 6pp. 47524:324- 
47524 329 

6611068160 Responds to NRC Ou’lelm 86-000. "Thimble Tube Thinrnng In Wbsiing- 
houso Reactors.'’ 

GOLDBERG.JH. Houston Lighting A Power Co. 06/11/01. Document Conlrol Branch 
(Oocument Conltoi Desk). Hpp 47463 3 22-47463:332. 

6911160346 Forwards Rev 0 10 "IE Oulloipn 68-005 Investigation Ropl" A Suppis 1 A 
S.Reviow idonl'iied 166 tienges instsifod to Unii 2 No sisinioss steel itoms,nonllanQQ 
PfOduci lorms or blind llsr^Q0S suppHosd by lisloi) cornpanies 

Q0L06ER0J.H. Houston Light-ng A Powor Co 66/i l/Ot. Oocumoni Control Branch 
(Document Conlrol Desk] 4pp 47552 243 47552:203. 

-6911160303 "lAE Bulfefn 88-005 invosi-QOlion Ropl " 

• Houston Lighting A Power Co. 88/1 l/Ql. 36pp. 47552-247.47552:283 

661(099326 Forwards revised pages to dBCOiO Reitof Roquosl RR-SNO-O? re prose/- 
vice insp piogi6m,per 860090 telcon 

BAiiEYj.N. Houston Ligti'ton A Power Co. 88/11/03. Oocument Control Branch 
(Docurneni Control Oosk) 24pp. 47512 288 47512 31 1. 

6611160216 Fcxwstcis insp Repts 50-498/88-63 A 50 499/89-63 O.n 000901-80 No vio- 
toltons or dovnaiicms noted. 

CALLANX-J Region 4, Ofc of toe Drrocior. 80/ 11/07. GOLDBERG.JH Houston 
lighUi^ A Power Co 4pp. 4 7548 32I-47G40 342. 

-6611160220 Insp Roois 50 496/06-63 A 50-499/66 83 On 0BOO0H3O No Viclat.ohS or 
devlaiions noied.Malor eroae inspoclodpianl steius.i.consee act-ort on previous insp 
litKfrng^monirily surveitiance obsorvai'on A rnontnty malm observaiion. 

HOLICR.E Region 4, Ole ol Iho Dirocior 88/ 10/27 lOpp 47548 326-47540:342. 

6611180022 Ack lecoipl ot 880929 III inloiming NRC ol seeps lekort lo coned v-olai ons 
rtoiodin Insp Repis 50 498/88-47 A 60-490/88-4 7. 

CAllAN.L.J. fleoton 4, Ofc of ll>o Duoclor. S8/>>/07. GOLDBERG.JH. Houston 
llghling & Power Co 2pp. 47569 102-47569 206 

66III70D06 Forwards Page 7 tor roplacomoni of llleoibitt page submitted w/insp Ropls 
50-496/86-82 A 50-498/08-62. 

CALlAN.LJ Region 4, Ofc of iho Droctor. 88/11/07. GOLOBERQ.J.H. Houston 
llghling A Power Cp 2pp 47672:249-47572 251. 

-8611170082 Page 7 to Insp Repis 60 490/88-52 A 50-490/08 62.corrodlng illegibility 
ol previMyy submitted pago. 

•Regton4.OlcoftheDif0Cl0f. 88/11/07 ip 47672 251-47672:261 

681115C0I3 Forwards Insp Repts 60-4BO/80-69 A 50 499/98-69 on 88101 7-2l.No vio- 
laiionsor dovlations noted 

CALIAN.L.J. Region 4. Ofo of Ihe Director. 08/tt/08. GOLOBERQ.J.H. Huuslon 
Hghlit^ A Power Co. 3pp. 47547:010-47547 026. 

-6611150020 Insp Repis 50-498/68-69 A 50-499/08-89 on 8ai0i7-2l.No vrofei-ons or 
de^alions noted. Major areas Inspoclod: prooperal'onal cesimg. 

MURPHY>A.E., SEIDLE.V/.C. Region 4, Ole ol Iho Diiector. 80/11/04. 4pp. 
47647J>22-47647;02S 

8611040324 Si^pl 3 lo NRC Into Notice 36-106. ‘’Feedwater Lme Break" Sve list end 
ROSSI.C.E. Division of Operational Events Assessmoni (Post 870411). 88/11/10. 
Consolidaled Edison Co. ot New York. Inc. Il3pp 4 7659 072-4 7560:184, 

8611220063 Forwards parlially withheld insp Repts 5O-4P6/08'&6 A 50-496/68-6& on 
88I0>?'-21 A nolfce of vtofairoo.NRC constdeis uH coitBCUvo scOon adequair? A no 
response lo notice ol violation requ-red 

CAlLAN.L.J. Region 4, Ole ol iha Director. 88/11/10. GOLDBEHQ.J.H. Houston 
l^hling A Power Co 3pp. 47747;140-47747:156 



EAF^V'' ‘ - '.ORDcCH/SuG L R . r/ERETT.R J RegKjn 4. OIC Of Ute UfOClof. 

e-» 11 ; j 1; f’e?’ ’C« -1^6?' '00 

Ml iJMMf 0''X;.'5$‘'S :-» Rcfs £>^33/63 46 4 SO 493/83-46 on 88071 1-15 4 25- 
4 o' vjsi’joo eo'ycomcnt con'erenco conducted by 

•^- s v.'j 13 (i i' is raiVTt.ais fre Witches unde.' review. 
C^-L»NL.r'P.N‘0<-. 4 O': 0* the Cwecipr S8/nfS5 GOLOBEflG.jH. HooMon 
4 R^wer Cc 3p0 4 761 ? Wf -C/ei 7 008 

M1|IM0I*4 f<~'. 88 £‘87. Puf/p Wear 4 Foieign Ob.-ecis n Plani Piping 

f-'OSo'C E 0<'<-S/:e c' Opei45i>r.al Eteris Assossnicnl (Post 8704111 86/11/16. 
i'c/sc'ild' '•! EJiK/i Cc c' New 'lOfi'. li^ I13w) 4760102047601:132 


Ml >990403 ' ' '2 '<•.• :« 63 086. OegraJe’jon ot West-nghousc ARO Relays " Sve 

S. X'> ‘ ~ CSKn c' Cpe/4t<‘''.ai Evens Assessment {Post 870411). 88/11/16. 
CorKM-i<ie-l-i^C< c‘ New VOIV. Inc 1 iSpp 47597 001.47597.1 13. 


MII27COI79 c< cres 4 areas oi respons.C«i<ty for NRC resNloAl mspechxs at 

fi« 5 <n 4 O': of lie Ovecior 68/11/17 GOIDBERGJH Houston 
Li^WgiPCwaiO.' 3 m3 47£<!3 177-47603 170 

Mtlt500M '"s fto'eeoa 083 Degiadacon o'KsplonEiecuicalltisulaiion" Sve 
»si rxi 

ROSS'CE rv8«:n c< C^'vat/onaj Events Assessrtieni {Post 870411) 88/11/21 
Ccnec^WM EMcn Co ClNew YCifli. Inc M3pp 476(33045-47603.161. 


M1I14C479 NRi: irij /ic’Cfl 68<32 PoteniA' fw Spent Fuel Pod Oiemdown '• Sve 
fjl enc- 

R'jSVCE Ovyop. o' Ope'aw.n Even'-a Assessment (Post 870411). 88/11/22 
ConsCwla'M FisOnCe of New loft. Inc I14pp 47606.t?4-47606237 


MIIIM31S NRC 6-''«’.n 68-ClO fsoocon’or.’mng Moideo Case Cicuii Oreakois " Svc 
psi evs' 

PCSSCE C«wstor of Ope'atx>r.al E>enu Assessmorn (Post 870411) 88/11/22. 
Coriioiula'vO Elsc/i Co cl f>ew Yoft. (no 12lpp 47606 OOt-47606 123 


i^nsioruo'uo v/Nj s/* 


8810140018 NRC Into Noiico 08-00‘l. "Dofociivo Motor Slmtl Kciyfi m limiiorQuoM 
Acluaiofs." Svc list end. 


(wSS^'rp Dlvisfon of OoofOl'onnI fivonis Aseosamonl (I’otl O/O'Hl) 88/10 

ROSSl.CE.^OIvjsion dO^OfO^^^rK.lric. nOpp 47200.004.47200 123, 


Consolidated 


8810170391 NRC Info Noilco 80-000, "Opornilfifl W/Mulhp/o OfO<«»(/fl m DC Dsinbu 
Sys." SvC list end. 


f^Sl.C.E. Division of Opornllonal Evonis 

Consolidated Edison Co of Now York. Inc 1 lOpp. 47403:0Bl-4/403:l07. 


8811040324 SuppI 3 lo NRC fnlo Nolico 00-100. "roodwnie/ Uno nronk. SvciiSH 
flOSSl.CE. Division of OpOfoHonal Evonis Assossmonl tPosl 070411). 88/11 
ConsditiaietJ Edison Co. of Now York. Inc. 1 13pp. 47650.072-47550. 184, 


8811090284 NRC Into Notice 00-007, "Pump Wool & roroloii OUlocis vn Plwn p, 

fiSssi cV^D^slpn of Opcrnlionol Evonla AsBossrnont {Po8l 070411). 88/11 
CM,^njs nlKinkAj Veirk Inn 1 l.lnn 47001020-47001 132 


8611090403 NRC Inip Notice 08-006, "Doomilaiion ol Woailnoliouso ARDnoiays ' 
list enci 

ROSSI, C.6. Division ol OporaHonal Evonis Aasossinoni {Post 070411) 03/ii 
Consohdaled Edison Co ol Mow York, (nc. 1 13pp. 47507 001-4 7507:1 13 


8S1I1S0066 NRC Info Notico B8-089. "Deoradotipn oi Kaiiton E-Ioclrlcal Insulal'on.’' 
ksi encl 

ROSSI.C.E. Division of Operalionaf Evonts Assoesnioni (Poet 0704 M). 00/11 
ConsolidalBd Edison Co. of Nov( Yotk.inc. t13pp. •l7603-.Od5-'17C03.IQl. 

8811160470 NRC Info Notice 88-002, "Ppionllnl for Sponi FliuI Pool Drendown." 
tet encl 

ROSSI, C.E Division of Oporollonal Events Assossmoni (Poal 070411). 00/11 
Coftsdidaiod Edison Co. of Now Yoik, Inc. 114pp. 47O0O;12‘t-4yC06.237. 


R. Peftodc operating repotti 6 telaisd cortaspond«nc« 

UtbliOTii 4'/.^ Pec cl Cra'iges.lesti 8 Eipen.Tienis Associated W/Souin Teias 

Ocai/PNgTi 14 » HXi-jjn Liortmo A Powe« Co 88/t9/2f Oocumeni Control 
araft.riii>;<jrieMC5i*’fdO<:s*) 290iip 47388 340-47369 269 


8611180315 NRC BuHolfn OB-OiO. "Nonconlorming Mpliloct Cnsc Cnciilt Droakois" 
«« and. 

ROSSi.CE. Division of Opointlonal Evonis Aseossmonl (Poal 070411). 60/11 
ConsD'ldaied Edison Co. ofNaw Yoik. Inc. I21pp. 47600 001-4704X3 123. 


DOCKET STN-50-628 PACO VERDE NUCLEAR STATION. UNIT 1 


S Repotlade eecurrerKet, lERt A reUied correspondence 


Ml 1980125 Perl 2t repi re oe'eci »i Urston^e C<vp suppbcd safety- related SMfi 
vaM ecT^’crs w Rm rsviated oc motors thai may nor dev^ Mi-rated sia/lmo 
lur«raat<Mvs<«dafN>e>tie^Reirewo(rnot<yst)ytie«r«eesiecofT>niended 


Class lE beiteiy cables irubaly 
cewes pdo. 10 hS 

4^^5l7^^,'37^9V e-AfKA 


19 elastomer dis^egm coniamed 

*eponeCTo.2U,Hi . 


OOCMT 5TN.54-S0I WPPSS NUCLEAR PROJECT. UNIT 3 


A. AdPOcMWn/conetrvettoct stege documenu 6 coneiponoence 


'*0^,^ » •« Of Ol, or CP, lor PWR, re toss Of 


r7?iTin?k?3^i” 


r Uom,. »e«caL eeiergerKy a fln proiecKon pfans 
Q c n yn, U.19 bR a , 

Con«0id^ EifistSfvCo 3ipp 


0. btipociw rep<«^ tt 4 

flashma l-oMs iw I6gh Berbabon 
88/10/07 

^ W/Corrosron A Oegreded Coavng, 
M/IO/U. 


f. Security, medical, emergency & fire proleeilon plane 


8611150286 Emends Invitation lo pllend PEMA omorgoncy mni Insliiulo worksMo 

■ - -w 0(00,024 


ledeiai radiological emeroency rooponso plan achoduKKl lof 

MARTIN.J.B. Region 6, Ofc ol tho Dirocidf. 80/00/10 KARNCIT.O. Aiifonn Nu 
Power Piojeci ((oimetly Aiitona PubKc Service Co ). 2pp 47640,100 47640.131. 


8810310195 forwards public vereio/t el Rev 6 lo Emorooncy PInn Implomoniinn Pi 
"Posi Acceident Sainpling A Analysis.''^ W/untinlflU lOlOfiM memo 
?», «, ^f*Tona Nueleot Power Projocl (formofly Atlaona PuliliC Sofvieo 
Cidcumem Cbmiol Branch (Docomofil Conirol Desk), 4pp. 47080 

189. 


ol Rov 6 10 Emoigoncy Plnn ImplontOiX'no PioC' 
Ai'TORA Nucioai Power Proloci (forinoily An/ona I 

ServieeCo). 88/10/11. $6pp. 47366:l23.473e6;108. 


6O-58e/e6.2a.6O-520/OQ-38 & 60-S30/80-S 
tf® viplaiiona or doviailons noted 

. .fo*®® ?• ^l® ®' '’’® ‘^'/ecor. 00/10/20. KAnNBR.D.O. An/Ona N 
Power Project (formerly Arliona Puhifc Service Co.). 3pp 47455:^51.47465 271. 


f'eP'eW-BEB/ea •20,60-528/80 ao & B0-530/8S-27 on 


&e( 


0^1 aciwi^'Se* previously IdoniifioJ iioms.rovic 


bf^' rST’’®»J"®^®‘0C''O"J>’anl chemlsfry & gecuriiy 


die Oiroctor ao/lO/20 


**ftel’t0WR2.790W)r BOcurity plan, pur I0CFR60.64(p) AmoniJ 

(lotmotlv Afliontt Public 8orv 
4740U3I “®®*""®"‘ Conirol Branch (Oocumeni Conirol Desk). 3pp. 47 


•810310017 Geriarlc Hr 86- ID 


Wre 05roldMdi°ffi '^ranspUloJ^fotmu'lQ'ViaSs ol 'sbe 

eUR^NBn np avi«^n 8^®'°® Prevent theft of SNMSvc Ifsl 


H. Oenerei correapondenca 


**rMuteio?? proposed rule 10CFR60 to NUREQ-1317 C 

t» base?oS°am cu rem Sns^baSl® a! renewal.Renowal procoe 
KARNER.D B ArlVona NuSr^iSft? d^i*^? V.®' peillneni componor 
08/10/27. DivXn ol sJfelv . '®^'"Pi'y Arizona Pub/fc Ser 

47540230 ® ®®“® Resolution (Post 880717). tp. 4 


"KiflNlRA^.TlzSnl'We^ ^ 

88/n/,8. Docketing A 


DOCKETED ITEMS 229 


J. Insurance & indemnity Inlormallon 

8810260517 t^crwn'ds F.r.(Jor!>«monis >17 & >18 lo NGLiA Policy NP-2$b 8 Enda'Semenis 
20 A 30 lu fMCLU rnl.Cy WF • 1 16 rospoci'voly 

hARNCnOS A'lzona tJuc'oar Po^ict Prejud ilo’mctly Anrona Pub'e Serv ce Co I 
60/10/19 Dccumcm Control Utanc'i (Cocum^nl Ccnlroi Oosk) Spp 47323I1I- 
4/320 1 15 

$81>09I>373 FoAvarrJS Eorjo/scmt’/iis 0 S 9 10 NELIA CnriilicalOS N-6B A N-l07.En- 
fiofso.Tenls 9 S 9 in WAGLU Cotiiliiaies M 00 & M107 & EndO'semotUS S S S to 
t.ELIA Cn.-lilicaio N't M A MAELU Ceil'iii:u1o M l H 

kAnrjEn.DB Aniona Nudoa' Powot Piojeci iionnetiy Ati?ona PeWt SeAr.co Co) 
88/10/26 Oaciirronl Conirol Rranch iDoiaimoni Conirol na&kl t3pp 47S12 3I2- 
475 1 2 324 


P. Operating license stage documents & correspondeneo 

88 1 19401 19 Advises iPai 00U527 tusponso to Gonot.c Lit OQ 05 ro borj; acid ccitosK)') 
accopiabiQ.L'censoc stiouid mamian.in audiiobio loimrcconis ot prog'om & rccJis 
oMained liom i nplnnioniai on Ol piuginm 

OAVIS.MJ Pro, eel DfucloraiQ V UQ/10/14 KAnNEH.OB. Aniono Nucloai PovnOr 
Prc.eci (lormei.y Arizona Pubic Soryico Co.) 4pp 47440 254-47440257. 

6810180350 Generic Ltr 80-17 lo all liolclors ol OLs or CPs lor PWRs re loss o< 
OHR Swe I St end 

CRUTCHFIELD, 0 Assoc-.ilQ Uroclof lor Projocis (Post 870411) 88/10/17 Conso'i- 
daied Ec'iscn Co ol Now York, inc 84pp 47279.156 47270 241 

88tO26O'U0 Forwards Amends 30,25 A l-l to l.rccnsos NPr-ll,NPF-5t A KPF.7<f.ro- 
$pccii/ciy & salr7iy ovaluaiiun Amnnus mcdily Toch Spocs ro azitriKthai pt)<wot i ii to 
rc:;uiro measured iiu in bo oqjai or less litan coro proiocCion calculator aHowanco 
DAVIS. MJ PrOiOCl OirociQiale V. 89/10/17 KARNtP.DB Arizona Nucloa- Powot 
Pro,i.'.l llcrrr.orly Arizona Pub'iC SotMico Co ). 4pp 47321.344-473220)9. 

-•8810260446 Amends 38,26 & 14 lo I IconsOS NPF-41,NPF-5l A NPF-74. 

rospectrvGiy.n-odiiying Tocli Space lo reoiji'o Uinl azimulhai powor i/t bo cquo! ot loss 
i>ian Coro proicdiun CQlcuiaior 

kNIGHTO.N,GW Proluci Oi/ocloraio V Q0/t0/l7, 3Cp0. 47321.348-47322.01 7. 

•■8610260450 Saluly ovaiuation suppuding Amgnds 38,25 & t4 to Liconsos NPP-41- 
SPF-01 4 HPF'74,ro5poctiireIy 

■ Oliico ol Nuc'oa' neacict Ronuiatiori, nirccior (Posi U704II). 80/i0/i7 2pp 
47322 010 47322 U19 

6310260468 Fo'warrtfi Anionds 37,24 A 13 10 Liconsos NPF-4t,NPF-5l A NPF-74.ro- 
spociivuiy 8 saioly ovaiuaiipn Amonds roviso Toch Spec Survoiiianco Roqui'ornont 
4 5 2 h ro How reqj romcnis ll'Oi LPSI subsyslom must moot during dow balariCO lost- 

O^V'S.MJ Pro, eel D-rociorolO V. 68/10/17 KAnNGR.Q.B. Arrzons Nudecu Power 
I'YoiOCt (formerly Ari/OAd fKrOlC SorvICO Co ) 4pp 47324 I0<7 4732-* 2>3 

-0010280482 Amonils 37,24 A 13 10 Liconsos NPP-4f.NPF-5l A NPF-74. 
rospoclivniy, revising Toch SpOC Survoillonco Roqui'Omoni 4 5.2 l>ro How ioauiorr«nis 
lhai LPSi subsysiom must ntoci dunnn How uo'anco testing 
KK'GHTO.M.O W Pro, PCI DucelOiglo V. 08/10/17. 2lpp 47324. lDO-47324 210 

-00tO26O464 Saioly uvaluaioit 8up,noriing Amends 37.24 A t3 to licenses NPf- 
4l.NF’F-5l A NPF*74,re8peciivoly. 

• CHco Cl Nuclear Roat.tot noguiaiion, Oitocior (Post 07O4U). e6/i0/i7 3pp 

47324 211-47324 213 

8010270380 Forwards ropiacomeni pago irom Tooit Spec amend to romova' oi orgam- 
/atonal chads from Tech Spec Soclion 6.2.{>or loiconNo Mios given lor staled per- 
sonnel 

KARNER.QS Arizona Nudoai Power PfO;eci (loimoiiy Arizona Pwbkc Serv.co Co.) 
ee/lO/i8 Oocumcnl Control Branch (Documoni Conirol Oosk) 2pp 47325.306 

47325 308 

-8BI1030216 nep'acomcnl page to p'oposod Toch Spocs re orgamzaiion chails in 
Section 6 2 

• Arizorta Nuclear FVjwqr Pro,dC( (formerly Arizona Public Service Co) fl0/tO/W »p 
47325 300 47320 308. 

8310250164 Generic Llr 88 18 lo all hconsous Ol oporaling reaciors A ht/cfors olCPsro 
p'ani locord siorago on opHcal diSks Svc l-si onci 

l^nurCHFiELD.O Associaio 0/ecior loi P/orocis (Posi 07O4J») 80/to/20 Consoi>- 
dated EdiSon Co ol Now York, Inc 45pp 47613 001-47513 046 

88t1030219 Forwards Amends 39,26 A 16 lo Licenses NPF-41,NPF51 A NPF-74.ie- 
spooiivoly A saioly ovaluaiion Amends revise Tech Spocs ro unii siall cpraMicaivns A 
son or roacioi isnctaioi hconso roqu lomunis lor oporoiions manager. 

DAViS.Mj. Proioci O.rociotaio V. 08/10/24. KARNER.O.H A'izooa Nocinai Power 
Project (loimoily Arizona Public SorviCO Co ) 4pp 47456051-47455079 

••8611930223 Amonds 39,26,15 lo Liconsos MPF-41.NPF-51 A NRF-74. 
rospoci-voiy.chang'ng Tech Spocs re unil stall quaiihcaiions lo mod.ly senior reaclo* 
operaior nconsu roqunomcnls for opcraiions manager. 

KNGHTCN.GV/ PrOiCict Oitocioiaio V 80/10/24. 21pp 47465.055-47455O75. 

-86 11030224 Saioly ovaluai.on supporting Amends 39,26 A (5 lo Lcerises NPF^ 
4I.NPF-51 A NPr-74,rospoclivoly. 

• OiAco ol Nuclear Reactor Rcouialion. Oireclor (Posi 670-ftl) 8A/»0/24. 3pp 
47465 076 47455 078 

6811930181 Forwards Amonds 40.27 A 16 10 Liconsos NPF-41,NPF-5T A NPF.747e- 
spectivoly A saloiy cvaiualion Amends dolole organization charts Irnm Tocii Spocs in 
accordance w/Genenc Hr 88 0G, •'Removal of O/gamzaiinn Charts F/om Toch " 
DAVIS.MJ. Piojoci Oireclorole V. 08/10/25 KARNER.O.B. Arizona Nuctcar Power 
Project (loimeiiy Arizona Public Scivico Co 1 4pp. 47424 338-47425020 

-881)030188 Amonds 40.27 & 16 to Licenses NPF-41.NPF-51 A NPF.74. 

ruspeciiueiy.deloimg oiganizalion chads Irom Tech Specs in accordarKe w/Gononc 
Hr 68 06. ‘'Removal of Otgamzaiion Charts From Toch Spec Admm sHaUvo Conuol 
Roqu temenis "' 

KNIGHTON.GW Projecl Dnocioralo V 88/10/25 36pp. 47424 342-4'/425.017. 


-8BII030193 Saioly ovii'uOlion su0Or:i: ng Ainenos 402? A i6 irs I consr.-s NPF 
4l,Npr-5i ANPF-/4 resjiocl.veiv 

• Ollice ol Nucloai Rcacior Rugulaiio.n Di.-odO.- (Fist Q704ii) &d/10/25 3(;p 
47425 OlB-47425 020 

861 1990380 Achisos that analysis ol rad at-cn on'briiilt>rn:iii cl reactor vessel rral's w i 
biibrrill(<U by 8113 131. in responso lo Gcnc-'ic Llr UK n Cc-idy O.io to uclensivo leci'ni 
cal evaluebon rcqti'cd to ho pcrlormr.-d. 

KARNEn.DB Arizona F.uL'rzar Power Pro.oci (Iciineily Arizona PuWr Scrvco Col 
68/10/29 Oocume/tl Coivtici Oia-ch (Doci.inoni Coniiol Onsk) ip 4750? 0U2. 
47502002 

8611080294 In'o'ms cl schadu'o change lor SPOS a.itit open ilcms lo.' 890615 
coTpleiion.Simi/aio' ruvaiic'atior^ reschodutorl lor ifi.'d <;uariei ol i989 
(vAnNER.OD A/rzicna Nuc-'oa' Power Pim.cci (loinioify Arizona Pubic Service Col 
08/10/31. Oocumonl Conticl Diarch (Document Comiol Dc-r-K) lo 47475003- 
474/S 063 

8611210158 /V|tplicaiion fo' amei'ds 10 Licenses NP1--4 i.NPF-Sl A NFF 74. tovis ng 
Tech Spec Soclion 3.4 5 I. ’nCS LcaLacf* Ce/r?ciion Sys"Fcupaid 
KARNCnoU Arizona Nuclear Power Pro.uci (Icininiiy Ai-zona Public So'Vico Ca) 
08/11/09. Oocurr.ani Conirol B'ancli (Docunmni Coni'o' Desk) 6p;) 4/596 149- 
4/596 ISO 

-80I12I01S9 Proposed Toch Specs lu KC-S lo.V<ri|iO dOli'clian SyS 

• Commonwoalin Erjisan Co 08/ 1 1 /09. 4pp 4 7596 1 55 476‘.ir> I5!i 

6811220237 Forwards -nlo ro analysis c' ussent'ai uni'ied waiti sys.not NRC 
requosl.-ncluCirn onamoo/ing anal/ss o< cquipmor'i lu-.ci o'ln iiy w/cssentai ciniet 
sys niMptebla & analys s ol pcicniial radlaiicn UKposurn 10 ma ni lochr-.cian 
kARNeR.OQ /Vizona Nudoat Po'WC/ Pii:jaci (formerly Anzor'a PuD'c Sctvcc Col 
06/11/09 Oocumoni Ccnlroi Bianch (Dccumunl Coni'ci Desk). 2|'p 4/616 I56 
47620125 

-8811220403 "Aflalysis ol Equ pmonl Funciiqna'ily W/Fssuriiinl Chi or Sys ii operab'o " 

• Atvota N^-rciaaz Powf/r f’/oleci /formcti-, An/ono PMc St/rveo Co) ao/ii/07. 
24PP 4/GIO:l58-476l8 181 

-8811220466 "irNSliuincniqtion A COh’.'O' (lAC) Engmcui no Study lor Evaluaitori ol lAC 
Equipmecii Fuicuonaiiy h Evoni ol Loss o' Fsseni o' Chl’c'S" 

• Arizoha Nuclear Ppwot Pfo;pci do'mvily Afizonn Pub’ic Seivico Co) 13 JSA05 
ROO 88/09/28 6lpp 47618 :)Q2'4761d 242 

• ■6811220473 "Human Rcl'6l’i'iiy Ana'-ysis Calcuipl'on <C' F!ccovc/y ol Essonhal Chi ers 

Flow Tidnsihiiior is^alon ' 

STEVENS.C.n Arizona Nudoai Power Pro,eci (lo’nuj'iy AnzoiiA Public Service Co) 
13 NCeC^2C0fl00 00/06/10 0pp. 47810 243-17010 251 

-861122O477 ''Human Ro'ipMuy Ana'.ys’s Caicii'Plion lor Rosounry ol Esscniial 
Chl'ofS.Includmo Manuel RuSia'i ol Ch -ieis, Fullowmg f low Trensni tier laoiai'On " 
STEVENS.CH A'iZona Nudoat Power Pio,aCI (lO'inorly Aiizrinq Puli'. c Sizrvico Cn). 
13 N’C-eC-20t ROO 00/00/30 lipp 47Gia;252-l7Clfl262 

-8811220481 "loss ol Oupiiod Lilo A Funciioi'a ily ol Elociiical Eqiipmcni Ci-o 10 
LOSS 0* Esscni-ai C<»Hi9 Sys m Joit 1 .” 

' Arizona Njdoar Powu* Pio.oci (lormoiiy Arizona Pub‘-c Survico Co) i3'£C'nc^200 
flOO 00/10/13 Dirp 47610 203 47610 347 

-68I1220S84 "EC S'/s A Ccnlroi Room Torrp Rise Sluay.OjO'iiy C'assQ Saluiy-Rclai- 
0(1 " 

RiiEY.H. Arizona Nuc'opr Power Pioioei (lormon-y Arizona Puhiic Kr.ivico Co) U-MC- 
EC-2S3ROI 80/10/11 56pp 4/610:348-4/610 045 

-0811220490 "Sopnng Tamps Calcu’alion lor At'A POl.EWA/G-POl A SlA/3^P01 
ZAoiors ^b.ociod to licvEtiod Room tumps ' 

' Arrzoho Kucient Powoi P<a)Ccl (lorrrioily Arizona Puh'ic SotviCo Co ) 1 3 MC'22-202 
ROO 80/09/20 16p|> 47010 048-47610.061- 

-881 1230009 "Control Room Hum load Cnicu'nton " 

RiUtY.H. MAVNARD.PE. A'.zona Nuduar Power Pio.ocI (lo.'ino'iy Anrone Pub'ic 
SofVicoCo) 13-Mr.-HJ-255 ROO UO/OEl/23 I6pp 47Cl6 CFiB-nyOl B 076 

-001 1230012 "MocJiartcaf Cqupmoni Oporafi.'lil)' Rtiviow iV/C&5oni«l ChLCrt Weicr 
Sys Unava/ablo Tor 4i5 Miitulcs " 

■ Anzona Nudoor Power Procci Cio'mciiiy Aiizonn Pu'jlc Survicu Co.) 13-MS Ai3 
ROO 88/10/04 lOpp 47610:077.4/610 006 

-001 1230014 "Trans.eni Temp Siudy Iw EsscnliaJ CooJng Waior Pump MocmOua'iiy 
Class Q SaloiyRoialDd ' 

RILEY.H Gochlol Group, Inc I3 WC 118-253 ROO. OB/00'22. 45pp 47G19 067- 
47619:131 

• •0811230018 "Transcni Temp Study lor Mam Ccnl'o' Hoorn Ojtriliy f^lass Q Snlciy 

Roialed ■• 

RILEY.H Dochiol Group. Inc 13-MC-HJ-253 ROO 09/CG/22 52pp 47019.132- 

47619:182 

• •88(1230820 "TrArys.ant Tiomp Study lor E5F Swiichgoat A OC Equ-pniont 

Rooms Ouafiiy Class O Safoty-Rolaied. ' 

RIIEY.H Qochtol Group. Inc 13-MC-HJ-R54 HOO 08/06/22 43pp 47b19 103- 

47619 22S 

-88(1239922 "Timo Roqurod lo Resioie ESP Rooms to Normal Torr.p' 

• Arizona Nucioor Power Pickki (loffneriy Atuona Pubic Sorv-co Co) I3 7.'C-27-20i 
ROO 86/08/08. I4pp 47610 226 47610 240 

••8811230926 "Ttansioni Temp Sturdy lO' Auxilia'y Foodwaior B Pump floott " 
ni1.EY.H. Bocliiol Group. Inc 13-MC-HA-A03 HCO. 88/05/10 52pp 4761924V 

47616;292. 

-8811230028 "Trarisionl Tomp Study loi HPSl Piimp Room" 

HIIEYHW Becliicl Group Inc 13'WCirA-A02 ROO 80/04/04. 73pp 4 / 619 . 233 - 

47620 OOS 

-8811230032 "Irahsienl Tomp Study for Coniainmonl Spray Purnp Rcom " 
niLEYHW. Bochiol Group, Inc 13-MC-HA-A05 HOO 68/04/04 /3pp 47620006- 

47620 084 
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-68t1330<ia6 "Ttentionv Teini) SiD&y foi EieclfiCa' Per.&\iavt)ri nooms. Quahly Class 
OSalol/ Re'aied " 

Riley, I f Bocniel GioJp, Inc. 13-MC-HA.252 flOO 86/06/23 4lpp 47620-085* 
47620 125. 

6611220440 ForMStds addi m'o le laaponsa to rcac'oi coolani pump iitpp.ng sualcg/ 
issue.per NRC 6R0824 reoirasi.Dccis'on to trip second sei ol loecla' coolant pixrps 
based solely on nCS subcooiad matgin.not coniaintnsnl radiahon aia<ms 
KABNER.08. Atizona Wiiciesf Powet Ptojoci (lotmedy AnioM PubLc Sormce Co). 
89/11/10 Oocumeni Control Granch lOocirinep.l Coni'ol Oesk> i8pp 47608063- 
47B08 060 

0911220256 Torwards salery avaiueno supporting rnse/vlco lasting progrem for pwnps 
& valves lor (it3\ tO'yr tniarvalOna lahot tepuesl dsniar) wbeto ailaquais basis lot te* 
quasi noi provided 

KN.'OHTON.G W, Pro/eci Oirecloraio V 80/11/15 KARNER.D.B. Aaiona Nuctoai 
Powo/ P< q;qc( (lormedy Anzena Pub’ic Servica Co.) 4pp 47626 226 47626 237. 

-6611220257 S&iety evaluaiion suppoRng msemico lasVmg p.’og’am lor pumps & 
valves 8 rehei roquosis.par i0CPH50.5Sa(a)i31(i) 6 (9IKl(iJ. 

* Ofiico ol Nuclear Reacio' Regulai'on, Oirecior fPosl 8704ti) SS/il/lS 6pp 
47626 ?32-4752&237 

-6610250635 "lechncal Eva'ualion Repi.Puiup 6 Valve insorvice Tesiwtg Progrern.Paio 
Veide Nuclear Qeneraiing Siaiion Units 1,2 8 3 " 

BONNEY.R.P, ROCKHOLO.HC. EGOG Idaho. Iric (subs Ol EG86. Inc.) 
BONNcV.n.F. Idaho Manorial Engineeung Laboraio/y. fiN A 6812 E&G-M1A*8226 
86/08/31. NRC • No Oelalod Atiil.alion Given. SSpp. 4 7626.-239 -4 7626:285. 


O. inspeciion reporta, IE Bulletins & eorrespondancs 

6610030349 f<RC Ifiio Notice 89-079, "Misuse ol Flssh'nQ Lights lot High nail>at.on 
Area Conirofs '' Sve iisi end. 

ROSS'.C.E Division Ol Oporaliona) Events Assessmeni (Post 870411 ). 88 / 10/07 
ConsciUdaied Gdison Co. o( Now Yoi». Inc. l23pp. 47P?0-.242-472ttQ.oa3 

6610070114 NRC Irio Notice 85-0B2. "Torus Sheila W/Conosion & Dagreriod Coanogs 
In 0WR Coniainmanls. ' Sve l.st end 

ROSSl.CE Oivslqn ol Operational Cvenis AssesiTeni (Post S704ii). 66/10/14. 
Cohsoi^Ialod Edison Co- 61 NevrVoiW, Ino. ttOpp. 47280 l2« -47250.23$. 

8610140312 NRC hio Notice 88 085. "Broken Rotai/i‘ng Block Studs on Anchor Oaning 
Chock Valves " Sve lui anci 

ROSSi.CE. Olvi'siOA of Operational Events Asses«me/ii (Foil 870411). 86/10/14. 
Consolidated Edson Co oi Ne«v York. inc. t iBpp. 47463.l89-47463:0ie 

8810360282 Ack receipt of 881007 response to NRC Hr re violations noted ia inso 
AaplS 60*62Q/&e'27,60'6S8/68'26 & ^-530/66-26. 

YUHAS.QP. Region 9. Ole of Iho Director. 68/10/17. KARNEROB Arizona Nuclear 
Power Profoei (lormeity Arizona Public Service Co) ip. 4 7282 209 4 7 282214. 

881)070005 Fo'Wa.'da fnjp Repis 5O528/86<36.S0-S2d/68-34 i SO*S30/66-34 on 
0e06i0*tVNo violailoris noted. 

SCARANO.R.A Aegon 6, Ofe ol Iho Oirecior 88/10/17. kaRnER.OB. Arizona Nu* 
clear Power Pro'eci (formerly Arizona Public Service Co). 2pp 47444 010-47444:026. 

-8811070006 Insp Aepie SO $38/88 36.60-529/88 34 6 60-530/68 34 on 880611- 
1OO6N0 vio’al'o/te or devielione notodMalcr areas inspecied.Ai.'eoation RV-OOA- 
0020 

JOHNSON.AO, OU1 S.M., NORTH.hS. Region 5. Olc of ihc Oirecior. 88/10/14 
epp. 47444012-47444028. 

8810260522 Provides siaius of plant fuel surveillance comni.Cmenis 8 plans for future 
fuel msps.Util would Ike to disconknue piacbce ol provid-ng >ept alter every showldoi 
gap insp. Insiead.repf will be provJded 10 NRC when issue closed out 
KARNEH.D.B. Arizona Nudear Power ProjocI (lorrne/ly Arizona Publ-c Servico Co.). 
88/10/10. Document Conuoi Branch (Oocumont Control Desk) Sop 47269023- 
47289 025. 

8610260536 Oiscussds safety sys funciional rnsp d'esel generaioi 8 auxi'iary feedwater 
sys rav.'ewSys reviews w/lrelninj efforf now scheduled 10 he completed by 690226. 
KARNER.O.B Anzona Nuclear Powei Project ffoimerly Anzona PxrbHc Service Co). 
88/10/19. Oocumeni Control Branch (Oocumeni Conliol OesKl. 2pp 47269047- 
47389 048. 

6810f400r8 NRC Inlo Not'ce 66-084. "Oofeclrve Mcior Shall Keys In Urnlcu(]ua Motor 
Acluaiois." Sve t-st enc) 

ROSSf.C E. Olv.sion of Operehonal Events Assessment (Post 670411). 88/10/20 
Consolidated Ed.son Co. or New York. Ino. 119pp. 4 7280.004-47380 123. 

8811040310 Forwards Insp Ropts 60-626/68-29,50*529/86-28 & 60*630/88-27 on 
88091 4- 09 1 7. No violations 0/ deviations noied- 

KlRSCH.D.F Rogion 5. Ofo ol Ihe Oirecior. 88/10/20. XARNER.O 6. Anzona Nuclear 
Power Project (lormeily Arizona Public Service Co.). 3pp 47466;2S1 47465:27) 

-8811040314 Insp Rapts 50-536/86-29.50-529/66-28 A 50*530/68-27 on 880914- 
0017-No violations noiod Major areas Inspected previously Idonl/ilod items/evtew of 
plant acUvitles.lite proteclion.plpnt chemfstiy & securtty. 

POLICH.T.. BALL.J., FIORELLi.O, Region 5, Ofc of the Oirecior. 6fl/i0/30. )9pp. 
47455 254-47455371 

8810170391 NRC Inlo Notice 66-066, "Operating W/Multip'e Grounds In DC Oislr,buifon 
Sys." Svc list end. 

ROSSI.C E Oiwsion of Oporaiionai Events Assessment (Post 670411). 96/10/21. 
Consolidated Ed-son Co. of New York, inc. 1 16pp. 47463.06l*47483;f8?. 

8611160442 forwards Insp Repts 50'528/6e-35.&0-S29/aS'37 & 50-530/68-33 on 
880919-33 & I003-12-Enforcament action wi.1 ho addressed In same cotresporvlence 
dea'lno w/pravlous vioiai'o/is discussed at 68081 7 enforcement conierertca 
SCARANO.R A. Reg on S. Ofc of the Director. 89/10/27. KARNER.O.B. Arizorta Nu- 
clear Powot Proiecl (formeity Arizona Public Service Co). 2pp, 47568.3M'475e8;331. 

-861 1 181)443 Insp RepiS SO-52e/d6.35.SO-S29/86-37 A 60-530/68-3.1 on 880919-23 & 
1003-12. Violations noted Mejor aieaa Inspected; Incidents involving unauthorized entry 
In h'gh rsd-stion area & high radiation area lefi open A unaiiended. 

Cill1S,M.. NORTH.HS. Ifagion 6, Ole ol me Oiroclor. 66/10/21. I9pp. 47568:319* 
47568-331. 


8911310183 forwards Insp Repis 50-520/08 34.50 529/86 33 & 50 500/6632 on 
68IOO4-07.N0 violations or dev'aiions noted. 

PATE.RJ Region S, Ole ol ihu Director 86/11/O?. KARNER.OB. Anzo-a Njic-esr 
Power Protect (iotmetly Arizona Public SetvicaCo.). 2pp. 47590.001 -475000tt 

-8611210170 Insp Repis 50-528/80-34,60-520/68 33 & 50-530/68-32 cn 6B13CM 
a7.N0 violations ®i rievtalions noted Major aioas inspocied.unteso'vod irorrs.Pit 21 
repts A conia.nn'ieni air cooling sys 

MtLfIJ.F., RICHARDS.S A Region 6, Ofc of iho Diioctor. 68/1 1/02. 9pp 475W003 
47590011 


6811940324 Stmpi 3 lo NRC Inlo Notice 86-106. "Feedwalor Lino Break." Svc list e-Ki 
HOSSl.C.E. Dnhsion ol Operaiional Events Assessment (Post 070411) 88/11/13. 
Consolidaled£d.sonCo of New York. Inc. 1 13pp. 47550.072-47559.184 

8611090294 NRC Jnlo Nolice 88-087. "Pump Wear & Foreign Objects in Plan Piping 
Sys." Svc list oncl. 

HOSSl.C.E. Division of Operational Events Assessment (Post 870411) 66/ii/:8. 
Consolidaied Edison Co. ol Now York. inc. 1i3pp. 47601.020-47601:132 

8811090403 NRC Info Nolice 68-068, "Dagradalion ol Weslinghouso ARD Relays " Svc 
asi oAcf. 

nOSSi.e.E. Owislon oi Operational Events Assessment (Post 670411). 06/1U15 
Consokdaled Edison Co ofNewYork. inc. 1 13pp. 47597:001-47597 1 13 

8&1115D088 NRC Inlo Notice 68-089. "Degradation ol Kapion Electrical insulation ' Svc 

ROSSr.CE. Division ol Operational Events Assessment (Post 670411} 88/11/21 
ConsoMaled Edison Co of New York. Inc 1 13pp 47603.045-47803 161. 

8811180479 NRC Info Notice 68 092. "Potantlal lor Spent Fuel Pool Ora'ndown." Svc 
hsi a/KL 

ROSSI.CE Division ol Operaiional Events Assassmenl (Post 87041 f|. 68/11/22 
ConsoiKjatod Edison Co. 0/ New York, Inc. 1 14pp. 47606: 124-47606 237. 

8811189315 NBC Bulletin 88-010, ’'Nonconloimtng Mo'dod Case CtiCiHl Bisakeis " Svc 
bsi enci 

ROS51.ee. Divisior) ol Operational Evenis Assessment (Posi 8704if} dB/ii/22- 
Consokdated Edison Co of New York, inc. tZlpp. 47608,001-47606 123 


R. Fartodlc operating reports 8 related correepondenee 


8811160170 Forws'da revised monthly operating rapt for Sept 1686 for Palo Verde Nu* 
c^eat Generating Siehon, Unit 1. 

HAYNEB.j.G. Anone Nuclear Power Project [iormeriy Arizona Pubt-o Servico Co). 
68/10/27. Document Control Branch (Oocumeni Control Desk). Ip. 47623:27> 
47624 M9. 


-861108013$ Revised rnonmiy opeistmg rept tor Sept 1666 tor Psto Verdo Nudesi 
Ganerahng Sieiion.Linii t. 

BLOOM.T.3. Arizoha Mudeer Power Project (Iormeriy Arizona Public Service Co } 88/ 
09/30. ip 47520 271-47520 271. 

8811210264 MonDily Operating repis for Oct 1966 for Palo Verde Nuclear Generaung 
SleMnUnts 1.2 &3.W/B6Mt4 ttr. 

BLOOM.Tj. MAYNES.J.O. Arizona Nuclear Power Project (formerly Arizona Pubic 
Service Co). 88/10/01. 17pp. 47590 0B7-47560;l03. 


S. Reportable occurrences, LERe & related correspondence 


9811930241 Discusses leportebltity delermtnaUon ol LER-88-014-00 re inopeisbUiiy el 
Unit 2 main sleam safety valves. per l0CFR50.73.Uiil behaves event caused by m>sin 
lerpreiadon of guidance provided In I0CPR5O.73 & NUREG-1022. 

KAJINER.O.B Arizona Nuclear Po-wer Project tlormerty Arizona Public SeNice Co I 
88/10/19. MARTIN.J B. Region 6. Ofc ol the Director 3pp 47427:161 47427:163. 

8611090216 L£R 80-D63-0D.on 86D920,d)scovered that error in radioactive source back- 
ing sys resulted tn radioactive sealed source not being leak tested onco per 6 
mortihs Caused by personnel error Entries verified W/BeiOSI Hr. 

SHRtVER.T.O.. HAYNES.J.G. Ailzons Nuclear Power Project (formerly Arizona Public 
Service C<k}. 68/10/31. 5pp 47514:090-4 7614:094. 

6811090126 Part 21 real re doted In LImilorque Corp supptlod saleiy- relaled SWS 
vtfvo aciuslors w/R){ Insulated dc motors tnat may not develop lull-raied start 'ig 
torque ai eteveied ambient temps.Revlow of motors by licensees recommended. 
WtlKlMSON.I E. LImilorque Corp 88/11/03. Otiice of Nuclear Reedor RoQu'aion, Ot- 
rectoi (Post 870411). 16pp. 47525:227-47525:242 


V. Opersfor Examinations 

6811030219 Forwards Amends 39,26 S 15 lo Licenses NPF.41,NPF-51 4 NPF-74.'e- 
specbvely & safety evaluation. Amends revise Tech Specs re unit elall quahhcations a 
setzfor reautor operator Ucervse requirements for operations rnanagor 
OAVISMJ. Project Direclorate V. 68/f0/24. KARNER.O.B. Arizona NueJear Power 
Pi^ei tlOTmerty Arizona Public Service Co ). 4pp, 47456.051 *47456:078 

-8811030223 Amends 39,26.15 to Licenses NPF-41,NPF-51 8 NPf*74. 

respectively.changlng Tech Specs re unit slsH qualillcations to modity senior rescior 
operator kcensQ requitemerxts tor operelions matvager. 

KNIGHTON.Q.W. Project Directorate V. 66/10/24. 2lpp. 47455:055-47455:075. 

6811U0371 Ndilies ot 890119 meeting w/Reglon V In San Fianctsco.CA to discuss 
NRC reactor operator licensing program In Region V. 

KlflSCH.O.F, Region 6, Ofc of the Oirecior. 80/li-u3. FERNOW.W. Arizona Nuclear 
Power Projacl (foimerly Arizona Public Service Co ). 3pp. 47540:t37-47640-.t39. 


u(j\^rvcicu 1 1 civio 


DOCKET STN-60-629 PALO VERGE NUCLEAR STATION, UNIT 2 


F. 8«curUy, medical, emergency A fire protection plans 

6611160386 Extends invilalion to attend FEMA emergency met inaniule workshop on 
lederal radiological emergency response plan scltoduied lor wk ol 601024. 
MARTIN.J8. Region 5. Olc of the Director. 66/08/19 KARNER.O. Arizona Nuclear 
Power Prolect (formerly Arizona Public Service Co ) 2pp. 47649:130-47649.131. 

6810910195 Forwards public version ol Rev 6 to Emergency Plan Implernonling proce- 
dures EPlP-27, “Posl Acceldent Sampling & Analysis.'^ W/undaiod roleeee memo 
KARNER.D D. Arizona Nuclear Power Prolect (formerly Arizona Public Service Co.). 
88/10/11. Document Control Branch (Oocumeni Control Desk) 4pp. 47366;119- 
47366:188. 

-6610310200 Public vorlson ol Rev 6 lo Emergency Plan Implemontng Procoduto 
EPiP-27. "Posl Accident Sampling & Analysis.” 

WRIGHT, K., SIMIELE,GA. Arizona Nudoar Powor Pro|ect (formerly Arizona PuWc 
Service Co ). 66/10/11. 66pp. 47366:123 47386.180 

66ff040310 Forwards fnsp Repts SO-£26/G0-29.6d-S29/68-26 A 50-530/88-27 on 
6606 14-091 7. No violalions or deviellons nolod. 

KiRSCH.O.F. Region 5, Otc ol (he Diroclor. 80/10/20 KARNER.D.B. Arizwta NucJeat 
Power Prolect (formerly Arizona Public Service Co ). 3pp 47456:251-47455:271. 

-8611040314 Insp Ropla 50-520/88-29,50-629/88-20 8 50-630/80-27 on 800814- 
09 1 7 No violations noted. Major areas Inspected: previously idontified itomsjevtow of 
plant eclivilles.lire prolocllon, plant chemistry 8 security. 

roLiCHT., COH,D. RICHARQS,S. Region 5, Olc of the Director 60/10/20. 18pp. 
47455264-47465:271. 

8611010110 Forwards Amend 20 to security pian.por lOCFR50 54(p) Amend withhold 
(rel lOCFR2.760(d)). 

KARNER,D.6. Arizona Nuclear Powor Project (formorly Arizona Public Sorvico Co). 
88/10/21 Document Control Branch (Documeni Control Ooak) 3pp 47401-330- 
47401:331. 

8810310017 Gerteric Ltr 86-19 lo ell fuel cycle faciUy bconsoos 
posseS8lno,us1ng,lmporting,exporllng or transporting formula queniiilos ol altalegic 
SNM re use ol doadly force by licensee guatos to prevent theft of SNM Svc list end 
BURNETT,R.F Division of Safeguards & Transportation (Post 670413). 68/10/28. 
Consolidated Edison Co. of New York, Inc. 3lpp 47St3:047-476i3:077. 


H. Qeneral correspondence 

6611160440 Comment supporting proposed rule I0CFR50 ro NURCQ-I3I7 concoin'rig 
rsgv'eto 7 options (or nuclear power plant license tonowai.Ronewal procasss shouio 
be based on piani currenl licensed basis & evaluation of paninoni componenis. 
KARNER.O 8. Arizona Nuclear Power Proioct (formerly Arizona PubiK Service Co.) 
se/10/27. Division of Safety Issue Resolution (Post 0807(7). ip. 47540:230- 
47840:230. 

6611300263 Comment supporting proposed rule 10CFR26 re Fiinass (or Duty Program 
KARNER.O 8 Artzone Nuclee/ Power Projeof (formerly Arizona Pt/bfic Sendee Co). 
66/1 1/ie. Docketing & Services Branch ip. 47633 200-47633:206. 


J. inauranee A indemnify information 

6610260517 Forwards Endoraemenia 47 A 48 lo NELiA Policy NF-2e6 A Endoreomenis 
26 A 30 to MAELU Policy MF-fie.reapeciivsly. 

KAHNen.O B. Arizona Nuclear Power Proleci (formerly Arizona PuWie Serviee Co.) 
66/10/19. Document Control Branch (Oocumeni Control Desk). 6pp. 47323:lif- 
47323:115. 

6611090373 Forwards Endorsements 9 A 9 10 NELiA Cortiticoiae N-66 A N>i07.En- 
dorsemenls 9 A 9 to MAELU Certlllcates M-68 A M-f07 A Endersoments 5 A S to 
NELIA CenitlcaieN-t14 A MAELU Cerlilicaie M-114. 

KARNER.O e Arizona Nuclear Power Prolect (lormerly Arizona PoO'Jc Service Co ) 
68/10/26. Document Control Branch (Documeni Conlrol Desk]. 13pp. 47512312- 
47612:324 


P. Operating license stage documenia A correspondence 

0811160307 "Reaclor Containment Bldg Inlegrated Losk Hate Test ” W/ 681109 lit. 
HAYNES.J.G. Arizona Nuclear Power Proieci (formorly Arizona Pubke Service (30.) 
88/05/31. MURLEY.T.E. Olllce ol Nuclear Hoactor Regulation, Dfteclor (Post 
870411). t60pp. 47669.304.47670.093. 

6811040119 Advises that 860527 response to Generic LU 68 05 re boric acid conosion 
acceplabiaLlcensee should mplnlain.ln sudilablo form.records ol program A results 
obtained from implementation of program. 

DAVIS.M J. Project Directorate V. 88/10/14 KARNER.D.B Arlzonp Nudept Power 
Project (formerly Arizona Publio Service Co). 4pp. 47440:264-47440'257. 

8610180350 Generic Ltr 68-17 to all holders of Ole or CPs (or PWRs re loss of 
DHH.Svc lisr and. 

CRUTCHFIELD, D. Aasoclale Director lor Projects (Post 070411). 06/10/17. ConsoS- 
deted Edison Co. ol New York. Inc. 84pp. 47270.166-47270.241. 

6610260440 Forwards Amends 38.25 A 14 lo Licenses NPF-41,NPF-5f A NPF'74.re- 
speclively A safely evaluatlon.Amends modify Tech Specs re azimuthal power Ni lo 
require measured lilt to be equal or less than core protecfion cefcufaior alfowartco. 
DAVIS.MJ. Project Directorate V. 88/10/17. KARNbR.D.S. Arizona Nuclear Power 
Project (lormerly Arizona Public Service Co.]. 4pp. 47321:344-47322.019. 

-8810260446 Amends 38,26 A 14 lo Licenses NPF-41.NPF-51 A NPF-74. 
(especilvely.modifying Tech Specs (o require that azimuthal power Hi be equal o* fess 
than core protection calculator. 

KNiGHTON.Q.W. Projeot Directorate V. 80/10/17. 30pp 47321:348-47322 017. 

-6610280460 Salely evaluallon supporting Amends 36,26 & 14 lo Licenses NPF-41> 
NPF-61 A NPF-74,fespecllve1y. 

* Office of Nuctear Reactor Regutalion, Director (Post 870411). 86/10/17 2pp 
47322;018-47322;0t9. 


6610260458 Forwards Amends 37,24 A (3 to Licenses NPF-4i,NPF.5t A NPF-74, re- 
spoesvsiy A safety evsiueilon Amends reviso Tech Spec S-jrvcillanco Roqulremuni 
4 52.h re flow requiromonis that LPSI s'.ihsystarn must reeoi dur ng llnw ba'anre test- 
ing. 

OaVIS.MJ. Project Direciotaio V QC/fO/i?. KARNER.OB Arizona Wut-icar Power 
Project (formerly ^izo.na PubI c Service Co ) 4pp 47324:186-47324 213. 

-8610260462 Amends 37,24 & 13 10 Licenses NPF-4l.NPP.5l A NPF-74. 

respoctivoly.revising Tech Spoc Sutvo nance Requ rorreni 4.5 2 h ro flow roQuiiomenis 
that LPSI subsysietn musi moei during llq-w ba'anca teslirg 
KNIGHTON.Q.W. Project Ditcctotaie V. 00/10/17. 21pp 47324:100-47324 210 

-BB102B0464 Salely oveluailon supperting Amonds 37,24 & 13 to Licenses NPF- 
4I.NPF-51 A NPF-74,rospcct.ve!y. 

* Oll.ee of Nuclear Reactor Rogulaton. Director (Post 8/0411). 68/10/17. 3pp 
47324:211.4/324213 

66 10270360 Forwards replacement page Item Tech Spoc amend ro removal ot organi 
zaifonM chans from Tech Spec Sociion 8 2, per lelcon No i/tes givon for stated per- 
sonnel 

KARNER.D.B Arizona Nuctoor Power Projoct (formerly Arizona Publ.C Sen;ice Co). 
66/10/16 Oocumoni Control Branch (Documont Control Doak). ppp 47325 308- 
47325 308 

— 861103021& Roplacomonl pngs to proposed Toch Specs re o.’ganlzaton charts in 
Rocilon 62. 

* Arizona Nuclear Power Pro,oci (formerly Arizona PMc Servico Co.) flfl/l0/l8 ip. 
47325:308-47325 306 


66 10260164 Generic Ltr 88-18 lo sM licensoos of oporatng laoctors A holders of CPs re 
tfsnl record storage on optical disks Svc ksi end. 

CnuTCHFiELO.D. Associate Director lor Pidocis (Posl 670411} 88/10/20 Consol.- 
dated Edison Co. of Now York. me. 45pp. 47513:0i3(-475t3:046. 

6611030216 Forwards Amonds 39,28 A 15 to liconses NPF -41, NPF-61 A NPF-74,fG- 
^>ecbvoiy A snfety evaluation Amonds revise Tech Specs ro unit staff qus'ilicetions A 
sonior reactor oporaicr ilconso roquremonts loi oporoti-jns manogot 
DAViS,MJ Prdoci Dirocloralo V. DO/10/24 KARNER.DD Anzona Nuclear Power 
Project (formorly Arizona Public Setvlco Co ) 4pp 47455 05t-47455 978 

-8611030223 Amonds 39,20,15 to Licenses NPF-4i,NPF-5i S NPF. 74, 
lespectwoly.changing Tech Specs ro unil stoM quaMicai'ons to modify ssn-or reaclor 
operator i-censo raquiiomariis for operations manager 
KNi6HrON.G W Project D-reeforate V. 80/10/24. 2(pp. 4M55.0SS-4MS5.07S 

-8611030224 Ssleiy eva'uaiion supporting Amonds 39,26 & 15 to licenses NPF. 
4I.NPF-51 & NPF-74, lespeciivoiy 

* Office of Nuclear Reecio' Rsguiailon, Dl'ocioi (Post 670411). 60/10/24. 3pp. 
47485076-47465070 

8811030161 Ferwatde Amends 40.27 A 16 to Licenses NPF-4I,NPF«51 & NPF-74,ic- 
spMivoiy & ssiely ovaiusilon Amonds doiolo orgnnizaiion chs'is Irom Tech Specs in 
eccordance w/Oenonc Lh 86 06. '’Roinoval ol Ornnnizotion Cinarie From Tech ” 
DAVIS.MJ. Projeoi Oiecioraio v. 89/10/25. KARNEn.DO. Arizona Nuclear Powor 
Prejeef (formerly Arizona Public Sdv.co Co.) app. 47424-33D-47425.020 

-6611030166 AmurtdS 40.2/ A 16 to Lir.onsos NPF-41,NPF.5I A NPF-74. 
rospecuvety.doioung otgonizaiion charts i>om Tech Specs in sccordsnco w/GonorIc 
LIT 88 06. "Bomovei oi Organization Chans From Toch Spoc Admlnlslraiivo Conlrol 
Requromenis-'’ 

KNIQHT(W.0 W ProjOCi Dirociorsiu V. 80/10/25. 36pp 47424'342-4742S;0l/. 

-8811030103 Saiuty evaluaiion supporting Amonds 40.27 A i6 lo liconsos NPF- 
41.NPF.51 A NPF.74 lespGClivoly. 

* Olllce oi Nudoai Roaclor Roguiation, O-roclor (Posi 6704it). 68/10/25. 3pp 
47426-07^47426 020. 

BB1109D3B0 Adv.ses lhai ensiyeis Of radiation embrllilomoni ol roactor vessel msils wii' 
eubmtiod by 890131, In tosponso to Generic Ltt OB-n. Delay duo to oxtonsive lochni. 
cal evaiualiort required to bo performed 

KARNER.D 6. Arizona Nuctoar Powor Project [lormerly Arizona Publ.c Service Co.). 
e8/f0/26 Oocumeni Conlrol Branch (Document Conlrol Desk) Ip. 47502.002- 
47602002 

8611P89294 Irtfotms of schedule change lot SPDS audit open items lor 600616 
compleUon.5imulaior rovalidai.ort roscrtedulod lor third quarlof ol 1980. 

KARNER.06. Arizona Nuclear Powor Projecl (lonnoily Arizona Public Service Co) 
66/10/31. Oocurnenl Conlrol Branch (Documorrl Control Oosk) Ip 47476.063- 
47476fl63 

8811210156 Apphcaliorr for atnends to Liconaes NPF-4l,NPF.5i A NPF-74. revising 
Tecfi^ec Section 3.4.5. 1, "RCS Leakage Deleclion Sys.” Foe paid 
KAHNER.08. Arfzorw Nuclear Power ProjccI Vomoily Aiuona PvOUc Service Co ). 
88/tl/OB. Document Conlrol Branch (Documont Control Desk) 6pp. 47&S5.149- 
47698:158. 

—8811210166 Proposed Tech Specs re RCS leakage detection sys. 

* Commonwoallh Edison Co. e8/n/09. 4pp. 47596:165-47506:158. 


8811220440 Fonvards addi irrlo re response lo reaclor coolant pump Inpp.ng susiegy 
Iseue.per NRC 680624 requesi Decision to trip second set ol reaclor coolant pumps 
beam solely on RCS subcoolsd margin, not containment radiation alarms. 
KARNER.D.B Arizona Nuclear Power Project (formerly Anzona Public Sorvico Co) 
88/71/10 Docurrrorrl Cor>lrol Brarrch (Documeni Conlrol Desk). t8pp 47608.063- 
47808:080. 

8811220266 Forwards salely evaluakon supporting insorvice testing piogram (or pumps 
A valves lor litsl lO-yr Inierval.One relief request domed where adequate basis lor re- 
queM not provided. 

KNiOHlYJM.G.W. Project Oireciorafa V. 86/11/16. KARNER.D.B. Anzona Wucloar 
Power Project (lormoily Arizona Public Service Co.). 4pp. 47628.22B-47626 237. 

-8611220287 Safety evaluation supporting insorvice lesling program lor pumps A 
vfUves A relief taquests.pei lOCFRSD.55a(a)(31(l} A (9)(8](i) 

* Oltice of Nuclear Reaoloi Regulation, Director (Poei 870411). 00/11/15. 6pp 
47628:232-47626:237. 



232 DOCKETED ITEMS 


-Sftt02600^ "Technical Ewa'ueiioh Rep', Pomp & Valve lesetv.'ce TeeimgPtoaiain^Palo 


Verde Nuclear Geneiatmg Siation Un is 1,2 S 3.” 

GONNEVflF.. nOCKHOLD.HC EG&G Idaho, Ins (subs oJ E(3AG. Inc) 
BONNey.RF. Idaho Naiional Engineartra Ladoraiory. FIN A-68t2 EGQ-NTA-82ae 
88/06^31 NRC ' No Oeiallad Alfiliation Givan. 5$pp 47636:236-‘l7626:285. 


Q. Irupectlon reports, l£ Bullellns A correspondence 

6818030248 NRC into Nolice 86-079. "M.suse ol Flashing Lights lor High Ratfiabon 
Area Conlrols." Svc list onci 

ROSSI, CB. D.vision of Operaiionel Evenis Assosarnenl (Poai 870411). 86/10/07. 
Consolidated Edison Co of New YoiK. Inc. tSSpp. 47276'342-47280.0W. 

8810070114 NRC Inlo Notice 68-063. "Torus Shot's W/Ca'iosion & Oogtaded (kiatngs 
in BWR Conial.'imar.ls," Svc list end. 

ROSSI.CE. Division ol Opcraiional Events AssossmanI (Post 870411). 68/10/14. 
Consol dated Edison Co. of New Yorti, Inc. I lOpp 4 7380:I24-47360.'335. 

8810140313 NRC Into Ncrtito 89 065, '•BroKen RQisiiVng filocK Studs or* Ancl-xx Oetflng 
Check Valves." Svc Ust end. 

R0SSl,CE Division of Ope.'al'onal Events Assessment (Post 6704)1) 88/10/14. 
Consoiidaled Edison Co. of New York, inc. I l8pp. 47463;l90-47463.3)8. 

6610288363 Ack receipt Of 881007 response to NRC Hr re vloianons noted In insp 
ReptS 50-528/68-37.50 539/88-36 & 5d-S30/60-26 

YtiHAS.GP. Beg'on 5, Glc ol the Director. 80/10/17. KARNER.O B Ailzorta Nudoar 
Power Project (fo'merl/ A'irona Pub“c Service Co). Ip. 47363:309 47392214. 


8611090403 NRC Info Not'ce 88-088. "OegrarJation of WcsiinghousQ ARO Relays " Svc 
iisi and 

ROSSI.CE. Division of Opeiaifonai Events Assessment (Post 6704lt). 86/11/16 
Consolidated Edison Co ol New York, inc li3pp 47597.001-47597:1 13. 

8811160088 NRC Into Not<co 88 089, "Oogradaticn o( Kopion Electrical Inautstion.'' Svc 
Tisi ancL 

ROSSl.C.E Division of Operational Events Assossmoni (Post 670411). 88/il/2i 
Consoldaiod Ed son Co of New York, Inc ll3pp 47603 045 47603:161. 

881)190470 NRC tnlo Notice 66-092. ‘‘Poionilal lor Spent Fuol Pool Dralndown’ Svc 
list end. 

nOSSl.C.E Division ot Opetalional Events Assessment (Post 870411) 86/11/23 
Consolidated Edison Co. of Now York, Inc. 1 14pp. 47606 124-47606:237. 

8611160316 NRC Quilelin 68-010, "Nonconforming Molded Case Circuit Breakers " Svc 
tsl and 

ROSSI.CE. Division ol Operaiiprial Events Assessment (Post 670411) 68/11/33 
ConeolKleiedEdiSonCo. oINewYork, Inc. 12lpp 47606:001-47606:133. 


R. Periodic operating reports & related correspondence 

86112)0264 Monthly operating ropts for Del 1968 for Palo Verde Nuclear Oenorai'ng 
Slaoon UnHs 1.2 & 3.w/8e 1 1 14 hr. 

.BLOOM.T.J, HAYNES.J.C^ Arizona Nuclear Power ptojeci (lormorlv Arizona Pude 
SotVrtcoCo). 60/10/31. 17pp 47590 097-47680 103 


88tt07IKI85 Forwards Injp Repis 60-538/68-36,50-529/88-34 & 50-530/68-34 on 
eaOStO-fi.No vIoleLons noied. 

SCARANO.HA Region 5, Ole ot Ilia Diieclor. 86/10/17. KARNER.O.B /ktizona Nu- 
clear Power Profaci (formerly Arizona Public Service Co.}. Spp 47444 010-47444:026. 

-8611070006 Insp Ropts 60-52a/89-3e.60-520/e8-34 & 50-530/68-34 on 880811- 
t006No viofak'ons or davfallons noted Major areas InspeciedAilegahon RV-86-A- 
0038. 

JOHNSON.A.O.. CILLIS.M, NORTH.H.S. Region 5, Ole of the Ovector 80/10/14. 
epp 47444:018-47444:026 

88I0260S23 Provides s'atus el plant fuel aurvei'lence commiimenis & plans for future 
fuel insps.Ul'l would like to tfiaconlinue piaclico of provi'ding rept afior every shouldor 
gap inM. insload.rept will be provided to NRC when issue elosad out 
KARNER.OB. Arizona Nuclear Power Project Uorrneriy Arizona P«At-o Service Co>- 
88/10/19. Oocurnsril Control Branch (Document Coniroi Desk). 3pp. 47289023- 
47289038 

8610360988 Discusses eefsty sys (unciionsi insp diesel gonorecoi & aunitery feedwaiot 
sys review Sys reviews w/irsining efioN now scheduled to be oompieiod by 690226. 
lOkRNER.Dl Arizona Nucloer Power Projed (formerly Arizona Public Seryico CoJ. 
68/10/19. Oocviment Control Branch (Oocument Control Oesh). 3pp. 47269.047- 
47289.04B. 

88t0f400f$ NRC Inlo Notice 86-064, "Oofactiva Motor Shed Keys in Urrbiorpue Moior 
Actuators " Svc lilt end. 

R08SI.C.S. Division ol Opoieiionai Events Assessment (Post 870411) 8B/10/30 
Conso'idated Edison Co. of Now York, Ino. I19pp. 47280:004-47260:123. 

6611040310 Forwards l/isp Repis 60-536/68 39.60-639/68-26 8 60-530/66-27 on 
880814-091 /.No violations or deviations noted. 

KtRSCH.O.F Region 5, Ole of the DireciOf- 68/10/30. KARNER.D.B Arizona Nudea/ 
PowerPioject ((oimerly Arizona Public Service Co.) 3pp 47455:861-47465:271. 

-861)040314 Insp Repis 60-S2e/6O-20.SO-629/88'?a 8 60-530/66-27 on 660614- 
0617. No violations noled.Me|or areas Inspected' previously Idenlilied homs/oview o) 
plant aciivilies.lire protection. plant chemisfrv & eectinly. 

POLICH.T , BALUJ.. FIORELLI.O Region 6, Ole of the Director. 88/10/20. iSpp- 
474&5;254-47455:27l. 

6610170391 NRC Kvlo Notice 66 066, "Operating W/M.ul1>ple Grounds inOC Oslnbutiott 
Sys " Svc list end. 

ROSSI.CE. Dvision of Operational Events Assessment (Poet 870411). 68/10/21. 
ConsoHdsteiJ Edison Cd. of New York, Inc I lOpp. 47463.081-47463:197. 

6811160443 Forwards Insp Repis &0-53B/e6-35.50-52g/6e-37 & 50530/86-33 on 
660910-33 & l003-l2Enlorcemsnl action will be addressed In same correspondei>ce 
dealing w/prevlous violaifons discussed al 860817 onlorcemenl cenforerKe. 
SCARANO.RA. Region 6. Ole of the Director. 86/10/37. KARNER.O.B. Arizona Nu- 
clear Power Project (formerly Adzona Publ-'c Service Co ). 3pp 47568.31 t-47S6833l. 

-8611168443 Insp Repis 50-638/88-35,60 529/68-37 A 50 530/60-33 On 880816-23 S 
1003-13 Vtotalxins noted Meidr areas inepecled: Uxddanis Involving vnauthoitzedenuy 
In high radiation area A high redialion area lelt open & unaliended. 
culls, M., NORTH,HS Region 5. Ole ol the Director. 06/10/21. l9pp. 4756e;3l3- 
47568.331. 

8011210163 fotvrards Irvsp Rapts &0-S3e/6B-34.Si0-539/88'33 & 50-630/e8-33 on 
881004-07. No violations or deviations noted. 

PATE.R.J. Region 6, Oic of the Diraclor. 86/11/02. KARNER.O.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ). 3pp. 47590.001-47590.01 1. 

-8611219170 insp Repis 50-526/66-34,50-529/86-33 & 50-530/68-32 on 601004- 
07. No violations or devialfons rioted Major areas inspected.unresolved Items.Parl 21 
laots & containment air cooling ays. 

MEIFI.J.F.. RICHAROS.S.A. Raglort 6. Ofeof the Director. 86/11/02 6pp. 47590.003- 
47590.011. 

6811040324 Si^pl 3 to NRC Info Notice 86-106, "Feedwater Line Break " Svc list end 
ROSSI.CE. ONlaton ol Opetalional Events Aasessmeni (Poal 670411). 88/11/10. 
Consolldalad Edlaorj Co. of New York. Inc. tl3pp. 47559.072-47659:184. 

6611000364 NRC Info Notice 88-087, "Pump Wear A Foreign Objects In Plant Piling 
Sys." Svo liai end 

RDSSi,C.E Division of Operational Events Assessment (Post 6704ii). 68/11/16 
Consolldaieo Edison Co. of New York, inc. 1 13pp. 47601:030 47601:132. 


S. Reportable occurrences, LERs & related correspondence 

6010350373 LER 86-009-00.on 600920.condsnsor evacuation effluent monior sample 
fillet Impioporiy lns[a)led.Cnused by personnoi orror.Naw lillors Installed A personnel 
courtaeisd. W/B6IOf8 Hi. 

SHRIVER.TO., HAYNES.J.Q. Arizona Nuclear Power Project (formerly Arizona Pub'e 
Service Co.). 66/10/16. 5pp. 47270 166 4727(y.102 

60 1I01001S Special Ropt 2-SR-88 007’on 86 1001, condenser vacuum pump/ gland seal 
exhaust iow A high-ianga moniiors declared Inoperable lor greaier than 72 n.Caused 
by tfefocbve mylar window on deisctor.Ropiscement delecior Installed. 

MAVNESJ.G. Arizona Nuclear Power Project (lormerly Arizona Public Service Co). 
&8/I0/26 Oocumoni Control Branch (DocumenI Control Desk). Spp. 47387:101- 
47397:103 

6011090231 LER 67-017-01 on 670609,di$covored 4 h samples of gaseous racfwsste 
sys not iskan as leouiiod dunng gas sirippe/ operation Caused by Improper commini- 
cahons between personnel Night order issued. W/86f031 Hr. 

^RtvER.T.O.. MAYNES.JG. Atizona Nudest Power Ptojeci (lotmefly Arizona Pubhc 
SeiVicaCo ) 66/10/31. 4pp 47514:078 47514 082. 

0611090136 Perl 2i repi re defect m Limiioroue Corp Supplied safety- relaiod SMS 
vdve aciuaio'S w/RH msuiaied dc motors that may not develop full-ieled starling 
torque ei elevated ambient tomps.Review ol motors by licensees recommended. 
WilKlNSON,i.E. Limnorqua Corp 66/11/03. Office of Nuclear Reactor Roguiaiion, Oi- 
iaci« (Foil 670411) I6pp riT525 227-47625 242 

0011160133 Special Repi 2-SR'e8-006.on 061014,73 h limit for operabliily exceeded for 
comainmerii bldg aimpsphore process monlior.Causod by error m 
procedare.Pipcodu'o coriecied. 

HAYNES.JG Arizona Nuclear Power Project (lormeily Arizona Public Sarvico Co.). 
66/11/07. Document Control Branch ((document Control Desk). Spp. 47649048- 
47549051 


V. Operator Examlnstlons 

0011030218 Forwards Amends 39,26 A IS lo Licenses NPF-4l.NPF-5t A NPF-74,re- 
epediveiy A safety evalUBtion.Amonds revise Tech Specs re unit siafi qualificai.'ons A 
seniot loaclot opeialor license loquiiemanls lor oporalions manager. 

DAVIS.M.J Projed Oirectorala V. 66/10/24. KARNER.D.B. Arizona Nuclear Power 
Projecl (formerly Arizona Public Service Co). 4pp. 47455051-47455:076 

-0011030233 AmeniJa 39,26,16 to Licenses NPF.4t.NPF-5l A NPF-74, 
respectively.cnBrtging Tech Specs re unit staff qualifications lo modify senior reader 
eperalor license requirements for operalions manager. 

KNtGHTON.GW. Piojecl Ditecloreio V. 6e/tOf34. 2lpp. 47455.055-47455:075. 

0011140371 Nolifies of 660110 meeting w/Rogion Y In San Frandsco.CA to discuss 
NRC reactor opeialor llcens-ng progrern In Reg-on V. 

KiRSCH.O.F. Region 5, Ole of the Director. 68/11/03. FERNOW.W. Arizona Nuclear 
Power rtt^soi (formerly Arizona Public Service Co.). 3pp. 47540. 137-47540:139 


DOCKET STN-50-630 PALO VERDE NUCLEAR STATION. UNIT 3 


F. Security, medical, emergency A lire protection plans 

8611150266 Extends invitation (o attend FEMA emergency mgl institute workshop on 
iederal radiological emergency response plan scheduled lor wk ol 661024. 
M^TIN.J.B. Region 5. Ole of the OIreclor. 66/08/19. KARNER.O. Arizona Nuclear 
Power Projecl (formetiy Arizona Public Service Co.). 2pp. 47549:130.47549;13t. 

6010310196 Forwards public version ot Rev 6 to Emergency Plan Implementing Proce- 
dures EPIP-27. "Post AccoldenI Samplir^ A Analysis W/undated release memo. 
KARNER.O.B. Anzona Nuclear Power Project (lormerly Arizona Public Service Co.) 
66/10/11. Document Coi^d Branch (Oocumem Coniiol Desk). 4pp. 47366'.119- 
47366:166 

—6010310200 Public verison of Rev 6 to Emergency Plan Implementing Procedure 
EP)P-37. "Poal Accident Sampling A Analysis " 

WRIGMT.K, SIMIELE.Q.A. Arizona Nuclear Power Projed (formerly Arizona Public 
SwviceCo) 60/10/11. 66pp. 47366:123-47368:188. 



ft6t1040310 Forwards Insp Popis 50 528/88'29.S0-&2g/8Q-3O & 50-S30/a8'27 on 
860814-0917 No violalloria or ddv-alions nolod 

KinSCH.O.F. Region 6, Ole of Iho Direclor. OB/lO/20. KARNER.D.B. Arizona Nuclear 
Power Project ((ormerly Arizona Pub1:c Serveco Co.) 3pD 474S&25t'47>isS'27l. 

>8811040314 Insp Repts 50-5?8/08-29.50'529/86 20 & 50 530/00-27 on OBOOH- 
091 7. No violations notod. Major areas inspocied. previously idenlil.ed ilomsjevM ol 
plant ectivilies.fire protection, plant ctiomisiry & security. 

POLICH.r Region 6. Ofc of iris Orrocior. 60/10/20 Iflpp. 47-155 254-47455 271 

8811010110 Forwards Amend 20 to socuiity plan. per lOCFRSO S4{p).Amend withhold 
(rel 10CFfl2.790jd))- 

KARNER.O.B. Arizona Nuclear Power Project (lormorly Arizona Public Servxe Co.}. 
88/10/21. Document Control Branch (Oocumeni Conlrol Desk) 3pp 47401-330- 
47401-331. 

6810310017 Generic Ur 88-19 to all fuel cycle iac7iiy licensoas 
possassing.uslng.imporilng, exporting or transport ng lormula quantities ot alraiegic 
SNM re use ol deadly lorce by licensee guards to provoni iholt of SNM Sve ksi eiKl 
BURNETT, R.F. Division of Safeguards a Transportation (Post Q70413). 60/10/28. 
Consolldaled Edison Co. ol Now York, Inc 3lpp 47513:047-47513.077 


H. General correipondance 

8611160440 Comment supporting proposed rule 10CFRSO re NUnEG-1317 concetniia 
regulatory options for nuclear power plant license renowal Renewal ptocosss should 
be basoa on plant current liconsod basis & evaluation ol porlinent comnonenia 
KARNER.O.B. Arizona Nuclear Powor Project ilo'moriy Arizona Public Senrice Co). 
B6/10/27. Oiyisipn of Safely Issue Rosoluiion (Post 600717). to. 47540230- 
47540-230. 

8811300283 Comment supporting poposod rule lOCFRSe re Fitness (or Duly Prog'am. 
KARNER.O.B. Arizona Nuclear power Project (formerly Arizona Pubde ^rvtco Col 
66/11/16. Docketing & Services Branch, ip. 47633:206-47633 200. 


j. Insurance 8> indemnity Inlormallon 

6610260517 Forwards Endoraomonte 47 & 48 to NELIA Policy NF 266 & Endorsamenis 
29 8 30 to MAElU Policy MF-i lO.iespeclively. 

KARNER.D.G. Arizona Nuclear Power Project (lormorly Arizona PubIcc Service Co ) 
86/10/19. Oocumeni Control Branch (Document Control Desk) Spp. 47323:111- 
47323 115. 

681tl>90373 Forwards Endorsemente 0 & 9 lo NELIA Certillcaios N68 & N-l07.Cn- 
doraomenia 9 & 9 to MAElU Certilicaioa M-OO & M-107 6 Endotsomonis 6 6 5 lo 
NELIA Cedrlrcaie N- 1 14 8 MAELU CertiNcaie M- ) M. 

KARNER,06 Arizona Nuclear Powor Projocl (formerly Arizona Public Servico Co) 
66/10/26. Oocumeni Control Branch (Document Control Oe$k). I3pp. 47512:312- 
47818324, 


P. Operating llo«ne« stage documenie & correapondence 

8811040119 Advisee thai 860527 rosponso to Oonoric L'r 66-05 ro boric actd cotio9lon 
acceptable Licensee ehould mainiain.in auditable lorm.records oi program 5 resuns 
Obiainad from impiomontaHon ol program. 

OAVIS.M.J- Projeci Dlrecioreio V. 00/10/14. KARNER.D.0. Arizona Nudoer Power 
Project ((ormerly Arizona Public Service Co ). 4pp 47440:254-47440:257. 

8610180980 Genadc Lir 86-17 lo all Hoklois of OLs or CPa (or Pwn$ re ioee o> 
OHRSvciist end. 

CRUTCHFIELD, D. Associate Oitocior (or Projocis (Post 670411). 66/10/17. Conson- 
dated Edison Co. ol New York. Ine Sipp. 47279. 156-47279 241. 

6610260440 Forwards Amends 36,25 & 14 to Licenses NPF-4 i,nPF-Si & NPF-74.te- 
spectively & safety evaluation. Amends modify Tech Specs re azimuthal power tilt to 
require measured lilt lo be equal or loss than core prolocHon calnriator eUowanco 
DAVIS, M.J. Project Oitecioralo V. 86/10/17. KARNEH.O O Arizotva Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 47321 344-47322 Old 

-8810280446 Amends 38,25 & t-f to Licenses NPF.4I.NRF-5t 6 NPF-74. 
respecUvely.modifyIng Tech Specs to require that azimuthal powor lilt be equal or less 
Ihan core protection calculator. 

KNIQHTON.Q W. Project Directorate V. 66/10/17. 30pp 47321:348-47322017. 

-8810260460 Salely evaluation supporting Amends 36.25 & 14 to Licenaos NPF-41> 
NPF-61 A NPF-74.re6peclively. 

• Office of Nuclear Reoclor Regulation, Direclor (Post 870411). 88/19/17. 2pp- 
47322.018-47322.016. 

8610260458 Forwards Amends 37.24 A 13 lo Licenses NPF-4l,NPF-5t A NPF-74.ro> 
spectively A safety evafuaflon. Amends revise Tech Spec Sunre-illenco Requiroment 
4.6.2.h re (low requirements that LPSl subsystem must meet during How ba'ance test- 
ing 

DAvIS.M J. Project Directorate V. 08/10/17. KARNER.D B Arizona Nuclear (*owor 
Project (formerly Arizona Public Service Co ). 4pp. 47324:166 47324 213. 

-8810260462 Amende 37.24 A 13 lo Licenses NPF 41,NPF.51 A NPF-74. 
respectively.revisfng Tech Spec Surveillance Pooulremenl 4.S.2.n re flow roqtAremertis 
that LPSl subsystem must meet during flow balance losimg 
KNIGHTON, Q.w. Projeci Directorate V. 08/10/17. 21pp 47324-.190-'l7324:210 

-6810250464 Safety evaluation supporting Amends 37,24 A 1 3 lo Lfeenses NPF- 
41, NPF-61 A NPF-74, respecllvely. 

' Office of Nuclear Reactor Regulation, D.reclor (Post 670411). 68/10/17. 3pp. 
47384:211-47324 213. 

8810270314 Confirms 661014 telcon between C Rogers A QW Knighlon In which 
Rogera requested InlormsI appeal of staff conclusion staled In 660029 Hr re changes 
lo facilily miffel test pfogram. 

KARNEh.D.B. Arizona Nuclear Powor Projeci (formerly Arizona Public Service Co.). 
86/10/18. Documenl Control Branch (Document Conliol Desk). 2pp. 4736t:047> 
4736 1:046. 


6810270360 Forws'ds replacement page from Tech Spec amend ro rc.Tio-/a' ol organ, 
zai-onsi charts from Tech Spec Sect on 6 2.poi telcon No i-iies given loi stated por 
aonnel 

KARNER.O.B Arizona Nuclear Power Pro.uct (lormorly Arizona Pob’ic Service Col 
8B/I0/1& Documenl Control Branch (Oocumo.'il Control Oosk) 2pp -173PS 335- 

47325 308 

>8811030215 Replacemoni page to proposed Tech Specs re oiganizaiion chans in 
Secflon6 2 

• Arizona Nuclear Power Projeci (formerly Arizona Public Snrvicu Co). es/iO/10 ip 

47326 308-47325 306 

88102S0164 Gerioric Ltr 66 18 10 all iiccnseea of oporaiing reaciora A holders ol CPa ro 
plant record atoiega on optical d.sks Sve kat enci 

CRUTChFIELO.O. Aasoc’ote Dirocior lor Pro|ec.ts (Post 870411) 88riO/20 Conso'i- 
dated Edtacn Co. ol New York, (nc 45pp. 47613 03 1475 13046 

8811030219 Forwards Amends 39.26 A 15 (o LIcortsos NPF 41,NPF-51 A NPF-74,rs- 
epectively A saleiy ovaiuafion Amanda roviso Toch Specs ro unit stall gua'ilical-ons A 
abnier reactor oporaior license roqu remonis lor oporeiions manager. 

OAVIS.MJ. Project Diiocioralo V 66/10/24. KARNER.DB Arizona Nuclosr Power 
Protect (lormorly Arizona Pubi c Senrice Co) 4pp 47455 051-47455 078 

>8911030223 Amends 39,26,15 to LIcertsos NPF-41,NPF-5l A NPF-74, 
rospecbvely.chenging Tech Specs re uni slefi quai-l cations lo modify senior reactor 
operator treenae roqui'emenls for operations manager. 

KNfGHTON.G W. Projact DIrecioialO V 88/10/24. 21pp 474S5 055-47455 075. 

-9811030224 Saloty evaluation supporimg Amonds 39,26 A 15 to licenses NPF- 
4I.NPF-5f A NPF-74,rospeClivoly. 

' OHice Of Nudoar Reador Regulai.on, Oirociot (Post 070411). 68/10/24 3pp 
47455 076-47455 078 

8611030284 Notification of 961(02 moeiing w/util in Rockvif'o.MO lo discuss (icensea 
proposal to oaioio loss ol offsile power lost from Initial tost program 
CHAN.T.L. Project D-recloraie V. 66/10/24. kniGHTON.G.W. Projeci Oiroctoiaie V. 
Spp 47455045-47455 049. 

6911030161 Forwards Amends 40.27 A t6 to Licenses NPF-4I.NPF-51 A NPF.74.re- 
apeciively A safety ovokiaiion. Amonds dolole orgarylzsilon chans from Toch Specs in 
accordance w/Gor\eric Lir 63-06, "Romoval of Organfzailort Charts Front Tech.. ." 
OAVIS.MJ. Project Oiiacto'dis V. QO/lO/25 KARNER.DB. Arizona Nuclear Power 
Project flotmofly Arizona Pubhe Service Co-)- 4pp, 47424:336-47425 020. 

>8911030166 Amonds 40.27 A 18 to Liconsos NPF-4t.NPF-5l A NPF.74. 
respociively.doloiino organization eharte from Tech Specs in accordance w/Qonunc 
1.11 86-06. Removal of Oigenizstion Charts From Toch Spec Admmiairai-vo Control 
ReqioemoAis." 

KNIOHTON.G W. PiOjOCI Dl'OCIOialO V. 06/10/25. 36pp 47424-342-47425 017. 

-9611030193 Safety evsiuoUon auppoilmg Amonda 40,27 A 16 10 Llconeos NPF- 
41.NPF-51 A NPF-74 lospeci-voiy. 

* Oihce of Nudoar Reocibi Roguiatlon, Director (Post 670411). 69/10/25. 3pp 
47425:016-47425:020. 

BB11160444 Proposes meeting on 681102 In Rockviilo.MD to discuss loss ol olfsiio 

K vor lostino 

IGHTON.GW. PfOjoct Diroclorato V. 69/10/26. KARNER.DB. Arizona Nuclear 
Power Project (fonnorfy Arizona Public Servico Co.J. fipp 47553:007-47563,01 1 

9911090380 Advises that analysis oi lodlaiion ombiiiiicmont ol toaeior vossol mails wi'l 
eubmined by 690l31.in responso to Gonorlo Ltr 60 ll.Dslay duO to oxians'iva lechni- 
cal evaluation required to bo porlotmod. 

KARNER.O.B. Arizona Nudoar Powor Project (lormorly Arizona Public Sorvico Co). 
80/10/26. Oocumoni Control Branch (Uocurriont Control Dosk). tp. 47502:002- 
47502.002 

6911060294 Informs of achodulo change tor SPDS aud.l open iioms lor 690615 
compleUon Simulator tovalidaLon rcschoduled Inr Ihird quarter of 1950. 

KARNER.DB. Arizona Nudoar Powor Project (lormorly Anzono Pub'ic Servicn Co) 
00/10/31 Oocumoni Conlrol Brandi (Docuinoni Conlrol Desk) ip 47475.063- 
47475-063. 

9911210166 Applicalicn for emonds lo Licenses NPF-4l,NPF-5l A NPF-74, revising 
Tech ^c SWilon 3. 4. 5.1. "RCS Leakaao Dolochon Sys." Feo pa d 
KARNER.O.B Arizona Nuclear Powor Projeci (locmerly Arizona Public Servico Co) 
66/11/00 Oocumeni ConCrol Branch (Oocumoni Control Ooskj. Spp. 47696.(49- 
47606156. 

-8911210160 Proposod Toch Specs is RCS leakago doiocifon sys. 

* Cornmonwealln Edison Co. 69/11/09. 4 pp. 47666:156-4 /596:156. 

8811220440 Forwards addi info 10 rosponso to loactor coolant pump tripping sualogy 
iseue.per NK 6B0BS-t roquasl.Docfslon to Irfp second sot of reador coolant pumps 
baaed solely on RCS aubcoolcd morgin.not conla nmont redlailon alarms 
KARNER.O.B Arizona Nuclear Power Projocl (toimerly Arizona Pub'ic Service Co ). 
68/ti/IO. Oocumeni Conlrol Branch (Documenl Control Desk). 16pp. 47608:063- 
47608.080. 

BB11220266 Forwards safely ovaluat-on supporting inservIce tosling program for pumps 
A valves for IUbI lO-yr Interval One reVel requeal denied where adequate basis (O' re 
quetn not provided. 

KNIQHTOKow. Project Diectoralo V. 80/11/15. KARNER.O.B. Arizona Nuclear 
Power Project [loimerly Arizona Pubi c Service Co.) 4pp. 47626:238-47626:237. 

—6911220267 Saiety evaluation aupporl.ng inservico tesiing program loi pumps A 
valvea A reiiel reque8l0,per 10CFR90.55a(a)[3)(i> A (9){6)(i). 

• OlHce of Nuclear Reactor HegulaHon, bfreclor jPosI 670411). 86/11/16. 6pp. 
47626:232-47626:237. 

—6610260036 "Technical Evaluation Rapt.Pump A Valve Insetvico Tesiing Program.Pa'o 
Vorde Nudoar Goneraling Sfailon l/nlls 1,2 & 3." 

BONNEY.RF., ROCKHOLD.H.C. EQAG Idaho, inc. (subs, ot EGAG, Inc). 
8<M4N€Y.fl F. Idaho Nailonal Englnooring Laboratory FIN A-6812. EGG NTA-0220. 
88/06/31. NRC • No Detailed AUilTation Given. SSpp. 47626 238-47626 265 


**in?Ai'c-'i'-'— W/Cofrosion & Degraded CoaUngs 

oi-iii:<-<i} Even’s Assessment (Post 870411). 88/10/14 
Uv.s., n,,j r-., i:--5.:n Co cf f.-;-* Yort, (i%c. IJOpp 47200:124-47280:835. 


Usi end, moranei t.^asB urcuit Bfoakets;’Si^ 

Operational Evonis AssossmonI (Post 0704111, ea/i.,}, 
Consot'dated Edfson Co. of New York, Inc. I2l[)p. 47GOO;OoV4760e:123.^ ' ^ 


**r?i.*?V** R- Periodic operating reporte & related corroopondenco 


’'I*’*** ' Sv; iijt enc>. ' — — - •— vpwi unuiy 

It T CT-eraMrai Events Assessment (Post 670411) 88/10/14 

uns-.tidd-e-. r.i 5 .:n Co OfNew York, Iw liepp 47463 :t 99 . 47463 ; 3 ia*' 
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»tic *7444*t24r4»Vcj6' Peg'^’O 5, Ole of the Dl/eclot- 86/10/14. 



”£SiySv: Sha/t Keys in Umiiorque Motor 
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- • —.••».>■• .•f<ou.ui>4-4/2b0.123 
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irf'j ♦u/'.ri/'rt CLd^AA '.y^ 

4 50 - 530 / 86.33 on 

(-^rnerv Nu- 


I9pp. 47566:3 

* «^530/e8.32 on 


*** ^W* ^'vV, 


TCI ' ^ ‘ «"■ '^' 

^"'^’S^ARDRelaya 


“ sSiXte '°' '“" '“' '’■"“ «'®»v 


s. Reportable occurrences. LERe 4 rointod corroapondonco 


£i."— ' "“i“ =— «iTa,fprKr»^ 


* MlvI^acSatos w/RTfln9ulatod°tln"mn!Il'‘®^!l‘''l safety- related SWB 

rector (Post 8704 1 1). lejjp, 476§5f227.4752BS42 Roaclor Regulation. Dl. 


bo^Bo^faplacod&lnslollodon OSlbS communlcalfens 

sS— “ 


V. Operator Examinations 


”apS!y“4^sX“i?LttSSdfrovls*o NPF-dl.MPF-SI A NPF-74,re 

P*o)eci (formerly Arl2ona Public sLico Co.M,Jp Jy^dSs;?^:^ 74S 

IAl1AAAf!lA<5 •_ L __ * ' 


-r -ft" I rHoa.u/Ov 

respeJ^lly.ch^lS^g'^Tech^^KroL^ LIconBos nPF.41,NPF-51 & m-74 

.«ai9^s£s;HTS“:;::or:r:,” 


j,,,... ' •<rqo5;uao.4/-460;07S, 

KSiw'",Ss'H""«re^ ““" '" 


OOCKET 60.637 CLINCH RIVER BREEDER REACTOR 

A.ApR,,..,,»„,.p„.„,,„„ ^ p.„„pp„E.„P. 


”iSaS''. '■'' “ “' “' °'-‘ °P’ PWn» r» l«» 01 


CflUT^FIPinn’ “'■ '® 

AlOSKnisi n .- . .T'Krw.eni. 


88/10/17, Consofi- 


88102S0164 'oo*<*f«7U;241. 

V.I»IEfc„ci,p, 6671 C/EC. Oop.Pl. 


""3'“'' * "'“ 


8UHNE)7Hf' D fe^^^*®^®.®'’y"°®"B0egu^^ quantiles of strategic 

““"'“•6’“ *'E“-'’'=^«TEUR,V.REBEARCH REACTOR 
™-.*=.T-..R=nP,„P. 


OWslS^ of Ro reactor aS%’ authorization t 

«~.i). 00,107,0. 

-«ei^271 Sitety evalc«Pi«„ ' ‘*72O0:OO9.4728g;OJI 

tS"*.”/ "IE l’?F 

47289.-0i2-47289:0l3.^®®'=‘°r Regulation. Director {PcSS^Byaii)®!?;^’^ 2pp, 


DOCKETED ITEMS 235 


'•6610260276 Environ assessment & finding of no significant impact ro termnatfon of 
License R-127. 

MILLER.C.L. 5tanda'd'?aiion & Non-Powor Reactor Pro.ect O.roctoreie. 6B/10/12 
3pp. 472e6:0l<l-472dd.0l6 


DOCKET 50-60 1 RE8AR SP/90 


A. Applfcatlon/constructlon stage documents & correspondence 

6611040076 Forvrards response to NRC 080414 Questions 260. 1-26033 re OA pro- 

g ram for RESAR SP/QO PDA.Respo.nsos roffeci rffscuss'Ons between NRC & Westing- 
Ouse during lelcons & 600616 mooling 

JOHNSON.WJ. Wosllnghoviso Electric Corp. 8Q/tO/2&. MILLER.CL SiendarcRialton 
& Non-Power Reactor Project Oiroctorato I8pp. 47439 333 47439.350 

8611020066 Forwards status topi on std plant dos'gn tochnical reviews. 

MILLER.C L. 5iandardi7aiion & Non-Powor Reactor Projoct 0>ectoiaie. 66710/26 
SHAO.L. Division o1 Engineering & Systems Toclmalogy (Post 670411). QRIMES.B 
Division of Reactor Inspection & Safeguards (Post 670411). CON6EL.F. Division ol 
Radaiion Protection & Emergency Ptoparodnose (Post 670411). I7pp. 47409066- 
47409.062. 

881 10701 12 Proposes review rosponslbiliHos & review guldol nes re rosotuilon ol USis & 

R eneric safety issues lor RESAR SP/OO. Ends provide matrices do'lneaiing proposed 
RR review rosponsibililios for all applicabto USIs. 

MILER.CL. Slandardiration & Non-Povrcr Reactor Prolacl Oirectorate. 66/10/27. 
THADANI.A. Assistant Diroclor (or Systems RICHAROSON.J. Assistant Diroclor lor 
Engineering PARTLOWJ.G. OiviS'on of Reactor Inspoclion & Safeguards (Post 
670411). 44pp. 47444:344 47445.028. 

6811210026 Discusses dosign approval & cerllllcallon programs (or AP-60O& SP-60 de- 
signs lor sid nuclear plants. SP'90 plant currently being evaluelod by NRC & conyiio- 
tlon of safety rovlow & rocolpl of SER amicipated first quarter 1969 
JOHNSON.W.J Weslinghouse Elociric Corp. eo/tt/OI. MURLEY.T.E. Olflee ol Nu- 
clear Reactor Regulation, Director (Post 670411). 2pp. 47562: 1 06-47662 107 


K. Utility Pinal Safety Analyaia Report (PSAR) A amends 

6811030391 Forwards proprioiary & nonpioprieiary Amenrl 2 (o Wasi'ngl>ouso Ad- 
vanced PWR RESAR-SP/90 PDA Morlu’e 4, "RCS-" Proprioiary amend withheld (<el 
10CFn2.790). 

JOHNSON.WJ Wosibghousa EiacWc Corp 68/»0/26. MIILER.CI SlaAdardea^on 
& Non Power Reactor Project Dirociorato. 2pp 4744i'20i-4744i:226. 

-6611030393 Reqyosis witliholding ol Amend 2 to Weslinghouse Advanced PWn 
RE9AR'SP/60 PDA Modu'o 4, "RCS" from public disclosure (rol IOCFR2.790). 
WiESEMANN.RA Woaiinghouso Elaciric Corp 06/10/26 Standardisation 6 Non* 
Power Reactor Projoct Qirocioraie. lOpp. 4744^203 47441 2t2. 

-6811030398 Amend 2 10 Woslingliouso Advanced PWR RESAn-SP/90 PDA Module 
4, "RCS," 

* Weslingtiouse Electric Corp 60/10/31. I4pp. 47441:2l3<4744t:226 

8611210373 Forwards proprioiary 6 nonpioprioiary Amend 4 to RESAR-SP/OO PDA 
Module 6, "Reactor Sys.'' Proprietary ropi w.mhold (ref 10CFR2.700}. 
jOhn»ON,W.J. Weairnghouao Elociric Corp. 60/(1/06. Ooewmeni Coniroi Branch 
(Documeni Control OdSKy 2pp. 47821:203-47621:241. 

-8611310377 RaquoslS withliold'ng proprioiary ropt from public disclosuto pet 
I0CFR2 760 

WiESEMANN.RA Weslinghouso Electric Corp. D6/I1/08 DoCumoni Control Brancli 
(Document Control Desk). tOpp. 4762t 205-47621:214. 

-8611210384 Amend 4 to RESAR-SP/SO PDA Modulo 5. "Reactor Sys." 

’ Wesllnghouso ElocIrlC Corp. 08/11/30. 2epp. 4 7621:216-47621.241. 


DOCKET SO-602 UNIV. OF TEXAS RESEARCH REACTOR 


A. Appllcstlon/constiuctlon stago documanla & correspondence 

6811160102 Requests eKionsion of linal complolion dato by 4 months (o 830430 lor CR 
CPRR-123. Termination of general coniraclor ol record effocliva 681013 requitds aa- 
sumption of project tesponsib lity by Coniinonial Insurance Co. 

BAUER, T.L Texas, Umv. of, Auslin, TX. 60/10/1 7. ADAMS, /i. Ottree ol Nuclear Reac- 
tor Regufallon. 0.recIor (Post 6704 tfj. 3pp. 4 7566.019-47689.021. 


DOCKET 60-603 ALCHEMIE CENTRIFUGE ENRICHMENT PUNT 


A. Appllcailon/constructlon slage dooumenta & corraspondanoe 

6611090256 Discusses concerns raised by Stalo of TN ro abundance of nature'ly occur- 
ring radioactivity In AlChomiE procassing. Enilchment of naturally occurring redloiao- 
lopos Will nolposo slgnilicani health ha2ord. 

CLARK, A.T. Fuel Cycle Saloty Branch. 68/10/03. SWIFT.JJ. Fuel Cycle Safety 
Branch. 3p0. 47501:35a-4750l:360. 

8611090286 Forwards SERs re company 671117 appllcaiion (or authority (oconabuciA 
operate facilities to enrich stable isotopes at Focil>ly-l CPOF & (o conslrucl laclEiy lor 
same purpose at Faci'iily-2 Oliver Springs 

ROUSE.LC. Fuel Cycio Safety Branch. 86/10/25. SMEL5ER.J.H. All Chemical Iso- 
tope Enrichment, Inc 3pp. 47524:169-47524:26B. 

-8611090267 SER re const mod 6 licensing of company Facllily-I CPOF. Licensee 
technically qualified lo modily existing facility in such way as to assure adequate pro- 
taction ol common defonse & security. 

' OKIce of Nuclear Malarial Safety & Saleguards.Oirector. 68/10/31. 21pp. 
47624:172-47624:219, 


-B81109826S SER re applicaiior* (or CP tor AlChe.mlE Faci‘ily-2 Oi war Springs Licensee 
technlc^iy qualified lo construct S operate proposed facility in such way as to assure 
adOQuete ^oteciion (or common dolonso & secuniy 

* Office of Nuclear Material Safely & Salegusrds.C recioi. 68/10/31 2100 

47524:220.47524:260. 

6811040058 Forwards sketch of feed sys, withdrawal sys lelngeraion cart & typical 
withdrawal, largo & small, pumping slat ons. 

PFEIfER.wA. All Chomical Isotope L-mlchmoni. inc 68/10/27 SWiFTj Fuel Cycle 
Safety Branch. 5pp. 47429-254-47429 259. 

6811100104 Requests B009I2 stbmiltal ro ability ir> assure lundi.i] lor dcconiarr.maiio.n 
over eniiie period ol I cense bo rovlsod. NRC oxpccis that sate ol 
umaoflod.undasslfiad mall will rea’i/o sufiiciont funds to cover costs of removal ol 
msU. 

SWIFTJ.J, Fuel Cycle Safely Branch 86/11/03 SMELSER.JA A'l Chem-:al Isotope 
Ewichmani. Inc. ip. 47510.230 47510.230 

8611140303 Requests survey ol proposed Oliver Spr.ng sue to look lo.' evidence of 
iivaalaned or endangered spec os 

SWlFT.j.j. Fuel Cycfa Safety Branch. 08/1 1 /07 SMELSER.J A Al. Cnom cal Isotope 
Enrichment, fnc Ip. 47546 243-4 7546:243 

6811148334 Ack tece'pl ol 861013 iir ip Chairman Zech ro A'Ci’omiE app'iraiions lo 
operate laclkty for separation of sisb'e isoiopos al Oak Rdgo.TN & consiiuci simlar 
Isdliy at Olivor Springs, TN 

STELLO.V. O.'c Ol Ine Exoculivo Diroclor lor Opofat-ons 66/11/07. FRALEY, R.F. 
ACflS • Advisory Cnmn-.litoa on Reacior Safoguards Ip. 47546 320 47546 320. 

6811160083 Responds to 8B0929 iir ro enrichment ol naiuraiiy occurring rad onucMdos 
■n proposed AfChamiE laci'ilies Company adv.sod ihai fac-ii-os subj lo State ol TN 
toQiaavons 

ROUSE.LC. Fuel Cycle Saleiy Branch 69/11/07. MOSLEY.MH. Tennessee Siaio 
of 4pp 47561:122-47581:125 

6611170173 Forwards projected docommlsslon costs ol centrifuge machines to bo 
Itanslerred to new facility at Oliver Spring, TN. Licensee will be able to offset total de- 
cemmiss^onno costs by selling aside annual dcco.mmissloning cosi plus roseno 
SMFL&ER.J.H. All Chemical Isotope Enrichment, Inc fiB/Ti/ll THOMPSON, HL 
Ollice of Nuclear Material Saloty & Salcguards.Direcior. lOpp. 47682 066-47582.076 


F. Security, medical, emergancy 8 lire protecilon plans 

66t 1890266 Foman^s SERs ro company 07 1 M 7 sppiicafiOn for sulhoniy to const/ucf iS 
opwaio laciltios to onrich siabib isotopes ai Fecriiiy-i CPDF 5 lo coristrucl lao'iiy lor 
same putposo at Faciiiiy-2 Oiivor Springs 

ROUSE.L C. Fuai Cydo Saioly Branen 88/10/26. SMELSEn.J.H. Ai| Chomeal iso- 
lopo Ervichmont. Inc. 3pp. 47524.169 47524:288. 

-88M090267 SER ra col^sl mod 8 Iconsing of company Facilty-1 CPDF. Lesnsoo 
fachn-caffy quaVtad to rnou-iy existing (aci'rfy- in such way as lo assure sdoquafo pro- 
leciion of common dolonso 8 seouilty. 

' Oflico ol Nuclear Material Saloty 8 Sslogusrds, Diroclor. 60/10/31. 2lpp 
47624 172-47924 219 

6811080060 Forwards Numbers 1-5 Of Rov 5 10 A'ChemlE security p'ans. Roquosis ro- 
piacemoni ol Pages 23-25 8 35 & enci rov pago 

SMCtSER.J.Jf. A» ChoiDfcBi faoiopo Ennchmoni, Irtc 8fl/l0/3l. ThOMPSON.HL 
OCIko ol Nuclear Mstorlai Saiely 8 Sniogjards Diroclor. ip 47463 3I6-47463'3I9. 

8811090024 Forwards Hov 6 10 "Socui.ly Pian lor AlChcmIF. Facility I CPOF.Oah 
Ridge. TN" ft Rev 6 to "Socuiity Plon for AlChomiF. Facilty 2 - Oiivoi Springs, Olivor 
Sprfnga.TN." Rovs withheld (ref tOCFR2 700(d)) 

SMELSER.J.H All Chemical Isolopo Eniichmoni, inc 66/11/01. TKOMPSON.H.L. 
OH'ce of NtK'eai Maierfai Safoly ft Safoguards. D reefer. 2pp. 475)3 107-47513 t09 


Q. Adjudicatory coirespondenca 

8811010070 Forwards SER ra const mod ft liconsmg of 8 oppllcoi-on lor CP lor 
laclit-esNRC reviaw ol saleguards/socuniy plans lor two proposer) tac lilies sent to 
Board ft appRcani Tolcon to discuss schodul-ng insUors iequos(od.W/o encis 
BOROENICK.BM Asslsiani Gonoial Counsel lor Hearings i1468 7393 06/10/26 
MARQUUES.M.B , LUEBKE.E.A, PARIS, D.H Alomc Safely and Licensing Board 
Parrel 2pp 47256 241.47256:242. 

8811040098 Advises that ASLB loniativciy CR'lmg lor lo'cen on 66)109 w/padios 8 
State of TN to discuss need lor luriher prohoanng conlerenco 8 olher schedulng 
inaU<KB,oer 861028 roquosi Served on 661031 

MARQULIES.MB Atomic Saloty arid Licensing Board Perroi 41466 7398 66/10/28. 
BORDENICK.B M. Assislem Qenerel Counsel lor Heanngs Ip 47339.061-47339 051. 

8811040036 Momorandum mamonahzlng tolcon of 661031.' Board approved prohoanng 
(eicon on BB1I09 lo discuss future schodu'mg ft agreed lo start hearing prior lo 
681120 to accomodata AlChamlE.SorvecI on 891102. 

MARGULIESA4B Alom'c Saloty and Ucensmg Board Panel. #486 7407. &Q/ti/0i 
2pp 47339.I21-47330.123 

8811100077 Nonce ol hearing.* Noiico of 681212 haanno al Univ ol 
TenMssee.Knoxvi'le.TN ro CP apphcai-on proceedings. Servod on 881 103. 
MARQULIES.M B. Atomic Saloty and i.icensing Board Panel. #486 7422 88/11/02. 
4pp. 47420.003-47420:006 

8811100093 Forwards NfTC test mony ol JJ Swift addressing ASLB inquiries ol B6t0i0 
ft (wo atiachments.Rolated conespondonco 

BOTf^NICK.B.M. Aesisiani General Counsel lor Hearings #466 7446 00/11/04 
MARQULIES.MB.. LUEBKE.b'A. PARIS.O.H Atomic Safely and Licensing Board 
Panel tp 47418054-47418068. 

-8811100102 NRC Sisd loslimony of JJ Swill addressing A.SLB Inqu nos did GOI018.' 
Suppwimg Info end Related ccrrospondenco. 

SIA^T.JJ Office ol Ihe Qenoral Counsel. SWiFT.j j Fuel Cycto S.sloly Branch 68/ 
11/04 14pp. 47418:055-47418:068 
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ACBS • Adinso/VCommilloo cn Roacior Sa/OGua.'OS P 

8811160083 nespa"d8 lo P00929 Hr ro 
•■n PTCjKKOC) AiCiiemii; loci itns Company adUsed ihal la-'i.vj .jC. 

R^?l"c Fc/dlCyc'o solely Urarcli 88/ f./O?MO0Uy.MM Terre-.v* , 

Cl-4pp 47561.122-47581 125 

88III70173 Fcwwflrjs pro)uciefl t.'ocommssion costs d •'*' * '- 

iJansf^d 10 now tacMy m Odvcr S;./.ng,TN. Ltoonsoe , '■ 

cemm-ssortna costs by soiled osiiio annual Oecomm-ss-on ng cnn 'Jr . 
SMELSEnJH A*.' CHoniical Isolopo Eaichment. Inc 88 'r/ii ' v 

Olhcooi Nucioa/ Mflioriai Solely a Soloanai'Js.O.toctOf t0?0 47..^.r.i 

f. Securliy, isiaiJ/cal, omorgoncy A firo profeclton plans 

«81l«902e6fow<8'<lsSGft8 >0 company U71ti7 ';1 ': i 

ope/ato laoloes lo onoc/' siablo laoiopos at Facil.ty- 1 CPPr 8 to c .■ *- 

eamo pjipose at Fa;i.lty 2 O.'lvo/ Sp/inge ,....-. a-» 

<lOUSe.lC fud Cyc/a Snloiy Qtanch 88/10/26 SMElSERJM a I 0«-.- 4. c 
ICP e Ennchaienl, Inc Spp- 47524. 160-47524 266. 

-8951090268 SEtt je appliciitioft iw CP 1o« AICbomiE Fac My-2 CMi'-c/ 
leclL-iically «joa'iliod to ccnslrocl A opo/alo proposed fac.i ty in suen *3y ai .. i-f •. 
atfequaia proieptiOn lor common dofonso 4 seeu.'ity. -...a , 

• 0«;ce d fAjclea* Maimiot Soioiy a Sateguafds.Oi'eC'or 08/iC Ji . ., 
47524:220-47524 S6S 

88510800SO Forwoids Niin'bGri 1-5 of flov 5 ID AICbemiE secut>ty p<ar.s , 

pface-mem ol Fagoe 23-25 A 35 A onci rou pago 

SMElSGRJ.H. All Chemical Isolopo Enrictimant, Inc 88/10/31 THOMrS^#.- 
OXiceoiKuG'aei Maianal SblDly a Salogiiarii&.Oi/DClOf ip 47483 3i9 -4 74*. I • > 

8811090024 Fotwa/ds Bov 6 lo '’SBCu/Jly Plan lo/ AiChorr'E Fac>-~r I - CPCf '» 
fl-dge.Tw a Rev 6 to "Sacunty Plon lor AlChefriE Fee iity 2 - OwvtM Spnr^s 
Sp«r.Q9.TN •■ Revs w.lhhoto (ral lOCFn? 700(a)) ^ , 

SMELSEB.J H All Chemical isotope Ennchmoni, Inc 88/1 '/Ol ThOMFSC*** 
Oliico ol Nodaar Waietiai Satoiy s Sologjorfls.D'feclor. 2pp 475i3 iSTA’-- j * 

6. Ad]udlcaiery cerraapendeneo 

8811010070 Forwards SER ro const mod & llcfios'ng ol & BPoz-catOA t'".* CF '» 
iMSHesNRC fSybw ol ssloguards/socurdy p'ans for two proposed f*c«li5e» se*’ '- 
gtgioa d^.cani Taicen i© oiscoss sdiodu'ina maiters roquosied W/o ervis 
BOROINlCK.e.M AssisianI Gonoiai Counsel lo« Hesnnas #488 7393 68'iC .■* 
MAAGUllES.M 8 . LUEDKE.E.A., PARIS.O H Atomic S^ety and 1/cens.ng fr.j- 
Panel 2pp 47298 241 47250 242. 

861104009$ Adnsas lhai ASLD lontaiivoly cai'iig fo' tolcon pn 651139 w'pa/wi 
stale cl IN lo 4).8Ci<8$ need lor Iwihar proheerng conference 8 otf'e/ wbedum’, 
"ly'g'S.pe/ 881026 request Retvou on 801031. 

Safely end Licensing Oea/d Panel #466 7399 $«. •: .1 
8OHDEN.CA.0M Ass.slani Conoral Counsel fo/ Hearings Ip 47339 061 a73J>.** 

laicon of 66103 1.’ Boa/d approvt^ P»«rf4*-'j 
'0 tJiscuss luiuio achediii no A agieea lo sian heAnng pner i: 

2» 47^3ft2|.47M9^23®®*’'^ ®'’‘' 68'i*:' 

-r®j ol 801212 beanfw *t Uv, ?/ 
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Spp-475i0328.47510 327^ ^^ ^^^®"®''’®®®<'« Panel #488 747g 66 'I'C 


DOCKETED ITEMS 237 


S611S9004I Forwards H Thompson 601107 Hr qs balance ol NRC resportae lo Slate Ol 
TN re enrfchmoni ol naturally occurring radionuclides In proposod lec>A>>oe.pef NRC 
eat026 Ur. 

SOROEMICK.8 M. Aesisiani Qoneral Counsel lor Hearings. #460 7522 BB/fl/IO 
UARGULlES.M 6., LUEBKE.E.A., PARIS, O H. AInmic Saloty ertd licensiiM Board 
Panol. 6pp. 47692:024-47582 029. 

8611290063 Requosts responses lo listed quosilons ro procoedng. Incljdno eup'aita- 
iion of environ consoquences caused by movomeni of comnlugos from Stale of OH to 
Stale ol TN. Served on 601 1 1 7. 

MARGULIES.M 8. Atomic Safely and Licensing Board Panol #400 7Sit. 08/11/16 
BOPOEMICK.S.M. Office of lf>a General Counsel. IR\/INC,S A. Tenne&seo. Stale of. 
2pp. 4760t;222-4769t:223. 


T. Hairing Iranicripta on non-anlltmst mallera 

8811100093 Forwards NRC lestimony ol JJ SwdI addressing ASLB Inqeaios ol 881018 
& Iwo atlachmenls.Related correspondence. 

BORDENICK.B.M. Asslslarit Oerte/el Counsel for Hes/ings #460 7446 88/11/04. 
MAROUliES.U 6. Atomic Safety and Licensing Board Panel ip. 474I8;0S4> 
47418.066. 

-6611100102 NRC Staff testimony of JJ Swift addressing ASLB Inquiries did 681016* 
Supporting into encLRelatod correspondence. 

SWI^,Jj. Office of the General Counsel 86711/04 f4pp 47418 OSS 47418 068 

8611180090 Transcriplof ASLB 881 100 teteon In Qeihoada.UO.Pp 44-86 
' Atomic Safety and Licensing Board Panel. 88/11/09 2app 47680 260 47560307 


U. Congrastlonal/Executive Corraapondenee 

6811140068 Recwesis assistance fo arpedile AIChoml£,lnc Hceralng eppMcafron ro 
(rensferrjng DOE gas canlrifuge to vendor 

CLEMENTTB. House of Rap. 88/10/28. ZECH.L W. Co-mmlssionois Ip 47640 160- 
47640:169. 


DOCKET 8 rN- 80 ' 60 S OE ADVANCED BWR DESIGN 


A. Appilcatlon/conalructlon ataga documania A cor/aapondence 

8611010276 Forwards raqueaf for addt Info re GE appUcaCidn for ceitdrcation of ad- 
vaitcad BWR daiignlnfo Includes suppression pool waior.condonseio slorago 
tsnk.discha^a lina liH pump 8 standby liquid control ays 

SCALenrcTc StandardKatien & Non-Power Reactor Pro|act OuecKirate. 68/tO/2B. 
MARRIOTT ,P.W. General Elecl/lc Co. I ipp. 47400:214.47400:224. 

8811020094 Forwards status repl on std plant design technical reviews. 

MILLER, C.L Siandardi/ation i Non-Power Reactor Protect Ovodoraie. 88/10/26 
SHAO.L. DMsIon of Engineering 8 Sysiems Technology fPost 8704(1) QRiMES-B. 
Division of Reactor inspection 8 Safeguards (Post 87041 1). CONOEL.F. Owislon of 
Radiailen ProiecUon 8 Emergency Preparedness (Post 6704tt) I7ap 47408 066- 
47400.082. 

6B11170177 Forwards responsaa to DC Scaleui 880912 request lor addi info on 8SAR 
for advanced BWR.flesponses princfpa"y pertain to Chapiors 1.2 8 3 Responsaa (o 
NRC 680707 Ur also end. 

UARRIOTT.P.W. Qensral Electric Co. 86/11/14. MILLER.C.L. Standerdi/sHon & Non- 
Power Reactor Project Olreclotaie. 41pp 47667:205-47687:265. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 704)008 6ATTEUE MEMORIAL INSTITUTE. COLUMBUS, OH 

6611040236 Responds lo 880923 request lor eddi into ro 660605 application lor emend 
eulhorizlng^up (o 3 O 0-14 to be utilized In field aiudlos. 

TOV.H L. Batlene Memorial Instflufa, Columbus Laboratories 66/10/27. HOUSE.l 
OHIce ol Nuclear Malerlal Safely 8 Safeguards.Olrectqr. 6pp 47440.<X>3-47440:OIO. 


DOCKET 704)026 ROCKWELL INTERNATIONAL CORP., CANOOA PARK, CA 


8810270024 Forwards Insp Repl 70 0027/83-27 on 880026. No violations or doviations 
noiQd 

CUNE.WC. Region 2. Ole ol Iho Oirucior. OQ/10/12 TETRAULTRg Oabcock & 
Witoic Co. 2pp 4 7361 3t5 47361 317 

-6810278013 ParliaJy willihold fnsp Hepi 70 0027/HO-?/ on 080029 (ref 
10CFR2.790(<]} & 73 21]. No vioisiior's or dov-alions noted Ma;o' areas 

Inspected laC'i ty oporalions.lnlornai controls, locorcls 8 repis. 

TOOO.G.A., MCALme.EJ. Region 2, O'c Of the Orecior. 80/10/12. fp 47361 3 1 7- 

47361317 

8010280329 Informs that liconsee authorized to resume operations when ito.nis iis'cd m 
Seciioa I.Enci 4 of 061013 lir re scrap recovery lac.l ty compleiod 
ERNST.ML. Region 2, Ole of tha Dtector 68/10/10 TETRALiLTnE Babcock 8 
WAxwCo Ip 4?307:273-47367 273 

6611610280 Femarrfs partiaKy wiinhcia tnsp Ropl 70-0027/60-29 on 830919 23 No vfo 
latlons or doviations noted 

CUNE.W.E. flegior* 2, Ofc ol the Director. 08/10/20. TfcTRAULT.R.E. Babcock & 
WVcoxCo 2pp 47379 240-47378 251. 

“6611810264 Partially withbb'cJ Insp Rapt 70'0027/86'29 on 880919 23 Np vioiaiions or 
doviations noted Major eroes rnspociod 'saloguorris coningoncy plan impiomcmaiion 
review. 

THOMPSON, D.. MCGUIRE, O.R Rogon 2, Ofc of tho Ofeciof. 08/f0/»4. ?p, 
4737g:26l-47a79 26l. 

8611010296 Ack racoipl Of 060015 Itr informing NRC of stops taken to correct vioiai'Ons 
itoiod in tnsP Rept 70-0027/60 20 Addi Info roquested.induding crliona to bo used to 
doiermino which liiiers naodmg correction faclors.wnuin 30 days. 

OECKER.T.ft. Roglon 2, 0!c ol ttio Diieclor. 66/10/20 TETHAUUT.fl.E Rabcock 8 
W4coxCo.2pp 47307:171 47397 172 

6616280213 Responds to NRC 080630 Ur re vio'oHons noted In Insp Ropl 70 002//8B- 
23 ol insp on 1)80608-12.00(1001^6 actions: radiation proiecilon requlrerriar^ts w.ll bo 
Insorted into operating procedures & audii iloms monitored weekiy. 

TETRAULT.ft E. Babcock & Witcox Co 88/10/21. Oocumoni Control Branch (Dccu- 
mani Control Boslr) 5pp 47307:242-47367:246. 

6611090234 Ack rocolpi of 881021 Ur inlorr-lng NRC of stops lakon to correci violat ons 
oded m inw Rept 70 0027/66-23. 

D6CKER.7.R Roglon 2. Ofc Ol iho Director. 88/10/31. TETRAUl.T.RE. Babcock & 
WilCO«Co. Ip 47602 026-47502 028 

6611090463 Forwards insp Rapt 70-0027/66-30 on 860920 30 & lorwsrds notice of vio 
leton 

OECKER.T.R. Rboron 2. Ofc of the D.roctor. 66/10/31. TETRAULT.R.E. Babcock & 
WOcoxCo Zpp 47524:282-47524:203 

-6611090484 Insp Repl 70 0027/68-30 Oh 860B26-30.ViO'Ollons nolOd Major areas 
inspeded.omwgancy preparedness vr/apociai ornphas-s on open inspoelor followup 
n«m$ fdontiDad during operetronei aafaiy essossment conduciacf in Nov 1 066. 
OOOMN.A. DECKER,!, nogion 2. Olc Ol the Director. 08/10/28, 8pp, 47524;204. 
47624:291. 

-661 1060486 Npiico bl vibieiion irom insp on 660920- OO.Violailon noted.rad.aiion sslely 
irsintru not provided lo omeroency topm porsonnel.Carppball County ShenM Dept 6 
Campool Ccunly Emergency svea. 

OECKEnj.R. Region 2. Olo ol ih» Dirpclor. 88/10/26. 2pp. 47524:292-47624:203. 

8611160247 Responds to concoms noied In insp 70-0027/88 20 Correctivo 
adionafccoASoa wii cour!! bolh sides ol liUer in p'aco ol visual map to doieimino filior 
welling & Impmnors wi':i bo used lo iraai SBmp'oa oftiuoni aitoams 
TETR&JLTJSe. Babcock ft Wi-cOkCo. 80/11/04. DECKCn.TR. Region 2, Ofcollha 
Oirecioi.^. 47864:061-47564:062. 

8811220066 Forwards Insp Repl 70-0027/86-32 pn Q018l7-2l.Nb vloloipns or dovl- 
«eone nored 

CIINE.W.E Region 2, Olc ol Iho O.ieclor. OD/ll/IO. TETRAULT.RE. Oabcock ft 
WItCOxCo. 2pp, 47621.091-47621.093. 

-6611220093 Parllslly withhold Insp Repl 70-0027/80-32 on 061017-21 (rol 
I0CFR2 790).No vioiaikins or davieUons nolod Major arons inspeciod measurements. 
SEYMCHJR.OA.. MCALPINE.E.J. Roglon 2, Olc Of lha Diteclor. 88/11/10. lp. 
47621:003 47621:093 


6611160036 Forwards Salaly Insp Repl 70-0026/88-03 on 660026-30.No vtoiaiions 
noted 

YUHAS.Q.P. Region 6, Ofc of the Oireclor. 86/f f/06. GIBBS, OC. Rockwell Iniema- 
Uonal Corp. 2pp. 47659:266-47669:274 

-8811160044 Insp Repl 70-0026/68 03 on 860026-30 No vlolaiions noted. Me)or aroes 
inspectedmgl, organization ft conirols.operalor training ft r6li8lning,c(UIC8iily 
safety, operallont review, ladwaste mgLemergency preparei^sa & doseoul naps. 
6ROCK.B.L., BROWN.O.A., PISH,R. Region 6. Ofc of the Director. 66/li/0( 7pp. 
47656:268-47559:274. 


DOCKET 70-0027 BABCOCK ft WILCOX CO-. LYNCHBUflO, VA 

8ei11CKI214 Application lor amend to Llcenae SNM-4?, revising radiological contingency 
plan by delating radiological training lor Campbell County Sheriff DepT ft making nSnor 
changee lor accuracy ft clarification. 

BOYD.C.C. Babcock ft Wilcox Co. 66/09/29. ROUSE.L.C. Division ol Industrial ft 
Madical Nuclear Safety (Poal 670729). 16pp. 47535:063-47535-101. 

6810270012 Forwarde Insp Repl 70-0027/68-26 on 8e0912-16.No violations or devl- 
eiicnt noted. 

CLINE, W-E. Region 2. Olo of the Oireclor. 66/10/12. TETHAULT.RE. Babcock ft 
Wilcox Co. 2pp. 47362:171-47362.173. 

-S810970027 ParUally withheld Insp Repl 70-0027/88 26 on 88O012-16 (ref 
tOCFR2.790(d) & 73.21).No violations or dsviallons notodMajor srees 

Inapected.measurement control & statistics ft internal controls.records ft repis 
JONES, D.W, Region 2, Ofo of the Director. MCALP1NE.E.J. Region 4. Ofc ol (he Di- 
rector. 88/10/12. Ip. 47362:173-47362:173 


8611239306 Forwards Insp Ropl 7O-OO27/60-31 on e8l>026-30 & nol.ca ol violation. 
CIINE.W.E Region 2. Olc of the Dlrodor. QQ/n/to. TETRAULT.R.E. Babcock & 
WXcoxCo 2pp. 4762^331-47622 341. 

-6811230400 Nblica ol violation Irom insp on 860926-30 ft 1017-21. Violations 
noted'-acHvilios in U recovory facility wero not Cooducled per Hoallb & Safely Manual 
Piocedura 03-03. 

CUNE.W.E. Region 2. Ofc of Iho Oiroclor 60/ 1 1/09 2p 47622.033-47622-334, 

-6811230406 Inap Repl 70-0027/6e-3l on 660926-30 & 101 7-21. Vlolaiions noied Major 
areas ln«>eGieii.fdc>nty opersllona.mefni ft mods.nucfoar cnficai-ty safely.radaiion pro- 
locUon, pnyslcel proieci on & action on pievloua insp Imdings. 

LEE.T.O, MCAIPINE.E.J. Region 2, Ofc ol Iho D-reclOr. 68/11/09. 7pp. 47622 336- 
47622:341. 

8611230046 EN-8B-096.on BDl I IB.npIlce ol proposed imposilion of civil peneiiy in 
amount ol S6.250 will be Issued to llcensoo based on failure (o lo'low nvdoar cniical- 
Ry MfeW double contingency policy ft carefu'ly control modotaimg malls. 

FLACK, £., LIEBERMAN.J. Ofc ol EnforcamonI (Post 670/l3) 66/11/18. lp. 
47621:349-47621 346. 


DOCKET 70*0036 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

6611100202 Application lor emend to License SNM'33.exlendng expiration date until 
B9I23I to allow preparation of renowal application describing rovilalized lacil.lyFeo 
psM 

S01ERER.A.E. Combustion Engineering. Inc. 68/10/10. ROUSE.L.C. Fuel Cycio 
Safely Branch. 3pp. 47635:019-47538 02°. 



238 DOCKETED ITEMS 


aai 1100210 Applicaiion tor amond lo License SNM.OO.cfiBng ng l.conse «o (ef.'eci leto- 
ceiio/i oi shipping/foco ving lacUty lo B’dg 256 Bldg will also bo u|i>i7e(} as sloiaae 
laciiiV lisi cl aHecieO pages to f'censo oncTreo pa'o 

SCHERER, A. e Combustion Eng.neerino, inc 86/10/11 flOUSELC Fuel Cwctfa 
Sa'ary Branch. 9pp. 47&35:ine-47S35:H6 

8611860304 Romils tee tor 861010 8pplication.e<iend.nQ tlcanso SMMSD from Dec 
1988 10 Dec 1680. 

SCHERER, A E Combustion Engineonno. Inc 88/10/12 MCOONAUOWG Document 
Control Branch {Documoni Control OosC> Ip 47J ?6 237-47478 237. 

8811090371 Remils lee lot 891011 applicai'on lot ama.id to License SflM-33 lo retiocl 
use ol new watenouse 4 removal ol Bldg 251 & pcmons ot BWg 250. 

SCHEREfl.A E. CombusLOn Engineenng. Inc- 68/10/12. UCOONALD.WC Olhce of 
Adrrinisirauori 4 Resources Wenagerrenl, Oaeciw lPo&i 670433) to 47495073- 
47495.071 

8611090377 Forwards results ol rad oiog cal survey lor Qldgs 250 4 25) Reteaeo ol 
bldgs lor ur.testTicled use i aquesleo 

SCHERER.AE Combuslion Enginflenng. Inc. 68/10/12. ftOUSElC Fuel Cvcte 
Salery Stanch. 32pp 47484:085-47464.115 

6810270095 Forwards presentation mails Irom 860927 maei'ng on fuel loc6ty toviialiid- 
ijon 

SCHERER.AE. Combustion Engmeer-ng, Ina. 08/10/20. RQUSE.L.C. Olitce ol Nucia 
ar Matenal S8loty& Saleguarda, Director 1 6pp. 4 7343 IS7-47342 I7l 

8611070123 Forwards Amend 10 to Ltconsa SNW-33 
ftOUSE.LC Fuel Cycle Safety Branch. 86/10/31 MCDIIL.PL Combuslion Enomeer- 
Ing, Inc. 2pp 47464:070-47464:0/6 ^ 


-86131170129 Amend 10 lo Ltcenso SMy -SO.auihonjino use bl 8000 Vo U eiwicned to 
man 5.03« in U 235 ai lisiod arldress 

ROUSE.LC. Division ol Induamal & MeOicfti Nucieai Saiety iPosi 870729) BB/iO/ai 
5pp 47464.072-47464:0?6. 


-8811070135 SBR to 861012 amend eppl.cai on concerning release ol Brdgs 250 S 
251 lor unmstriciad use & 880930 Hr conceming consi ol aodi mio space. 

Fuel Cycfo Salaty Branch 66/10/31 2{io 

4 74 B 4 .O/A 47464 . 078 . 


-ea 1 1070137 Advises ihal licensee 681012 laqoesi lor caiegoricaf exclusion be oramod 
smee bldgs meel criteria- -v u 

47°64'07M7464 SfaACh. 86/10/31 Fuai Cycle Safety Branch. 30pp. 


-6611070U9 Qitousses tesuUs ol confirmaiony survey pertotmsd on 561005 4 0? m 
9I09) 2o0 Q 251. 

e , 3. Ole of me Otecior «8ni>/38 ftOUSe.l.C. Fuel Cvcio 

Salsiy Branch 2pp. 47464.1 13-47444 1 14. 

Mt 1 tS0476 Forwafds response 10 8SI006 nonce of viaiaiion.W/o anci 




-681 1 160424 Amend 1 1 la License SNW-33 lor C E,8u!Honrng use ol U.ihonum 4 Co- 
hi^NLS4A*'*'’" * ptopianniftg & mami of doeumemaikm iw quaneiiy 

ROUSE LC O'v«ion ol induslrtal & Modlcsi Nuclear Safety {Post 870729) 86/33/07 
8pp. 47558:102-4 7555.106. 


“ recommending appnaval of 681010 appICeiion lor amend lo License 

^ Safefy Branch. 88/11/07. ip 

4/300- iu7*47558iD7. 


-861 1160429 Discusses caiegorical exclusion for 081010 appiicaiion for amond 10 II- 
Noriher EIS or environ assessmeni vrariantod for proposed eci«or». 

86/11/07. fuel Cycle Saleiy Branch ip 

IOE' 47958 : vOo. 


DOCKET 70-0135 BABCOCK 4 WILCOJI CO., APOLLO, PA 


®®J- ^ospond^} eo 880617 Ilf lo J Rolh re inlo conialned In NRC 870129 lu 10 

KisKi Valay Water Polfirllon Control Aulhonty.No further aiiempi made lo conduct fur- 
ifier analyses on samples since samples laKen by contracior 
B6lLAMV,R.fl. Rooion 1. Ofc ol Iho Dfrecior. 80/10/18 VIHOSTEKC Alfjnsbon Not 
Assigned. 2pp 47617:063-47617:007. 


•801 1220126 Noiines ol mistake In enci Tabio 2 ol arvelysie of KisM Rtvei waiai sam 
Pl 69 . 

VIROSTEK.C Alfi'iaiion Not Assigned. 88/09/17. ROTH.J. NRC • Ho Deleted AlHi- 
ation Glvan. 3pp. 4 7617 065 4761^067. 


6811220116 Responds to 880916 Hr re bei.el that 88W used olhor lechnlques lo ailer 
results ol amiaaioris from tacilHy. Maimains that add' into does not Indlcele alterailon 
oi fdsulls. 

QElLAWY an. Region 1. Ole ol Ihe Director. 86/10/19. VIROSTEK.C. Alfthalion Mol 
Assigned. 3pp. 476l7:173-478l7;I70. 


•6811220118 Forwards addi info supporting afleoaiion that 84W used survey bsch 
nigues lo alter results. 

VlROSTEK,C. Afl-liation Mot Assigned. 80/09/16. BEILAMt NRC • No Deuwted Afhb- 
ation Gh/en. 4pp. 4 761 7: 1 76-476 r7: 1 79. 


6611100205 Ack receipt of 660831 Hr informing NRC ol steps taken Co correct vioiations 
noted in In^ Repls 70-0135/88-03 4 ?C 0364/86 03 

R®9‘C'» Ofc of Ihe Oireciof. 68/10/28. COLEWAN.W.L. B«)COCk & 

Wilcox Co. 2pp. 47514;100-47514;f06. e, 


DOCKET 70-0343 NUCLEAR FUEL SERVICES, IHC., ERWIN. TN 


88102603S6 Noiifios Ihal 1008 lull scale annual emergency exorcise lor c'snl w-ii ha 
Glided on 88lll8.Prol.mlnatY plans Indlcele lhai scope of exerc-so wllilnt'rin.. 
<Moacal acodont comniicaiod w/radioisotopo coniamlnaiod iniurios * 

LONO.JA Nuclear Fuel Services, Inc (subs of Getty OitCo.). oe/09/20 STOHflJP 
Region 2. Ofc of Iho Director. 2pp 47323:116-47323 117 o uinjv. 


Forwards Rev its ip lundamenlal nuclear mail conitol o'an SdctA/t 
2-O.aevw.<tmBltHieM0CFn2.790) w iiioi p an, boeWA 

® Nuclear Fool Services, Inc. (suhs. of Golly Oil Co) 68/iO/M 
GflACE,JN Rafl'bn 2, Ole ol ihe Duecipr. 2pp. 47366 035-473e8 336. 


, : J li-.. HMiwiu 10 uLoirau oivM-Ko, revising conoiiions /cbl: as 

Lsiad 4 deioli'ng Conditions 51-60. Foe paid 

LOWJ A. Nuclear Fuo) SeA/fcos. Inc. (subs, of Getty Oil Co). 88/10/06 ROUSEtC 
Fuel TV>e Safely Branch 4pp 47535:133-47535.131 

M392S9163 Updates status ol corrective actions re improvements In ventifeiion In sa 
1^1 exiraefon area of Bldg 233,par Insp Rept 70 Ol43/87-29.ln9iallailon orMciod is 
be compialed by 890 <13 w 

LOMGJa Nuclear Fuel So/vrees, Inc (subs, ol Qelty Oil Co ) 88/10/14 ERNSTM L 
ne^2,OIC0l Iho Director 3pp 47270.123-47270 124 

8011030162 Forwards Comment on issue raised In Insp Rept 70-0143/68-22 RoouPHi 
untqua lde<\hHcelion number be pul orv all cortesponaerice to hr. 

LONG.J.A Nuclear Fuel Services, Inc (subs, of Getty Oil Co.) 89/10/17 CU'NEWE 
RegkMi 2. Oic of ihe Oiiectof 2pp 47425 066-47425 067 

6631216093 Forwards Rev 7 to safeguards contingency plan ro orgamiation si'uciure 
ohangos Rev wnhheid 

Nuclear Fuel Services. Inc. (sobs, of Getty Oil Co). 88/10/17. 
STOHR.JP Region 2. Ofc of the Director 2po. 47611. 0a2-476(t083. 

6410280316 Focwaids Insp Rapi 70-0143/S8-28 on 680829 0902.No vto'aiiona or dsvl 
aliens noted. 

CUN6.WC. Region 2, OfC ot the Di/ecipr 88/10/10. LONG, J A. Nuclear Fuel Serv- 
ices, inc (euba of Getty Oil Co.). ?pp. 47367:202-47367:288. 

-6810260322 Insp Rapt 7O-O143/08-26 on 88O029-O9O2.No vloiSt'ChS 01 dOvlMeftl 
noted Major eroas Inspected mgi organt/elion 4 controls, irolning epersiions 4 mgini 4 
followup on eei20e-12 inep le opeiai'onaf sefevii, 

2, Ofc of me Director. 86/10/10. 5pp. 

A/iJtif M 4 *M 73 or 269 - 

Advisea that 601004 Rev 115 lo facility FNMCP consistent w/ previsions of 
i0CfR70-32lc) 4 eccepiable. 

CulNE.W E. Region 2, Ofc ei the Director. 66/10/24. LONG.J.A. Nuclear Fuel 8«iv- 
Ices. Inc (subs 01 (Seity 0,1 Co). 2pp 474Se:351-47459:35f 

86l306<|]2r r Otwarda msp ftepi 7O-0U3/66-2e on 880029 09M 12-20 & 1000-87 HO 
vielaiions or deviations noted 

CUNE.W.E Res'Oh 2. Olc bl the Oirectoi. 86/10/25. lONO,J.A Nuclear Fuel Son- 
Icea. Inc. (subs, el Oeity Oil Co.). 2p0. 47474:143 47474:149. 

-6011080331 Insp Repl 70-0)43/88-26 on aa0829-0602,t2-23 4 l003-07.No vtolalora 
inapected; facility operailona.maini 4 mods.nucifli' 
6af®ly. rediBiion proi9Ciion,iBdwa6le mot 4 docommisaioninQ. 
lEEJ.O. MCAlPINE.EJ. Region 2, Olc ol the Director. 80/10/25 6pp. 47474:145- 
<7474:149 


6833230231 Apyjlicabori loi amend to License SNM 0124,aulhofl*tnD relocation ol some 
ollsile enviion air sampling locellona 4 emending Conditions 63 4 64 duo lo slailc 
nature ot date ecquirod 

lOhfG.j-A Nuclear Fuel Services, Inc. (sobs, of Golly Oil Co ). 88/10/27, ROUSE.LC 
Fuel Cycle Seteiy Branch 4pp. 47609:?07-47608:300. 

Forwards, "Pu Facilities Decommissioning Project Plan," for review. 
LONOJA Nucleat Fuel Setvicos. tnc. (aoba. ol G«fy 04 Co). 88/10/20. HOUSE.LC 
Fool Cycle Saleiy Branch. 2pp 47490:159.47490:260. 

-0611090260 "Pu Facilities Decommissioning Project Plan." 

Fu«' Services. Inc. (subs, ol Getty Oil Co). 88/10/24. 8lpp. 47490161- 


96U3<0Z«3 Provldea update to aiaius ot NFS-Emin burial ground enhancetJ 
P^Je^Wcommsndaiiona lor enhancing integrity of burial ground developed by 

^N'GHT.BE. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co) 80/11/01. 
SWifTji. Fuel Cycle Saiety Branch. 5pp. 47558-208-47558:212- 


89110900S4 Advises that 861012 Rev 121 to Section 8 ol fundamental nuclear msli 
cpotirt Mn consislant w/provialona ot l0CFR70.32(c) 4 acceptable 
CLINE.W.6. Region 2. Ofc of the Director. 88/1 1/02. LONG J A Nuclear Fuel Serv- 
tees, Inc. (subs, ol Getty Oil Co ). 2pp. 47491. 068-4749f0e9 


•*' JJ9O430 Forwards insp Rept 70-0143/88-30 on 8609 1 9-23 4 notice ot violation 
OtCKeH.r.fi. Region 2, Ofc of Ihe Director. 88/1 1/00 LONG J A. Nuclear Fuel Serv- 
ices. Inc (Bubs, of Getty Oil Co.). 2pp 47552:350-47552 361. 


■6811150433 Notice of violation from Insp on 880919-23. Violation noted: all personnel 
^I'PScted lo resporvd In emergorvoy not trained annue«y as requited by license Condi- 

lion 29 ~ 

OECKER-T R. Region 2. Olc of the Director. 00/31/08. 2pp. 47552.352-47552.353. 


••W33360434 Emergency Preparodneas Program Inap Repl 70-0143/88-30 on 8809)9- 
23-lmeiloft noled.Major areas inspecled.emergency facilities 4 

eqinpmerti.trainiiig.perlotmance ol drills 4 offsite agency support. 

BOLANO.A.T.. ffANKiN.W.H. Region 2. Ofc ol Ihe DireclOf. 88/11/07. 8pp 
47552 354-47552 3S1. 


38 1 (220124 nosponils (o BQ001? (Ir lo J HoKi re Info conintnucf <11 NHC 8A)le3 Hr lo 
K'S><' Va>iey Waior PolluUon Control Aulhorily.No liirihut aiiomp! tiiQdo 10 ccnducl lu'- 
ttier analyses on samp'es Since samples laKen by contractor. 

BELLAMY.fi n RoQiort I. otc ol tno Oroctor. 83/tO/ta VIROS1EK.C. Alhhalian Not 
Assignoct. 2pp 47617.063'47b17 067 

-6811220126 Notifies Of mistake In onci Table 2 Of analysis of Kiski River water saH' 
plea. 

ViROSTEK.C. Atlllat'On Not Assigned 06/06/17 F10TH.J fJRC • No Dela ted AIM • 
atlon G'.von 3pp. 4761 7 065 47617.067. 

6610260433 Ack recolpl of 0B1004 iii to V Sleilo re sialus of Cond'iion 30(a through h) 
of ticonse Issued lo B&w for Parks Township BciiviliesConctii>or) j^acuvo until BftVW 
obta ns necessary porm-ia & doclOos lo bogm operations 

ROLfSE.LC Fuel Cycle Safety Branch 80/10/10 KNEPSlIlELO.l AIMialion Not As- 
signed Ip. 47260.35 1.47208 354. 

-8610260435 Requests mfu re slaius ol Condition 381A through M) for I cense SNM- 
414 

KNEPSHIELO.I AlhFation Not Assigned 00/1Q/Q4 STELLO.V. Otc Ollhe Etrecul-ve 
OireciOf for O^ratio/is 2pp 47280 352 47208.354. 

8611220116 Responds 10 000016 Hr ro belief that Q&W use:! othor loUinquos to alter 
resuls of em-ss ons from facility Mainta'ns that addi inio does not ind.calo aMereuan 
of results 

BELLAMY.R.n. Hegion 1 , Ole ol Itio Dl/oclor. efi/t0/)9. VlROSTtK.C AWiston Not 
Assigned 3pp 47617.173 47617:179 

"6611220116 FoiNvords addi info supporting ailogatlun that O&W used survey icch- 
nlquas 10 alter results 

VlflOSTEK.C A/frlraifon Not Aaslgnod 08/09/16 BEILAMV NRC • No Ouin-iwrJ AfW«- 
alon Given 4pp 47017 176-47617:170. 

6311100205 Ack roco.pt of 000831 Itr inlorm'ng NRC of sietis taken to cortoci vtolaiioris 
noted In Insp Ropls 70 0136/80-03 & 70'03e4/86-03 

SELLAMY.RR neglon 1. Ofc of Iho Olrocior. 00/10/26. COLEMAN.WL Babcock & 
Wilcox Co. 2pp. 47614:100 47514:106. 


ndiiSE.L C- Fuel Cycle Safety Branch 08/11/02. Fuel Cycle Safety Branch, ip. 
47535047-47535-047 


DOCKET 7O.'0BB7 CINTICHEM, INC , TUXEDO. NY 


8311070162 Advises that 880321 proposed route 10 lienspori sponl reactor IcCi 
approved.poi iOCFn73 37. 

MteOONAUO.C E Transportation Hrancli. 00/10/19. HAfTT.HC C ntiohem. Inc 
18pp 47460 102 47460 119. 


DOCKET 70-0630 WESTIMOHOUSE ELECTRIC CORP., PITTSBURGH, PA 

381 f 130244 Forwo'ifs Oparef onal Safety Review (tisp Rape 70 0693/65-02 on 68COOO- 
l2P<oo'aRi adequately addresses oporafional pro::ed'jres.work control pract.cos S 
ryvoratt rrni controls. Response lo conditions warranting mgi attention requested. 
EBNETER.S 0 Region 1 . Ole of the O rector. 00/ 1 1/06. nUBBO.E.n Wosi'nghouse 
ElQCincCoip 2pp. 47547.142-4 7547, 1 75. 

—6811160246 Insp Ropl 70-0698/88 02 on 880806-12. No vio'aiions noted & forty rec- 
oirmondailpris rnaiie to improve safoly cor.dii.ons at faitilily. Major areas 
nspocled.faciM.os to doioririno whether safely tmyeriis cou'd nrpaci public hea'ih. 
MILLER.J. OATTA.A, OLIVEIRA.W Region 1. 01c ol the Director 88/10/20. 32pp 
47547:144.47547 175 


DOCKET 76-0754 GENERAL ELECTRIC CO.. PLEASANTON. CA 


6311140081 Notilios Of 8901 10 meeting w/Rogion V in San Francisco, CA re NRC reac- 
10 * pporalor kccns.ng pragram. 

KIRSCH.OP Roglon 6. Ofc of the D.rocloi. 89/11/03. CUNNINGHAM.O. Qonoral 
ElecineCo 3(^ 47544 220-47644 222 


DOCKET 70-0620 UNC RECOVERY SYSTEMS. WOOD RIVER JUNCTION, Rl 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 

6602090161 Forwards mods lo comploto NRC 061210,070204. 05 roqoosia ro appi ca- 
tion lor renawal of Liconsu SNM-SOn Requosia ogronmeni bo roachod on 1 mo to im 
lomeni epecHic changoa on oxlsi ng ilcenao 

IRK.WF. United Nucloer Corp (aube. ol UNC Rosouicus. Inc.). 07/11/30 
ROUSE.l C. Firel Cycle Safely Bfench 44po 47833.013-47833 002 

-6611210341 "1906 Annuol Rapt " 

COLUSSY.O A, United Nucloai Corp. (eubs of UNC Resoucos. tnc) ao/i2/3i. 79pp 
47833 057.47833 09?, 


8611160140 Forwards Saiciy Insp RapI 70-0820/06 03 on 800914-16 No v.olalions 
noiod 

EBnETER.SO Region 1. 0!c of the Dlioclor. 88/IO/2U. VELA50UE2.JR United Nu- 
doer Corp (subs ol UNC Rosourena, Inc) 2pp 47564:262-47564.268 

-6611160167 Insp Repi 70 0820/00-03 on 080914-16 No violations npted. Major areas 
inapedori water samploa from seiociod mpniioring wel s.Biaius of ripco-Timisson-ng ol 
sire & bMga & vmiliCBHOn survey of oulsido aross of loci ty 

ROTHJ.. AUSTIN.MA. PASCiAK,V/,J. Reg-Oh l, Ofc of Iho Diioctpr. 60/10/27 5pp. 
47564 2S4 47504:266. 


8302090161 Forwards mods to comploto NRC 001210,670204 05 roqueais ro appUa- 
tion for renewal of License SNM-OBQ.Roquesis agrooniont bo loochod on tmo 10 im 
plomont specific changes on exist, ng license 

KIRK.WF. United hTuciear Corp (subs, nl UNC Rosourcos. inc) 67/11/30 
ROUSE.IC Fuel Cycle Safely Branch 44 pp. 44294 259-44204.302. 

68I02600S2 Forwards two pQQe changes 10 approved UNC Novel Products 
FNMCP,c1erlivino Hem in health physics ro nuclear men coniroi 3 notn in lampor aeio 
seal prOQrsmFeo pold-Cliongos wdnlioid (rol i0CFn2 7ooj 

COiroi^.TJ. United Nuclear Corp. (suba of UNC Rusourcee. me) 00/08/15 
MCCORKLE.GW. Liconsing Branch, tp. 47323.f3i-47323;f3t. 

6611040143 Forwards Safoguords insp Ropl 70-0371/00 09 on 680012-14 & >6 No vie- 
la lions noted. 

BELUMY.fl.fl. fiegon I. Ofc O) mo D-racior eo/io/n. KAUfMAN.NC Urvlod No 
Clear Corp (subs, of UNC Rosourcos. inc] 2pp. 47440.031-47440 005 

-8811040146 Insp Repi 70 0371/00 00 on 000912-14 No violations nelod Msyx areas 
inspected nuclear mall control & accouniing, including facrlity orgamyaliOn & mgi 
conlrois.fapliiy opoiaiion S intomol controls 

RATTA.A.O, KBIMlQ.R.fl. Region 1 . Ofc ol ItiO Onocior. OO/iO/OS 3pp 47440.033. 
47440.036. 

661 1070366 AppVcei-on lor amend to Liconso SNM OSOO.oulhonying procoss-ng of luol 
In newly consirucied Bldg L Feo paid 

OREGc.nj. United Nuclear Corp (subs of UNC Rosoiucos. Inc). 08/10/14. 
ROUSE, L C Office of Nuclear Malorloi Safely & Saloguards.O/ocior lOpp 
47468.075 47456.085 

6610260371 Ack receipt ol 80O7t2 Hr responding lo 600613 notice ol vCaions & pro- 
posed Imposition of civ<l ponsUy.Violalion denied In response dKf.m l8Ci.occu: as 
aialod & sullicioni basis nol provided lor roiraciion ol vlolalion. 

LIEBERMAN.J Ofc of Special Projocls 60/10/10 KAUFMAN.NC Un-ieo Nuclear 
Corp. (subs, of UNC Resources. Inc.) 3pp. 47269 030-47269 032 

6611090476 Forwards Saloguards Insp Ropl 70-0371/08-08 on 080012-16 No violatrons 
noted. 

BELLAMY.R R Reg.on t. Ole ol the Oirecior 00/11/01 KAUFMAN,NC Un4od Nu- 
clear Corp. (subs ol UNC Rosourcos, Inc ). 2pp 47526 263-47625270 


6611160204 Forwards Saioguaids insp Ropl 70-0020/66 02 on 600915 No violaiions 
noiod 

OEILAMY.R.R Region 1 . Ole of me Dnoclur. 00/11/04. VELASOlJEZ.J-R- UNC Rn- 
COvnry Syalorns 2pp 47551 104-4766ri90 

-6611160209 Insp Ropl 70620/60-02 on 8000l5Nb vla'ations nolCd.Me]or nrsou 
in$pcclod:riucluai man control, accounimg ft physical 80Cuiily,lnclud'nq sto-'ans & Inter- 
r\ai conireUnveniory. records & ropls & phys-cpi proleciion moasuroe for SNU. 

DELIA RATTA.A. KElMiG.RH Rog-on 1, Ofc ol tho Oiroelor 80/11/02- 3pp 
47551 »00-47561:106 


DOCKET 70-0624 BABCOCK 0 WILCOX CO., LYNCHBURG, VA 

6810280125 Responds lo v-oiaiions noiad >rt irtsp Repi 70-0024/00-00. Coiiiiciivo 
acuons authoiaod usei list lov.owed & revised 6 tosponsibii-ty lot maini of oulhornod 
users irsl roasainnod lo roco'd cti Clark 

TRENT.l.K Babcock & W.icox Co. 00/10/20. Document Control Branch (Documunt 
ConltelDesk) 2pp 47282 I7i.47?ft2 l72 

0011090109 Ack rocolpi ot 861020 Hi intorrnmg NRC ol stops lakon to correct vlo'ai-ons 
noted m Insp Ropt 70 0()24/66 06. 

CLINE.W.E Roaon 2, OIc ol Iho Drroctor 88/10/28 TRENT, UK Bobcock & Wilcox 
Co ip. 47602.047 47502:047 

6611170004 Forwards Amend 6 to Liconso SNM-77B.aulhoiizing storage ot dry tad- 
wasio m lon^XTrery slot ago loc-iliy. 

ROU5F.LC Fuel Cyc’o Snioty Branch QO/t t/06 OLSEN.A F^ Babcock & Wilcox Co. 
Ip 47671:094-47571 274, 

-8011170086 Amend 6 lo License SNM-770 lo- B&W.auihoniKrg possoss.on & use ol 
3 6 kg contamod U-236 in accordance w/slQiamonis £ condilions of Chapters 1-6 ol 
851120 applrcatron. 

ROUSE.lC Fuel Cyciu Saleiy Btonch 88/11/08 3pp 47671:005-47571 097 

-8011170000 Selow ovrt'uBlion ro rnloaso ol Bldg C lor unieainctod use 
SOONG.S. Fuot Cyc'Q Safety Drench 88/11/00. Fuel Cycio Saloly Branch. 2pp 
4757l:000-4767t:0a0 


-8811000478 PhysiCQl Secuiiiy Insp Repi 70-0371/60-00 on OSOOiMeMalet areas 
Inspected plan & Implomenimg procedures, mgl ellociiveness.organizsiron.tocords 8 
repts.lesllng & malni. locks.keys & combinations & socuiiCy sys power si^ipty. 

SMITH, GC., KEIMIG.R.R Region 1, Olo ol the Director. 80/10/31. 6pp 47525265- 
47626270. 


-8811170091 Forwards final repi on conlirmatory radiological survey ol Bidg 
C.LynclAHiro Resesreh Cir 

MURPHY.G.L. Oak RiOgo AssocialeiJ Unlvs 88/08/11. COLLINS.T. Region 2. Otc ol 
Iho Oirecior ip 47571:100-47571.100 


6811100232 Issues Amend 14 to License 8NM-0368, modifying air flow venHabon re- 
quirements In woik areas. SER onci 

ROUSE.L C. Fuel Cycle Ssloly Branch. 68/11/02 GREGO.R. United Nuclear Corp 
(subs, ol UNC Rosourcoa, Inc ). tp. 47635:045 47535 047. 

-8611100233 Seleiy ova'-ualion concluding that mods pioposod In 880708 eppScalion 
acceptable Approval of application recommended 

SOONG.S. Fuel Cycle Saloty Branch. 88/11/02 ip 47535:046-47636046 


-8811170094 Rocornmencls unconditional release of Bldg C under License SNM-770 
DECKEKTR. Region 2, Qlc of the Director 00/10/20. ROUSE.l C OHico of Nudonr 
Msional Salety & Safeguarrls.D.rocior. tp 47671:101-47671.274 


-8811170098 ‘Confirmacory Rari-oiogicol Survey of Bldg C Lynchburg Hesoarch Cir 
88W‘' 

MURPhY.Gl Oak nidgo Associated Umvs OBAU 08/0-122- 88/07/31. Region 2, 
Ole of tho fXteclOi 1730P 47571:102-47671:274. 


240 DOCKETED ITEMS 


DOCKET 7 O- 09 J 0 RENSSELAER POLyTECHNfC INSTITUTE. TROY. NY 

9611090365 Wilhd/a<vs 080323 <eqijesl lo.' va'iancu lo 1 CCFR 3030 ? re perscnne: 
(fosiTeiry Reasons l:sled 

RYAN.R.M Rensse'ae.' Pciytccnn'c insMiJto, Tfov. NV ea/iO/iO PCNK.'NGTON.W.S 
NRC ' No Odiai.'cd Alli'ialion G.vf^n 3 pp <47513 10147613 196 


DOCKET 70 - 092 S KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY. OK 

8810310009 Tnp tepi ol 860823-25 visil 10 Sequovah fuels wfwendcr. conbaclcr 4 
Siaie ol Ck ro app'icai on lo aulhor.aa on&iio d sposal oi u wasioa 
SHUM.EY. Fuel Cycio Saloly Ofanen, 86 / 10/24 SwiPT.ji Fuel Cvcia Satow 
B/ancn )p 47373 123 - 47373 - 133 . 


6611090135 Ack /eceipi of 680826 A 0928 lira inform.ng NRC ol awps lakan lo cot ea 
volaicn noted in Insp Repl 70 - 1113/80 00 Roco/ds coneciod lo rolled iivesiiiM- 
ilons ivare regLirod Icr ainaia result ol urinalysis 

COLLINS.OM floeio.'i 2 . Olc Ol Iho Dirocior. 00 / 1 1 / 02 . LEESE A General Elottrv: 
Co Ip 47502 105-47502 195 

8811150227 FotwBiils ptoprigiatv rosponsa lo vitfalions noted in msp Ropl 7 (Hi'-.» 
88-12 on 600822 38 Rosponso wilhhold (rol I 0 CFR 2 790 ) 

WiNSCOW.T.P Goivjtai Beewe Co 60 / 11/04 Doco-neni Conitpi etanch lOocureni 
Control OesIr) Ip 47546 102 - 47546:102 

6811150441 Forwards insp Ropl 70 - 1 1 13 / 88-17 on 680926 30 & notice ol violaion 
COtLlNS.DM RoQon 2 , Oic ot Uia D.recior, 88 / 11 / 00 . LEESEA Gone.-ai EIccvif 
Co 2 pp 47553 024 47553 032 


DOCKET 70 -ITOO COMBUSTION ENGINEERING. INC., WINDSOR, CT 

6611010052 N'Qlif.calion ol Uconsea MeeUng 83 084 w/('-E on 880510 ui Reg-on 1 (o 
d.$c<iss daiic'oncies i/i Insp 70 -t 100/88 03 re nuclear cntica'ity saleiy prog-ant A mat 
controls 

ROTH.J. Heg^on 1 . Otc ol iho Direcior 88 / 04/28 Recion i, 0 (c ol iheDreclor 2 pa 
47408 212-47408213 


6811 170049 Provides addi inlo to supplerneni licensee 68 G 606 in re assossmont qI la- 
Ci'liy rad at.on p.'oiection p/og/am 

SChERER.AE. Combiisiion Enoneerna. inc 88 / 08 / 02 . RUSSELL WT flepon I 
Olc ol Itio Direclpr. 8 pp 47667 CJ 65 47567 073 , 

8811170027 forwards "Nuclear Fuol WlQ faci'ty Indepon-Joni Task Force Rotnew 
Stalus Rmi," por Co/nmiimoni 5 of 880909 17 

SCii£fl 6 R.AE Compuaiion Engineering, fnc 68 / 00/29 RUSSELL WT Roaon I 
Olc ol Iho O.rector. ip. 47573 265-47572 272 

-80 f 1170029 "NL'C'oat Fuel Wig Fac lity indepondani Task Feteo Rov.ew Status Ropf 
• ComtLSl ort Eng noei.ng, me. 88 / 09/30 6 pp 4 7572 266 4 7572 272 

8811030047 No'.iUO Ol 881026 llcansuo WeeLng 88-168 in Windsor OT re SALP mpi 
meeting * 

HQTH.J Beg on i. Otc ol Iho Director 8 a/t 0 /| 4 . Reoion i. Cic ol the Orector 3do 
47422305 4 % 22 . 307 . a • v tv 


• 66 >II 50447 Notice Ol wlolaiion from map on 880926-30 ViQiaiio.n naiod: laiVo to 
submit eem'annual oHIuoni repl for ponod ol Jan-Juno 1988 wilhin 60 days OMoi ond 
cl period 

COLLINS.OM Heg.cn 2 , Olc ol ine Ditecipr. 86 / 11/08 Ip. 47653 : 026-47653 026 


UUVitllMIIS 


-asn 160450 f/isp Hepi 701 113 / 08-17 on O 0 O 9?6 30 .V(Oiahor.» « , 

Mtad ateaa inspeciod redwaaio mot & tatkoioQ'ca' enviton monilor.no. 
STOOOAhT.PG., HUGHEY.C.A , KAHLE.J B Region 2 . Olc Ol Iho Otoctor 88 / 1 1 /C? 
6 pp 47553027-47553032 


8811220105 Ack receipt ol 881104 Ilf inlorming NBC pi slops taken to correct viola' crs 
noled :n Insp Ropl 70 lt 13 / 60-13 

COlL« 4 S.O.M Hegpn 2 , Olc Ol Iho Director 08 / 11/14 LEESEA. General Eisclrc 
Co Ip 47603:167 47603:167 


DOCKET 70 - 11 SI WESTINQHOUSE ELECTRIC CORP., COLUMBIA, SC 


6611020034 App'icai'on lor amend lo License SNM- 1 107 .adding doimilions for (reguon- 
ties doiined in license & modify.ng craona tor side shields on buik cotiiei-'iets whc-i 
removed from mpileration conirolled areas. Foe paid 

NAROiAJ Wosiinghpuso Olociric Co.'p. 88 / 09/30 ROUSE.L C Fuel Cycle Saloir 
0 /anch I 4 cp 47412091 - 47412 ,I 04 


8810270095 Forwards presenlalion malls Irom 680927 moping on<b-ei lei-My lev.iaiaa- 
Von 


SCHERER A.f ComhuaiiOA Engineetihg inc 88 / 10/20 ROUSE L C Olf.ee ol Nucie 
ai Material Sale'.y & S 8 lO 9 uei 0 s,DiL<clor. 18 pp 47345,157 47342 » 7 l. 


6811140352 Reaponde lo NflC 881007 1 'i to violations nomo m insp ol VKonse SNM- 
1067 .Corrective action irash conipaclor operaiiqn esiabi shod as acvviiy governed by 
radiation work potmia & peivcnnei required to wear Mpei av aampioi.Fee pad 
MCGILL, P.L Combustion Eng neenna. Inc Ofl/i 1/04 LIEBCRMAN.j Olc o* Enioico 
mani (Post 870413 ). upp. 47544 itS 47544 129 


8811180132 Notice ol Licensee Meeting 86-182 on 8 Q 1 U 0 w/uWin King 01 Ptues'aPA 
lo d'sckss conionis A schaduLng for p/aparaion oi imoo/alad ■mp.'ovomoni ewpetam 
roauired by Conlirmaioiy Action l« CAl. 9 a -23 

H 0 TH,J rtooicift 1 . Olc Of Me Orocioi. 88 / 11/08 fleg.on 1 . Olc of <ho 0 .iecior 3 u> 
47597-203 47587 205 . 


DOCKET 70-1113 GENERAL ELECTRIC CO.. WILMINGTON. NC 


881050040(1 Forwards supplaiTeriial info re irnp-'emonimg doie is ol urteteNsis prooram in 
response M Insp Repi / 0 -f 113 / 68-06 Unnefysie sairp'-ng by worV area & letovani 
aciion levels explained in Figure 1 

WINSlOW.TP General Eieclnc Co. 89 / 09/28 COLLINS.O Meonf. 2 . Olc of «ho 0 . 
toclOf. 6 pp 47262089 47262 003 . » . v w 


8910250474 Advises ihai 080923 rev to lundameniel nuc/ea.' rnaii control plan consist- 
eni w/provi 4 lons ol lOCf R 70 . 32 (cl A acceptable ^ 

2 pM 724 031^7275 ?12 ** OTecior. 88 / 10/14 LEES.E A General EleciricCo 


88102700 IS Advisas lhai 880923 rav lo GE-Wi.'mmglan FNWCP conswiom w/ orov. 
sionsol lOCFR 7032 (c)A acceptable 

2 pr 4 ' 7 ^ 4 ^ 360 ^ 473^1 ? 6 ^ Di/ecior. 68 / 10/14 i.EES.f A General ECecUic Co 

8811020245 Forwards Insp Ropl 70 - 1113 / 86-15 on 090919 23 .No v.ofahoos or dovi- 
aliens noiod 

OECXER.T n Region 2 . pc ol ino Oireclof. 88 / 10/19 LEES.EA General Eiecu.c 
l-O «;pp 4/412 048 474 12053 


-8811020297 'hsp Repi 70 - 1113 / 68-15 on 80 O 9 I 9 - 23 NO vKjiai-ons or deviaior 
noieo Ms, -or areas mspeciod emergency proparodness 

OfCKER.T. Region 2 , Ofc of ihe Director. 88 /iO/ia app 47412051 


S 01 O 31 OI 62 Forwards update I© phys'cai secu/lly plan lor commercial nucloar fud'civ 
luel mlg p’anl Updaio withheld (rol 10 CFR 2 , 790 (d)) 

NAftOl.AJ. wesimghouso Electric Cprp 0 S/iO/O 1 STOHfljP Renion 2 . Ofc ol IN 
Oirocior Ip 47366 104-47366 104 


6810270042 Forwards Insp Repi 70 - 1151 / 06-13 on 080820-0902 A neilee el v.o'atien 
OECKER.T.n Reotofi 2 , Olc el mo 0 .ieciei 88 / 10/12 LOCH.EP WosUoIiolm 
E loc'ncCorp 2 pp 47325 123 - 47326:130 


-8810270046 Neiice Ol vioianon from insp on 060829 - 0902 .Violeiien noted storage irsl- 
era comainirg laoiOBciivo man observed noi lo be posted w/requirad s-gns & fa'i '4 
10 9»80 ©r tape moil removed Irom contammetion coniroi area. 

OECKCB.T.B Beg on 2 . Die 01 Iho Diroeier 68 / 10/12 Opp 47326 125 - 47385 : 127 . 

-8610270048 Insp Ropl 70 - 1 161 / 68-10 on 880629 0902 ViolaMons noled Major areas 
inspected ted-aiion proieciion proQtafTi,ihciudinQ adequacy ol acHiaronce 10 procodjios 
5 v$o ol rndiaiion deieciion mstrumenls 

LAyER.M T , HOSEY.C.M Reg'Oh 8 , Olc of ihe Dirocior, 08 / 10/06 1 ipp 4732 S ;»28 


861 1070211 Advisos mai OOiDOi Rov 6 to fundameniai nuclear man control plan cen 
sisioni w/p.-ovisions ol t 0 CFR 70 32 (c) 4 acceptable 

CliNE.W.E Rogieh 2 , Olc of the Dirocior 88 / 10 / 24 . lOCH.E.P. Wostinghouse 6 l«- 
mcCotp 2 pp 47493 359 47403 3«0 

8811180408 Responas 10 NRC 801018 lii re vio'aiinhs noled th Insp Repl ? 0 -l 161 / 66 - 
13 on 660029 ( 3902 .C 0 rreclivo aclions:lrailor 8 posted per 10 RFR 20 203 (e) by 099902 
5 *wvs placed on ira.lors w/koys controlled by cognieani ind.v.ouals 
lOCH E p Weslinghouse Electric Coip. 08 / 11 / 08 . Document Control Branch lOocu- 
montCortcoiOesk) 4 pp 47582 135-47582 138 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 

6810310335 Forwwds Hov 7 to ANF. 5381 P), "Physical Proicclion Plan lor Mail ol Low 
Siraiogfc Siflalicance." Revised plan shows site drawing lor two new socu-ily 
gatosionects company name change & represents updaimg ol physical proteeben 

^HNElOtfl.HA Advanced Nuclear Fuels Corp. (tormorly Exxon Nuclear Go , Inc.) 
88 / 10/03 MONTGOMERY.j L Region 5 , Olc ol Iho Director 2 pp. 47378 . 035 - 

. 17^70 ^ 


^^aVonsno^ad®*^**^* »809l9-22No vtolaione ©r rldv. 

t92?i7^iVl96 ®®^’®^’5 LEES.EA. Genera) Eiecir« Co 

-8811020374 Insp Ropl 70-1113/06-16 on B809I922NO Violal'ons or dewanon- 
no edMaior areas mpectedmgt organiiai-oft & cori’.fols,it6ining,nuclcar cniicalh 
saicly a opetaiions —.—1 

47<fM^94'474i4*l96^*'^^'^ ■* Director D8/10/1B 3pp 

13 on 860926 30 A notice of violai©n 

2pT47"m 0^563 olV' ^ 

'‘VocVR9^7oni^ri®''Li=T^'''’®''^ « I >3/08-13 on 080926-30 (ral 

ar 'n^poctsd l-censee nuclear matt cot^d 
060*60? program used lo achiovo performance objectives lor period endirrg 

2. Olcol Ihe O rector. 80/10/26 Ip. 47583094- 


8811030174 Ack racoipi Ol 000216 Ur re ctianoo 10 FNMCP ANF- 12 , "Nuclear Malls 
Saieauards Procedures Dosenphon for Fuel Fabrication Plants." Sub) changes accopi- 
abio lot nckiS'on mio plan Enel lo subj Ur wiihhold from public disclosure. 
MONTGOWERYJ-L Region 5 , Olc of Ihe O.rector. 08 / 10 / 24 . SCHNEiOER.RA Ad- 
vatreod Nuclear Fuels Corp (formerly Exxon Nuclear Co. Inc), ip 47426:066 
47426 068 


66111 S 0470 Apphcolion for amend lo License SNM 1227 
' Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co Inc ) 88/ 1 l/Oi . NRC - 
No DotB.l 0 d Alli'iation Given tipp 47553 , 013 - 47553 . 023 . 

8811220487 Foiwards Insp Rept 70 - 1257 / 60-00 on 880006-09 & 23 A notice ol viola- 

Inn. 

YUHAS.GP Region 5 , Olc ol ihe Oiiecloi. 00 / 11 / 18 . MALOOY.C.W. Advanrod Nu- 
clear fuels Corp (formerly Exxon Nuclear Co., inc) 2 pp. 4 7627.299 47627:310 

-8811220470 Nolice Ol violation from insp On 860906-09 A 23 . Violations 
noled.inadequate sun/ey performed as ev.dencod by ael ot coveralls having measura- 
ble coriiamlnaiion being discovered on coat rack 

VUHAS.O.P. Region 5, Olcol mo Dirocior. ee/ii/ie. 2 pp 47627 : 30 i- 47 G 27 ; 302 . 



eieas inspected mgt organization, training & retraining, cnlicaiity saiety.operabons 
ravlew,(nai^ni & surveillance testing 

eBOC)<,e.L., PANG,J.F., PR£NDERGAST,K Pegior) 5. Ofc cl the Ot/actor. 66/1WB 
lepp. 47627:303-47627 3t8. 


DOCKET 70-1359 IRT CORP., SAN DIEGO, CA 

6910270332 Forwards attachmenls,Pages 70-e6,accidontly left out ol 660930 applica- 
tion for renewal ol License SNM't40S. 

MASCHKA,P.R. Inlernatlonal Research & Technology Corp eB/tO/2l. ROUSE.L.C. 
Fi>ei Cycle Safety Branch. 10pp. 47336.333-47336 341. 


DOCKET 70-1397 ST. MARY'S HOSP.. RICHMOND, VA 

9911160164 Ack receipt of 861013 Itr Informing NRC ol steps taken to correct vlolailorte 
noted in Insp RepI 70-1397/68-01. 

aiNE.W.£ Region 2. Ole ol Ihe Direclor 88/10/31. EOWAROS.SA SI Marya 
Hosp , Richmond, VA. Ip. 47&6S;33B-475e5.33B. 


9911230436 Application lot amend to License SNU-19i?.changng item 4 to exle.nrl ex- 
Mratlondeto to 91 1231 

COUNSIL.W.G. TU Electric (formerly Texes Uil.tios Generating Co) 6Q/I0/3I. 
ROUSE.L.C. Fuel Cycle Saloiy Branch 3pp. 47642 013 47642 015 


DOCKET 70-3054 PHIUOELPH1A ELECTRIC CO., PHILADELPHIA, PA 


8911070159 Provides supplemomal Into re 830506 application lor arr.ond to License 

SNM-1977. 

KOWALSKI, SJ. Philadelphia Sleclric Co 08/10/23. Ml/RLEY.T.E OHice ol Nuclear 
Reactor Hogulaiion, Director (Post 07041 1). 3pp. 47469:327-47469 329. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 70-1489 GOODYEAR AEROSPACE CORP., AKRON, OH 

881 1030293 "Confirmatory Radiological Survey Ol Wingfoot Lake Advanced Technotogy 
Ctr.Goodyear Aerospace Corp, Akron, OH," final repl. 

80ERNER,A.J. Oak Ridge Associated Univa. FIN A-9076-3. 66/09/30. Region 3. Otc 
of lha Director. 64pp. 47428:164-47426:217. 


DOCKET 70-1718 SHAOYSlOE HOSP.. PITTSBURGH, PA 

M1103<K>82 EN-66 092:on eBI028,nQlice ol proposed Imposillon ol cM penalty n 
ernounl ol $2,500 issued lo licensee on B61026. Action based on violation re lafute to 
recover 9 return rtuclear pacemaker (o mig upon death of Individual. 

FLACK.E.. LIEBERMAN.J. Olc of Enforcement (Poat 670413) 88/10/29. ip. 
47409:065-47409:065. 


DOCKET 70-2479 TRANSNUCLEAR. INC., PALLS CHURCH. VA 

8911070242 Requeals rovalldation ol Norlolk.VA (via NIT] lo Savannah Rivor 
Planl.Aiken.SC route through Dec 1989. 

MCLAUGHLIN, J. Transnuclear, Inc. 66/10/20. HILLMAN, C Division ol Safeguards i 
Tranaporlallon (Post 670413). 4pp. 47442;l32-47442:l3S 

9911070252 Requeala reveUdatlon ol Newport News.VA to Idaho Falla, ID spar)! Iu«l 
louua ihmugh Oao 1989 

MCLAUGHLIN, J. Transnuclear, Ino. 68/10/20. HILLMAN.C. Division oP Safeguards 9 
Tranaporlallon (Post 870413). 4op. 47461:246-47481:249. 

8811070287 Requests revaiidation of Norlolk.VA to Idaho Faiia.lD reactor spertt Ivel 
route through Dec 1969 

MCLAUGHLIN./. Transnuclear. Inc. 86/10/20. HILLMAN.C. Olvlalon ol Salaguerds 9 
Trensportatlon (Post 870413). 4pp. 47442:UI-47442:I44. 

8811070292 Requests revalldsiion of Porismouth.VA lo Sevanneh River pfanLAikeA.SC 
aaent reecfor fuel roufee through Dec 1989. 

MClAUOhLIN.J Transnuclear. Inc. 88/10/20. HILLMAN.C. Division ol Safeguards 9 
Tranapohaiion (Post 670413). 4pp. 4746i:266'4746li269. 

8811080012 Requests revalldaiion of Newport Naws.VA (o Savannah River 
piant.Aikan,SC Spent reactor fuel routea (hrough Oao 1989. 

MCIAuGhLin./. Transnuclear. ino. 88/iO/2if HILLMAN.C. Ohriaion of Seleguetds « 
Traneporlatlon (Post 870413). 4pp. 47457:085-47457:058 

881 1080223 Requests reveUdatlon of Porsimouth.VA to Idaho Faila.IO spam rescior fuel 
route through Deo 1989. 

MCLAUGHLIN,/, Transnuclear. Inc. 66/10/20. HILLMAN.C. Division of Safeguards & 
Trensporiallon (Post 670413). 4pp 47493:320-47493:323. 

8811140087 Requests to revalldaie Norlolk.VA (via Lambert Point) to Savannah Rivet 
Plant, Aiken, SC spent fuel routes to Deo 1869. 

MCIAUQHUN./. Trensnuclear, Inc. 88/10/20. HILLMAN.C. Division of Salaguaide & 
Transportation (Post 870413). 4pp. 47491:015-47491:018. 

8811230029 Bequesls revalldaiion ol approved spent roecior fuel routes from 
Norlolk.VA to Icfeho Fells.lD through 8B123I. 

MCLAUGHLIN,/. Transnuclear, Ino. 68/10/20. HILLMAN.C. Division of Ssfsgusrde A 
Trensportallon (Post 670413) 2pp. 47623.081-47623:062. 


DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8911040303 Forwards Amend 12 lo License SNM-1861, revising license In ertdrely & 
SER. 

ROUSE. l C. Fuel Cycle Safety Branch. 66/10/31. QRIOLEY.R. Tennessee Valley Au- 
fhorfty. Ip. 47441:165-47441:186. 

•■881 1040307 Amend 12 to License for TVA, revising license In entirety. 

ROUSE,L.C. OlHslon of Industrial A Medical Nuc^er Safely (Post e?072S). 8a/lf>/9>. 
ip. 47441:186-47441:166. 

-8811040308 Safely evaluation repl approving license eppUcailon (or extension of eid)l- 
raUon dale lo 1903. 

MCCAUGHEY,0.A.. BlOINQER.O.H. Fuel Cycle Safety Branch. 96/10/31. Ip. 
47441:187-47441:167- 

-8811040311 (Discusses ut>l request lor extension of expiration date of License SNM- 
1861.Licensee would continue to operate under existing license.Nelther EIS rwr envi- 
ron assessment warranted for propped ectlon. 

ROUSE,L.C. Fuel Cycle Safely Brartch. 68/10/31. Fuel (Dycle Salety Branch, tp 
47441:16e-47441;188. 


DOCKET 71-0002 ATCOR ENGINEERED SYSTEMS, INC. 


88ID260D99 Advises that OA program approval for radloacirve meil uacksgo 0002 ex. 
(0es on 661 tSO.Requasi lor ranewal should be submitted 30 days P'lor lo expiration 
daleAppficaiien lee also required w/requosl.per IOCFR170 31. 

MACOONALD.C.E. Transportation Branch. 88/10/20. BROWNSTEIN.U. Atcor Engi- 
neered Systems. Inc. Ip. 47335:206-47335:208. 


DOCKET 71-0062 INDUSTRIAL NUCLEAR CO. 


6611189261 Forwards OA program & plan.lor review A commontFeo ps'dW/o ends 
CAIN.W.E Ir^usVlal Nuclear Co. BB/10/17. GORDON, L Division ot Safeguards A 
Tiansportatlen [Post 670413} 2pp. 47663 346-4 7563:350 

-8611180395 Hecuesls submiHal ol fee ro 861017 application for renewal of QA pro 

} tam lor rad-oaciiva mail pBC'(ago:0063,psr 10CFR 1 70 31. 

ACkSON.Q. Licanso Fao Managemeni Branch 66/11/04. CAIN.W.E. Industrial Nu- 
clearCo Ip. 47SB33SD-47583.35D. 


DOCKET 71-0102 SOURCE PROD. A EOUIP. CD., INC. 


8811210176 Submits application lot rolnsiolamertl of OA program approval 0i03.Fee 
paid 

DICHARRY.R.D D. Source Production A Equipment Co., inc. 80/11/04. 
MACDONALD, CE. Ttanaportailon Branch. 2pp 4761 1:107-47611:1 18 

-8811210302 OA progrens lor Source Production A Equipmoni Co.inc. 

* Source Production A EquipmertI Co.. Inc. 66/11/04. lOpp. 4761 t:t09'476l 1:1 10. 


DOCKET 71-0501 SCIENTIFIC INSPECTION TECHNOLOGY. INC. 


8811171)054 Requests regisirsiiort es user ol 08tr,ma Ind-jsirles Models 100 A 
lO0A,Ceftiury S A Century 5A.C-8 A 6717-B A Toch/Ops Models 660,600 A 650 OA 
tem for ireneponauon ol redioacilvo men k ratiaiior^ ss'oly procedural manual 

COX.O L Sdeniilio inspection Technolngy, Ine. 66/10/12. MCOONALO.CE. Transpor- 
tenon Branch 2pp. 47572:274.47672 266. 

-8811230191 '’(3A Piogiam lot TrensporiBlion/Packing ol Radioecihre Men." 

* Scienllllc Inspection technology, Inc. 80/10/12 lOpp 47572'276-47572:866. 

-8611170056 Informs Ihal appi cation loo raquiiod lor 661012 appUcailon lor approval 
olOApiogram.OSOl. 

/ACKWN.G. License Foe Managomcnl Branch 86/11/04. COX.DL ScienM.c In- 
^>ecllon Technology, Inc. Ip. 476f2;286-47672 286. 


DOCKET 71-0603 PENN INSPECTION CO. 


86I1M0051 Forwerda OA program approval lor radloocllvo matl packego 0503. Rev i. 
MACOONALD.C.E. Trnnaponatlon Branch. 66/10/24. HIXON.E. PennlnspecUon Ck). 
Ip 47483 060-47463:061 

-8911090098 OA program approval lor redioaciive mall packago.0503,Rev 1. 
MACOONALD.C.E. Transportation Branch. 66/10/24. ip. 47463061-47463.061. 


DOCKET 71-0609 BABCOCK A WILCOX CO. 


8810250040 Forwards OA program approval for Rev I to Radioactive Mall Pack- 
age 0506. 

MACOONALD.C E. Trensponatlon Branch. 88/10/19. MACKINNEY.A.L. Babcock A 
VWlOOK Co. ip. <17270.1 16-47270- 1 19. 

-8810260045 QA prograrn approval (or radioactive matl package 0506,Rev 1. 
MA()OONALD,C.E. fransporlBlIon Branch. 88/10/19. Ip. 47270.1 19-47270 119- 


DOCKET 71-0509 DAS TE8TINC, INC. 


8810260146 Advisee that teaueel lor renewal ol QA program required al least 30 days 
arfor to 68 > >90 expiralfon data. 

MACOONALD.C.E Trensportalion Branch. 8B/10/20. DICHLEH.CH. OAS Tealing, 
hrc. ip. 47323:266-47323:266 


242 DOCKETED ITEMS 


8dtl090SB2 nei;u«sis approval oi end OA program for rad-oactivo matJ 
packagoOSOS Fea pa.d 

COSS.K n D&S Tosiing. inc fi6/i0/25 MACCTONALO.C E liansportgrtoft 8to<M#i- 
47S<3 213 47S^3 225 

-8811090466 "OA Prooram loi Trflnspor!ation/Pac'‘ag.f>g ol RadioailivoMaK" 

• OSSTesing, Inc 89/10/25. lOfp 475l3.2ia.47513?22 

-6611090471 F/diflas Of (cg.siraCion as user of Cenihcale ol CompFances 
6717.0032.9033.9035.9006.9039.9056 6 9135 

MACOONALD.CF. T/ansportaiion BtancH. 09/tO/2O. O&S Teat-ng. Inc. ip. 
47513 223-47513225 


DOCKET 71-0509 MET^HEM EMaiNEERIKQ LABORATORIES, INC. 

6610260097 Advises Ihel QA program approval lor radoaciiva mail packagoOSOft ex- 
pires on eOHOO.naquasl lor renewal of program afiould Oe submilled at least SOdays 
>01 to exp-tavoT) date. 

ACOONAlO.CE Transportallori Branch G8/IO/20 HANSEN.N.W. Met-Chem Test- 
ing Laboratories ol Lflah, rnc. ip 4733S 209 47335 209 

6611160393 Rco’jsels renewal ol Mei-Ctiem OA program lor mail pockjoge 0500 Fee 
paid 

HANSEN.NW Mot-Chem Tesi.ng Laboraionas of Uiah. Inc 80/11/03. 
V/COONAlO.C. MAC • No Detailed Afiii.eiion Given. Ip. 47563 0a0'4?S6C 065. 


DOCKET 7 1-0642 RTS TECHNOLOOT, IHC. 

661102(3396 Forwards OA program approval tor tadioacUve mail package: Q642.Rev I. 
MACDONALO.C.E Trensporlaiion Branch. 86/10/24 MUNRO.JJ RTS Technology. 
Inc. Ip. 4743e.335-47438-336. 

-86 1 1020402 OA program approval for radioaelivo man packaga 0642.Rov > 
UACOO.VALO.CE fraAsporteUon Branch. 88/10/24 fp. 47436 336 4 7436.336 


DOCKET 71-0649 UNIV. OP CALIFORNIA, BERKELY 

6611180296 Reqi/esia 6 months extension of 890228 oxpiralion date In order to pro- 
ceed vr/f.nal preparations for deluehng & shipment. 

LIU.T.H Ca-'-lornia. Univ ol. Berkeley. CA 68/f0/3l UACOONALO.CE NOC - No 
OetDiled Arn.'iai'OA Oven. 2pp. 47589 197-47589.108. 


DOCKET 71-0659 TRI STATE ASSOCIATES, INC. 

8611010504 Forwards OA program app.'ovai for radioacta/e ma8 package 0659.nev i. 
MACOONALO.CE. Ttansporiaiion Branch 66/10/21. OLINN.J. TRi »ACe Associates. 
Inc. 1p.4740232l-47402'322. 

-6911010509 OA program approval lo.' raoioacivo men package 0659.R6v i. 
MACOONALO.CE. 7tanspcit1a-.>on Branch 68/10/21 ip 47402322-47402 322. 


—6811080085 Requests fee for processing 660901 eppiicaiion lot amend io CortiScaie 
of Con^iance 4909 

3/^KSON.G. License Fee Managomeni Branch. 86/09/30 HOuSi-lOlDEH.y/.ll Nu- 
tieruConiainers, Inc tp 47490.156-47460 156 

8811040000 Forwards addendum lo 660901 app-'icairon (or amend lo Co.iifcaio tf’ 
CotTHMenco 4909,requesiino contents section ol all 21PF-1 packagos be redcs'gnelM 
Type BOF packages lo allow (or luiute shipmenis of reprocessed UF6. 
IKJUSHOiDEfl.W.R. Nuclear Containers, Inc 0B/IO/I8. MACOONALD.C.E. Ofee cl 
Nudaar Materiel Safely & Safeguards. Director ip. 47446:016-47446:026. 

—8611110137 Addendum ip 880901 application tor amend lo Certtficato ol Corrp'-irce 
Ag09/equesling contents section of all 2iPF'l packages be designated Typo 80^ 
p^agee lo affow for future ahlpmenls of reprocessed UF6. 

* Nuclear Containers. Inc. 80/10/10. 8pp. 47446:019-47446 026. 


DOCKET 71-6768 MODEL: eB-2S0-2, COMBUSTION ENGINEERINO. INC. 

8611090400 Advises Iftsl licensee Inlands to discontinuo uso of 00-250-2 shipping 
package/ii response to 680610 Mr. 

HAROl.A J. Washnghouse Eletliic Corp. 60/10/24 MACOOHALD.C.E- TtensportaSon 
Ceri)f<ca»on Branch. 2pp. 47495.069-47495.070. 


DOCKET 71-589S MODEL: CHS 3-55. CHEM-NUCLEAR SYSTEMS. INC. 


9611010466 Appkcaiion (or rertowal of Ceriifical© ol Compkance 6805 tor CNS 3 55 
peckag'nQ.Fea pa-'d. 

PAOUlN.P.L. Onem Nuclear Systems. Inc. 68/10/21. UACDONALD.C.E. Transpoda- 
uort Branch 2pp 47397 099-47397:100 


DOCKET 71-5957 MODEL; BMf-f, BATTELLE COLUMBUS LABORATORY 

6811150121 Forwords Rav 16 to CertHfcaie of Compliance 5957 for Model BMl-l &ldl 
ol regtaierea users.per 880S3D application. 

MACDQNALO.C.E Transpoftatlon Branch 88/11/06. STRACK.RA Cinticherp. Inc. 
4pp 47550-209-47550:219 

-8611150125 Certiticaia o< Compliance 5957, Rev is.lor Model BMI-1. Approval record 
onci 

MACOONALD.C.E Transppriallon Branch. 88/11/08. 8pp. 47650:213 473S0.2 18. 

-6811160126 Approval record for Rev 16 to Cerlllfcale of Complianco 6957 for Wodol 
SMt-t 

MACOOnalD.CE. Transportaiion Branch 88/11/09- Trensponailon Branch, ip. 
47650.218 47550:219 


DOCKET 71-6076 MODEL: 927A1 8 627C1. COMBUSTION ENQINEERiNQ, INC. 


DOCKET 71-0666 ATOMIC INSPECTION LABS 

8811020082 Forwards model numbers A souroo types & eirengihs fist for cameras u»- 
fiaed by ficsnseo ro OA program l:cense applieaiiort 

ftOQ£HTS.K.L Atomic inspetr-on Labs, me. 86/10/18. QOROAN.l MRC • Mo Oe- 
ta>lad A((4'a(ion Given. 3pp 474f2:142-474i2'.143. 

8811070052 Forwards OA program approval for radioactive man package O660.RevO. 
MACOONALO.CE. TranspOfUtion &ench. 66/10/20. ROBERTS.KL AtonLc Inspec- 
lion LebS. Inc. Ip. 47442 050-47442:051. 

-88110700S5 OA program approval tor rachoacirve mad peckage:0860.Rev 0. 
MACOONALOCE Transportation Branch. 66/10/20 (p 47442 051-47442:051. 


DOCKET 71-0662 BARNETT INDUSTRIAL X-RAY 


8610299119 Notihcatipn ol regisiiation as user of Cenilicale ol Complianco 6076, par 
681006 requosi 

MA«»ONAlD.C.E. Trsnspprtaiion Branch. 86/10/80. VANDALE.M.T. YanKOO AiemiC 
EloetdeCo. ip 47323:272-4?323.272. 

6810260521 fprwa'ds request for addi info re 670104 & 860606 applications lor amend 
to Models 827A1 & 02701 packsges.NRC should be noiineo within 30 days from data 
ol hi when Into wKI bo prervioao 

MACOONALO.CE. Transportaiion Branch. 68/10/21. SCHEREn.Ae. Comboalion Bn- 
gkteerfng. fnc 2pp. 47323:109 47323;l 10. 

6811080323 Appiiceuon lor amend lo Cehlllcalo ol Compliance 6078 loi Modela92TAt 
6 927C1 luel assembly shipping contalrtera, clarlfyirxg ho>w upper end Kiting support 
brackei may be secured to siiongbacK.Fee paid. 

SCHERERAE. Cornbuslion EnaTnoorlnQ, inc 88/10/24. MACOONALD.C.E. Trenspor- 
teliom Stench. 3pp 474T4;153-^A74:158 


8610310383 Forwards Rov 0 to OA program approval for radioactive mail peck- 
ege.0662. 

MACOONALD.CE Transportation Branch. 88/10/34. BARNETT, R. Barnett Industrial 
X-Rny. 10.47375-313-47375.314 

-8810310390 QA program approval for radloacirve mall paci<age;0662,Rev 0. 
MACOONALD.C E. Tfansportation Branch. 86/10/24. Ip 47375:314 47376:314. 


DOCKET ? 1-0683 FMC CORP. 

86103(0397 Forwards OA program approval for redmaclive mall packago' Q663.F}ov 
O.Ptocodures & checkhsis incfuded in application prescribed lmpferr>enUi>on rather 
man commitmonl to follow OA program & not reviowed 

MACOONALD.C.E. Tianspoftaiion Branch 88/10/24. SCHMALV.S FMC Cwp. Ip. 
47360-247-47368:248 

-6610310401 OA ptogtem approval lor radioaciive matl packaga:0663.Rev D 
MACDONALO.C.E. Transportation Branch. 06/1(3/24. Ip. 47368-246-47388.248. 


rw'nt— - ,^604 AMERICAN INSPECTION CO., INC. 

iKon for QA program approval Fao paid- 

lertcen fnspecifon Co.. Inr;. 68/l0/f5 GORDON.L.L. Transportaiion 
0:165 47550:194 


EL: QE>2lPF-t, GENERAL ELECTRIC CO. 

lor lov lo Corlificaie ol CompKariCo 4909 for Model NCI-21PF- 
iid. 

fucleat Coniainers, fno. 88/09/01. MACDONALO.C B. Transpor- 
icn. 51pp. 47490:108-47490:158 


-6811060324 Remfis fee (or 681024 appllcailon for amend to Certiflcalo of Compliance 
0076 

SCHERER, AE. Cornbuslion Englneeflng, Inc. 88/10/25. MACOONALD.W.G. Olhee ol 
Atfministralton & Resources Martagamant. Director (Post 870413) Ip 47474:166 
47474:156. 

69111517008 Advises that Certilicaie ot Cornplianca 6076 tor Models 927A1 & 
emeiyJeO to revise C-E Orewing NMF-t-4l06.Sheel 2 of A.Rev l.pof 801024 
appNcaiion. Approval record end 

MACOONALD.CE TransporlaUon Branch. 06/11/07. MCQiLL.P.L. Combustion Eogi- 
nearing. Inc 3pp 47647:031-47647:033. 


DOCKET 71-8349 MODEL- FSV-l « 1A, GA TECHNOLOGIES. INC. 


8611030426 Requests reglsIraHon as user of Model FSV-I.Fee paid 
eUR^'.RF. Louisians Power & Llghl Co. 88/10/18. Office ol Nuclear Material Safely 
BSaleguards.Oireclor. 2pp 47427:156.47427:157. 

8811070346 Appllcailon lor rev to Cenificaie of Compliance 6346 for Model FSV-5 
cssk.Rav allows uso of oplionai temporary gamma shielding for haidwate ahipped 
willhin <or>(lQurallon of cast as needed. Rev 1 to GADR 56.Vol 1 also encl.Foe paid 
A^LfSSEN.K.E. General Atomics (formerly QA Technologies. Inc./CSenefal Atomic 
Co.}. 88/10/25. MACOONALD.C. Transportatton Branch. 6pp 47458:206-47458:2E8. 


-8611070351 Rev l to Voi 1 to GAOR 65. "Consolidated Oesigri Rept tor Model FSV-l 
Shipping Cask," 

' General Atomics (formerfy QA Technologies, Inc. /General Atomic Co.}. 80/10/25 
45pp. 47456:211-47458:258. 


6611070047 Advises of registration as user of Certllfcaie of Compliance 6346 
MACOONALO,C.E. Transportation Branch. 88/fO/31. BURSKI.R.F. Louisiana Power 8 
L)(^Co. ip. 47442:350-47442:360. 



a9|IUOUU90 ru'weiys tovi^uu pciyva iii ooiufp iir rtf OTguoi rovi 

cash.lncijding cask conflguiations & evaluation of optional temporary sKoM tubes 
ASMUS5EN.KE General Atomics (formerly GA Technologies. Inc /General Atomic 
Co.). es/to/Gt. MACOONALU.C. Transportation Biancti. 4pp. 47494;23B-47494 24i. 


DOCKET 71-6581 MODEL: 61032-1 & 1A. EXXON NUCLEAR CO., INC. 

8811080286 Forwards Flev 1S to Certilicale of Complianco 6501 for Model 61032-1 & 
5t032'ia shipping conia nors Ceriificaio supersedes Ceri-ficelo of Compfartco (7,c1Uf 
840629. 

MACDONAlO.C E. Transportation Branch. 88/11/02. GEHRALO.IO. Advanced Nu- 
clear Fuels Corp. (formerly Ecrtort Wudear Co.. Inc.]. Ip 47475 04?.47475-'052- 

-8811060257 Certilicale ol Compliance OSOl.Hev lO.fot Model S1032-I & 5l032-ta. 
MACDONAiU.CE Transportation Branch. 80/11/02 4pp 47476048-47475051. 

-8811080259 Approves request for Rev 18 to Corlii.caie of Compliance SSai.aulhorN- 
Ing addition to conlonis ol packagos lor two fuel assemblies enriched In U-236 Iso- 
lopo to 5w/o 

WaCDONALD.CE. Transporlallon Branch 88/tt/02 Transportaton Branch ip. 
47475.052 47476 052 


DOCKET 71-6717 MODEL: 8717-8, GAMMA INDUSTRIES, INC. 

8811090362 Requests approval of end QA program lor redioaclive man 
packago;Q506.Feo paid 

COSSKfi DAS Testing. Inc. 80/10/25. MACDONALD.C E. Transportaww) Branch 
ip. 47513 213 47513:295. 

-8811090471 Nolit.os of registration as user ol Certllicelo ol Compliancos 
6717.9032.9033.0035.9036.9039.9066 & 9135 

MACDONALD.C Transportation Branch. 88/10/20. O&S Testing, Inc Ip. 
47613:223 47513:225. 


DOCKET 71-9001 MODEL: IE-300. GENERAL ELECTRIC CO. 

8611180277 Requests oulhoriiaiion to ship two spam luel bundles oxcooding 36.000 
MWO/MTU from San Onofre Unit 1 lo Units 2 & 3 storage pools. Foe pa'd. 
WHEAOON.1V.C. Paciftc Nudeer Sysloms. Inc. 88/1 1/0> MACDOhWlO.CE. ftvbton 
ol Safeguards & Transportation (Post 6704 13). 6pp. 47583.012-4?603'.010. 


DOCKET 71-9006 MODEL: Al SQO SU, TECH/OPS. INC. 

8811150066 Nollf'callon of rogislratlon as user of Certiticaies of Complianco 9006 & 
9007 In response lo 881031 requosi 

MACDONALD.C E. Transportation Branch 88/11/07. MAUNOSKI.J.W. Navy. OopL 
Of, Naval Sea Syatoms Command, ip 4765i:268-4765l:258. 


DOCKET 71-9007 MODEL; 630, TECH/OPS. INC. 

8811080076 Forwards request for rogisiration as user of Amersham Model At- 520 oxpo- 
aure doi/lee & Amorehstn Model Al-500 SU source changer, per lOCFR?!. 12(c)(3). 
MALINOSKf,J.W. Navy, Oopi. of. Naval Sea Systems Command 88/(0/3i. Transper- 
laiion Branch 8pp. 47494:{04-47494:i68. 

-8811080121 Requosia regiaireiion as user ol Model i-520.Paci<age USa/ 9007 under 
terms ol Certificate of Compliance 0007. 

MCCORD.R S Navy. Oept ol 86/09/13. MACOONALO.C E Transporlouon Branch 
3pp. 47494.166-47494.180 

8611160068 Nolilication ol registration as user of Certificates of Complanco 9006 6 
9007 In response to 08l03t request. 

MACOONaCo.CE. TrensporiatTon Branch 88/11/07, MAlinOSKI.J.w. Navy. Oept. 
of. Naval Sea Systems Command, ip. 47551:256 47661:256. 


DOCKET 71-9010 MODEL; NLI-1/3, NUCLEAR ASSURANCE CORP. 

68(0260069 Applicafion for Coriiilcaio of Compliance €0W lor Model NLM/2Cvdfua- 
lion of NLI cask struciuro Involved in 88031 1 ilpover incidoni orKi.Enct proprieiafy >epi 
withheld Fee paid. 

WELLS.AH Nuclear Assurance Corp 86/07/28. MACDONALD, CE Transportaiion 
Branch. 35pp. 47325:283-47325:296. 

881 1030367 Notifies of discrepancy In weld length of cask support breakaway weh) dis- 
cussed as Station 6 In analysis of NlI- 1/2 SAR Revised drawings indcsto correct out 
board walds.W/three oversize drawings. Fee paid. 

WELLS.A.H Nuclear Assurance Corp. 88/68/25. MACOONALD.C.E. Irenspohaiion 
Branch. 2pp 47451:102-47451:105. 

-8811030361 Permits copying ol Drawing 705141. Rev B.es necessary to support NHC 
acifvtfy. 

OiXON.G N. Nuclear Assurance Corp. 88/10/26. MCKNIGHT.J. NRC • No Oeielied Al- 
lillaiion Given, tp. 47451:104-47451:105. 

8811070363 Advises that Cotiilicalo ol Compliance 9010 lor Model NLM/2 package 
amended to authorize contents as stated. 

MACDONALD.C E. Transportation Branch, 86/11/01. WELLS.AH. Nuclear AssuracKo 
Corp 2pp 47459 323-47459.324. 

8611160076 Forwards request lor addi Info re 860808 appi.ealion for amend lo Model 
NL(-t/2 cask. 

MACOONALD.C.E. Transportation Branch. 08/11/07. WELLS.A.H Nuclear AseuratKo 
Corp. 2pp. 47647:035-47647:030. 


DOCKET 71-9017 MODEL: SNAP-23A 1000. NAVY, DEPT. OF 

8810260197 Advises that Certilicale ol Compliance 9017, Rev 3 lo> Model SNAP-23A 
Model 1000 expired on 880630.Use of package terminated. 

MACDONALD.C E Transportation Branch 86/10/20. Navy, Dept of. tp. 47323:267- 
47323267. 


001 iiovvto iNuinios iiiai ^yiinicdiv qi Lrvii*pi Sfiyv ovi i/ lui lyyy va* 

pited on 680630. Uso ol package terminated, per iOCFR71,Subpari C. 
MACDON/VLO.C E TransporiBlion Branch 88/11/07 Navy. Dept of tp. 47547 034 
47547.034 


DOCKET 71-9032 MODEL: 6S0, TECH/OPS. INC. 


8811090382 Requests eppreval ol end OA program for rad.oacl.ve mart 
packagorOSOS Feo paid 

bOSS.KR. D&S Testing, inc. 80/10/25 WACDONALD.CE Transportation Brench. 
IpL 478l3.2f3-476l3.-225 

-8811090471 Noi4,os of roglstraton as user ol Ceriificaio ol Compliances 
67I7.00J2.9033.9M5.S036.8039,S056 & 9136. 

MMIOONALO.C E. Transportation Branch 88/10/20. O&S Tost-ng. tnc ip. 
47613 223 47513:225 


DOCKET 71-B033 MODEL: 660 A 660E. TECK/OP8, INC. 


8810040248 Requests co user authonzaiion of NRC Cnrullcato of Corr,piian:o 9033 for 
Models 660 8 660E 

SEEPOvXfi fnorgy. Dapf. of 66/09/16 MACOONALO.CE. TranspO'iation Certilica- 
IZKlBronch Ip 47641:120-47641:120. 

8811090362 Requests approval of etscl OA program lor radioactive man 
packago.0900.Fea paid. 

CO^!k.H. D4S Teslmg, Inc. 88/10/25. WACDONALD.CE. Transportation Branch. 
Ip 4?5I32I3-47SI3:225. 

-8811090471 NolitiQS Of regisirot'on as user of Corlificale of Comp'iances 
67 1 7.0032.9033.90.75.9036.9939.9058 4 9 1 36. 

MACOONALO.CE Transporlallon Branch 88/10/20 OSS Testing. Inc. ip 
47&I3;223-475I3:225 


DOCKET 71-9034 MODEL: TRIGA-I, GA TECHNOLOGIES. INC. 

8810280137 AdviBOS that aop'.lcalion assessing packago designs aga'-nsl spocific re 
quiiomoi^ia of 1973 IAEA Regulations needed, per 081008 itr.Techn.cai review ol pack- 
age <ii>sfgr^ will be porformod upon receipt of application. 

MACOONALO.CE. Tianspodatioii Branch. 80/10/20. WANGLER.M E. Transportation. 
Oept of tp. 47323276-47323 270 


DOCKET 71-9035 MODEL: 660 & 68DE. TECH/OP8, INC. 


6811090382 Roquosis approval of end OA program lo' radioactive mail 
package 0500 Poo pad 

COSSlkn. 0&5 Tosling. me 80/10/25 MACOONALD.C.E. Transportalion eronch 
ip. 47513 213-47513 225 

-8811090471 Notifies Of reoisiration as user ol Certi'icaio ol Compliances 
6717.9032.9033.8035.9036.9030.9050 & 9 135. 

MACOONALO.CE. Transporlallon Branch. 08/10/20. O&S Taaing, Inc ip. 
47613:223 47513.225 


DOCKET 71-0036 MODEL: C-1. SOURCE PRODUCTION & EQUIPMENT CO., INC. 


8811090382 Requests appiovol of onci QA program for radioactive mail 
P8ckage:0500 Fee paid 

COSS!k.R. D&$ Tosling. Ino. 88/10/25. MACOONALO.CE. Transportation Branch, 
ip 47613213-47613225 

—8811090471 Noiiiios Ol regisirai.on as user 01 Cortihcate ol Compliances 
6717.W32.eD33,9035, 0036, 0039,0056 & 9135. 

MACTONALD.C.E. frar^spoilBilon Biencli 60/10/20 O&S Testing. Inc. tp. 
47613 223-47513:225 


DOCKET 71-9037 MODEL: TRIQA-2, QA TECHNOLOGIES. INC. 


8810280137 AdviSes that appi-caiion assosalng package designs against specific re- 
quitomenla of 1973 IAEA Regulations neodod.per 001006 llr.Technical review ol pack- 
ape design will be performed upon rocelpt ol ebplication. 

MACTONALD.C.E. Transportation Branch. 88/10/20. WANGLER.M E Transpoitaiion, 
OepLOl- Ip 47323:276-47323:278 


DOCKET 71-9039 MODEL: 716, TECH/OP8. INC. 


8810280165 Nolificalion ol regislralion as user ol Cori,licato ol Comp'ionce 9030.por 
680829 requosi Package aulhorized undot provisions ot 40CFR173.416 re use ol 
Spec 20 WC.Provisions ol 49CFR 170.4 72 should be compl,e8 w/for e«port of pack- 

kSkCOONALD.CE. Transportation Branch. 80/10/20. SIMON.J.T. IDM Corp (Interna- 
ikMwl Digital Modeling Corp). ip. 47323 266-47323 265 

6811090362 Bequests approval ot end OA piogram tor radioactive matt 
package 0508 Fee paid 

CC^K.R. D&S Tasting, Inc 66/10/26 MACOONALO.CE. Transportation Branch 
Ip, 47613:213-47513 225 

-8811090471 NoMies ol registration as user ol Certilicale oi Compliances 
6717,9032.9033.9035.0036.9039.9056 & 9135. 

MACOONALD.C.E. Transportation Branch 96/10/20. O&S Testing. Inc tp 
47613:223 47613:225 


DOCKET Jl 9«6 MODEL SPCC 2-T. SOUflCE PRODUCTION A EOUPhmsni w. 

MiiMOM: Pvjocs-s acf-o.ai C e.'Ki Oa program tor tadoaclve maW 

'rslV^i'cYs^ev'M >r^ e?'l0/25 MACDCNALO.CE Traittporiaiw BfWl* 
■; 47fplj2r3-475P52it 

..Mit5SW7t c' ic-ttVja-.on as pjWi oi Cefli*C3te ol Compliances 

f7t7 .y-vv.ii 001590369039,9055 A 9135 ^ ... 

WaCO^'pALOC E rra.'--sporta!on Brarxh i36/l0/?0 OSS Tespag. Inc p 
473li;33473'3??5 

DOCKET 71-9070 UOOEU N-55. NUCLEAR PACKAOINQ, INC 

6611^162 FofnuJs Q!M>f»‘.afV & <VJr^pro^)r.6’,arY fCViSCO SAR Io$ Wodel N-56 pack- 

aoe en re-spcr^e w liPC SS03?9 cOfTTnenls ..r«^r 

fEMUsCJ Pac.^ fPucMar Sysiens, irjc 8S/10P3> MACOONAID.CE. Tranaporta- 
IC' C«r.S:aLon6iar>ih Tpp 4750A '16-47504 1S6 

-SS 11060164 ■<c<'proprtt.''afy Rev 3 (0 ' SAH tor NUPAC 77 55 Packag ng " 

' 7Hji:war Packaging. IOC &5/>0'3l 33pp *7504 '23 4750* '56 


^CI^AtaS^Ans'poriaNOn Branch. 00/1 l/OQ 2pp -'7510 ?ll4 -t?649265, 

-0011150114 Submits approval loconj 10i CotW'ca'o nl Cor'%p'ionco 012?. Rov 
k^CONALOC^^^Tia'ispoNfliion Granch. 80/11/00. Ti-iinsporwlion Dronch -p 
47540.2S6 47540 268. 


DOCKET 7t'9128 MODEL: C-O. GAMMA INDUSTRIES, INC. 

flat 1140344 Forwards Rov 6 (o CofUlicaio ol Complinnco 0120 Iqr Modot C 0. 
MACDONALD C E. Tfonspoflaiion Oranch. 88/1 1/00 noUOt lAN.C. Anioisliairi C«?, 
4pp 47644 20M7&'lAr214. 

-8B11140348 Ce/tilicaia of Complianco OI28.nov 5,lof Moilol C-O Approval rocord encl. 
ua/^yiNALD.C E TranSDortalion Granch 00/11/08 3pp 47544. 212-47644 2i4 


tXSCKET 71-9136 MODEL; CENTURY S fc SA, GAMMA INOUSTniES, INC. 


DOCKET 71-9060 MODEL- HN-6O0 6 NUPAC 100, XESTWOHOUSE-HlTtMAM 
NUCLEAR 


68II02OI23 Subrcs CNS 7-100. Tj-pe A RacNras's Sh.pprfjg Cask*' te appwabon loi 
rer-awai cl Certricata c* CompLar'ce 0080 Feepa-o 

PAC/NPL Cf-errvSjcSejj tnc 60MO'2'. MACOQNALD.CE Tiansporta- 

tcn granch 2pp 47r09 042 * 7409059 


-461 1020 121 Pev Q 10 Type A RaOwSiie ShMing Casii." 

• Cf-er* h'jciea; Syilerrs ine CNSI 9080S1 ROO 68/t0/2l. t6pp 47409044 
47439 053 


t51i0«K2i Cl ro w'.erw 10 liie appijcauiri tor renewal ot Ceitiricaie ol Com- 
pi-a.'ve SC60 Decision based on review oi SAR which rereaiad technical piobicims 
trj! need lo be addressed m event of application lor renewal 
PO/BA y,fcStinohi>iM Wirran llxteii. int 88«'0i2a MACOONAlO.CE NflC • 
So Detailed Ai*riavy> Given 3pp 47474 014-47474 016 


DOCKET 7l-90<9 MODEL HN-tOOS, HITTUAN NUCLEAR 6 DEVELOPMENT CORP. 

8611 140319 ApcAcatcn tor renewal ol CeoiFicaie ol Compliance 9089 lor Modal HN- 
>^5 radwas'e slipping caikPev 3 lo STO-R-02-12. aAR lor HN i94S Radwasia 
Shpbmq Cask Re* " «*£lVr<^«rl^overuega»lVlgsFee pa4 
ROr.BA Hih.-nan Nuclear 6 O^etopmem Corp (suOl of Hitman Corp) 68/10/26 
MACOONAlO CE NRC • No Oeiaried Ahiiiation Given 3pp 47534 201-47534 276 

-68 1 1 140321 Rev 3 to ' SAR tor HN 1»4S RacNrasie Shipping CasL Ref I0CFR7I Type 
A' Pafiegrhg ReguiaUona" 

* Vtinrjbr. Ngcleat & OevNopmem Coro tvjbs ol Hittman Co<p). STO-R-OS-OtS R03 
88/11/01 74pp 47534204-17534 278 


DOCKET 71.9094 MOOEL UCC-«V<C-2 4 IK CIKT1CH6M. INC. 


$611090383 Requests approval o( onci QA program tor rpillpnctivo naJ 
oackaoeOSOS.Feo paid. n 

CO^SS KR D4S Tosiing, Inc 88/10/25. MACDONALD.C.E. Trnnsponoiion Cianth 
Ip. 47’5132l3-475'3:225. 


-8811090471 Notifies of renlsfrAlion as usor 
6717.6032.9033,6035.9036.0030.9056 & 0135. 
MACOONAlO.CE TransporlBllon Branch. 88/10/20. 
47613223-47513 225. 


Of Corhlrcolo of Corrp’-i'coj 


D&S Toslii'O. 'nc- Ip 


DOCKET 71-9147 MODEL; 660, TECH/OP8, INC. 

8811160306 Forwards drawings ro Cprlilicate ol CompHanco 9147 Issuotl loi ModW 850 
sou'co changer, pel ieqiiesl!w/oho ovoisiie diawlnfl. 

flOUGIIAN.CM. Ameisham Corp. 68/11/03. ODEQAARDEN.O. OlfiCu ol Nuclear Wa 
tensi ^fety & Safeguards.DIreclor. 5pp. 47663:072-4 7563 077. 


DOCKET 7t-9t66 MODEL; IR-50. INDUSTRIAL NUCLEAR CO. 


8811180439 Requesls rogiBlrailon as usor of Indusiriol Nucinar Uoriol 1/7-50. 

LYNCh.E. wesiinghouse Bloclhc Corp. 88/10/31. MACDONAI D.CE. TfonspOPai«n 
Branch ipf>. 47665 209.47565:210. 


DOCKET 71-9169 MODEL: NUPAC 14/190L. M & H, NUCLEAR PACKAOINQ, INC. 


6811090366 Requesis reQisirslion as user of NUPAC Modsla 14-100 & 14-210. 
COVEtESKlB,A ALAftON Corp 08/10/26. MACDONALD.C B. TrflfispOflflUOR COiW'- 
CShonBieftCh 2pp. 475'3-,lT6-476i3:176, 


f8f02Mi6l Nctif-caton of rernsvaMn as user ol Carir5cata o( Compliance OOdedter 
681305 leQuesi 

MACOONALO.CE Tr*nscof'*t«h eiarvj' 66f'0/20 flOUOHAH.CM Ameisham 
corp ip 47323 273-4?323 273 


DOCKET 71-9102 MODEL NPl-MWC-E. NEUTRON PRODUCTS. INC. 


DOCKET 71-9166 MODEL; CN8 6-120B, CHEM-NUCLEAR SYSTEMS, INC. 

8811180372 Requests logisiraiion es user ol Modol CNS 8-1200 afilnpino cask. 
MURPKY.WP. Vetmpnl Yenkoe Nutleai Pcrwet Corp, 66/10/24, OtHeo of Nsiclos' 
Maiadst Sslely & 5alsguardS.Oiroctor. 2pp. 47669 036-47509.036 


8810280003 Forwards Rev 6 lo Certifcaie ol Compiance 9i02 lor Model NPI-2<lWC-6 
sHPCnng package per 880331 ler^resiauihOnzing use ol subi packages lor slwxneni 
of radcadtwa man 

MACOONAlOCE Trartsporxation Branch 88/10/20 TURKANISMM Neovon Piod- 
iXls. Inc Ip 47342297-47342300 

-8110280004 Cemheate ol Compliance 9102 Rev 6,ior Model NPi 20WC-6 
MACOONAlDCE TranspertaDon SrancK 88/10/20 3pp 47342 298 47342300 


DOCKET 71-9174 MODEL: 9-147, ATOMIC ENERGY OF CANADA, LTD. 


86"090433 Forwaids proprioiaiy Rov A lo Enginooring Spoc IN/MP 0019 ZOO. ' BtwFo- 
acirve Mail Tiansppn PackegW... Ptocedure,” Requests rof'owQl of Con-licolo of 
Cornpkanco 9174 for Model F-147 be Issued to staloa name & eUdroas 
STB1KE.RK Therai/entcB tnlernatlonai. Ltd. 60/10/25. MACDONALD.C.E Transpof- 
lation Branch Ip. 4754<.036-47644-.03e. 


DOCKET 7I-9M1 MODEL CNS 6-80-2 6 7K CMEM-NUCLEAH SYSTEMS. INC. 


**> appacewn (or renewal ol Com. 
?5^^oMe^w® ® CNS 6-80-2 A CNS 6802A into lequested w.Ui 


IWKET 71-9176 MODEL: NUPAC 14/2I0L & 14/2tOH. NUCLEAR PACKAGING, 


88U090368 Requests leglsviatoh as U86T ol NUPAC Models l4-'90 A 14-210. 
COVeiESKIE.A. ALARON Corp. 08/10/20. MACDONALD.C.E Tranaportalion Corii'i- 
caflpn Branch. 2pp. 47613 175-47513 176 


DOCKET 71-9128 MODEL 20. 20A W. fOK GAMMA INDUSTRIES, INC. 

fM) 138 forwards Rav 5 to CertiAcaie o( Cornpftarrce 9126 lor Atodels SOtaaka a 

ROuGhAN.C AmerVamCorp 

».«'A.60 S 

UACOOHkLOCE Trjnsporubon Branch 88/11/06 3pp 47549 340 47549 342 
DOCKET 71 9127 MODEL 100, lOOA, 200. 2MA, GAMMA INQUSTfilES, IMC. 

•” Comptiance 9127 tor Modek 
4pp 4754928047549286 «w/t»r08 ROUGHAN.C Amersham Corp. 


DOCKET 71-9101 MODEL PAS-2. NUCLEAR PACKAGING, !NC. 

6611230164 Applicailon tor rev to Certificate o( Compliance 9101 for KuPao PAS2 Ri 
rwtoeis ^tionai addition to operator guard that aeparaios lead shot ffom vai' 
opeia'oi Fee pa'd. 

TEMUS.C.J Nuclear Packaging, Inc. 67/02/11. MACOONALO.C.e. TiaAspotioik 
certincaiion Branch. 10pp. 47632:329-47632:340. 

Requests aubmrilal ol fee lor 870211 applicalion for amend to Coil'lica 
AlCompuante 0tBt. 

Menagemenl Branch {86t 123 O70d 131. 87/03/1 
itMUh.OJ. Nuclear Packaging, Inc. Ip. 47632.339-47632.330. 

'®® 8^G211 application lor amend to Certiricais ol Com; 

ancefliBi.per 870310 request, 

''’®- 87/03/13- JACKSON.G. License Foo Monag 
menl Bianch 1861123-870413). ip. 47632:340-47632:340. 


DOCKETED ITEMS 245 


DOCKET 71-9210 MODEL; NUS 10-135, NUS CORP. 


6610250306 Foiwards Rev 8 to Procoduro 7666-002, "Procedure lor Romovlna A Re- 
placing Seciions ol Cask Inner Shell From LN 10-135 Typo B Cask." 

JONES 0. IN Techfjoldflies Corp, (tormerly (.ordon Nucleaf Svcs. me.i. 86/06/22- 
MACDONAID.C.E. Ttarisporlallori Branch. 2pp. 47270;126-47270:134. 

—8810360311 Rev 6 to Procedure 7668-002, "Procedure (or Removing & Replacing 
Sections ol Cask Inner Shell from LN 10-135 Type 6 Cask." 

TAVLOR JN. LN Technologies Corp. (lormorly London Nuclear Svcs. Inc) 86/00/16. 
«pp. 47270.127-<i7270:l34. 


CXXSKET 71-9234 MODEL; HN-190-3. WESTINQHOUSE HITTMAN NUCLEAR, INC. 

881(090375 Requesls registrallon as ussr ol Model HN-190-2 radloactrve maila altip- 

B ing cask 

E&S,JE. General Public UiiMlas Corp • QPU Service Corp. 66/(0/16. 
MACDONALO.C.6. Transportation Branch ip 47538:278-47636 270 

6611140111 Inlorms ol registrallon as user ol Cerlificale ol Compliance 92244Mr 
881018 request. 

MACOONALO.C.G. Transpartallon Branch. 88/11/07. NESS.J.E. General PoWte UM*- 
lies Corp. - GPU Service Corp. Ip. 47637:101-47537;101, 


DOCKET 71-6232 MODEL; 140B. NUCLEAR PACKAGINO, INC. 

8811160354 Requests assignmonl of docket nurnber for Model 140B 100 ion ta-l spent 
fuel caak.Meaiinn ro cask scheduled on 881201. 

TEI4US,Cj. PacTlIc Nuclear Systems, Inc 88/10/31. MACDONalO.C.E Ollico ol Nu- 
clear MatOfial Safety & Salaguards.Oiroctor. 2pp. 47584:071-47584 072. 


DOCKET 71-9510 MODEL: QPHS, ENERGY. DEPT. OF 

6811(60047 Fortvards requesl lor addi into ro 8S0726 appi cation lor reriewai ol Model 
<3PHS packaga. Requests response wilhlrt 30 days ol llr. 

MACOONALD.C.E.iransponalion Branch 80/11/07. MCCA1.LUM,E Energy, Dept. of. 
2pp. 4 764 7:01 7-4 764 7 0 1 8 


DOCKET 71-0901 MODEL; 120, ENERGY, DEPT. OF 

681ID700BO Notilies (hat Cerlificaie of Cornpliarico 9901. Rev 2 lor Model 120 
packafilng.axpirod on 86053 l.Uso ol packaging uncSor iOCFR7i or 46CFR173 471 ter- 
mliwed 

MACDONALO.C.E Transporialloo Brartct) 86/1 l/Ol. MCCALl.UM.E. Energy. Dopl. ol 
Ip. 47442 063-47442:063. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 71-9226 MODEL: QA-4, GENERAL ATOMICS 


DOCKET 72-0003 CAROLINA POWER A LIGHT CO. 


6611180320 Confirms lelcon re 881101 mealing lo diacuae OA-4 6 OA-S spent fuel 
shipping cask designs Attendees listed. 

2imMEh,A. General Alomics (formerly GA Technologies, inc./Qoneral Aicmlc Co.) 
68/10/24. OOEGAAROEN.R.H. Office of Nuclear Material Safety S 
Safeguards, Ovecior. 2pp. 47647.'i76 47647:176 


DOCKET 71-9227 MODEL: OA-0, GENERAL ATOMICS 


6611160320 Confirms lefcon te 661101 mealing (o discuss GA'4 6 GA-d spem fuel 
Shipping cask designs Aliandaas ksied. 

ZIMMER, A General Atomics (formerly QA Technologies. irK./Oenerai Atomic Co.). 
68/10/24. ODEQAARDEN.RK (Jflica of Nucloar Material Safety S 
Saleguards, Director. 2pp. 47847:176-47647:176 


DOCKET 71-9329 MODEL; TITAN, WE8TINQHOU&E ELECTRIC CORP. 

6611150323 Forwards summary of physical & mechanical properlles of tiiankim alloy lo 
he used as strucfural man in Titan cask. Planning mat! tests performed to provide req- 
ulsiie 

SEVERSON.W.J. Westinghouae Electric Corp. 66/11/01. LEE.M. Tranepotleiion 
erench. 14pp. 47662:336-47562:346. 


DOCKET 71-6330 MODEL: 8R-100, B6W FUEL CO. 


6610310097 Application for emend to Ltcertse SNM-2502.ctianoing survei'lance roouiro- 
menie A procedure re removable conlamlnailon on dry sliielded canlgtor In Toch Spoc 
Section 2 4. 

LOFLIN.L.I Carolina Power 4 Light Co. 80/10/13. GRACE.J.N, Region 2, Ole ol iMo 
Okector.^ 47379:331-47380:012. 

6611040253 Forwards notice ol rsceipl of eppl-cahon lor emond lo License SNM.2&02 
ta 86C6I I lequftsi lo allow higher limit (or romova&lo beta & Qainrnh contaminalfon on 
auilace ol dry shielded canister & roviso survai'.ianco requiremonta 
ROUSE.L.C. Fuol Cycio Sarely Branch 83/10/26. UTLEY.E.E. Carolina Power & Light 
Co.2pp- 47435.007-47435.012 

-6611040207 Notice Ol rocoipl of applicallor^ lor amend to msll LIconso SNM' 
2602wA/ndnd changes Tech specs 2 4.), increasing /emovablo beta 6 gamma con- 
temir«ai<on eiic>wed on surface of dry shioldou cenisfor 
ROBERTS.J p. Fuol Cycle Safety Branch. 68/10/25. 4pp. 47435 009 47435:012. 

6811160106 Forwards suppkimeniai rapt ro proopcrouonni iostmg (or ISPSI lor Toch 
SpeM 1 2.t b & i.2.i.g. 

RiCHEYAB. Csroine Power A Light Co. S8/f t/02. Region 2, Ofc of (he Oirocior. 
2pp. 47551034 47551 035 


DOCKET 72-0004 DUKE POWER CO.. 60-269 


9610310067 Raises no oblscuori lo advance const sciMvqs cl ISPSI prior lo licensing 
edion by NRC.por 881011 iii.Sne clearing & fliadmg would bo at riskoluii 
THOMP^N.H.L Ohfco Of Nucippr Maierie) Snfeiy & SAfeguordAOiroclbr DQ/iO/21 
TUCKER.H6. Duke Powor Co. 2pp. 473V6:031-4?3?5032. 


6611010511 Advises that Dockoi Number 71-6230 assigned tc Model BH-lOO shipping 
casK.per 881006 request. 

MACOONALO.C E. Transpprialion Branch. 68/10/24. CHILDRESS.P.C- 94W FuelCo- 
1p. 47402;120-47402:126. 


DOCKET 71-9231 MODEL NAC-CTC, NUCLEAR ASSURANCE CORP. 


861 1090252 Requesls docket number lor Model NAC-CTC combined uanaport cask w/ 
understanding that future meeiings & review of cask ^ NRC will be biUed to OOE. 
WELLS, A H. Nuclear Assurance Corp. 68/10/20. MACDONALO.C.E TraitaportaCien 
Branch. 2pp. 47626:074-47626:076. 

6911150016 Informs Ihal (Docket 71-9231 assigned lo Model NAC-CTC.per 881020 re- 
quest. 

MACDONALO.C.E. Tfansportecton Bfanch. 60/ f f /07. WELLS, A.H. Nudeer Assurarree 
Corp. Ip. 47649:167-47649:167. 


a» 193 10030 Forwards environ assaa&meni 8 fmding <7(no sigmiicaht impact ra 860331 
a^lcadon to const A operaio ISF8I.W/0 end. 

^SE.l-C. Fuel Cycle Solely Branch 86/10/26. TUCKER.H.R. Duka Power Co. 2pp. 
4737«:2ie-47a76:2f0. 

-8610310052 Notice Of lasuance oi environ assessment & finding ol no signilxani 
iiwKt lor Oconee ISFSl at Ocorea Nuclear Slacion. 

R^ERTS.J.P. Fuel Cycle Safety Branch. 8Q/I0/26. 6pp 47376.220-47375 224 

-6610310064 "Envlrory Assessmenl Related (o Const 8 OperaCon of Oconoo Nuclom 
Stadon ISFSl. 

* OKlce of Nuclear Malerlet Safely & Saloguards.Oirocior. 88/10/31. 37pp. 
47370.225-47376261. 

6611090267 Submits quostlon w/discusslon to clarify 861012 roquosi lor Info ro NUH- 
ciOP.Rev 1.NRC requesls addi Info to confirm design basis decelerallon levels lor cask 
drop cases. 

ROTERTS.J.P, Fuel Cycle Safely Branch 8B/I1/0I. MCCONAGHY.W J, Nuiec. Inc 
2pp. 47513 311-47613.312 




NONDOCKETED ITEMS 


10CFR COMMISSION MfETINO RECOROS 

B810370310 Transcript ol 88i0l<t mooting In nockviMe.MO iQ discussion/ poss'dis vole 
on lacii ty lostan Pp i-iOiS Supporting documeniaiion onci 
• Cotr.rrjssloners. 88/10/14 230pp 4732e001-47326:231. 

881031C22S Steif regu'iomenis memo re ComTifssion 001007 moolmg In Roc((viEe.Mt> 
on a'vmatipn/discuss'.on 8 vole 

CH'lKSj Ollice of the Secrotaiy of tho Comrnisalon MGSiOO/O. S6/10/29. 
PARLEn.W.C. Oilice ol Die General (Sunset. 2pp. 47366:189 47368:190. 

881 1810329 Stall reguiromonts momo on 68l0t4 bneling in RocKvi'.lo.MD te fitoposed 
ru'd for tr.a m ol nuclear power plants Comm sS'-on roguesiod NRC io compleN) lutat 
lepl on rnaint pedetmance indicalora 

CH.CK.SJ. Olfice ol Ifte Secretary of fbo Commlssfon. Mfi8i<}|4. &af\0/27. 
STELLO.V Ofcol Iho Executive D.rcctor lor Oporatlons. 1p. 47402 032-<l7402 032 

8811020937 Transcript of Commission OB1010 briefing in RocVvi'.le.MD re cask designs 
tor snipping S storing el nuclear malls. Pp 1-47. 

■ Commissioners 88/10/19. 51pp. 47412:165-47412:214. 


— 8BI1090407 SlaCI roqul'enienls memo re uH motions by Intervenois lor formal beat- 
ings on 831026 In Washington OC 

CHILK.S.J Olfce of me SecioierYOf the Corrrriission. M63I026. 83/il/0t. NRC • No 
Detailed Aliriatlon Civon 3pp 47519:194-47510 2i9 

8911140285 Slafl icguiremenis momo on 681027 brioling by Advisory Commitloo on 
N'jdear Wasis In Rockv.iio.MD 'o nuclear waste rcialoO issues 
CH1L1C.SJ Ollice ol the Secratary o! me Commission. M66t027. 68/tt/08 
MOEILER.D.W. Advisory Commiiie© on NuciQor Waste. STELLO.V. Ofc ol the Exacu 
tivo Diocior lor Opo'etoris PARLER.W.C. Otiice of mo General Counsel. 2pp 
47536167 47836 168 

8811160178 Transcripl o* 881 100 meeiCig in Rockv.He.MO lor d.soussion/ elfumeilon 6 
votoPp 1-3 

* Commissfpnors. 86/11/09 7pp. 47565 211-47665 217. 

8811180005 Transcript of Commission BBittO bne'ing in RockviLo.MO ro Ingl rule on 
stds lor preiocllon against radiation Pp i - 1 03 Supporting documonlaUon onci 

• Coovr^siorietfl 96/11/10. 210pp. 47603.147-4756332B. 


8BI1030204 Stall reguiromonts memo re 661019 brienng m RocKvilte.MO re dltorcnt 
cask de: gns lor shipping nuclear mads 

CHILK.S.X Oflice ol mo Secretary of tbo Commission. MQOtOtO. 66/10726. 

STELLO.V. Ofc ol Dio Exoculivo Oitecior ler Operations ip. 47465 050-47455 050 

6611030209 Stall togu'iemonts momo re 691014 dlscuss-on/possble vole in 
RpcIiville.MO ro plant restart No veto taken et mooting to enable Comnnis&ion to luiiy 
cons dor inloprosonied. 

CHUK.SJ Ollice ol the Secrotary ol the Commission. M801O14B. 86710/26. 
STELLO.V. 01c ol iho Executive Oiroclot lor Oporatlons. 2pp. 47455.041-47455 042. 

8611040030 Stall renuiiomonis momo re 881025 briefing in RocKviHe.MD le TMl-2i>esi- 
del'jeling moniloroci storage 

CHILK.SJ Ollice ol the Secrolary ol thn Commission. M801025. 68/11/01 

STELLO.V. Ole ol the Executive Oireclor for Oporai>ons tp. 47440.020-47440.620. 

8811070260 Transcripl ol 681025 pcilodic bilolmg by TMI-2 Advisory Panel m 
RockvTle.MO.Pp 1-90 

' Commisslonars 60/10/26 93pp 47409.-324-47493.356. 

8811090038 Side presonlalton ent'llod. ‘Comnaiton Odol-na on Ceav Desig-ts for 
Shipping & Storing ol Nuctoar Malls." from 681010 transcripl presonlatlonrovisod. 

’ Commisslortors. 88/10/19. 27pp 47524 Ofid-4 7824.-122 

eSHOOOBSt Transcript ol Commissicn 861027 pjb'lc meoling in RockvCloi, MO lor peri- 
od c biioimg by Advisory Committee on Nucioar Waste Rp i -50. 

’Comm'saWs 88/10/27 COpp 47624 027-47524 095. 

6111090442 Tranicilpi of 6Q1102 dlscussion/aflirmai.on & vote in RocKvrB6.MO i« 
SECY-8B-2S0,deai'ng w/safoguard reguiromonts for fuel laciiiiios possosstrtg tormuia 
guantil.os ol SSNM. Pp 1-4. 

* Coirmissionois 88/11/02. Qpp. 47512330-47512.997. 

881 1000467 Final tosponse lo POIA regueot lot doeumonia.informs mat App A & B doc- 
umanis available m PDR.Porwa'ds pariiaiiy daloied App 6 8 C documonts (tol FOIA 
Examption 5). 

QRIMSLEY.O.H. NRC • No Ootaiiad Alfiiiailon Qlven 66/10/18. WP.ISSMAN.S. Ca'I- 
fOin'S, Siaio of- 7pp. 47516:177-47619:219. 

-86iit>9i}476 Slafl raqu'ramonts memo ro 811112 closed moating lo discuss luniior 
consigeiation of fac.l‘ly seismic issue. 

Cr:lK.S J. Oflica of (tia Socrciaiy ol (fio Conimi4s.on. Nt8t MI2A. 81/11/17. NRC • 
No Delalled Allillailon Gi-von. ip. 47519:184-47510:184. 

-8ai 1090480 Staff requicemonls momo lo Comm.8stonor8 611118 mooing le d«cuS8 
proposed order to suspend oirl low power OL w/d leVing final aclien.Commtssion do- 
c.dad 10 Continue meoling on 81 1 1 19 

CHILK.Sd Olirce of the Socrefary of tits CommlssKin M8ltlt8e 9Vf 1/19. NRC • 
No Ootalled Allillailon Oivon. lp. 47619:185-47519:165. 

••B6110904B2 Staff regu.rements momo lo CornrrJssionors 620127 meoting «o d-scus- 
ston of ul/l rapt. 

CHILK.S.J. Office ol Iho Secrotary of tbo Cotnmlasion. M6201278 62/92/04. NRC • 
No Detailed Aimtion Given ip. 47618:186-47616.166. 

-661 11)90485 Staff raguvoments momo re 821020 rtiaoilng re discussion ol Phase II 
reverillcaLon program lor plant. 

CHILK.S J. Office ol llio Secretary of the Commlesfon. U62 1 020. 82/10/26. NRC • No 
Deiai'^ Afliliatlon Qivon. 2pp. 47519:107*47516 180. 

-8811090467 Staff regulromonis memo re 621029 rr.oeling lo dlscusa pendng aiEuKlca- 
cory maUors in ufii proceed ng. 

CHlLK.S J. Office of the Socfelaty ol iho Commission. M821029. 82/11/03. NRC • No 
Oala’led Allillailon Given. ip. 47&t6:l86-475ie:iag. 

-B61 1090490 Staff regu'iemQnts memo re 621110 meeting lo discuss comments from 
parlies on Phase ll revonflcatlon program tot plant. 

CHILK.SJ. 0fr.ee of ihe Secretary ol ihe Commission. M621110A. 62/11/12. NRC - 
No Heiai'ed Alfifislion Qivon. ip. 475i9:lOO-47Gt9:l90. 

-9811000402 Slafl requirements memo re 630314 briefing on fnlerfm ftidspenderil 
design verification program. 

CH/IK.SJ. Office of Ihe Secrefary of Ifie Comntteslort. M9303I4B. 63/03/t7. 
DIRCKS.W.J. Ofc of Ihe Execuiivo Oireclor tor Operations, tp. 47510:191-47516:191. 

-881 1090494 Stall regu'romenta memo re 840326 meeting re status ol pending investl- 
gallon on plant. 

CHILK.S.J. 0fr.ee ot Iho Secretary of Iho Commission. MO4O320A. 84/03/29. NRC - 
No Oetalfed Al/lllaiton Given, lp. 47519: 192-47619:192. 


-8011O9O49S Staff repuiremenls memo ro 850726 meeling lo discuss pending kwesU- 
gat.ons. 

CHILK.SJ. Ollice ol Ihe Socrolery ol the Comm-aslon. M650726B. 85/08/06. NRC • 
No Detailed AMiMation Given. Ip. 47516;I93-47619:193. 


8811210184 Stall rec^.romoniB momo re Commission 081109 Aif.rmatbrs/ d.scusston & 
voien Bpckvi'laMD on SECY-06-291. Order ro Inhoreni supervisory po-#er over pend- 
ing acBudcatoiy proceed nps appiovod. 

CHILK.S.J oAico ol Iho Seaoia/y of Ihe Comn’.ssion. M8B1I09 86/11/17, 
PARLER.W.C. Oliiceol tho Gonetai Counsol. lp. 47696074-47598 074. 

6811220162 Transcripl ol 661116 brjel no in Rockvil'o.MO ro status of local on of ox- 
piofStorf shall at Yucca Mountain Rp 1-57. Supporting documenfaiton onci. 

* Commisalonors D8/I1/I6. 72pp. 47621 095-47521:166. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEOt/AROS 


8811040386 Transcripl Ol ACRS Subcomm-lteo on Mechanical Corr.ponems 601626 
meeSAP In aolhosde.MD Pp 151-259 

' AOTS • Adv.soty Commiuee on Reactor Salogjatds 86/10/26 I46pp. 47434.074- 
47434:221 

BB110760I4 Transcripl ol ACRS Subcommiitoe on Mochanical Components 061026 
meellnain Rethosde.MD.Pp 1-150. 

* ACRS - Advisory Commftloo on Reactor Safeguards 66/16/26. 200pp 47443:144- 
47443 360. 

6811070017 Tianscripi ol ACRS Subcorr.miiloe ort Mechanical Components 661027 
meolir« to eeihasds.MO Pp 260-409 

* ACns • Advisory Commitlee on ReactO' Sefonuards. 68/10/27. 300pp- 47457.050- 
47456021 

6811140393 Strbmils *ovf on raso-'uiton cl UP) modal ecnc9in$ ihreugh use ol 
WCOBRA/TRAC as best asiiriidie looi under provisions of 8ECY'B3-472. 
SC)tROCK.V.£. Cslitornia. Univ. Of, Berkeley, CA 88/07/06 WARO.a, 
BOEHNERT.P. ACIl$ • Advisory Comrr.iiioe Oh Rooclor Seleovards. tp. 47644:134- 
47644:134. 

9011140401 Summary of 880600-10 lochnicel program group meodng /« code scaing 
appKeMMy & uncena-niy rneihodoiogy. 

CATTOn.J. ACRS • AOvisa-y Comrriilao on Reoctor Saiaguards. 88/07/10. 
BOEHNERT.P. ACRS - Advisory Cornmltieo on Reactor Saloguaras. 3pp 47540.147- 
47540 140 

88 r 1 150024 Responds lo Commission commenis on iiaff o.sposiiton of SSCY-e7-2i i 
based on info ol 886722 meeilng.Need lor one key ImJrvldual lot each plant as NRC 
manager oversee’ na licensee pertormance w/no other responsrpifri-ss stated 
BARTON.PH. Barton, P,H. 08/07/28. WYLIE, CJ., HOUSTON.D. ACRS • Advisory 
ComrnfKeo on RoBitor Sefeguerds ?pp 47545.'028-4?545 OSO 

8811150028 Comir,on's on ACRS Advanced Reactor Designs Subcommlitao 680803 
rreeDng.Mo^ier HTGR physlss rneihodoiogy eppeats in nood ol subslaniial vorilica- 
fion i possibfe fuilhcr devoioptnonl 

LEE J C. M-thlgan, Unix. of. Ann Arbor, Mi 88/06/05. EL-ZEFTAWY,M. ACRS • Advi- 
sory f^mmlrtee on Reactor Safog'jards. 2pp. 47645;224-47546 226. 

8B11IS6031 OiscuBSbs consultant leai for 660721 ACRS Thermal-Hydraulic Subcorrm-I- 
leo mestfcig.Two maior Issues ro B&W d'scussei) during mcoimg Indudad ays ellocis 
test programs A once- through sfoam goneralor (oliow-on program rosufie. 
SUlLivaN.LH Los Alamos NaVonal Laboratory. N-6-ae-003. 66/00/04. WARO,D. 
A^S • Advisory Committee on Roaclor Safeguards. 3pp. 4764S.f0t 4 7645:t03■ 

8BI116l>O^8 Summarires ACRS Theimal-Hydreullc Phenomons Subcommiltae meoling 
ot) 680721 in WB5hlngion,DC. 

TIEN.C CadforTto. Unw. of. Beikelev, CA. 86/08/08. QOEHNERr,P A. ACRS • Adviso- 
ry Commllieo onRsaclor SafOQusras. 2pp. 47548.105-4 7546:106 

8811160056 Submits comments & observeHons on 631005 subcoinmiiteo moellrg re 
PRISM SER dralt lepi Agrees w/neod lo obtain beiler undoistanding ol physical pho- 
nomena ihat might occur «n core diarupilon. 

AVWY.R. Aigonna Nabonal Lsboretory. 86/10/26 WARD,0. ACRS • Advisory Com- 
miiiee on Reacloi Safeguards. 2pp 47546:103-47946:104. 

88U160070 Summary of ACRS Advanced Roaclor Designs Subcomm,ltaa 600166 
meeting in WashlngioaDC re review of dralt Commission paper on severe accidents 
& conlalnmanl issues for DOE- sponsored advanced roaclor designs 

* ACRS • Advisory Commitioe on Reactor Salegua-ds. 86/01/14. ACRS ■ Advisory 
Comm'itlee on Reactor Safeguards. 11pp. 47645:160 47545:160. 

88111S0090 Summary ot ACRS Subcommiltae on B&W Reactor Ptanis 660503-04 
mee lings in Washington ,00 to rev,ew reassossment program. 

* ACRS • Advisory Commitioe on Roaclor Safeguards. 68/07/14. ACRS • Advisory 
Commiliee or) Reactor Saieguards 22pp. 47545:194 47645:215. 
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■' S3pp <7545 ?69-4754S 326. 


Advisory Cornmilloo on Reaclor Safogiifl'da. JOpp. “IVO-IO 005-476'H>-004. 


U'iiM'18 '•■j-r-iT, cf ACRS SuCcowmnM on Improved LWRs 880531 meeimo in 
/.!•.- .■ -j c«(xoco4^rji« onstandifduaiionolnocieaf ptenls 

' > * ?■ vy* (>.rv'j’*ee on Reactor Sategoafds. 88/07/t<. ACRS • ArMsoor 

.j Sa'c^jl^hIs t3pp 475<S0t&^75<5 027 


M>ir5CU$ •j-'-itf c< ACRS Sotrcony^tlee on Advanced BWR 860601 meeting in 
V‘4-.-.i '4 *rai approval oI sW piani concMl 

■ Tc/j C^r^rmee on Reactor Sategrjards 88/07/tl. ACRS - AcMstvy 

- ri:^^.-;,Sa'«gur3» 2lpp 47551 20e-<75SI 228 


i>"5C750 i.j-marr d ACRS 336ifi meet>og on 860602-04 h Washinoton,OC. 
«,--u -*•. )• 7= rartcebji o< acendeee.fiAote agenda & lesi of other documenis 

• « > . '. »>■ 

' ‘ ■■ 1 ^.S'KTf Ccr-s->ree cn Reactor Sategoards 68/06/02. ACRS • Advisory 
, Sa*«>ar* 43rp <75*5 226-<75<5 268 


Mt 1 1)4752 cl ACRS Subcornm<nee ort RetraCatr^ Assurance 860614 nteeKno 

r- v-fs: y. K rvnen cyitw^ 0* KfjptRwrt QuaHjcabon • RsW Settling Study I 

.• ot oil A-46 

• * ; ; Ajv-se/y CcT'y^ee on Reactor Safeguards 68/06/t5 ACRS • Adviso/y 
Be*;r-cr Sjrtgaards i9pp 47S45 161-47545.179 


Mt’tsjju 5vi-r jr, si ACRS Uasrt Sticorranmee 880615 rneoimg in Was)iingion,OC 
■a *•*; I in-rat-vet i opsons 

• * Ccr-tr«f,ee on Reactor Saleguanfs e8/07/tl. ACRS • /tdviso/y 

.. .<■ eeattor SiSegL,irK I6pp 475500t9-475SQQ38 


MtttttMf Swri^arn ot ACRS Aoraneed Reactor Designs Subcommittee 860622 
1 - Aasrjfjjtcr' OC to rer'e* dra*! S6R ior modular hoh terrip gas cooled re- 

' j Ad.-w, Cor’vnttiee cm Reactor Sategoards. 88/07/13 ACRS - Admaorv 
‘ Reaew Sa'egu^ I5pp 47515088-47545 102 


**1*'^*** V?'^' ^ SiAeomrrvOee on Severe Acodertls 880713 (neeiiiui (n 
^ irWaton plan lor e«osure pt severe accidem issms 

* ' V A,v%y, Oor-mmee on Heeetoi Saitjuards 88/08/t3 ACRS . Advisory 


-■-•'vfee zr Reactor Sa/e^Si 53pp 47550«9J7S50.tt». 


''’***^ "" 880714-16 w Wasf^tgtoft OC .e inte 
»vaK«t«^^$2deto!5.i^ 

?T^?' ' evAAcm ol Operating eimertence A worfunon^a 

tL- 0" Reactor Safeguards^ 88/1^14 ACWS^^dvtsoiv 

« u- ReiKtor SeJeguird* <0pp 475<5 327^7546 007 '‘wwory 








— ' V* •»* «• rrrnv 


"«*<ng V Si*cornmiltee 880803 


Pftrlgpp^.TerJrrioltWy A Cn- 


Ai.«4 /«SK«rr CcrmxtM on R«kw 


Ai-f^ ^ HtrtirfiY ^WRs document 

*^«r Sa/ag^ ??S?77SI5^5!f!;^5<?IS'®' 

*8ltfS63M ^a'vtary s# riifi- , .,,. „ 

'>-Viee 

MfItlOlOO &a!Vt4rt d ACRS p . _ 

'■ 880810 
Aft Ol C^lrol Svi •• ^ 


Wwmap, tf ACStS ia 

8,,^ S£^7&^5M di'®* 

i aA« ^ 


PNosc^hy. Technoioov A ch. 


8811150408 Summary of ACRS Subcommfitoo on Malm fVncticos A Procdt/uras 6603Ci 
fltaeting >n Soihosda.MO to rovlow advancoU notico of ruloninhinp. 

• ACRS • Advisory Commlttoo on Reactor Snloguards 00/(0/07. At'US • AtfytsoA 
Conifpniee on Reactor Safeguards. tOpp. 476‘17:2<lO 476'17.256 ’ 


8611160410 Summarfaes ACRS 34 1st mooling on OQOOOO-iO in Colfioccfa.MO re pro. 

E osad feslart ol Pilgrim, tJSI A-45, "Stiulclown DHR Roqnlromoma" A IVA 1o$uy,i 
a/nad el/orl. 

Kfftfl.W. ACRS - Advisory Comntiiioo OP Roactor Salogunrtlg 06/10/03 ^ECiitiv 
Commissioners. 5pp. 47546079-47645.003. 


8811(50412 Summarl/os ACRS 342nd ritooling on 001000-07 in notliOfrda.yD re 
weapplication SER foi mocMai HTQn A liconsmy of aH cjiomicnl t&o*.op« onncl-rwii 
lacDilfes 

KERR.W. ACRS • Advisory Commiiioo on Roactor Salogunrcla. 00/10/26. ZECliLiV 
Cornn^SSionarS 4pp. 47643.0Q4-47545.Qa7. 


8811160414 Summarizes ACRS 340iti mooling on 000011-13 in WnsfilrifllO'i.DC ro pro. 
nosed resolution ol USl A-47, “Safely (mplfcQliona of Control Sys." OSI A*17, '*6^ 
inleraciions in Nuclear Powor Planis” A NUREQ-l 160, ''Roncior nish Rof Documorr 


KERfl.W. ACRS • Advisory Commliioo on Roaciof Snlogunrils. 80/00/00- ZCCif.l.W. 
CommiesionefB. 4pp. 4764S;067.47S46070. 


8811150416 Summarizes ACRS 3D0lti mooling on 000714-10 fn Was'ifngtO’V.OC to d.v 
cuseACRS rapt on key liconslna Issuos ro DOE- aponsoiod roncior iroeions A SECl’- 
88-147 .E Barnard 891 109 momo onci. 

KERR.W- ACRS • Advisory Commliioo on Roactor Snlonuartla 00/00/04 2CCH1.VV 
Comnysa'oners 8pp. 47545;2ie‘47S45:223. 


*® 11220277 Transcripl of ACRS Subcommitioo on Advoncod DWRs OOM 16 mooimo p 
Beinesda.MD.Pp 1-237 Supporting documoninllon onci 

Advisory Commiileo on Roaeloi Snfoouftids. 00/11/16. 4(K>i'n. 476<14 0u- 

A/nOS Si /A 


ACRS GE Advancod QWn Subcommllloo itieollnn on 601 115 
. 230-405 Supporllng dociimonlalion onci 

Reactor Saioguards. 00/1 1/10. 220pp. 47623 221- 


AOVCM NRC ADVISORY COMMITTEE 


'^rte^NTmSoXSe* por 

irc^^A I'i r ''’® Secrotary of Iho Commission. MflaiOES. 00/11/01 

sifcuo.v Ole of the Eicocunvo Director for Opotnllons. Ip 47440.020-47440 020. 


**^S.MOPp^i‘.Oo' Advisory Pnnol 

• Commiisioners 68/10/25. 33pp 47493:324-47493.35a 


pi'blic mooting in RockvWo, MO »« pod- 
ootobMiing by AcNiseiy Commiiieo on Nuclear Waeio Pp 1-50. 

CommlBslenere. 80/10/27. eOpp. 47624;027-47B24.095 


“liidtSwafto ‘'7 Advisory CommltldO 04 

oSks J Om?« At^ '« tolsiod IMWB. 

mSeR OW P' I'’® Commission. MQ0IO27. 66/11/08 

Sve &eetw lor^Oo^i£?^^ STBLLO.V. Ofc Of Iho Gxocu- 

47S36.167-47636-1M RARLER-W.C. Office of the QoneiOl CouhMl. 2pp. 


Reactor ^aisgST 6?p''475iBV2®%“6«585.^ ComrMtod or 


ol a^c^ai^^^ceMea A ewnnip^*® lochnical position te guidance for doloimln«ltor 
paiedSunamic pai^ fo de^^^^^^^ procossos A cvenis.Uao ol artHcl- 

MAXWf Lt D W AHi^« u? ®* . Obscure. 

ComrniltM’^ R„cto ' MERRIU.O.S. ACRS - Advisory 

Wesle. ip. 4754<;2e7.<7fr4<^“g7‘**' MOELLER, O.W. Advlao^ Commilteo on Niiclea.' 


odtTOcMsesa evBms°” Bonario technical posinon ra aniicrpalod 4 unanbcii 

M0EL[.ER,D.W- Advil 


•veois 'OsJiting'FremV^i^^'t^JIfll^J ooticipated & unanllcipaled processt 
RAGE.b M. SlSnl^d Jnw 'na 66072'-22 meetings, 

jsnee on Nuclear Waste' MERRIll^a 5;*0£1-*-ER,D.W. Advlaory C 

Safeguards 4pp. 47547;i32.<7Si7:i36 ' Advisory Commllloe on Ref 


^clear Wasie e0O913.|4 mooling 
Waste. SBpp.A/baa jsg^^yg^^.g^'^®®’*- ®®‘'’®'27. Advisory Commliioe on Nuc 


COMMISSION HRC COMMISSIONERS 

Pr^pa'^tiresa lasuaa & oppoe 
re^C{vIl®'’,o'P«P'ic health & Sly w/fuH awareness ol ret 

of 8pp. 4736l;i^7.4?°3e®'® 4 ®®^'°'''^- OUKAKIS.M.S. MassachuseHa. Common 
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S8t0l60S07 ExpresROS opposiiior^ io restart ol laciMy Requests refusal to resttfiunid 
im-oerc'/ response plans complotud & losied b/ iul'-scalo gtapad olls-Io exeroso 
D'jkAKiSMS, Mnssact'usotts, Co-'nmonwoaiih ol DB/lO/lt. 2CCH.L Comnuion- 
ers 6?P ‘>7361 130.47301. H4. 

8010260160 Responds lo 031012 Or re readnoss ol laci'ny lo rosvma nonna' 
o|)craiio>'.s t4RC will not aulhorbo rooia't ol plant unt i a I avai'ab'e Into Kas been con- 

2ECHLVV Commissioners 00/10/13 BAnflY.CV. Massachjsoiis, Commonwea'in 

of ip'47268 347 472663'18 

-8610260190 Informs ihai E: Uur|i)iy wul ropiosoni Corpmonweaiili of MA at NRC meet- 
ino lo consider ulil roquosl tor permission to roiarl plan! 

QAnRYCV MassocMusoiia. Comrnonweolifr ol 00/10/12 2ECH.t- Comirisawtois 
Ip. 47266 318 47266 340 

8610260231 M recorpi Ol 000916 Hr rc codoa of praclice of IAEA Nuclei' -‘ieloVSida 
Program US govt believes Umt codos consiitulo approprlalo safety slds (O' use In 
agency ass'sicd projecls 

ZECHLW Commisalonors OO/lO/ll HLlx.ii, iniornat.onal Atomic EneiQv Agency 
20p. 4>268 30I-'I7268.302. 

8810260268 AcK rocopt of 000716 Hr conlr-bji-nn to Qnhanc.ng local, Siaio S lederal 
oKoci.vonoss Issues raised undor rav.ow by NRc or oiliotwiso subj ol staK actons. 
ZECH.L W. Commissioners 08/10/14 TEDFOno.C.F. Coniotonce ol Rad alron Con- 
trol Program Oirociors, Inc ^PP 47260:168-4726Q:1QQ 

-6610260264 Pprwa’Os documanis Idonl-lying somo gOQie & accomp'-shmenls ol aulhor 
8 somo special issues opproprlaio lor NRC consideration 

TEDFOD.C. Conleronco ol nadiollon ConUol Piogrom Ol'ocloia. Inc. 80/07/15. 
ZECH.LW Commissioners. 16pp. 17260:176-47268 189. 

6810260300 Expresses regrui for removal 0< reopiorti by seci-niy guards (tom Commis- 
sion 661014 mooting Desire lo roccivo views ro tosi mony pieson’ed to CominlssKin 
at rr.eei ng siaiod 

ZECHLW Comm-ssionors. 88/10/14 AGNES, P.V/. Masaachusofis. Commonweanh 
ol. ip' 47323 271-47322:271. 


—8810260445 Requests that subcommiiice be Kepi -n’ormed of any plans by NRC I 9 
(aha o/rfofcamarji BCi'Ot.or npi 10 lake enlorcertc:ii aci-on.re a'lcgairons oJ miscan- 
dud^senlor manager el p'ani 

SHAW».PH. House ol flop, Energy 8 , Comtr.erce. 89/C9/t4. Comtr.issoners. tp 
47321.343-47321343 


66I0260S3S Responds lo 600309 Ilr re B Risashcr request mat ACRS address & lo- 
spond to concerns ta proposed toslad nl plant 

ACH.LW- Comm-ssioncrs 68/10/04. MikUUSki.B A Sonata ip. 47324'214. 
47324 216 


-8818360537 Fanwards Hariord County CO'jncilworna't.B Pisacnar.s&O/OO lii raising 
concerns re ptanl lor responso. 

MIKULSKI, 8 A. Senate. 86/08/00. ZECH.LW. Comm-sspners. 2 pp 47324 215- 
47324:216 


6910270187 Emends Inviialion to Jot Commiss oners & NRC in foTnai coremeny I 0 
dedM:a*.e new WNto Flmt headqjartars bldg on 881 130 

ZCCH.L.w Commissioners 66/10/14 AUSTIN. R G. General Services Adm nstraiien 
Ip 47396008-47368:006. 

6810270242 Responds allinratively 10 reimbursabla dsta 1 of JC Ma'aro to surve as d-- 
recior ol sys analysis 01 Monitored Reiravab'e Siorege Rav.ew Cotr.rrssionper 
880014 requasi. 

2ECtl.L.W. Commissioners. 08/10/03. PARKER, FL Mon lorcd Rotnevabie Siotaga 
flev'ew Commission. Ip. 47364. 147-47394. 149. 

'6010270246 Requests ibai Commission detail JC Ma'aro 01 RES lo servo as director 
ol sys analysis of Mon loied RaiiiBvab'e Storage Review Commission. 

PArKER.FL. Monitored Relr.avabia Siorago Reviow Comrriission 89/09/14. 
2ECH.I.W. Comm ssloners 2pp. 47301.146 47364:149. 

9610270416 info'ms ibal results of Intaiview of 1 1 uiil omptoyees by Of will bo mcorpo* 
rated into Ol rapt of invostigaiion re p'ont. 

ROBERTS T.M. Commfssoners. S3/i39/2f. SHARP.P. House of Rop.. Energy £ Coip- 
tnetco ip 47335 346-47335:346 


6616260316 Rospontis to QB0012 Mr ro rosuHs of NRC iniog-aicd assossmeni team 
insproiullsol rocont SALP & cuiiorxi siaiuSQI emotgoncy plann-ng at plant. 

2ECH,L.V/. Commiasonora. 88/10/13 SlUODS.Q.t. House ol Rep 2pp. 47266 354 
47266 356. 

-8610260320 OiecusSQS danger Ol tooponlng of plant. Ro^-uits ol SAIP 6, curroni stauis 
ol emergoncy plnnriing do not worroni immodlalQ (ooponing ol p'ant 
STU005.QE. House ol Rop 89/09/12. 2ECH NRC • No Doioi'ed Alhkaiion Given 
4pp. 47206,356-4 7200 350. 

8810260926 Responds to 000029 Ur to rosuiis Ol NRC tnioa'alcd esaosirnoot team 
insp.rosuiis Ol loeonl SALP & ciirront eiaiui ol nmoigoncy p anning at pietKi.Confitms 
681012 roquosl to eddross Commission ai 081014 mooi-n^ 

ZECH.LW. CommlSdonors. 68/10/13 KERRY, d.F. ^nato. 2|»p 47266:349- 

47260353 

••8810360327 Raisos soiious concerns ro poss b'o restart of piani Uroos ii>ai Commis- 
sion posipono rosiQil Jocision uniil concoma fu'-iy oddrossed 
KERRY.JK Sonaio 00/09/20. ZECH.LW. Commlsstonora Zpp. 47266.381- 
47266 352. 


'6810260326 Roquosis opporluniiy to prosoni losinnony on issue ra rosiad ol p'ant ai 
661014 tioaring 

K6nRY,J, Sonaio. 80/10/12. ZECH.L Comrnlsslonoia fp. 47266.353-472W353. 

6810260337 Conliims 001005 roquosl IO address Comm;ss.on senodutod 881014 meet 

ino re proposed foslfltl ol plant. 

ZECH.L W, Commiosionois. 80/10/07, STUDOS.O E. House ol Rop ip. 47305303- 
47385 304. 


9910270427 Rosponds lb 86D817 lii re puh'iCBlion h nowspspets ol NRC mvesiigaiion 
ol alleged incooni ai p'ant Commission did not ai. '.bonze re'easo of Ole ol invosuga- 
lion lepi 

nOBEhTS.TM C&mmissloneis 89/09/23 SHcLTON.DC. Totodo Edison Co. Ip 
47396:2964733629$ 

-•6t(>Z7O420 Oiseussas 990617 story in Totodo B'adP re OfOea ol lovoslgsi-on repi 
concerning 861231 incident involving plant manegorFu'l investigaiipn by Ole ol In- 
spect 6 AudiKv or diner ofe re leieese of rapt raQuesteu. 

SHElTON.O.C. Tcdedo EdiSPn Co. 1570 88/08/|^ ZF.CH.UW Commisstonets. Opp 
47336 267.47336 269 

98 10310016 Coni ims 861012 roquesi IO address Commission at 69i014 meaUna re le 
start of plant Commission ai'oiiad iima lor persons! appaerance ai bognn ng 0 ! mad- 

ilcH.i.w. Commisa'ore/a 88/10/13. KERRY, JF. Senaia. app 47377'20S- 
473 7 7:210 

-6610310020 Roquesis ihsi Commission postpone lesiart ol plant untl concerns re 
pub’ioheaidiAssieiyansweied . 

S(ERnv.jF. Senate. 96/00/29. ZECH.L.W Comm.sstoneis. 2pp. 47377:209' 
47377:210 

9910310268 Forwards domiieO responses to tour spacMic recommandAtioris coniainad 
in subcommitiae on ovetsiQbl & invesigabons lepi. "Threat From Subslsndard 
Fesienets is Amaiica Losmg Hs Grip," par 990939 Ur 

ZECKt W Commfssfonars 88/10/10. OINOEU.J D. House ol Rop.. Enargy 4 Com- 
merce 7pp 47375 165 47375:102. 


-M1026034I Requosis opporlufvlr lo spoaH ai 881014 macing re reopemrto oi pteni 
STUODSGE House ol Rop 00/10^6. ZECH.L. Commlssoners ip. 47395 304- 
47395 304. 


6810260392 Conf.rms 081007 roquosl lo eOdiosB Commission- af 881014 meeting re 
proposed rostan ol laciiiiy. 

ZECH.L.W Commiss.onor8. 88/10/07. MURPHY,e. MassachuSOMs, Cornnomwiallh 
of. Ip. 47289.033-47269.033. 

8610260404 Forwords documenis ro 1075 l-te at plant Documonis provtde over^ w 
experionco w/sigr^ilicant (iro ibal resulted in spurious corrponsnl operaiWAloss d 
cpnlrpi luncHons & o/foneous ceni/ol room Insirumoniaiion read ngs.W/o ends. 
ZECH.LW. Commissioners. 88/10/07. PROTSENKO.A Union ol Soviet SocakstRo- 
pub'ICS ip. 47323:271-47323.271 

6010260413 Conlntns 000020 request la address Commrsslor? dwvw 881014 rwanng 
re proposed testarl of fscilily Any toslon decision wi'l be based on |udgemeni ol ade- 
quacy of p'anl.mQi & oMsuo emergency planning. 

ZECH.L.W. Commissioners. 88/10/6 t KENNEDY.E.M. Sonaie. Ip. 47324:300- 
47324.302 


'0610260419 Expresses concerns over proposed rosioti ol plant 8 requests opporwi-ty 
10 address Commlss-on during 881014 meeting. 

KENNEDY EM Senale BB/09/28 ZECH.LW. Commissioners. 2pp. 47324.301- 
47324 302. 


8810260436 Informs ifial siell compleled review of portions ol Ole ol invesligai'Ws r^ 
addressing Illness lor-duty Issues ro senior manager al plani & i.eensoe irwesfcgsaon 

ol Issues, Forwards AB Davis 881003 Hr ro resolution ol issue. 

ZECH.LW. Commissioners 86/10/05. SKARP.PR. House ol Rep.. Energy S Com- 
merce. Ip. 47321:337-47321:343. 

'86102604(1 Requests repi re results ol uiil reviews ol plor^l manager f 
lot on 661231 & evsiuai on ol procedures In place lor ensuring proper mamlol comioi 
room decorum, with n 30 days. , ... 

DAVlS.AB. NRC • No Dolailod Allillalion Given. 68/10/04. To.edo Ed.sonCo. 8pp 
47321:338 47321:342. 


-6610310271 Rsquesls advice ra NRC acilons 10 be lahen in responso to enci subcom- 
mAioe on overs-gbi 4 invasl gallons tepi. "Threat From Subs'.ar.dard Fasierers (s 
America loMng Us Grip." 

WNGELL JO. House ol Rap. Energy A Commerce 68/00/OB ZECH.LW. Commis- 
Stoners ip 47375 102-47375 162 


8810310341 Weekly Info repi (or wk ending 881014 
HOYLE jC CHcoi me Execulve D.ieciot lor Operations 88/10/20 
4737S 280 


28pp 


47375:253- 


1911030146 Weekly into repi lor wk end ng 881021. 

HOYt.E.JC. Ole pt too Executive Director tor Operations. 68/10/27 36pp 47422 249- 

911*1 


11040004 Ftywards Index & documents provided by Region Ml ro 3M case lor place- 

nenfln POR-Racerds numbered I ffirougn 340 

JEVERUXSE.G Ollice ol Nudeer Maladal Salsty 8 Safeguards, Director 80/10/12 


-0611000064 Submits daly stall notes for 80Ol22.Oft 680l22.Ashland Ctiemical ^<3 re- 
ported that ton'jing air gun defective, a'lowmg Po-2l0 coniammation to spread to 
workers ctoibino. Air samplss revealed no evtoettca ol a-tborne coniaminaiton 
STEULOV Ofc of the Executive Director tor Operations. REGM 089 69/01/25. 
ZECH, ROBERTS. BERNTHAL Commlssionors 2pp 47531 0n-4763l:Ol2. 

9911040218 Responds 10 860915 Ur re B6123I incident al plant 4 NRC polcy lor daier- 
mmtna whether NRC or freensee should tnvastraafe such cases Pokey on deicimming 
who should investigate allegations slated in end Manual Chapter 0517 
ZECH.tW. Comm ssioneis 88/10/31. QLENN.J. Senate. Governmental Atfa^rs zpp 
x-ic-ia tar.MiKta-OJT 


-6911040216 Discusses allegations cor.ie’nod in Comm-sslon rept ol invesiioabon of 
861231 inddenl el plant Eitpisaai'on of policy In delarir nmg wheiber or not NRC wi.i 

GL^^**SeMie.^Governmental Aflalrs. 8B/09/I5 ZECH.l. Commissioners. 89pp. 
47638:189-47539 277. 
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miasioners. 5pp. 47S58:0I ^ ®«/'0/17. ZECH.L.W. Com- 


B'"lS3§ip:~-«-~ 

47588:0.9..7S07:027, AHilla.ior, No, Assigoocf. Jpp 


* BLAffiIjl,^®ft lha E?ec[Xe n- '’“'"S 081020 . 
<7477:277. ''’* Direcio; fo/ Operations. 


08/11/02, 3epp. 47477;242. 


USSEiss^^rzir: 


MessaohaseO, Con,m«„. 

881,0M473 Ack r^jajs7n» ^^ . - 


- — .^1 

S CAols sh<w( 
No Do 


k'wnsjoyfeo flic 

COOKA.V WQr A'r.J'k' M«iii(oa ® — n, « «7i^i 

failed AHHlafen olvJn. app''47S06;O54“i'7SG|.^'' BENSON, J. NRC ■ 


iliti^siiliSi 
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MAnSEN.e.R. Refluralten nAi«i Waste 

D«»««d 4.„.XK?terM7& 

.fli 4^4 4/lwv* A_ 


47506:O57.4SS??. eB/O^/O0.^ECH,L.W. Commissioners, 2p, 






061114006 — '•Awiioirv« 

oSSr *“™"« .« 

««.:,69: "' "-P »«l<.«a. 2 £OH,l.w. 


'r* '•/u-»v:io». 


<76S6.Wi.«t»eS're.°'^ ®™"'P «8/tO/OB, Altllalion N„| As.lgnod, 


5HAH°i,P,a 

111740254 pnni«ar>4a r.i. .. ■■_ 


ai?r£fH¥» ™ ° “ 

476e»W6. "' "'“'a-v 01 «» OommiMioA, eB„o,„, 4pp, 47586 : 0 ; 


w' nep.. 

omerflsnev classlflcalion ays via-a-vla French «q,.™ 

sas«P7Miff--oT5o.Ko.A,;u„:o:::r:^^^ 



■ voieiui consioi 

J75S6;o>";47telv,'»™'' 



VOUNQ.C, AfKDatlon Not Asalgned. i| 


ip, 47630:O6<.4753e oa4 

'’■*'04. - ,r.. ;-"=ia,- ft w>mn»efce. 

■451114d9A7 "*ic 



476e6;078-475C6:004, 


afiootlag pubi 
Commisstonera. 


TS1iiSs.r:..:;~~:,,rr ■'Sisg£'Es=.'i«.s 

'11150307 Roauaata»r ........ . ‘'^®®®-'®«'-'/586;0a4. ' ''^^'^ned, 08/04/20, Zech.L. Commk.inn^.o 


47686«70.,75iffiD" »8'07/07, 2E0H,L. Commfalon,,.. 7, 


W - saw*, vopp. 


• J'Wr AtMailor®N^^I'"r^?®B^ power > 

476e6.l«r.7"Sa BB^O4/20 "‘='zech,l. Commissioners, 


^'blaHaUl.'oWi S e Siftivfl ni 

47680:276. DIreclor lor Opera^ons, 80/1 1/09. ggpp, 47660;243 


'e Teoh Specs 

‘I750a-O85.47586;O93, 00/04/18. ZECH,L. Commissioners. 5p, 


S.H.tt.6pp.476M;.L4reSl‘3B.“'™"" “K'""®''.. 88711708. OHAHAM.B. 


47586:0,4.475Sia.''"' “«''00. R.g,.„ 3 , 0,0 p, , 4 , D„od„,. Op 


*---• • -• »r ronif.o. 
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monwealll,' of. 4pp. 

ZECH,L. Commissioners. 13pp. 4S572!ll7?4757|fi2i '^^'"°"weallh oi. 88/10/12. 




4*iui M&signed 


ling nonce of receipt , 
info oncl. 

Hulemaking & Fuel Cycle. 8p 


YOUNG C Arm? ?’ ™' Accident ” 


3pp. 


YOUh^f'^awL^^-'^®^® ®f Accident " 


. .vwiyuou, OUUO, 

BLAFS?Jl.!ofc’^f*(ha Exe BBHIO. 

47503.054. Director for Operations. 88/1, /le. 33pp. 47683.02 
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..•1230247 Re9pori(]s to oppoai of portiol donial ol F01A roquesl tm App F 
rtofumonts Request approved In pari S. donioa in pan. Poillona of Oocunterus 
1 3 S 23 ?5 8 atlQchmenls to Documont 20 withhold (rol FOlA exemption 5) 
r'niik S J Oflico ol Iho SocreiQfy ol iho Commission. B8/l1/t4. FlAUUANi Govern- 
moni AccouniabIHy Pro.oci 3pp 4760't;357-‘175Q5 052. 


-B911230250 Pertielly dolotod memo ro Stall actions on Qlc ot Inspaciot Auditor lepl 

STEUofv. Olc Ol the Exocutivo Oirecioi for Oporations 86/12/09 2ECH Comims- 
Sioneis. 6pp 47604:360 47585.003 

-8611230257 Partially dolotod Hr lo Comancho Peak. 

2ECHI.W Commlssionoro. 87/01/20. ROOERTS Commiss'.onofs. Ip. 47585016- 
47585052 


COKTBACr NRC CONTBACTS AND MODIFICATIONS 


8610260089 NoliUcation Of contract oxocution: "Study on Troin'ng & Fxperionco Ciilarta 
lot Personnel Irtvolvod in Modicai Use ol Byproduct Mall." awarded to SC&A Inc. 
MCLEAREN.T. Contract Nogotiation Branch-l 00/09/30 FUf^CHES.JL Proorem 
Msnaflomeni. Policy Dovolopmoni 6 Analysis Stall (Poai 870411). KAnAGiANNlS.H 
NflC - No Oeia loci Alliliailon Given, ip. 47322.107-47322 241. 

-86102601 10 Contreci: "Study on Training & Expotionco Cnlona lor Potsonnol Involved 
In Med-cal Use ol Byproduct Mail." owoidod lo SCSA.inc. 

' seSA Inc WiCoiNS.E.J Division ol Conitacia & Property Menagemem (Posi 
660515) 38/09/30. I34np. -17322. 100-47322 24). 

6810270466 Notilicaiion Of controci exocution.Mod t t.to "Lease oi To'eco(r>inunicai.on 
Ecu pmeni." Coniraciei ATST inlo Sye 

FLYNN MJ. Contraci Negotiation 8ronCh-t. FIN 0-t8St. NnC-33-87-238. 88/10/18 
KRUZidPC Division ol Computer & Tolocommunlcallons Sendees (Post 870413) 
WOOOA'lL.K. NRC - NO Ooiallod Aflillol-on Given Ip. 47335:278-47335.260. 

-8610270472 Mod 1 t.lncreaslnn funding. lo "Lease ol To'oconvnuntcatlen Epupmeni" 
’ AT8T Inloimatlon Systems. WIGGINS, E J. Division ol Conliacis & Properly Manage- 
ment (Post 880516] FIN D t85t. NnC'33-Q7-23e 08/t0/l& 2pp 47335270 
4733S20O. 


8611020066 Notiiicatlon of contract exccution.Mod B.lo "Toehnicsi Assistance In Oevel- 
of^ng & Implementing Piegrema £ F'roceduroa lor Reactors Roouiting Special inep 
Resou'cos ” Ceniracioi nosourco Todinlcai Svcs.inc. 

PAQE.M Contract Admlnlatratlon Branch, FIN 0-178? NRC 0387-I18. 88/10/31. 
BAJWA.SS Plannng, Program 4 Management Support Orench (Post 670411). 
PULS'.PHER.K NRC • No Doieiiod AIMIOtlon Given. Ip. •17410:2S4<474i025S. 


-8611020091 Mod 5,piovldlng Incremonlel funding to. "Tochnlcai Asslstence In Oevol- 
op'ng £ implementing Programs £ Procoduros (or Roaciors RoouHing Spedoi insp 
Raseu/cas.'' 

‘ Reseurco Tochnlcai Services, Inc. EOQEWORTM.P.J. OivcSion of Coniracia £ Prop- 
erty Mansgomeni Post 800515). Fin 0-1787. NRC<03'07-iio. eo/iO/Di. ip. 
47410:255 47410:266. 


6611020147 Notification of contract oxocution, Mod 30,ta "Tochn-cai Assfsienco in Sup- 
port Ql NRC Reactor Licensing Actions." Coniracior.Scionco Applications inti Coep. 
PiEL0S,J. Conlraci Adminlslimion Orancti. NnC-03-Q200G 88/09/28. BAJWA.S. 
Planning, Program £ Managomoni Support Branch (Post 0704ti). WEST.K.S NRC • 
No OeiailocI Affiliation Qlvon. ip. 47400:300-47400.320. 

-6611020155 Mod SO.making admin atronon changes £ corrocnons lo Mods 21-24.27- 
30 £ 32-34, to "Tochnlcai Assistanco m Support ol Reactor Licensing Actions." 
ROOEHAU.T.J. Scionco Applications iniornailonoi Corp (loimoriy Scienco Applica- 
tions. me). EDGEWORTH, P.J. Division ol Contracts £ Propoiiy Manegomoni (Post 
80OSI5). NflC-03-83-080. 80/00/20 12pp. -17400 300-47400 320. 

6611020326 Nouticalian ol controci oxocution: "Timu-Oapendant Risk Evehisllon lor 
Aging £ Tech Spoc Appilcallona." nwnrdod to Appllod Qiomoihomaiic.lnc 
UMBEL. 0 ONision ol Contrncta £ Property Managomoni (Post 880518). FIN 0-2509. 
NRC-04-88-107. 08/00/20. GUSTAVE, R. Progrom ManogomonL Pokey Oovoloptnoni 
£ Analysis Stall (Post 070413). ROQINSON.R. NRC - No Dolailod Afi4«i>on Given. 
Ip. 47409.326-47410:102. 


-861 1020330 Contract "Timo-Oopondont Risk Evaluation lor Ag-ng £ Tech Spoc Appli- 
cations," awarded to Applied Biomothomatic.lnc. 

GINZBURG, T. Appllod BroMalhomaUcs, )nc. SMITH.P.A. Divialon ol Contracls £ Prop- 
erty Managomoni (PobI 08051S). FIN 0-2508. NRC-04-00-f07. 88/09/20. 122pp. 
47409 326-47410:087. 


-8611029333 Exprossos approciatlon lor oflorl os prlnclpelinvosllgalor IncroaUngprod- 
uct under S0IR Contract NRC-04-37-367. 

MURPHY.J.A NRC - No OotoHod AIMiatlon Given, NRC04-87-367. 00/05/10. 
QtNZBURG.T. Appllod BloMathomallcs, Inc. ISpp. 47410 088-47410:102. 


8611020432 Not-licaiion ol contraci exocution.Mod 37.to "Tochnlcai Assistance In Sup 
port of NRC Roactor Licensing Actions " Conuectof Scienco Appi cat ons Inil Corp. 
FIELOS,J A. Contraci Administration Branch FIN 0-2103 NRC 03 82-096. 68/09/28 



-6611020438 Mod 37,piovicl.ng increrr.ental lund no. to "Technical Assistance In Support 
^ NRC Reaclor Licensing Actions." 

* &lonca Applnraitons Intemaiio.'ial Cerp (formerly Se'erwe AppicaMns. Inc I 
EDGEWORTH, P.J Divis'on of Contracts £ Property Managamoni (Post 880515) FiN 
0-2103. NflC-03-82-096. 88/09/28. 3pp 474t4:l77-474i4.179. 

8811030232 Nofi/icaton ol grant execution ‘fourleenrh LH Gray Conlerenca at 
Oxl(Kd,England Entitled, low Dose Rad alien ■ Biological Basis ol Risk Assessment,'" 
awarded to Univ ol Tennossee. 

9A2lN>P. Contract Nagotiation 6ranch.2. FiN G-1143 NRC-04-86-153. 88/09/16. 
GOSTAvE.R. Office ot Nuclear Regulatory Research, Director (Post 860720). 
nOECKLEIN.A. NRC - No Detailed Afliiral.on G'ven. tp 47439.210 47439:297. 

-8811030234 Grant: ‘ Fourteenth Lit Gray Conference el Oxford, England Enbtiad. low 
Ooso Radiai-on • Biological Basis ol R-sk Assessment,'" awarded to Untv of Tennes- 
see. 

FLV.E.H. Tennessee. UnIv. ol. Knoxvl'.le, TN SMITH, PA. Oivis-on ol Contracts £ 
fVoperh' Managarnani (Post BBOSlSf. FIN G-ll-13 NRC-94-60-I53. 88/09/16. 65pp. 
47439211-47439:207. 


6811030437 Notification ol contract axeculon.Mod 3, to "Specialized Technical Tra nmg 
In Pwfl Training." ContraciorResource Technical Svcs.Inc. 

BELL.5. Contract Adminislraiion Brarsch FiN 8 8798 NRC-28 87-417. 66/10/12. 
SPESSARO.RL Division Of Operational Assessment (Post 070413). SHOWE.S.K. 
NRC - NoOalBiled Alliliailon Given, ip. 47427.158-47427:160 

-8811038456 Mod 3,revlslng indirect rate clausa to, "Specialized Technical Traming in 
PWfl Tralrstig " 

FElImOUS.RA fleaource Technical Services Inc. HAOAN.T. F. OtMSWn of Coniracia 
£ Property Management (Post B6051S) FIN B-8798 NnC-26-8?-4i7. 86/10/12. 2pp. 
4742:^164-47427 160. 

88(103047? Noiificafion ol contraci execution. Mod 7, to "Regulatory Analysis lor Gener- 
ic issue 23.Rescior Coo’ani Pump Seal Failure." 
Conitecior SBA 3ubconiiBCioi:Scientech. 

FIElOS.JA. Contract Administration Branch FiN D-1760. NRC-04.B7-397. 66/09/27. 
OUSTAVE.R.P. Ptogiam Managemant, Policy Development £ Analysis Stall (Post 
870413). JACKSON, J. NRC - No Detailed Alfiiiation Given, ip. 4?422.060-47422:066. 

-881 1030487 Mod ?,mod'ly"$ siaiemeni of wotk.corraeiing conlraci amooni £ incraes- 
ir>Q lurtding obigatsd, to "Ragutaiory Analysis lor Generic issue 23,Ra8elor Coolant 
Pump SeelFafure." 

’ Snw'4 Business Adm nlsiistion. YBARRONDA.L J Sdonioch Inc. EDGEWORTH, P.J. 
Division of Contracts £ Property Management (Post 06O5f5) PIN 0- 1750. 6fRC-04-£7- 
367. 88/09/27. 6pp 47422:081-47422 068 

88li(M0i74 Noiilicstion ol coMreci execution, Mod 5, to "Cost Analysis ol Proposed 
Changes in NRC Req'.utomenis Having Economic Conseouencas." Cotiiractor:Sciance 
£ Engneering Assoc, inc. 

MEEKAN.e. Ccmuacl Admrn-sliat’On Branch. FiN 0-1216 NRC'04'87-068. 88/10/31. 
GUSTAVE, R. Program MsnsQsmsni, Policy Devaiojyneni S Analysis Sisil (Posl 
870413). FElO.S. NRC ■ No Detailed Alh’istiOn Given, ip. 474SS 183-47455:184. 

-8811040176 Mod 5, adding inciemomat lundnaio "Cost Analysis of Proposed 
Changes in NRC Rsou-rsmenis Having Economio Consequences " 

* Scleftce £ Engineering Associates, Inc. EDOEWORTH,P J. Division ol Contracts £ 
PropeiW Managemonl (Post 880515} FiN D-I2t8. NRC-04-87'06e 88/10/31. lp. 
47456 184-47455 184 

881 1040191 Noliiicaiion of contract execulion.Mod 8.to "Engineering Cost Analyses of 
Proposed Changes in Requirements." Contraclor.Sclence £ Enginooring Assoc,lnc. 
MEEHAN.B Contreci Admlnislral-on Branch. FIN D't424. NRC.04-87-400. 88/10/31. 
GUSTAVE.n Program Managemenl, Pohey Development £ Analysis Stall (Post 
870413). FEID.S NRC ■ No Detailed Alliliailon Given ip. 47440 001-47440.002 

-88(1040195 Mod S.providng tncremontal fundmg.to "Engineering Cost Analyses of 
Pioposed Changes In Requliementa." 

* Science £ Engineering Associates, inc. EDGEWORTH.P.J. Dwision of Contracts £ 
Pic^erty Msnagemenl (Post 860516} FIN 0-1424. NRC-04-B7-400. 86/10/31. tp. 
47440002 47440.002. 

8811870073 Notiiicatlon of contract execulion.Mod 3B.lo “Technical Assistant lor Facill- 
Uos Requklng Special Assistance." Coniraclor.Paremeier.Inc. 

MEEHANB Contract Admlnlstrat-on Branch FiN D-2101-9. NRC-05'86-lS6 86/10/ 
26. CRIMES, c.l. Olc ol Special Projects. CORIEY.O.J. NRC ■ No Detailed AltiLallon 
Given Ip. 47460:026-474^.027 


881 1020407 Notiiicatlon of Contraci oxocution Mod O.to "Support Svee for Eva'-ualiort ol 
Severe Acc-denl Phonomona." Contraclor.HMI. 

PAGE.M Conlraci Adm^JsIralion Brancfi FIN D-1605. NRC 04-07-08a. 88/10/17. 
GUSTAVE. R Program MonaQomont, Policy Dovolopmoni £ /Inalysis Slall (Posl 
870413). WALKER.T. NRC • No Dolailod Aflilial.On Given. Ip. 47410;240-47410.24I. 

-881 10204 1 1 Mod S.provWirtg Incfomonlol fondmg.lo "Support Sves tor EvakiaVon ol 
Severe Accident Phenomena." 

Baitolle Memorial Inslitulo, Columbus Loboralotios. HAGAN.T.F. Division ol Cofb 
tracts £ Property Managomoni (Post 880616), FIN 0-1505 NnC-04-87.066. 88/10/ 
17- ip. 474t0.24l-474l0.24l. 


—8611070078 Mod 38, Increasing funds lo "Technical Assistance lor Facil-iles Requiring 
fecial Assistance." 

' Parameter, Inc. EDGEWORTH. P.J. Division ol Contracts £ Property Management 
(Post 880515). FIN 0-2101-9. NHC-05-88-t58. 68/10/28. tp. 47460 0 2 7-47460.02/ 

6811670331 NoiifiCBlion ol contract execulion.Mod l,to "Improved Methods for Piedici- 
mg Fiekl-Scele Contaminant Transport In Heterogeneous Unsaluraied So'is" 
OMitradorMIT. 

BELIS Contract Admin'siiatlon Branch. FIN 0-2044. NRC-04-6d 074. 88/10/19 
ARt.OTTO,G.A. DiviS'-on ol Engineenng (Post 670413). NICHOLSON, T.J NRC - No 
Oefa'Jed Affilrallor) Given. Ip. 4746t:322-4746f;323. 


8611020417 Notification of contract oxocution, Mod t.to "ITS End Usof Support Svca." 
Contraclor;AMCl. 

F1ELDS.J. Contract Admlnlatratlon Branch. NRC-30 09-230. 08/10/20. SCOTT.S. Divi- 
sion of Information Support Services (Posl 070413). VANDUSER.K. NRC • Mo Do- 
lai'ed Alfiiiation Given, tp. 47400.063-47409;064. 

-6611020420 Mod 1, revising Section H.l.kov potsonnol ciauso.lo "TTS End User S*4>- 
port Sves." 

’Automatic Manogoment Consultants, Inc EDGEWORTH.P.J. Division ol ConUacIs £ 
Property Managemenl (Post 000616). NRC-30-80-230. 08/10/20. Ip. 47409.i«4- 
47409.064. 


-8811070336 Mod t.providing Incremental funding to. "Improved Methods lor Predicting 
Field Scale Conlammanl Transport in Hotemganoous Unsaluraied Soils " 

• Massachusetts (nstiiute of lecnnofogy. Cambridge, MA. HAGAN.T.F. Division of 
Connects & Property Managemenl (Post 660515} PIN 0 2044. NRC-04-66-074. 66/ 
10/16. ip. 47461:323-47481:323. 

8811070339 Nolificaiion Ol contract execution, Mod t.to "irradiation Embrittlement ol Re 
actor Pressure Vessel Steels." Contracior:Mails Engineering Assoc.Inc. 

BGLl.,8. Contract Administration Branch. FIN 0-SB459. NRC-04-86-072. 06/10/19. 
ARLOTTO.O.A. Oiv/sfOT) of Erjgineorlng (Post 870413). TABOADA.A. NRC • No De- 
tailed AtfiPelion Given. Ip. 47461:081 47461:082. 
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" E"*bntllement of flo- 

A»s®c.a(QS, I-^C MAGfl«,T.r Olv.vofvot CoMtacia & ftopofty 
474nvaal?" eoosis) fin D sa^aa nrc oa aa q 72 08/10/19 ip 47-i6i^2- 


**cIh Mam *«ecui;o/»,M<xl lO.lo -PwMt.vp. Remo<t-sl & On- 

hS^on’i^Assoc * Pe"PJ'0'8l Equipmcrn - Contiacuy Cwnpulor 

Acfirinislratoa Binnch. Nnc-33e62?6 8U/II/03. SCOTTS. 
SEF3p*?iLjrtM ^ Res-ou'ces Manegemoni, OL-ecloi (Posi B70413). 

otEHCnMANJ. NRC • No Oe'aled AfliLaUon Q.'.on ip 'i?4?7A95 4747718®. 


''*□ p«rt(J'<ranco per.od & ir.oCity'ng oqupinoni 1.91 tof Sys 

EDGEWORTHP J D.vl9ion of Conitacls 8 
474*77 80/11/03 3w> 47-177 »86- 


spp'cc'tt’.oo lo ox’.eTKl iBim ot roam conuart lo covoi Data 
nnlcr-oi. fu/ida 

FIFI nc l'■■n Ei^g-'iesfi-'a Associaies, Ire. NRC-33-86-276 06/09/30 

474V7^i99-47rt7®7®l'09° * Pioperly Managwont |Po9l »80SlS» ip 


comiecl «<ecu’.oo Enaa ol Aging on Response Trfno ot 
UmVifV S®/'SQ'8. awarded lo Ara^sis 8 Measure<neot Svcs Corp 

QUSTAVP ftp PIN O-2S0a. NflC-04.a8 103 68/09/28 


QURTAUP «Dn>^. riN u-i-bOJ. NHC-04.a8 103 68/09/28 

0:^41 II FAnm/co^e Z'^'i Oaial^ii^an' 8 A/!aiysis Stall (Post 

Oataifed Ariiiai.on G«-on ip. 47535100 


'®SnnVftru^^2il°T'5V o'Ag ng on Pasponso Time of Nuclear Pfani P.assuto 

° Analysis 8 l/easuramen! Svcs Corp 

r«nt/nri?A’o^ Anaiys's 8 Meaaweroem Services Corp SMiTM.P.A 0.v>s»ort of 


r'^nZnW.Z e a O aerviCBS 3MHM.P.A avASion Of 

& S9p 1 47^^6!'(09ri3Tl27‘ """ NRC-0. 88 .02 80/ 


881 1 10025T Rov 2 lo noilficai.on of conl/aci axocuiion, - Lafi Scud-ae of TtiarnvxKMver. 

oonIsFv M '.ttensng ' arva/dod lo (5o:o.-a(» Siaie^iv 

^«TAvTi: « «nlfa0l Acfrr.inisiralon Branch. FIN 0-2079 NRC04-88 090 68/09/12 

0704141^ nAkirol??''®i‘^Ai2lr'’®?.®'’«'’'-. ^*'''9 Oave'opmaw & Ana-Vate Staff (Post 
070413) nANDAi.L.4. WRC • No Oatailad AMawwi Qnion ip «7SiO i96 a7$ioi^ 


®®IAPA «x«cui!on. •rochn.cel Assistance to Sianoihao 

Coniracwten Johnson Assoc, tnc 

M CiVwrv.tSa Nagplalion B/anch-l FIN 0 1057-9 NRC-02-69 001. 88/1./ 

^04 MVSirifms V Oe’'«'0i>rnoni 8 Analysis Staff (Post 

0/04 1 1 j. wtnPS.L NRG • No Qaiaiiod Affus'.on G>en. ip 47S5i273 a7W3C»3? 


”'®irtr!sioSil®e^''B®B' ••Technical Assisunce lo Sifenaihea IAEA Safeguards” 
jpHNSON.e R. ER. Johnson Assoclaiss, me WiQ&tNS.G. avision^rt (^nirscis 8 
fg^pp 5??9“"|?4!47 sWo 37 0 1057 9. NfiC-03 89 001 86/1 1/02 


«*4C0i’04.M0d 2.10 ••St/oc«A-.«(J Technica' Trarvng 
JA DWR Tro-nlnfl. ConitacKir.Rasouico Technical Svcs me ^ 

S5i:t5iir?!J5^**^L f IN 8 8787 NftC 2687.416 e8/»l/oe 

^e/el'ohfll Assassmeni (Posi 07O4i3i rtOESSLefiSO 
NnC • No Ooiailod AflitiAl'onGivea Ip 47SS2 269.47532 29t 


''lO'/ect rate clausa.io Spec-al-Md Tachrtcal Tteinwo tf» 
PWn Training. •' 

Mt^RARY.J.A Roaourc© Tect^cal Swv.ces. me. HAGAN U Dwis.on of Comracis 


& Pr^opo/ty Wanogomonl (Posi 890515) FIN B-8707 NRC-26 87-416 M/U/oe'2M 

7532*290«47f>$2- SO ^ 


8811170089 Noli'.cai'On Of coniraci nxecuiion.Mod 5,lo ' Oala entry Suooo-t & Reiai«4 
Svea." Concrflclor;AIC Analysts Corp 

KNOX.E. Coniroci Adni.r.tsliaticrn Branch. NnC-3l-87-20B 88/11/(14 FOSTERWH. 

RETTIG./ NRC - No Ontaiad Afc.iaiton Own ip 

47o72'2nO'47S7S:S^o. 


•ee 1 1 1 70092 Mod S.oxlsnding coniracl penod for 1 wk.io "Oaia enliv Sopoort & fleist. 
ad Svcs.'* 

• AlC Anelyala Corp EOGEWORIH.P J Gvison 01 Consracts & Prooenv Marmon 
moni (Posi 680516). NFfC-3 1-87-296 86/11/04. Ip 47572:247-47572 247^ Manege 


8811170096 Rcayesis extension 01 connact lor 1 wK throuaheSltfi 
lriCKMAN.J. AfC Analysis Corp Nnc-3l-07.296 88/1 f/04 HUGhESA NRC - No 
Oolflilod Affiha'ion Gi/on. fp. 47572 248-47672 248, ^ 


6811160302 Nohflcation ol coniracl axecution.Wod c.tp "Tetecommunlcaiion Svcs” 
ConlfOClor.ATflr Commu/ilcatidns 

PAGE.M- Coniracl Adminlsiielion Biancli FIN 0-1651 NRC'39-8e't78 86/11/14 
KRUSAK.P. Oividion of Co/npuier s Telecomrounicatone Services IPom 8704131' 
RiCKenr.H. NRC • No Detailed Alfifiation Givon Ip. 47583 020-47683 021 


-6811180318 Mod d^dding incromamal lund.og.lo 'TeleoommuniCtttionSwcs” 

* AT&T Comrnunlcoilons tDG^ORTH.P.j. Division of Convacis & Piopanu Man 
aflomoni (Post 0B0S15). FtN O-ISSl. NRC 39-66-I78. 88/11/14 Ip 47583 621. 
<.7303 021. 


8811100326 Nolibcahori ol coniracl execution.Mod 1 to. •'Oaia Entry Supooil Svcs lor 
ROolorv I." Oontiector WPson Hewrti S Assoc. inc 

OOHSev.M CoAtraoi Atfroinistration Branch NflC-28.80 276 88/11/14 

MCOSCAR.J.J. flog-on 1 . Ole of ihe Direciof WARTINSON.P. NRC • No DeWed Af- 
liliaSOn Given. Ip '17SC2'3S3-47582:356 


-8811180343 Mod l.rovisma S®cuon H i. "Ksy Parsonnei” to delete R Ftowors & sub- 

Sltluio O GasWosjo "Data Entry Suopon Svcs lor Rag^jn i •■ 

• WHsoj. Howlll & HAGAN.T F. Dvision ol Coniracls 8 ftoperty Marv 

aoomoni (Posi 880616) NnC-2a 88-270 88/11/14 ip. 47582854 47562354. * 


Requests lis'-na ot O Gaststne as key initivirlual on Conitad NB3-39W- 
2/neneciivG rrrmea'aioiy.n French w coniinuo as backup person Ip/ fliIS 
sySHosuroo onci 

W-ison HowiH & Associaias, Inc NRC 20 89 270. f/0003 68/1tiC? 
^M335S 476823°" °' ^ Properly Vantigomcni (Post 880515) 2 dp 


9611T0O355 Nolif.caiion ol coniracl oxocuiion.Mod 2,io ■ Cfnerpencv Response Oii 
Sys l/rnieroemai on- Contractor El (ml.lnc 

Admlnlstrai'on eranch NBC 28 •67-120. Oa'Il/t. 
2^ .. Diviaion ol Operai'onal Assossmoni (Post 870413). i-iICKMAfiJ 

NRC • No Deio'ied All I'aiio.n Given, ip 47583 351-47583 355 


— 89ffl80367 Mod 2, revising siaternont of work 8 increasing arnooni til conL-atitc 
tmergen^ Response Data Sys irnpiemeniaiion ” 

MASINGTON.O.K. El imemationM, (nc COGEVVORTH.P.J. Divlsicn ol Co.-rUafs i 
™P^7 Managerneni (Post 880515) NnC-2687.420 88/11/14. 4pp 47563352. 


8611190380 Noiilicaiion of coniracl oxocuiton.Mod 8.I0 ■•Gononc Issio 23 'Re«-<K 
Ca^ii Pump Seal Fel'ura,’" Coniracior SBA. Subconiracior Sccniech 

Adromiairaiion Branch. NnC-04-87-397. 08/ Hit* 

r/SR'®'” Ma'’30eroent, Pol'Cy Oevoiopmoni & Analysis Staff CPvSl 
870413). SHAUKAT.K. NRC • No Detailed Allihation Given ip, 47578;JOO-47578.191. 


-98 1 1 180:^4 Mod e.cliarging des'gnated project officer to, '•Generic Issue 23. Ticacioi 
CotHanl Pump Seal Fo'.'ure 

• Small Susinooe Adroin'eiiotion * Scienlech, me. F.DQEV/ORTH.P.J. Div,«ion ot Cen 
tracts (870413 880514) NnC 04.87-397 88/11/14 Ip 47578 191.47679101 


861.21(^61 Mokfitaion of torritaci execolion: ' Mai' & MossonoBr Supporl Svc.” er-a-j 
«a 10 D^amic Concopis.lnc 

Contract Negoiini-on Branch-f. FiN 0-1909 NflC-39-0D-l3f 80/11' 
*1. “S®”'® o’ Inlorrnaiion Supporl Services iPoet 070413). lAVlNS.P. NRC 

- No De!ai.'ed A/lilieiion Given, ip -17504 021-47595 090 


-Mtl210366 CohMaeV ")4ail & Messenger Support Svcs," awarded to Dyne.Tk 
Coocepis.inc 

WAMNS.R.E Dynam'c Concepts, Inc. SWAlLES.M.P, Divis'on of Comrecls & Proper 
4^75^021*^95 090*' 0-1909, NRC-39-e9-l31 08/11/10 27S?p 


6611220*27 NoHicakOh Of Coniracl execuiipn.Mod i,to "Technical Asa'sianco foi D 
Renewal Ru'e," Conuaciof S8A.8ubcohif8Ciar;Scnw»t*ch.lPC, 
ftiieTAuCft o 0*"^^’’^ '’'*''®'’°'’ FIN 0-20919. NRC-04-ea-095 68/11/1 


ftis” V’OI'W'I OIK'IVII riiv u-40l»l». NMU-Oa-OO-USa 00/11/1: 

QUSlAVt ftP^ f^Mtern Managomom, Policy Development & Analysis Sialt (Poi 
I). CtEARY.D NRC - No Oeiailod Alli'iQUor. C.var> ip 476l70()5-470l7-jy>l 


070411 


addiiiQ new paragraph ra pub/'caiion ol lO- 
Tochn'eaf Assis'ence lor Oovaftipinu Uoanea Ronawai Rulo." 
S^iBusmess Admin-suaiion. ' Sdanloch, Inc. EDGEWORTH, PJ. 0,11810/1 ol Con- 
OOOS15), FIN 0-20919. NnC-04. 88-095 88/11/ 

15.2^. 47617096-47617097. 


01 coniracl oxecui'on.Mofl M.io "Commercial Facllil'oa Mgi c 
'X®'"’ ControctOl.Paraons QrmtkoihoK Matnt Svea 
Contract Admmisiraiion Bronch, FiN D-ESlO-O NRC-fO 87-171. 88 
47$»02^47«3V24^'^'*'°" °* & Propofiy Management (Post 080518). If 


-M11230156 Med u.eiorcislng novl option to extond contract lor addi l2-mont 
Iron) 601 107 through 691 fOO.to "Commotclal FeciM'OS Mgl of Ona Wh'to FM 

Memienance Services, me FLEENOR.C.M. Contreci Adir ni‘ 
heilon Branch Fl.N 0-2316-9. NRC-10-87-I71, 80/U/06. 2pp <17623 023 4762302/ 


eemwies Nmi'iCBlihn ol contract execution, Mod 5,io "improved Methods ot Chaiac- 
lerweiron 4 Modeling Coniarhinant Trar\5pon Around Hlnh Level Radweslo Sues." 
Con!raciot;Univ ol Aniona. 

Deieilod Atiiiienon Givon NnC04-86-i23 98/1 f/10 
Managernem, PqIicv Oevelopmcivt & Analysis Stall (Pos'. 
B/0413) hANOALL.J. NRC • No Dolailod AfUiaHOn Given Ip 4762/184-47622 186 


Mod S.provfding addi compulet equipmenl under Soclrntr G 0, "Govt Fur- 
mhed Properly, to "Improved Methods ol (iharacieriraiion 4 Mode-'ing Conleminarvf 
TierNMort Around High Levo) Badwasio Sites " 

^ELER JT. Arizona, Dniv. of. Tucson, AZ. HAGAN, T.F. Division ol Conirscis 6 
"^^’^gManagemenl (Post 880515) NnC-O4-0e-123. 68/11/16 2pp 47622:185- 


FOlA TREEOO)4 OF INFORMADON ACT REQUESTS AND RELEASES 


6808190110 FOlA requesi lor info on past present 4 ongoing opotai.ons of Auc 
to^>: o ^ proposed demonsi/alion Incfneraior site 
^HtNCH.B.C Or«0 Noilhein UnN., Ada. OH,. 86/07/30. GRlMSLEV.D NRC - No D> 
161*00 Afiiliotion Gfven. 2pp. 47390 238-47390 239 


r0q'40sl Ipi documenis re borefiex used in higti-density tuoi slcira£ 
reduc^ ’0 determine extent lo which margin of subcriticalily In sponi fuel goo 

’hfotmaiion & Resource Service. 68/09/21. GRlMSLET.O.l 
ivBfto 1®-*. * Resources Managemeni, Director (Post 670413) 2pi 

1 3 ? *4 F 682. ?32 


'0' documenlol-on resulting from peer review ol NUREG Cl 
sludy o shipping coola^n©/ response lo severe highway S ra.iwey 0C< 

Assigned 60/07/10. NRC - No Ooioited Aiiiiiaifon Givon. 1 

47340 167-47340 167. 


**lnP^*^ ^'h0i response lo FOlA reqoesi lor records. App A records onci & avaiiab 

ORlMSLEY.OH NRC • No Oeieilod Aliiliaiion Given. 88/10/03 AUDINI Alliliehc 
Noi Assigned 3pp, 47340.188 47340.354 
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•■6S110iOI)16 Forwards NUPEG/cn '1020, "Shipp'ng Coiitniner Response lo Severo 
Highway & Railway Accidoni Good Hons" & response lo peer review commortis.W/o 
one! 

UAHSW.R Risk Analysis Qfonch 07/02/10 PLOOSTER.M Dariver, Unlv 01. Oonvot. 
CO 2pp '173'10.101-47340.102. 

-S9f 1010022 Forwards response lo poor review comments ot NU/IEG/CR-'tSTO. "Stvp- 
p no Container Hospnnse lo Sovore Highway & Railway Accidenl Cortdrtlons “ 
Fischer. LE Lawronce Livermoro Nalional Loboralory. S87.005. 67/01/16. 
HOPKINS DR. Division ol Rogulalory Apphcallona (860720.070113) 72pp. 

47340 193-47340 264. 

-9811010025 Documents tundma & achedula consirainls to Incorpoiai-cn ol poor 
rev.ew commonis inio & completion ol work on repl "Shipp ng Coniorrtcr Response to 
Severe Hmhway 8 Rai'road Accidenia " 

LAHS.W R Risk AnalyS's Branch. 86/ 1 0/1 7. CHOU.C K. Lawrence Llveimoro Nalkittal 
Laboreiory 2pp. 47340:265-47340 266 

••9911010029 Forwards first droll of peer tovtow of repl "Slt^jplng Containei Response 
lo Severe H ohway & Rti.lrood Accidenl Conditions." W/o end 
LAHS.W.R. Risk /Vnalysis Branch 06/09/10. FISCHER, L. Lawrence Livotmoro NaUoit- 
al laboratory Ip. 47340 267-47340:207. 

••6811010035 Forwards 860003 Hr lo 0 Monsing quoailoning appoaranco ot stsaip dip In 
truck cask ihormal responso In 500 600 F roglon. 

PLOOSTER.M. Denver. Un-.v. Ot. Ocnvnr, CO. OQ/OS/03. LAHS.W. OICico ot Nuclear 
Regulatory Research. D rector (Post 860720). t3pp. 47340 266 47340:200. 

••6611010043 Forwards dratt roview ot repi, "Shipping Cunialnoi Response lo Sovoto 
Highway 6 Reii’oad Accident Conditions.'' 

PLOOSTER.M.N Denver, Univ ol, Denver, CO. NRCG04-QS.0I5 86/09/00. 
LAHSW.R. Otiico ol Nuclear Regulatory Resoaich, Director (Post 660720). 2pp. 
47340281-47340262. 

-8311010049 Dratt review ol root, "Shipping Conlalnar Responso to Sovore H gtnvey 8 
Rfliiroed Accident Conditions.' 

PLOOSTeR.M.N,, 0UT2,j. Oenvor. Unlv, ot. Denver, CO. NRCQ 04 85.016 66/09/00. 
Oltlce ol Nuclear Regulatory Research, Director (Post 660720) 22pp. 47340263. 
47340 304, 

••8811010098 Forwards "Roviow ol Structural Analysis Supporting Root. 'Siiipping Corv 
lalner Response to Sevoie Highway & Railway Accident Conditions'. 

PLOOSTER.M N, Denver, Unlv, ol, Denver, CO. 00/00/12. LAHS.W. Risk AnalyMs 
Branch 3pp 47340 30S 47340 307. 

-8811010063 "Roview ot Siruciuiel Analysts Supporting Real. 'Snipping Centoinor Re^ 
tponse 10 Savore Highway & Railway Accident Conditions' 

BENNETT.J.G, BUuER.TA, COOK.W.A. Los Alamos National Laboratory. 66/06/ 
22. NRC • No Detaitod Afliliaiion Given. 6pp 47340 308 47340 3 13. 

••8611010069 Forwards two brochures on Denver Research insi.iist ot conuaci re- 
search studies & into on research studies doomed relevant per 8S0205 teicon. 
HOGQArr.CR. Denver, Unlv 01, Denver, CO 85/02/07. LAiiS.W. NRC - Mo Oola^od 
A'lil alien Given 2pp. 47340:3l4-47340:3t6. 

••9SI10I0076 "Peer Review Ol Ropt Entitled, "Shipping Coniamor Response (o Soveve 
Highway & Re'iroad Accident Conditions." 

HOGOAn.Cfl, PLOOSTER.M N„ BUTZ.J Denver, Un.v, pi. Oenvor. CO MC»670. 
66/05/24. LAHS.W.R. RogulQlory Analysis 6 Materials Risk Brancl». 3ipp 47340.316 
47340.346 

-6811010060 Provides history Ol pear roviow o< lopt on shipping container losponso to 
severe highway & roilroad accident conditions 

GILLESPlE.F.P. Division ot Risk Analysts & Operations (040429.660720). 65/09/06 
MINOQUG.RB Office ol Nuclear Regulatory Rosoarch, Director (Pre 6«0720) 4pp. 
47340 347-47340 350 

-861 1010090 Informs that Grant NRC-G-04-05-015 should bo eniondod 8 months unH 
681215. 

LAHS.WR negu'aio^ Analysis & Maiorials Risk Drench FIN 0-1090. NRCO-04-S5- 
015. 86/01/23. FOREHAND.W. Policy. Planning & Control SloK 1840429-660720). Ip, 
47340.351-47340 353. 

-6811010104 Forwards draft repl, "Shfppvig Conlarner Rosponso lo Severe Hghway A 
Railroad Accident Conditions. ' W/o cncl. 

LAHS.W.R Regulatory Analysts & Materials Risk Granch. 86/06/07. MOGGATT.C.n. 
Donvoi, Unlv. ol, Denver, CO. Ip. 47340 354-47340.354. 

8811020104 FOiA request tor records to restart schodulo lor facility ot imposiilon of 
linos lor misn^anagemonl 

RHOOES.J. Pennsylvania, Commonwealth of. 80/08/ 13. NRC • No OolarfoU AlHiailon 
Given 4pp. 47273.333-47273 238. 

88111)20113 Responds lo FOIA requost lor records bolwoon named NRC & util 
omployocs App A records end App Q documents withhold (rol FOIA ExempUon 6). 
OniMSLEV.O.H. D-wsfon of Freedom of Informalion S Pubhcallans Services (Posi 
860515) 88/10/04. RHOOES,J. Ponnsytvonla, Commortwealih of. 5pp 47SS6.326- 
47550.341. 

-89(74210500 Summery of 080400 meeting w/ulrf aonfor menagofS lo kiuoikivo J 
Paquette. new president & chlel eKSCutivo officer & d<scuse now mgi loam rosleri plan 
tor uiil 6 slrengihoning ol onsite onglnooring sleff. 

STELLO.V. Ole ol the Exoculive Director lor Operations. 08/04/14. Otc of the Execu- 
tive Oiioclor for Operations. 4op, 47273.340-4 7273.343. 

-6611020116 Forwards status repl tor 680204-24. 

LINVILLE.JC Region 1. Ole ol iho Director. 86/10/04. KANE.W.F. Region f. Olcol 
the Oitocfor. 4pp. 47273 242-47273.245. 

-8611020120 Notilicaiion ol Licensoo Meeting 87-145 on 371222 on site to discuss on- 
lorcemenl issues assoclaied w/67033l order. Rolalod documentation end. 

LINVILLE.J Region I, Ofc of Iho Director. 87/t2/l6 Region I. Ofc of lire Oreclor. 
14pp 47273 246 47273:259. 

-68^11020129 Transcript Ol 671222 onlorcement conleronce In Della, PA rs lacMy.Pp t- 

• t'rimmiiis nnnre fi7/ii>/99 ninn ,1795'1 9ftn.x797n mn 


-8811020140 O.scusscs 880513 leicon w/C McNeil re meeting w/Governor ol (Com- 
monwealth of PA IP restart 

• NRC • No Oolai'od AlffiBlion Givon 08/05/16 CARR (CommiSSionora. ip. 
47273 344-47273:344 


~68I102(>144 Discusses CoTm'ssloner Carr 671215 silo visit & speech Agenda 
orvlW/o enci. 

* NRC • No Oeio'ied Allilianon Givers 68/01/05 NRC • No Oeiai’ed Aftil atlon Given 
3pp. 47273 345 47275 003 

—6811170136 EDO Principal Correspondence Control 0003904 re J Rhodes 060616 lir 
to Chairmeri 28Ch requosilng dstas & topics ol d.scussion ol meetings & leicon be- 
tween i.eonsaa executives & NRC about uhl restart & imposition ot (mos. 

* NRC - No Defaited Alfifiai on Given. 0003904 38/00/18. (3flico of Ni/cloar Reactor 
Regulallon, Director (Post 870411) 4pp 47558 324-47558 327 

8911030434 FOIA requssi for documents lo implomontalion ol renegotiaied 000717 US- 
Japan agresmont for nuclear cooperaCion. 

KUPERMAN.Aj. Nuclear Control Insllule 86/00/31. ROBINSON.L. NRC • No Do- 
lefiod AlNiabon Given 2pp 47398330.47360331. 

6811030443 Final response to FOlA requosi (or documents Forwards App A 
documenisApp A documents also ava lablo In FOR 

GRIMSLEY.O H. NRC - No Detailed AttiiiAlon Oivon 06/10/11. KUPERMAN.AJ. Nu- 
Cleei Conirol institute 2pp 47388.332-4 7380:348 

-8807120281 SECY-B8-17& Informs Comm'ss'oi) ol roconl correspondence ro US/ 
Japan agreomoni for cooporation. 

SHEA.JH iniwfiBiipnai Programe 00/06/24 I3pp 4738a-334-473ea340. 

—8807290307 SECY-6B-208 Informs Commssion ol cotnp'oton of successful discus- 
sions w/JB4>aneso oHiclals ro spec ol safog-jords measures lor t^ew plutonium use la- 
C4<iy in Japan 

SHEA.J R Inieipallonai P/ogtame. 00/07/20. 2pp. 47366;347-473eR:340. 

6811030470 FOlA request tor documonis re Incor^sister^eios In official records & state- 
moms concerning e.mp’oymoni ol Arhonean nuclear roacior specialists employed by 
eowei company owned by South Africa 

MOKOENA.K Nalonei Security Archive 86/12/30. MACHAK.F.M. Stole, DopI of. 
Opp 47380 349 47360 351 

68U030478 Responds lo FO'A request tor (locurnonts Forwords App A docuniont8.App 
A tiocutnenis also available m POH. 

ORIMSLEV.O.M NRC • NO Detailed Allilianon Given. 0B/1O/I3. MOKOENA.K AfLIi. 
aeon Noi As^gned. 2pp. 4 7366 352-473CQ:3&3. 

•4611030483 Forwards background irtio ro unauthorliod omploymeni eclivlllos ol US 
cnl/ena in South auko. 

ZIMMERMAN.J.V. NRC • No Deleiled Arhllallori Given. 05/05/20. 6T0IBER.C.R. 
Sieie. Dopi oi. Bureau ol Oceana & inti. Environ. S Sciomific Atiaira Opp. 47368 354- 
47369.004. 


8811070009 Frivai issponse lo FOlA roquoai for documents Forwards App S 
dctcumenis App o records periisity deleted (ref roiA Exemption 6). 

ORlMSLEY.O.H. NRC - No Doleilod AIMiBlion Given 66^0/12. BAUUAN.L Garde. 
0 P. 3pp. 47306:3l0-'l730e 329. 

•481107002$ ParirB'iy wiihhold draft tnap Repl 30 20310/06 01 on 690601. No viola- 
Uona noted Major eroas hapoctodorganl/alion.lnap hialory.scopo ol 
progcem.ifaxMt>g.rot'alning & supervlsiort of ladbgrapliy personnel & Iniornal audil or 
Inepa 

HCM.LEY.W.L. POWERS.DA Roglon 4. Ole ol ll»o Diracior. 68/06/01 I4pp 
47308 313-47368 329 


8811070037 FOIA requoal lor documenis re inspa at Gamma Greenhouse al Rutgers 
Univ n New OrtirtawIck.NJ 

APGAR.GF. AfUialion Not Assigned 08/00/10 NRC • No Detailed Alhhellon Oivon. 
ip- 473e0;?27.4736e 227. 

•811070044 Final rosponso lo FOlA roQueal (or documonis.Forwerds App A 
documonis App A documenis also avallablo in PQR. 

GRIMSLGY.O.K. NRC • No DelaHod Alliliat-Dn Givon. 66/10/11. APOAR.E.F. AIIHiailon 
NolAsa'^rKHj. 2pp 4 7306 226-47386 309 

-6811078050 insp Repl 30-06991/76-01 on 6700107. No Items of noncompilanco 
nolod.Malor aroaa Inapoclod procoduroa & roprosonlaiivo locords.lnleivlews w/ 

K iraonneLmoasuromonis mado by inspector 8 observations by inspector. 

ELSON.P.n Reg'on 1. Ole ol iho Diroctor. 76/OI/lS SOpp. 47368:230-47368.265. 

-8011070069 Insp l.ndmgs 8 liconsoo ack re Insp on 770224 ol License 29 05218- 
28.lnen flrtdina no vlqlaiions noted 

COSTt-lLO, flOQion 1. Ofc Of Ifio Dirocto/. ' Ri/tgo/a, Now Jersay, State Ur^v. of. Now 
BrunewieV NJ 77/02/24 lOpp 47366:280-47366 206. 

-B8110700B2 Insp lindinna & licenso ack ro Inspo on 66l 103-04 of Llcer^aes 20 0S2IB- 
M.28'OS2i6-29 A 20-O5216-30.lr3p findings no violations no(ed. 

JOHANSRNJ.M. Region I. Ole of the Director. * Rutgora, Now Jersey. State Unlv. ot, 
Now BrunswroK. NJ 82/11/03. ip. 47306 299 47300:309. 

6811Q70126 Faitiat roanorvse to FOlA leguosi for records re lacilityApp K documents in 
POR.A^ L documenU end & avai'able m FOR. 

OFUMSLCY.O.H. NRC • No Detailed Atlii-ailon Oivon. 68/10/07. JOHNSON.G.E. 
Sv/dtar S Betkn. 7pp. 47391:143-47304:21 1. 

-8811070136 Package ol documonis re Pilgrim Nuclear Power Plant restart. 

* Boston Edison Co. 67/10/28 600pp. 47301:153-47394:211. 

8811070166 Partial leaponse to FOIA requosi lot documonis Forwards App M 
documents Apps G & l-i documenis available In PDR App I documenis totally withhatd 
{rot FOIA Examplion 5). 

QfliMSLEY.O.R NRC • No Ootetled Afftfialion Given. 00/10/13. MUflPHY.M. AfNi- 
nllnn Mnt A<)4lnnnd Ann 47301-035-47361:14? 
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^^70384 Partially withheld Itr re 670425 Incident 
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SK?*^73ffi§.^ 70/0,/, 4. FELL, a 

“8611070374 /O/fi'/lft. 8pp. 473W;2S2. 
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.W.J. Ole of ihe Executive Olreolert^r Opa^alBne 3oi'’?7?li’25). 65/, 0/1 
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—8611090233 Hov 4 lo R09 Gudo l.tOO.Tetik HE 10tl-6, "Seismc Ouairitcaiiott 

o1 Elecii cal & Mechanical Eo'J pmom lor Nuc'ear Powar Plants " 

■ NRC • No Dotai od Alli'iahon G-.ven, 86/12/31. 14pp 47437 025-47437038 

-8611090337 Eorwaids legulatory analysis For proposed reg gu'do Tash EE 006 5. 
"Oual Ticahon ol Saloty Related Load Siotage Baitonas lor Nucroai Power I’ianis " 
ARlOrrO.GA OiviSion of Engnoonna Safety (860720 8704131 67A)3/I6 

ZEH8E.J.E Corrmiioe 10 Roviow Gonof.c Req-oiremonia Spp 47437039-47437.045 

861 1QS0232 Partial ros£0"se lo FOiA requosi for ciMumcnis Mottna that Aftp B Ooai- 
meitis avai'abia m PDR Forwards partiaHy w lhheid App C dociKncnts (lol POIA £«• 
emption 5). 

GRiMSLEV.OH NRC - No Oela.led AlMiaiion Givon 88/10/25. AinOZO.O. Ihsile 
N.R.C (McGiaw Hi'l Pub'icaiion). 4pp. 47510 220-47519 340 

-6711100436 SECY 87-246 Partially deleted Commission paper elevating le Comids- 
sion rccommonrlaiion by Otc of Inspector & Auditor that (jomrr.ias'ori daeci Ofc of In- 
vosugal'Ons to reopon hvosiigation of uM reporting ol th'mble lube Inoidoni le NRC 
via lEB 

CONNELtV.SR Office of fnspeclor & Auditor 67/10/01. 25pp 475I922-I- 
47619.249 

-6602170342 SECV-OS 037 Pa/trally defetod paper /equosi.r.Q Commiss’on approval lo 

B ub'iSh NAS revised rapt. "Roviialiring Nuclear Saieiy Research." & itansmnial to 
ail Rosoatch Councl 

STEI.LO.V 01c ol ihe Fvocuiive Oiroclor lor Opetal'Ons 88/02/05. 2PP 47510:273- 
47519274 

-8602170392 SECY -88 031 Patia'iy doiQied roquost lor Comntissiorv appriyvai loputMisli 
nol ce In FR seeking pubVe input on safoly benefits resull-ng Irom oopandoii applica- 
tion of leak-belo.'o-broaK lechnoiugy. 

STF.LLO.V. QIC Of Ilia Executive Ij.recior for Operatlona. 80/01/28. 2pp 4>5i9:2S0- 
47519 251 

-6602330073 SECY 86-041 Part'Olly tlQlolod paper requesllno Commiss.on approval el 
final dralt quarterly ropi lo Congress on AOs lor dul-SopI 1987 
STEILO.V Otc ol the ExocuUve Oi'OClOr (or Opoiaiions 88/02/08 5pp 47519 276- 
47519 279. 

-6602320076 SECV-OB 042 Partially dQlOtgd paper providing Commission OPPorlueHy lo 
review & commeni on siall prepared NunEG-i82e (pnot 10 publ-cai-on). ' Oevelop 
ment 8 Uiir7aion ol NRC Poicy Steiemoni on Regulation o( Advancer) N-jcioar 
Power Plants " 

SIELLO.V Ole el iito Executive Ditoclot ter Operations. 00/02/06 30pp 475i9 200- 
47519.318. 

-6803230214 SECY-OO 055 Partially deleted paper roouosiing Commission approval ol 
eddl momberah p lo Nudoei Safety Rosoaren Review Commiueo 
STELIO.V, Ole ol (he EKeeutiva 0.roeiQr lot Operations 88/02/29 ipc 47519337- 
47618.341. 

-6603240332 SECY-OS-O?! Paiiiaiiy cleieiotl Commission paper rocoRirnondvM putyrea- 
iiQo of edvanco noilce of proposed ruiemek,ng to SECY.a7-049. "(larJng & Experi- 
ence Criteria tO' Medical Lise ol Oyproduci Mail." 

STELLO.V Ole of Ihe Executive Dreciar lor Operaiions 86/03/00 3pp 47519345- 
47619348 

-6603240279 SECY-80 OS1 Partially deloiod uaMr seeking Coinm<ss-on approval for 
pubnsiting nonce of proposed rufomokingjocTROO 8 6f,ra disposal of redwasfe. 
STELLO.V QIC Of Ihe Executive O.recier (O' Operations. QO/02/iB I8pp 47519 3i9- 
47519:336. 

-8803240470 SECY-SO-OGO Partially deloled paper recommonding Comms^on opp'ev- 
al of notice of pioposod rulemaking lhal would publish proposed ondorsomonts lo la- 
CJiiy form nucleer l.ab'lity insurance poVey 

STELLO.V. OIc of the Execui.vo Olrecior (or Oporal-ons. 08/03/07 3pp 47619342- 
47519:344. 

-661 1090249 SECY-80-032 ParliaUy dolelod Commission paper assisting Cornmiss'-on m 
decision whollior lo review ALAB 669 & ALAB-076 & proposing dreli ordeie fo' con- 
sideration 

MALSCH.M.G. Office of Ihe General Counsel. Al.AO-669. 68/02/Ot. 2fpp- 47519.252- 
47519272. 

66 1 (090335 FOIA request lor F MUeglia BSOQ24 memo to P/ojecl Or/eeforafe re Genetic 
Lit 67-09 8 Tech Spec changes. 

WiLLlAMS.O G. JRA Associates GL-87-00. 80/09/30. GRIMSLEY.D.H NRC • No Do- 
tailed AI|.l.ation Given Spp. 47S20 020-47520 021. 

6611090342 Final responso lo FOIA roquesi (or docurnonia. Forwards App A 
(Jocumcni App A document also avsilable In POR. 

GRIMSLEY.D.H NRC • No Oolailod Aflillalion Given. 08/10/16. WILLIAMS.O.G JBA 
Associates 2pp. 47520 022-47520:026. 

-6608290253 Prov.des guidance on processing of pfant-spocific changes re Tech Spec 
0.0.4. per Qonoric Ltr 07-09. SER should ihorofoie address quality ol tnelni programs S 
expected otiecis ot proposed changes on overall maml o< plant 
MinAGUA.F.J. Associate Diroefor lor Projects (Post 8704Jf>. GL-87-09. 69/08/24. 
NRC • No Ooleilad Aftillstlon Given. 3pp. 47520 024-47620 026. 

8611090461 FOIA requost (o' documenis re Commission 610901-651231 moehngs 
about plant. 

WEISSMAN.S. California, Stale ot. 66/02/08. GRIMSLEY.D.H. NRC • No Oolailoij A(- 
li lailon Given, ipp. 47519.1 76-47519:1 70. 

881 1090467 Final response lo FQIA request tor documents. Informs that App A& Bdoc- 
umanis evei'ab'.e in PDR. Forwards partially deleted App 0 & C documonie (tel FOIA 
Exemption 5). 

GRIMSLEY.D.H. NRC • No Detailed Affiliation Given. 8O/1O/I8. WEiSSMAN^. Cali- 
(orpla. Stale ol. 7pp. 475l9:t77-476t9:219. 

-6611090476 Staff requirements memo 10 811112 closed meeiing lo ckacuse (utttwr 
consldotaiion of faciiily seismic Issuo. 

CHILK.SJ. Office of Ihe Socreiary of ihe Commiss'on, Men USA 91/11/17. NRC • 
No Detal'ed AlliHalion Given, ip. 47519:164 47510:184. 


—6811090460 SisM requirements morr.n re Com i.issione-s 611116 meeting to discuss 
proposed order to suspend utr. law power OL w/o taxing l.nai action Commiss on de. 
elded lo cmiin-jo moating on 81 1 1 10 

CHILK.SJ Oltice ol Iho Secretary of ihe ComrrissiQn MRimOB. euii/i9, NHC • 
No Data led Afl/iqtlpn Givon ip 47519:165-47019 1&5. 

-6611090462 Staff roquitemonis momo ro Corrnussior.ers 620127 mcoiing le discus- 
sion of uU ropl 

CHILK.S.J Oflico ot Iho Secioi87 ol tna Ccrnm'sS'On M820I27(3 62/02/04. NRC • 
/foOefer'od Alf/.'ialion Given, ip. 4751b. 188-4 75 1 9:186 

-8&1109048S Stall tequlro.menis rrumo to 821020 n'looting ro dscussion ot Phaso il 
revp/.lical-ori program lor plant 

CMILK.S J. ofi co ol Ihe Socreiary ot iho Commission M82I020. 82/10/25 NRC - No 
Data lad AffTiaion Gwen 2pp 47519:tB7-475l6 180 

-8611090467 Staff requ'omonis momo re 821029 rr.ooiing 10 discuss pond ng ed.ud. ca- 
lory manors in uiii proceeding 

CHILK.S J. Oflico of Iho Sscfotary ol the ComrTiss:or» M821029 02/11/03. NRC • No 
Coca/ed Aif.l-al>0.n Ctvofi Ip 47519 169 47519 1G9 

-6611090490 SiafI roquirome.'iis morno ro 82 1 1 10 rrteoHr-g (a diSCuss corrimenis Irom 
pariilos on Phaso II reverificaton program for plant 

CHILK.SJ. Oflico ol Ihe Soc>eio<y ot the Commission. MR2II lOA 82/11/12 NRC • 
No Oei^ad Miltalioh Given tp. 4751 9 190-4 7519. 1 00 

-6611090493 SiaCI requiroments momo ro Q30314 briollr.g on Interim indopondent 
dosion verilicai on program 

CHiLK,Sj Oflico Ol the Soc'olsiy ot ihs Commiss'on Me303l4Q 63/03/17 
OirCkS.W.J. OIc of iho Exocul.va D 'ocior (or Opotavons Ip. 475t6 101-47519 IQI. 

-6611090494 Stall roquiomonis momo re 640323 moeing ro alatus ol pending invesll- 

8 aeon on plant 

HIIK.SJ Olixe ol Iho Secrulary of iho Conimlss.on. M640J26A. 84/03/29. NRC ■ 
No Ooia/od Afli'iat on Givon Ip. 47519:192-47519 102. 

-6611090496 SlOll loqulremonls mamo ro 050726 mooling to d-scuss pending investi- 
gallons 

CHILK.S J Office el Iho Soc/aiary ol Itio CommtSSIon M8S072eS. 85/08/06 NRC • 
No Ooloilcd All I anon Given, ip. 47519 190-47519 193 

-691 1690497 Staff ropuitemonis memo le (ri't mel ons by iirfe/venp/s lor lo/mal hear- 
ings on 901028 In Wash nglon DC 

CHILK.S.J. Office ol the Secioiary of the Commission M63I026. 63/11/01. NRC • No 
00(0/0(1 AH/iabon Givun 3pp 47519.104 47519.219. 

8611118048 PahiQi laxponso to FOiA request (pr documunisApp D,E S F recoids end 
ft evai'eblo m POR App F records paaioliy waiihoid (ivl FO'A L'xernplion 6). 
OniMSLEY.O.H. NRC • No Oslsltod Altiiobon Qivon. 09/10/13. MURPHY, M. Allill- 
alonNeiAs$<OhoCl lOpp 47520 230-47523 028 

-881 11 1065 1 mroims that lusponse 10 Vio'otion 2 from Insp Ropls S0-494/92-0S & 60 
455/82-04 does not propo'iy ft aduqualoly eddiess all concerns oullned In Hem of 
noncompiiance. espocia-iy concorn ol ovcteii quaiiiv ol const. 

FonNCY.W NRC ■ No DeiO'ted Alli'iai-on Given. 62/68/24. OANIELSON.O. NRC • No 
Oois'ledAlli’iaHon Given 80pp 47520:245-47620:314. 

-6611110056 Fo/warda cp'fespprtdencu from uncierwritois lebsinc ro bu'Jol issisling 
iiio doors lot Info Related into also onci 

WILllAM-S.CC Region 3, Ole Ol iho Director. 83/01/05. BAER.RL. Engmoeitng ft 
Tochnit&i Suppo'l Bi.Div Enginooung ft Quality Assurance, lE. I4pp. 47520:315- 
47520.328 

-0611110066 Oiscussps survoi'anco tosting of firo pumps ft incompalabiMy of Tech 
Spec 8 NFPA.20 roqu-romonis Tost poromeiers epecifiod in Tech Specs apparently 
noi capable of osiablish'ng opereb l ly of Lro pump as dofinod In NFPA-20 
vviLliAMS.ee. HoQ'on 3, Olc Of lha Di'oclor. 83/02/16. LITTLE, W.S. Region 3. OIc 
of me O.recio'. spp 47S20;329^47S20 340. 

-6611119066 Forwards CB Ramsey 830202 Hr onswerlng quosiions ra'sed by NRC Hr. 
WONETT.fl.M. Nalipnai Fve Protocfion Association 83/02/09 WtlllAMS.CC 
Region 3. OIc of Uio Director, ip. 47620 344 47520.344 

-6611110072 Provides personal Inlorpiulailon ol inioni ol 11-2 G. 2 & 11-3.1 ol NFPA 
20-1960. 

HOONETT.R.M NallQnal Fire Ptoieciion Association. 63/02/02 HAMSEY.C 0. Rogloh 
3. OIc ol Ihe O.roclor. 2pp 47520:345-47520 346. 

-6811110073 Provides clanl.cetlon ol NFPA 20 annual I re pump tesling toqu-remenls. 
WILUAMS.C.C. Region 3. OIc ol ihe Director. 83/01/31. STEVENS.R-G. Nalional Fire 
Protection Associaiioh. ?pp. 4/S20. 347-47520:346. 

-8811110076 Forwards pump curvo ahowng how hoad/capacHy would be allecied as 
pump wears Curves Inatcafs performance of pumps when now.bassd on factory tests. 
AYEhS.T Peerless-Winsm'.ih. 63/02/15. RAMSEY.C Region 3, OIc ol the Diroclof. 
23pp 47S20 349 47S21;OIO. 

-6811110114 Forwards momo Irom Reg on 111 lire prolacHon special.sis & section chlols 
expross'ng corKom lhal firo pump losling required by existing ft proposed Tech Specs 
de not adequately nvoat requ remonls of nFPA-20. 

SPESSARD.n.L. Raulon 3, Ofc of Ihe DfOclor. 83/02/18. ElSENHUT.D.G. Division of 
UcanMng (800428-851124) 2pp. 47521 01 1-47521:012 

-6811140226 Informs that Pro;qcl Sect-on 11 will net bo able 10 provide further assisl- 
onco in reinsp oclivilios of quostienable QC inspector cortiNceiion p'acticed.OA/QC 
auveHlanco onql. 

HAVES.DW. Rog-on 3, Ofc of Iho O.recfor. 63/03/16 ll77tE,W.S. Region 3, Ofc of 
iheOiteclor 3pp 47521:013-47621 016 

-68>1 140243 Otscusscs hnctirtgs ol insp cn 02 1 i0i-03ra several I'uo doors w/o perma- 
nenUy allixoO f.re rating labols.Vendoi aud I ol Moeler Sale Co requosled to determine 
If nSss'le doors actually comply w/r&quiromenis ol ASTM E-152. 

UnL£.W.S. Rogion 3, OIc of the Director. 83/04/06 POTAPOVS.U. Region 4. Olo ot 
IhoOirecior. Ip 47521:016-47621 016 
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-8811140249 Forwefds I'sied tn!o in tsspor.se lo 63021S tnen'-o rs surve.>:&r.ce tesimo 
of Ue pomps, Inc.'ud-'ng uW 830121 tosponse lo (nsp Ropis S0-2C6/a2-l7 & 50-301? 
82-17 wl.'ch idontilied pfcbloms tv/f.re pumps. 

SPESSAftO.R 1. nogioo 3, Olo of Iho Draclor. 83/04/15 EiSfiNHUF.OG OivUnn o1 
licensing (600428-851124) iSpp. 47521 017-47521.031. 

-8811140253 Rev 8 to "OC Prococluie OC-CEA-I foi Concreia Expansion Anchor 
In^.” 

' Pioless'onal Soivico indosir.'oa, Inc. (formstly PTL-lnspaciorals Inc 8 Puisbu 81/ 
06/15 19pp '17521.032-47521.050 


-MI1H0260 O.scosses 820612 Part 21 rnpl re unqualified bu.'lel reslsiani Iro doors ai 
plani-WIg reiuses to submit moCiled doors lo applicable lesi.no & plani tmab.'e lo 

R roduce accopiablo certified lest data 

OnEli'US.CE r>iw of Engneanng. 03. 82/11/23. JORDAN, EL. Div of Efttfoeeflno 4 
Qualty Assutanco.ie (Pie 63010J). 63pp 476av.O5v4753V.104 


-0011140294 Forwards adol into re NRR evefuailon ol f.ro 
SPESSARD.R.L. Region 3, Ofc ol the Diieciof. 83/06/25 
L'censing {e00428-a5l 124). 79pp. 4?521:104-47621:184, 


pump iGSiing requiiemenie. 
EISENHDT.OG Dlwslortof 


•8511140272 Adv.ses that when condilion exists lhai selected Inspector l&ls lo achieve 
necessary egroerronl rale In tirsi 3 moniA petiod.lhen substitute next ctxonoloolcai In- 
spwiof wiio performed insps of failed aitribuie.por 831 1 28 corurereaiton. 
Tl/ETKEN.RP. Commonwaallh Bdson Co. 83/11/30. HiNDSJ Commonweaiift 
Edison Co. 58pp. 47521.166 47521.343. 


•*8811140259 Discusses 871218 iniorviow of Beg'on tv per.sonnel re Wnchi Pa ieisor 
Air Force Base invesl'oation. 

PAWtlK.E.T. Region 3, Ofc ol me Director 80/01/27. HAYES.B 0 NRC - No Oc'ile-J 
Anitiallon G(-/en 3pp 47496006-47496.000 


-8811140263 "Sa-nmary S Analysis of Koy Events Re Amoiicium LeaJiS Ol WiiahiPii 
terson Aif force Base Outing Autumn 1906 ” 

• Sonale, Governmental Affairs. 80/03/31 43pp 47496 009-47498:047 

-8811 140289 Discussos tino.ngs ol Sanaio Commiuoo on Governmental Allans invev 
gallon re Am 241 leak ai Wrigm-Pailerson AFO during fan of 1961. Urges lenovro' 
cuuanl etfeciivenoss o( NRC malts l.conso & tnsp program 
GL£«N,J. SenaiB, Govornmonial Affairs 08/03/15. ZECh.L.W Corrm.ssioners Um 
47496040-47495058 

—8811140270 Dascnbos nature of 871210 Interview in Region IV library i responds*} 
coflam sialemonis & inieronces m ET RawiiK 880127 itr & aiiaciiiTienlEifpiossoscfis- 
appoinimeni m manner oi handling & reporting iniorviow fmd.ngs 
CAIN.C.t. Region 4, Ofc of the Direclor. 80/03/18 GANGART.R U Reclo-n 4, C(c Cl 
IheOractor IBpp 47406059 47496076 

-0811140271 Summarizes ropta from oir force ro Am-24i conieminoiicn ircdani si 
Wri^l-Peiiorson AFO 

CAIN.C.L fttoon 4, Ofc of the Dirocloi. 06/11/03. Rooicn 4. Ofc of the D reciar 2 m. 
47496077-47496.070 “ 


-8811U0273 Idenlilios addi Jnsp Repis 50-454/83-38 & 50-455/83-28 te reinso 

R rogrem.per 040120 rno/no. 

ORELIUS.C E Div oJ Proloci 8 Resident Ptograrhs. R3 84/01/27. KENT S.K Olftce 
Qt Congressional Mietrs (pie 670413). ip. 47531.244 47531:244. 


-8811140350 Conlirms 700611 discussion w/G Rov 4 R f’au'us ro aubf SOCI.cn Ol 
10CFR2t).403{BK2) S (01(2) 

flOGEflS.L. Atomic Energy Commission 70/06/12. ROEDERJ. NRC - No OetaieJ 
AlliliaiiOA Given Ip 47495 315-47405 315 


•6011140274 Cottlirms B40187 meeting w/ulil to d.sciias results of reinso ptoaremjTor 
94011Gdiscussicn. ^ 

NORELIUS.CE. Div ol Project 4 Resident Programs. R3. 84/01/20. REEOC Com- 
tronwaalth Edison Co. Ip. 47531.245 47621 246. 


8811 140472 fOJA request for tfocumonls ro onci ins concern no esiab.'ishmeni of LPOR 
ic« WmP.OT U Milling laciWy. 

DARKER Afliligl'on Not Assigned. 88/07/22 MULLEV.GA. Otfico ol Inspocior 4 
Aua-lor ipp 47674:221-47574 226 


-8811140277 Forwards chronology ol events re deva'opmani ol reinsp prooranipet H 
Myers raouesi.Llcarisae 840112 summary repi Irensmitled under sepateie cover. 
NwtLiUS.CE. Oiv ol Project & Resident programs. R3. 84/01/20. KENTSK 0fi.ee 
of Congrasiiqnal Alfetia (pro 8704 13). 7pp. 4?52i:246 47521 362 

-8811148278 Trip rept ol 630138 meoting in Bethesda to Oiscuss quasi on olcorrecirve 
actions to bo requifod Of ul.l re find ng of uncertified QC inspectors at ««0 
NOREHU^CB. Ov of Project 4 flesfdoni Progrems, R3. 83/02/15. KEPPLERjG 
Region 3. Ole of Itio 0«e«or, 2op. 47621:363-4752V.364 

-8811140380 Ideniiliea unaocepiabte comimimenis from response to vioiaiions noted in 
insp Repis S0-4S4/62-0S 4 80-455/82.04 » ww n 

FORNEY.W. Region 3, Ofc of the Director 82/it/30. OANifLSON.O Reoiory 3 Ole 
oftne0.re<lor,A3pp.475ai;355.'1788l:297. ^ 

imv 49 that NRC musl be able lo address in haa/ind or inouiry ro 
ASLB dedSiOn to wiihhofd authorustlon Igr OL & suggesnons re Hegiory Hi lnso4 in- 
dependeni venncaifon eifpri to address issues 

MAYES.0 W. Rag'on 3. Ofc ol tho Oaector 44/03/13. SPfiSSAflOJT l. Oiv ol err.oi. 
gancy Preparedness 4 Operaiionsi Support. R3. 4pp. 4 7521:298 47531301. 

-8611140287 Requosia NRR evaluation of ssfoty-reialed dc sys-pei vsi Feb 1978 docF 
sidn lo eiim.naie block wail 4 three lower (ire doors from between tiaitery 4 other 
nearby e'ccincai equipmect 4 roieling mscNnery. 

NORcLiLfS.CC Oly ol Project 4 Resident Progrems. R3 84/05/01. EiSENHUTOG 
Omlston ol Licensing (000428 861 124) 44Spo 47621.302-47523:028. 

6811U019I FOIA request (or documonis re opinion by NflC oenerai counsel within lest 
10 yis about i<X;fR20.403/406. 

GAFFNEY, T. Davton Newspapers, (nc. 68/03/21. NBC • No Detailed AH-i.alion G.-ven 
2pp. 47495 59747495.293. 

8811140203 Final response lo FOIA request (oi docu/nenis Forwards App 0 8 poiiiaiv 
dele^lDd App C documonis (ref FOiA Eitempyort 7). App A 4 0 also avtuteMo in 
POR.^p 0 documents loially withheld (ref FOIA Exempnon 6.8 4 7) 

GR'MSLEY.O H, NHC • No Detailed All. *ieiion Given 86/10/17. OAFFNEYI Oevion 
Newspapers. Inc. 7pp. 47495:289-47498070. ' 

“48111^0211 Clarities oarher response lo laquesi (or fnfc on reporting te^remenis d 
10Crn<0.403 

CYR.K. NRC • No Oaia4ed AHiliaiion Gwen. 78/02/ 10 HlGGINSOTHAML NRC - No 
Deleted Afriisi'on Q,ven. 2pp. 4749S.3CIS-4 749S'307. 

-8811140226 Provides ole Interim posuion (or tnsp & enlotcemenl ol 10CFP36 403 re- 
quiromenis resulting Horn OELO 760 1 30 guidance. 

HIGGiNBOTHAM.t. NflC • No Delailsa AHitlailon G.ven 76/02/23 NELSON P R 
RM.on I, Ofc ol me 0-Toclor. SUThCRLANO.J.T. Reg.on 2. Ofc of Ihe OfMior 
Fisher, W l. Rogon 3, Ofc olthe Direclor. ip. 47496.30B-47495;30S. 

-8811140229 Responds to request lor Info re reporting requIremenU of 10CFR20403 

CYR,K NRC • No OolsHed Allifialion Given. 78/01/35. HIGGiNBOTHAUL NRC -No 

Dsialfed Afli'iai-'on G.Vert. 2pp. 47495:309-47495:312. 


-8011140474 Responds to undated Itr to V Slelio »o Atlas Mmereis. Documonis re laci- 
Wy vnl be proviOed 10 roc'pieni. Arrangemonis made lo send same documeriis to 
Grand Cooftiv PubfiC librafvln Moeb.UT 

GfliMSlEY.OH Dv.slon ol Rules 4 Records (670413 800514) 87/10/13. DARKE J. 
AlH-aiionNCit Assigned Ip. 47574:223 47574 223 


-8611140475 Responds Ip 800630 request that documonis re Anas Minerals U Mill fa- 
County Public Ubtary In Moab.UT.Subl Iftrary not NRC 
LPOfl NRC lir to 0 Denny end. 

GRiMSlEY.o.H. OiviS'ori Ol Fieedom el inicpimalien 4 Pubiicalions Services (Post 
000515). 88/07/11. DARKE.J AlliMhon Not Assigned. 2pp 47574 224.47574'228 

-•8811140478 Coniitms 060624 loicon 4 servos as oHica' net'cs that NflC c'osetl LPOR 
lor Adas Mmeiais U Miii lac'iuy.Recip'eni not receiving mail on rouimo basis c'/o lo 
ctpsweoilPOflsince 1961. 

GRimSlEy.o.h Dv.sion of Freedom of mlormanon 4 Publications Soryieos (Posi 
880515). 08/07/n. OENNY.G. Grand County, VT Ip 475/4:220-47574,226. 


6811140477 Pamai response lo FOiA roQuast (or documenis-Forwards App A 
documenis App A nocumenis avaiieole in POR 

GfliMSlEY.O. NRC • No Detailed Afliiiation Given 86/10/05 DARKE, J Alfi'iaUon Not 
As^ned 2pp 4?574:227.47674:2e9. 


~86ll14047e DiSCuSses survey Of usaqe lor 40 4 70 docket LPDRs dunng wk cl 
000824-070] Responses ihal eoch LPDR gave to each of ksiod questions provided 
on ond chan 

CARRiEfl.W.B Division ol Rules 4 RacoidS (Pro 870413). 80/07/11. SOUDER,Jl 
NHC • tloOslaited All-lial'.en Given. Dpp. 47574 229 <17574 231. 

—8811 140479 Discusses LPDRs lor luol cycle laciliiies.LnOR Bianch agioed to occepl 
respons4)ii,ty lot OocKai *0 & 70 LPDRs Irom NMSS, bul implomeniaiion ol plan de- 
layed oni4 eddl personnel could bo made available. Related Info enci W/o oncl. 
FELTO.N.J.M. Division ol Roles 4 Records (Pro 870413) 81/02/06 DAVIS.J.G. Office 
o( Nutiesi MaiO'ief Safely 4 Safeguards.Oireclor. 2pp 47574 232-47574:233 

-M111404BO iTvIoims lhai as result ol recent meetings in Apr & May 1981, NMSS 
IPOH program will be lumed ovei to NMSS effecllvo on 810701 
FELTON.J.M. Oivia.on of Roles 4 Records (Pre 670413). Ot/06/03. BHOWN.fl.S. Pro 
gram Support Branch Ip 47574:234 47574:234. 


-M111404B1 Adiises that J Darke called NRC twice on 870821 re possibi'Uy ol LPDRs 
for rac4.«as 

SOIJOER.J.L Local Public Document Room Branch 07/08/26 Local Public Docu- 
mem Room Branch Ip 47574:235-47574:235. 

“*6(1140482 Advises that author received call from G Denny on 870819 at library in 
Moab.UT Ihal used to be LPOR lor Atlas Mineral Old files rrossinQ & caller wanted w 
Know how lo get hies replaced. 

SOUOER.J.L. Local Public Oocumeni Room Branch. 87/08/26 Local Pub'ic Oocu- 
meninoom Branch Ip. 47574.236-47574:236. 


-8611140235 Reouesis for wtiilen guidance ort apqficsnon of tOCFR20 403 repornno 
requi/emenls to in vfvp dale (mdicai.ng exposure to or greater than 24-ti concendahon 
values specHiad in l<K3Ffl20.403) 4 lo releases 'n tesiricled area 
HIGGINBOTHAM.L NRC • No Detailed Afl.iialfon Given 77/12/14. MURRAY J P 
NflC • No Detailed AIMiation Given 2pp. 47405:313-47495 314. 


"*^14404M Advises lhai j Oatko called te problem w/clocumonis In LPOfl in 
Moab.UT. OarKe suggesied inai someone from NHC visit library & review document 
coHecUo.) 

SCWOffl.J.l Local Public Document Room Branch 87/08/20 Local Pubhe Docu- 
mem Room Branch, ip. 47574 237-47574 237. 


-0811140248 Repts 861015 lelcon w/Captaln Ocnovan ot US Air Force re (alter re- 
quasi loi Ani-241 suppkets ksiuvg & reason lot suW tequesl (small Am-241 sal) ai 
Wnghl-Paiterson Ai/ Force Base). 

ADAM.W.J. flegtonO, Ofc ol Ihe O.recio/. 86/11/13. AXELSON.Wt Olhce of Nootear 
Maierfsi Safety & Safeguards, Direclor. 4pp. 47495 316-47495 3(9. 

-881114026S Preseniav'on lo Senale Commiiiee cm Goveinmenial Allairs 8 Comm-Wee 
on Energy & Natural Resources Subcommittee on Energy Reoulaiion te Atn-241 leaks 
at V/r^l Pailetson Air Force Base on 8/i 121. 

FOX,CE. Air Force. Dept oL 87/11/21. 46pp. 47495.320 47496 005. 


-8811140484 Summan/es lelcon w/P Garcia re privacy documonis in Moab.UT 
LPOR Reiaiod Into end. 

UNTON.T- NHC • No Detailed Afliiiaiiqn Given. 07/O8/3(. NRC • No Oetaifed Affili- 
ation Given. 3pp. 47574 236 47674:252. 

-8811140485 Requests that immediately effective nature of 8707.31 order denying 
870731 application lor renewal ol License SUA 917 be lifted Discussion of sound 
lechnica] reasons for continuing lo wet down leitlno impouridmeni teouesied. 
ZAHlER,B.E. Shaw, piiiman, Polls & Trowbridge. ZAHLER.HE Atlas Co<p. 87/08/ 
19 MARTIN.R D. Region 4, Olc ol the D.reciPr, 4pp. 47574.253-47574 256. 
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-09 > 1 160516 Summa/aes 870903 lelcon w/j Darko /s Docket 40 (.PDRs Oarke lookind 
lor piecedoni lo roestab'ish LPDR in Moab.UT 

LINTON, T. NRC • No Detai'eO Alirialion Given 87/00/03. NRC • No Oelaled AINi. 
alien Given. 3pp. <)7574:250 '1757-1 36? 

~66ftt605?6 forwards NPC response to J Oarko Hr lo V Stollo ro roestaMisfifr.eni of 
LPDR in Moab.UT (or Alias .Minerals U mill lailing.foi info. NRC not leosieb'ish ng 
LHOn.bul OarKo & library will rocoivo (ulure docurnenis on facility. 

SOUOER.J.L. Local Public Oocumonl Room Branch. 67/tO/i<i. Local PuMc Oocu- 
meni Room Branch ip. 47574 263 <i7674 264. 

-68 1 1 1 60537 Summarizes 860320 lelcon w/j OarKo ra lacl'ily Darko Mad pelii.on to in- 
tervene & had some questions lor NRC on (mding documents on NUOO(&. 

' Local Public Documeni Room Branch. 86/03/30. NFIC - No Dole led AIMeiion 
Given. Ope. 47574:265-47574:273. 

-8611t60542 Summarizes lelcon w/J Darke Oaiko beliol tbai arrangemont ol malting 
documents available to Darko & library will not work siaiod. 

SOUOER.J.L. Freedom ol Inlormation & Local Pub'ic Docurrteni Roorn Bisr^cn 66/ 
06/14. Freedom of Information & Local Public Oocumanl Room Branch. Ip. 
47574:274-47674 274. 

-661 1 160S60 Summarizes discussion w/G Denny at l.brary in Moab.UT (o deloimlne u 
librarv receiving matl lor Atlas Mincrala U Mi'l. Library nol racoiving malls. 

REID.V. NRC • No Oeiailod AlUhahon Civon 88/03/31. NRC • No Oaial.'ed AIMaHon 
Given, tp, 47574 276-47574:275. 

-6611160564 Handwritten note re Mure response to J Darko lalosi roqueei lot docu- 
ments lor I'brary In Moab.UT. Response sliou'd state that l.brary ia not Li^R. 

* NRC • No Oeraifed Affiliation Given 06/09/15. NRC - No Ctetaifod Atfit-akon G>von. 
6pp. 47674:276-476 74:282. 

-6611160568 Summarizoa 660630 lelcon w/J Darko to roasteblishmoni ol LPOR in 
Moab.UT.Auibor Impression lhal Darko wi'l bo pursuing LPOR manor lot U rrii & 

S robet^ oihors further oxaroasodRotaiurf info onef 
0UD£R.JL. Freedom ol Inlormation & Local Publ.o Oocumonl Room Branch 88/ 
07/01. Freedom of Inlormation & Local Public Oocumeni Room Branch Hop 
47574:283-47574:288 

-6911160671 Summarizes (etcon w/J Darko ro disposal of records marniamod by Muary 
In Moab.UT. 

* Local Public Oocumonl Room Branch. 80/07/26 Local Public Oocumeni Room 
Brench tp 47574.289-47674 289. 

66111600Q1 Partial response to FOIA roquosl fo< documonte ro lac'tiiy App O docu- 
fnems avsiiablo in poh. F orwards App P documonis. also available in POR 
QRIMSLBY.O.H NRC • No Ooiallod Alfillauon Qwen. Od/fO/?6. JOHNSON.Q.E. 
Swidler 9 Borlm. 6pp. 4754t;0l3'47544;03S. 

*•6611160003 Forwards labuiaiod summary ol occupanonnl e>posute hislory ai 
pianiRoistoa into also end. 

BEllamy.RR Region I. Ofc ol ilio D-recior. 86/07/11. KiSTER.H.B Ragiors i. Ore 
ol Ihe 0.rector. 200pp. 47641:024-47541:301. 

-6611160006 Forwards ihroo listed iiams ro oifsiio emoigency planning at ladMy lor 
Info.W/o iieme.Relaled Inlo encl. 

BELUMY.R.R. Region I. Ofc ol the Oirocior. 87/ 10/27. TMOMAS.E.A Federal £mor- 
genoy ManagemenT Agency. iSpp. 4754t:302-4764i;3l6. 

-6611160010 Urges NRC to conduci formal adiudicaiory hoetings nocossary to resoNo 
ouietanding Issues in manner that will restore public coniidonce Author chooses nol to 
lesUyat 860218 mooling. 

ALEXANDER. L R. MessacMusoits, Commonwoaiih of. 08/02/25 RUSSEll.W. Region 
r, Otcofthe Drector. ^p. 4754l:3(7-4754(;3l6. 

-8811160014 Recommends ulil provido lisiod addi Into ro 8710 15 power ascension pro- 
gram 

EVANS.M.G. Region 1. Ofc ol iho Oirocior. 87/12/07 BLOUQH.A.R. Region 1.01c of 
the Oirocior. 2tpp. 47641:319-47541:339. 

-8611160017 Summarizes 670302 spoclal jolni commliteo on invosligsHon & sludy of 
Pilgrim Stalion hearing to review omergoncy pioparednose. 

OOERFLEIN.L. Region 1 , Ofc of the Oiiocior. 87/03/03 WIOGINS.J Region i . Ole of 
the Director. ?pp. 47541:340-47541:341. 

-664 1 160019 Requoats that Into reguosiod in 670612 & 10 momos ro oiWIe emergen- 
cy preparedness be forwarded lo FEMA headquarters lor use in selMnDieiod (ov«iv ol 
emergency plane. 

BELLAMy,R.R. Region 1 , Olc ol the Uirecioi. 67/06/23 MATTHEWS.O B. Emergency 
Praparedness Branch. 42pp. 47641:342-47642.023. 

-661 1 160021 Revises composiilon ol 670708 tosiatl assessment panel. 

KANE.W.F. Region 1, OJe ol Iho Oirocior. 87/10/00. RUSSEIL.W.T. Region i. Oicoi 
Ihe Oirocior. 2pp. 47642.024-47642.026. 

-6811160025 Aftidavll Of SC Sholly re resiarl of lacilily.Faclliiy should nol be reslerted 
until oflsiie emergency response plans upgraded & evalualod lo adequately ptoleci 
public healih S safaty. 

SHOLLY.S.C. MHB Technical Associates. 87/10/14. 30pp. 47542.026-47542:056. 

-6611160029 Informs lhal onsile review o( uM 0B0526 solf-assessmeni of readiness for 
restart 6 Rev 2 to restart plan scheduled lor wk ol 6B062O. 

BLOUQH.A.R. Region I. Ofc Of tho Orecior. 68/06/16. DOEflfLEfN.L.T. Rogton f. 
Ofc of the Direcior. 2pp. 47542.056-47542:057. 

-661 1 160032 Forwards plan lor reviewing uM sell-assessmoni rapt ensile durirtg wX of 
660620. Planning meeting schedule tor 860620 

OOERFLEtN.L. Region i. Ofc ot tho Oirocior. 80/06/16. AKSTUlEWfCZ.F.. 
MEYER.G. Region 1. Olc 0( me Director 4pp. 47642:O50-47542.O6t. 

—6811160034 Accepts 660601 protocol lor Jul 1988 Irtsp.NRC insp plan requested. 
MtNOR.G.C., SHOLLY.S.C MHB Technical Associates. 68/06/16. RUSSELLW. 
Region 1, Ofc of the Director. 2pp. 47642:062-47542:063. 

-6611160036 Notiticalion ol 660627 meeting w/uiil in King ol Prussla.PA lo discuss IF 
censee response lo msini insp.ovalusiion of RHR valve problems & status ot self-as- 
sessmeni loiiowup. Related Info end. 

BLOUQH.A.R. Region 1. Olc ol the D-rocioi 88/06/20. Region 1. Olc of ihe 0-tecior. 
epp. 47542:064.47542.071. 


-99lffSOO£0 "Foasibitify of Expoauto Assessment for Pilgrim Nuclear Power Plant." 
final pre^t repi 

SPANGLER.J.b.. KEELER.O.J. Spangler Environmental Consultants Inc 86/05/12. 
I50pp 47S42.072-47S42 262 

-8811160060 Forwards description of restart plan review responsibilities & delalled In- 
airucuorts (or reviewers. 

COLLINS.SJ. Rogion i, Otc ol the Director. 87/12/14. NRC - No Oeleiied Affiliation 
Given. .45pp 47542 263 47542 307 

-6B 11 160062 Forwards list ol cofnmilrnenis from 860107 Kennedy hearings 
BLOUGH.AR. Hegon 1. Ofc Of tho Direcior 88/02/04. COLLINS.SJ Regon 1 Olc 
of Dm CSreciO/. 2pp 47542.306-47542 309 

-8811160070 Forwards markod-up pages to itenscrlpi of 860107 Kennedy hearings (or 
correctlof). 

OLOUOH.A.fl. Regon 1, Olc ot ihe Director. 68/02/08 CALLAHAN.M.S. Congres* 
SiOrol AffaVS. 42pp 47542:310-47642:851 

-891 1 160073 Forwards irartscript ol leshmony lor review & correction. 

ROlliNS.T.M. Senale. Labor & Human Resources 66/01/29. RUSSELL W. Region 1. 
Orcol tho CXroclor. Spp 47542:352-47542.356. 

-8911180076 Forwards list Ol oulBlending Issues In response to FOIA Request 88-120 
9 660309 tolcon.Relaied Info oncl. 

COLLINS.S.J. Region 1. Ofc ol Iho Director. 88/03/11. ROBINSON.L. NRC • No Oe- 
la-lod AlM‘auon Given. 23pp 47642 357-47543 019. 

-6911160080 Requests assistance In noticing ol 8B0S11 public meeting to discuss re* 
suiis o4 NRC review of comments on util restart plan lo be held In Plymouth MA. 
8LOUGH.A.n. Regon 1, Olc ol the Direcior. B0/OS/O2. VOGLER.D.J. Duxbury MA 
3pp 47543020-47544:035 

8811160111 Final losponso lo FOIA requeal for records App E record encl & available 
In POR EiKi record inadveftenlly overlooked In rosppnss io request. 
aniMBlEY.O.M NRC - No Detailed Alfiilalon oTvsn. 66/10/17. UNNER8TALLK. 
Newman a, HolUIngat. 2pp 47956.177-47566. ISO 

-6206110026 Provides losponso to questions re revised Form 691. 

LiEBERMAN.j Die of inspedion & Enforcamerti, Director {620201-670413). EQM-62- 
04 62/05/27. CARlSON.R.T. ROQlon I, QIC Ol the Direcior. ALDERSON.C. Redon 2, 
Ofc ol Ihe O'/ector. Y/arniCK.R. Region 3, Ofc ol the Direcior. ip. 475^:l7e- 
47556:160 

6811160132 FOIA request for documents re conespondenco between util & NRO re- 
po'drng use of incorrecl eiiftnese values tor Craes r sfrees enetyele performed by 
wosiirighouse.eiiogBlions & improper or unoihleel conduci. 

KOHN M D. Oovsrnmoni Accounlabiliiy Proieci. 66/02/29. NRC • No OsiaHed Allill- 
eiion Given. 2pp 47556:186 47666:169. 

-6911160135 Forwards notarized 9 signed euthorizaiion granting MQ Kohn access to 
aiw & es documents re roqussi. 

KOMN.M.O Government Accountebllity Prolecl. 86/04/21. QRIMSLEY.D.H., 
ROOINSON.L. O.vision of Ruiee 6 Records (670413-660514). 2pp. 47556:166- 
47656:109 

6811160141 Final rosporrse iD FOiA request tor documenta App A documents available 
in POR.Am B records encl but not pieced In PDR. App C documents not encl 6 not 
placed In POR W/o encl 

GRiMStEY.O H. NRC • No Deleilod AKiliai.on Given 68/10/17. KOHN.M.O. Govern- 
menl Accounlebliily Pfo[oct. Spp. 47556:181-47556:165. 

681 1 160 147 Final responso lo FOIA laquest for records App j docutnents withhold (ref 
FOIA Exempilon 4). 

GfliMSLEY.O.H. NRC • No Deiaited Alliiiailon Given. 68/10/16. BOLEY.K. Public Citi- 
zen's Crfticat Mass Energy Project Spp 47656:I72-47656:I76 

6811160169 FOIA request lor end to Amend 67 lo License NPF-12 6 safety evaluation. 
WiLLfAMS.OG. JRA Aseoclaies. OGW-68-092. 68/09/30. QRIMSLEY.D.H. NRC - No 
Detailed AIMlalion Given. 2pp 47656-165 47556:156. 

6811160159 Final response lo FOIA request for records App A documeni encl & aveli- 
oble m PDR. 

OniMSLEY.O.H. NRC • No OetBlIad Afl-lietlon Given. 88/10/17. WILLIAMS.0.0. JRA 
Associotos. 2pp 4765e:l57-47656;l7l. 

6611190235 Partial response to FOIA request re documenis.App M & N documents end 
ftovelleble In POR 

ORIMSLEY.O.H. NRC - No Delalled Alliliaiion Given. 66/10/18. JOHNSON.G.E. 
SwIdlQr & Berlin. Spp. 475SB:053'47656:164. 

-Mil 1M239 Forwards dtall salary evaluar/on & SALP Inpul re 8604J2 proposed rev to 
Tech Specs for survofance roquiremenls. Apparent conlllci Idenblied In Tech Spec 
Tabfo 4.2.F & STS. Eighteen month cakbr frequency acceplable.SALP Inpul end. 
STAnoSTECKI,R. D.v of Project & Resident Programs. Rl. TAC 67510. 85/11/04. 
THOMPSON.H.L. Division ot Licensing (600426-651124). 7pp. 47556.060-47556:066. 

-6811160242 Forwards rept summarising resulls ol evalualion ol operation ol 
lacilily.fNPO Team evaluations found lo be thorough. 

MOGClER.O.W. ACRS • Advisory Committee on Resclor Safeguards. 65/11/06. 
FRALEY .R F. ACRS ■ Advisory Commilleo on Reactor Safeguards. I4pp. 47558:067- 
47556061. 

-8811160246 Responds to 670323 Hr forwarding concerns of MC Ott re 
facSiiy.Response to MC On did 670216 end. 

AILAN.J.M Rogfon I. Ofc ol tho Director. 87/04/20. STUODS.Q.E. Housa of Rap. 
2pp 47556.062 47556:083. 

-6811 160250 Responds lo 670216 Hr re (acdily.lnvitaiion extended to visil Region I olc 
in KIm of Prussla.PA at NRC expense to discuss concerns. 

KANETW.F. Rogion 1, Olc ol the Director. 97/03/16. OTT.M.C. Alfitiailon Nol As- 
signed Ip. 47556 084-47656 084 
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-681 1 160255 Rospo'wls to 661013 !;< fe laol'ty R«emphas>i0S ihal NBC does have se- 
nous concaws ra problems at laci' ty & has taten action to assuro utl addresses coo- 
cems. 

WURLEY.T.e Region 1. 0?c ol the D.feciof. 86/11/20. OTTJ>iC Aif.'isbon Mol As- 
signed ip. 47556085-47656.089- 

-881H60267 Nciiflcaiion ol 870629 moei ng w/uii ,'n K-no ot Pfuss:a.PA lo ff«n te9 
of cutaQd & othai i^3Vaii 

KtTjiVe o"Dra^6?r-°' '• “"= 

-861 1 >60262 in.‘orms Wai time provided w.m.n which Commission may «ci le review 
atecloi s Decision 00-87-14 exerted Gcrnrrisvon dochned reviowDMston became 
final MQncy action on 870915 Served o.n 870925 

Secretory of the Co.mrnisslon. 2.206. 87/09/24. 
CjULUEN.wB vossachoselis. Ccninion\<.ea'th of 5?p 47556. n5-4?55e;i54. 

6011160407 POlA reciuosl tor facotds re appt'cei^in f&i petrassion io use racKDacinre 
mai.sal Wnglii state Univ. 

L T L 86/09/02 ANOER50N.K Refllon 3. Qlc of the D.iecloi »p. 

requesi for lecrydsAMS 6 4 6 tecbids eetl & 
ava-lable In POR App e rfocumenis partially vninfio'd (lol POIA ExemntKin 6 ) Add C 
docutrenis a'leady sva'iaWo in POB w^ivi- 

80/10/19 VOOnejL Wcore. 

i .u. opp. 475rJ. |?3 47S74 079 

to Mplicai.on lor renswaf ol Matl/SyprocJucl license 34- 
1191 2-02.40^ into IS fe<\‘.ie3ted on rad.8iic.n aatoly tomm iieo.iocaxon ol bWos sutvov 
f,® cl peisor-nei * 

licens ng Drench (Pro 790501). 95036. 79/02/15 
KMtTEC,eP. Wnghl Slalo Unrv., Oaylon. OH. 3pp 47S73- 192- *7573 194 

•<» renewal ol Matl/Bywodotl Liteos® 34-11012 01 
^p’ 47M;^19S^7|73 195® ^9^05/21 MalCfiafs Uceosing erancit 

P' Wali/Byproduci Liccrae 34-| 101201 aoihoffr- 
rng use ol H-3 diffused into meiel la.'ael lo produce chon haiMike sources lor educe- 
produce radiation damage Ici rrali research 
KMerec.e P. wngw Slele Unv . Dayton, oh. 70/05/25 7pp 47573:»66.47573 2i2 

34-1 1912-04 tor Wfifl/K Stare Un.v. authoruing use of 

COQPBrtjW Meiena's l.i<oi\a,tig Branch 79/07/02 app 47573 138.47573 139. 

34-11012.CI4 lor Wrrght Stale Untv, auihori2.-no use ol 
COOP6B.JW Meteda'a L.censing eronch 79/11/19 tp. 47573 139.47573 137. 

-8W2080230 licenao 34-1 1912 04 for Wdgrii S'ste Univ.dijihofrjlng use ol lAfavm in 
neulfonaenereior (w sam^e inadiaiion v «« w «»« w umum n 

COOPCBiJ.W Region 3. ofcol l/ie 0,/ocioi 79/12/17 ip 47573.134-47573 135, 

'■*« '« Ucenses 34-1 i9l2.0344.i 1912-04. 34.1t0i24)5 

corrmatee memberah-p revised A Rake ^a8 ropiee^J 6 
KiTieuc 98 chairman Penlole wairveg 6 cuaW'cal'Ons onci 

“^rEajW. B«»4 3. 
* updated untv radiation safety manual, chana-no t- 

fo (rJJlemern 

3. Ofc 01 il« 

-8802118518 Responds lo request for Info re backgrojrvd ol BT Ausim & 40 
Waogonef.Wapqonef resume I record ot 82I12S la.'con w/Raka eocf 

Ml 4757JSi7°4T5%^^^^^ 

“’‘S'® ‘■‘cef’ses 34-l 1912-03.34 I igi2 04.34.11912-05 6 8NM- 

Consulianis.lnc will provide prof radiaiiorj safely sve 
^4®'® ■ Oeylon. OH. 06976. 82/10/12. HOI.7.BJ. neokw 3 

Ofc ol the Oireclor Ip 47574 063-47674 063. wtpw -j. 

~®.®.®.^r.' UpfJates Into re Licenses 34-ll8l2 03.34-1 1912-04 ,34-il9i24)5 « SNM- 
Iv Id « '®P'S'='/’fl as radraiion safety olficer on mienm basrsAusPn 

will provide emorgency response av< 11 need adsee 

RAKE.A V. wnghl Stale Unfv., Oayicm. OH, 06977. 82/09/28 HOU.BJ Beaton 3 
OlcollhaOifecioi l6pp 47574:064-47574:079 «raw j. 

"isuw" 10 5*^ Ponvards appfcaiion tor ticense.Applicahon completed €Cco/dir»0 to Reg 

KMETEC.eP Wright Sisie Unfv,, Dayton. OH. 95936. 78/08/03 RadrofaofoDos U- 
consmQCranOhlPro 790501). Ip. 47573-i48.47573.146. » necromoiopos u- 

‘^•'•’IS'mouihorrcing use ol max 


-8811160428 Amend 2 10 Lfcense 34-1 1912-04 for Wnghi Stale Un.v airpndinn (>Ui 
IrDn H as listed re possession & use 

MALL£TT,B Materfala Licensing Branch. 02/06/23. ip 47573 1.12.47573 132 

-8811160444 Amend 1 to License 34.ii9i2-04 for Wright Stale Unlv, ncrcrunnCo'di 
DM 14 as listed re possession & use. ' 

COOPeRj.w. Materials Licensing Blanch 60/10/17 ip 47573 133-47573 lOj 


-8611160457 Responds lo request for addi inlo ro License 34- 1 1912 01 Siucl.'rls Oo 
fl« rwi nouiron genoraior & tadiatioft levels very low 

WmF£f.J VVrfght Slate UnIv., Dayton, OH 3259. 73/00/03 DPAGONE3 tl‘ kS 
Atomie Energy Commissicin. 6pp 47573:140-47573 145 


-sail 160477 Applicaiion lor emend to License 341 19i2-02,amond.no l.conso in c-'vc 
ly & aaieiing Licenses 34-05903-02 & 34-13795 02. 

°®V1on, OH. 95936 70/08/04 4Cpp. 475/3 1)7- 


-891116049S Insp Repis 30-16160/82 01.30-141 10-01.30-17032/82 01 & 70 1453/®?- 
01 on8202l8-l9.No violations noted 

SRENIAWSKI.D J. Region 3, Ole ol the Director 30- 14 1 i9/e? Qt. P2/ 
93/03 20pp 47673:222-47573:241 

UpOaies Info re Ucanses 34-11912-03,34 1 19i2-04.34.|i9i2 OG & SNM- 
iVJc- replaces RA Francis as Execulive Director.Facil.t-og S Gorotai G.;s 

HAKEA-V. Wrighi Stale Univ., Dayton, OH. 062B9 62/04/07. Recton 3, Ole ol '.l.J 
Director. 2pp 47573-242-47673-243 


~®*‘V®0510 Requasis addi info re 820317 application for amend to L'cense? at 
11912-03 a 34-1 19l204.fnclodlng cianticaiion that J Hagan moeis critona l3' rad' 
ebon salety oiocer. ^ 

iwn.e J. Region 3. Ofc of Ihe Dirocior. 06180. 82/06/10 RAKE A V Wnohl Sl.vo 
Univ.. Oaylon, OH. 2pp 47673 244-47673:246 

-8811170052 Inlorms that Itcenaee soaking radiation salety officer B Austin will conm 
M to seivo Hi conauiiam capacliy uniil position filled 

MKt AV. WfigM State Unfv,. Dayton, OH. 06180 82/07/06 HOLT.BJ Region 5, 
OlcollhaDveciof. Ip, 47573:246-47673 246. . v . 


-8611170058 Revised "Radiation Safety Manual " 

‘ Wnghi Stale Univ , Dayion, OH. 75706. 63/08/31. nopp 4 7673 2SI -47074 OdP. 

Appiicanon for amends to Ucenaea 34-1 1912 03.34- 11912-04, 34- 1 1012- 
iiiaxif/Jr T *'®*®>* changes to fadialion satoiy comm iieo momticisi! p 

/WSIIN,9.T. Wright Stale Imiv.. Oaylon. OH 07617. 63/04/22. Renon 3, Ole ol I'.O 

OHecter I2pp 475?4:043.47574;055 


-8811 170073 Pariaiily deleiao iir forwarding iieming & experience of JR Hagan 'n sup- 
Pj^o‘ ossumpHon el poaiiion of rediaiion saioiy officer. 

C)byioh.OM. oUei. 79/10/01 . walker, wj. Mawfi 

els licensing Branch App 47574:056-47574.059. 

Paniaifjr delDied Hr upoatino mio te Licenses SNM-t4l9, 34.tl0l2 03,J4. 
* 34-ii9i2-06,cle8ignaling JR Hagan as teOfeiion safety oflicor & addng 
|T Aushft as consuHem th health physics. 

Stale Univ., Dayton, OH. O6181. 62/03/17. COOPER, J. Reg on 3, 
Ole 01 Ihe Drecipr. 3pp. 47574;066-47S74:062. 

memo fe 10CPR50.59 guidance 

WLL AM5.0G. JRA AsePclstes OQW-B8-Cl93. 06/09/30 GfliMBLEY.DM NRC ■ No 
OeiaUod Aiwtation Given. 2pp. 47666 321-47656 322. 


lesponse lo FOlA lequest for docvmem.No records sutg 10 tcquovl 

«OC9i9v> 

GBiMSLEY.O.H. NRC - No Detailed Affiliallon Given. 08/10/20. WiLLlAMS.O.G. JRA 
Associates. Ip. 4 7556 323-47556 323 


* ’espouse lo FOIA request lor documents Appa Ef end S nvai'aldo :n 

wlhheld fret FOlA Exempiion 5) 

OHiMSLEY,D.H. NBC • No Detailed Affiliallon Given. 08/10/25. DARKE, J. Allil alion 
Nol Assigned- 4pp 47658-342.47657.024. 

”** Forwards cnllque ol crmclams of LPDRs contained fn Cniical Mass erJIc'Ci 

OiU^*^0O?l%''ltr?o s' lequited to upgrade LPOR program i, 

OIRCK^.W.J. Ole ol the Executive Otrootor lor Oporalions 80/12/17 AllEARNG 
Commlastoners I2pp, 47656:352-47657.003 


m^Of areas ot concern re LPDfts.inctudiiig lech ol clear def.ni'.'On 
w^t funcUon ol LPDRi.celalogfng & fliing sys unsuporvised.atall members uniiaV.orf 
S lack ol eomlnlstrellve & financial aupporl 

WLLEHAY.W. Public ati/en's CniicarMass Energy Proieci 80/11/30. SOUOER.JL 
Division (H Rules & Records (Pro 870413). 2pp. 47657 004, 4 7557 005. 

***equeB?*** Submila Haled suggestions re LPORs for fuel cycle faciliHes.per 010206 

Division ot Fuel Cycle & Material Safely IPte 970413). 81/03/00 
FELTON.J.M. Division Of Rules & Records (Pre 870413). 2pp. 47557.006-47557.007 


-6611180414 Amende to license 34-11912-04 for WiJghf Slalo Univ amewtna Con*, 
uon 14 as I'siod lo possession S use. ^ 

HOLT.B.J Region 3, Ofc oi ihoOvecint. 93/11/25. ip. *7573:126.4757312$, 

-8811160417 Amend 5 lo Ucense 34-11912-04 for Wnghi Stale UfW amendtoo Con* 
Hon 14 as fisted re possossion 8 use. 

HOUI.B J. Reg.on 3. Ofc ol me Director, 83/08/15. Ip. A7573:^^9■A767^:1^9. 

-8811160422 Amend 4 to Ucense 34-11912 04 for Wnghi State Unhr amendwCton* 
tfon 14 re possession S use. ’ -vw 

ADAM.W.J. Region 3, Ole ol ihe Director. 82/12/08. ip. 47573:t30-47573:l30. 

-8811180423 Amend 3 lolJcenso 34-11912-04 for Wrighl Stele Univ amenrfiivi Con* 
Don 14 as irslod re possession & use. ^ 

HOLT.B.J. Materials Ucensing Branch. 62/07/16, ip. 47573:i31,4rs73;i3i 


-8811170288 Discusses recommendations made to J Oarko on Questions 4 concerns 
re Allas Mineral & 670731 fir & order. 

Ms's'll General Counsel (of Rutemakino $ Fuel Cycle. B7/0B/26. 
RUiBERG.J Asslsienl General Counsel tor Hearings. 2pp. 47557 008-4 7557 009, 


—881 1 170236 SECY-78-30f Partlaily withheld Commission paper requesting approval ol 
SDS.'S.??. miWHcy re duration & location of LPORs 4 documents supplied to LPORs. 
OWOC>HU£.O.J. Office of AdminisliaUon (Pie 870413). 78/08/05. fspp 47S57 010- 
4f55/!02^ 


8811170212 FOlA requesl (or documents re Issue on whether NRC should seek or not 
addi regulalory authority from Congress to permit NRC lo regulate naturally occurring 
& acceleraiofbroduced radioactive mat). 

REESE.C.S. Baker 4 Hosteller, 88/09/23. QRIMSLEY.D.H. NRC - No Ooiailed Affii.'- 
allon Given. 2pp. 476S6:192-47666;103. 
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8611170326 Final rosponso to FOIA roquosi <oi documoms Forwards parhaHy Mihheld 
App A tJcdurnoni (rot FOIA Eirempl.on 5) 

GRMSL£Y.0h. NRC • No Delnled Affiflation Given afl/r0/?5. REESE.CS. AaAer A 
HOSlellOr 3pp. 47556.104 47556 ?77 

6811170269 Fna' rosponso lo FOIA requosi lor documents Forwards App B 
documanis.App B documents also avai'abie in PDF) App C documents wiih)>eld In en< 
titety (lof FOiA Exemption 5) 

GfiiMSLEY.DH O.vision o( Freedom ot Information & Publications Services (Posi 
eeosiSJ 88/10/20 HIRSCh.D Commnwo lo BfiOQO lHo Gap Opp 47557.031- 
47557;051. 

-6611170273 Discusses rovlow ol addi CBO mails, "CBG Responsd to Applcant Re- 
quest lor Reversal of Board Apr 13 Finding ol Mail False Statements.'' ilia &40509 fl 
aiiachtncni & recommcnrjs li'iino subi malts w/o lurthcr action 
SMiTH.R M NRC ■ No Doiailod Atfiliaiion Given. 64/05/17. BOWERS.H NRC • No 
Deia tod Afirial.on Givon. Bpp. 47557.030 47557.051. 

6611170279 FOIA request (or Olc Of Inspector & Auditor repi ro a'logations that FOIA 
provisions violated at Region iv 

HARRiS.S Jack Andorson, Synd cated Column SI 67/06/10 NRC • No OeteilQil /urih- 
etionG.ven ip 47556 27B'47556 370. 

8611170281 Final response to FOIA request lor documents FonMardo App A & panially 
V. Lh'ie'd App 0 documents (rof FOIA Exomptions 6 & 7). 

GR USLEV.DH. NRC - No Oeiai'od Affiliation Qivon. 66/10/26 HARRiS.S. Jack An- 
derson. Synri catod Coiumniai 4pp 47558 270.475&6 312. 

-6611170287 Forwards Olc of Inapoclor A Auditor memorandum repi per Cbamtan olc 
teqjoslW/Q onci 

CtJNNELLY.S n, Ollica ol Inspector & Audlor, 07/01/20. PARIER.WC. Olfico ol iho 
General Counsel ip. 47SS6.363 47556 263. 

-8611170291 Advises that Olc of Inspocior & Auditor invostigailon of Region IV vlota- 
tion ol FOIA lound no ovidonco lo subslaniiaie that inspector insirucieci by suporv^t 
to destroy documents rospona.vo to FOIA roquoal 

CONNElLY.S.n. OMite ot Inspocior & Auditor 07/01/15. 2ECH. ROBERTS. ASSEL- 
STINE Commissioners. Ip 47656.2B4-47550 284. 

-8811170293 Momorandum repi.OJc o( Inspocior & Auditor Filo i 67-06. "Reg on iv vio- 
lation ol FOlA " 

KRAiJS.CR , MULLEY.Q A. OHico ol Inspocior A Auditor 87/01/15. NRC • too Do- 
tailed Affil'alion Given epp. 47556:265-47556 200. 

-6611170297 Documents 061205 discussion w/lL Robinson ro NDC manuel prohibi- 
tions on desiruoiion of documents elier noinicetion qI incoming FOIA request 
WARD, A. OII.CO ol Inspocior A Audlor. 06/13/33 Odice ol hnspoctor A Auditor, ip. 
47956'26t-47550:291. 

-6611170299 Rev 0 to Regional Ofc Policy Guido 0206. "Compietonoss ot OHlciai 
Files " 

MARTIN.ro Region 4, Olc ol me Director. 85/01/36 3pp 47656:302 47556364. 

-8611170306 invesligaiivo intoiviow ol WL Brown re allegations of destrucion of docu- 
rr.onis within Region IV, pertinent to curront.onaoing FOiA requosi. 

' Oliice ol Inspocior A Auditor. 86/12/00. tOpp. 4/556 295-47556:310. 

-6811170306 Forwards roviowod repi Ot 661209 iniervlow A did addonde W/ooiKi 
* NRC ■ No Detailed Alliiiation crvon. G6/t2/24. MULLEY.G A Oliice of Inspector A 
AtSilor. ip 47556:311 47556'3tt. 

-8611170310 Forwards repi ol 061309 iniorvlow w/Olc ol irspoctor A Auditor for 
revlow.W/o onci 

MULLEY.Q A. Oltlco ot inspeciot A Auditor. 66/12/10. NRC • No Oolaiied Alh'iaiion 
Gr/on. 1p. 47668:312-47555 313. 

6611170353 FOIA request Icr Olc ol Inspocior A Auditor Polcios 0 & 27 
FELTON.JM Nuclear Licensing Repcrls. 66/10/08. GHIM.SLEY.D.H NBC-No De- 
tailed Affiliation Given 2pp 47557:356-47657:357. 

6811170367 Final response lo FOIA requosi far documenisApp A documofil available 
in FOR App 6 document totally withhold (rel FOIA Exemptign S) 

GRIMSLEY.O.H. NRC • No Oelailod Adiiiation Given. 88/10/36. FifLTON.J M. Nucteer 
licensing Reports 4pp. 47557:350-47557:361. 

6611170363 Final response to FOIA request Iqr documents. No addI agency secoids 
subi 10 roquesl located. 

GRIMSLEY.DH. NRC - Nq Doiailed Alliiiation Given. 88/10/26. MURPHYArl, AIHI- 
ation Not Assigned, ip. 47556 313*47556:320. 

8611170426 FOIA request lor listed documents ro facility 
WIULIAMS.O.G. JRA AssocialSS. OGW-88-073. 08/08/10. GRIMSLEY.O.H NFIC • No 
Oeiallod AIM alion Given. 3pp. 47657.053-47557;053. 

8611170428 Final response FOIA roquesl lot documents re facMy. Forwards App A 
docurments Documents available In PDR 

GRIMSLEY.DH NRG • No Detailed Alliiiation Given. 88/10/27. WILLIAMS.O.G. JRA 
Associates. 3pp. 47657:054-47557:305. 

-6503121)1(9 Provides no comments or ob|ections to issuance of efraff licenses eubnWl* 
led by B50227 A 26 memoe.Supplomental Input updating status of Unresolved Safety 
Issue A-48 sent to Olv ol Licensing by s^araie memo. 

SREIS.T.P, O.vision of Salely technology (800420-851124). 65/03704. 

THOMPSON,H L. Division ol Licensing (800428-851 124). ip. 47557;056-47657;056. 

-6603160284 Concurs w/proposed Lcenso package referred lo In 850227 memo.sub) lo 
changes & commenls Moa. 

BERNEHO.R.M. Division of Systems Integration (611005-861124) 65/03708. 

THOMPSON.H.L. Division ol Licensing (800428-851124). 2pp 47557:057-47557.056. 

-6503200016 Concurs w/liconso package w/l-slod excephons.including te^iremenl lo 
conduct detailed control room design review pet SuppI I lo NUnEG*0737 A require* 
meni for resolution ol SSER 6 open Items re Initial test program. 

RUSSELL, W.T. Division ol Human Faclors Safety (800428-851 124). 65/03/06. 
THOMPSON, H.T. DMsIon ol Licensing (800428 851124). 2pp. 47557:059-47557;060. 


-6504030459 Advises that facility license package has been reviowed.per 050327 
roquesl Mod of Licon&e Cond bon 23 suggested duo to addressing on'y pan of Goner. 
ic Ltr 63-26.P>oposod condif on SLOmillOd. 

CRUTCHFfELO.O Assistant Oirocior lor Safety Assessment GL'83-20 85/03/27. 
THOMPSON, H L Oivlsdn ol Licensing (800428-851124) ip 47557.061-47557 061 

-6504160601 Forwards second draft of llcanseConcutronce A corrections requested 
wlilvn 1 wk. Large number ol I’ccnso conditions dropped cr modified as result of com 
monis on 650227 license version. 

TKOMPSON.H.L. DNiSOn o' Licensing (300420.851124). 86/04/03. SPE/S.TP, Drvl- 
s-'on of Safety Technology (800426-851124). I8pp 47557.062 47557.070. 

-6604340703 Concurs w/second d-afi license w/ono exception re Atiachment 2.ilem 3. 
"Upgrade Etnaigency Operating Procedures " Horn should be deleted. 

BU&ELL.W.T. D:v.slon el Human Faclors Safety (000426-051134). 65/04/11. 
TflOMPSON.HL. D.vision of Licensing (800428 851134). Ip. 47557.031-47557:061. 

-860506031 1 Provides no obleciions lo issuance of proposed license end W/QS0403 
memo 

SPEIS.TP. b.vision el Solely Technology (600438-651124) 65/04/09. 

THOMPSON.H L. D.vision el Licensing (600428-051134). Ip. 47557080-47567;060. 

-6506310617 Forwards third drall OL for review Slsius list of remaining open issues w/ 
Pfo)ecie0 subrniifal dales also end. Cerrec lions lo OL A concurrence roquesicd wiihui 

1 wk 

THOMPSO.N.H.L Division of Licensing (800438 651124) 65/05/31. KN'.GHT.J. Divi- 
sion of Eng nearing (pre-BSI 125) I9pp 47557.0S2-47557;094. 

-6606160165 Concurs w/ih'rd droll of license end w/650521 memo 
RUSSELL.iV.T. Division o< Human Factors Salely (800428 851124) 85/05/30. 
THC»i4PSON.H L. Dh/is on ol Licensing (600428.851 124) ip 47557:005-47557:095 

-8513I3D3BB Forwards summaiy ol OL review costs & supporting documonialion for 
640624-1202 Addi laos cou'd bo assessed up lo new ce ling or tor fu'l cost if celling 
aiicNnaied prior lo Issuance ol Ol 

H(DLL0WAV.C.J License Foe Management Qranch (Pro 861 123). 85/12/06. license 
Fee Managoment Branch (Pro 861123) 2pp 47557 096 4 7557:097. 

-6611170432 Forwards drab OL A env.ron proioction plan A raplocemenl pages lo Nnal 
rtieii Tech Specs Necessary oxomptioas shou'd bo roquoslod prcmptly. 

NOVAK.TM. AsB'Steni Otecior lor Lieonslng 65/05/20. PARRlS.II.G Tonnessoe 
Ve'Jey Auilionly 200pp 47657:099-47557:295. 

9611170139 FOlA request for documanis ro PNO-IV-OB-OSIA. 

SMALLP. FOI Ser^cas. 7330D. 96/10/25. FELTON.J.M. NRC • No OotsHod AllJiation 
(3iv«n. ip 47666 190 47556 100 

6611170431 Final response to FOia roquesl for documerVsNo agency records sub] to 
roquosi locolod 

GRIMSLEY.O.H. NRC • No DetaliOd Affilialion Given 80/ 1 1 /03. SMALL.P. POl Serv* 
ICOS ip 47556 191-47556:191. 

8611160050 FOia roquosi for nonpiopribtary portions ol license appICBLon A license 
issued 10 QA Co lor drslnbut on or gomslones 

REILIY.W-P. Missouri, Un'iv. ol. Colurnbio. MO. 68/10/18. NRC ■ No Oolaiied Aflitl- 
etion Given Ip, 47574 094-47574 004. 

6611160054 Final rosponso to FOlA requosi lor documonts Porwerds documonis listed 
n App A A documonis eva-lab’e in POR. 

ORlMSlEY.OH Division ol Freedom ol Information A Publications Sorvfcos (Post 
660515). 86/11/07. REILLY.W.F. Missouri. Untv. Ot. Cotumbla, MO. 3pp. 47 574:096. 
47574 177 

-B604040226 Giania extension until 680606 lo respond to NRC 890303 Hr. Mooting will 
held on 8804 1 4 In Rockvi'le.MD.pcr 060322 letcon. 

LAMASTRA.M A. Modical. Academic A Commorclal Lfso Safoty Branch. 019643. 96/ 
03/29. ASMUSSEN.K.E General Acomics (ftjrmofly GA Tectrnolagies, Ina./Gencfsl 
Atomic Co). Ip. 47574:106.47574:106 

-6604040243 Roquests exionsion ol lima of 90 days lo prepare rosponso to NRC 
666303 Hr re licensee application lot amonti to license. Mooting w/NRC also requesi- 
ed- 

ASMUSSEN.K E. Qenotel Atomics (fDimoily GA Technologies, Inc /General Atomic 
Co). GEN.JPOO. 60/03/16. LAMASTRA.M.A. Medical. Academic A Commercial Use 
Safely Branch 2pp. 47574:104-47574:105. 

-6811169067 Roquests lurihar extension ol Imo lo 680630 lor submilling responses to 
quesUms raised by NRC during review of license application. 

ASMUSSEN.KE. Qenarel Atomics (formerly GA Technologies. Inc./Gonoral Alom'C 
C>J.). GEN-1237. 66/05/31. LAMASTRA.M.A, Med, cal. Academe A Commercial Use 
Safety Branch fp. 47674:I07-47574'107. 

-8611180971 Grants request tor extension of time to respond to NRC concerns to 
660830. 

LAMASTRA.M.A. Medical, Academic A CommefCRt Use Safety Branch. 019643. 83/ 
06/09. ASMUS5EN K.E. Ganotal Atomics (lormeily GA Technologies, tnc. /General 
Alon^Co). Ip 47674:108-47574:166. 

B6111B0069 Appoala dental ol FOIA request for records re FCMA-graded exercise on 
adequacy of radiological enorgency response planning A preparedness for util. 
8ELAIR,R.R. KiricpalricK A Lockhart. 88/09/19. NRC • No Detailed AKiHatlon Given 
app. 47557:317.47657:320. 

8811180069 Partially grants A parlially denies 660919 appeal re OH Grimsiey 860811 
denial of FOlA request lor listed documenis.Porflons of App documents remain with- 
held (re< FOIA Exemption 6). 

STELLO.V. Olc ol the Executive Director lor Operations 88/11/03. BELAIR.RR. Kirk- 
pabfck A Lockhart. 2pp. 47557:321 -47557:346. 

-8611160076 Summary ot changes to avaluation cnleria of NunEG.oe54/FEMA-REP* 
l.Rev 1. 

* 1^ • No Detailed Afljllaton Given. FEMA-REP-t. 87/10/28. 1p. 47557:323- 
47657:348. 
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8811180196 rOi'A reqjosi lor 0(c ol Gone/et Counsel 'nput mro rteccuolKi ol SSF & 
LOCA 8/0^ e Y 0"’©' c^ocu^^Gt;tal^^n as cef 'n of\:i 

CHAPMAN, N d. aochro; Power Corp 03/09/07 NBC • No Doiel'oo Albiaton Gr/c« 
?pp, 4/CD4;171*i75o4*1 72 

8611160121 Fha' fosponsf) lo FCiA reqt'osi for cJocu'noifs Forwards ((ocu.*nenls (isied 
FO^I*Exempicn' IT)'* "* Docun-enis listed in App Q totaV wlhhold <rel 

Do'aied Alt'l.atioo Given. 88/11/04. CHAPMANNQ 
eaclY.elPowor Ct'p. App 47584:173-475e'l:?40 

-6^200213 Ferwards pi'Onl'iai.on eve’ua'-on ol Genorfc issoo no "P.plna R&v^ 
Co/nmi:!o0 flecomrrcndaiions - & G:wCS inlo stieol mdicfllmg info rtoedod lo mo^lor 

Bwunruc o^ii Nuc'oar neacio/ noaulaL'on, Direcior (pro 851126) 85/09/10 

475M^2^8'a 750?23S ® ncgolaiorir noSGa-Ch. Dnocio/ (Pro 860720). lapp. 

Rewesis cnai Gororic isaua (Ol) 119.1. ••p.po Ri«)iL/e noquvemonia & 
^ suhsymeo n fefnaiMng ol G) 8 6 

loads, Load Co-TiDnel'O/is 8 SIress limis '■ • 

a0SNAK,nj. Enanearrng issL-ea Branch a7/CH;Q8 KNiELK Saleh Ptooraio Evav 
oalion Oranch Ip. 4758-1 236 47584 236. ’ ^ 

“ «®i’rl,’«?c«il 'ocomirondod act.o.na by pip'na review co»rm.;iee ro docou- 

pirgol solsmic & epo rupiuro loads *«»>-wu 

Ofl/fto^iptic T? n® Ragufaiory Resoatch. Oireclor {Post 860720) 86/ 

47581237-47^884^36"' “ * Ovarsifliil (85UaS-07O4U) 2p(j. 

~ SBP 3 o's"''® * ®Pt>'®='3iion et com-naws & roviow ro lerrWoahorj ol 

THOMM/iS M SaMy {86W20 870413). 86/10/82. SPEIS.T . 

860407 FOIA requssi tor documents 

p'='‘'«fF4Tienl Accou.'iiabi'Y Proloci. 80/10/07. ST6LLO.V Ole ol me £«- 
acutNfl Oiiccioi 1&1 Opoialions ip 47574 090-47574 080. 

’® ®cf«al of denial o< FQia roquasi lor Record E UAdvtsos 
CH 11 f^nClwMK f'SC'Osuro ?-al FOfA ExotpiW* 6)^ 
0P. 10 4757488*4757^3®''''^ ® 68/10/31. BAUMAN.L Gar*)©. 

V request lordocumems Oocumonia bsiad in Appe i 

fons^i" fj Ooc<irr,enis iisiod in App j p8.h-8ivy wiihbeW (lei fOiA E*^. 

Bp'1?p^475g7;3«‘57957!335®''®‘’ ^UnUdi SAU'MH.L Geido. 

® ali')l?li?/9P“‘* ?' “^’<’31 FOfA raqussi lor documents 

®r . - S-'- Accoun’eWiiy Proleci. 67/10/15. STElcO V Ole ol me 6x- 

OCul.vODirociorfOfOperfllons. ip 47667.2{l6.4;567:296 ' 

of denial o( FCHA reouosi lo' dociKnonis Pontons ol 
^umeni iden'ifed in App 0 w.-hheld (ref FQiA Exemption St.Forvrards nonw^i 

®' "''o'/"a«on 8 Puoi«:ation8 Semwes (Post 
®AUMAH,1 Gove/nmeni AccouniabllllY P'diOCi 2op 47567:297. 

PflljaiV cteioiad insp Repis 50-499/67.25 8 50-499/07.25 deiai*s No vie- 
'nr^®i a®» . noieO.Wajor areas insooefed security plan & 

procedures, Budiis.records A repts, mgi efloctiv©ne8S,socurifv organlaabon 8 lociung 

475M?al6 ''' 50 499/07-2$ 87/06/03 lipp 47557 306 

P'opwed n/emaWng submined lo 
<fi'' Jijne ie88.(nCiiKJing undersiandmg of Irade memo 8 aV wrtmL 
!'.fiXrSc'.55 * incidents, acodonts or haiatdous events. ^ 

WtAuON,DA Weadon. flehm 8 Associaies. ’ Inieiraional Seil-LwrriifKMfs Msnular. 
47T^4 243'^'^'®''°" 88/08/22. NRC - No OataUad AKitiaUqn Given. 3pp 47564 241. 

'*".'pp A ‘*0 

SS.?"s aIm.,S WEADON.DJ> 

“®5’J Pachage cons :si.ng 01 i.sl of Agieomoni Sieios A NRC iiceAses ux export 

? Wrtium gas lo Dn ted Kirtgdom (ram 1978 lo present 
NflC • No Oe;a,iod Aff.liauo.n given. 88/06/ 16 12pp. 47684 246.47684.267, 

•C?,°s.ss o 

sS£5&T3';Mr557Mfe“7o'»’"'”'' ">"eo«.eE- 

•«' n'.*;, -« “""r o' 

AccouniabAN Piojaci. 66/06/09. QRlMSLEYO WIC . No 
Oela-lad Affii-alion Given. 2pp. 47504 258-47564:259. 

10 FOlA roqoesi lot documents.Foovards documents fceied 
iCnn'rP 0 Docirnrionis being placed m PORApp A docomenla also avarfebiB Wi 

nmiiqJpvTM® 1°'®’''''^''"^®^?®' FOlAExarrSlon^i*® •" 

GRIMSLEY.D.K NRC • No DolaJod Atfiiiaiion Given. 68/1 1/08 CONOIT R Govern- 
mom Accoirnisbi'ily PfOiSci 8pp- 47534 280-47584 314. n.«-wrem 

•f'orms that 4S ecLons listed in recipieni 870414 memo to Cna-rnwap- 
propnale resolve 34 issues raised in Ole ol Inspector A Auddor ReM 

veiJDl^e®oB*rt reqoesi for review ol Caiogorv 1 recommendations 

KEPPLEflj.Q Ole Of Special Projects. 87/08/25 STElLOV. Ofc ol ihe Execuinm n 
tecior lor Opeiatlons 2pp 47584 295-47684 296 netxecuiive Q 


-870909021S Fowards NRR p'an 8 sctiecJu.'o lot responding 10 liems 1 & 2o'Oiar 
men Zocn 870512 request spociiyinn seven action items te Comancho Fesi •v4 
review mopp Rospons© to item 3 providort m NRR 8706C9 memo 
5 !. oIeI/. T ..°'!l?,® Nuclear Reacioi flegulaliori, Oi/eclor {Post 070411) 67.;^/ 
?5i;o 470 ' ®* '*^® Exocutivo Director tor Operations 9pp. 47534 ;'i 

4 /dD4.«/v 

“8712210113 Raspontfs to fl/ii3f) memo ro roconimondai'ons par CoTorc";# Fjji 
Rapt Hewaw Group rocommecdaiiorts Guidance adsquato'y 'rr.picmems Rcco-'.tsi 
daa^s to 12,14,57 A 60.Poi'cy shcuirl bo revised to ompfiasire safety ol vtp'aicisti 
qualny stds. 

Nuc-'ear Reactor ftegulaion, Oi/octor (Post 0704111 ein?/ 

14 tieBERMAN,J.OICotEnforcomont(PostQ704l3) 2pp 47604:280 47604 ?9-. 

—8881290033 Forwards Input in dovoiopinn gudarico re dos-Qn docurron*. 'ss'jecv 
Cussed mRD Uail'n 071120 mama 

Program Manaqemeni, Pol-cy Covotopmeni 8 Analysis Sts'i (P«i 
no,?®'® MILHOAN.Jl Region 4 , OfC ot the Oireoio/ 5pp 47584i=5- 
4/D(>4'?2>9. 

■~8&0l260036 floquosts ass'siance in davclopino noedod pu-danco on issue ol ha'vf -id 
tena-n records as design documents 

MltHO^.J.L Reg-on 4. Ofc oi tlio Ci.-ecior 87/12/09 SNlBZEK.JIl Assoc-ata Dv 
'"speci'on A Technical Assessment (Post 870411) Ip 47684?;; 

47504, 2i)8 

“6Mt29004D Concludes Thai np luriher aciion.othor than those e'lesA 
0.snned.<iecessaiy lo address lundai-neniai thrust at criticisms of necto.-i tV mgi i sv 
peryi^ perlormanco contained m Comanchs Peak Review Group rept 
MAfiTlN.R 0 Roqlon 4. Ole ot me O.ioctot 07/ 1 1 /20 TAYLOR d.M Olo Ol tho £««• 
uwe Orecior lor Oporal'ona 2pp. 47504 3C0 475B-i.301. 

— 88O21OOI61 Submits input to P'an for implementing rocommondBiicns iiorn fac iiy roji 
renew gr^p {Yoject rapt Donniiivo A documented tegutaioiy pos tw does not ecsi 
on cenirols during transfer balwoon organizai'ons re sii-poing records, 
nw Licensee Performance A Quality Evai-jai-on (Post 07G4I1). 66' 

6^12) iw 4^4 2K5BT2e<l'°"®''’® ^ 

-8811160191 Forwards lislod documents in response to 870420 repuesl re 870414 t« 

CC^NeiLY,S R. oilita ol Inspector A Aud'ter. 07/04/24. E(5LfS.Q J. Atomic Ss'eir 
and ircens-ng Appeal Panel ip. 47604 266 47584 266. 

—9611160194 Recominenos rssuenco ol final rolaase/wiihholdmg Uecisien on Conan 

chowiAArieiioiepi 

26'r47®5V4^26” ®’® S^eu'ive Director lor Opci 

“8^1180199 Forwards lislod documents reieasaliio lo pubhe ra inveai-gaiion of arall 
awns on plant tor Commission tsvia-w 

S'ELtO.v. el ihe Executive D-recior for Operations 97/08/07. BRJGQS.W. Sot-e- 
ilor. 3pp 47504 200-47504 270. 

-Milt802l3 Advises that no comments or* au'dar.co ptooosed by Ole ol Ep( 0 'Mt«m 
2aw*^^'’S® i? r®commendeiio't9 made by Comanche Peak Root Revlaw Group 

0' Director 69/01/29. LIEBERMANJ Ole of En'OiM- 
flMm (Post 870413). Ip. 47584:280-47684-280 

10®' Mnriin to address listed cencerna ro fae- v 

. ^ Manm ogreed that both concerns would be covered 

IP 4?504%M75e2 gg','"®"®'* °"'®® 00/03/10 NRC • No OelOiled Air.lifllion Given 

-8811180223 iniorms mat EDO essu.iiea iOBpon8ib;l.iy lor ih/00 act-ons on 766 sya rec- 
ommended >n Comanche Peak rapt 

• Wlice of Nuclear Reactor negulaiion. Director (Post 070411). 00/06/17. Oflce ol 
Nudes* neacioi Reguleilori. Onsdor IPosi 070411). opp 47584 292.47684:204. 

-9811190231 Intoims that steleil NRC ofc pions \o supppori NRR A log ons in mod>ff- 
®''® ostahlishing new sys in resppnso lo Siello 870819 lir. 

Adm,ni5lrQ\ion A Rbsouicbs Managemeti'.. O'lector iPcst 
87/09/04. REHM.T. Ofc ol the Executive D, rector for Operations ip 
47584 297-47504 297 

Discusses diversity m way regions create A use master losp plans 
•nirdj^ rosutla of laiesi headquarters mgi meeting visit to regional olcs. 

. aS®^'-''/ Executive Director lor Regional Operations, EDO (Post 070413). 
WJ/W3/16. NRC • No Detailed Affiliation Given, ip. 47504:299-47584 299. 

FWA request lor documents re how each region uses point sys rsled in 
txtwii 1 ol Temporary Instruction 2800/15 of NRC msp manual to ideniify problem 
Kwsees.to assess licensee performance A to increase severity ot enlorcemenl 
sction 

Fei.T«4.JM. Nuclear Licensing Reports. 00/10/05. GRlIvlSLEY.OH. NRC • No Do 
laaed AlWialion Given ip. 47574 290 47574 290. 

^'^®' '®®PP/*S9 IP PDl* request for documents re Temporary Inslrirctoc 
^ PocumetMsApp A oocumonis also ovaiiabie in TOR 
Division of Freedom of inlormation A Poblicaiions Sorv.ces {PosI 
88f*f/08. FELTON, J.M. Nucieai LicofWmg Reporta 2pp 47S74-291- 

-9606190294 Forwards draft temporary instruction (Ti) on performance evaluation cr.ie- 
MW wet Cycle A mails licensees .for review A comment Tl would have each trrgion 
o^?S??.r. IT® ®™'" ''V' program using subj criteria 

Division of Industrial A Medical Nudoar Soloty (Posi 070729) 80/05/ 
00. CONOEL.F.J. Region 1. Ole ot the D.recior COILINS.D Region 2, Ole ol the Dr- 
rector. NORELIUS.CE- Region 3, Ofc of the Director. 20pp 47574 333-47574 362. 

-8608030406 Forwards final Technical Insiruciion (Tl) 2800/iS re safely perfo/rnarrta 
evaluation taciors.NRC Insp manual vers-on gone 10 print A fonhcoml/sg Comments 
Of> if'a'l Tl did 880506 taken Inlo account. 

WNMlNGHAM.R.E. Division ol industrial A Medical Nuclear Salety (Post 870729) 
88/07/15. SJOBLOM.G.L Region 1. Ole ol the Oirocior STOUR J P Reg'on 2. Ote ol 
^ Dwlot. NORELIUS.C.E. Region 3, Olc of the Director. 6pp 47574-293- 

C0O, 



NONDOCKETED ITEMS 261 


-6611160206 Forwards NHC Rogon I Form 305 doveloped to implomortl Tefrootary In- 
struclicn (TO 2000/15 roqu remonis Plar^s lo' Tl 2600/15 imp'omorviation nscussed 
EBNETEH.SO Reg:on 1, Otc 0l Iho Oiroclor 88/00/28 CUNNINGHAM.RE. Divlsnn 
ol indusinal S Medical Nucioar Saloiy (Post 870729). 8pp 4757a:296-475>4:306- 

••6611160214 Inloims Ol 681001 Implomoniaiion ol Tbrrporary Insttuchon 2600716 
using performance evaluation (actors provided by boadquarlora Qu-denca.Forwards 
Rendon li program & roquosis roviow ol p.'ogiam Implemontoiion. 

CLINE. W.E (leg on 2. Ole o( the Diiocior. OO/iO/M. MllLER.V.L Modcai. Academe 
6 Commorc'O' Use Safety Orartcti ip. 47574:307.47574.307. 

••3811160217 Provides instruct ons re Implomenlailon ol Tompprary Insiiuciian 28007 
15 

POTTER, J P. Ron on 2, Olc ol Ihe D rector. 88/10/14. Region 2. Olcol the Oieclor. 
4pp. 47574 308-47574 311. 

-6611 160222 Forwards sirawman lor pcrto.'manco ind.calor program lor p'obiom I cens- 
oes S requosls to lest sub| sirawman -w/iisled cases to dotormino It point sys on 
leiuot Roqijesis to discuss test rosulls by 670430. 

AXELSON.WL Region 3, Olc Of Iho D.recior. 87/04/03. SRENIAWSKI.D J. Region 3. 
Ofcol ibe DreclOt 2pp. 47574 312-47574:325 

-661 1 160229 Comments on draH tomporary insituciion on perfO'rrience eveiuaiion ciilo- 
ria lor fuel cycle 3 malls licensoos.in response to 660506 memo 
NORELIUS.CE. Region 3. Olc of (ho Giroclor. 66/05/25. Sj(3BLOM.aL O.viaion of 
Industrial & Medical Nucioar Seleiy (Post 870729). 4pp. 47574.320-47574.332. 

-•8811160244 Forwards draft temporary insiruciion & roquosie lo use newitsi ol laciors 
in place ol performance indicators used previously.ConducI ol tramlng session also 
requested lo properly instruct staff on proper use of form 

MALLETT.BS. Rrrgion 3. Olc ol the O.recloi. 68/06/20. WiEOEMAN.OO. 
SRENIAWSKI.DJ. M.CCANN.QM. Rogion 3. Olc ol the 0 rector. 5pp 47574.353- 
47574.357. 

8611160203 POIA roquosi tor records to production &/oi research at Ouohenna iacMy. 
Gl/itVARO.e Rrdgway Rocord. Hidgway, PA. 66/00/07 BEED.CA. MiC ■ No Da- 
tailed Allilialion Given tp 47637:302-47637:302. 

6811180205 Partial response lo FOIA roquosl lor records App A records end & evail- 
ablo irt POn 

GRlMSLEV.OH. Division ol Freedom of Inlormaiion & Publications Semlces (Posi 
880516). 06/11/10. GUILYARO.R A. Ridgway Record. Ridgway. PA. t2pp. 47837-303- 
47640:106 

-8811180229 Forwards application lor ronowal of License 37-01040-06 
HIQQINS.RQ. Atlantic Rictttield Co (ARCO). 43018. 62/04/20. MASON.j.R Atomic 
Energy Co/nrr>/ssion. lOpp 47637-3J5-47637333. 

-8611180234 Forwards appiiceiion for amend to Liconso 37-0 1048-0 1. auUion/ino pos- 
eossion & use ol lO mCi S 35 

FlELO.H.W. Atlantic RlcMield Co. (ARCO). 1684. 56/00/15. ROGERS.L.R. Atomic 
Energy Commission, ip 47637.334-47e37;334. 

••6611180236 Appiicniion lor amend to License 37-01048 Oi.auiho/iMH) possession 9 
uso ol to mCl 9-35. 

RELO.H.W. Atlantic Riclilicld Co. (ARCO) I894 . 58/08/16. t4pp. 47637:335- 
47607346. 

-661118024S Forwards ewiicatiert lor amend to Licenso 37>0i048-0t. authonting pos- 
session 9 use ol 2 mCi Ca-45. 

MYERS, WA Atlantic nichlield Co. (ARCO) 56/12/28 ROGERS, L.R Aloiwe Energy 
Comm-ssion. ip. 47637:348 47837.340. 

••8611180247 Certilicato of disposition ol metl9:all byproduct mails procured 9/or pos- 
sossod by i consoo diposed ol in compliance w/provisions of ioCFh 20 
• Atlantic Richlield Co. (ARCO) 6Q/02/13. ip 47640.018-47840018 

-6611180249 Application for amend 10 License 37-01046 OI.euihorlsirtQ possession 9 
use of 2 mCi Ca-45 

MYERS.WA Atlantic Richliold Co (ARCO) 56/12/31 2pp. 4 7637.350-4?e37 35l. 

-6611180250 Forwards application lor license. 

FlELO.H.W. Atlantic Richfield Co (ARCO). 3096. 67/01/20 ROOEns.in AiooVc 
Eaoigy Comm ssion. Ip 47037 352-47637:352. 

••8811180253 Requests licensing authority that will allow NUMEC to use Modoi 300 
shipping packago as described In Ailachmoni A. 

VlZZlNfif A. Ailanlio Richfield Co. (ARCO). 66/02/22 Atomic Energy Commission 
24pp. 47640.019-47640:042. 

-8811180257 Forwards revised Sketches I 9 IV ol Ailacnmonl A ol ovalusbon package 
sent on 660222 in response lo 680312 lolcon. 

VI2ZINI.T.A. Atlantic Rlchliold Co. (ARCO). 68/03/13. Atomic Energy Commission 
6pp. 4764O.O43-4764O.O40. 

-681 1 180269 Rough draft ol CWR-462. ''Health Physics Manual " 

M£ZGER,B.J. Curliss-Wflght Corp. 57/04/30. 44pp 47637;353-47638036. 

-6611160262 Rosponds to Items of noncompliance noted in 680119 lb. llcenao emend 
lequesiod to relied cobalt for calibr. 

CALDWELL,R 0. Nuclear Maierials 9 Equipment Corp. (NUMEC). 68/02/15- 
KJRKMAN.R.W. Atomic Energy Commission. Ip. 47640.0-16 47620.048. 

-8611180263 Application for amend to License 37-01048-03.aulhonilng possession 9 
use ol .55 mCi C-t4. 

FiELD,H.W. AtloniiC Richfield Co. (ARCO). 57/05/03. 2pp. 47638:037-47638 03a 

-8611160266 Ack receipt of 680215 Hr inform ng NRC ol steps taken lo correct Hems 
ol apparent noncompllance nolod m 6601 19 Itr. 

KiRKMAN.R.W. Atomic Energy Commission 68/02/19. SHAPIRO.Z. Nudear Materials 
8 Equipment Corp. (NUMEC). 2pp. 47^0 050 47640:051. 

-661 1 160289 Application lof renewal ol License 37-OID‘i8-Ol.aulMruing possession 9 
use of 2 mCi Fe-S5 9 Fe-59. 

FlELO.H.W. Ailant.c Richlield Co. (ARCO). 6334. 57/07/02. 2pp. 47638:030- 
47636.040. 


—0611180271 Ack receipt of appi cailon for amend lo Liconso 37 01046 01. auihan/ing 
)»ssBSSion 9 use ol Fo-S5 & Fe-59. Lisiod addi .nio roquostod to continue review ol 
appiicalion. 

HITCKJ.W. Atomic Energy Corrm'sslon. 6334. 57/07/15. MELPOLDF.R.F.W Allani-c 
achheldCo. (ARCO) 2pp. 47638.041-47e3Q042. 

-8811180272 Saleiy msp on 671023-26 of License 37-04456 08.lnsp Imdngs 10 mCi 
Co-60 not possessed at facility 8 ca'ibr ol survey meters not as set forth in Section 
10.S2.I.23 of eppl cation 

LOAENZO.W.R. Atomic Enorgy Comm ssior* ‘ Njclear Maioi-ais & Equipmoni Corp. 
(NUMEC). 60/01/17. Ip 47640052 4 7640 0S2 

—6911160273 Forv/aids application lot renewal of License 37 01046 06. auHiundng use 
of Cs-i37 & emending Condil-on 12 es lisiod. 

tOGOINS^.B. Atlantic R-chlield Co. (ARCO) 60/04/03 Atomic Energy Coir.m.ssion. 
Ip. 47640.053 47640 053 

—9611190276 Requests completion ol lo'm re inlo on d.sposal of radwaslo by burial at 
sea ^ 971 1 16 Rotated inlo encl. 

8UCHAN/LN.C.R Atomic Energy Commission. 57/11/05. JACKSON.Hfi. At'aniic 
Richfield Co (ARCO) 7pp 4763804.3-47638 049 

—8611180270 Application lor emend ip Licenso 37-02416 03. aulhorttmg possession 8 
use of 20.000.000 mCl CO 60 lor RSD 

ROBERTS.C.J. Curtiss-Wrighl Corp. 9417. 50/03/07. 29pp 47638.050-47630.078. 

—8911160280 Reqyosis.ln wnting.sieps lakon to correct noncompl-ance noted dudng 
■nsp on 660429-0502 Response roguasiod with n 20 days ol itr dato. 

KiRKMAN.RW. Atomic Eno/gy Commission. 68/06/04. TAYLOR.G Nuclear Materials 
9 Eqj^vnonl Corp (NUMEC). Ip. 47640.054-47840 054 

—9811160281 Safely inspon 600420 0502 ol Liconse 37'0445G'On.lnsp llndngsno resl- 
dciAl boaiih physicist employed al faci'ity & contro’ ol access lo operations area not 
requirod Fw eppbceiion. 

L0REI42O.WR. Atoinic Energy Commission. ' Nuciea' Malorlals 8 Equipment (3oip. 
(NUMEC) 68/06/04 Ip 476‘r6.055'47640:055 

-9811180292 Licei'se 37-02416 03 lor Ciiitlss-Wrigitl Cc'p. authorizing possession 9 
siotega oi 20.000 mCi Co £0 

MASON.J n. Atomic Energy Commission. 58/03/10. 2pp. 47636 079-47638 081. 

-6911160264 Discusses inspoclcr evaijplion ol iicensco.in inspector opnion.iicenseo 
slowly gearing up in personnel 8 aciiviuos to oilect largo scaio operanon. 
LORENZO.WR. Alomlc Energy Commies on 60/06/07 NELBON.P.R. Atoms Energy 
Commission t4pp. 47640066 47640-069 

-9011190268 Discusses dpllclonc-os noted In 6709t 1 Insp of licenses 37-01046-01, 37- 
01049-02 9> 37-01040-03 Rosponso to Homs roquostod w.ihln 30 days ol itr dale. 
MASON.J.R. Atomic Energy (Commission 98/03/26 MALPOLDER.kW. Atlantic Rich- 
IMd Co. (ARCO) 2pp. 47638 082 47630.093 

-8911100299 Ack race pi ol 660914 Itr iniorrmng NRC of Stops taken lo correct itoms 
ol noncoi^iienco noted In 600604 itr. 

KiRKMAN.R.W. Alom s Enoigy Coinmlss'On. 60/06/28. CALDWELL, R. Nuclear Male- 
riels 9 Equvmeni Coip. (NUMEC). 3pp 47C40070 47840:072. 

-0011100200 forwaids 900205 msp repi ol Liconses 37-01046-01. 37-01046 02 & 37- 
01040 03 lor Into. Noncompl'ancos listed 

nOQERS.LR. Atomlo Energy Commission. 60/02/05 MASON.J.R. Atomic Enorgy 
Commission, ip. 47630 004-47639 084 

-0011160291 Discusaos noncompiinncca noted in msp nl Licenses 37-01049 01,37- 
01046-02 8 37-01046-03. Aiilhonzod uSQi no longoi ompioyed by licensee. 
PALMJTER.C.C. Atomic Energy Commission 67/12/30 HOQERS.L R Atomic Energy 
Comnrissicw ip. 47638.065 47936.096 

-9611100203 Fonvaids Insp repi of Licenses 37-01046 01,37-01046 02 9 37.01046- 
03 Concludes licensee m noncompliDnce as bsled 

MANN.MM. Atomic Energy Commissibn 57/10/Dl. PITTMAN, F.K Alorn'c Energy 
Commissfon 2pp. 47638097-47639:068. 

-6811190295 Rosponds lo Hems ol noncomp'lanco noted in 660604 Itr. Radalion 
safety oflicor changed from R Caidwoll lo A Drouer A Cloarhold hoi cell operation 
area noi coruamn naled aiea.thereloia.no prolectivo doihing lequiiod. 

CAlOWELl.R.D. Nudoor Materials & Equipment Corp. (NUMEC) 66/06/14. 
KIRKMAN.R.W. Alomlc Energy Commission 2pp. 47640 073-47640 074. 

-0011100297 Forwards insp repl ol LIcensos 37-0104601.37-01046-02 9 37-Ot048- 
03 Usied noncompHancos nolod. 

KERKMAN.R.W. Alomlc Eneigy Commission. 57/00/27. MANN.M.M. Atomc Energy 
Commission Ip. 4763S:069-47636:099. 

-9911180299 Forwards Amond 4 to License 37-04436 06 
OAVISF.C Atomic Enerny Commission. 68/03/30. OREUER.A.T. Nucloai Materials 9 
Eqiapmeni Corp. (NUMEC). Ip. 47640.075-47640 075 

-6611190301 Informs that licensee now has compoteni residonl hoallh physicist w/sul- 
(idetri number ol lechmcians A cloncol help to permit lu'l coverage ol health & safety 
ol licensee facUily. 

EPSTEIN.E Atomic Enorgy Commission. 69/11/10. NELSON, PR. Alomlc Energy 
Corrunlaslon. Ip. 47640.076-47640.076. 

-0611100303 Comphanco Insp repl ol Licenses 37-01046 01,37-01049 02 A 37-01046- 
03 on 57091 I Noncompkancos nolod Major areas Inspected. opeialions ol lacil-lles 
* /Uomlc Energy Commission. 59/06/31. 4pp. 47636:000-476 j6.093. 

-0911180306 Advises that no lurlher corrospondonco lequuod le noncompliance noted 
dudng Irtsp ol License 37-0445&-06 on 661028-31. 

KIRKMAN.R.W. Atomic Enorgy Commission 66/11/20. WITT, A Nucioar Maiorials A 
Equpmani Corp. (NUMEC). tp. 47640.077-47640 077. 

-9911190306 Amend 1 lo Liconse 37'03416'03 lor Curtiss Wright Corp, amending Con- 
dilion6 9A.l2 S t3 as tislod A adding Conditions 14.15A iBasHstecf. 

MASONJ.R. Alomlc Enorgy Commission. 58/04/03. 2pp. 47636.094-47836.095. 
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-esrrfSOStO Sar»ty 'nsp cr> eQi026-3l o' lf::onse 37-04456 Oa.insp rintfmgselr con- 
COfMralion surveys on occasion not msdo co" enUios f\c< pnoi to entry 

su'ts eve'isMo belotoon^enng. 

EPSTEIN. E. Asomlc Ene/gy Co'nrriss'on * Nuctoa' Usie-'ials S Eqinpmonl Corn 
(NUMECJ as/l 1/19. 4pp. 47640075 4 7640.081. 

-68f f t903|4 Appiicaiion (or amend to License a7 0l048-03.autriQ.'i7in3 MR Jackson as 
user 6 cfefaiing WR Mi'ei 

JACKSON, H H. Ailantv: Ptch'lsW Co. (ARCO> 50/04/09 MASON.J.R. Atomc Eneiny 
Commission Ip. 47638036-47638:096 

-8611160316 informs ihai >*fiol© body cxposuie reported on 6813^6 was 200 
mrem.Hea'irt 81 saloiy lec/iriiCian reiurring (o rad'ai'on work & correc'iva acMKt wi.T be 
i.Tipiomcntod. 

CAuDWCLl.n.D. Nuclear Waiorials S Equ^mont Corp. (NUMEC) 68/13/30 
KIRKMAN.R Atomic Enaigy Commission Ip 47040082-47640.082 

-6811160319 Ac* receipt of 5804 1 7 itr corrociina dellciencies noted in msp ol Licenses 
37-01 04 8 0 1 , 37-01048-02 & 3 7-0 1 048 03 

MASON.J.n. Alom'c Enorgy Comijilss;oo 58/05/14. MELPOLnER.F.W. Aflanlic Rich- 
Oe'dCo (ARCOJ. ip 4763aoe7-4?63a.0fl7. 

-8811160322 Subrniis lepl o' whole body exposuio lo Co 60 radiailon exroodirn 6 fom 
CALOWELI.R Nuclear Ma'criala & Epupmanl Corp (NUMEC). 68/12/30 
KiRKMAN.R Alomlfl Energy Commission 12pp. 47640.063 47640 094 


—6611210326 Requests addi l-siod info ro appl'Caiion for amend 10 License 3f-C!>MS 
02.inciu<>ing label used to indicate prosonco o' radioact.vo mans S msiruciicnjitu 
olo^cal safaiy piecsuhons furnished to dnvors of voh cios 

MILLERW.O. Atomic Enerfly Commission 50/05/29 JACKSON HR ALjrtc (U,-. 
IWaCo (AHCO) Ip 47638 133-47638 133 

-8811210331 Apf4iceiiofi tor amend to License 37-0t04B 02 auii-oiir'ng posscis<n i 
usa of 150 mD Fe-S5,Eo-59 & Co 60 

FIELO.H.W Atlantic Richfield Co (ARCO). 57/03/13 ?pp 4763Q:134-47638.I3? 

-8611210333 Ack receipt of app'ication Icr i.censeRoquosla comploiidn ci arei 
Form ^C-3f0 

HITCHJW. Alom,c Energy CommiSS'On 4217 67/03/01. JACKSO.N.'IO Atjne 
RiCtifieldCo (ARCO) Ip 47638 137-47630 137. 

-8611210336 Application for license. authorizing possession & use o' 6 p-ston nngs^w 
lafiUM Fe-65,Fe-59 & Co-60. 

flEtO.H.W. Alianiic Richfield Co (ARCO) 4217 57/02/19 3po 4763ei:-8 
47630 143 

-8011310340 Informs ol issuance ol Amend 3 lo License 1 7 00160 03, a ji’'ciijir'a 'fi 
D ir-192 in Curtiss-Wrighl 10-56 5 

WILlEft.W.O Atomic Energy Commission 59/02/13 KIRCHNER Cuil.SS-IAdJ'ilCop 
Ip 47638 144-47636:144 


-6611180926 Responds lo S80326 lir re deficiencies noted Ip inap ot Licenses 37- 
01046-0137 01040 02 4 37-01046 03.Cofi6ciiMa aci'ei^sHR Jackson bes'gnaled es 
authorized user ori license 37-01048-03. 

MELPOLOER.F.W AHanlle Rlchlioid Co (ARCO). 50/04/17 MASONJR Alon4c 
Enorgy Comm'ss(on. 2op. 47636098-47638 099 

-8811160330 Informs of whole body oirpoaure to radiailon Caused by faUv/e to loNow 
proper hoi cell sve area door opening procadjtes Ind calad as pad ol Condniort i7 
KiRKMAN.R V/. Aloinlc Energy ComrAssion. 66/12/31. HOEOER.ift. Atomic Enoroy 
Commission 2pp. 47640095 47640.096. 


-88II2I0347 Ack receipt Ol 590209 Hr re jtv SausyiHo bringing live Sr-90 sci/ccito 
Cudiss-Wrohi itom Univ ol Cmcinnaii Addi inlo 10 leaking sources reqjosicd 
BUCHANAN, CR Atomic Energy Commission 59/02/13. DONOVAN.Jl IV.sj 
WrlghiCorp Ip 4763B.14S-4763B 145 

-8BII2I0363 Appiicaiion lor license 42-02924 Oi.authonz.ng possess'o.'i & u-ie s' 
3.000 mCi Xe-133 tor in]eciion into small compressed an sioraga lonk & air tHSKaiys 
o4 iwo Ite^l cars lor trial as tracer m lotik detecimn 
aEAM.M f CurliSS-Wright Corp 17094 59/03/11. 4pp 47638 146-47638:149 


-8811180332 Appl.'caiion for ficenso, authorizing possassion 8 use or I Ci Po2l0 as 
single Po-Bo sealed source. 

QtAM.M.I.Curt.a«-Wri9hlCwp. 1 1224 58/06/03 2pp 47638 100-4763a i0l 

-8811186336 Arr.ond 1 toUtenso 37-01048 02 lor Atlantic Retming C^. deiollna Condi- 
tion 13 & adding Hated info. 

MASON.JR Atomic Energy Ciommisson 58/06/26 fp 47638 102-47638:102. 

-8811180339 License 37-01046-02 for Atlantic Relinlng Co,4iiihon'zifto possession & 
*jw <4 150 rnCt Fo-5Q.Fc-55.Co-60 & O'hst Isotopes rosuH'fio (torn ttraoieuon sve I01 
research enpertrnon Is 

' Alonr.lc Energy Cernm-sston 87/03/22 ip 47638.103-47636.103 

-881)210261 Forwards Curtiss-Wnghi Corp spp'icslion for license to export 1 O Pv 2i0 
68 Pu-Bo sealed source 

PR/CS.L/l Atomic Energy Commission. 58/07/16. COOK.ft W Atomic Eneroy Com- 
mtssior. tp «763fl;10<-47668 lOfl. *' 

<-8811210386 Intorms that license 37-02416 04 issued to permit oiport of I Oru-210- 
60 neutron source 

MILLER.WO Atamle Energy Com/nisslon 66/07/ 17. BEAN.U T Ctid-ss-Wiighi Corn 
ip, 4?S38-.1CI7-47e36-.107. m '-w i» 

-8611210266 App'tcsilon (or amarttl lo Ucensa 37-02416 04 .patm.-(ling stupmeni of 1 O 
^-210-Ge source & S mCi Ag<l tO source for efrpod to Qenava.Switzertsnd. 

BEAM.MT. CufHSs-Wfight Co/P- 58/07/12. MILLER.WO Atomic Energy Commission 
10 47638:108-47638:158 

-88)1210274 Amend 1 to License 37-024)6-04 lor Cumss-Wrighl Coip. a^rthonzing 
tomporary storage of mail at llsied focaiion. 

MASON, JR. Aiom'-c Enorgy Commission. 68/07/2). lp. 47638 109-47036 109. 

-8811210280 Ack receipt ol 680701 Ur & procedures for uso ol Co 69 kredalor 
MilLEH.W.O. Atomic Enorgy Commission 68/07/24. ABSATE.MJ Cuihss-VVtinm 
Corp Ip 47830:nO-47838:TlO * 

-6011210267 Forwards facility description 6 handling procedures in conaecUon w/Li- 
cense 37-07418-03 ior possession ot 20 Kc Co-60. 

A8BATE.M J Curtiss-Wrfght Corp 68/07/01. MILLER.W Alom'c Energy Commission 
9PP 47638 H1.47638;1I9- 

-8811210291 Forwards MpUceiion for renewal of License 37 01046-0) 

M'fERS.W.A AllanMc RichlieW Co (ARCO) 66/07/25 MASONJR Awtrtc Enoroy 
cximmisslon. ip, 47638:120-47638:120. * 

-8611210297 AppKcaiion for renewal of License 37-01 046-01, authorizlrtg possession £ 
use of 10 mCi S-35,2 mCl Ca-45.fS mCi St-90. 0.5 C- 14,2 mO Fe-65 £ 2 mCrFe-S9 
MYEHS.WA, Atlanlic flichfl^d Co. (AfiCX)). 12139 58/07/26 Too 47630121- 
47838:123. 


-861I2103S6 Requasis addi info re 590311 appl'csiion lor license, Irc.ad-.'ij I'Uf 
amouni oi Xe-133 10 be used in studies & length of tima over wh'ch stu<1ii» Kf 
eKiond 

eRiNKMAN.R £. Atomic Energy Commission. 17094. 59/03/19 8EAM.M.I. Culm 
W rtghiCorp ip 47630 150-4763MS0. 

-8811210350 Intorms tnsl on 590324 roprescni.ves ol Curtiss-Wtjght Corp yiSlIodhcN- 
^rters to d-$cuss problems w/seaied sources & devices 
BROWN.K.X. Atomic Energy Comrmssion 59/03/24 Atomic Energy Cornmissei 17 
47636151-47638:151 

—8611210367 Responds to itr requasPng aOdi into ro application Icr amend to t'Cerss 
42-02924-01 Total ampuhl ol Xe-lSS 10 bo usnd in lost win noi Skceed S Cl whicl'irl 
bo used Over poriod ol not more than 2 days. 

QEAMJJ.I. Cuniss-Wrtghl Corp. 3646, 66/04/28, BRlNKMAN.RE AWmiC EnSTj 
Commission. 2pp 47835:162-47638 163. 

-6611610371 Ucenso 37-02416 05 'Or Curtiss-Wnghl Corp.aulhorizing possOBSlOii 8 
use ol 3 Ci Xe- 133 lot leak deiocuon in freight car a'r brake sys 
MASON.J R. Aitxtwe Energy Commission. 59/05/05. ip 47630-l64'47638;164 

-86)1710378 license 37 02416-04 lor Curiiss-Wtighi Co'p.auihprizlng pDssQsswi & 
use of I Cl Fu 21O for export to Oenava. -Swilzeriand 
MASON.J.A Atomic Energy Commission. 50/07/17. lp. 47636'I5S<47636 155 

-8611210362 Procedure CWR MC<8, ‘’Radiation & Daryihum ProlocHon Uenunl." 
ANOERSON.Q.A. CurtiSS'Wrigm Corp. 59/07/17 |45pp 47630.156 47630.272. 

— 8811210390 Discusses oxpireilon ot License 37-02416-04, for export Ol 1 Ci ri/Sa 
neubon source lot use at last ruclear conference a< Gonava.SwluorlBnd 
BEAM.M T. Coriiss-WriQhl Corp 59/08/13. MASON.J H. AtoRn'c Energy Commlsw 
Ip 47036273 47638:273 


-6811210394 License 37-01046-04 lor Alleniic Rehnlng Co.authorizing possessor. S 
use ol 50 Cl lt-192 for use In Tech Ops Model 498A proiocioi lor imwswlal rad-og'i 

KiX^N.J.R. Atomic Energy Commission 59/12/01 2pp. 47638.274 -47638:276 

—8611210402 Forwards applfcailon tor license, authorizing possession & use ol 20 mO 
S<-90 eeatod source. 

MyERS.W.A Altentic Richfield Co. (ARCO). 59/12/07. BARBER.H.W. Atomic Energy 
Coffiinlsslon 5pp 47638:276-47638 280 


—8811210410 Application for amend to License 37-0lO48'Ol. authorizing possossKtoS 
«seol55«»CiPh-32. 

MVER3.W.A. Allaniic Richfield Co. (ARCO) 23521 59/12/22 2pp. 47638 281- 
47038282 


-8811210303 Amoiid 2 to License 37-02416-03 for Curtiss-Wrighi Co/p. aulhonzing 
possession 8> use of 8,000 Q Co 60 lor physical exams & tests To delermino physical 
properifes effecting encapsulation. 

MASON.J R. AtomTo Energy Commission. 68/12/10. ip. 47636 124 47636124. 


-8811210416 Forwards applications for licenses for listed Inslituiions lo cover proposed 
«xpertmej«s uWirlng Tadtoaclwe loHiliiers for epting ol i960 
JEFFERSON.M.E. Atlantic Richfield Co. (ARCO) 23521 60/01/12 MASO.MJn 
Atomic Energy Commission, ip. 47638.263-47638:263 


-68112T0310 Application for amend to License 37-024f6-03.auinonzlrig possession 8i 
use ol 0 Kc Co 80 lot ptrysical exams of hot cells 

BEAM.M.T. Curtiss-Wnght Corp. 14721. 56/12/03. 2pp. 47636:125-47633:126. 

-8811210315 Informs Ihst JW Sausvilie brought 6 Sr-90 sources from UnN of 
Oncinnati Sources presontly stored Irr inacitva waste 

CJONAVAN.J.l. Gurtlss-Wtight Corp. 1172. 59/02/09. IMSON.JR. Atomic Energy 
Commisston. Ip. 47638 l2M763d:130. 


-831)210424 Forwards License 37-01048 OS.por 561208 application. 

QRINKMAN.R.E. Atomic Energy Commission. 59/12/24 MYERS.W.A. AtiitUic Rk/v 
h^Co (ARCO) Ip. 47630 284-47638:284. 

-8811210431 License 37 01048-05 for Atlantic Rotming Co.auihorizing possossl^ 4 
use of 20 mCi Sr-90 In Jorroll-Ash Co Pye Argon Detector Model 26 440 A for lab gas 
chromatographic siodies. 

MASON.JR. Atomic Energy Commission 69/12/23. 2pp. 47636.285 4 7036:200. 


—88)1210820 Provides addi Info re application for ranawel of License 37-01048- 
02.Hpod ol each car conieining radioaettvs pahs is labeled w/rad-ation symbol 
JACK80N,H.R. Atlanlic Richfield Co. (ARCO). 10203 58/06/16. MILLER WO AUurtc 
Energy Commission. Ip. 47638:131-47638:131. 


-8B112T0437 AppHcal.'on for liconse.auihorizing possession S use ol 20 rn(3i St-90 <ri 
phmerysoaleD source 

MYERS.WA. Allantlc Richfield Co. (ARCO). 22915. 59/12/08 2pp 47638267- 
47636-288 


-881 1210323 Application for amend to License 37-01046-02,airlhorizlng maif to be eip- 

^ 6(1 h cornpeny owned cats operated outside lab. 

KSON.H.R Atlantic Richfield Co (ARCO). 10206. 58/04/09 MASON.J.R. Atomic 
Energy Commission. Ip. 47638:132-47638:132. 


-8811210448 Submits Info ro 591221 request for invosligai'on oi alleged discharge ol 
radioactive mall into Misquiio Creek.PA 

NELSON, CA. Atom'c Energy Commission. 59/'2/24 PRICE, HL Atomic Erie'gy 
Commission. 2pp 47636:289 47638:290. 
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-88*1210462 Oiscussos 691222 tolcon w/U Boam & GA AruJetsofi fe Oschargo ol 
hqu’d waste to Meohor Hun iindof hconso Irom Stale of PA 
MORHISP.A Atofr.ii; Energy Ccmmlss on 59/12/22. Atomic EnoigyCommsslon Ip 
27638 291'17630 291 

-8S11210455 Forwards FI Lolllor 591214 & T McKinnoy 591203 Itrs ra alleged de- 
Charge ol radioaclivo mail inio Mosouilo Crook, PA 

PRlCEHL Atomc Enorgy Commlss'on 59/12/21 NELSON, CA Alomc Eiwniv 
Commission Ip. 47030 292-47630 202. 

-8611210458 Amend 5 to License 37-01048-01 to.- Aiiani'c Rotinmg Co. aulhoiuing 
Dossession & use ol 55 rnCi Pti 32 lor troatmoni o( (orliliaor by coating w/asphall f4m 

• Atomic Energy Commiss on 60/01/25. Ip 47638.203-47630:293 

-8811210460 Amond i to License 37-Ol040'04 lor Ailaniic Rolining Co. amondmg Con* 
diMon 15 as I'Slod ro contluci ol program. 

• Atomic Enorgy Commission 60/02/19. Ip. 47630.264-47638'294. 

-6811210462 Amor.cl 2 to License 37-0l04Q'04 lor Ailaniic Rollninn Co. amonding Con- 
dilion 13 to aulliori20 ME Blumtiorg & NF McBiido 68 usors & aoiding CenAHon 21 re 
leslmg ol sources. 

MASON.J.R Atomic Enorgy Commission. 60/04/01 1p. 47630:205-47d3((:295. 

-8611210464 Amond 3 10 License 37-01048-04 lor Ailaniic Retinng C«>, aulhoniing 
possession & use ol 100 Ci Ir-102 & rouislng Condlons tO.l I & 16 esilsiod 
■ Atomic Enorgy Commsslon. 60/05/13. 2pp. 47630 296-47638297. 

-8811210465 Application lor liconso.aulhorl/ing possosslon & usoot tOOinOCs-i37 In 
Ohmari Model LAB 236CI-4 

• Atlantic Rlchhold Co. (ARCO) 20544. 60/05/20. 4pp. 47630.290-47838 301. 

-8611210468 Llconso 37-01040 06 for Al’anllc Rallning Co,Quilioil7ing possession 8 
use el 100 mCi C9-I37 In Ohmori Co-'p Modol Slln^/P source hoktot lor moastae 
men! ol llguid lovol In closed vossol 

MASON,JR Atom C Energy Commission 60/00/16 3pp 47630 302-47638.304. 

-8811220052 Discusses CQ0705 memo ro Liconsos 37 01048 01.37-01048-02 8 37- 
01046 03 Ciiation w/Sociion 20.201 (b) not aupported by info outl nod In guide nor 
info conlainod In Insp rnpl 

ROGERS, LR Atomic Energy Commission 60/07/10 LOW, LO Aiom'c Energy Com 
mission Spp 47638305-47630310. 

-8811220062 Appl cotion lor IlCQnso.oullioniing poasoasion & uso 0< l00mClCs-l37(n 
Ohmeri Lab 23(i(s)-4 scaled source 

• Atlantic RicMiold Co (ARCO). 30431. 60/11/00. 4pp 47630 311-47638:314. 

>8811220077 Amond 0 10 Llconso 37-01040-01 (or AUaniic Ro(lr9ng Co. auHtortiing 

^ 100 & uso ol IS mCi Sr-OO & 3 mCi C-M as oitomical tracer siudios in lab. 
,JR Atomic Energy Commission 60/11/16. Ip. 47636:316-47636:316. 

-8811220086 Applicollon (or omond lo LiConso 37 01046-0 l.ouinoriima possossiort & 
use ol 16 mCl sr-00,1 26 mCi Mothonoi C-M. 0-6 tnCi Pa'mitic Acid C-T4 8. i mCi 2.4- 
Dicnioroporo>/y ncoiic ocid C-i4 lor (racer studios in inb 

MYERS.WA Ailaniic RlclUiOld Co (ARCO). 30164 60/10/26 3pp. 47638:316- 
47630316. 

>8811230091 ncqui'sls nddi lisiod inio ro COl 100 appi caiion (or amend lo License 37- 
01046-01, Including moro doliniiivo deecnpilon oi use ol 100 mCi C8-I37 sealed 
source & doscripnon ol moihoJ & procoduros to acccmpi-sh compianco w/ 
10CFR20 203(0(2). 

GRlNKMAN.RE Atomic Enorgy CommlsS'On 30431. 60/11/26. HYOE.SR. AUaniic 
Richfield Co. (ARCO). 2pp. 47Cj0-3l0-47e38:3P0. 

-8811220065 Roguosis conlirmetion ol inlonllons ro OOllOO applcairo.'i tor amend io 
license & response to 60t t26 roguoei lor cddl inlo. 

BRINKMAN.RE. Alom-c Energy Commlss'on. 30431. 60/12/27. HYOE.SR. Auanuc 
RiChlieldCo (ARCO) ip. 47Oj0;32l-47O30:32l. 

-8811220106 Responds to GOII20 roquost lor eddi inio ro 601100 appUca^on lor 
amend to Liconsu 37-01046 01. Source ho'dor will bo mslo'loct In vessel as Indicaled 
on end Sketch 3 In closod position. 

ZACHOW.W.C. AllonlC Richliold Co. (ARCO) 0454. 61/01/20 CHINKMAN.RE 
Atomic Energy Commission Spp. 47e30:322-47636;326. 

-8811220339 Clerifios 601126 roquosi lor acldl Inio per 610120 Hr. 

BRiNKMAN.n E. Alomic Energy Commission. 304bl. 61/01/27. ZACHOW.W.C- AUen- 
\-C Richfield Co. (ARCO). 3pp. 47038 327.47630:320. 

-8811220340 Rosponds lo 610127 Hr roquosling rr.oio tnlo on 601109 appkcailon le 
level recorder uso al lisiod location. 

ZACHOW.W.C. AUaniic Richliold Co. (ARCO). 0999. 01/02/15 BRINKMAN.R.E- 
Aiomic Enorgy Commission. 3pp. 47638 330-47630:332. 

-8811220344 Forwards Amond 1 to Llconso 37-01040-00 
BRINKMAN, R.E. Alomic Energy Commission. 61/03/02. ZACHOW.W.C. Allonllc ffeh- 
field Co. (ARCO). tp 47630 333-47630.333. 

-8811220346 Amond l to Llconso 37-01040-06 (or Ailaniic Rolining Co. authonamg 

K issession & uso of 200 mCi C8-t37 as lisiod. 

ASON.J.R. Alomic Enorgy Commission. 61/03/02. 3pp. 47630.334-47638:336. 

-8811220347 Amond 4 lo Licenso 37-01040-04 (or AUaniic Rerining Co. aoUwrizlng 
possession & uso ol lOO Ci Ir-192 lor uso on Tech Ops Model 490A prolecior tor 
Indusldal radiogrophy. 

MASON.J.R. Atomic Energy Commission. 61/04/07. 2pp. 47630:337-47638:338. 

-8811220348 Amond 3 lerm.naiino Licenso 37-02416 03 for Curtiss-WrigWCorp. 
MASON.J.R. Aiom'c Energy Commission. 61/05/10. ip. 47630:339-4/636.339. 

-8811220350 AppllcaUon for omond lermmol'ng License 37-02416 03. 

WHEELOCK.N.R. Curllas-Wrlglit Corp 61/06/20. BRINKMAN.RE. Atomic Energy 
Commission 1p. 47630-340-47630:340 

-8811220351 /^plication for amond to Llconso 37-01048-02, aulhorteing possosslon & 
use of 200 mCi Co-60.Cr.51,Sc-46 & Fq- 59 for wear studios. 

AUaniic Richliold Co (ARCO) 35019. 01/07/05. 4pp. 47638:341-47636.345. 


-9B1I2203S3 Amend 4 to License 37-01046 02 lor Atlantic Hel.nng Co. euihonzing 

K sosston & use ol 150 mCi byproduct mads w/ Alo-mlc Nurrbers 3-83.inc!usivo »n 
rnal combustion enginos to Study engine wear 
MASON.J H. Atomic Energy Corr.m ssion 61/08/04 2pp 47638 346 47636 351 

-8811220356 Amend 2 to License 37 01048 06 lor Atlantic Rof-niro Co. auihoniing 

K ossion & use ol lOO mCi Cs-137 in Ohmari Corp Mode! SHRM P source holder 
teasuremeni o> liquid le vel in closed vessel 
MASON.JR Alom-c Energy Commission 61/09/18 4pp, 47638.352 47638 355. 

-8611220360 Forwards application lor amend to license. 

MATHIAS.T.R. AUansc Richfield Co (ARCO) 61/08/25. Atomc Energy Commission 
ip 47636:356-47638 356 

-8611220364 Forwards Form 277 certiling disposal ol Sr-90 sealed source under Li- 
cense 37-01046 05 

• Allsnuc Richfield Co. (ARCO) 61/11/27. MASO-NJ.R. Alomic Energy Corr.misson. 
3pp 47638:357-47630 358 

—8811220366 Amend 5 to License 37-01048 04 (or AUanvc Relini.ng Co, amend ng liom 
4 axianding oxpireiion dale to 631231. 

MAS0N,J.R. Alomic Energy Comm sslon 61/12/10. 1p. 47638 359-47638 359 

-8811220368 Amend 6 to License 37-01048-04 lor AUarti c Rolining Co, emend-ng Horn 
4 amend ng expraiion date lo 870131 & changing Conditons ii,t4A 8 IS as lisiod. 
MILIER.W.O. Atomic Energy Commission 64/01/10 Ip 47830:360-47630.360. 

-8811220370 Amond 7 to License 37-01046-04 for AUant c Rolining Co. amending Con- 
diUon I4A re operating & emargency proceduros. 

MILlEfl.WO. Alomic Energy Commission. 65/07/23. Ip. 47639.001-47639:001. 

-8811220371 Amend 6 lo License 37-01048-04 lor Atlantic R-chliefd Co. amending Mom 
I as ksied. 

MILlEfLW.O. Atomic Energy Commission. 66/12/29 tp 47639 002-47639 002. 

-8611220374 Amend 3 lo License 37-01040-06 lor AUaniic Refning Co. amending Horn 
4 exieitdng enpiraiion dale lo 640531 8 deleting Cond.uon 19 8 adding Condilon 31 
as5eted 

8RINKMAN.R E Atomic Energy Commlss'on. 62/05/22. 2pp 47639.003-47639:005. 

-8811220376 Application lor license.euihon/ing possession & use ol 500 mCi H-S Iri 
eleebon capiuta deioctor 

ClRlUO.VA Atlantic Richlieid Co (ARCO) 50230 63/03/15. 3pp. 47039 006- 
47639008 

-8811220361 Discusses Insp Ol License 37-01046-02 on 530216 Noncomplisnces 
iieieo 

PAGE.n.Q. Alomic Energy Commission. 63/03/19 MYERS.W.A. AUentle Richfield Co. 
(ARCO) 3pp. 47839009 47639 01 1. 

-8611220390 Forwards insp ol license 37-01048-02 8 clear rept lor Licenses 37- 
01046 0147-01048 03 8 37 01040 04 

aEVELANO.R.S Alomlc Energy Corr-m'sslon 63/03/08 PRlCE.E.R. Atomic Energy 
ConvNsslon. lOpp 47830 012 47839 021. 

-6811220393 License 37-O1O40.O7 ipr Atlantic Rpim-ng Co.euihoiialno possession A 
used 500 mCi H-3 in gas chromaiography un-is. 

BRINKMAN.RE Alom-c Energy Commission. 83/03/25. Ip. 47639 022-47639:022. 

-8811220396 Forwards appi canon lor amend to iiC6nse.doleiir» HR Jackson & adding 
TP Demvtn as user 8 eutnori^ing increase from 150 to 250 mCi bypreduet metis 
Pins.P.M. Atlsnt-c R-cniietd Co (ARCO) 51508. 63/05/16. PRlCE.E.R. Atomlo 
Energy Comrrrsslon 4pp. 47639 023-47839 026. 

-8811220402 App’iceiion (01 amend to iicenso.euihonaing possession & use ot 4S0 mCl 
malls w/ Atomic Numbois 3-83, Inclusive. 

' AllanUc Richlieid Co (ARCO). 03/05/ 1 7. Spp. 47639 027-47639 029 

-8811230027 Application lor amend lo License 37-04456 OB.amending Chaptor 4 cl 
670818 sppCCBilon re personnel qualifications & opoiation ol plant aalaty committee. 
CAlOWEll.RO. NucW Materials 8 Equipment Corp. (NUMEC). 69/01/13. 
CUNNINGHAM.R.E. Atom c Energy Commission I2pp. 47640.097-47640.1 10 

-8611230042 Discusses invesilgei'on conducted ai Ouohanna.PA on 690106 & 07 ol 
acbvMes auihodzed by License 37-04456-06. Listed aclivtties not in compl-ance w/ 
condaions of license 

LOW.L.O. Alomic Energy Commission. 66/03/01. SHAPIRO, Z. Nucleer Materials A 
Equvmeni Corp (NBUEC) 2pp 47640:111-47640 112. 

-6811230047 Safely insp on 69121 1-12 of Llconso 37 04456 08.lnsp T.nO ngsno item ol 
nottcoirpsance noted 

EPSTEIN E Aiom'c Energy Com.mlsslon. ' Nuclear Materials & Equipment Corp. 
(NUMEC) 69/12/11. Ip. 47640:113-47640113 

-9611230051 Forwards onginal Invoice lor License 37-01046-07 & Amends 1 & 2 re 
license Ucensee has not had uianium Ini.'de (oil In lab since 6901l6Mail removed 
from location by Nuclear Engineering Co.inc on 6901 16.W/0 encL 
HEINTZJ.H. AUaniic R cnr-eld Co. (ARCO) 71/03/18. Atomic Energy Comm'ssion. 
ip 47640.114-47640.114. 

-6611230055 Amend 3 lerminallng License 37-01046 07 for AUaniic RoTming Co 
BRINKMAN.R E. Alom>o Energy^mmisslon. 71/04/06. 1p. 47640.116 47640:1 15. 

-6611230060 Informs lhal all mails covered by I cense hsied on Invoice L-0439-73 
turned over (o Teledyne Isotopes lor disposal No lurthor need lor sources in future 
plans. 

M(»RtOE,N.F. Atomic Energy Commission 73/03/02. Atlantic Richfield Co. (ARCO). 
ip. 47640:1 16-47640.1 16 

-6611230063 Forwards application lor amend lo License 37-01048 04 & up lo dale inio 
re ladrography program. 

MCBRIDE, N.F. AUaniic Richfield Co. (ARCO). 75/01/14. 6ASSIN.N. Alomic Energy 
Commission. Ip. 47640:117-47640.117. 

-6811230069 Appl'CBiion (or amend to License 37-OiO46-04,rosirictlng use ol radio- 

B 'lic equ'pmeni to Philadelph'a refiner. 

RIDE.N.F. Atlantic Richfield Co. (ARCO) 74/12/27. Ilpp 47640. 116-47640.128. 
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•^'61 133007S Rsgudsls word >9 7<1 12t6 applicai'on loi renewal ol License 3f-0l(}46-04 
to be able to reaciivdte radiographic proOirant In Ptiifade.'pMa ftefirtery. 

MCaRIOE.N F. AUanUc achfieW Co. (ARCO). 76/03^4. BASSiN.N Atomic ettergy 
Commisaton. Ip. 47640:128-47640:I?9 

•'8611230076 Requests resume of spocitic tra'rlng 6> o>parien;a In red‘ailon i ratAerton 
sa’dty 6 In use ol seeled souxas & devices for eacn person m mgi or supeis^iy 
capacity. 

GASSIN.N. Atomic Ertergy Commission 75/04/tS VCBRIOE.N r. Altentc FUchliaki 
Co. lAnCO)-9pp. 47640.130 476«0. 13? 

-6611330080 Forwards ccrii'icate of dsposlton ol trail ra License 37-0104&'04. 
MCaFUOE.NF. Atlar\tlo RIctittaid Co <ARCO) 75^05726. BASSlN.N. Atoonlc Energy 
Commission. Ip. 47S40;133-47640 133. 

-86112301)81 Advises of receipt ol corrective actions re noncompllancos ooied in Insp 
of Licenses 37-0104e-01.37 01040 02 a 37-0t04e-03. 

MANN.MM Atomic Energy Commlss.'on a3/08/23. KiRKUAN.R.W. Atomic Energy 
Commission, ip. 47639 03<>-47639 030. 

-8611330082 CerUflcaie ol disposition of malls a'I metis procured a/or possessed by 
I’censee Irenslerred to Tech Ops, Inc. 

UCBRIDE.N.F. Atlantic Rlcbrie'd Co. (ARCO). 76/06/29. Ip. 47640:l34-47640't34. 

-8811230066 Amend S to Ucanse 37-01046 03 (or Atlant'c Rsf'rstng Co. emending li- 
cense In entirety. 

MASON.J R Atomic Energy Commission 69/02/26 lp. 47639031-47639031. 

-8611330089 Amend 2 lo License 37-01048-02 lor Atieni c Refning Co, amettding Ham 
3 a addingCondition 14 as Ls'.ed. 

MASON, Alom^ Energy Commission. 58/11/12 2pp. 47839 032 47639;O30 

-8811230090 Amer>d 10 leim'naL'ng License 37-01048 04 for Ailani-c Richle.'dCo 
' Atomic Energy Com/nlsslon. 76/07/16. Ip. 47640:13S-47640;13S. 

-681I23009S Amenda lo License 37-01048-02 (or Atlartilo Relmng Co extending e«pi- 
teUon dale (o 660331 a chsng'ng symbol under licsnseio (C66) 

SRINKMAN.R E. Atomic Energy Osmmlss^n. 64/03/05. Ip. 47639 040 47639^040 


-88II330I48 Certilicaio Of disposition of matfs mails disposed ol m comp'ar>;o 
I0CFR20. 

• Att6nM:«ich(,6ldCo. (ARCO). 65/11/30 lp 47639.324-47639.324. 

—6811330149 Submits doscripiion ol weldor to be usod lor cobalt oncapsi.'ailcn 
VIZZlNI.i A N'ucloer Materials & Equipment Corp (NUMEC). 67/10/06. DAViSJC. 
Alom'c Energy Commission. 2pp. 47640. 143-47640.1 43. 

-88112301st Forwards ennificate of disposition of rado-solopes for Llconso 37-0'041. 
01. 

tXWNORJE Atfa/iLC nichtietd Co (ARCOl 65/I?/l4 CUNNINQUAM/I t Atorv. 
Energy Commlssfon tp 47639 325-47639 325 

—8811230154 Forwards NRC I'consa aulhorirlng Nuclear Malls a Equipment Cerp b 
use targe quantities of Co 60 at Ouohanna radiation faciMy. 

CHUflCHIlL.8 W Afomlc Enorgy ComrAssicn 67/09/01. PALLAOlNO.WJ Porijyl- 
van'a Stale Untv., Unl-versity Park. PA ip 47640 144-47640 144. 

-8811230167 Amend 1 lo License 37-01048-07 for Atlantic Rell.mng Co. amond.'g L 
cense in entirety. 

RRINKMANA.E Atomic Errergy Commission 65/f2/27. tp 47639 326-47610 326 

—6611230181 Amend 2 lo license 37>oi 049-07 Ipi Allaniic Rolinlng Co. doloimg Cc*idi- 
tion 13 

BRINKMAN.RE. Atomic Energy Commission. 67/12/06 ip 47640 146-47040.145 

—6811230162 ^plication lor renewal of License 37-01046 02. aulho.'iring possosiiorit 
use ot 4^ met mails w/ Alom'c Numbers 3-93 inclusive. 

MCKIM.P.A. Atlantic nichliefd Co (ARCO) 66/02/21. 2pp 47639.327-47639 329. 

-8611230166 Fotws'ds appl.caiion lot tersewal ol license 37-0104906. 

HlGOiNS.RB. Atlantic Richfield Co. (ARCO) 76165. 66/03/25 Atom a Enorgy Com- 
irisston Ip 47039 330-47939:330 

-86112)0170 Appl'cation for amend to License 37-Ol046'07,aulhonrlng uso of 500 mCl 
H-3 (or use on gss chtomelogisphlc equipment in research 
CIRIIIO.V.A Atlantic Ricnllerd Co. (ARCO). 66/12/14 4pp. 47640 146-17040.167. 


-6811230<t97 Amend 7 to License 37-01046-02 lor Allaniic Refming Co. cnsrtginQ exp.- 
ration daU to 860331 & changing symbol under license to (C^8) 
aRlNKMAN.R.E Atomic Energy Commlaslon. 68/93/25 lc.47639C4l.47839.041. 

-6811230098 Ach receipt ot 030519 response to 8334S9 iir on noncomphs/Kes nelod 
re License 37 01040 02. 

PRICE.E R. Alomlo Energy Cornmisslon 63/06/06 PiTTS.P.M Atientc ftic7i(i«ld Co 
(ARCO) Ip 47639O42-4ye39i046 

-8911230102 Ack lecsipl «1 630401 itf intoiming «1 steps taken to correct deHdenciea 
In bMiroducI metlctMreni. 

PRICE ,6.R Alomic Energy Commission. 63/04/29 PITTS.P M. Atlantic Rrchftew Co. 
(ARCO). 4pp. 47639.049-0639 052 

-8811330148 RewoMe to 63C319 Hr re deUcisnciee m byproduct mail p(oeism.P<e$oM 
irtvemory consuls of 4.S iriCf Cr-Sl,20 mCl Co-60 8 9 mCo Fs59.Fe ^8 Fe SSAO- 

^MClneV 

Pins.P.U. Alienbo Richfield Co. (ARCO). 63/04/01. PAGE.R.Q. A(om.'e Energy rrbm- 
misalon. 3pp. 47639.053-47639:055. 


-86112^173 Forwards Skelch 5 in response to 670325 lelcon re cloiilica’on of 
rtumbet of v-erncai He bolts & snort bolts used in Model 300 shipping container. 
Vl22fMt.TA Msith ManellB Cerp. 67/03/27. AlpiViit Enetev ComnUcson. ISpp 
47639331-47640.015. 

-8811230178 ^pt'caiien lor amend to Licenae 37-Oi040-07,auihor«iiig possoss-os S 
vseofSOOmuHO 

CtRlLLO.VA, Allsritic fliclMold Co (ARCO) 98490. 67/11/20. 2pp. 47640015 
47640017. 

-8811230180 Roovosis.in wnilng.sieps leken to correct noncompiisnso noted In insp cf 
License 37.0445506 on 6710l3-26 

KIRKMAN.R.W. Atomic Eriergy Commission. 60'Ol/i9 8HAPIR0.Z. Nueleei Malc'et 
& Equlpmenl Corp. (NUMEC). fp. 47640 168-47640 196. 

8811160294 Final response to POfA request for documenis.Forwsrds partially dolcM 
App 0 documenis (ref FOiA Exemption 5). 

Grim&ley.OH. NRC - No Detailed Alliiiation Qlvorv. 90/11/00 AIROZO.O. itikH 
N.R.C. (McGraw-Hill Publication) 3pp. 47694 108-47584:1 16. 


-8811230106 Amend 9 to License 37-01046-04 tor Aifanko Richneld Co. euihonztna 
ICO siCi tr'192 tor use In Tech Ops Model 498A prolector for Indusirtei r^ogrephy 
MALAR0,3.C. Atomlo Energy Commission 89/12/05. 3pp. 47640J 36 47640. 138. 

-681 12)0109 Forwards Amend 6 lo licenae )7 01<!48 02 
BRINKMAN.RE. Alemic Energy Commission. 63/06/19 PITTS.PM Attaniic FhChHeld 
Co. (ARCO). lp. 47639066-47639.058. 

-8611230112 Amend S lo License 37-01048-02 for Atiariiic nelin.ng Co. emend-irg b- 
centa In entirety 

BRINKMAN.R E. Atomic Energy Commission. 63/06/00. 2pp. 47639:057.47630.-058 

—8811230116 Application for renewal of license 37-01046 02, authorrzing possession 6 
(ise of 450 mCi byproduct malts w/Atomlc Numbers 3-63 Inclusive. 

* Atlantic Richfield Ck> (ARCO). 57430. 64/02/11 2pp 47639 0S9-47639 061 

-8811230119 Ack recelpi of 640331 re expkelion of Lfcettae 37-0642601 License 
number not assigned to licensee.Renewal Info for License 37-01048 06 end 
H)GQlNS.Re AbaiTilio Richfield Co. (ARCCf). 56001. 64/04/14. CUNNINGHAM.R G 
Atomfo Energy Commission. 2pp. 47639.062-47639.063. 

-68112)0124 Amend 17 to Ucenee 10-0139529 tor MsNin Merieiis Corp. smencingh- 
eense in entirety. 

* Alomic Energy Commission. 66/11/10. 100pp. 47639.064-47639 28? 

-8811230130 Forwards Amend 6 to License 37-0l04e’02. 

BRINKMAN,R.E. Alomic Energy Commissioa 64/04/27. OEMUIH.T.P. Aiiantic Rich- 
field Co. (ARCO). 10.47639:283-47639:264. 

-8811230135 Amend 4 lo License 37.01048 06 lor Ai'antc Refining Co. amendmg 5 
censo In entirety. 

SRiNKMAN.R £. Alomic Energy Commission. 64/05/13 2pp. 47639 285 47639 266 

-88112)0136 Forwaids akaich showirig proposed ah-pping anangernem In NRI-300b- 
radiaicrs. 

Vi2ZlNI,TA Niictear Materials & Equlpmani Corp. (NUMEC) 67/11/30 
LINBERG.E.G. Atomic Energy Commission. 2pp. 47640 139-47640.140. 

-88112301)8 Ack recelpi of 650122 Ur Hoiming ol eicpiraiion ol License 37-0104B-01. 
MELPOLDER.F.W. Atlantic Rcchheid Co. (ARCO). 65/03/10 CUNNINGHAM R E 
Atomic Energy Commission, lp. 47e36;267-47636.?87. 

-8811230142 Forwards Amend 1 lo License 37-04456-08. 

BUCHANAN.C R- Atomic Energy Coromissioft. 67/1 1 / 16. SMEOLEY.C.R. Nucteet Ma- 
ledais 8 Equipment Corp. (NUMEC). Ip. 47640:141-47640:141. 


•6802170336 SECY-68.038 Panialiy deleted Commission paper advislno ol 'oeu'li ol 
meeting w/0^ re extension ol weapons & arrest authority ol Section fsik (o i-ccrst 

^ElLO.v. 0>c of the Executive Director for Operations. 88/02/05 3pp. 47564:111- 
47564-113, 


-880)249176 SECY-88-04B Pariislly delated Commlss.-on paper seeking concurrorKe 
w/ response lo 660120 DOE toquoal to proposed tolranstei ol '20 US-oiifin spam 
fuel esMmbiiea.coniaining approx 50.000 kg U enriched lo 0.9% U-235 (or reprocess- 
ing at Uftied Kingdom 

SHeA.J.n. imernational Programs 88/02/19. 4pp. 47584:1 14-47684:118. 

8611190346 FOIA lequasi lot documents la drug use 6 OisinOuiion, alcohol uso or Li- 
ness for duly issues at uM. 

PAnniSH.D AlWifllion Not Assigned 88/09/27. NRC • No Oetai'ed Alti;-aiion Gm>'i 
lp 47584:1 1947564:1 19. 

69111^)52 Fhsi parlial lesponse lo FOlA lequosl lot documents Forwards App A 
docufiienis.App A documenis available In PUR App B documenis withhold {rei FOIA 
Exemption 5) 

QRIAKIEY.O.H Division of Freedom ol Information & Publications Services (PosI 
060516) 88/11/10. PARRISH.O. Affiliation Not Assigned. 4pp. 47684:120 47504:170. 

-8811180356 Requests clarification of 880615 Hr re 880512 license renewal applcelicm 
Wed by kconsee on Dehell of MP Acosta.in view of NRC need lo act on Acos'8 
answer & request lor hearing on 66061 5 susperision ol sub) license. 

ZVl/OLfNSKI.JA. Division of Licensee Performance & Quality Evaluahon (Posi 
870411). 98/06/15. MCCARTHY .C.B. Soolhem Cakloin'a Edison Co. 2pp. 47584 131- 
47564:132 

—881 1 1B036S Responds lo order suspending Operator License 6010-2 & denying appH- 
cation for renewal oi subi license. 

ACOSTA, M.P. Soulhetn CaWoinia Edison Co. 88/07/01 NRC • No Oeiewlod AlWiaiion 
Given 7pp. 475B4.133-47504:f39 

-8611180366 Attests lo credibiuty S high degree of professionalism d.splayod by MP 
Acosta dunng 6 yr occupalionai aguaintance. 

BEWCH.M.N. Soulhoin Caklotnia Edison Co. 88/06/28. Ole of Entoicemenl (Pos* 
070413) Ip 47504:MO-47684.14O- 

-881 1 180367 Auesla ol MP Acosta display ol sound (udgement in approach to opoiat- 
Inofeaclors al facility. 

»«»ONNEiL.M. Southern California Edison Co. 88/06/29. Commsslonars. 27pp- 
47S84;I41-47S04 :t67. 


-88112)0146 MNO-3082-22 "Ouehanna Pilol PlanI First Generation Process Oper- 
eilona." 

COCHHAN.J. Martin Marietta Corp. 65/05/31. 36pp. 476.-39 266-47639.323. 


—8811180368 Advises feinsiaiemeni ol MP Acosta NRC control operaior license. 
HUGHES.G.R. Southern Calllornia Edison Co. 88/06/28. NRC - No Detailed Aflii'Otion 
GNen. 2pp. 47504;16e-47504;l69. 



NONDOCKETED ITEMS 265 


-££11190370 Aiiosis lhat MP Acosia tu'iy con'potoni.oxiromcly know^odgeab’e & 
always on lop of siiuaiion a$ control operator 

MCPHERSON.O.S. Sonliiorri Cal lornlQ COrson Co. Qa/Cb/27 NRC - No DeiaKod Alhl- 
alion Grveo ip ■1750‘1.I70 '1758‘1 170 

ee 1 1 230035 FOIA request lor ctocumerMs ro So..rco mail lioonses issued lo Korr McGeo 
Coip & Korr McGeo Ok indusines between 1957-65 

noOT.TE Bradley. Campbell & Co'noy 66/10/10 NRC - No OotBled Aflilalon 
Given. Ip .1763‘'..06'l '1763'1 OGil 

6611230041 Final lesponso to FOlA loquost In.' documonIs.Forweids App A 
docuinanis App A documonia a'so avai'abio m POP No aoency records sub] to Cate- 
Gcry ono of request located Suggests contacting agency 1 sled to roquest soaich lor 
sub] records 

GniMSLEY.OH. Oivisinn ul Freodom of Information & Pub'icaiiORS SeiviCQs {Post 
883516). 66/11/17 POOT.T.E Bradley, Campbull & Carnoy. 2pp 47634:065- 
47634:070 

-6611230045 Package of blank applcaiion forms for AEC source mail kcanso. 

• NrIC - No Delalori Afl.liafon G.von. 86/11/17. 4pp. 4 7634 067 47634 070. 

6611330059 FOIA rnquosi lor docurr.onis ro sQlociian of mombera appointod lo ASIB 
bar'd! ng liligation of June 1980 everclsii of otlslio emergency plan for ub) & sub) Irtiga- 
ion. 

ZAiiNlEUTFR.R J Now York, Stale of G8/i0/ce NPC ■ No Detailed Alfaiabon 
Give."* 2pp 4 7595.C66 47505 069 

6611230064 Final rosponsn lo FOiA request lor documents. Informs Ibai App A docu- 
menis already ava table I'l POP 

QRiMSLEY.13 Division ol Fioodom at inlormalion & Pubhcatlans Servicos (Post 
830516) 88/11/17 ^AHNLEUTER.n J. Now York. Slelo of. ?pp. 47585 070- 
47585:071 

6611330071 FOIA request lor documents ro mall l.censos issuod by NRC lo Nuclear 
Suppoii Svcs.inc 

VAla.m J. Telodyne laolopoa. 86/10/24 NRC - No OoiaHod Alliiiet>on Gnron Ip 
47565:066 47505 066 

6611330073 Final luspqnso 10 FOIA roquost lot documents No agency rocoxla sub) to 
request located. 

GFtiMSLEY.OH. Divis-on Of Freedom of infotmaiion & Pubiiconons Services (Post 
080516). 00/11/15. VALA.M.J Toiedyno Isotopos ip. 47685.097-47585.067 

8611230087 Psrilal respo-nso 10 FOIA request for documonfs.Fortvardis App F 
documents App F documonis also ove-iabie in PDR. 

GRimSLEV.O. Divisio-n Of Froodom of iniormaiion 9 rub'ications Sorvicas (Posi 
660516) 66/11/17. CONDIT.R E. Government Accouniabilily Prolect. 2pp 47689072- 
47S85-OBO 

-6611230094 Requosls plan 9 sebodu'o for compioiing Comenebo Peak rovlaw group 
locominondallons by 070011 

STELLO.V. Ole of IbO Exocullvo Diroclor lot Operations 67/00/08 KEPPLER.J.O. 
Olc Ol Special Projocie 2pp 47585:077-47585 078 

-6611230133 Informs of 08042S Williams Repi. dosing mailers ra-sod by 06i I26 0tcol 
Inspector 9 Auditor Repi of invesiigabon 06-f0 ro Rugion tv mgi actione concatiYag 
Llll 

STELLO.V. Ole Of tlio Cxoculivo Director lor Oporationa 88/05/06. 2ECII Commis- 
sienars tp 47S85 076 47585.079. 

••6011330147 Forwards dOCumonis concluding metiers to Ofe of mspocior 9 Auditor 
Repi of invoaiigaiion 88- 10 W/o nnci 

ST ELLO.V. Olc ol iho Giocuiwo 0 rector for Operations. 80 /Od/02 MURlEY.T. Office 
of Nuclear Roecfor Regulation, Director (Post 870411) maRTin.R. Reg on Olc oi 
ma Oirocior. EBNF.TER.S Olc ol Special ProjeciS. tp. 47665 080 4758S 080. 

6811330182 Final response 10 FOIA request lot documents Forwards App U 
documents App u documents also ave.iab1o in PDR App U document wifhheftl (tel 
FOlA Exemption 5). 

GRlMSLEY.D H NRC • No Dnia led AIMialiOri Given. 60/11 /08. JONES.C R. AihkaUon 
Noi Assigned 4pp. 47605 053-47685.005 

-6709170046 SECY-05-30GA Forwards list of current lira nroiocilon enforcement 
ocl-ons.por 851 106 roguosi Suggested schedule for alloctod licensees lo conif^ w/ 
App R lequi'Omonls will bo provided. 

DIRCKS.W.J Olc of the E«ocuiivo Oiiocior lor Oporaiions TAG 62060. 85/12/03. 
4pp. 4 7685:059 47605.005. 

6611230207 FOIA request lor documents in connection w/lnsp Ropis 50-44&/oo-5t & 
50-446/88 47 between 880707 0802 

BAUMAN, L. Government AccouniabiMy Proioci. 68/09/09. Ollico of Adminislralion 9- 
Resources Management, Director (PosI 070413). 2pp. 47505 081 •47685 082. 

6311230211 Final response lo FOIA request lor documents Forwards documonis lislod 
In App A. 

GRiUSLEY.D.H. NRC • No OoiaHod Afliiiaiion G-von. 80/1 l/lO. BAUMAN.L. Govern- 
mem Accountability Project 2pp 47585 083-47686 19B 

-3311230218 Summary of allegation loviovr commilloo 880721 meoflng hold by tele- 
phone re onci listed allegations. 

GOWER.G.C Olc ol Spoc-al Profecis 80/07/26. Olc of Spoc-al Pro|ocia 6pp- 
47605 085-47585.000 

-661 1230223 Inioims ol closuro lo piiegailen becauso psnon calling to aPepaiion d-d 
not expect to receive response & did not leave address. 

GOWER. GC Olc of Special P(o;ocls 80/09/01. Olc of Special Protocla. 12pp 
475B5090-47S05 100 

8311230212 Demos 881007 appeal of OH Gnmsloy 000908 don-al in whole or In part 
records subj lo FOIA request ro p'ant. 

STELLO.V. Olc ol the Execut-vo Director for Operations. 88/11/16 BAUMAN.L. 
Garda, B.P. 6pp. 47505.109-47585 216 

0B1123O23I FOIA request lor documents re V Gihnsky concerns about 631005 p*ant 
site visit 

KOESTER.A.Y. Fuller & Henry 80/10/04 GRIMSIEY.DH. NRC • No Delated AH4I- 
elion Given Opp 47685:304-47505 311 


8611230234 Final response to FOIA request lor documents. Forwards App A 
documontsApp A documonis also eva-lablo m PDR No agency records subj la Caie- 
Mrfos 1.3 & 4 ot requasi not located. 

GRIMSLEV.O. Divi^cn ol Freedom ol Iqlormauon S Pubi cations Services (Post 
880516). 88/11/17. KOESTER.A.Y. Fuller 9 Henry. 2pp. 47506.312-47605 321. 

"8811330246 Discusses status of notes & action items noted during 831104 meeting 
w/iicensee 

SHAFfn.W.O. NRC • No Dela ted Alfil'Olion G-ven 83/11/10 OAVIS.A.0. flog on 3. 
Olcol tba Direclor, Bpp. 47585 314-47585.321. 

8611330247 Responds to appeal of partial denial of FOIA request lor App F 
documonts.Requael approved in part & den'ed in part. Portions ol Documents 
1.3,5.23.25 & attacbmoms to Document 20 wiUiheld (lel FOIA Exemption 6) 

Chilk,S J. Ollico ol the Secreiaryol tbaCorrmission. 80/11/14 BAUMAN.L Go'vom 
oionl Accountability Prolect. 3?p 47584:357-47565 052. 

-3311230250 Partially do'etad memo re stall actions on Olc ol Inspector Audior repi 
on facSily. 

STELLO.V. Olcol the Exocul.ve D.recior lor Opotallons 80/12/09. 2ECH. ROBERTS. 
ASSELSTINE Commissienors 5pp. 47584.360-47585 003. 

—661 1230252 Part'Bity deleted memo ra siall review ol Olc ol Inspector & Auditor repi 
on alleqai ons of misconducl by Rag on IV mgi on lacrtiy. 

nAGAN,HG. Assistant General Counsel lor Admin sirailo-'i 66/t2/i6 PARLER.WC 
OfHceol ilioGonaral Counsel 12pp. 47SBS 004-47585:015 

—631 12302S7 ParliQliy do'eted Ur ro Comarcbo Peak. 

2ECH.LW. Commlssionors. 87/01/20. ROBERTS, ASSELSTINE, OERNTHAL Com- 
(rkssiOnefs. Ip 47585016-47505:052 

—6611230250 Partially deleted memo to stall actions on Ofo ol Inspector Auditor repi 
on tacsity. 

STELLO.V. Olcol the Executive Director lor Operet ons. 88/12/09. 2ECM. ROBERTS. 
ASSELSTINE Comm sslonars 6pp 47584 360 47505 003 

-3311230252 Partially delated memo ro stall rovlaw ol Olc of Inspoclor & Auditor repi 
on aiicgotons ol m-sconduci by Region IV mgi on laciliiy. 

RAGAN.HB Assistant Gonorai Counsel lor Adminfstralion. 06/12/10 PARLER.W.C. 
OHicool Ibo Gonorai Counsel t2pp 47605:004-47585 015 

-331 1230257 Partially deleted Ur la Comanche Peak 
2ECH.L.W. Commlssionors. 87/01/20. ROBERTS. ASSELSTINE, BERNTHAL Com- 
mlasonere. Ip. 47585018 4758505? 

661 1330249 FOIA request lor listed documonis re pieni. 

JOHNSC^.O.E. Sv^dlar A Bcrlm. 80/09/24. HORAK.K. Fodors' Emargoncy Manago- 
monl Agency. 3pp. 47685 217-47505.222. 

-3311230263 Forwards documents lot loviow A doiorm nation of disclosure to be for- 
warded d roctiy to Jobnson.RoQuosi decision A rosponso lo Johnson for files 
HORAK^l. Fedoral Emoigency Managemanl Agency. 68/IO/tt. ROBINSON, L.L. 
NRC - NoOata-led AlnileHcn Given. 3pp. 4 7585 22(]-475eS:222. 

6311230268 FOiA request for documonis.080219 SECY 86-61 A 660819 SECY 60- 
23d.t» 860929 

hamiLTON.P.w. Amoilcen Society ol Mechsn'cai Enninoors. 60/09/19. NRC ■ No 
Ooiaiied Alluiaiion Given ip 476B5;322-47S65:322. 

8911230269 Final rosponso to FOIA roquoat for documents. Forwards App A A partially 
doiofod App 0 documents (rel FOIA (fxemptlon 6) App A documoni also ave labla in 
POR. 

ORIMSLEY.O. NRC - No Deieifod AfllTolon Given. 88/11/17. HAMILTON.P.W. Amerl- 
caty Soclaiy ol Mochsmcel Englnooie. 4pp 47585 323-4758S-365 

-6611230262 %CY-68 233 Informs Commlssfon ol status ol slafi rev:ow ol final onvl- 
tors Impact siatemont on d sposai ol Hanford wastes. 

STELLO.V. Olc Ol Iho Executive Dlrocfor lot Oporaiions 08/00/19 Hpn. 47565:327- 
47585355. 

3611230280 Responds to FOIA requesl lo/ documents. Forwards documents Isted in 
Am) a a documents bo'ng placed in PDR. 

GRIMSIEY.DH. Division oF Freodom ol In'ormalon A Publcations Services (Post 
880515). 68/11/17. JOHNSON.G.E Swtdior A Berlin 2pp. 47585:223 47685 303. 

—331 1230284 Package of oveluaifon comment shoots. 

WOJNAS.G. NHC • No Detailod Allihaiion Given. 83/06/29. 79pp. 47585225- 
47685:303. 

9611238300 Partial response to FOIA request lor documonis. Fenvards App E docu 
menis A records available in POR. App D documonis also available in POR. 
QRiMSLEY.O.H. NRC - No Detailed Alf.liallon Given 00/11/08. CONDIT.R. Govern- 
ment Accountability P(o;eci. 6pp 47634:07 1-47634:340. 

-6786170360 Forwards schedule for Category 1 CPRRQ recommondalions. Schodulas 
estimated baaed on curiont projection lor relaiod tochnfoal review 9 Insp activities. 
KEPPLER.J.O. Olc ol Spacel Projccis. 87/09/ 1 1 . STELLO.V. Olc of the Executive Di 
rector <01 Operallons 7pp 47634;I27-47634:I33 

-6709230532 CtKrects 070911 memo lorwarclmg schadula lor Category I CPRRQ tec- 
omnnendatlons assigned lo Olc ol Special Piojecls Memo being reissued lo Incorpo- 
rate five actions inadverlontl/ omlilad from group "UiMl 2 RPV Installation.'’ 
KEPPLER.J.O. Olc ol Special Projects. 87/09/18. STELLO.V. Olc ol tho Executive Di 
rector lor Operai'ons. 7pp. 47634:134-47634:154 

—6811230305 Submits status of followup A close out of CPRRQ 

fecommendatlons. Related info end 

WAHNICK.fl.F. Olc ol Special Pro|eci8. 87/01/08. GRlMES.Cl. Olc ol Spneial 
P(a)eci8. 7pp. 47534:080-47634:003 

-6611230316 Submits correcnon fo repi of Invasligatien by Ofc of Inspector 9 Auditor 
10 Region IV mgi actions concern'ng pianl.Correclod chart end 
QRIMES.C.I. Olc ol Spaciai Projects 87/04/03. BLOCH, P.B., JOROAN.W.H, 
MCCOLLOM.KA. Atomic Safely end Licensing Board Panel. 7pp. 47634:094- 
47634:126 
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-d8(133Q32S Fo(wa<(1s (st o( cecommei'dad aci oi'S.pstsons cesgan&nLity & 

dale orlomady osII.TiaiDd for comp'ot oo Mortihl/ progress repi on iiema wi*! be sul> 
fTrtiec}. 

WARNiCK.RF. Ofp Of Spec.'si Projscis 8?/’l2/li. O.'c of SpQcial Pro^'ocis 3lpp 
7634: 166 

-6611330334 Sobmtis second periodic repi of stains of lo'lowup & dosooul ol CPROG 
lecomrrendauoos. 

WARNICf<.R.F Ofe of Special Projecis. 03/02/04 GRIMES.CI Ole ol Special 
Pioiocis 6pp- 47634 166-47634;203. 

—6611330340 Sub/nils iKrd penod c repi ol status o> ioHowup & closeoui ol CPHRC 
recorpmenclaiions Rellaed fnfo encl 

WARN;CKR.P. Ofc of special Proiecis 68/03/03 GRlMES-C.! Olc Of Spodai 
Ptoiocis. 80P 47634 2fO-47034 325 

-8611330348 fnswucis B Warrvek lo kJeni F/ stales ol CPRRG flocorrmawJat-cn 69 as 
compfaio. 

MCKEE. P.F. Oic of Special Projocts. 06/03^16 CRIMES, C I. Otc ol Special Proiecis 
ip. 47634 226-47634:227 

-6611230362 Subrria fourth periodic repi ol sialua of to'lQwup & r:foseoul ol CPRRQ 
recommonclaL'ons.Relalod info onef- 

WARNlCK,nF. Olc ol Spooio! Pic^acw 68/01/05 QRlMESCl Ott ol Spotial 
Projecla 0pp. 47634.228 4 7634 364. 

-6611330383 Discusses status ol Comanche Peak Ropi RoviOMr Group 
recommendaiions.Three ol sub; recommondat'oris had been coirtpioicd whon scheJ 
ulea wore lirsi established. 

E8.NRrEn.S.D Olc of Special Pro,'ocls 6S/04/3Q STELLO.V Ofc ol the Eiiecuir.ro 
Oirecloi lor Opetetioos. 2pp. 47634 356-17634 256. 

—8811230367 Subrr>lts Hlh peiiodic lepl ol slates ol loHowup & eioseoui ol Comaneno 
Peah Repi Re<4ov/ Group rGCOmmerKfaiions. Related mfo onci 
WARMiCK.RP. Olc Ol Specie) Proiecis 08/05/06 GRIMES, Cl Olc of Spocial 
Pr&lects. tOpp. 47634:257-47634:266 

-6811230374 Subrr.Ka May t0Q8 rapt ol stftlua ol followup & closeaut ol Comnnche 
Peak Rapt Review Group recominenc/alions Rolaiod Info enci. 

VrARNICK.HF. Olc of Spodat Proiecis. 86/05/31. QRiMES.C.i Olc 0* Special 
PrOj'ecIS. Ppp. 47634 267-47634 276. 

-8811230361 Submits repi on status o> fol'owup & cfosQouC of Comertcho Poak Ropi 
Review Group recommendaiions as of C8070i.no/sied mfo ortcf 
WAnN/CK,RF. Ole ol Special Proiecis. 09/06/30. ORlWES.Cl. Olc ol Specie' 
Proiecis Gpp 47e34:27e-47634;263 

-6011830360 Subtniis rept of slaius of followup 8 doseovi ol Corr^ncho Peek Repi 
Review Qroupreconitrendsiionses ol 66070 l.Roiaiod info enci. 

WARNICK,nP Ofo Ol Special Piolocie. ee/07/0i GRIMES.CI. Ofc 0I Special 
Proiecis. 8pp. 47934:284'47934301. 

-6811330393 Forwards fnsp Reois 50- 449/06-24 addressing Issues re ptimary sys com 
hy^siaiM} les'.'ig talsed by 6/0901 momo. W/o end 

OTiMES.Ci. Ofc of Special Projocis 88/07/09. MARTiN.RO flegiori 4. Olc oi ihe 
director Ip. 47834:2B2-47634:S92 

-6811330398 Subiwiis siatus of (oMOwup & closeoui ol Comanche Peek Repi Review 
urouo recommer>dstioa« as ol 880601. Related info onci. 

WARNICK.RP. Olp of Special Prolocis 89/07/28. GRIME&.C.l. Olc of Special 
Prelects. 9pp. 47634-.293-l7604-.300 

-9811230408 Submits elaius of foUowup & closeoui of COrndnche Peak Repi Revww 
Grcuprscommendelioits as of 690901. Related info enci 

WAnNlCK,RF. Ofo of Special Proleols. 89/09/02. GRIMES.CI. Olc ol Special 
Frolecie epp 4 7634 30 1 -47634 308. 

-8611230409 Sub.Tvie etaiue ol lo'-Owup & closeout ei Corranche Peek RcpI R»riow 
Group recommendaliona as of 661001. Related info end 

WARNlCK.nF. Ole ot Special Prelects. 88/10/03. GRIMES.CI. Otc ol Special 
P/Ofecls 26pp. 47934:309-47634;336 

-8811230412 Inlortns of plea to coniact Irtdividua's who might be aware of Icensing 
board inquiry on draft stall repia re plant OA/OC. 

GRIMES, C.l. Olc of Soeciftf ffrolects 67/05/07. C'1 ANOlER.I..J Oliice of the Genorai 
Counsel. 2pp 47834:337'47634;3S8 

-8811238418 Expresses pleasure si timely & effective Implemenietlon of Comanche 
Peak Repi Review Group racomemendaiions. 

GRIMES, Cl. Ofc ol Special Proiecis 86/06/08. Ole of Special PrcWecls. 2pp. 
47634:339-47634340. 

89112303(16 Final response lo FOIA request for docurtienis.Forwards App O documeni 
& releasable portions of Obcumenis E/1 thtouoh E/3 ApaO & leleaswle portions ot 
Oocumenis E/4 ihrough E/6 available In PORPcrtiona withhold (ref FOIA Exempiion 
6 ). 

GRIMSLEY.O H NRC • No Deisifed Alpliallon Given. 68/1 1/08. FELTON-l.M. Mudear 
licensing Reports. 4pp. 47634:341-47635:011. 

-8811230320 Penially deleted memo re Commlsslonei Carr 860113-15 vjsti lo 
^am.nieetlnavr/stsie ol MO ot«ciais& visit to Maumckroclt.ino 
PEOERLINE.M. NRC • No Deiailed Af/iHelion Given 98/1 1/08. NRC • No Deiailed Af- 
HiaMon Qhran 4pp 47634 347-47634:360. 

-9911230329 Pan>aily doleted trip rept ol Commisa’oner Carr 880414-15 vfsil to 
INPO .Slate ol QA & Ro(^on 11 ofc. 

ELSASSER.T.C. NRC • No Detailed Affiliation Given. 86/04/10. NRC • No Deialad 
AlWiaitoft Given, spp. 47634-.351-47634-.353. 

-9911230337 PariiaHy deteled trip lepi ol Corrunlsstonai Carr 890307-09 visit lo ptani & 
maeling w/Stale cl KS olflciais. 

ELSA^ER.T.C. NRC • No Delalted Affi'laUon GNan. 68/06/06. NRC • Mo Detailed 
Aifillauon Given. 4pp. 47S34:354.47(334;3S7. 

-9811230369 Partially deleted trip repi re Commisslonor Carr 600509-10 uW site visit & 
meeting w/Siala ol PA officials. 

El.SA&%R.T.C NRC - No Deiailed Aldtialjon Given 68/05/12. 6Uni4S.S.. 
WE6ER.M. FEIQATE.Q. NRC - No Detailed Affiliation Given. 4pp. 47634:958- 
47534361. 


-881133I13S5 Pflitia'.l'/ dalelod iiip tept ol Comrn'SH'Ooct Can 600706 06 visv.jlacA 
lies 8 meeting w/state ol VT olf-cials 

ELSA5SEfl,7 C Co.-nmissioners 88/0//1D. ' Co.'nmtssionors. lipp 47M5Ct' 

47635 011 r 

0811230310 fOlA roquQSl lor documents re prohtoms w/hlqh density pQ'yOthy'^vacfA 
Uiners used ioi low lavai wasiu mails 

RESNiKOFf.M nsd'oaciive Waste Compaun 98/06/07. tlflC - No Ooie-M f-.ilr- 
aiv>.nG>voi> 2pp 4763.5 012-47635 013 

6911230319 Partial response to FOiA rep./est lor roccids App A docurronis av&’jblar 
PORApp Q docun-pnts enci & also sva'iabio in PDR 

oniMSlEY.O.H Division ol Freedom ol inlormalioo & PuWca'.-ons Services 
660515) 80/11/15 RCSNIKCFF.M RadiOociive Wasio Campaign 6pp 47365Cii- 
47637 301 

-8907070039 Trip ropi ol 680620 visil lo SlOto ol SC Dcpi Ol Hoa'ih & Env.-on CorVd 
re Sii-ng tept on high density polyethylono mioyrtw ccnia'neisList of atto-vdses met 
TOKAR.M Tochacal Branch 80/06/26 SURMElER.JJ Toch.nlcal Bianch 3lpp 

47636 224-4T636 254 

-9907220091 Forwards summary ol S936C6 meeting ro drall ropi, "Review Of Svuciuis 
Design of High inlegriiY Containers, " by S Sill no of Qiown Univ 
WlOMAvER.UA. Technical Bronch 86/06/Oti SURWEIERJJ Technical O'a-ich. 
lepp 47636 173 47636 196 

—8809120153 WM-329V7 "Low Leval Waste Package & Engneored-Bamei Sljdi," 
quarterly root tor Jan Mar 1908 

SOO.P. BOWERMAN.BS, CLINTON.JH. Bropkhaven National labora’ciy FN A- 
3201 69/08/30. Office Ol Nuclear Regulatory Resoarch, D.recior (Posi 6CO720) 
73pp 47636006-47636 172 

—9811230335 WM 329I-I low Le-vel Waste Peckagri & Engnaoring-Bat'i-ar Study 
Ouanoiiy PioQ-'ess Ropi lor Juno-Sapl 1 986 " 

SOO.P. BOWERMAN.B S., CLINTO.N.J.H Brookhavon Notional Lahc/alory F-YA- 
3201 86/II/.10 Olfico of Nuclear Roguiaiory Research, Drrectoi (Pro 8607^> 3Spp 
47635021 47635 057 

-69I1230330 WM-3291'2 "Low Level Wasiu Package & Engineered Baihor S’.uii 
Ouancily Progress Ropi for Oci Dec 1986 " 

SOO.P . BOWERMAN.B S.. MACKENZiE.O.n Brookhavon Naiionai laborsiory. FlNA- 
3291 97/02/28 OlHce ol Nudear Raguiatorv Research. Oirocior (Pro 660720). 55pp 
47635050 47535 110 

-8911230335 "Review of High InieO'ity Cask Siruclu.'ai Evaluation PrMram (MCSEP)'' 
PlflES.J B/ookhaven Nations' LSberalery. riN A 3i7i, 67/04/05. CjIIicb ol Hucl»» 
Malarial Saloly & Saloguards.Dirrdor 51pp 4703S’t11'4763S’l61. 

-9811230344 WM.3291.3 "Low Level Waste Peckago & Engineering Barrel Study 
Ouane/iy Progress Ropi lo' Jan Mar i607." 

SOO.P. BOweRMAn;b8. Ci.inTON,j.h, Brookhavon Nahonai labofRlory. A 
3291. 87/05/31. Oft>ce Ol Nuclear Raguiaiory Research, Director (Pro 6607^). SCpp 
47635:152.47635 209 

-8811230349 Fo/wards cfraii repis re stress analysis of high density pevelhylond high 
Mtegnty conlainers 8 ccmonl sQlid-licaiion 

SURMElER.JJ. Technical Branch. 67/06/03. NUSSQAUMER.OA Stale, loul i 
Incjdn Tribe Piogtams Ip 47535.210 47635 210. 

-8511230365 "Sieius ol NRC Waste Form Reg Gudo," for ptcsoniailon ai f»i“r 
Annual DOE low Laval Radwasio Mot Conference in Denver, CO on 070027. 
JUHJIINO.T.L.. MCDANIEL, K K , PERSCN.L S. D.vision of Low Level Wasie Alanags- 
monl & Oecarnrriss-'orMng (Poai 870413) 57/00/27 41pp. 47635-.2n-47035 252. 

-5511330359 y/M-3291-4 DHFT "LOw Level Weslo P&ckagB & Engn®e;ed Bamw 
Study, OuBderly Repi for Api-June 1987." 

SOO.P. BOWERMAN.B S, CLINTON.JH. Brookhavon Nalionai Laboralory. fiN A- 
3291 87/09/30 Olliers ol Nuclear Regulatory Research. Oirocior (Pro B6072C) 64pp. 

47635 253.47636 303 

-9811230394 Summanros B70804 mceing w/sieles on topica! repis re potycUii'Isr'e 
high ini^ity con'e.nors.cemoni sohd.iicai'on process 5 bliumon waste 
mAuPiNaI. Oltice of Nuclear Maierial Safety & Saloguanjs.D.recior, 87/09/00. Olfice 
ol hkiCear Malorial Safety & Safeguards, D.'rocior. 2pp 47635 304.47635:305. 

-9811230366 Discusses B70B13 telcon w/Siaies ot WA.SC & N£ re biiumo.n was‘9 
(ormpctyeihylena high InlBgnly covMalnets & cemonl sdldilicaticm. 

MAUPIN.C NRC • No Oolai.'ed Affil-aiion Given. B7/09/08 NRC - No DelaHfld ATir- 
a»on Giv-ef» 2pp 47635 306.47635:307 

-8811230376 Forwards "Review ol High Integrity Cask Sirocturfll Evaloat-orv Program," 
lor review. 

TOKWI.M. Technical Drench 87/10/15. CHANOO.J TFC Nudear Assoclaiea. 1^ 
EBEflHACK.O Cham Nuclear Systems, inc. ROY.8.A. Hiuman Ceip. 5pp 47535 308- 
47635013 

-9911230379 Forwards "Survey Repi on Low Level Waste Sol.-dilicoMon Process 8 
Integrity Comeinors." 

PAHRYSJ ACRS • Advisory Coownlttee otr Reactor Safeguards fi0/O1/?0 
MOELlER.O.W,, KEBR.W.. SHEWMON.P.G. ACRS - Advisory Commitloo on Roacior 
^legoaids. ip. 47635314-47535:314. 

—691 1230363 "Survey Rept on Low Level Waste Soi-dilication Process & High Ihlegi''/ 
Confalners" 

• ACRS - Advisory Committee ort Reactor Safeguards 80/01/20 lOOpp. 47635316- 
47535040. 

-8811230385 WM.3291-6 "Low Level Waste Package & eng'noeted-Sarrtar Siudy, 
Quanorly Progress Rept Ocl-Dec 1987." 

SOO.P., BOWERMAN.B S.. CLINTON.J H. Brookhaven National Laboratory. Be/O-H 
30, Office of Nuclear Regulatory Research. Director (Pro 860720). 49pp 47636:041- 

47636 067. 

—8811230392 Forwards "Review ol Sirudurai Design of Polyethylene High tnlegrify 
Coniamars." 

TOKAR.M. Technical Branch. 88/06/15 PARRY.SJ. Advisory Committee on Nuclear 
Wssle. Ip. 47635:018-47635:020. 
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—6811280074 Forwards lor rov.ow, "noview ol Structural Oosior^ Ol Polyoihytene Hgh 
Intecrity Corttainors ’’ Rapt wi'l bo diSCusSQd at ACRS 880637-29 meet i^ 
NUSS6 AUMER.ua Assistant Dnoctor lor Stato Agrcomonis Program 8B/06/28 
INGERSOLL.C.E Washington, Stato Ol tp. 47636 255-47636:274 

—8811280079 Forwards M Shealy 680629 Itr raising quosilons & comments re Silng 
Hoot ontiiicd, "Roviow ol Structural Design ol Polyothyleno H-gh Integrity Comakers” 
NUSSBAUMER.O A. Assistant Di'oclor for State Agreemenls Program. 66/07/19. 
KNAPP. U R Division ol Low Level Waste Managemoni & Oecommisstonlrm {Post 
070413) Ip 47636276-47036275 

-86 1 1 280064 Provides comments & Questions re "Review of Structural Dosigrk ol Poly- 
otbylcne H gh Integrity Containers " Re’atod into onci 

SHEALY.HG South Carotno. Stato ol. 60/06/29 NUSSQAUMER.O/L A8sl3lai>i Oi- 
roctor lor Stale Agreements Program 50pp 47636:276-47637:017. 

-8811280093 Forwards eddi info re 300 yr structural stability ol Cham- Nuclear Sys.lnc 
h gti Integrity container & S S'll ng response 

SURMEIER.JJ Technical Qranch. 86/08/31. NUSSQAUMEFI.O. Asslstar^t 0.(oc10> lor 
Stato Agroemonis Program, ip 47637 018-47637.054. 

-8811280162 Forwards ropi to NMSS on low lavel wasio aiabMity In prepatalion tor 
Tokar proseniot-on on 680913. 

PARRY, SJ. Advisory Committeo on Nucloar Waste. 88/09/01. Advisory Commhloa 
on Nucloar wasio. ip. 47637.055-47637:055 

-8811280167 Forwards drall views on rocommendatlons re low IqvoI wasie forms B & 
C & pacKagi.ng for disposal 

PARRY, SJ. ACRS • Advisory CommiTioo on Roactoi Safogustds 86/04/18. 
SAVIO.R P. NRC • No OaiailQd Affiliallon Givon. 1Cpp 47637:056-47637.065. 

—6611260171 Forwards "Repl lo Oireclor ol NMSS ro Current Slalus & Pioposod 
Action for Kegu'ation of Low Level Waste Stability " 

SURMEIER.J J Technical BtancM. QO/OQ/26. PARRY, S J. Advisory Commlttoo ort Nu- 
clear Waste. Ip. 47637.066-47637:108 

—8611260177 Summatiros molhod & results of indopendonl assossmont of enilciialod 
SOO-yr doses lor HPOE high Integrity containers used lo slabiiiro spent ion oxchartga 
lesin wasloa 

STELLA, c.v ACRS • Advisory Commllleu on Reactor Saloguarde 66/09/06. 
MOELLER, O.W.. STEINOLER.MJ . SMITH,CV. Advisory Commtiloe on Nudaar 
Waste 35pp 47637:109 47637 143 

-6811280001 Forwards Rov 2 lo "Supplomonlery Rept on High Oonsity PoV4«>y^no 
H gh Iniegiiiy Containor Mails " 

HOUSe.W.B. Chom-Nudoar Sysloms, Inc. flA-05l4-0. 88/00/13. PAflfly.SJ, ACRS • 
Advisory Comm.Uee on Roacior Safeguards ip 47637:144-47637:180. 

-66 1 1 290003 Forwards brief rosponso to comments on rapt oniurod. "Ravfow o< Siruc- 
itiiel Design ol Poiyethylone High iniogniy Containers " 

LU3ENAU,JO Assisiant Qiroctor tor State Agreomonts Prograrn. 68/00/18. 
SHEALY.HO. South Carolina, Stale ol. lp. 47837:101-47837.181. 

-6811290004 Forwards commonis on Slate ol SC rosponso lo S-i-ing Ropi oniniod. 
"Review ol Structural Design o( Potyetliylene High integrity Containers 
SURMEIER.JJ. Technical Branch. 60/09/00 Iubf.naO.J.O. Assiatent CNrocior lor 
S!ato Agrotwnoms PtOQrsm. 3pp. 47837.l82-47637.t84. 

-8811290005 Ach receipt Ol 800908 memo 8 "Estimation of 300 yt Cose (o High Densi- 
ty Poiyolhylono High Integrity Coniainora (or Low Lovol Waste Olspoaal." 
MOELIER.D.W. Advisory Commiiioo on Nucloar Wasio. 86/09/24. STE 11 A.M.E. Ad- 
visory Committee on Nucloar Waste. 1p. 47837;18S-47637;I8S. 

-6811290009 "Elfccis Of Chontical & Gamma Irradiailon Environs on Mechanical Piop- 
enias ol High-Oensity Poiyolhylono (HOPE)." 

SOO.P. Broohhaven Nsiional Laboreiory. 80/1 l/td NRC • No Dolaifod Afl/iaiion 
Given 20pp. 47637:t86-47e37'20S 

-681 1290012 "Poiyolhylono & Suitobillly lor use In High Inlogrily Cortlsinars " 

• South Carolina, Slalo of. 67/04/26. lOpp. 47637;200-47637:233. 

-8811290016 "Assessmem ol Poiyolhylono as Mall for Lisa fn Hlgfi Inlogrlty Conia'n- 
ora ■' 

JUn.T.A. Enginaofing Design & Testing Corp. 80/07/21. S3pp 47637:224.47637 276. 

—8611290017 Rov 1 to "Qu'de lor H-gh Inlogrlty Conlainor Topical Rapi Appttcabona '* 

• South Carolina. Siaio ol. 85/07/31. 25pp. 47637 277.47637:301 

8611280001 FOIA roquosi for rosponsos lo RFP RS-OlE-n6-l66, '‘Technical Aealslance 
lor Vendor & Contractor Insps " 

WILLIAMS, O.G. JRA Assocroios Oaw-88 076. 60/08/29. GfllMSLEY.O.H. NRC • No 
Doialied Afflliallon Givon. 2pp. 47640 304-47640.305. 

881 1260002 Final response to FOIA loquost lor documents Nonpropilelary versions of 
proposals end & available In PDR. 

GRiMSLEY.O.H. Division ol Fioodom ol inloimalion S Publ-caiions Servfcos (Post 
860616). 88/11/23. WILLIAMS,©. JRA Assodalos. 2pp. 47640:308 4764 1 -. 110 . 

-8811260003 Forwards RFP RS-OIE-65-iei, "Tochnical AssIslancG for Vendor & Con- 
trecioi Insps " 

SEL2.A. SMC O'Donnoil & Assodalos, Inc (formerly O'Donnell 8 Associates. Inc.) 
85/02/04. SMITH.P.A. Division ol Conlracls (Pre 87()413). 1p. 47640 308-47640:3OT- 

—8611260006 "Proposal lor Technical Assialanco lor Vendor & Contractor Insps.Vol I," 
for RFP flS-OIE-85-161. 

• SMC O’Donnoil & Assodalos, Inc. (formerly O'Donnoil & Associates. Inc.). BS-OIE- 
85-161. 05/02/04. B2po 47640:309-47641 030. 

-6811280007 Patilally doloted "Proposal lor Technical Assislanco lor Vondor & Con- 
tractor ln8p8.Vo1 III,'’ lor RFP flS-OIE-05-161. 

' SMC O'Donnoil & Assodalos, Inc (formerly O'Donnell & Assodalos, Inc). RS-OIE- 
85-161. 85/02/04. 65pp. 47641:031-47641:095. 

-8011280009 Forwards best & final oiler lor RFP RS-OIE-BS-lBl, "Technicel Assisl- 
anco lor Vendor & Coniraclof Insps." 

SELZ.A. SMC O'Donnoil & Assodalos, Ino. (tormorly O'Donnell & Associates, Ino.). 
65/05/02. BAISDEN.L. Technical Assislanco Conlracls Branch (Pre 660421). 2pp. 
47641:096 47641:097 


-8811260011 Partially dalaiod "Dost 8 Final Oiler tor Technical Ass'sianco lor Vendor 
AConifOClor Insps.Vol I," rosponso lowniion questions lor RFP R5 0IE-85-I61 

* SMC O’Donnell & Assodalos, Inc (lormeriy O'Do.nr.o'.i s Assocaios. inc) nS-OiE 
65-161. 85/06/02 NRC • No Oolalled Alh'ialion Gvon. 22p,n. 47641 096-47041 1 iO 

86I12S0OO4 Final responso 10 FOIA roquosi for documonis Docurrenis listed m App A 
lotally MTiihho'd (rel FOIA Exemption 5). 

QRIMSLEY.DH. NRC - No Dale led Afhiiaiion Given. 88/11/22. RHODES J. Pennsyl- 
vania. Convnonwea'ih ol. 3pp. 47640.300 47640:302. 

8811280008 FOIA roquosi Icr documanis produced during or alter 860323 mooling bo- 
tween L Zoch.M Clausen.D Raihbun.jF Paqueilo & CA Mcneill In Washi.ngion.DC ro 
NRC perception ol util 8 rosiarl sched-jla for plant 

RHOIjES.J. PonnsylvQnla. Commonwoollh ol- 00/10/24 Ollico of Adminisirnlion & 
ResduicosManagomant, Director (Post 870413). tp 47640:303 47640 303 

8811280012 Final rosponso to FOIA request lor docurr.onis Forwards documenis l.siod 
n App €& documents part ally dololoa 

GR 1 MSLEY.O.H. NRC - No DeiBi’Od AlfilialiOn G.ven 66/11/23 RGSNIKOFF.M. Ra 
doaciivo Wasio Campaign 2pp 47640277-47640 299 

-8807160 174 Fonvards lists of topics reprosonting CoTiinission gu dance on areas Advi 
80 /y Commiiteo on Nucloar Wasio should locus on during coming yr. 

2ECH.L.W. Commlsslonofs 88/06/27. MOELLER.D.W. Advisory Co-mmiiioo on Nudo- 
ar Wasla 3pp 47640 297-47640:299. 

—8811280023 Forwards parlially dolelod Iniomal advisory commlttoo on nuclear wasto 
momo revising proceeaings 01 fsi nraaiing hold on 880627-29 8 Comm.ssion roquesi 
rasulUng Irom DB0629 briofmg. 

GRlMM.J Tochn eal Branch. 08/07/15. Technicnl Branch 4pp. 47640:282-47640:208. 

-8811280031 Forwards pariis'ly doloiod acl.ons.agroomanis.aasignmGn's & roriuesis 
made at advisory comnntics on nucloar wasio meoilng on 68062 / 20 . 

FR/LLEY.nF. Advisoiy Commiiioo on Nuclear Wosta. 88/07/20. STELLO.V. Ole ol 
the Eicacuilvo Diroctoi lor Oporaliona. 5pp 47640:200-4/640.296. 

8811280013 FOIA roquosi lor list of peopio within ole or dopi rospons-blo lor procuro- 
moni 8 l coniraci sweiils lor purchase or ronial of paging aqu pmont.paQors & app'ica 
bio a'ttinia m technical & loiocommunicaiions aroa 

WHEElOCK.J Fodorai Massaging Services. 60/10/24. NRC ■ No Ooiai'ed Alfiiiauon 
Given Ip 4764Chlfi7.47e4D:197. 

8611280016 FOIA requasi lO' Ii9l Ol poopla in ole or depi rosponsihie lor procuroment 8 
contraol awards lor purchsso &/or tonlal ol paging aquipmoni pagers S sppi-cobla ah- 
Into n lochnicsi 6 lolecommun'caiions eroos. 

WHEELOCK.J Fodarai Mossegino Sorvicas. 60/10/24. NRC • No Ooiai'ed Af(ii.Biion 
Olvan. 2^. 47849: 199-47640. 199. 

861128001$ Final losponso lo FOIA roqiiest lor documenis Fomaids App A 
documonis A documonis also 8v8>iatiio in FDR. 

QRiMSLEY.O.H. Division ol Fioodom ol infoimoiion & Fubllcaiions Sofvicos (Post 
880516) 89/11/06 RiCCiO,J P Nuclosr Information & Rosouico Soivica 2pp 
47862 128 47682 1 60 

-8767330393 Forwards loquost lor addi Into re util 670526 pioposed Toch Spec 
tfi^^^oncoinlng handling & siorogo ol luel w/inciaasod oiuichmonl to 4.3 weight 

I^OGES.M.W. Roacior Sysloma Branch. 97/07/ M. AOENSAM.E.Q. riolecl Olioctoi* 
810 11-1. 2pp. 4 7592. 1 33- 4 7692: i 34. 

-8709080453 ForwBids Salely OvQluatlon le ull 670526 oppi cation lo.' amend 10 LI- 
consa NPF-e3,incraasing max allowed onnchmonl ol reload fuel to 4 21'» wolghl U- 
236 Ctiangos accoplab'o. 

K006ES.M.W. Reacioi Sysloms Drench. TAG 65447 87/06/21 ADENSAU.EQ 
Pro)o<n t^ecioralo II- 1. Ip. 47692 139-47662:135. 

-8711030106 Forwoids safety ovalualion la ulii pioposod sponi fuel pool 
teracking Proposal accoploblo irom critical slandpolm Ulil may be roqj rod lo porform 
addi analysis to verify roquirod aubcrillcahly marg'n con ba ma'nto nod.SALP Ir^pul 
oriel 

HOOGGS.MW. Roacior Sysloms Branch TAC 65597 07/10/26. BERKOW.H.N. 
Prolacl Oieclorelell-2 2pp. 4 7902:139-47682.140. 

-8906300*22 Forwards safety ovaluailon nccepling proposed reracklng of sponi fuel 
sioraao wi^s Irom criticalny siandpoint.Fuol or.richmoni may bo in conliici w/TaWo 94 
ol KTCFRSl & data used by ul I lo ossoss environ Qlfods SALP inpjl also onci 
HOOGeS.M.W. Roacior Sysloms Branch. TAC 65006 88/06/24. CALVO.JA. Projoci 
Oiractoraia IV. ip. 47662:146-47602:140. 

-8809330213 Roquasia Haled addi info to conllnuo roviow of uLI rcqjosi lot onnclimam 
■ncreaea to 5 0 weight percent U-23S 

HOOOES,M.W. Raacior Systems Branch. 60/00/)&. CAPRA.R.A. Projoci Oi'ocloralo 
M. 2pp. 47692 167 4 7662 150. 

-8606200179 Forwards raquesi lor addi info ro spont fuel pool onrichmoni incroaso lo 
4 65 welghl peicent U-235 

HOOGES.M.W. Roacior Sysloms Branch. 66/09/ 1 5. STOLZ.J. Proloct Oiracioraio 14. 
2pp. 47682:169 47682 160 

-8811280036 Safety evaluation accepting proposed uhl Tech Specs change 10 incioase 
max allowed enrichment of reload fuel To 4.2 weight % U-235. 

* Office of Nuclear Raacior negulation. Oirocior (Post 870411). 67/00/21. 3pp 
47882:136-47682:138. 

-9811380062 Safely evaluation accoptinn proposed rarackmg of ull sponi luol storage 
potri.Ucensee may bo required to perform addi analyses 10 ver.ly mami ol requi'od 
8ubciii^4y If staff Boraflex alud es reveal gap dovelopmonl m sub) Uoraliox. 

* Olfice ol Nucloar Roacior Regulation, Director (Post 870411). 67/10/29. 7pp 
47882:l4)-47662 147. 

-8911380063 Safety evaluation accepting proposed rcracKmg of ulil spent luol storage 
poofs Irom criticality standpolni.EnrIchmoni oi luel 10 4.5 wolghl % U 235 mey bo in 
connict vr/ 10CFR61 Table S4 & should be Invosl galed by NRC. 

* Office of Nucloar Reactor Regulation, Oirocior (Post 970411). 66/06/24. epp 
47682 149-47632:166. 
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S'* Reactor Safeguards. 88/08/18. ACRS • Atfrsor, 
cpflinvuao on Reactor Safeguards 23pp 47565:294 47565318 

**<nM«no*iS ° Pe'icios & Practices Subcomm.-ioe 6835i0 

m^no In Washington.oc rs uSl A-*?, •'safeiy impitcailons ol Conirol Sys " 
ComminAa Roaclof Safeguards 88/00/16. ACRS • Atnyn 

Conwnlllee on Reactor Safeguards 0pp 47545071.47545:076 * 

'"eoting on 880908-10 in Oelhosda.WO to piy 
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.IL ... O ^3"^®* Soppiomenlal input updalmg slabs ol UnrosoKod SilST 
^e A.40 seni to Oiv pf Licensing by separate memo. 

T^MPVikjwi ft®". ®',.S9'e>y Technoboy {8OO428-06H24), 8J/03fiW 
THOMPSON, H.L. Division ol Licensing (800420-051 124). ip. 47657-OSe-47S57;CI56. 

H' !:"?l! ' response 10 Generic Ltr 07-02 under ronw* & 
Q5^,iv°i ?*>t/'»'0n consbwM closed. 

hfma "•’• 05407. 88/11/15 HAIRSTON.WG, AH 

oama Power Co. 4pp. 47S07.-265-47S87;256, 

w '®' «fecomeni8.Forward8 doeuironis iis'b 

FOWEsc^^iJfn 5" * Documoms listed In App B lolally w.lhhe'd (lel 

Aiwiaiion Given, B8/H/04. CHAfMANNQ 
HeeWolPowe; Cotp. 4pp. 47684:1?3-4?684r240. 

Pf'priweiion evaluation of Generic issue 119, "Pio.ng Revw 
resSwUoft^ol ^ QIMCS Inlo sheet indicaiiAg Into needed 10 rnemior 

Reguieiion, Diracior (pre-85i I25). 86/09/16 
47&W 2i|-4768?235 RaBu'alory Research, Director [Pre 880720) 16» 

RequesiB mat Generic Issue (Gl) 1 18 1, "P.pe Rupture Requ-'erens A 

“LoedClcSd ComSlnt&sIr'^^^^^ P®*"®" ®' ° ®- 

Sarincl^p^'^/lM^WATlBA'Iw- 

*VJw.«^®D of contract Bxeculion,Mod 8.I0 •'Generic issue 23, •Raax'.O' 

??*' '"® . ConlractorrSBA. Subconiraclor.Scieniech 

niiCTiCc o D o Administration Branch NRC 04-87.597. 08/11/14 

«7Si5yc’SA,.J;?S*r„'!i*''®9®'"®'’‘- Poi'oy Development A Analysis Stall {Post 
8/0419). SHAUKAT;k. NRC . No Detailed AfM.ation Given, ip. 47578 190 47578:191- 

"^In?pl1npfa2i F’aiX^-'’®^ '®' 

' Sclenlech, me. EOGEWOnTH.P,j OMsbn of Con 
•facts (670413-880514), NRC.04-87.397. 88/11/14. Ip 47678;l9I-4767e:l8l. 

BACKFIT ANALYSIS UNRESOLVED 
A-45,SHUTTOWN DECAY HEAT REMOVAL HEOUmEMENTS 
47S^^°* Resolution (PosI 880717). 88/11/30. I7epp. 4760M42< 

lAE tHBPECTlOM ANO ENFORCEMENT 

“Ar“®Ck,nLT°S«^ °' 

^?3S fl-*?--®'®'’ Opf'elions' Evenis Assessment (Posi 870411). 6a/l0f0r. 
Consotoatad Edison Co of New York. tnc. I23pp. 47270 242-47280 003, 
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6810070114 NRC Into Noiico 00-062, "Torus Shells W/Corrosion & noQradod Coatings 
In aWR Coniamrronis." Svc l.sl end 

ROSS'.CE Division of Opeiaiionoi Evonis Assossmeni (Posl 070411). QO/IO/M. 
Conscidaied Edison Co. Oi Now Yoik, Inc. llOpp. 47200.124.47280 235 

661014001B NRC Info Noilco 00 004, ' Duioci-ve Moloi Shoft Koys m Liin loic)uo Motor 
Actuerors " Svc Isi end. 

ROSSl.CE Division of Oporaiionai Events Assessmonl (Posl 670411). 80/10/20 
Conspidaied Edison Co. of Now York. Inc il9pp. 47280.004.47200 123. 

6810140212 NRC Into Notice 66 0Q5, "Orokon Releining Block Studs on Anchot OaiKng 
Chock Valves " Svc l si onci 

ROSSi.C.E Division of ^cralional Events Assossmont (Posl 070411) lElN-fiS-OSS 
66/10/14 Consolidated Ed-son Co. o1 New York, Inc liBpp. 47463:103-47463:316 

6810170391 NRC Info Notico 06-086, "Oporeiing W/Multipto Grounds in OC OislntMlion 
Sys." Svc 1 81 oncI 

ROSSl.CE. Division of Opciationel Events Assosarnant (Posl 870411). B6/l(>/2t. 
Consclldaiad Edison Co. ol Now York, Inc ll6pp. 47463 081-47463 187. 

8310250074 PNO IV 80 064. on e0t020.poienli8lly contaminated indivldvel w/possibki 
In.unes liansloirod olfsi'.e lo local lio.sp Mcd cal tovlow of individual by mcxfical cii dk) 
not reveal any modical probloms No comam nation lojnd elioi survoy. 
WESTeRVAN.TP Rog/on 4. Ote ot IM 0.r©Clor 86/10/21. 2pp. 47285 358- 
47265359 

6610250115 EN 66 053A on 001017, proposed Imposition ol dv-l poneliy in amount ol 
$50,000 withdrawn. NRC tevlQw at facts datermlned (hot although woleHon 
occu'rod,Sovority Level IV moro eccuralo Ihan Severity Level III 8s aiated In noilco. 
flOSANO,n.P., llEBEnMAN,J Ole of Enforcomont (Post 870413). EA-88125. 88/10/ 

17. ip 47265 300-47265 360. 

8610250122 EN-8d-04lAon QQia20,ordor Imposing dvil penalty in amouni ol S7&.00l> 
Issued 10 liconaoe.basod on violation Involving ortvlron quoliflcallon of equlpmortl Im- 
portant lo safoly.One exompio ol violation wilhdrawn ppt ulil 860629 response 
[LiEHMAN,j, LlEeERUAN,J. Ofe Of Enforcomont (Posl 870413) EA-eeooO 60/10/ 
20 tp 47269.003-47260.003. 

8810250129 EN-SO-OOSon 801020,proposod Imposition of Civtf perteUy in amount of 
SiSO.OOO W.II be lesuod to Leensoa.Acdon based on vioisiion of eou pmont quailftca- 
tsnrcqu/'omonfsof fflCPflM.4g, 

LUEHWAN.J, LIEBERMAN.J 01c of Enforcemonl (Posl 670413). EA 87-082. 88/10/ 
17 tp. 47266.319-47266 319. 

8810230304 PNO-lV-on 062 on 80i0iQ.moisture/donsity gauge crushed by const vehi- 
cle bulldoior.Noiihor C8-I37 or Ann-2-11 source rupiuredOaugo placed in locked stool 
box on pickup truck. Liconsoo should contaci TroxW ro ahloldod coniainor. 

POWERS.O Region 4. 0(C of IhO Director. 08/10/16. ip 47263:220-47263220. 

8810260436 PNO-lll-88-006 on 00l0l6.roaclor automollcaUy siiul down fo'Jowirtg loss of 
oHS'lo pcwoi.Diossl-drlven auxiliary foodwaior pumps maintained sioom gonetaio/ 
level Ceusod by explosion 6 (iro lo subsiation i caiboard In daiay relay. 

H.NDS,J., PORNEY.W. Region 3, Ofe ol Ihs Dlroctor. 08/10^10. 2pp. 47270:114- 
47270:115. 

8810260161 PNO ll■6a-06^:Oh 801014, orderly ahuidown of plant based on pesiutaiod 
evoni wh ch could result in overloading power. Licertseo plans to replace cable w/one 
ndvmg n/ghor (amp ra^'ng & ronouio new cable M difrononl cable ira/ 

CARROLL.nE. KogiOh 2, Olc Ol Iho DIreeior. 68/10/14. 2pp 47272-358 47272:359. 

6810260192 PNO-ll-SS oe2A.on 80I013,DOE/Slaio Of OA held press cot>fororK:e ro C$- 
137 leekago problem si RSI & proposed aasossmoni octivilios OOE cunonliy ensile 
using Impiovod sipp'ng lochn quo lo idenlily loaKirtg source 
' Reg on 2. Olc ol Iho Director. 00/10/14. Ip. 47325:305-4 7326:305 

6810270338 EN eO OOSon 66t02&.noi'CO of pioposod imposiHon of civil penalty fn 
amouni of SiSO.OOO will be issued to liconsoo. Action based on violBllens of oqup- 
meni quaLlicaiion requiromenis Ol 10CFRS0.49 contained in Generic Lir 86-07. 
LUEHUAN.J . LIEBERMAN.J Ofe ol Enforcement (Posl 670413). EAeO-lOS- 86/10/ 
20. Ip. 47335:331-47336 331. 

8810270434 EN-OS 087:on &8102l,nol>co ol violailon & proposed Imposiiien ol cM pen- 
ally (n amount ol $50,000 will bo Issued Action based on violation of equ pmeMquali)- 
cation roquiremania of 10CFR50.49. 

LUEHMAN.J, LIEOERMAN,/. Ofe of Enrofcemonl (Post 670413). eA87.<l83. 66/10/ 

18. ip. 47335 28t-47336:201. 

661036CK)06 EN-66-063:on 861012, notice of proposed ImposiHon ol civil penally In 
amount ol $50,000 will bo issued to licensee based on two violations Idonfitied by li- 
censoe lo instalial:on ol Improper chock valvos. 

WONG.H., LlEBEnMAN.J. Ofc Ol Enlorcemonl (Posl 870413). EA-SB-iaS. 89/10/06. 
Ip. 47381:303-47361:303. 

6610280099 EN-OS-OdOon 60i024.notico Ol proposed Imposition ol cfvif penally in 
emounl of $50,000 wi'l be Issued lo licensee. Acllon based on violations of equipment 
quel ficatlon tequiremenis of t0CFR60.49. 

LUEHUAN.J., LIEBERMAN.J. Ofc ol Enforcemoni (Posl 670413). EA.gB.132. 88/10/ 

19. Ip. 47342:260-47342 260. 

6810280172 Forwards biweokly listing ol genetic communications baing considered or 
undei developmont by NRC.including bullotins, into notices & generic iirs.for 
info.Listino Includes all proposed generic communlcalfons reponed 601014. 
6ERLIN<3ER,C H. Generic Communleaiions Branch. 88/10/16. JACOSS.n. InsHluleol 
Nuclear Power Oporat-ons. Spp 47342:261-47342.268. 

8810310167 EN-e6'091.ordor modilying llcense,e(laciive Immedlaiely. & nollC9 ol viola- 
lion issued on 661024. Acllon based on Insp in which numoious viotadone 
Identiliod Order requires licensee (o obia'-n Independent consulting sves lo perform 
audits. 

JOHANS£N,j.. LIEBERMAN.J. Ofc of Enltycemenl (Posl 870413). EA-flB-3»2. 88/10/ 
24. 1p. 47360:245-47360:245. 

8610310186 PNO I-6e-l10.on 6ei02l,delay In reslarl ol Umls 2 & 3 until Second S 
Ihird Ouanet 19e9,i08poclively.lo allow further upgrade In oporaioi 
Iraining.manageiial & supervisory efieclivoness & plant security. 

UNVILLE.J., WENZiNQER.E. Region 1, Olc of Ihe Direclor. 08/10/21. Ip. 47361:355- 
47381 356. 


8810310216 PNO- HI-BO -04-1 A'On 661021 .former radialiort safely oll.cer Indicted lor pos- 
sessina 3 Ci Am-241 w/o NRC auihorirelion In excharigo for gulty plea.US any olc 
ag'etxf lo rfrop charges ol making false statomnnis lo NRC nspociors. 

CANIANO.R., MALl.tn.B. Region 3, Olc of ihe Orecior. 86^0/24. ip. 47366 206- 
4736B206 

6610310228 PA'O-f-SO-l I t;o/i 86 i022,manuef roaoior/h/rbfne fnp was M ti'atod dvo (o 
lowering mam condense.' vacuum. Hgh suction dilloreittial pressure conditions caused 
by seawood implngomani A'l MSiVs wore closed 

aAnBER,S. MCCABE.E., QETTENHAUSEN.L Region 1. Ofc of ihe Oirecior 86/10/ 
24 ip 47360:261-47368:261. 

8810310521) EN-eS-090 on 601027,nolico of vio'atlon & proposed ImposiHon ol civil pen- 
a'ty in ameuni of $500 will be Issued basod on viofaiion Involving improper disposal ol 
nuclear gauge coniainng i Cl Am-241. 

JOHAfJSENJ,LlESERMAN,j. Olc ol Ehlorcornonl (Posl 070413). EA-8e-255. 80/10/ 
24. ip 47375 ?92-4737S;202. 

86103 10S2S EN-6B-066.on 691027,nolice Of violation & proposed Imposition of civil pon- 
atty in amount ol $500 will be Issued based ori violations.lnclud-ng inadequate control 
olilconsed mall & lal'uro to Identify & posl radiahon aroes 

FLACk.E, LIEBERMAN,J. Olc Ol Enlorcomeni (Post 070413). EA-06-231. 68/10/24 
Ip 47368 246 47386 248 

881 1010064 PNO-l-B6't12 Oh 861027,33 paiionis received therapy ireamenls In excoss 
ol 10% of prescribod doso.Cousod by lack ol Incorporaf.ng new source into compulor 

C iogtem used lor ireaimenl planning In^oclor from Slate of MO soni lo sJo. 
OGfiAIHJ-R. Region 1, Ofc ol the D roclor. 89/10/26 Ip. 474Ol:182-47-'.O1:102 

8811020082 EN-66'092on 66i026,notice of proposed imposiion of civil penalty In 
emounl ol $2,600 Issued to I consoo on 601026. Action based on vloiai-on re failure lo 
recover S roiutn nuclear pacemaker lo mfg upon death ol indivfdusi 
FLACK.E.. LIEBERMAN.J Olc of Enfotcomeni (Post 670413). EA-B6-186. 86/10/28 
ip. 47409065 47409 065 

8811020203 PNO-iV-86-085:on e81022.p*ant Shutdown lo dolormlno source of nolso In 
eieem goneiator 2Sourco believed to bo In leod How norris area ol check 
vaiv<i.Llcartseo conTrtuIng invesligelion of prob'em 

CHAMQCRLAiN.O. Bagon 4. ofo of ihe Diraclor. 86/10/27. 2£p 47414:102- 
47414:103. 

8811020341 PNO- 11-88-065 on 661020, unit shutdown for 6-dayB to replace two main tur- 
bine genoratot governor vsNos axfvbliing erratic bohevlor during closure Governor 
valve tepiecemoni wi-i teke sevorai days lo comploio. 

CARROll.R. Reg-on 2. Die ol the Duocior. 68/10/21. ip. 47414:300 47414-300. 

88110)0)86 PNO-V-86 O59.on 86i024,iicenseo doteimined ihei reactor coolant unlden- 
UKod leakage was 1.06 gpm.LoekBDe could noi bo reduced Roaclor was shul 
down.No onliy insido shield perm Hod Repair method lo bo deiarmined upon nexi 
onhy. 

AN<S.W.. OUAILS.P. RoglOh 5. Oio ol Ihe Director. 60/10/26. Ip. 47422:138- 
47422136. 

8811040056 EN'88'03)A:oh 660429, notice Of proposed lirposlion el Civil pon8<ly In 
emounl ol $50,000 Issued to liconsoo Poneliy miiigaiod by 50% alter cons.ooraiion of 
rtconseo 860602 response O'dei imposing $25.00(1 penalty issued on 601031. 
PERFEHLR.. LIEBERMAN.J. Olc ol EnfcrComont (Post 670413), EA-60-034. 88/10/ 
31. fp 47440:201-47440 201. 

8011040)24 SuppI 3 lo NRC Irtfo Nolica 96-106, "Fsedwaior Lino Break." Svc hsl end 
ROSSl.CE [Vision of C^eraiional Evenis Assassmonl (Post 070411). tEIN-67'030. 
68/11/10. Consolidated Edison Co. ol Now Yoik, Inc It3pp 475SOO72-47S50.184. 

8611070113 EN 66-094 ori B6l 101 .notice Of piopoaad Imposition ol civil penally in 
amount et $50,000 Issued to licensee based on access control violation & failure lo 
lakeprompl corroclivo ackon to miligsle consaquencos of violation 
ROSWO.RP., IIE8ERMANJ. Otc ol Enforce/nonl (Posl B70413J EN 88-94 66/11/ 
02. Ip. 47456:101-47456:101. 

6611070160 PNO-I DB-ilO.on 661031. licenseos exporlencod tnomcniarv loss of offsile 
power 8 declared unusual evenl.Couse undetermined. 

JOHNSCW.J.. ANDERSON.C. Region 1. Olc of Ihe Director. 86/10/31. Ip. 
47442 350 4 7442.350 

66ff970207 PNO-l'8Q-f l5.on 691101, reactor scrammed from fuff power due to main 
lurb’ne trIpCausod by loss of electrical Held on main goneiaiorneaclor stabilized In 
shuldowrv comkhon & entered into 5 day ouiage.lnciuding doineiHng ol drywell. 
MEYER.Q.. SWETLANO.P. Reg’on 1, Olc ol The Direclor. 66/11/02. 2pp 47450.321- 
47450322. 

6611080118 PNO-lll-68'090on 861031.5.000 gallons ol I.GUId radwaslo leaked through 
fa4ed seal on ledwasie eveporeior HX In red-waste bidg.Uiil dra'ned wafer out ol rad- 
waste n»m & daconiamlnaled aflocied areas Nobquld oniored drairt eewor. 

PAUL.R.. QREGER.R. Region 3, Olc of the Duodor. 66/11/02. Ip. 47494:222- 
47494:222 

8811080132 PNO'llt-66-066 on 8Bt030,lwo level gauges mounlod on large lank conialn- 
Ing esphail damaged in explosion S lire tliel killed two workers & iniu'ed iwo.Qavges 
melioe causing h.gher than normal radlailon levels outside gauges. 

VflEOEMAN.O.. MALLEn.B. Region 3. Olo ol Ihe Oliedor. CAL. 68/11/01. 2pp 
47494; 109-4 7494: 1 10. 

8611080221 PNO-l-68-1 l2A:ovetexposure of 33 pallenia rocaivtng pal.iaHvo brain turner 
Irealmonis received 76% in excess of prescribed dose.Misadminlsiafion conlirrriad by 
consultant. Ratkotharap-sl hosp privileges suspended. 

MC<jRArH.J. Region 1. Ofo of ih© Director. 68/11/03, lp. 47474;l9t.47474:l0l. 

8811090003 PNO It B8'0e7.on BSIOdl.conlracior received electrical shock whila erect- 
It^ acartolding near 4,t60'Vo*l transformer. Contractor teVen to hosp & roleasod.No 
contsmineiicm or ledration Involved 

CANTRELL, F. Region 2, Olc of the DlroctOf. 88/10/31. ip. 47491:042-47401:042. 

8811090084 EN-68'093on 661 103. proposed imposition ol civil penalty In amount of 
$75,000 Hflll be issued to llcensee.AclIon based on violalions ol NRC requiremenis lor 
eiK^rtm qualilicaiion ol certain Hems ol eleclrlcal equipmeni. 

WONQ.H Ofc of Enfoicemeni (Posl B70413). EA-80-142 86/10/31. ip. 47502.004- 
47602.004 
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661 1(>9{)190 PNO-fl B8 0&6 on asiOie.Uenseo d.scoveroc1 tr-92 soedA misoir^ dudng 
I'nve/itory of sources £x1ens^e search perlormed between 681016 & 27 8 sowce Aoi 
located Source may have been discardad in normal uash.Nnc (l^ap planned 
FRANKLIN.L. CLINE.W Rogon 2. Ole ol Iha Director 68/10/26. to. 47613108- 
47513 106 


e81l2t(K>0$ EN-as 0g6A:fe edjusimoni to proposed Jmposilion ol civil pejia'ly<Vj;>ei^ 
ally reduced by SO^s due to licensee Identilicailon & reporting ol events let I'co 
lA.Pentity is $50,000 insieed ot $75,000. 

ROSAhl0.n.P., LiseenMAN.J. Olc ol Enforcement (Posi 870413). EA-&S-23?- e6;il/ 
09. Ip 47502 043-47592 043 


6811090214 PNO itZ-as 066;on 661 102,<ndividual pedorm.ng ma-'ril aclKites on siaam 
generator 6 Insp cover received radiological axposure of 3 216 rem 10 dghl ll^ NRC 
O-spatchetl to sHa on 861 tOORatfon tV m'oimed. 

QAER.n.E. Region 4. Olc of the Director. 6B/tl/a3. Ip. 47484.06 3-47484:063. 

8811090281 PNO-f-G8-1 l4:on 861027, two missing & unaccounteblo Texas Nuclear 
Model 5090 density gauges reported Subj gauges unddr Siandlord Minna Co tcensa 
iell In unconiro'lod area during demo'ii'on by Phoenix Epulpmeni Leasing Co 
DAVIS, J., WHiTE.J. Region 1, Olc Ol the Director. 68/11/01. Ip 47464 060- 
47464:069. 


8811090284 NRC Inlo Notice 66-067, "Pump Wear 6 Foreign Oblocis >n Plant Piping 
Sys." Sve list end 

ROSSICE- Division ol OpocaHonal Ever\(s Aase&smer\t (Post 670411} 66/iifi6 
Consoldated Edison Co. ol New Vork. Inc. tl3pp. 47601:020 47601:132 

8911090403 NflC Into Notice 86-0a&. "Oegrada^on ol WesHnohouse APORrtays” Sue 
list end. 

ROSSI, C.E Division ol Operailonel Evanis Assessmenl (Peat 670411). 68/11/16 
Consolidaled Edison Co. ol New Vork, Inc. 1l3pp. 47597:001.47597: 1 13. 

8811140097 PNO-lll-66-067:on 681025. Ilcenseo daie/rn ned lhat ne.cher ol two rnoioi- 
driven auxiliary leedwslor pumps would automai'cally start w/loss ol offsite power & 
lo-lo sioam generaior lavel.Pumps declared Inoperable. 

Hinds, J.M., FORNEY.W. Region 3, Olc ol the Director. 68/10/26 Jp 47536 324. 
47636 324. 

6611140096 PNO-tll-88-068on 081025, unit rnanuaify tfipped Item 28% (tower loavdd 
challenging reactor protection sys Caused by low steam generaior water (cveis Umt 
expected to be down fiorn five to seven days wbl'e strainers cleaned 
HINOS.J , FORNEV.W. Reolott a, 0(c ol the Dnectoi. 88/19/26 ip 47537 343. 
47537:343 


9911150086 NRC into Nol'to 88-089, "Dagtarlai^n ol Kapton Electrical Wsgtaiioo" Sve 
list encl. 

ROSSl.CF Division of Operational Events Assessmenl (Pest 870411) IElN-67-006 
88/11/21. Consondaied Edson Co of New York, Inc. Il3pp 47603.04547603161 


661 1190606 PNO-l'86-1 16'0n 661 tOS.volars voted down siaia-wlde referendum lo slwl- 
down plants in State ol MA if nuclear waste produced in process 
WARREF^C, 9LOUGH,fl, Region I, Ofe of the Oirecior 68/11/09 ip. 47549.146- 


6811210011 EN-Bfi-097on 881115, notice ot proposed Imposition ol cM.' psnaltj it 
amount ol $5,000 w.1l bo Issued lo licensee. Action based on fa lures o< rngl lo eswe 
thal procedures followed re experiments & radiological safely activities 
WOm.H, LI£DERMAN,J. Olc ol Enforcemonl (Post 870413). eA 68 032. 88/11/OS 
Ip 47592.27 9 4 7592 279 

881 12100 IS EN-6S-096 on 631 1 14, notice of violation & proposed Imposition of cini pa> 
ally lr» amouni pi $75, 090 will bo Issued to licensee based on lai'ure to take apptofo 
ata coniMnsBiory measures for degraded vital area barriers. 

ROSANO,R P , LIERERMAN.J Olc Of Enforcement (Post 870413). EA-e0-237. sen*/ 
09. ip 47609 313 4 7609.313 

8811210309 EN-86 023Aon B603t4.Commisslon notified of l^fet^l to Issue notoeci W> 
lafon & imposl-'on of civil penally In amount ol $1 00,000 .Aciion basod on csveral 
viot8<<on$.incfuding lailura to lock & post work permit. Ono violation wllhdrawn 
FLACK.G., HEBERMAN,J. Olc ol Enlorcomonl (Post 870413). EA-87-210. 86/11/17. 
Ip 47593 297-47593:310 

8911210324 EN 88-099 on or about 861 1 l6,nol-'ca ol violation 6 proposed imposiUon d 
cwil penalty In amount ol $1,950 & order lo show cause why license shov'd not bs 
modified will be Issued lo kconseo based on listed violallons. 

FLACK,£.. LIEBERMAN.J. Ofc ol Enforcement (PosI 670413). EA-Ba-248. 86/11/1$ 
ip 47586:119-47588:133 

6811210376 PNO IV-B8-087B on SS1 109, updates Stale of TX Info on Co 60 con'amnat 
od sie^ llangos from Itsly.Two dislnbulors In Houston area. 22 In Mexico. 1 1 in Siale 
CA 8 185 tn Stale ol UT Idenlified as having recsivad flanges. 
haCKNEY.Ca Region 4, Olc ol the Oirecior. 88/11/18. Ip 47586269 47696263 

66 11310422 PNO I 66- 1 i2B:updatG & correct PNO-l-68- 1 f2A re overexposure of 33 pa- 
benie r«ce*v<flg paiilaitvs brain tumor Iraalmants ai Sacred Head Hosp.Rad 3lhera>sl 
titrspcmyilagea suvper^ded & oncology consuliani hired lo run program. 

PICCONE.J. MILLER.M Region 1, Ofc ol the Director. 88/11/17. Ip 47698.I56- 
47596tl5«. 

6611320069 PNO-IV-6B 086on 661019, discovered that 30 mCl Am-24l;8e neulton ca^ 
brator chock sou'ce tnissing.Missing soutce last used on 680625.Ucensee suspocis 
ihei ceiibrator conieining source foiilrom truck during transportation. 

POWERS.O.A Region 4, Olc of me D;reciOf. 86/li/l5, 2pp. 4762l:ie4-4792l;16$ 


6611150S09 PNO-IV-08-Oa7:on 80llO8.radioaciiva contamination found fn meiai luin- 
ings In aieef (langas Imported itom itsiy. Coniam nai'on appears to be amati emourtts 
or Co-60 unilormjy diSlnbuied Ihroughoul flange mail. 

OOOA.R.J Region 4. Ofc Ol the Dreclor 66/11/06 Ip 47549.160-47549 160. 

6611 160066 PNO-lV-86-087A:on 661 lOS.Siale Ol TX provided update on inio r© Co 60 
coniaminaied sieei (langea from liaiy.Oniy ii ol 7M imported flanges ahtopeo from 
Hou8ton.TX aree.Baiance ot ifangea all accounted lor & will ba returned to Italy. 
DOOA,R J. RegPn4, Ofc of the Chrecior. 69/11/09 ip. 47563 218-47663 218 


66111601^03 PNO-lll-66>092:an 881 103.radiographor 6 aaslsiani exposed lo Ir-I92 w/ 
film badge read-ng of 4.470 rent due to inovoo sh, eld. Two workers removed from raOi- 
aVon work.Cause of source entering guide tube not yei deternTnad 
WIEOEMAN.O., MALLErT,B Region 3, Ofc ol Ihe Oirecior 88/11/09. Ip 47669.275. 


8611160193 Advises of acceptance of final draft repi for closeout of IE Buleiin 60-17 
subm'tiad W/ 661 Q 28 Hr. 

BERLINQER^H. Geneiic Communicaliona Branch NBC-05-85-167-02 iE8-60 17 
60/11/08. LOFY.R.A. Paramolor, Inc. Ip. 47568.232-47588 232 


88111W3W PNO-lll-88-091 .on 881l06.fBcilily shul down lor condenser repairs.Repa'r 
work Incfudas leak In steam Una Inside condanser Idenlified on 681103 8 cond^er 
lube leak observed on 881108. 

BURG^S,B , AXELSON.W. Reg:on 3. Ofc of the Oirecior. 80/11/00. Ip. 47584.063- 


6erit6O470 NRC Inio NolfCe 88-092, 'Polenllal for Spent Fuel Pool Otaindown" Swe 
list encl. 

ROSSI.-C E. Division ot Operational Events Assessment (Post 87041 tV lEB 64-93. 66/ 
11/22. Consolidated Ed son Co. of New York, Inc. 1 f4pp. 47606: 124-476I>6 237- 

6811170296 PNO 1-68- 177. OA 8eil(J9,licensee repotted lo Region 1 that contammaiion 
survey of box of equipmani received on 881107 resulted In single contaminaiion 
messuremontol 60,000 dpm/lOO cm2 Slate authoniies informed 
COSTELLO, KINNEMAN, JOYNER Region 1, Otc ol the Direciof. 80/11/09 ip 
47572:193-47572.193. 

6811170932 PNO 1-88-1 l8.on 881 1 13,llcensae shuldown plant In response le high ua- 
Idenunad leakage Into primary containment Caused by increase In unldenlifiecf diyweH 
laakMe-Llcensee will replace lopwork for both D 9 E safety relief valves. 

BARR.S.. BETTENHAUSEN.L., RAYMOND, W. Region 1, Ofc of the Olrector. 88/11/ 
14. 2pp. 47682.064-47682.066. 

661 1 f 60 179 PNO-I II -88 -093:00 68111 1, turbine- generaior Inp followed by autornalic re- 
actor shuldown due to 6ie In main (ranslormer. On 831 1 f4.arclng observed el circuil 
swttcber betweert reserve auxiliary irensformar & olisile power sya. 
MCCORMICK-BARGE, MULLER, D. Region 3, Ofc of the Oirecior. 88/11/14. Ip. 
47689:018-47680.018- ^ 

8611160358 EN-00-O95:on 861 1 10, notice of viotaifon 4 proposed Imposibon olciwii pen- 
alty In emounl of $60,000 will bo Issued lo licensee Aclion based on failure to ade- 
quately implement cleani'ness & loreign mall exclus'on controfs- 
LUEHmAN,J. LIEBERMAN.J. Ofc of Enforcemoni (Post 670413). EA-e8-215 88/11/ 
07. Ip. 47563:133-47663:133. 

6811180315 NflC Bullelin 66-010, "Nonconformng Molded Case Circuit Breakers " Sve 
list erKTl. 

ROSSI.C.E. Division of Operelional Events Assessment (Post 670411). lEIN.e8-046. 
86/11/22. Consolidated idlsor» Co. of New York. Inc. I2lpp, 47608:001-47606.123. 


8611330197 fNO-lir-88-095:on 661 1 tS.FEMA Informed Slate of lA lhat remed-al 0*9/' 
else required to address deficiencies observed during 661109 emergency 
exorcise.Siato 4 affecied couniios dueciod lo conduct exercise within 60 days 
SNELl.W.. OREGER.R Region 3, Olc of ihe Oirecior. 66/11/17. ip. 47617.16*- 
47617:154. 

66 lf 3382 t 2 PNO-i-Be-ii9:on 661 1 16.iicensee discovered contaminated waaio spiled 
In^ 4 ouisidb piocess bldg Caused by lechnician believing dsmirieializod waiai 

M secure. Source oi leak isoiated Press release tasued. 

3H.R.. OOSRFLEIN.L , WARREN.C. Region 1. Otc of the Diecior. 88/11/16- 
ip 4?6l8:3«i-476l6;06C>. 

6611320424 PNO-ili-6e-094:on 661 1 iB.di&coveted loint in J-Inch Instrument air Ine 
damaged & causing loss ol pressure In compressed sir sys. Air tine (oint probably 
sleppM on by painior working in erea 

HtN0S.J.. FOftUF.V.W RegTon 3, Olc ol ihe D'lreciot. 8B/U/16. Ip. 47617 006- 
476I7.P03 

661 1320446 EN-66- 100'on 681 121, order modifying license 4 notice ol vio'ation 4 wo- 
posed imposiiiort ol cfvrt penalty In amount $60,000 will be Issued-NohC© based on 
dehberato laying off ol OC Inspector for raising safety Issue. 

PERFCTTI.R. LlEOERMAN.J. Olc Of Enforcemoni (Posi 870413). EA-88-234 88/11/ 
16 Ip 47616 165 4 7616:165 

8811230046 EN-0B’096:on 80 1 1 1 B.notice of proposed imposition of civil penally in 
amouni of $6,250 will be Issued lo licensee based on failure to follow nuclear criiicsl- 
*y salety double conilrxgency policy 4 ceretufly control moderating malls. 

FUCK-E., IIEBEHMAN.J. Ofc ot Enforcemoni (Post 870413). EA-86-225. 86/11/18 
Ip 47621:346 47621:349. 

6611330050 PNO-OSP-66-OlBA;on eBtlie.Unil 1 reader tripped Caused by elecirica’ 
ground m me'm gonoraioi.Licenseo InWaietl outage wotk »ncludll^g tepeV cl mai-- 
geriotaior.reaclor coolant pump 3 seal package 4 sleam dumps. 
roCHARDSON.S. Olc of Special Projects. 68/11/21. ip, 47621:348-47621:348. 

661 1230417 PNO-V-66-06(}.on 661 1 13, turbine Irlp/reeclor trip on hl-hl sleam generaior 
lov^ occurradCaused by faulty coniroller for feedwater regulation valve on slosm 
generator B.Liconsee developing actions lo address problems 
JWNSON.P., BARR.R. Region 5, Ofc of the Direcior. 88/11/15. Ip. 47623 003- 
47623003 


MI8C PUBLIC DOCUMENT ROOM MISCELLANEOUS 


6611070061 Forwards documents re US-Soviet ccoperatlon In Held ol clviUarv nuclea/ 
r«acior safety tor inclusion Imo FOR. 

CONGOON.M.B. Assistant Olrector for Iniernailonai Cooperailori. 66/10/19 NRC - No 
Oeittled AHWation Given, ip. 47481:172-47*81:221. 

-8611070093 "Joint Cooidmaiing Committee on Civilian Nuclear RsactCK 
Safaty.Moscow.U8SR .660622-31.'' 

’ NRC -No Detailed Affiliation Given. 68/06/22. 50pp. 47461:173-47461:221. 

6811140264 Summary of 861 102 US Council on Energy Awareness Nuclear Transperts- 
bon Task Force meeifna on slandardizatlon ol shipping 4 storage casks for spe.d 
fuel toenda.llst of eltenoees & lelalod into end. 

ROBCTTS.J.P. Fuel Cycle Safety Branch. 88/11/04. ROUSE, L.C. Fuel Cyclo Safety 
BrancF). Spp. 47546:309-47546.316. 
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NUREO NUREQ REPORTS AND RELATED CORRESPONDENCE 


S6101S03S0 Goneric Lti 8017 to all hoido's o( OLs oi CPs <ot PWRa re losa ol 
DKR Svc l.sl QncI 

CRUTCHFIELD, 0. Associate Dirocioi to Prolocls (Post 87041 1) GL-87-12. 06/10/17 
Consciitfaierf Edison Co of Now Yofti. (nc. fl^pp, 4 7279 166 47279.241. 

0610260086 Discussos roquesi lor NRC approval of revlsod power ascension lesl 
schodu'e.por 870826.26 & 27 u.scussions.Rev required Icmporary rtolettal ol IST 
2 21 A02, "MSIV” & 1ST 2 04.03, "Turblno Trip W/Lo9S of Ollaile. 

CAREY.JJ. Duqjesne Light Co TAC 63534. 07/00/20 Oocumont Control Brartch 
(Oocumoni Control Desk) 2pp. 4720l:3l6'472ei 317. 

6610250091 Forwards T Urhank 800029 Hr summarl2rnQ concerns re revised evacu- 
ation time study Response requostod 

SHAFER, W.D neg<on 3. Ofc of iho Orecior. 08/1U/17 REEO.C Comrrtonwealth 
FdiSOnCo 2pp 47202.216-47282217 

—8010250093 idontillos several delldencies ra gu danco In nuREO-0654. No Itadic con- 
fro' plans provided & location S evioni ol congesiion nol indicelod.Time oslirnaie 
study does nol Indicate numOer ol ve/xclos noodod to one irip 
LiRBANlK.T. Affiliation Nol Assigned 00/00/29. KANTOR.F. NRC • No OeiaJed Alli'i- 
aiiOftG'vcn ip 47202 217-47202 217 

0619250164 Generic Lir se-f6 (o aff Acenseos of operaf'rtg roactoe & hoUera ol CPs ro 
plant record siorege on optical disks. Svc list end 

CRUTCHFIELO.D. Associate Director to Projocla (Post 070411). 00/10/20. Consoih 
dated Edison Co of New York, inc. 45pp. 47513.001-47513 046. 

00102S016S Responds to NRC 000901 request for addi info re utd 000630 response to 
Gencnc Ltr OO-Ol/NLIREQ 03i3,Rev 2. Unit 1 Ceiegory A welds include iw wolds 
made irt shop & soluiiqn heat treated. 

HAIRSTON.W.G Georgia Power Co. GL-B8 01. 88/10/10. Document Conliol Branch 
(Oocumoni Control Desk). 7pp. 47270 233-47270 239. 

0010200234 Addresses concerns re oulsianding survey liuman enonooiina obsorva- 
Uons idontiliGd In NRC 080829 SER.EIoht safely- related Indicating Rgnis w/^ttgla He- 
menis found Mods unnecessary since luncliona on control boards 
WIDELL.R.C. Florida Power Corp. laubs of Florida Progress Cqrp). SFiOdO-l?. 86/ 
10/10 Document Control Brancn {Oocumcml Conirol Desk) 3pp 4/270 193- 
47270195 

6610260346 Forwards Safety Insp Repl 50-341 /Q0'2t on 880716 0831 & noilco of vio- 
latfon. 

KNOP.R.C. Rog'on 3, Ole ol tbo Director. 88/10/14. SYLVIA.B.R. Oolroa Ed-son C«. 
200.47263 034-47263:054. 

-0010250340 NoitCd Of vfofafron from fnsp on 0607 16-0831 Yio'aiion no(ddfoci>«dvaiv<e 
controls ostabiishod to meet NUREQ 0737, Hern M.K i 6 not adoquaiety esiabtshed in 
that numerous valves omiiiod Irom procedural controls of 2i .000.t4. 

KNOP.R.C. Rag on 3, Ofc of the Director. 88/10/14. Ip. 47263.038 47263 03$. 

-081O8SO349 Insp Rept 60-341/88-21 on 8007i6-083i.Vioietion$ noted. Meior areas 
inspociod'ocilon on prevloua insp Imdings. operational 
ssfery.maiot.aurvoiiiance. followup of evonie. leR loitowup.po'aonnol quaBficaiions & 
regional requests 

COOPER.R Region 3. Ofc of llio Draclor. 88/10/12- I8pp 47263.037-47263064. 

S610360460 Responds lo P O'Connor 880810 concerns ihsi current radioiootcai omor- 

O rasponse plan does not provide adequate protection lor indivfduafs that inian- 
y trespass & engage in liiogsl fishing on coolmg take. 

WIThERS.OO Wolf creek Nuefear Operating Corp. WM 08-0260. 88/10/20. Oocu- 
moni Control Branch (Documonl Control DosK) 4pp 47202 021-47282024. 

0010260300 Roquosis util verilication that conclusions re hazardous chemlcaie oihor 
than chlorine still valid In light of findings roportod In 670526 Hr Rosponso toquosied 
within 60 d^s ol receipt of If' 

BLACK.S Ofc Of Special Proiccls TAC 00166. 86/10/21. WhiTE.SA Teiwesseo 
Valley Aulhonty. 3pp. 47280:298-47280:300. 

6610260404 Forwards documenis rc 1975 fire at plant Oocurnonis provfdo overview of 
expenence w/signilicani fire that resulted in spurious component oporabon.loBa of 
control lunctione & arronoous conirol room Inslrumentailon roadmge W/o ends. 
2EOH.L.W. Commissioners. 66/10/07. PROTSENKO.A. Union ot Soviet Sociahst Re- 
pub'lcs. Ip. 47323:271.47323-271. 

6810260447 Forwards Rev I to NUREG-t308, "Summary Ropl ol RadtoacUve Mall in 
West Lake Landfill," per 881012 request.W/o enef. 

LAROCH6,Q, Fuel Cycle Safely Branch. 08/10/20. EO.D. Illinois. State ol. ip. 
47289.034-47289.034. 

6810200449 Forwards Rev t lo NlJREG-1308, "Summary Ropt on Radioactfva Martin 
West lake Landfill." per 881005 roqueai W/o end. 

LAROCHE.G. Fuel Cycle Safely Branch. 88/10/19. CLARK.JR. Nuclear Fuol Serv- 
ices, Inc. (subs, ol Getty 0,1 Co.). Ip. 47289:035-47288:035. 

8010260463 Forwards application for amend to license OPR-63.revi8ing Tech Specs 
3.2.6 & 4 2.8 ro Inservico Insp progrem.Fee paid. 

TERRY.C.O. Niagara Mohawk Power Corp. NMPtL 0316. 86/10/10. Document Con- 
trol Branch (Oocument Control Desk), ip. 47989.093-47289:100. 

-8810260467 Application for amend lo License OPR-63,revlslng Tech Specs 32.6 S 
4.2.6 re Inservico Insp program to Incorporate requirements ol Generic Ltr 66-01 & 
NUfleO-03i3,fleY2. 

TERRY.C.O. Niagara Mohawk Power Corp. GL-88-Ot. 88/10/19. 2pp. 47269.004- 
47289.095. 

$310270022 Part 21 & deficiency ropt re valves Installed opposite (o dxecllon of 
flow.per 10CFR21 & 50.56 raquirements.ltem being tracked qy MTS EAt 8-6116 & 
scheduled lor completion 861030. 

RICE.P.O. Georgia Power Co. GN-t500. 88/10/16. Document Control Branch (Docu- 
ment Control Desk). 6pp. 47342:172-47342:177. 


8810200001 Formalizes 680930 roquesi to documorMs in order lo conclucl IE Bu'.letin 
79-27 Implementation audii to facJlJy scbedu'od on 88t2i2-J0 Response requcsiod 

» 1081125 

AnaUCK.C.C. Piojeci Direcioraio IV. lEB- 79-27. 68/10/12 CAMPDELL T G. Arkon 
sas Power & Light Co 4pp, 47342:267 47342.270 

6810310372 Forwards NUREG/CR-6009, "Aesessmeni of Use ol Extended Burnup Fuel 
HI LVOTs." Nepl concludes ihat env'itonmonlaily. burnup increase wo-jid have no sig 
n-ficani Impaci over that ol normal burnup. W/o end. 

AlEXlON.r.W. TVofect Drrectorafe IV-O. 86/10/20. DREY.K Alh.'iallort Nol Ass.gr.ed. 
2pp 47373:157-47373:159 

B6103I0496 Forwards Insp Rept 50-425/09-49 on 680832-0901 0 noice of violation 
HEROTAR Region 2, Ofc of iho Director. 80/10/17. HAiRSrOff.WG. Gooroia 
Power Co 2pp 47368 2 97-47368 3 29 

—6810310500 Insp Rapt SO 425/68-49 on 080622-0'90i ViotoHoris nolod Major areas In- 
spocied.t of 11 laadiness reVew moduios os port ol p:ioi readiness review program 

B u recommendations irt NUREG-1055. 

UNT.M.O,CONLON,T.E Rogon I. Ofc Ol the DTocior. 88/10/13. 29pp. 47300301- 
47388329. 

8811010012 FOIA request lor documonlation resuming Irom poor review of NUREQ CR- 
4629 ra rriodal study S sh'pping coniainot lesponse In sevoro h ghway & ra-iway acci 
dents 

AUOIN.L. Alliliellon Not Assigned 80/07/18. NRC • No Oeiailod AIf.liaiion Given, ip 
47340167-47340:187. 

8811010014 Final response lo FOIA roquesi to rscords App A records end & available 
in POR 

ORlM^EY.Oll. NRC • No Ostailad Alfiilaiion Givon. 80/10/03 AUDiN.L Afli'ielion 
Not Assigned 3pp. 47340:108-47340 354 

-8811010016 Forwards NUREO/CR-4829, "Shipping Container Response to Sevoro 
Highway & Railway Accident Conditions' & rosponse Id peer review commeni$.W7o 
end 

lAHS.Wfl Risk Analysis Branch. 87/02/fD. PLOOSTER.M. Denver. Univ. ol. Denver. 
CO 2pp 47340 101-47340 102 

—881 1010022 Forwards response to peer review commonis ol NUREG/CR-4820, ‘ Ship- 
ping Coniainer Response to Savers Highway S ReFtyay Acddenl CondiPons” 
FISCHER.LE. Lawrence Ltvsrmoro National Laboraloty. S87-005. 67/01/16. 
HOFKINS.O.R Division ol Regulatory Appllcailona (660720-870413). 72pp 
47340:193-47340:264 

0611010179 NUREQ/CR-5144 ACOUSTIC EMISSION SYSTEM CALIBRATION AT 
WAHS RAR UNIT 1 NUCLEAR REACTOR. 

HunON.P.H. FRIE5EL.M.A.. DAW50N.J.F. Baitailo Memorial insiitule, Pacific North- 
weal Latoralory. fin 6 2068 PNL-8640. 08/06/31. Division of Enginoering (Post 
670413). D6pp 47271:265 47271:318 

6011010106 KUREO/CR-2000 V07 N8 LICENSEE EVENT REPORT (LER) 
COMPfLATlON:Foi Month of AuguSI 1008 

* Oak nidge National Laboratory. Fin A-et36. ORNL/NSlC-200. 08/09/30 Olfice lor 
Analysie & Evaluai,on o< Oporai-onei Data. Ditooior. I6tpp. 47275:292-47276 062 

8811010192 NUREQ/CP'OOOl V4 ADD PROCEEDINGS OF THE PinEENTH WATER 
REACTOn SAFETY INFORMATION MEETING 

WEISS.A j Stookhavon Naiional Laboratory, oe/09/30. Office of Nuclear Regulatory 
Research. Oi/octo (Posi 0C0720). 32pp. 47271-010 4727l;35t. 

8811010198 NUnEO/Cn-4060 V02 CHAnACTERIZATlON OF IRRADIATED CUR- 
RENT-PRACTICE WELDS AND A533 GRADE B CLASS 1 PLATE FOR NUCLEATt 
PRES^ne VESSEL .SERVICE. 

MCGOWANJ J , NANSTAD.RK., THOMS.K.R, Oak Ridgo National Laboratory. PIN 0- 
0119. ORNLCAea 66/07/31. Division of Enginoering (Post B704I3). 470pp. 
47276:037-47270 155. 

8811010235 NUREQ-0540 VtO N07 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE. July t-31.1BeO 

* Owislon ol Fioodom of Inlormalion & Publications Services (Post 680515). 90/10/ 
31.396pp. 47277.001-47278 038. 

0811010244 NUREQ-0936 V07 N03 NRC REGULATORY AGENDA Ouailorly 
Report.July-S^iembor 1066. 

* (Vrislon ol Freedom of Information S Publications Services (Pool 880516). 08/10/ 
31. t2lpp 47320 232-47026:352 

0811010254 NUREG/CR-5214 ANALYSES OF NATURAL CIRCULATION DURING A 
SURRY STATION BLACKOUT USING SCOAP/nELAPS. 

BAYLESS.P.O. EG40 Idaho, Inc. (auba. of EGSG. Inc.). FiN A.6360. EQQ-2547. 66/ 
10/31. Division of Sysiema Research (Post 860717). I6lpp 47276083-47276:243. 

8811010268 NUREO/CR-5166 SUBMISSION FOR THE CSNI/QREST BENCHMARK 
EXERCISE ON CHEMICAL THERMODYNAMIC MODELING IN CORE-CONCRETE 
INTERACTION RELEASES OF RADIONUCLIDES. 

POWER^DA. Sandia National Laboratories FIN A-1010 SAND86-1920. 88/10/31. 
Division of Syatama Research (Post 868717). 63pp. 47275:064-47275:1 17. 

6811010260 NUREGrCR-4B13 R01 ASSESSMENT OF LEAK DETECTION SYSTEMS 
FOR iwns. 

KUPPERMAN.D.S. Argonne National Laboratory. FiN A-2260. ANL-86 52. 68/10/31. 
CMiriston of Engineering [Posi 670413). 57pp. 47271-227-4727l:284. 

9011010222 NUftEG-1228 SOURCE TERM ESTIMATION DURING INCIDENT RE- 
SPONSE TO SEVERE NUCLEAR POWER PLANT ACCIDENTS. 

MCKENN/L,T.J., GHTTER.J. Division ol Operational Assessment (Post 670413). 08/ 
10/31. 174pp. 47276 116-47275:291. 

8811020024 Forwards plan lor rotallon of licensed operators between unUs ai plant, per 
ExunlnorSld 106 ol NUREO-t02l. 

H/ORSTON.W.G, Georgia Power Co. 86/10/25 Document Control Branch (Document 
Corrtrol Desk). 4pp. 4741$:l7d-474fS:101. 


6B10270145 Forwards request lor addI Info re natural circulation testing lor plant. 
QRIMES.C.I. Ofc ol Special Pro|ecl8, 68/10/20. COUNSIL.W.G. TU Electric (tomeriy 
Texas Utilities Genoraling Co.). 7pp. 47342 253-47342:259. 


6811020269 Comments endorsing NunEQ-1317 re nuclear option for plant reiicensing. 
Q/U.LAQHER,J.W. Philadelphia Elociric Co. 88/10/26 Document Control Branch 
(Document Control Dosk). 2pp 47433:340-47488 341. 
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BBI (020399 Reqi.esis ‘iconsce lo a<!dress no^at'vo conclj^'ors presenicd in end SER 
& Cdchr'cal ovaluaton ropi ra (ac''ily SPOSpcr Suppi ( to NUnEG-0737 
reqiiirarr.enrs Responso requostod within 60 days cf Hi da'«- 
SlLWERH Pro;cci D'reciciala 11-2. TAC 51233. 88/10/20 WILGUS.W.S Floiida 
Corp (SJbs olFio'lda Ptoq/ess Corp ) 2pp. 474M317-474|43^4 

• •68 1102041)0 Saleiy' evaluation concljdnq that (a&'itv SpoS does not meet epplcatfe 
requiiomonls ol Supp) 1 )o NUF)EQ'0737.UI't should sjtir'il resolutions lo stated s'an 
l.ndngs & schadule for imp.'emcrtation ol necessary corrective actons 
' Cilice cl Nuclear Reactor Rogu'ato.n. [D.reclor (Post 670411) 86/10/26. 6pp 
47414 3(9 47414 324 

8611030165 Porwards insp Ropt 50'425/68 4e on 860711-0901 & notico of violaiion. 
HER0T,AR. Reqon 2, Otc ol tho O.toclo'. 86/(0/13. HMRSTON.WG. OsMoe 
Power Co. 2pp 47422 157-47422:196 

-9611030169 Insp Repi 50-425/86-48 on 8&07II-0901 Violation noted Majot ^eaA 
inspoctod read ness review mod-J'o repis re e'ecincal cables 6 tern-anai>ons.sjpporting 
documentation £ associated hardware (ret NUREG-105S}. 

HUNT.MO., CONtON.TE Rooio.n 2. Ofc oJ the Oirecior 68/10/05. 34pp 47422.l$3- 
47422.196 

661 1030 19( Informs that changes lo orig>na’ mod piarned to allow coioexil iluvmocou- 
ple sys lo provide operator w/qua'it.od & redunda.nt subcoo'ina ms'g‘n monKu m 
complarce w/iiam il F 2 ol NUREG 0737. 

ORAU.Sa Consolidated Edison Co of New Yoiii, Inc. TAC 4Si4l. 86/10/16 Oocu- 
meri Coniiol eianch (Oocurnom Coniiol OesX). 2pp. 47439.029 47439030. 

8611030241 Oiscussos reporiebiity determination ol LEH‘86'014-00 le inepoiabi^iy ol 
Un>i 2 ma-n etoam eatec; valves pet (OCFR30 73 Ut4 believes event ce-jsed try m'sirv 
lorproialion ol guidance provided in lOCFRSO 73 6 NLlREG-t022. 

KARNER.D.B Ar«ono Nuclear Panel Prolocl (lorrneily Ari/ona Ruble Service Co). 
102-00989 DSK/ 66/10/19. MARTlNJ.8 Regon S. Ofc el the Ouector 2pp 
47427 161 •47427.163. 

661 1030447 Comrrenls on pehiion lor rulemaking PRM SO SO re 8ulhorirai.on of reactor 
Icorsees to depa't from license condliona & Toch Specs In emergency 
siiuaiions Young cnlicism of inon eg practices at plenl w/o credence 
OElGEORGE.LO Commonwealih Edison Co 63FR32624 00006. 66/10/24 
CHILK.S. OH CO of the Socroiary of Ihe Commission 3pp 4 7336 342 47336.344. 

8811070036 NUnEQ/CR-5052 OPERATING EXPERIENCE AND AGING ASSESSMENT 
OF COMPONENT COOLING WATER SYSTEMS IN PRESSURlZEC WATER REAC- 
TORS 

HIGGI.NS.J., LOPARO.R. SUeuOHI.M, BrookhSvon Naho-ial Leboraiory. FIN A-327l>. 
ONL-NUBEG 62(17. 88/07/31. Division cl Enpinewlng tPosi 870413). EOOpp 
47387 108-47387:306. '' ^ 

8811070043 NUR6G/Cfl-S204 LOW-IEVF.L RaOIOACTivE WASTE SOoftCE TERM 
MODEL DEVELOPMENT AND TESTING. 

SULLIVAN, T.M. XEMPF.C.R. SUEN.CJ 9/ooKrtaven National Latioratory. FIN A- 
3276. BNL-N'UrEQ-S 2160. 89/08/31. OivisiQn of Engineering (Post 979413) EUpp 
47388018 47389:226. « ‘ w 

6811070048 NUHEQ/Cfl 5153 ThB LEAChaOiLITY AND MECHANICAL INTEGRirY 
OF SMULATED DECONTAMINATION RESiN WASTES SOLIDIFIED IN CEMENT 
AND ViNYL ESTER-STYRENE. 

SOO.P. MILIAN.L.VY., PiCiUUO.P.L. Brodiihaven National Laboratory. FiN A-3253. 
SNL'NUREG-88146. 88/06/31. OiviS'On ol Eng-neenno (PosI 870413) 6SDfi 
47388:145-47390'232. u « ' i «vir 

88119780$7 NUR£Q/CR-400I> V02 THE MESOBAO OOSE ASSESSMENT MODEL 
COMPUTER CODE 

RAMSDEll.J.V., ATNEY.G F., bander, T j, BsUoHe Memorial Insi lute, Pacifrc Nodh- 
vresl Leboraiorv FiN P-2001 PriL-52i9 88/10/31 Orvislon Ol Opeiawmal Assess- 
meni {Post 870-113) 37Spp. 4 7369 005-4 7390031. 

8811070068 NUREG/CR-5146 OEBRlS niSPERSAL FROM REACTOR CaWIES 
DURING H/GH-PRESSURE MELT EJECTION ACCIDENT SCENARIOS 
TUTU,N K., GiNSS£RG,T., FiNFflOCK.C. OiooKhaven Nai.'onal Leboraiory. FIN A- 
3024 0NL-NUREG-S2147. 88/07/31. Division of Reactor Accident Analysis (870413- 
880716). 72pp 47387.307-47388:018. 

8811070099 NUflEG/CR-2000 V07 N9 LICENSEE EVENT REPORT llEft) 
COMPi’LATiO-N.For The Month Of Seplember 1988. 

' Oak Ridge National Laboratory. FiN A-6135 ORNL/NSIC 200. 86/10/31. Ofiice >oi 
Analysis 8 Evaluation ol Operational Oeia. Direclor. 1 lOpp 47390 032-47399.144. 

661107016S Pan.al rosporvso lo FOIA request for documenlsForwards App H 
documants Apps G 6 H documenls available in POR App I documents toially vnthheid 
Oel FCHA Exompvon 6) 

GRiMSLEY.OH NflC • No Oelaiied Afliliaiion Given 68/10/13 MUBW4Y.M Afiiii- 
alion Not Assigned. 6pp. 47391:035 47391:047. 

-6307050388 Forwerda draft fue proiecHon SER per branch Technical Positfon /L58 
9.5-1 & lOCFRSO.Apo R Fire proiecHon review site visT expected when 90% of cable 
instal.'ed in olani, making visit moaningful. 

JOHNSTON, W.V. Asaislant Direcior lor Mans. Chem. & Environ Technology (Post 
830201). 83/C6/20 NOVAK.T, Ass'siant Direclor for Licensing 20pp, 4739id)46- 
47391.084. 

-8412040267 Responds to roquesi for NRR assistance re lire protection issues Issues 
resolved in Ocl 1964 SSER 5 (NUREG 0676) & Oct 1984 Tech Specs (NLfREG- 
I097I.NRR eiforis re TIA 84-31 completed 

EiSENHUT.DG. Division of Ucenslng (800428-651124). B4/I1/26. SPESSARORL 
Region 3, Ofc ol the Director, ip. 47391:131-47391:131. 

8611070191 Forwards Amende 102 S 98 lo Licenses OPn-19 & OPR-25, respecbveiy 6 
safely evaluation Amends change Tech Specs to loffecl Instrumentation enhacen^s 
foi post sccidont momloiing compielod.pei Beg Guide 1.97 & NUREO 0737 
SIEGEL, 6. Proinci Directorate 111-2. TAC 68721. 68/11/03. BLiSS.H E. Commonwealih 
Edlsonco 5pp 47461:271-47461:298. 

-6611070218 Amends 102 & 98 to Licenses ORR-19 & OPR-25.(espectively, chengng 
Toch Specs 10 relied inatrumentalion onhencemenis lor post-accident rporhtonng 
compleud.per Reg Guide 1.97 & NUREQ 0737.5uppl l. 

MULLER.D.H Project Directorate HI 2. DPn-25 A 098. 88/11/03 20pp. 47461-276- 
47461:295. 


— 6811070217 Safely evaluation supporting Amends 102 6 96 to Licenses DPR-16 & 
C^R-25.fO$peciivOly. 

* Office of Nuclear Rpacioi Rogjlation. Direclor (Posi 870411) GL'62-33. 68/11/33 
3pp 47461 296 47401 298 

8811070226 Bequesis FR pubLcaiion of noLce ol issuance of Amonds 102 & 93 fa li- 
censes CPn-19 & DPR •25.rospociively. Amonds change Tech Specs to lolloci Ks'/j- 
tnentalion onhancemonls tor post accident moniio/ing comp.'etoa per Reg Gu'do i 9) 
SlEGEL.B Pro)aci Directorate 1112. TAC 68721 88/11/03 NRC - No Oela’ed AM- 
auon Given 4pp. 47442 059-47442062. 

8811070247 Comment supporting NUREG-1317, ‘ Regu'atorY Options fo.' Nuc'oar ra*il 
License Renewal " Encourages NRC lo make every of/ori lo assure that workab’o sd 
ol re^auons In place el lima load plants submit licensing appi caiions. 

MARHIorT.P.W. Geno/al Electric Co. 53Fn329l9 00038. 68/10/26. Dockding 8 
Bennees Branch. 6pp 47400:117-47400 122 

881 1070270 Comment on proposed rule 10CFR50 & NUREC'13I7 ro logu'aiory oplons 
lot nuclear plant I'cense renewal Urges NRC to give full conslderai'on to commonis 6 
Moceed expediiiDusly lo sol up proper taguialory Hamework lor license lonevrsi 
^UIV/VNhI.L General Public Ut.iities Corp. • GPU Service Coip. 53FR32919 00036 
88/10/20 Chilk.S Office ol Hie Secieiary of Iho Commission. 2pp 47400:128- 
47400129 

8811070271 Co.mineni on NUnEG'1317, "Regulaiory Options for Nudoar Plant Liconsa 
Ronawfll" Approsch ihfll should bo laken lo ovaijaie componeril ag ng & to osLltraM 
component l.fa should be addressed 

OElOEOnGe,L.O Commonwealth Edison Co. 53Ffl329l9 00037. 86710/27. 
CHILK5 J Office ol the SociQiary oi the Commission 3po 47400 ' 16-47400. 116. 

88110703 26 Comment supporiing proposed rule lOCFRSO lo nuclear p'a.nl Itfe oxicn- 
sions A iiconse renewal Ulil intends lo continue participation in ongoing induslry eclivi- 
Has re NPlGX issue 

euRSKI.RF. Louisiana Power & Light Co 53Fn32619 00012 66/10/26. ChILK.SJ. 
Office of Hie Secretary of Iho Commission 2pp 47400:1 1 1-47400 112 

8811070341 Forwards eafoly eva’uallon accepling Topical Repi WCAP-1114S, ' Wos- 
iingnouso Small B/oak LOCA Evaluation Mooai Genailc Study W/NOTRUMP Codo’ & 
tewi/iOn ol NUREG 0737, Hem II. k 3.3 1 re plani-spoclf-'c analysis. 

SCOTT.W P/ojeci Dltecloraia lll-t. TAC 46159. 86/10/31. AlEXICH.MP. Indiana 
lAcMoan Power Co (lorrnerly Indiana 6 Mlchiean ElecHlc CO-)- 3pp 47457:003- 
47457013. 

-88111)70346 Bafety ovaluaiibn ta roaolullon of NUREG 0737,l[efii II.K331 ro plant- 
apociiic analysis lo demonsiraio compliance w/ 10CFR50.46 

• Profociovecioialelil-I. 88/10/31 2PP 47457;012-47457:013, 

8811060002 CommcMsupbOiling proposed rule lOCFRbO & NUREQ-Ot? to legula'.bry 
options lor nuclear piani license renewal. 

WiLGUS.W.S. Florida Power Corp. (Subs, of Florida Progress Co/p) S3FR020IO 
OOOiO. 68/10/25. ChiiK. 5.3. Ollico bl ihe Sectelary ol Iho ComiTilSMOn. Ip 
47412 355 47412 555 

8611080084 Forwsids i&vised Reg Guide 1.97 insiiumenlelion eummery table.per NRC 
680608 request Four cha/ioes ii$iee,inc>uding two eddl limit switches. 
WAREM3()URG.D.W. Public Service Co ol Colorado P 88326 66/11/02. DocumoN 
Control Qtanch (Oocumeni Comtbl Desk). 23pp. 47494 0ae-47494-t08. 

881 1060066 Discusses uiil p/opram to reduce leakage Horn sys outside containmonl,poi 
SER Conr-imatoiv Hem 43 & TMi Hem iiio.i.t.Sys identified as having potent at lo' 
leakapeot coniammaied l/uids outside coniain/neni listed 

8A4LEY.J.A. Georgia Power Co. GN-1S03. 80/10/27 Oocumeni Control Branch (Doc- 
ument ConVol Desk) 5pp 47494 230-47494:237. 

8811060117 Forwaids addi Info re function & uso lor posi accidoni mon-lorfng of main 
sieamkne radiation monitors & level of qualiNceiion lor Variables D25 & 3€.per SuppI 
I lo NUHEC-0737 & Reg Guido f. 97, Rev 2 

BRAM.S8 Consolidaiea Edison Co. of New York Inc. 88/10/26. Documeni Control 
Branch (Oocumeni Control Desk). 6pp 47494:251-47494:256. 

6811060281 Comment on proposed rule lOCFRSO to nuclear plant life oxtonsion 
<NUREG-13I7) Operation beyond 40-yf license term should be viewed es conlinuvm 
ol some iMulalory policies wh'-ch underlie oiiginaily licensed design basis of plant. 
CONNER. TB. Conner & Wellerhahn. CONNER, T.B Public Service Electric S Gas Co. 
of New Jersey. 53Fn329f9 00013. 88/10/28. CHILK.SJ. OlHce ol the Secretary of 
Uso Comnilsslon \9pp 47413:336-474l3354 

6611060265 Commanis on proposed rule lOCFRSO to regulatory opi-'ons lor plant li- 
cense tenowal (NUREG-i317).Lic9nslng basis should be yardstick against which p'ani 
measued for detotmining pfani adequacy for license renewal 

MUSOLF.OM. Northern Slates Power C;o 53FR32919 00022 98/10/26 CHILH.SJ. 
Ofhceof «» Secrelsry of the Commission 2pp 47413 357-47413 358. 

8811060296 Comment on proposed rule 10CFRS0 re NUREG-i3f7. "Rogulaio/v Op- 
lions for Nucioar Plant Ucense Renewal." Licensee should establish & malnian 
rekabi^.maini &/or operating histories of salety-relaled components. 

MOONJ. New Jersey. Stale of. 53rR329l9 00032. 66/10/27. Oockotmg & Services 
Branch 3pp 47417 313-47417 315. 

8811060305 Comment on proposed rule 10CFR50 re NLIREG-1317. "Hoguletory Op- 
tions for Nuclear Plant Life Renewal." License renewal application should be based 
on cvirenl operating license Term of license renewal should be up la max of 40 yrs. 
HOFFMAN.DP. Consumers Power Co. 53FR32919 00031. 88/10/28. CHILK.S.J. 
Office ot the Sacreiary ol the Commission. 2pp. 474 13 355-474 13:356. 

8811080314 Comment on proposed rule lOCFRSO re NUREG-1317. "Regulatory Op- 
tions lor Nuclear Plant License Renewal " Endorses NUMARC commenis on scope & 
toa&s ol NRC review ol license renewal applications. 

ALEXKX.M.P. American Electric Power Service Corp. 53FR32919 00030. 88/10/23. 
CHILK.S.J. Oflice ol the Secretary of Ihe Commission. Ip. 47417.328-47417:328. 

6811080326 Comment on proposed rule 10CFR50 re nuclear plant license 
renewal Siatemenis in NUREG-t317 that PRA can form basis lor priontuaiion ol I toms 
re^’miD analysts unsccepisble. 

Hiatt, S.L. Ohio CitUens lor Responsible Energy. 53FR32919 00020 88/10/26. NRC 
■ No Detailed Affiliation Given. Spp. 47417.329-474 1 7:333. 
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efl1l0dOD2d Conurtcini supporting woposoO ru'o 10CFR50 lo NUnEG-»3i7. "Regti’a* 
lory Options for Njdoar Liconso nonowol " Supports coniems of NUREQ<t3l7 Sm- 
(Jcrsos NUMAHC commontb on rulomakino & paslUort papot by NUMARC NUPLEX 
vrOfii rn a-ouf>. 

CAVANAUGH, W. Kflddlo SouHi Uli'illoa, Inc. 63FH320I0 00024 QQ7tO/26 CHILK.SJ 
Olllco of H-o Socrolnry of Iho Commission. 3pp. 47422 330-47422.341. 

<11111090041 Coniir.ont on pruposod ru'o lOCFRBO ro NUREG-lSt?. "Regulatoiy Op> 
tons lor Nuclopr Plant Liconso Rcnowal " Concurs tltai gonorlc ag>ng mgt pro^ams 
nGCOSScty & Ural nucti piogroms shoo'd conhnoo to bo implomentod wboto appnjpn- 
ato. 

SELMAN.M. Cunsol-ilaloci Edisort Co o1 Now York, inc. 53FR329t9 00025 69/10/28 
Clli\.K,S.J Odico 0l Iho Socroiary of Iho Comm;sslon 4op. 47422:342-47422:345. 

6811090055 Contmonl on proposed rulo t0CFR50 to NURGO-1317. "Ragglaioty Op- 
torts lor Niidoer Plant Liconso Ronowai." Liconso lonowal application should be as* 
sassc-d by NRC ulPM-np curroni I conslnn basis Ifiat is in olloci for subf bMly. 
V.OODY,CO. Ploficio Powor & Light Co. 63FR32010 00027. 88/10/27. CHILK.S J. 
Offico ot Iho Socroiary ol tbo Commission, epp 47422 340-47422351. 


8611000062 Cominom on proposed rulo 1QCFR5Q ro NUREO-1317. "Rooi/aiorw Op- 
llorts lor Nuclear Planl Liconso nonowol " Rocommonds ihal ptoposod malhoao‘.ogy 
‘or ovalualino liconsod portorinnnco In conloxl of liconso ronowai ba lulty explains. 
0(lAOHAM,O.S. South Carolina Eloetde & Qos Co. 63FR32019 00026 66/10/27. 
Oockoting & Sorvicos Branch. 2pp 47423 003-47423.004. 

461I0M<lfi6 Commorti on proposed rulo I0CFR50 ro NL(REG-I3t7. "Rogulatory Op- 
tons lor Nucloor I’lonl Liconso Ronowai." Liconso ronowai boyoixi (Mirarti 40 yrs ol 
ccncarn boenuso no ovidonco for lonctoi opotaung lifospan ol groatoi lhart 25 yts 
exists 

MQSKOWITZ.O A All.llallon Not Assignod S3Fn32eiS 00028 86/10/26. Oockehna 
& Sorvicos OrancK 2pp. 47422 352-47422:353. 

8811090111 Commortt on pioposod rulo lOCFROO ro NLJREG-t3l7. "Raguiaioiv Op- 
tions lor Nucloar Rlanl Uccnsn Ronowai." Saloty syB tunclionat inspa & conliguiaiiOA 
mat piogiama aunpoil ronowai basis ns opposod to lellcnnalng process. 
SiEINHAnOT.C n Wisconain Public Sflfvico Carp. WRC-Oe- 142. QO/lQ/id. Oockaring 
& Services Drartch 4pp. 47422:354-47422.357. 

88>1090139 AdcJrossas prIofilUalion ot siAilOik.Qonofic Issuo 125.1.5. "Safoiy Sys 
Toslod m CondiiloniQ Roquhod hy Oosion Basis.'* End pnoniiyatlon ovaluabon eebad- 
u‘.Qd lor incorporoUob into NUREO 0033. "PnonlKaiion ol Ocnodc Selety lesuea." 
RECKJOnO.e s. Qllico ol Nucloor Ronuiaiory Rosoatch, Director (Paal 660720)- 88/ 
11/03 HOUSTON.n.W. Division qI Saloty Issuo Resolution (Post 880717) i6pp. 
47404 052-47484:007. 


6611090140 Commoni on proposed rulo lOCfflSO ro NuREO l3i7. "Hoguiaiory Op- 
Morta lor Nucloor Plant Liconso rtonowoL" Endorsos NLIUARC commonisAs orat- 
ing roAdor unOor NRC 8Ciuiiny.rQnowal nood nijt ropiay review wbicb procedeo issu- 
eneo of Mcopso. 

S) 1 IPF£n.d 0 PQCMIC Qos & Electric Co OCL-86 258 OO/tO/26 CHILK.SJ OHlca d 
■no Socroiary ol U’o Commission. 4pp. 47435 055.47435 058 

661 1090232 Pflillol losnon&o lo FQIA roquosl lor documents lalorms that AM gdocu- 
monte avoUobio in PDR. Forwards patlioiiy withhold App C documonts {rei FOiA £»• 
ompHonS). 

OniMSLEY.U.H. NRC • No Doioilod Allihation Given. 08/tO/26. AlROZO.O. InsWS 
N n.C. (Ue{2rnw-H|i| f’ubl-canon) 4pp. 47610.220-47519:348. 

-8802220078 seCY.60.042 Pariifliiy dfliolod paper providiiio Commission oppo^rvrv ro 
lovlow & commoni on aioil proparod MunEG-i226 (prior to pubwaiion). ■■wvetop- 
rr.oni & Uiillsoilon ol NRC Poi,cy Statomoni on Roguiauon ol Advanced Nuclear 
Pilots 

SfELlO.V. oic of Iho Exoculivo Oliocior lor Operations. 80/02/08. 30pp. 47519:280- 
47619315 

8611090298 Commoni on pioposod rulo lOCFflSO ro NURECv 1317 "f^oujeiory Op- 
I ons (Of NuclOQf Plonl Liconso Ronowai.’* Endorses Nl/MARC NUPl£X woriunQ 
gsoup commonis.lncluding uso ol licensing baiiis al lacHiiy when ronawai applcaaon 

MCDONa'lo.RP. Alabama Power Co. 63FR32919 00010. 86/10/27. CHILK.SJ 
Ollica ol Iho Socroiary ol Iho Commission. 6pp. 47436-.060-4 7435 066 

6811090311 Commoni on proposed rule 10CFR50 re NUfl6G.l3l^7. "Bo^roryO^ 
boos lor Niicloar Plant llcsnso Ronowai." Endorsos NUMARC NUPltX wo™ng 
group commonts.lnclud'ng uso ol licensing basis al lacllliy whan rerwwai eppi-cat-on 

MCOONALD.R.P. Georgia Power Co. 63FR320 19 00017. 88/10/27. CHILK.SJ. Oflice 
ol Iho Socroiary ol iho Commission. 6pp. 47436:O00-47435-.O7l, 

8911090435 Common! on proposed rulo lOCFRbO, "Regulatory L^ions lor 
planl License Ronowai " NUMARC posluon roaponsive lo request lor commom » pm- 
oanis loo-cal & loosiO/o rogulato^ approach to ,vwu» iui/in/?R 

SCHERER, A E Combustion Enginooring, Inc. WFn329l9 00O1». M/10/26. 
CHILK.S J. O1IIC0 ol Iho Socroiary ol tho Commission. 2pp. 47435:074-47435fl75>. 

8811090437 Comment on proposed rulo lOCFRSO re NUflEQ-1317. "Rogolalofy 
lions lor Nuclear Plonl Liconse Ronowai." Generic environ sssessmem sboiw oo pw- 

Services Branch. Opp. 47435 076-47435.084. 

8811090459 Adviaos that Rev 0 to gonoric radiological emdrg^r^* 
plann.ng slds ol l0CFR50.47(b) & requitemonis of App E to lOOHbUw^iw wc««P- 
l&n involving dotoilon ol cniona addressing swsialned winds olhuiricanelww. 
MCCOY.F.n Regtor? 2, Ofc ol Itw Dirociof. 88/11/01 WHITE.S A Tennessee Valley 
Aulhonly. 2pp. 47514:051-47614:052. 

8811090499 Commeni supporting proposed rulo 10CFR50 re advanced 
posed rulemaking & associated NUREG-1317, "Regulatory Options tor Nuclear Planl 

LiCQHSG n^nOWfil, AS 1^ A A')CC3^'90iQ MMlI 

SULllVAN.J.L. General Public UiihUos Corp. • GPU Se^lce CorM3FW29l9 - 
69/10/20. CHILK.S. Olfico ol the Secretary of the Comm/sston 2pp 47491 biD 
47491:011. 


8811090506 Comment supporting proposed rule lOCFRSO re IJUHEG.i3l7, ' Regu'a- 
toy Qtlioos lor Nuclear Pisni License Renewal." NRC should proceed to ima'iro rc-g- 
Ual^ a technical bases lor plant i 'e extons:on/i ;enso renewal 
TUCKER.tie. Duka Power Co. 53FR329t9 00015 86/10/27. CHH.K.S J Ollics ol the 
Secrets/y ol the Commission 3pp 47435 121.47435 I23 

88I1090S06 Comment on proposed rulo lOCFflSO ro NCREG- i3l 7, Rogjldiory Op. 
iKXts lor Nuclear Plant License Renewal " Opuons Idenii'ed as A m Tables ES i A 3 
I & ES'2 & 3 2 ol NURER.i3t7 are pre'ened options 

va6T.H.H. LeSoeuf. Lsmb. Le.by & MacRae 53rR329l9 C0014 88/10/28 

CHILK.SJ. Otiice ol the Secretary ol the Commission. 7pp 47435 1 05 47435 1 1 v 

8811090509 Comment supporting proposed rulo lOCFRSO re NUREG.13I7 concern ng 
nxamaBing on nuclear power plant I censa renewal 

HOWARD.O.R Arkansas Power & Light Co. 53Ffl32919 00023 88/10/26. CHILK.S J 
OlbceofUte Secretary ol me Commission 2pp 47435.its.47435.it6 

88111(MX)95 Forwards Rev I to NUREG-lSOS, "Summary Ropi on Red oactrve Mali n 
West Lake Larulfi'.l," per BB1021 request W/0 enci 

LAROCHE.G Fuel Cycle Saleiy Branch. 88/11/03 CHij.L U.noiS, Sieio ol. Oepl of 
Nuclear Safety Ip 47510 232.47510 232 

8611100125 Comment supporting proposed ru'e tOCFRSO re nuclear plant license re- 
rtewaltNUREG-iSiTj 

HOLTZSCHER.D.L. Ulnois Powor Co 53FR32919 00004 88/10/21. Oocko-.ng & 
Services Branch ip. 47435 136-47435 133 


6611100137 forwards regulatory documents compr.sina regulatory hsioiy ol notice of 

K tion lor rulemaking entitled, "Dsposal o> Waste 04 by Incineration " index e^ci 
nSENCR Raouraiion Devolopment Branch. 63FR32914 66/ti/04. NRC • No 
Oeia-ied AK-fialion Given 3pp 47554 311 47554 335 

-8811110127 Concurs w/propossd rule lo allow ons-'e mcmetahon ol slightly coniam- 
nated waste oH al nuclear rawer reactors Concern re proposal to make final rule el- 
lecuve upon publication in FR expressed 

MCOOtaALD.W.G. Oltice ol Adn-.m-sireiion & Rosouiccs Management. Oiiec'oi (Posi 
670413). AC14-1 35. 88/06/06. BECKJORD.ES OKiCS Ol Nuclear Regulaipry Re 
search. Oxector (Post 860720). tp 47555 320-47555 320. 

68IIIOO166 Forrnaiitos request lor listed documents re audt lo verify resolution ot lE 
Buliehn 79-27 scheduled (or 680109-13 Request ongma'iy made during 6dfOt7 A 28 
discusstons 

oe AGAZiO.AW P/eieci Ditecioraie iii-3 I6B-79-27 86/1O/31. SHELTON.DC. 
Toledo fd^or* Co. 3pp. 4753S.O£» '47636.0O3. 

8811100253 Cravnoni on proposed rule lOCFRSO te NUREG.i3'7, "Beauialory Op- 
tions tor Nucieai Plant License Rsnewsi." Pnncipai Issue framed correctly m renewal 
of pfani I conse 8 piiginsl licensing basis only practical eitemoiive 
REYNOIOS.NS Bishop. Cook, PureoH & Reynolds 53FB329I9 00007, 86/10/28. 
CHILK.SJ Oltice ol ihe Secreiaiy ol ihe Commission. i6pp 47464 314.47484 330 

8811110022 NUREG/CH.6242 A FAST BOTTOM-UP ALGORITHM FOR COMPDTiNG 
THE CUT Sns OF NONCOHERENT fault TREES 

COflYNENGC- Law»e/»ce iwermp/e Nahonai lahorsteiy. FiN A-0392 UCRl- 53826 
88/10/31 Owiston ol Systems Resea-Ch (Posi 680717), 64pp 47520.166 47520 229 

8811110038 NUfl6C-)272 V02 N01 REPORT TO THE U S. NUCLEAR HEOULATORY 
COMNHSSlON ON ANALYSIS AND EVALUATION OF OPERATIONAL DATA • 1987 

?w*Anaiysfs & Evaluation ol Opeiationa' Data. Oitocter 86/10/31. 2i6pp. 
47528 287-47529 142 

8811110041 NUREG OaOO 02.4 2 R3 STANDARD REVIEW PLAN FOR THE REVIEW 
OF SAFETY ANAlYSlS REPORTS FOR NUCLEAR POWER PLANTS LWR 
Ed-aon Proposed Revision 3 lo SRP Section 2 4 2, ‘'floods For Common! 
KORNASi^iCZ.R Division of Engineering (Post 870413) 80/10/31. 9pp. 

47519.167-47519 175 

8811110044 NUREG/CR.5134 APPLICATION OF ACOUSTIC LEAK DETECTION 
TECHI^OQY FOR THE DETECTION AND LOCATION OF LEAKS IN LIGHT 

l«fl>^MANDS. PR1NE.D., MATHIESON.T. Aigonne NsiionsI Lalweiory. FIN A- 
2250 «4L 66-21 68/10/31. Division ol Engneeting (Post 8704U) i40pp 

47523062-47623:20? 

8B11I10047 Comment on proposed rule lOCFRSO te advanced nolice of propos^ 
rol0meking.NUREO-i3l7. "Regulatory Ophons lor Nudear Plant Uense Re^ai^ 
Convnisfira should continue to proceed expodiliously in defrmng rM^alo^ 
YOUNOAHlRC Long Island Ughlng Co 53FR3|9i9 CHILK.SJ 

OH^IO ol Ihe SectBlary oi iho Commiss-on. ip. 47465 2e6.47465 28J. 

8811110062 Comment supporting proposed rulo lOCFRSO re aiT'/a^f'* l^enaa 

posod rulemaking concerning legulBlory opbons lor nuclear ptam license 


wiewBl Supports comments made by NUMARC NUPLEX 
BflONS.J C. New York Powe 


menis maoe oy Nurvinnu. ixurtcA 

BflONS.J.U. New torn Power Authonty (lormerly Pcwer Auihonty ol ‘tj® 5?? 

York), Wr 3291B 00043. 80/10/28. Docketing & Services Branch. 3pp 47465 282- 
47465204. 

1011110069 NUREGfCR-5223 SCINTILLATION FIBER DETECTOR FOR IN-VIVO EN- 

fmSN!H.R 0-2032 88/10/31. Derision cl 

Regulatory Applications (Post 070413). 32pp. 47523 037-47523.061. 

Wlrra Proposed Revision 3 to SRP Section 2,4.3, "Probable Maximum Flood iPMF) 

on Streams & Rivers.” For CorttmenL a^fn.-n (iR/io/*it 18PP 

KLWWASlEWiCZ.R Drwston Of Engineering (Posi 870413) 8B/III/31 err* 

47620:139.47520.160 

)8ini0092 NUHEG/CB-5201 EXPERIMENTAL ASSESSME^^^^^^^ 

6EN RPV ARCHIVE MATERIAL FOR FLUENCE HATE EFFECTS . 

HAV/THORNE J R. HISEfl.A.L. Matenals Engineering 

MEA-2M6 88/10/31. Division ol Engineering (Post 870413) 314pp. 4752 333 
47628286 
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8811110110 NUREG/Cn-lsOS ERR Errata (0 "Behavior 01 Oonum Jel in Piossurs 
Mert From Roscior Pressure Vessel,*' submiii'ng ast ol corrocloes. 

EPiO.W. SaniJia Naironal Lalxiraton'es FINA-1406 SAN085 1726 66/10/28 Onnslon 
o1 Regu'aiory Appi.callons (Post 870413). 2pp 475?0 .i81-a7530 163 

6811110177 Convneni supporting proposer! rulo tOCPR6Q <o nuclear plant l-ccnsQ 
renewals Commertis onNUREO-ISl? also crcl 

RU7HERF0R0.NA Babcock £ Wilcox Operating Plants OAmers Group. 53FR329ld 
00046. 86/10/26. Oockeiing & Services Branch 4pp. 474 66 226-4 7486 229 

6611110161 Comment aupporling proposed rue'making NUnEG-i3t7. “Aoguiato'y Op- 
tions lor Plant License Aenawai." Endorses £ supports commonls submittotf by 
0tshop,Coo1i.Puiceit £ BuynoWs & UUMARC 

SOBENSEN.G.C. Washinglon Public Power Supply Sysiom S0Fn32919 00050. 98/ 
10/31 CKiLK.SJ Ollico o1 the Secretary el ihe Commission tp 4746S22&- 
47465 226. 

8811111)190 Commenl supporting proposed ruiema'ilna lOCFRSO, "Regulatory Opk'ons 
lor Nuclear Power Ptani License Renewal" NUMARCcommenis supponed 
CKiLK.S.J Carolna Power £ Ugnt Co 63PR32>>10 00048 88/10/28. CHllK.SJ 
Oflice ol llte Secretary ol the Commission 4pp. 4 7465 217-47465.220 

6611110201 Comment supporting proposed rule 10CPH50. ''Regulatory Opbons lor Nul- 
cear Plant Llconso Renewal '' Emphasiies belief dial matter of kcortso ronttwal be 
brougiit to publ'C lonrm. 

CARmRIGHT.W R. Vi'g'nia Power (Virginia Electric & Power Co I 53FR32di9 00044 
88/10/28 CHILK.S J Ql/ice ol the Secretary ol Ihe Comm salon t7pp. 47465 i9B 
47465214. 


8811160366 Advises that dempot mod will be dolonpd unlii 1990 lelua'ng ouieged.r3 
to re^acement ol existing CB- 1 sys possibly impacting location ol rew oulsxle jj 
Intake dampors.per NUREG-0737.iiem III D 3.4 

COCKflELD.OW. Poniand Goneial Eiocriric Co 08/tl/o8 Oocumont ConitoS Bra-x*. 
(Oocumeni Control Desk), ip. 47671:032-47571:032. 

8611180437 Informs lhat uM plans no other aciiviilos re TDI diesel cenprator rajisioi 
ffiissSes £ associated PBA.por 86t2t9 submittal ol probabiUstic calcuia'Jon £ subse 
qiioni acHons 

CROLEV.BG Sacramonie Municipal Uli.'iW pistricl. ACM-NTS 88-288 86/ll.'Cr 
KNIGHTON, G Documeni Control Branch (Document Control Desk) 2pp. 47585 339 
47665340 

0611160440 Commoni supporting proposed rule lOCFRSO re NUREG-IGI? c^jncerruig 
regulatory options lor nuclear power plant license renewal.Ronowat processs skocio 
be baser/ on pioni current licensed basis £ eveluaiion ot periinent componorls. 
KAnNCn.OB. Arizona Noclsat Power Ptoj^l (toimeily Arizona PuWc Service Cc) 
53Efl32919 00056. 66/10/27. Division ol Safety issue Resolution (Post 6807 1 7). 1? 
47540230-47540 230 

8611180515 Forwards revised ISAP repi.lncludlng update on fSAR lopic 
reviews.ovs'uailon ol new topi'cs.iniegtated implementalion schedule.liet of ox surg 
lopes £ long-term plan lor resolution of Top'C 1.06, per 670804 commenls en 
NUREG'MS4 

MROC2t<A.EJ. Northeast Utilities. MORCZKA.EJ. Northoasi Nuclaar Energy Co. 
(subs, of Nontieasl Ulilllles). B1299S 88/11/00. Oocurnem Contioi Branch (Oocu- 
fflom ConvolDesk) 66pp 47560.044-47560 109 


881 1 1 10205 Comment supporting proposed rulo I0CPR50. "Rogulaiory Options lor Nu- 
clear Pfani License Renewal." Endotees MUMARC comments £ prcvtdea teeponae to 
quesiions in PR notico. 

TIERNAN.J.A. Baitimore Gas £ Eledric Co. 63FR32919 00047. 88/10/31. Oochoiing 
£ Senrfees Branch. 5pp. 4746S:027-47466t03l. 

8811140073 Coirmonis aupport'na proposed rulo tOCFRSO nuclear plant license 
renowei. Supports ellorts or NUMAn(; NUPLEX woiking group. 

KEISEB.H.W. PonnayWar.ia Power & Ughl Co 63F(l320tB w054 88/10/28. OocKel- 
Ing A Services Brench. 2pp. 47465:312-47466.313. 

8811140164 Forwards salQly ovaluellon accepting Improvemoni plan lor omergency 
diesel gonetalois transient vehage rospon90.Mods roma'n scnadulod by TVA for com- 
p'etions prior to restart ol Unii t.^cle 4 refuel ng ouCago. 

BLACKS. Ole Ql Special P/olecie. TAG R00360 68/^11/07. WMIT£,SA Tenttesseo 
va'iey Authority. 3pp. A753B:320-47&38:333. 

8811160183 Fotwetds NUREQ/CR-t 739.Vbis 1 & 2 re itoot plan Ol NRC Oporatione Cir 
A diaorem indicelinginio liow.respaaiivoiy. W/o enci 

FlSHj^. Region S.oro of tbo Director. 88/10/12. ThalE.J Portland General Electric 
Co 4pp 47544:319-47544321. 


9811170119 Forwards NUREG-tGOS.Rev 1, "Summary Rept on Radioadvo Mall n 
West Lake Latvlfili. ' pot 8St 104 tequoai W/o end 

lAfiOCHE.Q Fuel Cycle Safely Branch 80/1 1/09 MALLlO.W J Siono A Wobsler 
Engnaering Corp tp 47576 045-47576.045 

8811170420 Forwards updated listings ol oulslanding licensing ropuesis lor piani'or 
review £ approval 

HAIRSTON.W.G. Georgia Power Co. VLE-00012. BB/11/11. Documer.i Con'.-oi 
Branch (Documeni Conirol Desk). 5pp 47575'32&'4757S 330. 

8811170428 Final response FOIA request tor documents lO isciVity. Forwards App A 
doeurrionis Documents avaiiebia In POR. 

QWMSLtY.O-H. NRC - No Detailed AHillation Given. 88/10/27, WILLIAMS, O.G- JRA 
Assoryaies 2pp. 47557.054-47657:055. 


-8603200016 Concurs w/iieense packsge w/iisiod oxcepiions.incwdng requlromoni w 
conduci detailed conliol room d^asign review per SuppI 1 lo NUREG-0737 & rckquro- 
meni for losoiui'on ol SSER 5 open items re inliipi lest program 
RUSSEU.W.r. Dv.sion ol Human Factors Balely (80O42Q-65I124). 65/03/08 
THOMPSON.H.T. Division ol Ucansing (800428-651124), 2pp, 47557-059-47557.060 


98ttt£939t Summary ol ACRS Subcemmitiee on Ssioty Phiiosophy.Technoipgy £ Cri- 
teria mooL-ng on 880604 in Wesh(ngion.OC to discuss status of Nun(^G-l2Sl.ovet4ii 
research plan to address identilied implications £ 8NL research program 
' ACRS • Advisory ^rrmitise on Reactor Safoguerds FiN A-3985 88/08/12. ACRS • 
AcMeory CcmrMttee on Reactor Saleguards. 4tpp. 47&46'.i03'47545 143. 

9911160386 Summary ol ACRS Subconunltcee on Auxil ary Sys 880910 meaiM in 
WashInglon.OC lo discuss proposed resofuiion of USI A I7. ' Sys inieraciions irt Nu- 
clear Power Plants." Related inlo. including list ol svbmliiod documenis end. 

' ACRS - Advisory Commiilee on neacipr Safeguards 86/<i8/i0 ACRS • Adwsoty 
Commilteaon Rsaclot Safeguards. 23pp. 47695 294-47565 316 

9911190400 Summary ol ACRS Subcommiiiea for Safely Philosophy. Technologv£ Oi- 
lena 9609Q1 meeting in Bethetda.MD ta NRC rvear Tmal draft implementation plsn (or 
Safety Goal Policy Staiemont Proposed agenda & inewgraphs and 

* ACRS • Advisory CommUlee ori Reactor Safeguards 86/09/13. ACRS - Advlsoty 
Commiilee on Reactor Safeguards i4pp. 47549 095-47549.108 

9911150407 Summary ot ACRS Subcommittee on Moctiantcal Components BBlOOe 
meeting in 6eihesda.MO re proposed gsnertc Ur expanding periodic ki situ lesbng £ 
surveillance teqt^emenls (or vaWee.Refeted Inlo.Includiru agenda end. 

* ACRS ■ Advisory Committee on Reactor Ssfaguards IE^B-85 003 66/10/26 ACRS - 
Advisory (Dommiltee on Reactor Safeguards. tOpp. 47549.085-47549094 

8911150414 Summarizes ACRS 340th meeling on 88081 1-1 3 In Washingion.UC re pro- 
posed resolution ol USI A-47, "Safely Implications ot Conirol Sva." USi A-17. '’Sye 
Inieraciions In Nuclear Power Pianis" £ NUREG-1 160, "Reactor Risk R«l Documeni '* 
KERR.'/(. ACRS • Advisory Comminse cm Reactor SaleguatOs. 88/00/06. ZECH.I-W 
Commissioners 4pp 4754^5 087-47545 070. 

69 11 190002 Submits revised response to Hem 1 re oporaio/ action times for sierwngerk- 
oralor lube rupture plenf-spacmc info, per request during981013 teleon. 

MROCZKA.E.J. Noriheesi Nuclear Enorgy Co. (subs of Northeast UUiUos) 
MROCZKA.B.J. Northeast Ulilities. 313075. 66/11/10. Documanl Conuol Oranen 
(OoCumanl Control Desk). 3pp. 47569:234-47569.289. 

9911190059 AopticaUon (ot amend lo Ucanso NPF-7d,chang'ng Tech Specs. NURCG- 
1305, lor Unil 1 to combined Tech Specs lor Units 1 £ 2 Change admkiiBiraltve In 
natu'O only.Feo paid. 

VAUQHN.Q E. Houston Ughiing £ Power Co. Sr-HL-AE-2854. 88/11/07. Oocumeitl 
Conirol Branch (Documeni Conuol Oask). app 47566:140-47566.179 

-9811160059 Proposed Tech Spec changing NLlRFO-1303 (o combined Toch Specs 
tor UnHs 1 £ 2. 

* Housion LighUng £ Power Co. 68/11/07. 32pp. 47566 148-47566:179. 


BB11180017 Advises that Unit 1 OB1OO6 rosponso lo Generic Ltr 87-(>2 under reviow £ 
reouoai lor oxionsipn considered closed 

REevCS.E.A. Ptojetl DiracicuBie ll-l. GL-67-02 68/11/19. HAlRSTON,W,Q. Alabama 
Power Co 4pp. 47587;255-475e7.258. 

86i!i60039 Forwards salety eveluaiion supporting uui 860229 submiliel ol roaults ol 
steam oenoretoi lube lupture aneiyoia to oatiaty NLIREQ'lt37 Contirmaioiy llo/ns 48 
£ 49. 

HOPKiNS.J.e Projeci Diroctoraia 11-3 TAC 67853- 88/tl/IS. HAIRSTON, W.Q. Geor- 
gia Power Co. 2pp 47577;l09-47577;1t6. 

-8811180043 Sslety evaluation supporting util 680226 submiliel ro rssulia ol eloan- 
generalor lube rupiuie analysis lo satisfy NLfREQ-i 137,Confirma1oiv Homs 48 & 49. 
^ Oince ol Nucioaf Raacior Reauiaiion, Diracior (Post 970411) 6d/ii/1&- 6pp 
47577.111 47S77;II6. 

66II19006B Partially giariis £ partially denlos 880918 appeal ro OH Gtlms'oy 68061 1 
deNel ol FOIA request Iw listed documeriis.Pontohs ot App documents remain with 
held (rol FOIA Exemplion 5). 

STELIO.V. etc of IhB Executive Direclor for Operalions- 88/11/03 BELAIB,F^ F7. Kirk- 
patrick £ Lockhart. 2pp 47657:32l.47557:.34e. 

-9911160076 Summary ol changes 10 evaluation criteria ol N(JREG-0654/FEkAA-REP- 
I.Rev I 

* NRC - No Detailed Aiwiatlon Given. FEMA-REP-t. 87/10/28. Ip. 47 557:323- 
47557:348 

8611190185 RO.on 881 1 1 i.generalor Inp w/reactor scram occunad due lo sudden 
pressuia aciuallon on IC main power Iransiotmei £ Ike on insulator ol 1C main 
power translormor d.scovered. Fire extinguished. 

HOLTZSCHER.D.L. Illinois Power Co. U-601309. 68/11/12. Document Conirol Biarch 
(Documeni Control Desk). 2pp. 47682:357-47682.358. 

8611189187 FOlA request for documents genoraied by NRC re findings of Oompneha 
Peak Repi Review Group (CPRRQ/NUREG-1257). 

C0N0IT,R.E. Government Accouniability Project. 88/06/09. CRiMSLEY.O. NRC • No 
Oeiailed Atliliatlon Given. ?pp. 47664:258-47584:259. 

8811180198 Forwards environ qualification test plan schedule milealones.Testlr^g ex- 
pected to be completed by Jan 1999. 

MUNSAOER.S.C. Commonwealth Edison Co. 6318K-1. 80/11/09. MuBLEY.T.E. 
Office of Nucloer Reactor RegulaUon, Director (Post 670411). 2pp. 47592:359- 
47S82360. 


8811160068 Summary of 891 102 meeting w/NUMARC £ EPRI In Rockville,MO rs emei* 
qency diesel generator reliability monitoring £ reliability progrems.Allendee Bsl eocl. 
sERKlZ.A.W. Reactor Plant Safely Issues Branch. 68/1 1/00. KNlEL.K Reactor Plant 
Safety issues Branch. 44pp. 47553:100-47553:276. 

9811160130 Forwards Rev 2 Co WPSRSEM-NP-A, "Reload Safety Ev^ualipri Methods 
lot Applica^ lo Kewaunee." 

STEINHAHDT.C.R. Wesconsln Public Service Corp. NflC-88-l51. 88/11/09. Document 
Control Branch (Oocumem Control Desk). lp. 47&62:139-47562.34(. 


8811160204 Forwards camera-ready version ol Tech Specs for review. 

BROWN.S Project Directorate 1-2. 86/1 1/16. LEONARD, J D. Long Island UghUrtg Co. 
SOOpp. 47580.001-47681:134. 

8611180239 Forwards preliminary safety evaluation £ requesi lor add) Info rs u'j) 
860316 proposed revs to Tech Specs for insinjmenlallon to detect Inadequale core 
cbOkng.PToposed revs acceptable except lot lisied uems. 

PASTIS.H.N. Projeci OIreclorale 11-3. TAC 68083. 68/11/16. TUCKER.H-S. Duke 
Power Co. 3pp. 47678.194-47578 201. 
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-6611160241 Pfolminary solely ovaiuoi>oh lo revs to Toch Spec lor itaifomomalioft lor 
doloction ol inadoquale core cooling Proposed Tecti Specs accepieWe il tncKthed to 
resolve issues specuied irt Hems l through 3 ol Secllan 2 0. 

' Ollice ol Nuclear Reactor Rogulaiion. Oi'ocior (Post 870411) GL'83'37 68/fl7i5 
5pp. 47578 197 47578 201. 

661121000? Foiviflfds ''Crysiai River Uml 3 Kucioar Power Plant S*»&- Specrfac OWsiio 
RadioiOQ.cai Emorooncy Preparedness Aloii & Noiil.caiion Sys OA Verihcaiion." Sys 
selislies NUREG-0654/ PEMA-REP-l.Rov i A FEMA REP-10 caveat on approval te- 
moved. ^ 

PETERSON. G.C Toderal Emorgoncy ManaQomonl Agency. OO/IO/IB. STEILO.V. 
Olc ol ihft Exocuiivo Director (or Operations fp 47606. 238-*l7607;t26 

8611220072 intoims NRC that Unit 2 coneciivo actions will not be coiroteiea as previ- 
ously comm'.itob.upon reassessment o! completion schedule. Forwards spedhe com- 
m tmenis 8 const deticioncy ropts atlocted by ho!d on schedule 
GflrOLEV n Tennessee Va'ioy Aotfionty. 66/11/17 Oocomeni Cooirot Branch (Ooew- 
ment Control Desk). 5pp 47620.126-47620:130. 

88M220169 Informs that Current outage planning may esieblish start date ol lac/ity soi- 
vaiilance outage by 6902tl.Uiil will have taken necessary stops to estabish environ 
qualilication ol Bunker Ramo instrumoniaiion modules 

HUNSAOER.SC Commonwealth Edison Co QQ/11/14. MURLEY.TE OISco ol Nu- 
clear Reactor Regulation. Director (Post 870411). 2pp, 47S96 316-47596.317. 


8810310132 Forwards t>na1 exorcise root did 671117, ' Exercise ol Olfs'ie Hed.ological 
Emergency Preparedness Pians lor Calvon Cl Ms N jc'.ea’ Power Plani." Several areas 
requre coivcciive actions 

KRMM.RW Federal Emergency Managemeni Agency, aa/io/ie. CONGEt.F J. O.vi- 
san ol Hed'Blon Proioclion & Emergency Preparedness (Post 670411). tp 
47366:043 47366 097 

8910310146 NRR Olc Lir 908 .establish ng procedures ol escalated onlorcemeni actinns 
& coordinsiing reviews w/Olc el Er^lorcoment 6 reglona'. olcs Rospons'b.i ties & au- 
Utoiiiios. basic requ'rerp.onis A etfeciivo date discussed 

MuntEY.TE. Office ol NuclQo* Roacto' Rogulat-on, Director (Post 870411). 86/10/ 
10 Ollite ol Nuclear Reactor Regulat.cn. Direcioi (Post 8704 li) 7pp 47375 308- 
47375312 

6610310153 Forwards Quosi'ons A prei.rr.inary v^ews lot discussion al NRC innoss lor 
duly workshop on 881017. D.scussion ol thosn issues wou'd be hdlplul in providing 
(>d(ler wnders/arKlmg ol d reclion NRC taking 

KNUTH.O.F KMC. Inc 53Fn3683l. 80/10/12 GRIMES, BK. Division of Reactor In- 
spection A Safeguards (Post 87041 1] t2pp 47366:249 47368 260 

8810310105 Summary ol Opersimg Roaciors Events Meot-ng 68 4i on 831010 No sig- 
nil>cani ovanis iclonlified lor Input lo NRC performance ind caior program. 
jAUOON.d.P Evonis Assossmant Branch. OREM-88-041 . 88/10/18. ROSSi.C G Divi 
Sion ol dporaional Evonis Assassmoni (Post 870411). 20pp 4 73 74.339-47374:358. 


8811220390 Forwards IQSCC insp results lor Reload Q/Cyclu 9 roluol oulaga Ucensoo 
has Implemented (GSCC insp prograrn lor sialnloss steel pip.ng wolcte.iTef NblRtO 
03l3,Rev 2 lOQuiremohts 

QRONS J C New York Power Authority (formerly Power Aulhorily oi the Siaio ol New 
Ycrit) GL-68-01 BO/11/lO. Oocumeni Conl/ol Branch (Documoni Conirol Desk) 
e7pp 47603.304 47604 010. 

6611220456 Requests exemption to l0CFn20./^p A.Fooinole d-2(ci.ailow.ng cted.l lor 
rad.oiodine pioieciion lacio' whon using MSA GMR I Canister. 

FIRU1TJF Sacramento Municipal Utility District CEO 80-271. 66/tWl7 
KNIGHTON G Oocumani Control Branch (Oocumont Conlroi Desk). I3pp 47627 07 1- 
47627.083 


8811220506 NUREG/CR 5255 STABLE ISOTOPES OF AUTHIGENtC MINERALS IN 
VARIABLV-SATURATED FRACTURED TUFF. 

lNEBF.fl,DS, EVANS.0.0. Arizona. Un'.v. ol. Tucson, AZ. FIN 0-1662 88/11/30. O.vi- 
sion ol Engineering (Post 070413) 79pp. 47602:321-47603 044 


B811220S1Q NUREQ-12a9 REGULATORY AND BACKFIT ANAUYSlS.UNRESOLVGO 
SAFETY ISSUE A-4S,SHUTOOWN DECAY HEAT REMOVAL REQUIREMENTS 
‘ Division of Safely Issue floaolution (Post 660717). 88/11/30. l76op 47602:142- 
47602 320. 


6811220618 NUnGQ/CR-5241 DEVELOPMENT OF PROGRAMMATIC PERFORM- 

ANce iNoiCATons 

Ol80N,J . CH0CKIE,A 0 , QElSENOORFER.C. Oaltolio Human Alfaira Hesoatch Corv 
tors FIN B 2906 PNL-BOQO. 88/10/31. Oivlston of SyStoms Roseareh (Posi 660717). 
160pp. 47C0I.339-47602 141. 

8611220817 NUnEG-0760 V2e NO? NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR AUGUST 1900. Pagoe 73-269. ^ 

• O'lViSlon ol Freedom ol inlormaiion i Pub'ications Sorvtcos (Post 060515). 66/10/ 
3I.202PP 47e0l:133-47e01:330. 

68II22062I NUREG/ORiflOSI V09 NS POWER REACTOR EVENTS.Seplpmbor-OciP- 
tier 1987. 

' Ollice lor Analysis & Evaluai.on of Oporaiionai Data. Dirociot. 68/10/31. 4lpp. 
47Se4'3)5-476B4;35fi 


6611230373 Forwards mlnulos ol 880900 meeting w/ulil in Rockvi.le.MD ra Tech Spec 
operability requ.remenis & design ba8<6 epp'-icabTe to ou>-iio«y idcdwalot sys. 
HOLAHAN.QlS. Division of Roacloi P(o;ecis • iii.iv.v i Special Projocia (Post 
070411), 88/11/10. FinLlT.J Sacramento Municipal Unlity Oisirict. 3pp 47641:260- 
47641:269. 


-8611230376 Summary ol 000008 mooting w/ulil In Rockvillo.MD re facifcly ewiliarY 
feedwater sys operabl'.iiy. Handout end. „ 

KALMAN, G. P/ojeci Oi/ccio/aie V. 88/11/10. Project Dirociotaie V. 7pp. 47641263- 
47641'269. 


ORO CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8610310446 Forwards Commission biwnokly notice ol appi canons & amends to OLs in- 
votwng NSHC. 

MURLEY.T E. Oflice Of Nuclear Rosclor Ragu'sUon. Dirociot (Post 670411). 88/10/ 
06. 6REAUX.J.8 Senate, Fnvironmam S Pib'ic Works 2pp 47381:360-47381:361 

6811810334 RoQuost lor 0MB toview & support-ng sialomenl re 10CFR50. "Domestic 
Liconsvig Ol Ptoduckon & Ulmzaiion Fsc'f'lies" & 10CFR21, "Reporl n^ ol Delects & 
Noncompllances." Comb nod ostuTiated rospondent burdon Is 2.6b0.l76 h 
MCOON/VLOWG OllicQ ol AdmlnUirolion & Rosou'cos Management. Director (Post 
8764I3) 0/B3I5000II 0Q/tO/l7. 13pp 47404 266-47404 293 

6611020231 Forwards agenda of 06fl)f3 INFID/NRC info exchange meotng M 
Atlanta OA 

R(i>SENTII/LL.J.E Heacloi Oporabone Anaiys's Branch. OB/tO/24. NQVAK.T.N Div- 
sloo of ^fetyf^og'srns (^sl 870413). 2pp 474 to 242-474 10.243. 


e81102042& Forwa'ds NRR meet-ng ichedulo lor 881031 -1110. 

THOMAS.L Ppiky Daveiorimeni 4 TochnicHl Suppofl Branch (Post 670411) 68/10/ 
31 MOSS8URG.D Ollico ol Nucloar Reactor Rogulaiion, Dirociot (Post 870411). 
4pp 47414:143 47414 148. 

6611040324 Suppi 3 to NRC Into Noiico 66 106, "Focdwoiof Lir'-d Break," Sve (ist enci 
flOSSiCE iSvision ol Opeieiionai Evens Asaossmeni (Post 870411). lEiN 66-106 
66/11/10 Censoi'daiod Edison Co oi Now Ycik, inc. il3pp- 47659.072-47559-184 


661 1070111 Resea'Ch into Uir I50.ro oporoionai safety roiiebiiity pronrom.ResaarcIi to 
ovaiuaio eitociiveness oi setociod eppi cations of re'-iebil-iy ongineorlng 
coniJnuioo.inciwfl/ioimp'Oved sirsiMy IP provo/ii epmmen-cause faJu /08 
BECK30fio.€ S. Oiiito ol Nudooi Reguiaiery Rosoarch. O-recioi (Post 6607201. 00/ 
10/31 MURIBY.TE. OKico Ol Nudeor Reactor Rogulai-on, Director (Post 670411). 
8pp 47658273 47658 200 

6611070272 Forwards FEMA exorcise evaluation ropl Ol 060323 oflioraoncy prepared- 
txess exoross No doi’Cioncias noted oi eieas locenirr-ondod lor corroetivo action 
CALLAN.l 3 Region A, Ofc Of the O'loelor. 00/10/3 f. CAMPQCLL.Q. ArkanSOS Power 
6 Light Co 2pp 47460 1 37-47460 235. 


8611060062 Summary of Oporaling Roaefora Events Moeiing 86 42 on 66 >026 lo raac- 
lot acroms Three s'gnii.oani ovonis IdonUiod tor input to NRC pcrlormanco -ndicstor 
Drooram-Lisi ol eitendoes end « 

JAubON.PP. Evenis Asaessmahl Drench OREM-68-D42 06/10/26 ROSSI, C.E. Oivi- 
elon of OpeiaUonel Evenis Assessmont (Pcs' 670411). Ilpp. 47494:26i-47404;30l. 


6811090264 NRC Inlo NoKco 03-037, "Ptimp Wear & Foroign Obfecls m Plant Piping 
Sys '■ Sve list onci 

ROSS1.C.E D-yision ol Operational Evenia Assoasmonl (Post 870411) 08/ii/ie. 
Consc/Weled Ed-son Co of Now York, Inc llOpp 47601:020-47601:132- 


8611090403 NRC Into Nonco 83-038, "Dogradatlon ol Vvest-nghouso ARD Relays.'' Sve 

ROSSf.C.E Division Ol Oporaiionai Events Assossmant (Rosi B704JI). 63/11/16 
Conso'jdatod Edison Co. of Now York, inc. it 3pp. 47597:001 -47597:1 13. 


36 10030026 Forwards commenls on hoi panicle ropl pot discussion w/ GoseU.Mekihoid 
& NRC Staff. 

nOECKLElN.AK. Radiation Protection 4 Hoaim Elfecis Branch. 86/00/21 NEY.W R. 
National Council on Radiation Protection & Measuromonis. 6pp. 47464.232- 
47464:236. 

6810030249 NRC Into Notice 00-070, "Misuse ol Flashing Lights lor H,gh Fladiolion 
Area Conirols." Sve lisf end. 

ROSSI, C.E. Division ol Operational Events Assessment (Post 870411). 66/10/07. 
Consotidaiad Edison Co. ol Now York, Inc. I23pp. 47270 242-47200.003. 

83100701 14 NRC Info Notico 83-082, "Toros Shells W/Cotrosion & Degraded Coaivigs 
in BWR Conlainmonts." Svc list end. 

ROSSI.C E. Division ol Operational Events Assessment (PoM 370411). 80/10/14. 
Consolidated Ed-son Co. o' New York, Inc. 1 tOpp. 47280. 124-J72S0.'235. 


8910140018 NRC Into Notice 38 084. "Deleclivo Motor Shalt Keys In Ifiwlotquo Motor 
Aduaiofs." Svc list end. „ „„ 

ROSSI, ce. Division of Operational Events Assessment (Post 070411). 08/10/20. 
Consolidated Edison Co. or Now York, Inc. 1 19pp. 47280.004-47260:123 

8310140212 NRC Info Notice 83-035, "Broken Reieining Block Studs on Anchor Oaring 
Check Valves." Svc list end. 

ROSSI, C.E. Division ol Operational Events Assossmom (Post 870411). lElN-aS-OSS. 
88/10/14. Consolidaiod Edison Co. of New York, Inc. f16pp 47463. 196-47463.318. 


6810170301 NRC Into Notice 68-086, "Operating W/Multlple Grounds In OC Dietnbulion 
Sys." Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Poet 670411). 66/10/21. 
Consolidated Edison Co. of Now York, Inc. 1 t6pp. 474e3;081-47463:l97. 


66111090*2 ConvnonwoBlih ol MA ally general answer to Bpplloonl molior* lor sanc- 
Uone.’ Applcanl 631020 motion lor senciions for leHure to comply w/Board prolocli-/o 
order shoi^d bo den'-cd. Supporting doewmontoHon & Cerlificaio ol S-vc onci. 
JONAS.S.A Massachuseils, Commonwoalih of. 6496 7439. OL 09/tl/Ol. Aiornk 
Solely end Ufcensrng Board Panel. 3&pp 47419 I4i-474l9:i76. 

6611100050 Now England Coaimon on Nucloar Polljiion conioni-ons on eppileani do- 
comrwfes'on'ng plan, motion for etay of low power operaflon & melon to reopen 
record.* Supponmg Inlo 6 Svc lisl oneV 

CL)RnAN,0 New England Coalition on Nucloar Poliui-on. CURRAN, Q Harmon, Curran 
4 Tousley. JfABB 7426 OL-I. eo/ll/O?. Atomic Safely and licensing Board Panel 
tOpp 474IO;332-47<I19:350. 

6611160013 Forwards lisl of quesl-ons O’ topics (or poss'blo discuss. on ai 881128-30 

BUTcSeR^EJ^ T echnical Specilicai.ons Branch. 00/10/21. JENKINS.P.D Umied 
Kln^om. Govt. ol. 5pp 475ilr;026-475-17;030 

9811160068 NRC Inlo NoNco 30-089, "Degradatiori ol Keplon Elocttlcol insulation” Svc 

TOi^.C.e Orvlslon of Operational Events Asses.srnonl (Posi 070411). )ElN-87-0)6. 
88/11/21. Consolidated Edison Co. ol New York, Inc. Il3pp. 47603045-'i7603:iei 

0611)50100 ForwaiOa eddi Inlo ro pl.nrii public eleit 4 not'lical.on ays FEMA-REP-tO 
design repl.Utn roalliimed commitment lo complolo s-ren upgrades doscribod in 
design rept. 

CCmIqEL,FJ. Division oi Rad-elion Pfotockon S Emorgency Proparodnoss (Post 
870411). 88/11/00. KRIMM.R.W. Federal Emergency Managemont Agency, ip 
47650:306.47550 308 
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8BtltS0236 Accepts ir>viiet>cn to icpresont Oiv o< Licensee Pe'lQimanca & QuB'rty 
Evaiu9lcr> ai R8tt 17-16 woikshopin Sothescfd.MO. 

neGAU.W.H H'j>T>ftn FaclCKS AssessiTient etanch. oactl/ii. HABER.S.Q. OrooMia. 
vcn National taboralory. ?pp 4?5'I9:I65 475ag 166 

6611160261 Dscuascs Nnn Oic L'r 600.nov 2 le prucsdjras loi haftdviB requosis 
uridei 10CFB2.2O6. 

Wb'BlEY.T-E. once of Nuclear Roaclor Roguratbn, Otecio' (Posi 670411). 9308. 
e8/1U07. Olfca <3i Nucieaj Reactci negu'ator. Oaaclof tPQSt 670411) Opp 
47547 00747547014 

6611160001 Part ai response to POlA requosi lot clocumcnis le facili^. App O docu- 
rcer.ts avai'gbla In POh. F orwards App P Oocumenis. also avaialria in POR 
ORlMSLEY.OH NRC • No Dotai'ecf Air.'iation Given 66/10/95. JOHNSON.GE. 
Sw.d'or S Berli.n 6pp 47541010-47544.035. 

-8611160006 Fovaicts three listed Hems ro ollaite emorgency planning ai (ec-liy Icr 
inlo Wo Homs Relsled in'o end. 

BELLAMVfln. RoQion 1, Ofoof the Director. 87/10/27. THQMAS.E.A. Federal Emer- 
gency Managerncnt Agency 16pp. 47541:302-47541 310 

0611160470 NRC Info Not CO 88-092. ''Ppieniial lor Spent Fuel Pool Otamdown." 8vc 
tisi end 

FI05SI.C.E. Division ol Oporeiional Events Assessment (Posi 670411). IE6 84-03. 60/ 
11/22. Conso'-dated Edison Co of New York, Inc 1 14pp. 47606:124-47606237. 

0611170262 Ack recopi ol PRA gi^hs aeni from quarterly perlormanca monllo/i'ng 
repis.lnvlies panlcpaticn In trip to England ro ESSM.Planned mealing dales A lisi ol 
topics to t>s addressed onci 

BUTCHER, EJ. Techneal Specircetlons Qre.nch 66/10/25 KAT2,S. Sotnhem Caklot- 
n a Edison Co 2pp. 47671.043-47571. 049. 

6611180056 Summary ol Operaiing Reactors Events Meeting 08 44 on 661106 Lisl ot 
meeting ailondees.slgnilicanl events A sumrnary ol reactor aciarns onciOne slgn'ii- 
cam event Identified for input to performance indicator program 
LANSiNO.WO- Events Asaossmerii Branch. OREM-ao 044. OB/11/tO ROSSi.CE Di- 
vision ol Oporaiional Events Assessment (f^si 670411) I9pp 47582. 164 47582 I82 

8811160149 Forwards quarterly performance indicalor ropl for Aug 1966. conlAnng 
data through June 1983 

SINGH.R. Trends A Patterns Analys's Branch 68/11/10 SKOC^LAS.JA Oocumeni 
Coniiol Branch lOocu.meni Conirof Desk) tp. 47613.001-47614 099. 

-861 1180153 ' Pans 1 A H oi Perlormanca Indcalora lor Oporaimg Commetcial Nitcioar 
Powor Reaciors." Ouarteity RepLAug 1666 Contains data through Jua 1966 
GUntON.W. OITice tor Anaiys.s & Evaluai.on of Operational Oats. IVoctor 68/06/3 1. 
4S0pp. 47613002-47614 092. 

681 1 18031 S NRC Bulletin 68-010. "Nonconlormlng Molded Case Circuit Breakers " Svc 
list oncI 

ROSSI.C.E Ofvl$-on of Ope/aiionel Events Assessment (Post 670411} i£iN-6e-046 
88/11/29 Conscfiidaied Ed-son Co ol Now York. inc. t2tpp. 47606.001-47606:123 

8811310002 Forwards ‘'Crystal Rivet Und 3 Nuclear Perwer Plant Sne- SpeeJ-o OHshe 
Rad'O'ogicai Emorgency Preparodnois Aieri A Notikadon Sys OA Ver>t>C8i>OA'‘ Sys 
sai'Vfias NUREQ-0854/ PSMA-REP'i.Rev 1 & FEMA REP-lu caveat on approval ra- 
msved. 

PETERSOtl.QC. Federal Einei«iKy Manaoemert Aoancy. 88/10/18 SIEllO.V. 
Ole of the Exeeuilvo Oirocior for Operations. Ip 47606 938-47607:126. 

>661(210004 "Civaial Rivpr unli 3 Nuclear Power Piam Siie-Spoctfic Offsite Rad-oiogl- 
cat Cmsfoency Pieparodnes* Wed A Noti1ics\>on Sys OA venitcaiJon.'* 

* Foderal Emergartcy Management Agency 68/06/17 246pp 47606939 47607:196. 

6611210069 Summsiy ol 681025 meei'ng vr/INPO in RockvHle.MO re INFO work in 
emergency preparedness area A NRC emetgervey preparedness ptogram A ptiitpso- 
pry 

COHEN.L K Emergency Prepmedness Orfloch. 06/ 1 1/03. TflAVCRS.W 0 Etr«get»cy 
Preparedness Branch. 3pp. 47609.932-47609 234 

681(310071 Roquosi for OM0 review A eupporting staiemoni re tOCFR9S. "Security 
Facility Approval A Salegusrd rxg of Natl Security into 8 Reatncted Oaia.” Esumateri 
respondoni burden Is 450 h 

MCOONALO.W.G. Office ol Admimsiration A Resources Management, 0«ecto( {Post 
670413). 68/11/07. lOpp 47692.050 47692.059. 

9611210075 Request for OM0 review & supporting siefoment re l0CFFt2S. "Access Au- 
thorlaaiian for Ucensoo Personnel '' Estimated respondent burden ts 14 h. 
MCDONAIO.W.G Olfico of Adminisfracion A Resources Management. Doeclor iPosi 
870413J.OMO 3160-0046 88/11/03 9pp. 47690-326-47590 334 

8811210087 Forwards "Voglle Electric Generating Plant Exercise RepI for Exordse 
Conducted on 800524 '' No deficarte'es fdeniifiod. Ropl ideniifiss one area lequking 
coriociive aci'on. 

KRIMM.R W. Fodstal Emorgency Management Agoncy. 68/10/26 CONGEUP.J. Divi- 
sion ol Radiation Pioiociion A Emergency Proparodnoss (Poal 670411). ip 
47592 33247593.017 

-8611210094 ‘'Voglle Electric Generating Plant Exercise RepI lor Exercise Conducted 
on 060524." 

• Federal Emergency ManagemonI Agoncy. 68/08/04. 50pp. 47599-333-47593;OI7. 

66II21040S Request foi 0MB review A supponmg siaiomeni ro NRC 398. 'Peraormel 
Ouaiificaiion Statement • Licensoe.‘' Eedmated respondent burden is 3.850 h. 
MCOONALO.W.G Oliico ol Administrallon & Rosourcos Msnagernenl, Ofiecipr (Post 
670413). 0MB 3150 0090.68/11/16. 16pp. 47586:156-4/568:171. 

6611220223 Commonia ort draft reply lo Nuclear Ukl Group on Equipment Ouat>i«al<on 
660604 Hr, per 661025 request. 

CRUTCHFIELD.O Associate D.recior for Projects (Post 870411). aL-B8-07. 68/11/08 
UEBERMAN,J. Ofcot Enlorcemani (Post 6704 13) Spp. 47814:308 47814:312. 

6811220343 Request for OM3 revew 8 supporUng siatemenl to 10CFR39, ‘‘Licenses A 
Radiation Saleiy Requirements lor Well Logging." Estimated respondeni tiutden Is 
581 h. 

MCOONALD.W.Q. OHice of Adminislrailon A Resources Managemeni, Drecior IPosI 
870413). OM0 31SO-0130. 68/11/16. 17pp. 4?6l63l5-47616.33l. 


0611230024 Advices o< DOE Intent lo update technical approach documeol (TADi A 
issue rev incotporaiing most current technical approaches.as noeded.lo corrpV vi/ 
EPA groundwater prolociion sids.Subpart A Annolalod T AD table ol contents O'Wl 
ARTHun.WJ. Energy, Depi of. 68/10/17. SMITH, R D Uranum Recovery Field Of:, 
R4 17pp 47641 242-47641 250 

8011300331 Summary oi Oporaimg Reactors Evoriis Moeimg 86-45 on 88l1l&lisl tri 
attendees £ handouls onci. 

LANNtf^.W.D. Events Assossmeril Branch. OREM-a8-045. 88/ 1 U25. ROSSI, C E. O- 
visdn ol Operational Evonis Assessment (Post 8704 1 1) I6pp. 47674: 14 1-47674 1 56 


PR PROPOSED RULE 


8811010117 Commam opposing amend to proposed rule tOCFRISO to handing & ois- 
po^ng^tovr level ladwasle 

JOHf>JsON,J.e., MILLER.G.W. Norih Carolina, State ol. 53Fn3l80O 00013. 88/10/21. 
Oockobng A Services Branch 4pp 47322.066-47322.060. 

001181O2M Forwards PDR & Cenlial Files documonis ro inierirri changes lo lOCFRi 7i 
on annual Isas for I censed power plants. 

OKSiGSRM. Litenso Foo Managamerh Qranth. AC95 2 0i. 68/10/24. LANHAM.O. 
Documeni Control Branch (Dncumonl Control Desk) 4pp. 47273:182-47273 232. 

8611010262 Comment pn proposed rule lOCFRSO re amending Imp'emeniaron schod- 
ula lor siabi’iyat'on & deconiaminatipn prrority & trusteeship provisions ot propo.'ty in 
suranca togulaiiOAS Changes In regulation urged. 

KN0ns.j!B. Bishop, Cook, Purcolf & Roynords. 53FR36338 00004. 88/10/17. Ooc'<- 
eung & Services Branch 2pp 47322:070-47322.071. 

6611010266 Comment on proposed rule I0CFRS2 ro plan lo aflow one-slop licerts ng o^ 
nuclear plenia.Suggesis long-term exam of issues involved in bldg plania.Hoquo&is ex- 
lOASien of comment period. 

WILIIAMS.MJ. Alf.-I'aiion Nei Assigned. S3Fn32060 00022. 86/10/16. Docketing A 
Services Branch Ip. 47322072-47322072 

8811010311 Comment opposing proposed njlo I0CFR52 re one step llconsing 
rufe.Irtcteased parmitiing process should bo added 

MELONi.P. Aiiitiation Nol Assigned. 53Fn32060 00020. 88/10/17. DocKotlng A Serv- 
ices Branch. 4pp 47270 291-47270204 

8811010324 Comment opposing proposed rule I0CFR150 ro NRC roialning aulhonty Id 
oppiovQ ot disposal of low level waste on eitos of nucieai reactors A Pad 70 
iKonsoes Ru'e raises juiisdici/onai corriradicMon w/$laiss. 

HIA'TT.Sl OMo Ovsens (or Responsibla Energy. S3FR3tB60 QOQtO 88/10/19. NRC 
• No Oetaited Ail-ifaiion Given. 2pp. 47322.073-47322.074 

8611010326 Comment opposing proposod rule 10CPR52 re early site permiis Safei)/ 
mods seam to be Ascouiseed 

COHEN, A<3 Ecology Task Force-Southern Caiilomla Ecumenical Council, 
A3FR320eo 00023. ^/lO/iB. OUica ol \ho Seciaiary ol ihe Commission, tp. 
47322075-47322075. 

66M010332 Commoni suppphing proposed rule lOCFRISO ro NRC authority over 
orisiie d-sppssi oi lew-lpva) waste huio provides lo/ unliorm leviow ptocedures A loc- 
etdkeejWM A reduces poioniiai duplication of roouielory effort. 

RGYNOlOS.N.S bishop. Cook, Purcell & Reynolds. REYNOLDS.N.S WesMnglon 
PuMc Power Supply System. REYNOLD5.N.S. Tu Elecine (formerly Toxea Utilities 
Oeneisimg Co.). 53FR3100O OOOiV 00/10/21. CHiLK.S J. Oilice ol ihe Secralary ol 
Iho Commission 3pp. 47322 078-47322.060. 

6811010336 Cemmanl on proposed rule I0CPRS2 re combined licenses lor nuolear 
reeciofs.Problems listed 

NEMETMV.E Ecoieoy/Aleri. 53Ffl32060 00024. 06/10/16 Docketing A Sorv.cos 
Branch 2pp 47270 205 47270 998 

6811010469 Final rule, "Licensee Announcements of Insps " 

STEllO.V. Ofc Ol the Executive Oirocior for Oporailons. 53FR42939. 08/10/13. 
I3pp 47584 302-47584:314. 

6811020030 Comment supporting proposed rule I0CFRI50 ro reassort.ng NRC author- 
ity tor approvir>g onsiie low level waste disposal in Agreement Stales. 

SUlliYAN.J L. General Public Ulilillea Corp. - GPU service Corp. 53FR3 1880 00023. 
68 /10/20 OockeiingA Services Branch. Ip. 47328:123 47326:193. 

8611020055 Corrvnerxi opposing proposed role 10CFR15Q te Itanslcr ol authority for 
regulating onsile disposal ol low level redwaste from siales lo NRC.Proposed rule vfo- 
laies inioni qI Low Level Waste Policy Act ot 1980 

KELLV.M.S. Western North Carolina Alliance. 53FR3I680 0003i. 68/10/19. Oifico of 
the SeciQiary ot iha Ccmrtvsslon. tp. 47395.320-47325.320 

6811020057 Commenl on proposed rulo 10CFR52 re early site permits concerning atd 
design cerijlicalfons & combined licenses for nuclear power reactors.Ruie fundamen 
(ally (natadwtvre. Requests 00-dey extension. 

BRALVER.PJ. AUilieiion Nol Assigned. S3FR32060 00032. 88/10/20. Docketing A 
Serrices Branch Ip. 47325.32t-47325 39t. 

6611020070 Comment supporting pro)>osed rule 1DCFR20 re Incineration of waste oA.OI 
loxir pressed alierneiives.lnclnerallon least objectionable. 

NEMETHY.E. Ecology/Wen. 53FR32914 00008 80/10/20. Docketing A Services 
BrarKJt 2pp. 47326:115-47328:116. 

1611020060 Comment supporting proposed rule I0CFR52 re early site permits concern- 
'mg std design certilicallons A combined licenses lor nuclear power reactors. 
LAj4CET,RT. Rockwell International Corp. S3FR32060 00031. 88/10/16. Docketing A 
Services Branch. 3pp 47325:322-47325:324. 

6811020066 Comment on proposed rule 10CFR40 re custody & long-lerm care of u mill 
tailir^s sHas.NRC should list poloniial uses ol disposal siie that would be considered 
lor licensure. 

LAGKER.D.K. Texas. Slate Of. 63FR32396 00003. 66/10/20. Docketing £ Se/vices 
Branch Ip 47396:359-47326 359. 



IIIUHItftUVVIl. 

MCHOLLS.GP. Now Jersey, Slaio of. 63Ffl32‘»i4 00006 00/10/23. Dockewig & 
Sorvlcos Orancli. tp. 4V326 357.47326 357. 

031 1 0201 19 Cotnreenl supporting proposed rule t0CFR52 ro early sito panmis 
GROWN G Alfil'ation Nol Assigned. 53Fn320eo 00020 00/10/19. OocKoiuig & Serv- 
ices Oraiicfi. ip 47326356-4732e,356 

0011020122 Commoni Supporting proposed rule 10CFR20 re disposal o1 westo oil Oy 
incineration Suggests rule be modified lo apply pcmciples to muiii'unit I conseos 
BLISS, II. E. Commonwealth Edison Co. d 3FR32414 00011. 80/10/20. CHILK.SJ. 
Office of the Secretary of Ibe Commission. 2pp. 47325:36O-47325.30J 

3311920134 Comment opposing proposed rule 10CFR20 re stds 10 protect against radi- 
ation 

MCCULLUGVi.R.W. Advanced Nuclear Fuels Corp (lormerly Exnon Nuclear Co.. Inc). 
5tffl3087C 00017. 06/10/11- ZECH.l-.W. Commissfoners 3pp 47326 353"47328 355 

001 1020142 Comment opposing proposed role )0CFB20 ro disposal of waste oil by in- 
cineration. 

JAGERL.E. Michigan, Stale ol. 63FR32914 00004. 80/10/13. Docketing & Services 
□ranch. 3pp- 4 7325:357-47325:350. 

66(t02<)t4S Commoni opposing proposed rule lOCFflPO ro onsiio mclnerel-on ol ted- 
waste oil- 

BEJG M. Alliliatlon Nol Asslgnod. 63FR32914 00013 08/10/20. Oockoting & Services 
Branch. Ip. 47325:320.47326:329. 

3011020133 Comment opposing proposed rule I0CFR2Q ro cfoao'ng or d.sposirtg ol no- 
deal waste incineration ol raowaato oil should not be allowed 

* Alliiiel'on Not Assigned. S3FR32Q14 00002. 88/10/21. Ollico ol the Secretary oHlte 
Commission Ip. 47326;358-47320;a5a. 

3611021)191 Comment opposing proposed rule 10CFR20 re onsite Incinoralion of wesfo 
oils contaminated w/radioacllvlly. 

HIATT.S.L Oh-'o Owens fpr Rseponslbfe Energy. 63Fn329l4 OOOlO. 88/10/20 NftC 
- No Detailed Affiliation Given. 2pp. 47325-355-47326:350. 

0011020192 Comment opposing proposed rule 10CFR52 re allowance ot one-siep It- 
censing process. Rule vrould deny fair opportunities (or input by citizens Cal for 60 day 
exiensKin of pubfic comment perrad lotriod. 

CAMP8ELL,B. Affiliation Nol Assigned. 63FR320eQ 00026. 08/10/20. Dockebitg & 
Services Branch. 2pp. 47326:333-47325:354. 


lonQ-leni) custodian to fulli'.i survo I'anca & moniio-lng regu lorrents. 

MESEnVE.R.A. Covington & Burling MESERvE.R A Quivra M.n.np Co. 
MESERVe.H A. Koit-McOeo Chemcal Corp. (subs ol Kerr-McGeo Corp). 53Fn323&6 
00002. 80/10/21. CHILK.SJ O/f-ee ol the Secretary ol the Comassion. 3pp 
47326:125-47328:127. 

0311028331 Cemiment supporting proposed rule 10CFR20 re d.spesaf of waste oil by 
tndnerailoo 

SVIV1A.8R Delfo l Edison Co. 53FR3P?)4 00005 08/10/21 Oockoling & Serv.cos 
Branch. 2pp 47325:349 47325 350 

3311020334 Comment oppos-ng proposed rule 10CFRS2 re eeily site porrml, sId design 
conillcationS comb.necl licenses lor nuctosr power reactors. 

WnNiE.P. Maryland Nuclear Safety Cosi.i/on- 53Fn32060 0P919. 68/10/18 Docket- 
ing & Services Riench. 7pp 47325 342 47325 349 

0911820342 Gommont suppoti.ng proposed rufo lOCrn26 re Mnons for duly ai nuclear 

plams 

SHARP.Pfl Houso ol Rep. Energy S Commerce 63FR36795 00004 OO/iO/M 
2ECH.L W. Commlsslonara. 3pp. 47399:349-47309.351. 

00(1020343 Comrnetti opposi-'e proposed ruio lOCFRfSO ro reassenion of NRC au- 
thority over ai-reactor dlspossT ol law level rodwasto lor nuclear power plants 8 other 
tvasio gonorat'an Sites Public interest bettor served w/stalos retaining auiho-iN. 
BtflNie.P.T. Maryland Nuclear Saioly Coalit-on. 63FR3ieeO 00000. 88/10/17. Olkce 
ol (tie Stmelary of the Commission Ip. 47325:341-47325:341. 

3811020350 Comineni support ng proposed ruin 10CFRI50 ro reassert'on ol NRC (uns- 
(UcUon lor onsno low levol wasle Oiaposal lor wasio generated onsite at licensed reac- 
tors in Agreement States Concern w/duplicailon ol legulniery ollorts staled 
SOBEN&N.G.C. Wsshingion Pubi-c Powoi Supply Syaiom. 63Fn3i830 00007. 86/ 
(0/14. CKtUC.S.J. Oflica of the Secroiary of Ifio Commission. Ip. -17325.3-10 
47325 340 

3811020359 Commenl supporting fov lo proposed luip i0CFn20 "Sids (or Proinciion 
Agayiat Radiaikin.'’ 

COlViN J.f Nuciasr Managamonl A Resources Courtc'l (NUMARCl (formerly Nuctoar 
U1J.IY Manage. 5IFR30B70 00021. 80/10/20 STELLO.V. Ole ol Iho Enecul-ve Oirec- 
lor lor Operations. 5pp. 4732S. 335-47326 339 

031IO3OS79 Commenl opposing proposed cvile i0CFn52 re standardized design tor nu- 
clear power ptaniB. 

PACKM . MADISON.K. Alliance lor Suiv.voi. 53FH320R0 00033. fiQ/ 10/19 Dockotng 
& Swvices Branch 2pp. 47400.123-47400:124. 


8311020195 Commenl supporting proposed rule 10CFR20 re disposal ol waate oil by 
incineration. 

LACKER.OK. Tenas, State ol. 83Fn329U 00009. 80/10/14. Oockeilng « Services 
Branch, ip 47326:3S2-47326 352. 

8311020190 Comment opposing proposed tuio l0CFn20 le stds lor proiocl-on agensi 
(sdiaivon. 

MCGILL, R.L Combustion Engineering, Inc. 61FR30870 00020. 88/10/19. CHILK.SJ. 
Oflice ol »fio ^relary ol the Commiselon- 2pp 47325.300-47325 531. 


8611020301 Commenl opposing proposed rule I0CFR62 re eetiy siio permits. 
SANfORO.JA, LONaR.E. North Carolina, Slate of 63Fn320CO 00026. 80/10/24 
NRC • No Detailed Aflillallon Given. 4pp. 47326:325 47325 320- 


8311090306 Commenl condiiionany supporting proposed rule 10CPP2CI ro eids lot pro- 
leeiion egalnsi rediaiien Me/i/ie/ in wmeh Jnio/nal doses f/om persistant radiohuci-des 
eecounied lor unnecessary. 

W0LfE.B. Qenersi Electric Co. 6lFfl30870 OOO10 80/10/12. ZECH.LW. Ccmmls- 
SionetB. 3pp. 47326.332-47325:334. 

0811020211 ComiTtern supaofting proposed rule I0CFR20 re onsUe incine/eiion 01 
sightly coniaminaied wasle oils generated at kcensod nuclear power p(ani$.Ruio wji 
help conserve limited low level wssla burial ground space. 

POLlaRO.CO. Tenas. Stele ol. 63FR328I4 00007. 80/10/19. Oockoung s Services 
Brench Ip 47328:124 47326:124. 

0811020212 Commenl supporting proposed rule 10CFR150 le reasserUon ol NRC au- 
ihoiity over onsite disposal of Tow level radwesies OecenUalnallon ol regulatory au- 
ihonty lo Agreemeni Slates presents possible dillorences in reguiaiorY roqtH'omonls 
BLISS.HE Commonweallh Edison Co. 53FR31860 00025 08/10/20. CHILK.SJ. 
Office of the Secreiary of me Commission. 2pp. 47326 360-47326.361 


0011020213 Commenl supponu^g proposed rule l0CFR2C> ro reOisUon pfoteebon eW. 
D'ARRiGO.D. Nuclear Inlormation 6 Resource Service. 61Fn30970 00019. 80/10/14. 
CHILK.S. Olflceol the Secretary ot the Commission. Ip. 47328:132-47320:132. 


6311020221 Comment opposing proposed rulo 10CFR20 re Incineration ol weals 
orl.Suggests NRC take charge of poisoning ol planet & Slop praclices (hai are loading 
to death ol biosphere 

COHEN.A.Q. Ecology Task Force-Soulhetn Caillornta Ecumoircal Council. 
53FR329I4 00003. 68/10/18. Oockoling & Services Branch Ip 47325:351- 
47325-361. 


0011030342 Commenl oppos-ng ptoposod ru’e 10CFR52 10 early silo permits aid design 
cerMirearron 8 combined l.censas for nucfoor power reaclors.Repoosts oxionaion ol 
OO'day commoni Dcriod wh.cn oisp&os 081024. 

SANOERSON.B M . SANOCnSON.RC. Alliliation Nol Aes'gnad. 63FR32000 00036 
86/10/20 DockeiingS Services Branch, ip. 47376 279.47376 270. 

0611030353 Commem supponing propcsod ru’d I0CFRS2 ro slandard-zaton 4 com- 
(nnod licenses lor nuclear powor roeciora. 

BROWN.HH. Connect eui. Sieie ol 53Fn32000 00036. 00/10/10. Docketing & Sorv- 
Ices Branch. 2pp 47376 200-47376 201. 


80(1030307 Commenl on proposed rule I0CFR52 to early a-'.e purmiis,sld design com- 
lieailons & comb'ned I'censes lor nucieai po-wor roaciore. 

NOOLE.M.E.AIMiaiion Noi Assigned 63Fn32060 00034. 8Q/10/20 Olficool Iho Sec- 
(OUiry ol Ihe Commission. 2pp. 47076 282-4 7376 283. 


0811030304 Commenfs on propoiod njte I0CFR52 ro serfy siio porrails. Proposal rep- 
resoAis eignii-catM ospertvro from naiure & Impscis ol considoroi'On ol early Site 
issues wiHMr current procoduios- 

FROMCRJIA. New York, SialO ol 53Fn32060 P0040. 88/10/24, CHILK.SJ Office of 
Iho Secretery ol me Commission 4pn 47361 327-47361:330. 


8011030409 Comrnonis on proposed rule IOCFR52 ro oarly site patnmls Denovos per- 
mite codd poso unnecessarily complex ovscusi-on problems baloro plams evontusliy 

^NO.K.E. North Caioiins. Stele ol L3FR320e0 00042. BO/ 10/24. JULIAN.E- Docket- 
ing 0 Services &anch 4pp 47336 055-47336:358 

8011030414 Comment eupport-ng proposed rule 10CFR150 10 roassoitsiion ol NRC au- 
Ihoriiy lor approving onsite low level waste dispoeai m eg'OeiTienl sielos. 
EOWAROS.D.W. Yankee Aiorn'C Electric Co 53FR31S66 00024. 06/ 10/18 Dockoling 
0 So^cos Branch. 2pp. 47376 266 47376:287 


0811030419 Commont on proposed rule 10CFRC2 ro early sno potm-is.sld design ceili- 
hcauon 0 combined licenses for nuclear power reactors NRC ariould lako caro of 
present sslaly probltitne before smoothing way lor moro nucloer roeciora lo be bu-ll. 
SermOEOERB GE Slocklioldors Aninnce Agemsi Nudonr Power, 63FR3206I) 
00043 88/10/21. Dockolmg 6 Services Branch 3pp 47336352-47336354. 


881 1030424 Comments on proposed rule tOCfHSO to extension of Hme for impfemon- 
iai>on ol doconiaminalion priority 0 Itusicoship provisions of property insumneo 
roQurremanla-Uiil reowesls response to 880927 1ir. 

GGHie.O Wisconsin Power & Llghl Co. 53FR36338 00005. 88/10/20 Dockotng & 
Sw^es Branch, tp 47376:204-47376 265. 


0611020224 Commenl opposing proposed rule tOCFRiSO re reasaorilart of NRC eir- 
Ihoriiy lor approving onsite low level wasle disposal tn Agreemeni Slates 
LASH.T.fl. Illinois, Slate of. Oepl ol Nuclear Salely. 53FB31B0I) 00021. 68/10/21. 
Oockeilng & Senrlces Branch. 4pp. 47326 316 47325:318. 


0811030420 Requests 90-d8y exlension lo eubmii commorvls on proposod rule 

I 

GARCtABH. UHiiy Workers Union ol America. 53FR30795. 88/10/23. Docketing 0 
Sennees Branch Ip. 47336 351-47336 351 


8011920254 Comment on proposed rule I0CFR52 re early slio permits, sld desgn certl- 
ficstlons 0 combined Ucertses lor nuclear power reactors. 

OLASSMAN,R. Allilialion Nol Assigned. 63FR320eo 00029. 88/10/20. NRC • Mo Oo- 
lailed Alliliatlon Given. 2pp. 47320:126-47328:120 

0911020294 Comment opposing proposed rule 10CFR52 re one-step licensing lor nu- 
clear power planla.Rule wfff snort-efreuft effective iried-i-lnje procedures 0 efimfrule 
maloi areas ol public review 0 Increase risk lo public ol dangerous plents. 

STEIN.E. Affiliation Nol Assigned. 63FR32060 00030. 88/10/19. Deckeiing 0 Serv- 
Ices Branch. Ip. 47326:319-47326:319 


8011030430 Comment supporting pioposod rule 10CFB40 ro licensing of U enrichment 
facilities DOE prspBred (0 pstl-Cipate In NRC eilod to osiabi.sh licensing requirements 
aooVceble 10 extslmg 0 luluto enrichment lecilillos 

SCtfrtU.P.G. Energy, Depl. Ol. 53Fft32396 00004. 86/10/24 CHILK.S Ollice d Iho 
Secreiary of the Commission. 8pp 47336.345 4 7336 350 


881(030458 Comments onpreposerl rule iOCrn26 re fitness lor duty progrem.ProgiBin 
allows uncedilied on site screening. 

8ATJER.J.O.. 2EBELMAN.AM. Isboreioty ol Paiho'ogy. 53rR36?05 00007 88/10/ 
14. Docketing 0 Services Branch, lepp- 47376.262-47376:278 


8811030462 Com.Tieni opposing proposed ru'e fOCPRiSO re removal of Agraernoni 
Slate auilioriv over i.consing ol reactor dsposai ol lo<v level redivssto Ru-'e woo'd tie 
maccep'.ableiriva&'on ol state aMtt>o<ity 

ShAP.'RO.L., DEHCUMK Eev.'rcemonial riennmg Lobby. S3rR3i8eo 00099 80/10/ 
19. Docketing S ServiMS Branch. 2pp 4733535Q-4733&3eo. 

6611030469 Com.Tior:l cppos'na proposed rule lOCPHiSO re NRC aathonty to approvo 
or dsapp'ova disposal ol racivasie ai reactors Authority sliould rorryp.rt w/eiates n 
order to encourage Jocei dociSJon-mali'r>g 

OVE.M. Airihalion N'oi Assigned. £3fn.1teeo 00043 66/10/20. Office of ihe Socreiary 
ofthoCommiss'Ce. tp 47675218 47675.318 

8811030476 Commort supporting proposed rule i0CFn?0 re aids for protochort against 
taxation Ar.nual dose provis'on m conjunci-on vn/ccmtrined dose workplace coeuots 
will p-oteci workers exposed to radionuclides. 

STERN.1 vVesinghouso Electric Corp. 5lFn30a70 00032 ad/tO/lfi. 2ECH.iv\f 
Comm.ssiorers -Ipp 47340:356-47340 358 

8811030478 Corrmenl sirpporting pioposod rule 10CFRS2 re early site pormiis.si() 
design cedilicelions & 00.1101000 (.censes for r>uc'ear power p'ariis. 

VOVA, SC. Chamber ol Commerce, US. 63FR32060 00044. 60/10/21 Oochotno & 
Serrices Branch Spp 4?361.334-47361;343. 

8811030482 Commoni oppos'ng proposed ruin 10CFH20 re onsito mcinDtabon of rad- 
was'A oJ from nuclear power ptanfa Baltevea <Bd<at>on retohsed during itoitnal opet- 
eion of nuclear power planis oxceoda puOl'c (nieresi 

BlRMiE.P Maryland Njc-'oar Saiety CoeiiUan 63Pn320H OOOiS 68/10/20 CMhco of 
ihaSecteiaty ol ihs Commissioa Ip 47361 333 47361333 

881103048S Corn.Tor.l opposing piopo'.cd rulo lOCFRlSO re NRC authaity lor reactor 
sTe d.sposef Believes stales srion.'d be responsible for disposal 
OALTO.N.S Aliilislion Nol Assigned S3FR31Q8I) OOQ27 ^o/lo/tO OockeLrto & Sonr 
iceseraftch. ip. 4736i.326-473G\:326 

661 1030486 Com.'Tieni cn proprosed rule 10CPR52 re early 946 par mils, aid design ceril- 
I'cations & ccmbir.ed ( cenaos lot nuclear power teeciora Ru'e does not go tat enough 
Cp a‘'ow mean.ng'ul reduction complexity In licensing adjudicatory process. 

SUillVAN.Jl General Public Ulil.ties Mrp • QPlJ Service Corp 53FR32060 00045 
88/10/21. Docketing 4 Services Orench. Ip. 4?336.360'47a3a 360 

9811030489 Cornrrent oppos.ng nropoaod ru'o IOCFRI8O ro disposal ol low lovdl tad- 
waste el riuc'ear power pinnia BeiiOvos stales have greater lam iianiy w/tocat envitort 
BiPN.'E.P.r G.£ Slockno'dors Alliance Aga'nal Nuclear Power. SjFn3i06O 00020 
88/13/18 Docketing & Sofrlces Branch. Ip. 47336;3S5-47336 360. 

8811030481 Comment opposing proposed rule tOCFRlSO ro NRC aulbonty lot ai-roac- 
ipr Site duposU. 

ORAKE.QA. AIM'etiOn Nol Assigned 63PR3l0ei> 00030. 66/10/19 OochoUM 8 
Servi'casE ranch. Ip 473Bl:a32-473ei.33a. 

8811038498 Camrnenl opposing proposed rule I0CFR30 re onsiie metnerenon of rad- 
wasie Oil Irotn nuclear power pianis Supposed coal advantage should not bo conn'd' 
oraiien oi NRC in maKing dclerminaiian. 

B.'fiNiB.P.T. O.E. Siockholdors A'i,anco Agalnsi Nuclear Power. 63FR329I4 00014 
66/ 10/21. Olflca ol ina Saciotary ol iho Commisston. Ip. 47361.331 -4 7361:331. 

8811030497 Corriireni on proposed nilo 10CFA26 re random drug leaiiio. Author 
tuongiy suopons drug (rae v<oik piaca. Random drug lasting botdara on vtoiaimo con- 
siiulior'sire^ls 

PURCEll.J^ Aifil'aiion Not Asslonad 53FR367e8 00909. 88/10/16. Olfico ol lha 
Secretary oMhe Commission ip. ^36(.3S9 47361 350. 

89110)0900 Comment supporting proposed ruio 10CFR62 r« ona-siep acansi/M 
ruieAutnor exoanonca fias shown ihai bii'iLos concamad & wiSno.aa wOB as 
reciuirad.io design 8 bu ld saiasi plant possibre 

eONNER.JP Alliiiebcn Not Assigned. 93FR32060 00027. 86/10/14. OocKeting 8 
Serv'Ces Branch 2pp. 4736l:344->r730l:349. 

681 1030801 Comment eppaainn propoaod rule 10CFR82 <a ona-Slep ilcattsing process 
imposing combined const & OL Nolhing Inherent In rosclor slandatdireiion wNch re- 
wires one-9)ep licensing 

COTTRELLA B Affii'aCion Nol Asalanod. 63FR32060 00021. 86/10/10. Dockeiirtg 8 
Services Branch, ip 473di:343'473ei:343. 

8811030503 Commeni re proposed rule IOCFR20 re disposal ol wssle 08 incinorabon 
BOOKER.JE. Dull Siatee Ulllines Co. S3FR329t<l 04912. 80/19/21. OV>co of the 
Seoratary ot iho CommtsslOft. tp 4736V.3St-4736V.351. 

601 1940141 Commeni on proposed rule I0CFR7I re IrensportaiiPn leguieborts compei- 
•blity w/lAEA Proposed rule must be townUen to remavo (im.i on fow apeofo aciwiiy 
at 7 l.lO(bU2) provision S made compatible w/Safety Series 6. 

OEFFER&ON.RU. deflorson, R.M. S3FR2f869 00011. 80710/18. Dockelmo 6 Sorv- 
Ices Srench. 2pp. 47376:269-47376.290 

8811046160 CorTimenl on proposed tula 10CFR7 1 re compai-biiny w/mtt leguialiotta per 
IAEA Advises lhat lout paragraphs in proposed rogufalions need further clarilicaUon 
&/or comment as ilsled. 

SHEAL.Y.H.O. South Carol (w, Slate ol. 53FR21550 00012. 68/10/20. Ollico rH tho 
Secroiary ol llieCorrmission. 2pp. 47370.201-47376:292. 

081IO4OI6S Comment cn pro^sed ojfo 10CFR62 re one alap licensing to create 
siandardijed reactor designs.ProPOsed rule wou'd create dcens'ng problems lhat in- 
innoe on Ind'ividuats & slates rights Comment period should be exiendeU. 

EASON.L Alabama Conservancy. 63FR.12O0O 00039. 83/10/10. Oockebng & Serw- 
icas Branch. Ip. 47400.139-47400. 139. 

88111)40180 Commeni opposing proposed rulo 10CFR52 re one step reactor licerisino 
process.Utils should nol have authority over state & local govis lo dcleie whet Is safe 
or unsafe in arty state 01 (ocality.Edonston ol conunanl pat^ leguesied 
QARBARINO.M. Afliliaiion Not Assigned. S3FR320d0 00036. 86/10/20. Docketing S 
Services Blench. Ip. 47376 260-47376 206. 

0011070247 Co.mment supporiing NUREG-1317, "flegulaiory Options lor Nuefeer Plant 
License Renewal.'' Encouieges NBC to make every eftort lo assure that workable set 
of regulebons In place at time load p.'anis submit licensing appucaHons. 

MARRIOTT, P.W. General Electric Co. 63Ffl320l9 00036. 80/10/26 Dookelmg & 
Services Branch, epp. 474O0.117-474OO-.122 


6811070261 Commenis on proposed rgio I0CFR40 to cusiody ol longierm ca'o ol L.' 
mil la I ngs siios.Co.ncepi oi general i conso appears sounp S has no sdverRo i-npaci 
on UMTRA project 

MANN.SA Energy. Dept o« 63Fn32.196 C0005 66/10/24 Oockolmg 8 Ssrvces 
Branch 2pp 47400.126-47400 127 

881 1070270 Commoni pn proposed ru'o 1CCFR6O & NL7flEG-l3l7 ro regulatory cptons 
lor nixiear plant l-cense renewal Urges NRC lu givo lo;; consido.'aiion to commons 8 
a'oeaed er^diUousiy to sot up proper tegu'aiory ftomfewotk lot i cense tec.evral 
SULIIVAN.JI Gonara! PuOlc Uii'iiios Corp • GPU Serv.ee Co/p. 53Fn320l9 00036. 
00/10/20 CHIUK.S Ollico oi ihe Secretary ol the Commssion 2pp 47400 128- 
47400 129 

0811070271 Commeni on NUHEO fDi7, Heguiatory Opt’ons tor Nuc'oa- P'8ni ijct-r.so 
Renewal " Approach mat sTojkJ be laken to ovaiuaio component eg ng & 10 eslimaie 
ccmponeni i-.'o stiou'd be addrosseej 

OECGEORGC.LO. Comrnonwoallh Coispn Co 53Fn32-3l9 00037 66/10/27 
C11ILK.S J Office ol the Secretary of irie Commission 2pp 47400 1 1 5 47400 1 1 6. 

0811070277 Ccnvnanl suppp/Lrg pioposcd rule IOGFR50 6 diali NUREG 1317 re roQ- 
ufalory options lor nuclear license re.-iewol 

GfllDtEV.n. Tonnossoa Valley Aulfiprity 53FR32019 0C035 60/10/20 Dockoling & 
Sorvices Branch ?pp 47400 1 13-47400 1 14 

6611070328 Comment suppofi-ng pioposoJ ru'o 10CFR50 fo nuc'oar plod 'to exten- 
sions 6 kcense ronowni.L/tii mionds 10 coni nuo participation m ongoing i.nduslry actvl- 
ties re NFlEx issuo 

6Uft&<t,0.F. Louisiana Power 6 L'Qhl Co 53fR329l9 OCO12 00/10/26 CH.LK.SJ 
Ofbee Of Ilia Socroiary pi the Commission 2pp 47403 111-47400.112 

88 1 1070335 Coovnont opposing propose-J ru'e ICCFR52 <0 one step licensing rule lor 
hudoar poumr plants 

lAVVREluCE.N.L Attiriaiicn NOI Assigned 53Fn32060 00050. 8e'l0/20 Docket .ig & 
Soivlcos Branch 2pp 47400 I30 474C0 I3i 

8611070343 Com mo.ii &-jpporiing proposed rule lOCTRlSO to roassoriing NRC euir-ot- 
■ly lor approv.-ng ons'ie low level waste d.sposai i.n Agroomani States 
C^lVin.jF. Nuclear Managemoni & Resources Council (NU.MARC) {formoify Nuclear 
UM-iy Manege 53fR3i00O 00034 66/10/20 CHiLKSJ Oll.te ol Iho SeciBian/ ol 
the CcMnm.ssion ip 47400 132 47400 132 

68(1070350 Comcrent on ptoposetl lu'os t0CFR40 to long term caie ol U miU tailings 
siios General license appea's ip be Moxibia onough lo hand'o divers eituailons which 
exist In environ 

OANIElSON.T s. Indiana. State of 53FR32398 COOOe 68/10/25 Docketing S Sorv- 
IcesBran^ Ip 47400,133.474 00-133. 

861 1070)8] Comment on proposed rule 1OCFSO 'o rog options lor nuclear p'ani license 
renewal Util ondotas nuMarc NUPLEX Wp.'kino Group submiied 
KUNCL.LO NObiaskB Pubic Powm 0.sitrcl. 53FR32919 00033. 68/10/26. 
CHILK.S J. Ooekeiiny 8 SO'ViCCS Branch ip, 47400 134 47400.134. 

66(1070)85 Commoni eupporlir.g pipposed rule 10CFR20 <a disposal ol vratie oil by 
incineraeoo 

KF.ARNEYJ) Edrson Eiacin; mstnuld S3FR32914 000l7. 60/10/20 CHIIK.S.J. 
Oflica ol Ihe Sociaiery of lha Cornmiss on 3pp 47400 136-4/400 1.I8 

8611080003 CornmoDl suppod r.g propbsad rule 10CFR50 & NUREO-1317 >a ragiAatOrV 
opbons lor fk/cioai plant Ficense ronawal 

WILOUS.W.S Florida Powar Co'P (subs, ol Flo.'ida Progiess Corp,) fi3Fn320l9 
OOOlO. 88ri0/25. CHiLX.Sj. OHito Ol Iho Sotteiary ol Hio Commssan Ip- 
47412 355 47412:355 

0611080004 Comment opposing proposed tu:o tOCFR52 re changes to I.cens9 
apphcaiions Roouasie axtansion o' 60 days tor commoni period 
LSWlS.kA.l. AtliliBiion Not Assigned 53 Fh 32O0O 00040. 00/10/27. Ollice 0) ihe Soo* 
reia»YOIihoCommi6S,‘en ip 47412 056 47412 356 

664(0600)9 Commenis Ph pipposed lulo 1OCFRSO to rogulaiciy options loi fijcleaf 

{ I'eni hcenso renewal Concurs w/NRC 10 exiont ihai opportunity for hearing required 
Of renewing extsi-ng l-canse 

RtCCtO.JP Nuclear intotmatw & Resoutco Service 53FR32810 C0034. 66/10/28. 
OockeUng & Services Branch epp 47417 316 474i7 323 

881(080047 Commeni opposing proposod rule tOCFR52 re nuclear power p'eni 
foguianons Proposal wou.'d only roduco costs tor ir.dusiry 

CHESLOW.E. AHibaiion Nol Assigned. 53FR3206D D0051. 60/10/25. OocKeting 8. 
Services (trench 2po. 4 7413 334-47413 335 

8811060007 Fcfwaifla legulatory Mstory index lot pioposed amend ol (OCFRI6O t© 
reaeswlion of NRC eulhonty for approving onsiie low level waste disposal in Agree- 
meni Slates. 

LAMS.WR. Regulation novelopmem Branch AC57-1 Ot. &e/i0/2t PHILIPS,) flogu- 
lalory Pi^'cauons Branch. 2pp, 47519.349-47519 36 1 

-0805210192 Requos's lOCFRiSO.iS rule change by 870201 lo siaio the! NRC sc!o 
approval eulhonty lor butial/d'sposal of radwasie per lOCFn20 302 m exclusion & re- 
etiicled areas c4 NRC licensed reaclot & 10CFR70 tuoi CyOe iaciUies 
PENTON.H.R. Ol/.'ce ol Nuclear Reactor Regulation, drecior (051l25-6'/O4i 1). 
OAVIS.JF. Office ol Nuclear Malarial Saiety & Saleguards.Director. AC57-t 04. 06/ 
06/12. MlNOGUE.R 0. Ollico oi Nuclear Rotatory Research, Oi'SclPt IPr© 660720). 
1p. 47S20 001 47520 008 

-8805210208 Oiscussos proposed rev to lOCFniSO.sleUng NRC sole appiova! aulhonty 
lor bunal/disposai of radwasie at NRC-ncansed reactor & lOCFR/O fuel cycle lacili- 
tiee re decommlssiori ng, per 65i lOi llr. 

DENTON^HR. Ollico of Nuclear Reactor Regulation. Oiioclor (65i f25-6704li). 
OAViSJG Oflice of Nuclear Maienal Safely & Seloguards.O.reciof AC57-1 05. 86/ 
06/(2. KERR.G.f/, Ollico ol Stale Ptogtarns, Onecio: IPto 870413). 7pp. 47620 002- 
47520008. 

-80(1080098 PtovideR requ'aio^ history jwocedutes lor compning complelo package ol 
documents re "Reasserting NRC Authoniy for App.-ov.ng Onsrio Low Level Waste O.s- 
posai m Agmemeni Sialos ' 

PHIUPS.JD. Regulatory Pubiicauons Branch. AC5/-1 02. 88/08/30. STEWART.j. 
Office ol Nuclear Regulatory Roseaich, Director (Post 860720). 2pp 47519 351- 
47519352 
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-eSflOeoiO"* forwards drsli rerjolalory analysis 1oi proposed ru'.o 10CFR150 te roaa- 
scttng wnC auihofity lof approving onsiie low level waste disposal tn Agteemeru 

Te\*FORD.JL. flogulalion Oovolopment Qrancn. AC5?-t 03. 88/09/07 

SHCl-Bun'NE.E C Public Documenl Branch. 9pp 47519 353'4751fl 361 

-68 11080145 Discusses lurisdiciior) Over low lavo) wasio mgi ai looctor sites tn Agree- 
rroni Sioies Decisions re docommissiorMng of reactors & release oi silos for wire- 
si'icted wse 10 be complicaied by iMSi conclusion unnccosso^. 

CUNNINGHAM, G H. OHico of me ExocuUve Legal Director (Pte 060701). ACb/-i Oo- 
SS/OB/ia DENTON, H.R OHice of Nuclear Reactor Regulation. Dtrecior i8bii^a- 
870411) 5pp 47520 009-47520.015. 

6811060204 Comment opposing proposed rule lOCFn26 re random leslmg proj^n to 
be inck/fleU In (ilness tor duty program Supports only behavioial ohservation » leswig 

WDLP.O W inlernationai Bromerhood of ElecUical Workers 63FR36795 00010. 68/ 
10/25 Oockot.ng & Services Branch, ip. 47418 354-47412:354. 

6611080208 Comment opposing proposed rule lOCFfl26 lo lilnoss lor duly 

preoram Author does not support random losting^^ nnn,, 

SCHLOSS£Hl,J M. Intornational Bfotherhood of btectrical Workers. 53FR36795 OOOn. 
88/10/26 Dockeiing & Somlces Branch. Ip. 47412 360 47412.360. 

8811080261 Common] pn propoaod rule tOCFRSO re nuclear plani life emens-ofi 
(NUREG-13t7) Operation beyond 40 yr license leim should bo viewed as ctwiifioum 
of some rocuiatory po'jcies which underlie originally licensed design basis of ptent. 
CONNERTB Conner 8 Woiiorhahn CONNER, T.B. Pubke Semico Elocitic A Gas Co 
Of New Jersey. 63FR329I0 00013. 68/10/28. CHILK.S J. OIlico of the SecfeWry of 
iho Commission. 10pp. 47413.336-47413 354. 

88U080268 Comments on propoaod rule tOCFRSO re regulatory opikjna (o< (4anl li- 
cense renewal (NUREG-i3t7).Llconsin9 basis should bo yardstick aga'nat which piani 

measured for determining plant adequacy lor licenso renewal i 

WUS0LF,DM Noimern Slates Powot Co 63FR32819 00022 |a/i0/26 CHILK.S J. 
Office ol Iho Secretary ol the Commission. 2pp. 47413 357 47413.358. 

88110B0289 Comment on proposed rule lOCFfl40 re ANPRM.custody A tong term U 
mill laiimga sites. Rule avoids any mention ol NRC cooperation w/siates In form of oo- 

HaIilVa j'^'^^^o^a^do! Staia’of. 63FR32396 00040. 86/10/21. Oockotifig A Servkies 
Branch 2pp 47413.3S9-47413360. 

8611080296 Comment on piopoaed rule IOCFR60 re NLlfleQ-13l7. ''ft^iAato^j^ 
HOI'S lor Nucieer Plant ucense Renewal." Licensee should esiaoksh A maintain 
lOl ewiity.mamt A/or Operating hislonea ol saioiv related components 
MOON J New Jetsey, Sieie of. 63PR3a9i9 00032. 60/10/27 Oockeling A Soiv«os 
Branch. 3pp. 47417:3t3'474l7'3t5. 

8011080306 CommenI on propoaod rule 10CFRSO re NUfl6G-t3i7. ^ 

lions for Nuclear Plani Life Renewal." License renowai appiiCoi'On shouW be ms<w 
on current operating liceneo. Term d kcense ronewsi should 
HOFFMAN.OP. Consumore Power Co. 63Ffl320l9 00031 CHilK.SJ 

Ollice 01 the Secretary of the Commission. 2pp 4 74 13 365 4 7413 356. 

8611060307 CommenI on proposed ruio t0CFfl20 re disposal of wssfe ^ 
incineration Commission urged 10 adopt rule in timely manner Incorpoiafing n^s w 
that disposal option provided w/ necessaiy A appropnafe feguiacory efsbir-iy A ceua-n- 




wjLVIN,J.F. Nuclear Managomeni A Resources Council (NUMAflC) 

Uliliiy Menage 63FR32914 00020. 08/10/28. ailLK.S J. Oockoling A Services 
Ofsneh 2pp. 47417:324-47417:325. 

8811000309 Comrnent on proposed rule tOCFfl62 re combined licenses tor r^ev 
reactors.Torms lor permit A renewal should be ilmiled lo not more than 3 w 4 yr* « 
otit reou'red to post ferae billboard fn piomlnoni spof announcing site ot ptooi 
NEM^HY.E. Ecology/Alert 63FR3M60 00048 80/10/16. Dockolmg A Services 
Branch. 2pp. 47417:326-47417:327. 

8011060314 Comment on proposed rule tOCFRSO re NunEG.f3l7. "Regulaiory Op- 
tions lor Nuclear Plant License Renewal." Endorses NUMARC comments on scope » 
basis of NRC review of license renewal applteaf/ons om.n.oa 

AIEXICH.M P. American Electric Power Service Corp. S3Fn32919 00030 80/10/26 
CHILK.S J- Olfice ol iha Secretary of me Coimnissm Ip. 474t7:326-474»7 32» 

6811060326 CommenI on proposed rule I0CFR50 re nuclear plant ^jmae 
renewBl-Staiements in NUREG-t3t7 ihei PRA can form basis for pdonMBikm ol Homs 
requiring analysis unacceplsble. ^ »tr>r> 

HiATT.SL. On'.o Cilirena for Responsible Energy. 53Ffl32919 00020. 80/10/26. NRC 
- No Derailed ArWiaf/on Given. 6pp. 474 17 329-474 r7.-333. 

6611060328 Comment supporting proposed rule 10CFR20 re d'SposBt ol 
incinoiailon. Proposed rufe would provide several bonoliis, Including foservatio** of tHWi- 
ed capaciN in licensed disposal sties lor wastes w/Weher MilviUes oouw/ot 

STElNHAROT.CR- Wisconsin Public Service Corp. 63FfW29l4 0{»2l. M/10/27. 
OocomonI Control Srancfi (Documanf Cortirol Desk). 2pp. 47417 334-47417.335. 

68f 1080334 CommenI on proposed rule tOCFRSO re exIendTig nuclear power plarH IF 
censes beyond 40 yrs Targei date proposed by NRC both achievable A realiyic. 
EOWARDS.O.W. Yankee Afomlc Ewiric Co. 53Ffl329t0 00021. 88/10/16. Dockewig 
A Services Branch. 2pp. 47417:336-47417:337. 

0911090029 CommenI supporting proposed rule tOCFRSO re NUI=IEG-t3t7, 
lory Options lor Nuclear License Renewal." Supporis conlonls ol NUREO-t3l7 » w 
dorses NUMARC comments on rulemaking A position paper by NUMARC NUPLca 

CMA^/8j^,W. Middle South Utilities. Inc- 63FR32919 00024. 00/10/28. CHtlK.S-J- 
Office ol the Secfetaiy of the Commission 3pp. 47422,336-47422:341. 

8811090041 Comment on proposed rule tOCFRSO re NUREG-13t7, "Reguteloiy ^ 
lions lor Nuclear Plant Ucense Renewal " Concurs that generic aging mgl 
necessery A ihaf such programs should continue lo be implemented where eppropo- 

I'IlmAN.M. Consolldalod Edison Co. ol New York. Inc. 63FR32919 00025. WlO/28. 
CHILK.S.J. Olfice of the Secreiary ol the Commission. 4pp. 47422.342-47422.345. 


8611090055 Comment on proposod ru'o IOCFR50 ro NUFlEG-13'7. ■Regu'etory Op- 
tions for Nuclear Plant License Renewal.'' license renewal appticai'on should be aa 

sessod by NRC uiili/'ng current licens'ng basis ihai is in ottoci lor suhj Jac.iiiy 

WOOO^.O Florida Power A Light Co. S3Ffl329t9 00027. 86/10/27 CHILK.S.J. 
Ollico of' the Secroiary ol the Commission 6pp 47422 346 47422 35t 

861106007S Forwards rogulaloiy hlsioty package (AB70-2) re imal rule 10CFR72 '•Ll- 
censkig Roquifomenis for indopendont Storage of Spent Nuclear Fuel A High Level 

STE\?flK6 Division of Engineeimg (Post 870413). 5IFRI9I00 88/10/21 
PHtUPSj.O. Rogulaiory PubHcat-ons Branch. 3Cpp 47514:149-47515.051. 

-6812160168 informs that Subpan G ol 10CFR72 re hcens-ng ol monHorod toifieveblo 
storage faoMios lor yienl nudeai fuoi & high fovel radwaato shoi/d bo changed lo 
aoreo w/App B of lOcFRSO.as noted. 

ofllMESSK Oiv ol OA.Vendoi A Toctmical Fra'nfng Center Programs.iE (050212- 
670413) SIFRIBtOe. 86/12/11- NiLSEN.CY/. Materials Branch 2pp. 47515:052- 
47S1SOS3. 

-8716210200 Responds to oic concurrence requesi re proposed wtos 
10CFR2 16 20 2t fo 73 75 160 A 72, "Licensing Roquiromenls lor Indopendont Stor- 
age 01 ^ot Nuclear Fuel A Hgh Level Jhfoa ch4 w* recom^ 

LiEBERM^J. 0(C Ol Enforcement (P08I 670413) 61Ffll9t06 87/10/07. 
OECKJOHOE S Office of Nucloar Regulatory Research, D.recter (PosI 060720). ip 
47616169-4 7Sie 169. 

—8713230303 SECY •87-208 Recommends Commission approve revised linal 1° 
iOCFn72. ''Ucenamg Requirometiis for Indopendani Storey of Sp^i Ni^earFi^ | 
li,gti Level Radwaste" A coniorming amonds lo 10CFR2,19, 20.21,51,70,73,75 A 

the Executive Director lor Operations 61FRI9106 87/12/06. 
lS2pp 47517.020 47617:171 

-9863070311 Forwards Pages l-<,con(alninfl rovs fo lOCFR??, "LrcOTSing Requvo- 
menis lot Independeni Storage ol Spent Nuclear Fuel A High Level Radwasie, per 
SCCy* 

TREBY.SA Aesislanl Gonorsi Counsel tor Hulomatung A Fuel A*)/ 

03/02 CHILKSJ Office of Ihe Sacrotary of the Corrmisslon UpP 475l/'*72- 
47517:182 

-9003340266 SECY-B7.298 ERR Etralo lo SECY.87-298 rO '"’S' hi'O lot Rev 
to 10Cffl72 "Licensing Hequiremenfs lor (ndaportdenl Storage of SponI Nuclear 
Fuel A Hwh level Radwaste " End t should be '9P'a“d /RN. 

• die O' ihe ExecuitvO Oirocior tor Oparaliorts. BIFR16IO0 0fl/O3/i6. 142pp. 
47617:183 47517-324. 

-9600290318 seCY-97.268 ERR Cotteciton notice 10 SECY-B7-298 to Imai luie tor tov 
(0 tOCFR72 re htensing faqu/emanis tor Indepa^m etoraoe of »p^l nwlear fuel A 
Wgh level tedwasie A ceniitming emends to 10CFR2, 19, 20, 21,81.70,73, 76, l60.Voie 

0? toe^^Soctoie/y oi 'he Commission. 6lFni9lO0 86/06/08. iB5pp 
47617:326 4 7510:116. 

-0811060143 Forwftids summery/minutos P» ACRS 081121 *“?! 

slotags.lor levtew.Conectod veision ol rp,rtuiea,Biibf tncorpotaiion ol commonls.wiil 

MEMll^*ACR5*' AtMsoJy Commtitoe on Rosciot S|toouoto8. AB70-2 ®|.' 

04 Sie^C ACRS • Advisory Commhioe on Rsacior Safeguaids 27pp 47518 026- 
47616.051 

-6811090186 Requests essiatanca m reviawing 01 end iinai ktojinds to 
I0CFR2 19 20 21T0 72 73.75 A 150, "Llcensifig Requ fomenia tor independeni Slor- 

ooe ol Spool Nudoai Fuel A llgh-Lovol naowBMe" 

Owis^oi^ of Bnweortng (Post 8?04>0). 

6R1MSIEVOH Division ol Rules A Records (670413-880514). 2pp 47616:054- 
476(«.055. 

-88I1O90176 Responds to 870714 request for commonls on proposed Irrwl rule smond 
lo IOCTR2 19 20,21 70 72,73.75 A 150. "Licensing Roqu-.remBnla for Independent 
Storegeol Spent Fuel A High Level fladwaaie.’' Commenis 
KAK^RERC Slate, Local A Indian Tnbe Ptogtema 
BO^AK.fl Drv«lon of Engineering (Post 8704)3). 2pp. 47516.056-47616 057. 

-8911090217 Commenis on final ruio amonds lo A l®il; 

■•Uconslng flequliomania toi Independeni Slotege ol Spent Nudoar Fuel A High Level 

HH^yA^ Region 3.^0lc o'! the Director. 6tFRl9l06. 87/07/23. BOSNAK.R- Division 
ofet'^oeiing(Posia704l3) 2pp 4 7575:058-475)6 059. 

-9911090226 Offers no obiectlon to issuance of final /de 

10CFR2 1920 21.70 72,73.76 k 160. "Licensing ReauTomenls for Indopondenl Stor- 
age of Spent f/ucioar Fuel A High Level Radwaste,-’ P®' 

mlssELLW-T Region 1, Ole ol ihe Dlroclor. 5lFRl9t06. 07/07/24. 
QECKJORD.E.S, Office ol Nudoar Regulatory ResssrcH, D'/ecto/ (Post 660720). lp. 
47515080-47615060 

-9911090231 Oilers no comments or> final rule amends lo 10CFn2.19,2t,2l. 
51 70.72 73 76 A 160, "Liconsmg RequiremenJs lor kidapenderi! Storage of bpeni Mu- 

dew Fuel A High Level Badwasfe," per 870714 memo^ onewauQ rvwi 

MAflTfNRO. ffagion 4, Ofc of the (Srecior 5IFRI9105. 07/07/24. BOSNAK.R. DM 
slon ol EngtoBOtlng (Post 870413). tp. 47515:061 -47515.061. 

-9911096239 Responds lo 870714 tequeai lor review ol final rule amonds to 
10CFR2 192021 70,72,73,76 A 160, "Llcdrislng Requkemenla for independent Slot- 
age of Spent Nuclear Fuel A High Level Radwaste." No safeguards objections rdsed 
SURNen.R.F. Ohrlsion of Saf^uards A Trensp^afion (P«f ®70413). 51FR10IO6. 
07/07/24. BOSNAK.R. Division of Engineering (Post 070413) 10pp. 475lB.0b2- 
47615.071 

-0811090244 Comments 01% finai rule amonds W 10CFR2.I9,20,70,72.73,75 J 1®®- 
censing Requirements tor Independoni Storage ol Spool Nudosr Fuel A High Level 

Radwaste." Marked up draft el futsmakingpackafla ericl . o n. 1. 

MEYER.O L. Rules A Procedures Branch 6tFRlSl06. 87/0//24. BOSNAK.R. Divlson 
of Engineering (Pest 670413). i47pp. 475t5;072-476}52l8. 
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-09t 1090256 OKeis no commenia on final mle amentfa lo IQCFR2. 18.20.21. 
Sl.70.'/2.73,75 & 150, "Licensing RoQu rerrenis for (ndeponefeni Storage ot Spent Nl^ 
e'est Puoi a H on Lotfoi Badwasie," per 870714 foquesi 

JOHNSO.N.G D.vis.on Of Accounting a Finance (Posi 870413). S1FR181O8 . 87/07/ 
26 605NaK,B Oitf.sionol Eng neeiing (Post 870413) tp 475152ie-475tS2l0 

-661 1090262 Corrnienis on final rule. "Licensing ReguirernGnts lor Indepencfenl Slo/* 
ago of Spent Uucloai Fva'." Sect one 72.33(a) & 72 204(b) sboutd be rhoOtiE.-tf to 
cnanao 2 yi rocoref reioniicn period id 3 yts. 

PARCOVER.H Records Uanagemonl Qranch (Pre 880103) 5lPR16t06. 67/06/06. 
SFEYER.KG Watof.ala Engneec.rg gianch. Ip 475i5'220-475t5 220 

“0811080269 Responds to loquest lc« co'ftiierit/concufteflce cti libs' bite afbands to 
I0crn2, 10. 20,21. 51. 70.72.73, 75 & ISO, "Licensing Requiiemenls for Indopendenl 
Sior^o Di Spent Nuclear Fuel & High Level Radwasia " 

PARCTovFR.H. Rocoids Manegoment Bransfi (Pre 660103). StPRIOtOB. 67/08/06. 
MEYER.OL. 0.vis.en of Ru'es & Records (870413 880514). ip 47S1S22I-47S15-221 

“88111)90282 Olfe/s no com.r.onts on final rule amends lo tOCFft?.l 0.20.21. 
6V70.72. 73.75 & 150. "L-cens’ng Raqu'iamonts lor Independent Storage ot Span Nv 
dear Fuel & Hig*! Level Radwasie." 

CtNNiNGHAM.RE Off CO cl Nuclear Malarial Safety 8 Salegua'<fs.OiidciC( 
5tFni9i05. 87/00/12. QOSIAK.R. Qwisiob ol Enairteerins {Post 670413) tp 
47515 222-47515222. 

"8811090285 Cormr.onis on Inal rulo lor amends 10 10CFR2, 19, 20,21,51.70. 72.73.75 
&I50. "Licons-ng nnok'remenls lor indopondonl Storage of Spent Nuclear Fuel & 
High Level Radwasie. ‘ per 870714 request Marked up drafi of emends le rulo enci 
TREBY.S A. AsS'Siani General Counsel lor Ruicniai'ing & Fuol Cycle 51FRI81O6 87/ 
08113 BOSNAK.HJ OrvlSiph ol Erginoerinp (Post 670413). 1Slpp. 47515223- 
47516013. 

“8811090294 Requests corcuoenco on onci d'eli Commission paper conlamino Anet 
rule amo.nds to 10CFfl3,i9,20, 21,51.70.72,73. 75 & ISO, "Licensing Rcqutemenis lo< 
lodeoendetM Slocaoe of Spent Nuclear Fuel & l-ligh Level Radwasie " Sumtnary Lsied 
SECKJORO.E S. Oiv.sion of Regulatory AppricaiiOna (Post S70413). SIFRI8IO6 87/ 
00/29. THOMPSON.HL. 0ll.ee ol Nuclear Materiel Sa'ety 8 Saleguarde.Direcioi 
155pp. 47616 014-47516:169. 

“8611090296 ConoiKS in rwlemaUng packeaa (or final ni'e amende to 
IOCFR2.l9.20.2l,5l,70,72,73,75 & 150. "Licensing Requremenia tor indepondeni 
SioiMe pf Speni Nuc'oa’ Fuel & Hgb Level RadASSlo." per 070929 lequesi. 
OENTON.HR. OHica ol Qovernmanial 8 Public Allaire (Post 67(HI3) 6fFFll9i06. 
67/10/13. 8ECKJORO.E.S Division ol Reou'aiory Applicalons (Post 670413) ip. 
47619 170-47516.170 

-M11080306 Cc<ici>i5 v(/finel rule aiber.ds W 1<ICFR2,18.J0.21.51.70.72.73. 75 & i59, 
"Licensing Requirorronis for Independeni Storage of Spent Nudear Fuel 8 H>gh Level 
Redwaite" inclusion ol eddiesses paragraph on Page 1 requested 
MCOONalD.W.Q Office ol Adminisiraiion 8 Resources Manaoemeni. 0>rccior (Post 
870413) 8lPRf6ioe. 87/10/15. eSCKjORO.E S OKice of lAciear Regulato.'y Re- 
aaercb, Diiectoi {Post 660720). 64pp 47516.1/1-47516:224 

“8511098316 Consurs vr/linal ru'e amends to i0CFn2.*9,20,2i.5».7O,72.73. 78 & 18O. 
"Licena'ng Requiiamenis for indepa.'idenl Siorege of Sponi Nucioer Fuel 8 High Level 
Redwasio." per 870329 request. 

Thompson, H.L OliiCe of Nuctee' Maienel Safety & Saiemierds.Oxecioc. 
51FR191O8. 87/10/21. 8£CKJORO.£S Olfco of Nuclear Regglaiory ReseardL Oi- 
reeioi (Post 660720) ip. 47518 225-47516225 

-8311090310 Oilere no legal oDjdci'Ons id draii final rule. 

MAPES.JR. Office of the Oenorel Counsel StFNl9106 67/tt/24 NILSEN.C.W. Me- 
chanical Engineering Branch (670410-880716). Ip 475ie'22647SI6226. 

-6811090327 Forwards drell Commission paper ra Anal rule amencH lo 
10CFRP.1920, 21, 61.70.72.73, 76 & 16O, ' Ucensing Regu'remenis lor independeni 
Storage ol sponi Nuclear Fuel 8 High Level Redwasre." tar censideralKsn 
BECiOcRO,ES Oivisicn of Regu'aiory Apphcaiions (Post 870413). 5lFRi9i06 6// 
11/30 STELLO.V. Ole Of (ho Esecviive Onocior lot OporeLons t53pp 47516 227- 
47517019 

••8611090349 Sled raqulremonts memo re 980714 aHi'rtiation/discussion 8 vole con- 
cerning listed SECYs 

CHILK.SJ Office ol ihe Secretary ol the Commission. M8807I4C 66/07/25 
STELLO.V. Ofe Ol itio Eseculivo Oiector for Operations. ?op 475i8.l2(F475l0 1?1. 

“681 1090357 Requests that Commission action tie implemented by arranging lor pobt- 
cetion oi end final rule amends to lOCFR?, 19.20. 21,51.70.72,73,75 8 iSO. "Licens- 
ing Reoji.'arrenis for Independent Storage of Spent In FR.per 860725 memo 
ARLOTt.QA Olvis'on ol Engmeering (Post 870413) S1FRI9106 8S/O0/OI 

MEYER.OL. Ollics Ol Adm-mstraiion & Resouices Managemeni, Osacior fPosi 
870413). 2pp 47618 122-47618 124. 


-680M7O311 Forwards Pages vx.comalrMng lovs to tOCFRTT, "Llcens'ng floquto 
ntents tar indopandcni Storage ot Spent Nuclear Fuel & High Lovel Rad/raslo," per 
SECY-a7-298 

TREBY.Sa Assistant General Counsel for Rulemaking 81 Fuel Ofcle A970-2 ?6 88/ 
03/02 CHILK.SJ Office of Ihe Secretary ol the Commsslon. llpp 476 1 7:172- 
475 ( 7.162 


-8803240266 SECY-07.290 ERR Errala to SECy-07.298 re Inal rule for Pew 
lO,lOCFR72. "Llcensng Requi'Qttionis for independonl Storage ol Spool Nodea.’ 
Fue!£ High level Radwaste." Enel 1 should be replaced w/aiiachod FRN. 

* Ole of the Execuiivo Dueclpt lo.' Operai'ons AB70-2 27 . 80/03/15. 142pp 
475I7;1«3-475I7324 

•^000290216 SECY 07-280 ERR Conection notice lo SCCY.07-29S fo l.ral lu’e io< «ev 
lo I0CFR72 re keens ng requirements tor independent storage ol spent ruclear fuel 8 
high (oval radwasie 8 confriming amends lo l0CFR2.i9.20,2i,51.70.73.75,16O.Vo'.e 
rqquesied by 880624 

• Office 01 the Secretary ol the Commiss'on. AB70-2 28 86/06/00. I55pp 
47517.325-47510 118 

“8811090143 Forwards summary/minuios of ACRS 861121 meeting on eponi fjel 
atoiaga.io' lav.ew Coriected version ol fninules.adet Incctpotaiion of cocbrnenls.vi’l 
be Ira'isrn.tiod for ceriificalion. 

MHRRiLL.O. ACRS • Advisory Cpmnuiiee on Reactor Saieguflfds A870 2 03. 

04. SlESS.C ACRS . Advisory Commtiae on Reactor Safeguards. 27pp 47616:026- 
476IS0SI 


“8611090166 Requests assistance in reviewing of enct linal amends le 
i0CFfl2.ie.2O.2l>0.72.73,75 d ISO, "Licensing Requi'omenta lor independonl Sw- 
age Dl Saent f^dear Fuel & High-Level Radwasie." 

BDSNAK.R P«v.Slon of Engineering (Post 870413) AB702 05 07/07/14, 

GRIMSUEY.OH pivis.on ot Ru'es & Records (8/0413 B0OSI4) OOMHSON.O-D. 
OlHce of Admlnietratiet> & Resources Managemanl, Director (Rost 870413). 
KAMMERER.CC. State, local 8 ind'an Tribe Programs. 2pp 47S15:0S4-475l6;O55. 

—6811090176 Responds le 870714 request for comments on proposed final rulo amend 
lo I0CFR2J9,20.21, 70,72,73.75 & 150, "Licensing Requ'remenls tor Independefil 
Sioraao of Spent Fuel & High Level Radwaste " Comments end. 

KammeRCR.C State, Local & Indian Tnba Programs. AB702 06. B?/07f?i 
BOSHAK.n. Div.slof. ol Engineering (Posi 870413). 2pp 47515 066 47516 057. 

••8811090217 Commenls on final rule amends lo 10CFn2.19.?0,21,70,72,73.75 A 160. 
"LtcenMns Requirements iei independent Storage of Spent Nucioai Fuel & H'gh Level 
Redwaste." per 870714 tequasi. 

HINO.JA. flaglcMi 3. OIC o' the D.roctor. AB70-2 07. 87/07/23. BOSNAK.R. DiVisICfl 
OlEngifleer.rig (Post 870413) 2pp 47515058-47515:059. 


—0011090226 Oilers no pbiect’Pn 10 issuence ol Iinat tule amends to 
lOCFRT.ie, 20,21.70.72,70,76 & t60. "Licensing Requiremenis tar Independeni Stoi* 
age of Speni Nuclear Fuel & High Level Redwasie, per R Sosnak 670714 f»q>iq0f' 
flUSSea.WT Region t.Olcol me Ovecior AB70.2 08. 87/07/24 BECKJOnO.B S 
Oii<e ol bArdear Regulatory Research. Director (Peat 860720) ip. 47616 060- 
47515 000. 


•0811090231 Oflots no commonia on Imal rule amends to lOCFR2,1d, 21.21. 
5'.70.72.73.76 6 150. "L'canyng Requitemeriis lor indapenoeni Siotags Ol Spsnl Nu- 
clear Fuel 4 Mign Level fladwasie." per 070714 memo. _ _ . 

MAR1IN.R0 Region 4, Olc el ine Ditecior. AB70-2 09. 87/07124. BOSNAK.R. Drvl- 
aienolEnooecrinQ (Post 8704131 ip 475i508l-47515:06l. 


-9011WO239 Responds lo 670714 request lor review ot final rule amonds 10 
sOCFR2.i9.20.2i.70.72.73,75 0 150, "licensing Raquiremonts for independeni Slot- 
Me of ^enl Nuclear Fuel 6 High Level rtflOwasle." No saloguards objections raiaed. 
BURNEu.RF. o-visw ol Saloguards & Transportation (Post 870413). A07O*2 10 
07/07/24. DOSNAK.R Division ol Engineering (Post 870413). 10pp. 4751S;062- 
47515.071. 


“9811090244 Cornmenis on Imal rule amends to 10CFR2, 19,20,70,72,73, 75 & 150. "Lr- 
censing R^iisrrsnts lor tnOepenOftni Slotage ol Spenl Nuctoar Fuel & H19R Level 
Radwaste." Marked up diali ol rulemaking package end 

MEVER.0 L Rules & Procotfures Branch. AB70-2 11. 07/07/24. BOSNAK.R. Division 
oiEn9neering(PDSte704t3) I47pp 47515 072-47515 218 

“8811090255 Dtlors no comments on Imat rule amends to iOCFR2,19.20j21. 
51,70.72.73.75 & 150. "Licensing Rsquiremenis lor Independent Storage of Spent rfu- 
clear Fuel A High Level Radwaste," por 670714 requesL 

JOHN&DN.G. OMision ol Accounting 8 Flnanco (Post 070413) AB70-2 12. 87/07/20- 
BOSNAK.R DtvisiOh ol Engineering (Post 070413). Ip 47616.219-47515 210. 


“8811090367 Forwards FR noiica of linal rule ra swage ol spent nuclear fuel & high 
fevol radwasia ir> monitored roVievable siorage facifiiios & public ennouncemenl 
6ECKJ0R0.E.S OK'CO ol Nuclear Regulatory Research, Oicector (Rest 050/20). 
6lFni9l06. 08/08/01. OREAUX.j 6. Senate. EnvfionmenI i Pubic WofKs. 36pp. 
47518 I25-47519:166. 

“8612180168 irtforms that Subpan G ot 10CFR72 re l.cenung ol moniwed rer/leveb.*e 
sioiage faci’iVos lor spent nuclear fuel A high level radwasie should bo ctiang^ to 
agree w/App 0 ol lOCFRSO.as note-d. 

GRlMES.BK. Ow of QA, Vendor & Technical Trein-ng Center Proofams.iE (050212- 
870413) AB70-2 04. 66/12/11. N'LSEN.C.W Melenais BrarKh. 2pp. 47S1S452- 
47515 053 

“8710210200 Responds 10 ofc concurrence request re proposed rules 
10CFR2. 19, 20,21, 70. 73.75. 150 & 72. "Licencing Requiiements lor independsrU Bioi- 
age ot Spenl Nuclear Fuel 0 High Level Radwasie.'' Three changes recornmendod 
LtEBERMAN.J. Oic ol Enlorcement (Post 870413). AB7CI.2 19. 87/10/07. 
BECKjORD.E.S Olfce ol Nuclear Rogulaiory Research, Oirecw (Post 680720). Ip. 
47816.169.47516:169 


“6811090262 Comments o(\ Imal rule. "Licensing Roomremenls lor independent Slor- 
OM (rf Spent Nuclear Fuel." Sections 72 33(e) & 72.204(b) should be modified to 
cl^ngo 2 y] lecord leianiion period to 3 yrs. 

PARtovER.H Records Management Branch (Pre 880103) AB70-2 13 87/00/06. 
STEYER.KQ. Materials Engineering Branch, ip. 47515 220-47515 220. 

“8811090269 Responds lo request lor commeni/concuirence on Imal rule amends (o 
1OCFR2.l9.20,2l.6l.7D, 72.73, 75 & 150. "Licensing Requirements lot Independent 
Storage of Spent Nuclear Fuel & High Level Radwaste " 

RARCXTVER.H. Records Management Branch (Pre 860103). A670-2 14 . 67/08/06. 
MGYEaO.L Owlsiott ol Rules & Records (870413-800514). Ip. 4?516 221-4 75(5-a21. 

“88I1090282 Oilers no comments on linei rule amenrfs lo 10CFn2,19.20,21, 
51.70.72.73,76 & ISO, "Licensing Requirements for Independent Storage ol Spenl Nu- 
clear FuN & High Level Radwaste." 

CUNNINGHAM, R.E. OHice Ol Nuclear Maienst Safely 5 Sateguarde.Oirecloi. AB70'2 
IS. 87/08/12. BOSNAK.R. Division ol Engineering (Post 870413). Ip. 47615r222- 
47515222 


8712230303 SECY-67-298 Recommends Commission approve revised Inal rule lo 
10CFB72. "Lloansing Requlrernems lot Independent Slotage ol Spenl Nuclear Fuel & 
High Level Radwasie" 5 cottlorming amettds to l0CFR2,f9.20, 21.61.70,73.76 & 
150.ICH publDaiion. 

STtlLO.V. Ofc o( the Evoculive Ovaclot (or Operations. A870 2 25. 87/12/06 
1 52pp- 476 1 7 020-4 75 1 7; 1 7 1 . 


-8811090265 Commenis on Imal rule for emends lo I0CFR2, 19.20, 21.51, 70, 72,73,75 
&I50. "Licensing Requ-remenls lor independent Storage oi Spent Nuclear Fiiol & 
High Level Radwasie/' per 870714 requesi. Marked up dtali ol amends lo rule end. 
TRESY.SA. Assislant General Counsel for Rulemaking & Fuel Cycle, AB70-2 16. 87/ 
00/13. SOSNAK.R.J. Division d Engmeenr^g (Post 870413) IStpp. 475t6-22a. 
47516.013 
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-Bail0d0294 Requests ccr.curien.co oi< onci droll ComrmsS'on paper conUun-rg 
t-jlo amends to iCCFfl?, 19.20, 2i.5t. 70.72. /3. 75 & 150. "Licens/ig ReQuidmente lo' 
indeperdent Sio'ago a( Spuni liuci&ai Fuot & iligii Level RadiNasii! ' &^iiiafy isied 
BECKjono.E S. Division ol Regu'aiory Appi cations (Post e704i3>. Ae70-2 16 B7/ 
09/29 ThOMPSON.Hl Offict) of Nucioai Maionai Safoiy & Safeguarefs O^wciof 
DCNTCN.HH OIIico ol Govornmenial & Poiil.C Alla'ia (Posi 8?0'113). LIEBEHMAN.J 
Cfc of Enlofcemoni(Posl 670-113) t56pp •l75l6.0l-« -17516 166 

-6$1109I>296 Concurs in iulomakir\g package lor final lure amonds lo 
10CFn2, 19,20,21,51,70.72,73.75 & 150, "Licensing rteq.iremants lor Indopeitdonl 
^C'ego of Speni Nuclear Fuel 8 Wgii Level Radwaste," per 670929 fegoosi 
DENTONli R OII.CO Ol Governmonial & Public Alla'is (Post BFO-ttSi AB70-2 20 07/ 
10/13. tJECKjORO.E S. Division of Rog-j'siofy Appi.caiona (Post 670413). ip 
47616 170-47516 170. 

-6811090306 Concurs w/linal rule amonds lo lOCFR2.l0.2O.2t.51. 70.72.73. 75 ft ISO 
■ I co.ns.ng Roquiroments for Indoponrteni Siorago of Sponr Noe'eo' fuel ft Htf« to«’l 
RadwaslQ " inciiisicn ol addrossos paragrepFi on Pago i requosioct 
MCOONalD.WG. Office of Admirnsifaiiori ft Rosou'cos Menagofnenl. D-ieclot (Posi 
870413) AB70-2 21 87/10/15 BGCKJOflO.E S. Ollico nl Nucldaf RoQuIalcfy Ro- 
sea/cP. O-feCfoi- (Post 860720) 5-ipp. 4 7510 171-4 7516 224 

-6811690316 Concurs w/fmal fuM amanefa lo IOCFn2, 10,20.21.5 1.70.72.?,3. 75 ft ISO. 

’ (.iccnsmg RcqJiemcnis lor Indopendont Slorago of Sponi N-ociear Fuel fti High Lovet 
Redv.asio," per 870026 request 

THOMPSON H L Olfir.0 of Nuclear Material Safety ft Safoguairts.Di'ccior AB70-2 22 
07/10/21. eeCKJOHD.fc' S Office ol Nuctoar Bogj'aiory Research. Ofocior (Post 
BS0720) 1p. 475t6.235-475l6 225 

-6311090319 Offers no legal obicciiona to drell final rule 
WAPES J.n. Office of Iho General Cour>sol. A070 2 23. 67/11/24 NflSKN.CW Mo- 
Chanlaal Eng.neering Branch (670413-860710). ip. 47516 226 47516 226 

-8611090327 Forwards drall Cqmmiss'on paper re final rule amonda io 
IOCFR2.IO,20,2l,5l,?0.72,73,75 ft 150. "Lrconslng fiaqu'/omonis for intfopo/MJenl 
S'crago ol Spent Nuclear Fuel ft High Level Radwaslo," for cnnsidorni-on 
HECKJORD.E.S Oivialon of Rooulaiory Appl-eei4jns (Post 070413) AB7l)-2 24 87/ 

1 )/30 STEllOv. Ole Of ihQ Executive Director for Operations I53pp. 47516227- 
47517019 

-8611090349 Sfall raqoiromanis memo re 880714 oflirmaiion/cJacuss-on ft w>io coo- 
cern.ng listed SECVs. 

CH’LK.SJ Oll<e of iho Sec/olary of lOe CommiSS'on A07O-2 20 00/07/25. 
STELLO.v Ofc of ihe Executive Ouocior tor Operations 2pp. 47518.120 475i6.i2i. 

-6811090357 Requests that Commission action bo impiomontod t>y ariang/ig lei pub>- 
caionoJ anci Imal rule amends 10 10CFR2,19, 20, 21,81,70.72.73,76 ft 150. l-ccns- 
Ing Bequifemenis lot indopendont Storage of Spent n FR.por 680725 rnamo. 
ABLOTT.QA O-viSion of Engnooring (Post 870413) A07O-2 30 66/00/01 
MEvER.O L Office Of Adm'nisiraiion ft Resources Managemoni. Oi'ccior (Posi 
670413) 2pp 47616 122-475t0'124 

•■66)1060367 Forwards FR noiico ol imai ruio 'e siorago of spent nuciea* fuel & hgli 
le-yoi rauwesio in monitored leiriovahto etorego laciHios ft public announcomeni 
BECKJORD.CS Office ol Nuclear Rofluiaioiy Heseatcli, Director (Post 860720) 
A670-2 St. 86/06/01. BREAUX, J.B Scnaio, Environment ft Pubic Wo'ks 35pp 
47516 125'47616'iee 

-8613160168 Iniorms that Subpari 0 01 10CFR72 ro licensing ol morvioted loinovoblo 
eiorego (aci'iiies lor spent nuclear luoi ft high level rad<vosio should no chengoa 10 
^raa w/App Q ol lOCFR60.as noted 

CWIMES.SK. Div Ql OA, Vendor ft Technical Tra'ning Comer ProgtamsiE (650212- 
0/0413). AB70-2 04 06/12/11. NILSEN.CW. MaiOiiaie Uranch 2pp 47515052 
47615 053. 

-67)0210200 RosQonris to olc concurrence request re proposed Mos 
10CFR2.)9.20.21,70.73.76,150 ft 72. "Licensing Hoauiromoms lor indopendont Stor- 
age cl Spent Nuclear Fuel ft High Level Radivasio'' Tiiroo disnges recommondod 
llEeEHMAN,J Ofc Ol Enlorcemonl (Post 870413) Ae/0-2 19 67/10/07 
QECKJORO.E S OIIico of Nudeei Rogulalory Research, Director (Post 660720) ip 

47516 169-47516:169. 

-6712230303 SECY.87-2g6 Recommends Commission approve revised linai rule 10 
10CFR72. "licensing Requiromenis lor Independent Slorago ol Spent NW-oar Fuel ft 
High level Radwasio" ft conlorming amonds lo 10 CFr 2, I9,w.2l.5t.70.73.75 & 
tSO.lor publ.caiion 

STEILCD.V. Olc ol tho Executive Director lor Operations AB70’2 25. 87/12/08 
162pp 47517.020-47617 171. 

~&803070311 Forwards Pages i-x, containing revs to I0CFR72. "Liconsing Berwio- 
cnenis fcir Indepondom Sloiaoo ol Spent Nuclear Fuel ft High Lovol Radwaslo. por 
SECY-67-290. 

TRE6Y.SA Assistant General Counsel lor Rulemaking ft Fuol Cycle AB70-2 26 06/ 
03/02 CHtLK.SJ. Oflice ol the Secretary ol the commissrori ilpp 47517:172 

47517 162. 

-6603240266 SECY-e7-208 ERR Errata to SECY 07-268 re (mal ri/e (or Rov 
10.IOCPR72, "Licensing Requiremonis lor indopondont Slorago oT Speni Nucloei 
Fuel ft High Level Radwasie." Enel 1 should bo replaced w/aiiached FRN 
■ Ofc or the Executive Director for Operations. AB70-2 27 88/03/15- f4?pp 
47517.183-47517.324 

-6606290216 5ECY-87.298 ERR Corioclion nonce lo SECY 87-296 re tmal )ufO lor rev 
to iOCrR72 re Sconsing roquuemonts for indopendont storage of sponf nucreai (uef ft 
Mgh level radwasie ft conlnnvng emends to I0CFR2. 19,20 21. 5l.70.73.75.l50voie 
requested by 660824 

' Ollice of the Secreiery ol the Commission. A070-2 26 08/08/0B i5Spp 
47517 325 47516 H9 

-6811090143 Forwards summary/minutoe of ACRS 661 i2i moepng on spmr km 
siorago.lnr review. Correcied version ol minutes, alter incorporation o) commenis.w)'| 
be iransmified lor certificalion. 

MERRiLL.O. ACRS - Advisory Cominitieo on Heacior Saieguerds AB70-2 03 66/12/ 
04 SiESS.C. ACRS ■ Advisory Committee on Reader Safogoards 27pp. 47515.‘025- 
47516.051 


—6811090166 Hc-quosis ass'siance in reviewing of end fiioi arror-ds to 
lOCFfl3.l0.eO.21.7O.72,73.75 ft 150, "Licori.Sir.g Roqtlromonis for IndepundOiU Slci- 
agu cf Spent Nucteo' Fuol ft H.qii-Levet Radwasie. " 

BCBNAKiT D-Vlsion ol Enniroorir.g (Post 670413), AB70.2 05 07/07/14 

GftfMSLEY.OH DiViS-on of Rufaa ft Becorefs (8704 13 86051-:). JOHNSON.GO 
Olf-co ef Adm nlslraiion ft Resources Mariagoment. O.rocio' (Posi &704i3> 
KAMMERER.C.C Slate. I.ocal ft Ind-err Tr.bo P/og-ams. 2pp 4/6I5064-475I5055 

-861(090176 Responds 10 87071-1 ro.qocsi for comments cn proposed Ina' rule amend 
to »OCFn2.l9.?O.2l,70,72,73.75 ft 150. "licons-ng Requircmenis lo' Sndopondeni 
Storage of Sponf Fuel ft H gh Level Radwaslo " Commonis onci. 

KAA'MERER.C. Siata, Loca' ft Indian Tube Programs- AB70-3 06 67/07/2? 
BOSNAK.n C/vrsion of Engiioo.'-ng (Post 87041.')). 2pp. 47515 058 47515;06?. 

— 60(1090217 Ccmmanls on /"tal 'U'o amonds lo lOCFn2.19,20.?l.70.72,73,75 A 150, 
"licons-ng flequircmenls lor fndeponae.n Storage of Spent Nudeo' Fuel ft High Lovcl 
Radwaslo." per 070714 'oeuosi 

Hirjn.JA Hogbn 3 Ofc cf Iho D.recioi, AB7l)-2 0/. 07/07/23 BOSNAK.n Civisbn 
OlE«()oeonf4(PosiB704l3) Spp 47515-05n-47516059 

—661)06022$ 0)101$ np ohpclion le Issuance d final rule amends to 
lOCf (12.19.20,21.70,72,73,75 ft 150. "Licensing Roeurarr-onts (o* indopenJenl Sioi- 

a e of Speni Nuclear Fuel ft Hgh Level Radwaslo,' poi R Qosnak 870714 rogjest 
ISSElC.W.T Rag-on 1, Olc 0! Iho D-iCCIci. AQ70-2 08. 87/07/24 BECKJORD.ES 
OHico ol Nudear Reouioiory Research. (Oiioctor (Post 660720). Ip. 47515000- 
47SI&060 

• •661)000231 Ofiara no cornmenis on final rule amoinls lo iCCrn2,iS.2i.2i, 
51,70.72.73.76 ft 1^. "Lxerising Roqui'orr.anis (01 Indopendum Stornge of Spoiil Nu- 
ctoar Fuel ft High Level Radwaslo," per 670714 rnomo 

fMRTiN.HO Hogfon 4. Ofc ol the Dirocio*. A07O2 09. 67/07/24. UOSNAk.R Divi- 
S43n Of Engnoori-'Q (Post 670413). ip. 47S15.061-47S1S O61. 

-8611090239 Responds to 670714 request for lowiow ol firat tu'.u emerds lo 
IOCFR2.I9.20.21.70.72.73.76 ft ISO, "Hconsing Horaulro-monis lor Inrlopendoni Slor- 
ago ol Speni (4ucloa' Fuel ft High Level Redwnsta.*’ No saieguaids obfeciions ra-sod 
BUHNErrR.F Division ol SalDgu8-ds A TransporteHon iPoei 670413). AB70 2 10 
67/07/24 eOSNAK.R Division of Engincoi.ng (Post 07O4t3) lOpp 47515.062- 
47515071. 

-6611060244 Commonis on final rule amonds to 10CFR2, 19,20.70.72,73.75 ft 150. "Li- 
censing Requromenie (or Independenl Storage of Spool NuCloar Fuel ft High Level 
Radwasie." Maiked-up draii ot lulornaking package en;i 

MEYEROL. Rules ft Procedures Ctanch AS70 2 n 87/07/24. SOSNAK.R, Oivison 
oieng-neenng (Post 670413) I47pp 47516.072-47515:218. 

-8611090256 Oilois no coni*r>enis on liPat rule emends to 10CFR2,t9,20,2l. 
51.70.72.73.7$ ft 150. ’ Licensing Roqu roments for indopendtnil SiofSfiO of Speni Nu- 
clear Fuel ft Htoh Level Radwasto." poi 070714 request. 

JOHNSON.G. Oiviron «f Accounirng ft Finance (FtoSl 8704 13) A070 2 12 07/07/26 
SOSNAK.R 0;<«s--cn Of Engnpoi.ngtPesi 070413) Ip. 47916 219-47615 210. 

-6011090282 Cemir-.enis on final rule. ' Llconsinq Roqui'emcnis lor indepondcni Slot- 
age of Spent Nocieo' Fuel" Seciens 72 33(c) ft ?2S04lln thojid to modri-od le 
change 2 yr record rotoniion period 10 3 yis. 

P^cOVtRH Records S^anogoment Uronct (Pro 863103) AQ70-2 13. 87/06'05 
STEYF.R.KO MelerlalsEng|r^oo<|^lO Branch ip. 47615220-47StS 220 

-6611090289 Rospienda to loquoat for corr.tTtoni/concutrcnca on imaf rule amends to 
)0CFft2.)9.23.2r.$l.70,72.73.75 ft 160. '"LiCi-ns-rig Requi/pnicinle Ifw Indcpcnrteni 
Slorago of Simoi Nudea' Fut>i ft Hgh Level Radwaslo" 

PAfl(fOVfc"n.H RecNds ManBOomen! Branch (Pro 60O1C3) AB70 2 14 07/00/05 
MCYER.O L 0-v4.on of Rules ft Rocotda (8704 13 880514). ip 47&15:22t'475l5-22l. 

-6811090282 OHois hO commcnis ort Inal rule aihonus to lOCFR2.t8.20,2t. 
51.70.72,7^175 ft »50, "L'cenaing RDqui'emi>ntB fof Indopendoni Slorago of Spent Nu- 
cioar Fuel A tiigii Level Hqdwasio , 

CUNNIMQHAM.RE. Ollicn o) NuLleo' Material Safety ft Salcguards.Diieclcii AB70 2 
15 87/00/12 B0SNAK.n Oiv-sion of Eriginoorir-.Q (Posi 070413). ip 47515222- 
47515:222 

—0611090266 CommeniB on final ruio for arnonds lo lOCFR?. 19. 20, 21,61.70. 72.73,76 
8150. "liconsing Roqu lornonls lor Indopendoni Slorago of Spent Nucioa- Fuol ft 
Hgh Level Hedwasto. pot 870(14 requosi MaiKod-up dialt of amends 10 Me end 
TfiEOYSA Aasistani Gonoiei Counsel lor Rulemaking A Fuel Cyc'o. AQ70-2 10 87/ 
08/13 BOSNAK.RJ. Division Ol Engnoerino (Posi 870413) ISipp 47515 223 
47510013 

—0611090294 Roquoais CQhcuiionco on oncI drall Commission paper containing final 
rule amends to 10CFR2.l9.20,2l,5i.70,72,73, 75 A 150, "llcens-ng Roqu remonis lor 
Uviopondonl Storage of Spent Nuclear Fuol 4 H.uh Level Radwaaio." Sumna'y isiod. 
OECKJ(OTO£-S Division of Regulatory Applicaiione (Posi 870413). A070 2 16 67/ 
09/20. THO)APSON,H.l, Olleo of Nuclear Material Safety ft SafoguarcfS-OirGCinr 
OENTON.H n. OMiCh ol Govornmoniel ft Public AHairs (Post 070413) LlEUEHMAN.J 
Olc ol EnlOfCOmonl (Pest 0704 131 t55pp 47516014-47516 166 

-86)1090296 Concurs In ru'emaMng package for final rule emends (o 
10CFR2.19.20, 21.61.70,72.73,76 ft 150. "’Uconsing Requrcmunls for Independent 
Slorago of Spent Nuclear Fuel ft High Level nadwesfo." per 870926 toquesf 
UENTCW.H.n OMico ol Govoinmonial ft Pubk Allans {Poet 670413) A070-2 20 87/ 
10/13 BECKJOROE.S. D.v.s-.on ol Rogufaiory Appkcaltons (Posi 870413) Ip 
4/610170-47516:170 

••6B11D903QB Concu's w/linai lu'o amends to 10CFR2.l0.20,2t.$i ,70.72.73, 75 6 150, 
"Lfconsing nequiremonls (or fnaoperdoni Slorago of Sponf Nuclear Fuel ft Higfi Laval 
Radwaslo." Inclusion ol add'osses paragraph on Pago 1 roquoslod 
MCOONALO.WO Ofiice of Admi-sist/sliqn ft Resoiwces Managornoni. Dnecior (Posi 
870413). AB70-2 2i. 87/10/15 OECKJORD-GS Olfice Ol Nuclear Rogulalory Re- 
search. Oiredor (Post 860720) 54pp 475l6:)/1-4?5l622-4 

—86110903 16 Concurs tv/linal rule amands 10 1 0CFH2. 19,20,21,51.70.72,73, 75 ft 160, 
"Licensing IToqu icmonts iqi Indeponderit Storage ol Spent Nuclear Fuol ft High Level 
Radwaslo.'* per 870929 requosi 

THOMPSON.HL. Ollica ol Nuclear Maiutial Saloly ft Safoguaids Dirucior. AO/O-? 22 
87/10/21 BECKJORD.ES OJlice ol Nudoar nepulatory Resoii'cn, Dioclo/ (Post 
860720) ip 47616225-4/516226. 
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-6611090319 Ollo'S no 'egal ot>,'ecl‘ons loOrsM final riilo 
WAPE?S.J n. Oriice of tho Gonecai Counsel *870 2 23 07711/2* NUSEN.CW Mo- 
chan cai Engi/ienfirg D;anch (070* 13 680716). ip. 47516 ?26-*78 16 226- 

-&ai1090327 ToivifaKls diati Commisi.on papw te final m'a pi'nerds to 
l0CFn2.I9,20.21,6l,70.72,73,«5 a 150, 'Liceiising Retiufomonis lot Intfopendoni 
Stotaoo o' SMiit M jcioai Fuel & Higf* Lovei fla'Jway.o." foi oonoi<Ufat.on 
GECIOORD.es Otvifi'on of Reaufalofy Appl.calions iPosf a70‘il3) A070-2 24 67/ 
11/30 STELLOV. Ole ol Ifio Enecutve OjocIoi lof Operolions t53pp 47516227- 
47517019 

-8811090349 Staff icQuire/renis memo re 6S07I4 atf'imation/discussiori & vo*e con- 
ce.'nhg I sled SECVe. 

CHILK.SJ. Office of ihe Secretary o' the Commission. AB70-2 2(i. 66/07/25 
STELLO.V Ofc ol the Execuiivo OlreclOf lor Operations 2pp 47516 120-47516121. 

-6911090387 Requests that Comrrlss'on action be imp'emonlaO by eitang no tor pubh- 
covon ol oncl f.ra' rule amends lo 10CFR2, 10.20. 21.51.70,72, 73,75 & 160. "Licens- 
ing Requremenis for independent Storage ol Spent. “ In FRper 880/25 me.-no 
AhlOTT.GA. Oiviscn ol Engneetlng (Post 070*13) A97Q.2 50 BS/OWOl. 
MEYER.OL. Oif'ce of Aam.nisiiaiion a Resou'ces Uanagornoai. Oiociot (Post 
670413) 2pp 47516 122 *7616 124. 

-89111)90307 Forwards FR notice ol final cuiq re sioraqe of spent nuclear fuel 6 nigh 
level redvraste In mon.'orod retrievable storage leci'ities a public a.miiouncemonl 
RECKJORO.es Office of Nuclear Regulatory Researen, Orecter (Pest 660720|. 
AB70-2 31. 66/06/01. QREAUX.J.B. Saneio. Envi/nrmenl a Pubic WOrhs. 3Spp 
47518 125 47519 166 

-6012160168 inFerms that Subpart G 01 IOCFR72 re licens ng of monitored ieinevabte 
storago lecrities for spent nuclear fuel a high level raOwasle 9hou>d bo changed to 
agieo w/App B of lOCfFRSO.as noted. 

QRIMESBK. Oiv 0 ) QA, Vendor 6 Technical Train ng Center Progrems.iE (6602I2- 
670413). Ae7Q2 04 66/12/11 NfLSCN.CW Ualenala Rranch 2pp 47515052- 
475150S3- 

-8710210200 Responds (o etc concvirience requesi re pioposed teles 
10CFR2.19.20,21,70.73.7S,1SO & 72. 'licensing Requterrenis for Indepondoni Stor- 
age of Spent Nue'eer Fuel & High Level Ra^aate '' Three chartges cecerrmended 
UEOERMAN,J Olc of Entorcemoni (Post 670413). Ae7l>-2 16 87/10/07 

8GCKJ0R0.6S Office of Nuclear negu'alory Research. QuoeWe (Post 060720) ip 
47516 169 47516 169 

-8719330303 SECY.07-298 necommends Commission approve revised final rule lo 
t(}CFn72, ''Licensing RCGUiremenis for Independani Siorabe of Spent Kvcteai Fuel & 
High Level fladwaslo" & conlorming amonds 10 t0CW2,IO,?0.2l.5l.7O.73.75 A 
tSO.IO' pubfical-on. 

STELLO.V Olc ol ifie Executive Orector lor Operations. Ae70-2 25 87/12/06. 
I82pp 47517020 47517:171 

-8803070311 Forwards Pegee l-x-coniaining revs to 10CFR72. "Licensing Reou-'io- 
momt loT Inoepenoeril Siorago ol Spent Nudoai Fuel A High Level Radwasio.^ cor 
SECy.a7.208 

TREQY.S A Assleiani Qeneief Counsel lor Ruiemaxing A Fuel Cycle A670-2 26 88/ 
03/02 CH'LK.SJ. Office of the Socreiary of ihe commission, itpp 47617 172- 
■17S17;t02 

-8603940268 SECY 07.2S9 ERR Erraia lo SECY 87-293 re flnal ru'e lo« Rev 
I0.ICCFR72, ‘Ucensing Renuiremonis for Indeperoent Storage of Speni Nuclear 
Fuel a Hfan Level Radtvasie.'' Enci 1 should be reo'seed w/aitachod FRN 
' Ofc of Iho Executive Oirocior lor Operations A870 2 27. 88/03/15. 142pp. 
47617 183-47617324. 

-8608290216 SEOY-e7-206 ERR Correction notlco lo SECY-A? 298 le final ru'd lor rev 
lo 1 0CFR72 re licensing requiremanis for independent storago ol spent nuclear luei A 
high level radwaste A confirming emends to l0CFR2.l6.20.2l.5i.70.73.75.l50Vol9 
requested by 860624 

* Office 01 me Secretary of the Co.'rmission Ae70-2 28 68/06/06. IS5pp. 
*7617 325-47518:1 19. 

-6811090143 Forvrwds sunimaf 7 /ffifr\utes of ACflS 861121 moeling on speivt (ual 
stc-rage.for reviowCorrecied vorslon of minutes, alter incorporation of commonls.tMl 
bo ttar«maied (c ceitif>coUon. 

MERRILL. O. ACRS • Advisory Commiliee on Reactor Salegua-'ds. AB7Cf? 03 66/12/ 
04 SIESS.C ACRS ■ Advisory Committee on Reactor Safeguards 27po. 47515 025 
47515051. 

—6811090106 Reouosis assistance in /ovie«vfng ol end fmsl emends lo 
lOCFR?, 19.20.21, /0,72. 73. 75 A 160, “Ucensing Requirenienls for (ndeperaleni Slor- 
age of Spom Nucloar Fuel A High-Level Radwasio." 

ROSNAK.R Division Of Enginoering (Post 870413). A670'2 05. 87/07/14 
ORiMSlEv.DH Division of Rules A Records (670413 880514). JOH.NSON.GO. 
Offxe of Adminisirailon A Resources Menagemonl, Oiiectoi (Post 670413). 
KAMMERER.CC Siato. Local A Ind.an Tribe Programs. 2pp. 47616054-47515055 

-881 1090178 Rosponds to 870714 request for comments on proposed final rule omend 
10 10CFR2.10, 20.21, 70.72,73.75 A 150, "licensing Requirements for Indeporxfeni 
Slorace of Spam Fuel A High Level Radvraste." Comments erKl. 

KAMMERER.C Stale, local A Indian fr-be Programs. AB70-2 06. 87/07/22 
BOSNAK.R. Divisior of Engnesnng (Post 670413J. 2pp. *7515058-47515057. 

-6811090217 Commonts on final rule amonds to i0CFR2.t8.20,21.7O.72.73,75 A 160. 
"Licensing Requiremenis lor Independent Slorege of Spent Nuclear Pool A Kgh Level 
Radwaste." per 670714 roquesi. 

HIND.J.A. Reg'on 3. Ofc ol (he Direoior. A870-2 07. 67/07/23. BOSNAK.R. OVisioa 
of Engmoenng (Post 670413). 2pp. 475l5.0S6-475lS.059. 

-8811090226 Offers no objection to issuance of final rule amonds to 
10CFR2.19,20.2», 70,72 73,75 A 150. "Licensing Requ'remenls lor Indopendom Stor- 
age of Spent Nuclear Fupj & High Level Radtvasie,' per R GpsnaK 870714 (oquesi 
nusSELt.W-T. Region 1. Olc ol (ho Director AB70-2 08. 97/07/24. BECKJCMTO.E.S 
Office ol Nuclear Regulatory Research, Director (Post 860720). Ip. 47515.060- 
47515060. 

-8611090231 OllQiS no commsr^ls on fmel lule amends lo lOCFR2.T9.21.2l. 
61,70,72,73.76 A ISO, "LiconS'ng Roqulremants for Independent Storage ol Spent Nu- 
clear Fuel A High Level Radnasio," per 870714 memo. 

MARTIN.n 0. Region 4, Olc of Ihe Direcior. AB70'2 09. 37/07/24. BOSNAK.R. Divl. 
skjri qI Engineeiing (Poet 870413). Ip. 47516. 081-47515.061. 


-8811090239 Responds lf> 870/14 toq.ios.1 lor toviow ol lina* rule amends to 
IOCFn2.i9,20.2i, 70,72,73.75 A ISO, •'Licons'ng Hoouvomonia for Independo.'l Stor- 
age of Spent NiitioBt Fuel & H-gh i.ovo' Rndwosio " No saiogxrarda ob'jecione raised. 
BLfflNEn.HF Uivisicn ol Saloguords A Tronsporiniion (PosI 870413) A07O-2 10. 
B7/07/24. BOSNAK.R Ovislon ol Eniiincotmg (Post 870*13). 10pp. *7516062- 
47515 071 

“8811090244 Commnnis on final ru'e amonds to lOCFn2. 19,20,70.72.73,75 A 160, 'L»- 
censinQ ReQjho.'T.ei'iis lot imiopondorii Siotago ol Speni Nue'eat Fud A High Level 
Aadwas's "Marked-up drali ol ru'eniaking packagu onci 

MEYeR,OL Ru'tw A PiOCOtlutoe Bianciv A0/O-2 n 67/07/24. BOSNAK.R QN-tlien 
Of Engneering (Rosi 070413) 147pp. 47515 072>*75l5 2l8 

—8911090255 Olfors no comrronls on IihqI ruin amenrfs to 10CFR2, 10,20, 21 . 

51.70.72.73.75 A 150. Licensing Roquiromonis lo' indopondoni Storage ol Spenl Nu- 
clear Fu^ A Hnh Level Rad>vaslo." per 670/1* rcquosi 

.KDHMSCX4.0 f>ivi5 on Ol Accouniing A Finance (Posi 870*13) AB70-2 12 87/07/28. 
OOSNAK.fl OvisnnofEngnooriro(Posi67D*13) Ip 47515 219-47615:219. 

-8811090262 Ccovner.is on final rule, "l.iconsing Roquiromonis lor independeni S'or- 
ago of Spenl Nucioa/ Fuel.' Sociipns 72 33(o) A 72 204(b) should be modl-od lo 
change 2 yt record reipntion period to 3 yrs 

PAflCOVEfl.n Records Managernom Omneh (Pro 6D0103) AB70-2 13 87/08/05. 
SIEVEn.KO.MalOtia'&EnpInoetirg Qranch Ip. 47515:220-47515 220. 

-8811090269 nosporxls to roquesi lo' commeni/conciirrenco on linpl rufo amorids lO 
iOCFn2.i9.20.2i,5l,7o,72.73.75 A 150. "Licensing nequ.remoms lot IndopG-ndon*. 
Slorege ol .‘Ipont Nuclear Fuel A High Lovoi fladwesio " 

PARCSDvER.H Records Manafiomoni Branch (Pro B8D103) AB70-2 14 87/08/05 
MCYER.Ot Division oinulcsAnacDtds(6/0413-8005l4). Ip 47515:221-47616:221- 

-8811090262 Oilers no comments on final rule amonds to I0CFR2. 19.20,21, 

51.70.72.73.75 A 150, "Licensing Roquiromenis for Indopondoni Storage ol Spent Nu- 
cfeai Fuel A Higii Level Radwasto " 

CUNNinGhaM.R E. Office ol Nuclear Malonal Safely A SalOQuo'ds.DIracior. AB70-2 
IS. 87/06/12 aOSNAK.n. Division ol EngmeHring (Posi 070*13). Ip- 47S16222- 
47515222 

-6811090285 ComnKnis on final ru'e for amends lo 10CFn2.19,20,21.51,70, 72,73.76 
A160. "ircens'ng ReQiii-ornenis lor indopendeni Slo'ago Of Spent Nuclear Fool S 
lovoi Radwflsie. per 870714 roquesi Marked up drali of emends lo /uio o^l. 
TfTEBY.SA. Assisiam General Counsel lo' Rulomahing A Fuel Cycle. AQ70-2 la 87/ 
08/13 eOSNAK.RJ D.vision ol Engineorlng (Post 670*13). 151pp. 47515.223- 
47516013 

-8811090794 Requosis concurrence on end (frail Commission paper containing f-r'al 
ru’e emends 10 10CFR2, 19.20,21, 51, 70, 72, 73, 75 A 16O, "Llcenaing flcqi/lfarrenls for 
itvddponde-K Sfomge 01 Speni Nudee' Fuel A High Level Radwasto.*’ Summary fisiM. 
eeCKjORO.E.S Division el Reguiaiory Applications (Post 870413). AB70-2 1B. 87/ 
09/20. THOMrsON.Hi.. Olhco Ol Nudeai Maiorial Safety A Safoguaitii.Die^or. 
OENTON.hr. Olficool Govc/r.nientai A Public Allalrs (Poal 670*13) LIEBERMANJ- 
Olc ol EnlC'Comont (Posi 070*13) l5Spp. *75ifi 014-476l6 160. 

-8811090296 Concurs in ru'omsKing package lor final rule amende lO 
iOCFfl2,jO.2O.2i,5i.70.72.73,76 A 16O, "Licensing Requirements for independeni 
Slorago el Spent Nuclear Fuel A High Level Radwasto," per 670829 request. 
DENTON.H.R. Office ol Governmental A Publ'c Allei/S (Post 670413). AB70-2 20. 67/ 
10/13. BECKJORD.es Division ol Reguiaiory AppLceiions (Pesi 670413). Ip. 
47816 170-47516 1 70 

-9611090306 Concurs w/lmal rule amends to 10CFR2. 19.20,21. 51, 70, 72.73. 76 A 160. 
"Licens ng Requlromenis lor Independonl Siotago ol Spent Nuclear Fuel A Hgh Level 
Radwasie " incfuMin 01 addresses paragraph on Pago 1 roquoslod 
MC(X>NAlO.W.G OM-co Ol Administration A Resources Managemenl. Director (Post 
870413), AG/o-a 21. 87/10/15 BECKJORD.E S Office of Nuclear Reguiaiory Re- 
seetch. Oiecior (Host 860720) 54pp *7516 171-47516224 

—8011090316 Concurs vr/tmal rule amer\ds 10 lOCFRS, 19, 20,2 1.51.70, 72 ,73. 75 A 16O. 

' licensing Reqj>remonis lot Independent Storage ol Spent Nuclear Fuel A High Level 
Rerfvvaslo.'' per 670926 roquesi 

THOMPSON.)* L. OftiCB 0! Nuclear Material Safety A Safeguards, Director. A07O-2 22. 
87/10/21. BECKJORD.E.S. Ollice of Nuclear Reguiaiory Research. Oirocior (Post 
860720) ip 47516225 47616225 

-8811090319 Oners rto legal objections to draft final rule. 

MAPES.JR Oif-ce Of Ihe General Counsel, AQ70 2 23 67/11/24, Nll.SEN.C.W. Mo- 
chenlctf Engineering Branch (87O413-80D716). ip. 475l6:226-475l6-226. 

—8611090327 Forwards draft Comm:ssion paper re final rule amonds (o 
TOCFR2.TOj2O.2l.5l.70.72, 73, 75 A 150. "Licensing Requirements foi Irdepartctonl 
Storage of ^anl Nudoa- Fuel A High Level Radwasia," lor considoredon 
OCCKJWO.ES. Division of ReQulalery Applicafions (Post 870*13) A870-2 24. 87/ 
11/30 STELLO.V. Olc ol Iho Executive Direetpr lor Operations. tSSpp. 47616 227- 
47517:019. 


— 88H0W349 Staff lequwenienis mamo 1 © 66971* allitmailon/discusslon & vole con- 
cocNng fisted SECYa 

Cl(iLK.SJ. QUiCo of the Socreiary ol Ih© Comm'se'on. AS70-2 29. 88/07/25. 
STELLO.V. Olc of the Execulivo Direcipr for Operations. 2pp. *7616:120-47516:12). 

— 88118M3S7 Requesie ihai Commiss'on action be implemonied by arrangiryg for publi- 
cation el and final nil© ©mentis lo lOCFR2.l9,aO. 21.51,70,72.73.76 A T60, “Ucans- 
fng neqwfemonts lor Independeni Storage ol Spent..." in FR.per 090725 memo. 
ARLOn.G A. Division ol Engitwoiing (Post 870413) AB70-?. 30. 86/00/01. 

MEYER.OL. Office of Admin'straiion A Resources Managemenl, Dcreclor (Post 
8704131 2pp *75(0 122.*?5te:t24. 

-88TTO90367 Forwards FR notice ol final lule ro siorage ol spenl nuclear fuel A higl' 
tovel redwasie In mon.tored rotnevable siorage fac-liiies A public announcement. 
BECKJORO.E.S. Office ol Nuclear Royulaloty Researen. Okeclot (Post 660720). 
AB70-2 3). 60/06/01. BREAUX, J.B. Seneie. Environment A Public Works. 35pp. 
4761A-»25-4?5lQ 166 
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-S61J160I69 Inlofms Ihal Subpan G Of 10CFR72 fe V.cansing oi moniioreo reitioysl/e 
sioiage lacM'es for spent nuclear fuel S high lovel radwaste snou'd bo chBi'>9«K* w 
es'oaw/App B ot lOCFRSO.es noted , » 

GRIMES DK Div ot OA, Vendor & Technical Training Conlor Ptograma.lE (650212- 
«70ai3)‘ 5lFni9t06 86/l2/tt. NILSeN.C.W. Matonaia Branch 2pp. -l^StSOSP- 
47515053 


-8710210200 Responds to ole concurrence request re propoaod fJes 
I0CFR2 19 30 21 n).73 75 i60 & 72. "t.icens'.ng Reqirremenfa lor indeporxierM S»r- 
aao el Soeni Nuclear Fuel & High Level Radwasie " Three changea reconwnendort 
LitflEflMANj Ole ol enforcemeni (Post fl70<ll3). SlFflTsiOS 87/HV07. 
6ECKJOROE S Otiica of Nuclear Regulatory Research, Oirecloi (Post 660720). ip 
47516 f69-475l6 f69. 


-8713230303 SECY a7-29a Recommends Commission approve revised linal nOe lo 
10CFR72, "Ltcens'ng Reouiremonis lor Indopondenl Slor^ ol Spertt Nuc^arFuel* 
High Level Radwasie" « conforming amends lo i0CFR2,l9,20,2J.6t./O.73.75 6 
tsS.lor puW cailon _ _ 

SrEUO.V. Ole ol tho Evecuiivo Director lor Operanorts 5IFRI9106 87/12/06 
152pp 47517.020-47517. 171. 


-8003070311 Forwards Pages i-xconiaininn rovs to 10CFH72. •ticons'fig Rogu'ie- 
rrerls for Independent Siorage of Spent Nudoer Fuel 8 High Levoi nadwasle.’ pet 
86CY'67*296 

TReey S a Asslsiant Garwral Counsel lor HulomaWng 8 Fuel Cycle. SlFRlBIOft 68/ 
03/02 CHILK.SJ. Office ol the Secrelety ol the Commission 11pp. 47517:172. 
47517183 


-8003240266 SECV67-298 ERR Crraia 10 SCCy.07-290 re hnsl tuU> lor Rev 
10 10CFH72 "Licensing Requiromenis lor Independent Storage ol Spotti Nudeai 
Fuel 6 High Level Radwasie.'^ End » should 1>e replaced w/allachod rRN 
* Ok ol Iho CxocuUv© Oifoc^of tof OpQt6<iQ08. 61 FR 19106 66/03^^5. t42|)p. 
47617;ja3 475l?;3?4 


-0600290216 SECV 07 298 ERR Correction notice fe SECV -07-290 lO Imalrol© Iw rev 
10 lOCFn72 re 1 censing requirements lor independent aiorago of spent cKictear hrei & 
high level radwasie 8 confirmVig amerwJs to iOCFn2.19, 20, 31, 51. 70.73.76. l50Voie 
requested by 880624. ... „ 

* Ollice ol the Secretary pi the Commission 6lFflt9l06 60/06/06. iSSpp 
47517.32S 47518:119 


-6611090143 Forwards summary/rnlnvites ol ACRS 861121 meehog on spent (eel 
sie.-age.ie/ revlew.Cerrecied version ol rninuies.alier incorporation ol cofnmonte.wi* 
W iransmtiieb lor ceilification. ^ ^ /,*, 

MERRiu.O. ACRS • Advisory Committee on Rescio' Safeguard^ 6iFfii9i06^ 66/ 
12/04 SlBSSC ACRS • Advisory Commitloo on fleaciot Saioguards. 2/pp 
475l0.O25.475'l5.O51 


—8611090269 Rosporvds to roquesi for commervi/cciicurrenco ori final rule emends to 
10CFR2.l9,20.2f.51 ,70,72,73.75 8 ISO. "Licerxiing Rcqulrorvienls lor Indepondarvl 
SUrege ol ^eni Nuclear Foot S H-gh Level Radwasie ’’ 

PAnCOVERH. Records MenageniDnl Branch (Pre 8COt03l 51Fni9106. 87/08/05 
ME/EaPl Drvisiop ol Ru'es i Records (B704l3 eB05l4> Ip. 4 7515221.47516:221. 


— 86ltl}90262 Oilers no comments on hnai n/io amends lo i(jCFn2.i9.20,2i. 

61.70.72.73.75 8 150. "Ucer'sing Requirements lor Indopondenl Slorege ot Spent Nu- 
dear Fvd 8 Hah Level Radwasie " 

CUNNINGHAMR E. Office of Nudoar Material Safety & Safeguards, Oheclor 
61FRI9109 07/06/12 BOSNAK.B Division Ol Enginoering (Post 8V04I3). Ip 
47615:222 47515 222 


-0611000205 Commonts on final ru'e lor emonds to 10CFn2, 16.20.21,61, 70. 72,73,76 
8lS0. “Licsrising flegw/emenis lor independeni Slorego of Sper^t Nuclear Fuel & 
Hmlt Level Redwaste/' per 870714 request Marked up draft of amonds to ru'.e eivci. 
TBEBV SA Assislsnl Gonarsi Counsel w Rulemaking & Fuel Cycle 5lFR 19106. 67/ 
06/13 80SNAK.nj. Division of Engnooting (Posl 070413). 15lpp 47515:223- 
475I6.-013 


-68II0902B4 Requosis conciufonco On end d'atl Corr.n’.ission poper conlairving l.nal 
rule amends to 1OCFR2,10,2O,21, 51. 70,72,73. 75 & 150. "Licensing Requirements for 
indapondoni Storago oi Spent Nuclear Fuel 6 High Level Radwasio " Summary listed 
BECKjOROES Dtvision of Roguiafoty Appl.cal.ons (Post 870413). 51FR19106. 87/ 
09/29 THOMPSON.HL OMice of NuCear Material Safety 8 Saloguards.Direcior. 
ISSpp 47516014-47518 168 


—8811090290 Concurs in ru'emakmg package for fmal ru'o amends lo 
10CF«2i9202l,Sl,70,72,73,76 & 150, "Licen^ng Hoquiromonis lot Independent 
Siotaao of SMnl Nuclear Fuel 8 High Level Rsdwasle," pet 070929 request 
DENTONAl Olllco of Governmental 6 Public Altaira (Post 870413). 51FFtl9100. 
67/10/13 BECKJOnO.ES D'.visloh of Rogu'alofy Appl ceUons (Post 070413). ip. 
47516 170 47615:170 


-6011090308 Coocura w/fmal rule amends lo 10CPn2, 10, 20, 2 1.51,70.78,73, 75 6 160. 
"llcdnaing Requ laments lor Indepandeni Siorage ol Spent Nuclear Fuel & High Level 
Radwasie" Inclusion oi addresses paragraph on Page 1 requostod. 

MCOONALOWG Oll.ca of Adminisiraiion & Resources Manaoement, Director (Post 
870413). 61FR1G106 87/10/15 BECKJORD.E.S Ollica ol lAcloar Rogulalory Ro- 
search. Oriotior (Post 860720) 64pp 47516. t7i-476l6:224. 


-6B110W316 ConCvrS w/lirtsl rule amonds lo i0CFR2.l9,20.81.SI,7t),72.73. 75 A ISO, 
"Ltcens'ng Requiremsnis tot indepandeni Klorago ol Spent Nuclear Fuol A H'Qh Level 
FlaOwasta." per 870629 lequoai. . 

THOM^W^H.L Ollice ol Nuclear Meiorial Safely & Sofoguarde.Oiroeioi. 
5iPni0i06 67/1C/21. BECkjORO.ES. Office ©i Nudoar Regu'olory Roeoarch, OI> 
rector (Post 660720) ip 47516 225 47519 225 


•*8611060166 Reeuesis assisience In reviewing of enci final amends to 
iClCrB2.19.20, 200, 78,73.75 8 150, "Licensing Requirements foi lodopendeni Sior- 
aoa©/ Socnl Nuclear Fuel A High-Level Radwasie " 

BDSNAt^ Division ol Engineering (Post 670413). 5lFfl19iO0. 87/07/14. 
OPIMSLEY.OH. Division of Rules 8 Records (870413-880514). 2op. 47616 054- 
476150S5. 

-0611090176 Responds 10 870714 request for comments on proposed iinol rule amend 
to 10CFB2J9,20, 21, 70,72,73,76 A 160, "Licensing Requ.remenle lei IndepcndeM 
Sioieoe ol Spent Fuel A High Level Radwasio " (^ommonia enci. 

KAMMERER.C Stale, Local A Indian Tnbe Piograme. 6iFni9i06. 87/07/22 
eOSNAK.R. bivision Ol Engineering (Post 870413). 2pp. 47515.058-47515.057. 

-8811090217 Commonts on imal lule amonds to lOCFfl2, 19,20,21.70.72,73.76 A I6O. 
"licensing Requiromenis lor Indepandeni Storage ol Spent Nudear Fuel A High Level 
Radwasie," per 070714 request. . 

H NO.J.A Reg on 3. Ofc of the Oiiecioi. 61Fni9l06. 87/07/23 BOSNAK.fi. Ov^'on 
ot Engineering (Post S70413). 2pp 476l6:050-479l6.069 

-8811090225 Offers no oblecHon to Issuance of Iinol rule amends to 
lOCFRa, 19,20.21.70,72.73,76 A 160, "Licensing Requiremems lor Indopondenl Slot- 
age of Spent Nuclear Fuel A High Level Redwasle,'' per R Boenek 870714 requesL 
RUSSElCw.T. Region 1, Olc ol the Dlroclor. 51FH19106. 67/07/24. 

BECKJOROES Oflice ol Nuclear Regulatory Resoaich, DvecKw (Post 860720) ip 
47615 060-47616.060. 

-0011090231 Oilers no comments on Imal rule amends to lOCFn2,l9.2i.2i- 

51,70.72.73.75 A 160, "Licensing Requ'.iomenls for Independent Siorage ol Spent Nw 
clear Fuel A High Level Radwasie," per 870714 memo. . 

WARTiN.R 0. Region 4, Olc ol ihe Greclor. 61FH1910e. 87/07/24. BOSM/VK.R. Owl- 
son ol Engineering (Post 870413). 1p. 47516 061-47616.06I. 

-8811090239 Responds to 070714 request for review of l.nal role emends lo 
10CFR2, 19,20,21.70,72,73,76 A 160. "Licensing Requiromenis lor Indepondow Stor- 
age ol Spent Nuclear Fuel A High Level Redwasle." No safeguards objections raised 
BURNETT RF Division ol Saleguards A Transportsfion (Post 670413). 51FR19106 
87/07/24. QOSNAK.R. Division of Engineeiing (Post 870413). lOpp. 475I6.062- 
47515.071. 


•8011090244 Commor^is on tinal rule amonds to 10CFR2, 19.20, 70.72.73. 76 A 160, "tF 
censing Requirements lor Independent Storage of Spent Nuclear Fuel A High Level 
Radwasie." Kieiked-up dralt of rulemaking parage end. 

MEYER.D.L Rules A Procedures Branch. 6lFni9iO0. 07/07/24. BOSNAK,R. Dwmlon 
ol Engineering (Post 870413). t47pp. 47C15:072-47615:218, 

-8011090265 Ofteis no commenls on l.nal rule amends to lOCFfl2.19.20.2l. 

51,70,72,73,76 A 160, "Licensing Requiremenls lor indepandeni Siorage ol Spent Nu- 
clear Fuel A High Level Radwastp." per 070714 requesi. 

JOHNSON, G Division of Accouniing A Finance (Post 870413). BtFFlIOlOB. 67/07/ 
28. aoSNAK.R. Division ol Enginooring (Post 07O4l3). ip. 47515:219 47515:219. 


-0911090262 Commonts on Imal rule, "Liconsing Requirements for indopondenl Stor- 
age ol Spem Nuclear Fuel." Sections 72.33(e) A 72.204(b) should be modiwd to 

change 2 yr record roiention period lo 3 yrs 

PARCOVER.H. Records Management Branch (Pro 860103). 61FR191C6- 87/06/05. 
STEYER.K.G. Materials Engineering Branch. Ip. 475f5-220-476l6'?2O. 


-6911090319 Offers no teoai obleciiorrs lo drall final rule. .. 

MAPESJ R. Oflrt;© ol iho Genera' Counsel 5iFni9l06 87/f1/2'l. NlLSEN.C.W. Mo- 
chaidcel Entfnooring Branch (670413 680716). Ip. 47516;226-47516:826. 

-6811000327 Forwards draft Commission neper le linal mlo amends lo 
tOCF02 19.20 2 l 5' 70,72 73.76 A 160. "Uconsing Hoqu'romonls for Indepondont 
Stoieoeoi Spent Nudesr Fuel A High Level RaOwssV' lor cone, derutipn 
BECkjOROTs. Dwisien ol Regulaiery ApD'.icei.ons (tosi SFO'HS)- 
11/30. SIELlO.V. Olc e! Iho Executive D.ieotof lor Opeieiions. 183pp. 47B16.827* 
47617019 

-8011090349 Siall loquiremonts memo re 900714 affiimahon/discus6.on A voce con- 

S4u!K?s'j*'1)»!ce'^ei mo Secreiary ol tho Commission 5‘FRi6t(M, 

SIELLO.V, Olc Ol Iho Executive D.rocior tor Opoialions. 2pp 47516:120 47518:121. 

—8011090367 neouests Ihsl Comm'sslon ocl.on bo Impiemonled By a, tanging for pubi'- 
celkin of end lir»l lule smerids lo 10CFR2, 18,80. 2f. 61,70,72.73, 75 A 150. Licons- 
ing Reqoirefrwnis lor Indopandont SloraQo of Spent..." In FR.pe; W0726 momo 
AftLOnGA Division of Engmeonng (Posi 87<MI3|- SlFRieiOfl. 00/00/01. 
MEVenOL Office ol Adm'niBirallon A Resources Managemonl, Director (Post 
870413). 2pp 47618 122-47518 124. 

-6611090367 Forwards l-R noiiCe ot final tulo re siorago of sponl nudear fuel A h.gh 
totfol radwasie In monitored tolrlevable storego laci'.ilies A pubito announcomenl. 
BECKjOflO £ S Offfco of Nuclear Rogulalory Research, uiroclot (Posi 860720) 
SiFRlQlOe 06/00/01. BREALIX.J.B SenolB, Envitonmool A Pubho W/otks. 35pp. 
47616:126 47519:166. 

-8612100188 Inlorms lhat Subpart G of l(JCFR72 re Hoens'ng of monliored retrievable 
storage lacJiUes lor sponl nuclear luoi A high level radwasie should be changed to 
sgreo w/App 6 of lOCFRSO.as noter/. a 

OHIMES^K. O'rv ol OA.Vsndcr A Technical Training Cantor Progrema.iE (e502i2- 
07O4I3J 6lfni9lO0 86/12/11. NlLSEN.C.W Mef&rieis Drench. 2pp 47515052- 
47516053 

ResoondB lo olc concurrence request re proposed rutoa 

Indeperrderji Slor- 
ges focommendod. 

LieetKMAN.J. l/rc ot criiotcenivm uTOlOB 87/10/07 

B6CKJ(»O.C.S. Ollics ol Nuclear Rogulalory Research, Director (Posl 860/20). ip. 

ISO 


-6712230303 SECY-a7-2eO Recomrrjends Convniss.on approve revised frnsi fulo to 
80CR172 '‘Ucenslnn Requ'romonls lor Indepondonl SlO'a^ oi Spent Nudoar Fuel A 
Level Radwesia" a conforming emends to 1OCffi2,10.2O,21, 61,70,73,75 A 

the Execuiivo Dlrecior lor Oporaltons. 61FR10106 87/12/08. 
162 k> 476 1 7 020-4751 7:171. 


-8803070311 FotwarOa Pagoa l-x.conia.nmQ revs lo 10CFR72, "Licensing Require- 
mento tor IndeporKloni Siorage ol Spent Nudear Fuel A High Levoi Radwasie. per 
S£OY*B7 • 20S 

TR80YSJ) Assisfari! Cortoral Counsel lorfiulomaWng A Fuel C/de. 5lFR 19106. 88/ 
03/02 'CHlLKSJ Ofice of the Sectoiary ol the Corrirnisston. 11pp 4?517:172- 
47617.182 
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-86032<fi26ft SECY-67-?&6 £00 ErtelS 10 SECV-07-233 ro l.t%6l iu-b Ioi Obv 
lO.iOCFR??, "Licensing PequI.'S-nieris lor fndopendem Sioioge of Sponi Njclear 
Fun! & High Lovoi Padwa&io." Enci I shoo'd bo replaced w/aiiachod FRM. 

' Ofc or iho Exoculiva Drocior Ipr OpsreiK^ns SlFPiSlOd B8/03/1S U^pp 
< 17517 : 183 - 47517 . 024 . 


-8S06290216 SECY-07'293 EPR Ccirroct.cn not.ce lo SECY-87-206 rc lirtsl ruio lor lor 
Id 10CFP72 ro .'icons.ng reqjirorne'iis lor independent storago ol epeni riuclca* fuel & 
high lave! rad.vasi9 4 conVrnng amar^da to iQCFn2.f9,20£t.5i.70.?3.75.»5!0Voio 
recfuested bv &&062'i. 

* OKico 01 lha Socrotaiy of ihe CommisVon. SlFniSlOO 6d/06/CB ISSpp 
47517:326-47516:119 


-63ttQ90t43 fcitv,afd& Bwmmary/ir'txi'.es of ACPS 861121 mcQM'fi orv apont fuel 
eiorage.tot rev'lovr Con'ocled version of rn.ni,tes.alier Incorporation of convnonls.wi’l 
bo iransrn.itod lor cerlilicallan. 

MEPP'LL.O ACPS • Advisory 00 ( 0.711100 on Heaclor Sa'ogoatda SlFRlSlOS 06/ 
12/04. SlESS.C. ACns • Advisory Cornmlied on Poacior SatoguBrefs 27pp 
47515025 47615:051 

-881109(1166 Roquosls assistanca in ravlemV.g ol onci fttal amands to 
l0CFn2.l9,2«>.2l.7O.72,73.75 4 150, ''Llconsng noqL-irorrerils toi indopandoni Slot- 
ago ol Spent Noe'ear Fupl & High Lovel nedwasie '' 

DOSNAK.R Oi-nalon of Engmaei-ng (Poai 870413) SlFftnOSOB. ft7/07;i4. 
GniMSlEYAH. Division of RaOS & RoCO'cfS (870'il0-0a05t4). 2pp 47515:054- 


—6611090176 Responds lo 670714 rerguesl for commcnis on preposod Imal rule arpond 
to lOCFn3,19,20,2l,70,72.73,7b & >88, "Ucansirig PoqLi(omor>i9 tor Irniopondenl 
Slorage ol Sponi Fuel 4 Kgh Level Radwasio." Comments oncL 
KAMMEflEfljC Stale, Looal 4 Indian Triho Programs SlfRI8i06 07/07/22 
OOSNAK.n Divison ol Engineer ng (Post 870413) 2pp «t7fii5086 4?6isOS7. 

-B01I0902I7 Comircnla on Vinal to'e omonds lo lOCFR2,ifi.20, 21.70,72.73.76 8 I60. 
"Licensing noqu’romenls for lotfope.'idoni Sloiaga of Sporii Nuclear Fuef 4 H>Qh lovei 
Raiftva&lo, ' por 0707<'( request. 

HISD.sfA. Region 3. Qlo oi Uw O.feclof. SlFRlfllM 67/07123 eOSMAtcR Orjfitoft 
ol Eng rieor.'ng (rosi 870413), 2pp 47516:056-47518:058- 


-6611090225 Odors no otjjeclon to issuanco o( Imal rule amende w 
10CFR^l0,20.2t,7O,72,73,7S & 150, "Llconsing Roqui/emonis loi IrKfOpondeni $ior- 
eo* d spont Nuctoer fuel & H'oh level Radwaste,' per B Ooanak 870714 iaouesi 
RUSSEiLC.WT. Rogio/I I. Ofc ol Ihe O.reclor. SlFRiOlOC 87/07/24. 

&ECK<JORO,E 8. Oll'CQ ol Nuclear neguiatory Rosoarch. Drecior (Post 680720) ip. 
47518:060-47615 060- 


-8611050231 OUeis no ccmmenia on tmai rule amends lo tOC^H2.i9,2i,2l. 
61,70^2,73,76 4 150, ''licorsing Roquiremenls for Independeni Storago ol Sponi Nu- 
c-'oar Fuel 6 Hjh Lovoi Radvrealo." per 870714 memo. 

MARTIN, RO, Roglon 4. OlC of the Orecior. StFRtgtOS. 67/07724. BOSNAK.R Owi- 
slonol EngIneorIng (Post Q70413). Ip 47516 06i -4761 S08t 

-8811080238 Rosponds to 670714 roqucst iO( review of rmal ruio amends to 
i0CFn^l9,20,21,7O,72,73,75 4 ISO. "Lleonsrig (loquiromonis lo' Indeporidoni Stor- 
age of Spent Mucteei Fuel 4 H gh levaf Raowaste." No tai&guatds obioctona iftsed. 
BunNErT.RF OivIsiQ/i Of Safoguotda 4 Transpo'lai on (Poai 870413). SiPRi9i08 
87/07/24. 80SNAK.R. Divialon ol Englneenng (Post 87041^. 10 m. 47515062- 
47516 071. 


-8811M0244 Commenis oninalfuta amends lO 10CFfl2.l8,20,7Cl.7V3.75 & SSO. ' U- 
cansmg Requ remenis for Indopondani Storage of Spent Nuclear Fuel & High level 
Rndwaslo '* Kiailied op draft ol rulcmahing paclmga end. 

MEVEn.OL. R-olea & Procoduies Branch. 6fFFIl8iQ6 67/07/24. QOSNAK.R. Ovieion 
of Eng./ie«iing (Post 670413). 147pp. 47515:072-47515:216 

-86110902S5 Offers no comrnorals on imaf rule amends to t0CFR2.l9.20.2l. 
51.70.72,73,75 & ISO, "Llcensinti Floquiremenis fpr Independonl Slerago ol Spent Nu- 
ctoar Fuel & Higit Level Hadwaste," pet 670714 reojeei. 

JOHNSON.G. Avision ol Accounling 4 Finance (Post 870413) 5iFRi6IC6. 67/07/ 
2a. BOSNAK.R. Divistofi of Englneoting (Posi 870413) Ip. 47515219 475*6 219 

-9811090262 Commenis on Fnal nile, "Ucenslng Requ.rerpenia for (ndependoni Stor- 
es of Spent Nuctoat Fuel." Secl'one 72.331^ & 72 204|b) ahovld be modilted lo 
Change 2 vr record reienilon period lo 3 yre 

PARCwER.h Records Managoment Branch IPro 880103) 5tFRl9loe 87/08/05. 
STEYER.K.G. Materials Engineering Branch, ip. 47516:220-47515:220. 


-981109039& Concurs In rulemaking pnekego iqr Inal rule anorvds i.; 
l0CFR2.i9.20,2l.5f,70.72,73.75 4 i60, "Licensing Roqu.tomenis lor Indc-pe-Wen 
SlorMS ol Sponi Njclear Fuel & High Level naciwasio." per 870020 requosl- 
OENTON/ift Ollice of Goverrmoniai & PubLc AKa'ta tPoat 870413). 5iFni3lW 
07/lO/t3. BECKJORD.E.S Division of flcgiilatory Appf'cai'ons (Post 670 ai 3;. 'p 
47516 170-47516 1/0 

-8B 11090309 Concurs w/lmal ry'o amends lo 10CrR2, 19,20, 21,51,70, 72,73. 7$ 4 *W, 
"Ucens-flg ftequkemanis fw lndeper,dont Sloiogo ol Spent Nuclea' Fust & H-gh le.et 
Radnasts." inclusion of addresses paragraph on Pago i requnsted. 

MCOONALD.W.G. OH.co ol Adm n.siroiion 6 Resources Managnmont. Di'cclor (Poll 
870413). SlFfltdlOO 07/10/15. BECKJORO.E S Offico Of Nuclear Rogul9tor|i Rc 
search. Ckrector (Post 660720) 54pp. 47516.171-47516 224 

-8811090316 Concurs w/finai rule amends to 10CFR2.1 9, 20, 21. 51.70,72. 73. 75 A ISC 
"Licensing Roquuemenis Iqr independeni Slorago of Speni Nuclea' Fuel & High Levc- 
nadwasto." per 870929 requssi 

THOMPSOn.hL OIIiCO el Nuclear Material Saloly A Snfegufl.'ds.Oiroctor 
5iFRt9t06 67/10121. BECKjORO.E.S Oflice ol Nuclear Regu'etory Rosnarch. O 
rector (Post 000/20) fp 47516 225 47516:225 

—681 1090319 Olfots no lagal ob|ections to dratt final rule 
MAP£S.J.fi. Olfco ol the General Counsoi. 51fRl9l06 87/11/24 N.'LSEN.C.V/ Me 
OtancaiEi'g'fHldiing Branch (670413 8907 16). ip. 47516.226 <17618 228 

-8811090327 Forwards dralt Commission paper re linal rule arrorws to 
IOCrn 2 .lO, 20 , 21,51,70.72.73,75 & 150, "Licensing Roquu'emer\i8 lot Irufopordcnl 
Srorego of Spont Nuclear Fuo) A High Level Rodwaste," for consldcrai.'on. 
6ECKJOBD.L.S Orvis on ol Regu'alorY Applications (Post 070413) 51FR'9I06- 87/ 
11/30 STELLO.V. OlC of the Executive Director lor Operations. lS3pp. 47616:227- 
475170IS 

—8811090349 Siaff requiromonis memo to 680714 allirmation/d.scusslo.'i & voio con- 
cern ng listed SECVs 

ChiLK.SJ. Office Of Ihe Secrelary of the Commission. 5IFR16106. 60/07/25 
SlELlO.V. OlC ol the Executive Director for Operations 2pp. 47516:120-47516:121. 

-6811090367 Rcquesis ihai Commission action bo implemcnied Oy a'/anglrig fo.' puNi- 
caiton el onci f-na) luie amends lo 10CFR2, 19.20. 21,51.70.72.73,75 A 160. "Leons- 
ing Roqyircmenis ler indepor>deni Slorage of Spom " in Ffi.per 860726 n-ome 
ARLOTT.O.A Division of engineering (Posi 670413). 6fFRiOI09. 68/06/01 
MCYEO.OI. Oitice Cl AdnvoiSiBtion & Resources Wanaaeireni. Director (Post 
870413) 2pp 47518 122-47518:124. 

-6811090367 forwards FR nqi'ee of tmai rule re storago of spent nuclear fuel A hgli 
level rodwasia m monjoied retrievable aioraga facilities A pub'ic announcemonl. 
BECKJORO.E S. Odtee o* Ni>ciea> Rogulaiofy Roseaicn, O-teciof (Posi SBQTeO). 
5lFni9i66 68/08/01. eHEAUx.j.B. Senate. Environment A Pub'ic Wp/ke. 35pp. 
47516:125-<47519:166 

-8612160188 inioirr.R inai Subpan G ol 10CFR72 re licensing of mo/iiiprod fol/‘evali‘o 
sictaga faoLiies to; spent nueissi lusi & Hgh level leowasie shouto be cltengeu lo 
Mree w/App 6 pi lOcFRSO.es noted 

GRiMES.BK. Diy of OA.vondo' A Technical Training Center Prog'ani9.t£ 1650212- 
870413) S1FRI9I06 86/12/11 NILSEN.CW Materials Branch. 2pp. 47619:052- 
47515 053 

-8710210200 Responds to otc concuirence loquesl re propOBOd nr'os 
iDCFR2.i9.20.2i.70.73.75.i60 A 72, "Licensing Requ'remenia for intfapondoni Stor- 
age of Spent Nuclear Fuel A High Level Ra/lwasie^' Tiueo changes recommended. 
IIEBERMAN.J OlC Ol Enforcemoni (Posi 670413). 6IFR19I06. 87/10/07. 
BECKJORO.E.S, OlliCb ol Nuclaat ReguiatoTy ResoBTCh, Diiectoi (Post 860720). ip. 
47616109 47516 169 

-8712230303 SECV.07-290 Recommends Commission approve revised final ruto to 
I0CFR72. "Hcens-ng Roqu.remonis tor Ihdepondent Storage of Spent Nucleor Fuel S 
lavol Rad.vaslo” A cohtoim.ng amends to 10CFH3, 19, 20.2). 51.70.73.76 & 
ibO.iOf pobkcaiioA 

STELLO.V. Ofc ol Iho Execuhvo Director lor Operations. 5lFfl19l06 B7/*2/0S. 
182pp. 4751 7 020-47517; 1 7 1 

—8603070311 Forwards Pages l-x.conlaining revs to \0CFH72, "Licansing Re^te- 
menis lor Independent Slorage ol Spent Nuclear Fuel A High Level Radwaslo,' per 
secY-e7-290 

TRE8Y.SA AsswianI General Counsel (Of Rulemaking A Fuel Cycle SlFRlSIOS 68/ 
03/02 CHlLK.S.J Ollice ol the Sccietarv of ihe Commission, lipp. 47517:172- 
47517:182 


—861 1090269 Rosponds lo raques) tor commenl/concuirence on fine* aBo emends lo 
I0CFR2.16.20.21. 51,70.72,73, 75 A 160. "Licensing Hequrements for In^pendent 
Slorage ol Spent Nuclear Fuel A High Level Redwaste " 

nARCOV£R.>l. Recoida Managemenl Branch (Pre 660103) SIFfltOiOO 67/06/05 
MEYER.D.L. Division ol Rules A Records (870413-680514). Ip. 475 15221 -47515:221 


-8603240266 SECY-e7-2g6 ERR Enala to SECY-87-268 ro final rule (Of Rev 
lO.lOCFR/E, "Licensirxg Reouvomenls Cot indepondent Slorage ol Sponi Nue'ear 
Fuel A High Level Radwaste End I should be replaced w/etiached FRN. 

* Ofc or ihe Executive Direciot tor Oporaiions. 51FR19106 00/03/15 142pp. 
475IMe3 47517,324 


-6611090262 Offers no commenis on final rule amends io tOCFR2JO.20.2i. 
51,70,72,73.75 A ISO, "Licensing Requirements for Independent Slorage of Speol Nu- 
cteai Fuel A High level Radvrasie." 

CUNNINGHAM. R E. Oflice of Nuclear Male/lal Safety A Safegua'ds.C>w«»:ior- 
61FR191O0- 87/00/12. B03NAK.R, Division ol Enginaarlng (Post 870413). ip 
47515222-47515:222 

-8011090265 Coimrienls on linal rule fw amends lo l0CFR2.t9,2O.2l.5i,T0. 72,73.75 
Also, "Licensing Requl/emonls for Independeni Storage of Spool Nuclear Fuel A 
High Level Radwasie.'' per 870714 requasi.Maiked-up drail of amends lo rule eiKL 
TREeY.S.A. Assiatani General Counsel /or RulemaKing 8 Fuel Cycle. 5tFRi9l06. 67/ 
00/13 0OSNAK.n J. Division of Engineering (Posi 070413) I51pp 47SIS223- 
47516013. 


-8806290216 SGCY-87-29e ERR Conection notice lo SECY-67-2e8 te final rule for rev 
to IOCFR72 re licerising roouiremenis for Independeni storage of sponi nuclear fuel A 
high leva) ladwasio A confirming amends to I0CFR2, 19.20. 2l.51.70.73.7S.l60.Vote 
requeslodby 660624 

• Olfico of Ihe Secrelary of Ihe Commission. S1FRI9106. 86/06/08. 155pp. 
47517325 47518 110 

—8811090143 Forwards sommary/minules ol ACRS 861121 moeling on sporrt tool 
storage. lor roviaw.Corrected version ol minutes.aUer Incorporolion ol comments.wil' 
to transmitied for certilicalion. 

MERRILL.O. ACRS - Advisory CoflimiWee on Reector Saleguatds. A870-2 03 B6/ 12/ 
04. SiESS.C. ACRS ■ Advisory Committee on Reactor Safeguards. 27pp. 47515:025- 
47S15,05>. 


8811000294 Hequesis concurrence on end draft Commission paper conlafning Inal 
(ijlo amends (o l0CFR2.l9.20.2f,5l. 70.72.73. 75 A (50. "Licensing Requirenienis lor 
Independeni Storage of Spent Nudoar Fuel A High Level Radwasie " Summaiy Ksled 
BECKJORO.e.S. Oiyistoft ol Regulatory Appltcanons (Post 670413). 5TFR19106. 87 / 
09/29. THOMPSON.HL Office of Nudear Malarial Safely A Soteguaids.Ouecior 
tSSpp. 47515014-47516:166. 


—6611090166 Requests assistance lr> reviewing of end final amends to 
IOCFB2.t9,2o,2i,70,72.73.75 A 160. "LtoensKig R^uirements tot Independeni Sloi- 

K ' Spent Nuclear Fuel A High Level Radwaste " 

AK,R Onsion ol Engneerlng (Post 870413). 51FR1910S. 87/07/14. 
QRIMSLEY.D.H. Division of Rules & Records (670413860514) 2pp. 4751&;054- 
47515055 
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Jn"^’ a « '’1 r« '?/ on propoaeO t«al frfo ofnend 
^ lOOf n? 10. ^.?l. 70,72, ?3yG A luO, Llcons.r'.g HoquTonioms Iqt Independenl 
Sioroflo of Sf>onl f uol & High Lovul Radwas^o*' Commoala or.ct 

* ^.(j.an Tr.()o Ptogtama &)Pni9t06. B7/07/22 
UOSNAK,r) lliv.SlOii ol Engi'iiiOOno (I’osi a70't13|. 2pp, a761b.0f6-<l75l5-057 

-601 1000217 Coiiimcuita on linni tulo amoncJa lo lOCPR? 10 20 21 70 72 73 75 & 160 
■'Llconalno Hoquiromonls to* Incif'ponrtcni Sicreao oi Spdni Nucioar Fuoi Leva 
llo<lrt'fi8io,'’ por 070/M tonuo&t. 

MlNO,J./\ noo.ot» 3, Olc ol llio Diioctof. 5lFniOl0G 87/07/23 BOSNAKR 0>vl$ion 
yl Cnijfiocfing (Post 870413), 2pp 4761D 05e-470l5:0St) 

Otfois no o()itjci.on lo lasuonco ol l/ial mlo a'nowJs lo 
10CMI2.1U. 20.21, 70.72,73, 78 & 160, "Liconsiny PnnJromonls lot (rtdopondunt Sl0»* 
COO nf Sfion( NuctoJf Fuol & High (.ovol RacJwasio, pci H flosnak B70714 icnuesi 
FlUSSCLl.,W-T. Iloyon 1, Olc ol Iho n.rorloi 51FR1B106. 87/07/24 

OfcOKjOno,l;.S Office ol Nuclear ftcnoialafy Ro<ionrcii. Diroctei fPoac B607201, to. 
47516 080-47515000 


••BS1t090349 Sls/f fequtf&TiCT's memo re fiSD7M a'lrmanon/tfscuss-on 4 vote con- 
cerning i,«icd SECYs 

CTI^LK.SJ ^Ico ol the Sodeia/y of 17.® Commission V8807I4C SO/07/25 
STEllO.V dc pt Iho Ejocuiive Oiec'o' lOi Opcial'Ons 2pp 4?516 120 47516 121 

•^811090357 Requesis mal Comrriss'on act cn bo implemenied by aiiancma tor pt,bli 
canon ol enci Imal rule amends lo 10CFR2,19,20 21.51 70 72 73 75 & 150 "Ucens- 
';^0 Rs^remoms for ir.dapor-dsm Storage oi Spent " m HR,per 880725 memo 
ARLOTT.GA O.v.sion ol Engr.ecmg (Rost 670413) 5tFRl0lO6 66/06/01. 
McYEfl.OL. OH.co Of Aoir.nisiiat-on & Resources Mar.aacmeni o rector (Post 
870413) 2pp 47510:122.47518 124 

-6811090367 Fo-wards Ffl nonce 01 linal ru'e ro storage ol Sper.i nuclear luel & bgh 
level redwaste in monpicred reirievab'e storage lac Mies & cuOi'C announcemoni. 
6ECKJORO.E S Office ol Nuclear Regu’aiory Reseaicn, D.recior {Post 860720) 
5IF019I06 80/09/01. BREAUX, J 8 Senate. Envi.'onmenl 4 Pu5l.c Works. 35po 
47516125 47519 166 


-8011000231 OHoie no coinmonla on imni tulo anionos lo iOCFn2.i9.2l.2l, 
61 .70,72. 73.V6 & 1 60, "l.iconaing noquifomQnie foi Indoaontioni Sioi&ne ol ^onl Nu- 
door Fuol & I llyli l.ovol nadtvanic;." pur O707M mumo 

WAHTIN.n 0 Itcyion 4, Olc ol llio Oiiocioi SIFRlOlQB 07/07/24 OOSMAK.n Owi- 
alcn of Cngnooflng (Posi Q70413). tp. 47515 001 47515061. 

— 0911090230 tioaponda fo 870714 roquosl tor lou.ow of final luio aiMrids lo 
IOCFI12.lt),20,2l,VO,72,/3,75 & 160, "Llconsing Rcnuiioinonis lor indapandoni Sioi- 
0^ al Snoni Nucloar Fuel 4 High brivol Hadwasio." No saldguords obfocHona ra sod 
OURNErr.n F. OlViflion of Sulcguordfi & TtanaporlOl.on (Pofll 870413). 5lFRl9iC6 
1)7/07/24 OOSNAK.n Division ol Erioinoorma <Pos! 870413) lOpp 47615082- 
47010071. V u •e'w 


-0911000244 Coinrnofila on linal rule nmonda lo 10CFR2.19.20.7O.72./3.75 8 l60. “LF 
conalng Doriiiiriiinonia lor Inclupondcnl SlQingo of Sponl Nucloar Fuel & High Level 
nocivtoslo " Mnikud'iip droll ol rulornaklng gacKono and 

MEYED.OL. riiilae & Ptocorluros O'anch SlFniOlOQ 87/07/24 BOSNAK.R Oivision 
of Gnuifioorini) (f‘ool 070413). 147pp, 4 761 S 072-47515 210 

-8811090255 Offote no commonis on Imat rule amenda (o tOCrR2.i0.20.?t. 
6), 70,72.73, 75 & 160, "Uconalnn Roqulrcmunia lor Indopondoni Storage ol Speca Nu- 
door Eud S Il'iiN LOvof nodwasfo," pot 070714 raqncsl. 

JOllNSON.G Oiwiulon ol Accounfng & Finance (Poai 070413). eiFRiOlOB 87/07/ 
?0 nORNAK.n Division of Enuinoo/rno (Posi 870-113) ip 476i52l9-476i62i9 

-8811099282 CoiTunanls On final rule. "Uconsing noqu'romonis lor Indepondoni Slor- 
OQO ol 5|iorii Nudupi Fuel." Socilons 72.33(e) & 72 204(0) should t>a mod>(ied ie 
cnonno ?. yi rucord rolonllon period lo 3 yra 

RAUCOwn.H. nocoida Mananomorn Oroncti (Pro 000103) CiFfliBICO 67/08/05 
STliYEn.K.O. Mftlorlaia enoinootlng Orpneh tp. 47515 220-47615:220 

-8811000289 nosponda lo roquosl lor commont/concurronca on linal «ula amends lo 
10Crn2,10,20,Sl,6l.70.72.73,78 0. 100, ' Dconslng Roeu'ramanls for Indapandeni 
Slorqsio o( Sponl Nucloar Fuol & i iigti Lovoi Radwasio '' 

PAnrOven.H noco/Us MorMOomom oranch (pro 000103) 6IFRI9106 67/08/05 
MEYEn.D.L. Division of Hulos & Records {0704i3-0005U). tp. 47S15 22l-475i6 22l. 


-8611000203 Ollora no comrnonis on Unai rulo amends lo I0CFR2.I9.20,3I. 
61,70,72.73,7(3 & 160, ‘'liconslno Roqulromonis fo' indepondoni Slorogool Spent No- 
cicot Puol & llifili Lovoi Rndivaslo." 

CUNNiNOHAMTn C. OKico of Nucioar Moieriei Saioiy 4 Salo3uaids.O«ocior. 
eiFRiaiOO 07/00/12. QOSNAK.n, Oiviaion of Engneonny (Post 870413) ip 
4701C 222-47016:222. 

-6611000266 Cornmonis on Unnl rule lor omonds 10 l0CFn2,19.2O.2i.5l.7O. 72.73.75 
4160. "IfconsifHi Roflufrompnis lor fnoopenfleoi Sio/Bflo of Sponl Nuclear Fuol 4 
ll'iiii Level llndwaalo,'’ pof 070714 toquoai Marked up uraii o'amorids ip ii/a enci 
TnCOY.S A Acslalpni Gonorpl Counsol inr Rulemaking 4 Fud Cycle 6lFfll9l06 87/ 
Oa/l3 QOSNAK.n.J Divieion of Engmoofing (Post 870413) i5tpp 47515223- 
47510013 


-8811090294 Roquosis concurronto on onci drali Commiss.on paper coniairtng Iviai 
lulo nmonda lo loCFn2,iO,20,2i,Gl. 70.72.73. 75 & ISO, •Ircans'ng neqoromor>la la 
Indepondoni Siorago ol Sponl Nucloar Fuel 4 H-gh Level Raduvasto 
OECfCJORO L* s Oiviaion of noguiaiory Appiicalioris (Post 070413) BiFRieioe. 87/ 
09/20. luOMPSON.H.L Odico of Nucloar Maienal Saloty 4 SalOQoards.D^ecior 
I65pp 47filO-OI4-476l6 ICO. 

-8011090298 Concurs m rulornnking package for final rule amends lo 
' lOCFn2.10, 20 21 51,70.72,73,76 4 150, •’Llconaing Roquiramenia lor indopendoni 
Slornno ol Sponl Nudoar Fuel 4 I ligti Lovol Radwosio.” per 
OENTON.H.R. Oflico Ol Govornmomol 4 Public Allairs (Post 

87/10/13 DCCKjOnDES Divis'On ol Roguialory AppiicalionslPoai 670413) ip 
47510:170-47516:170. 

-8811090308 Contuis vt/(ioal rule amends 10 IOCFB2.J9.20.Sl.bl.70^2.7X7^ ^ 
"Llconaing noquitomonla lor Indopondoni Siorago o! Sponl Nuclear Fuel 4 Hign l.evoi 
Rndwpsto." Incloa'on ol adefroasos paragraph on Pago 1 requosied _ 
MCOONALD.W.Q Oflico of Adm.nisiral'on 4 Rosowcas Manage^lj^^i^^Pw 
070413) SJFniOlOO. 07/10/15 BECKJORO.ES. Olfico ol Nucloer Bagulalory Bo- 
aoai&h, OifOCIOf (Post 060720). 54pp. 47616:1 71-47616:224. 

-8811090316 Concurs w/linal lulo nmonds lo ‘OCFR2ji0,2O.2I.Si.7O 7^73, 754 ^ 
"Llconsing noquiromonts lor Indopandani Storage ol Spent Nuclear Fuol4 HqH level 

5lFni0i06 87/10/21 QECKJORO.E.S, Office of Nuc/ear RefloljloryBesoarcl). DP- 

roclor (Posi 860720). Ip. 47516:226-47610225. 

-8811090319 011018 no logoi obiecuons to dralllioaliulo NiicPNrvu Me- 

MAPES.J n Office of Iho Oonntal Counsel 

cbanicol Englnooring Bfonch (870413 800710). ip. 47618:226 47616.226. 

-8811090327 Forwards draft Commission paper le f-S^ndnS 

lOCFRP IQ 20 21 51 70 72 73 75 4 l60. "Licensing Roquiiemonls lor Inoepenoeni 

SaJ^oPspont’ NiSar Fuel 4 Ikgh Level 87/ 

BCCKJORO.tS. Division ol Roguialory Applicohons i^07O413).^Rl9lW y/ 
11/30 ST6LLOV Olc ol Iho Cxeculivo tWrecfor for Opcahorys. ibapp 4 eio 
47617 010. 


—6812160166 inic/ms lhai Subpsn G of lOCFn72 re i.consmg of mon.iored retrievable 
storege iao'-ies fo' spent ruciear fuel 4 h-ah level radwaste should be changed ic 
agreo w/App B ol i0CFR50.es noted 

GBiMES.BK. Dw ol OA.Vendor 4 Techn:ca' ira'ning Center Prog'ams.iE (850212. 
670413) 51FR101O6 06/12/11 NILSEN.CW Materials Branch 2pp 47515052- 
47515053 


'■6710210200 Responds to cic concurrence request re proposed ru'es 
tOCFfl2.l0.2O.2l,/o,73,75.iSO 4 72. "Licensing Requiremenis for independent Stor- 
age of Spent Nuclcai Fuel 4 High Lovoi Rad-ivasie Three changes recommended 
tleeEftMAN,J. Olc of ErTforcemenl (Posi 670413). 5fE«l8l06 67/10/07 

BECKJORO.ES OILca ol Nuclear Reau'aioiv Reseaich. Director (Post 660720). ip. 
47516188 47516)69 


-0712230363 SECv-07.208 Recommends Convmssion approve raviseil final n/io lo 
iOCFn72, "Licensing Reou iements lor indepertdcri Sioiabe of Spont Nuclear Fuel 4 
11^ Level Radwaste" 4 conforming amends lo i0CFR2.t9.20.2l.5l.70.73.75 4 
Iw.lorput/icalion 

STELLO.V. Olc of U<a Excculva D'icclor for Opcrelions. SlFRigiOO 67/12/08. 
I52pp 47517.020 47517:171 

-8803070311 Forwards Pages i i.coniainino revs lo 10CFR72, "Licensing Require- 
menis lor independent Storage pf Spent Nuclear Fuel & Hgh Level Radwasie,' per 
SECY 87 290 

TREBY.SA Assisienl Genctel Counsel lO' RulemskmqS Fuel Cycle. 5lFRt9l06 86/ 
03/62. CHIIK.SJ Office of ffifl Secretary Of me Commtssion ftpp. 47517,172. 
47517 182 


-8803240288 S£CY'8/-208 ERR Errate to SECY 87-299 rp final rule lor Rev 
lO.iOCEfl??, "Lieansjyg Requrfemenla for fndepandeni Sio/age of Spent Nuclear 
Fuel 4 High Level Raewasie." Enci i should be lepiaced w/siiached FRn. 

* Olc of mo Executive D.iecior lor Opeialions. SlFRl6t06. 66/03/15. I42pp. 
47517 183 47517 324 


-8808290218 SECy-87.298 ERR Coueclion noiice to SECY.e7'298 re final rule for rev 
to I0CFR72 re licensing requ remenis lor independani sioiega of spent nudear fuel 4 
hgh level radwasie 4 confirming err.enas to 10CFR2, 19,20, 21, Si, 70.73, 75,150. Vote 
requested by 680824. 

* Oliice ol ihe Socieiary ol ihe Comm'seoh SIFRlOlOO 86/06/08 ISSpp 
47517:325 47518 119 

-8811090143 Forwaiqs summary/mlnuies ol ACRS B8il2i meetng on spel^l fuel 
eierege.for review Correcied verS'On of m'nuies.alter lncoq>ore!«)n of eommenls.vwil 

be weiwiwned let ccrtiiicaiion „ 

MEBBfLL.O ACRS ■ Adwsc/y Commiiies on Reader Saieguards A970.2 03 86/12/ 
04 SIESSC ACRS ■ Advisory Commiiiee Oh Reaclor Saieguards. 27op 47515025- 
47516051 

-60IIO9P166 Requesis assisiance In reviewing of end final amends lo 
IOC1:R2.I0 2CL2 i! 7O,72.73,75 4 ISO, "Licensing Requ'.rcmenis for itvJependonl Stor. 

age ol Speni Nucloar Fuel 4 High Level Radwasie " 

BOSNAt<.R Division ol Er>Q.neenng (Posi 870413) S1FR19106 |7/07/t4 

GRiMSLEY.UH Division of Rules 4 Records (870413-880514) 2pp 47515054- 
47515(^5 

-8011090176 Responds to 870714 reguesl for commenis on proposed fmal rule amerd 
10 IOCFH2.l9,20,2l.70,72,73,76 4 150, "Licensing RequiremQnts lor Independenl 
Storage of Spent Fuel 4 High Level Radwasie " Comrnenis a-nnuo^ 

KAMMEREB.f' Slate. Local 4 Indian Tube Programs 5iFfll9l()6. 87/07/22. 
BOSNAK.R. Division ol Er>9mewlnB (Posi B7P413) 2pp. 47516 056-47516 057. 

-8811090217 Commonis or* final rula amends 10 10CFR2,19.20.21,70.72,73,75 4 150. 
"Liccrwkig flequiremenis lor independent Storage ol Speni Nudear Fuel 4 High Level 

H^J*A*’RMion 3. Olc o'? lha Drector BiFRlBloe. 87/07/23. BOSNAK.R Division 
olEn^noeiing (Post 870413) 2pp 47615058-47516059 

-0811090225 Offers no obloct.on to issuance ol final rule anieMs to 
lOCFfl2 19^ 21.70 72 73,75 4 150, "Licensing Requirements (or independent Sior- 
e« of Spent Nuclear Fuol 4 High Level Radwasw.^ per t^uesl 

RUSSELL WJ. Rooiort t, OfC Of ^ ^ 

BECKJORO.E S. Office ol Nuclear Regulatory Research, Oitecior (Post 660720) Ip 
47615 060 4 7615 060 

,5T,k"xS:9T.,„TJsf,', ni- 

KSWr; 0 " bosnak,r d,* 

Stonof Eng'heor.ng (Post 870413) Ip 47515061-47615.061 

..8011090239 Responds to 870714 roauosi lot review ol final rule 
iticFB2 1920 21 70 72 73 76 4 160. "Licensing Requiremenis for Independent Slot- 
SsifnVNuciea. Fuel 4 H'gn Level Radwasie obiecwns rais^ 

SmNEnRF Division ol Saiaouards 4 Tiansportafion (Post 870413) SIFRISI06 
1K2V BOSnS Engirtoenng (Posi 870413) lOpp 47516 062- 

47615 871 
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-891I090J44 Com'Tenis on final rofo arronds to 10CFR?, 19,20. ?0.7?.?3.?5 & 150. "U- 
cersing noRwamanls lor inoopondoni Storage ol Spcni Nuclear Fuel & Hgft Level 
Radwaeto " Markod up drall ol roiomak ng package encL 

MEYER.OL. Ru'es & PioceOutes Qiatvch Slfft19106- a7/0?/a4 BOSNAK.R avtson 
Of Enaineefi-iaJPosl 670413) 147pp. 4 7515 072 47615 218. 

*-6811090255 Oilers no comments on iinai rxfo amends lo IOCFn3.l9.20.2>. 
51.70.72.73.75 & ISO. "Licetisi.ng nequlremopls lor Independent Siorags ol Spent Nu- 
clear Fuel & H.gh Level nadvrasto." per 870714 requosi 

JOHNSON, G. Division Ol AccoL'nimg & Finance (Poai 670413) 5tFRI9l06 67/077 
28 OOSNAK.R Division ol Engjrtecrng (Post 870413). ip 47515219-47515219. 

-8611090262 Commenis on final ru'e, ' Licans'ng Reqjromenls lor Independent Sto'- 
age ol Spool Nuclear Fuol" Sections 72 33(e| & 72 204(q) aPou*d be irKxMied lo 
cnango 2 yr rocord rolonilon pe.'iod to 3 yre 

PARwVER.H Records Managorr.eni Rrancb (Pra 880103) StFRt9i06 67/06/05 
STEVER.K.G Ueionels Enginoeiing aiancTi ip. 4761522647515220 

—8811090269 Responds lo requesi for corrmenl/cqrcurrence on Imal ru'o amortds to 
10CFR2.19.20, 21.51. 70.72.73, 75 S 150. "Licensing Requiromenis Ku Indepondem 
Storage oi Spent Nuclear Fuel 6 Hign Level Radwasie." 

PARCOVtB.K Records Manaccment Brsr^n (Pie 680103) 6iFRl9l06 67/06/05 
MEYER.OL. Ovision of Rules £ Records (670413-880514) tp 47515221 47515 221 

-8811090282 Offers no commenis on final rule amends (o iOCFR2.1&.20.2i. 
St. 70.72.73, 75 6 ISO. "Licensing Roquiremenls lor independeni Sicrago of Spam Nu 
clear Fuel & HigP Level RadMas'.e " 

CUNNINGHAM, R E. Office Ol Nuclear Malarial Safety 6 Se’eguatds.Ovoclrv 
S 1 FR 191 O 6 67/08/12. BOSNAK.R Division of Engineering (Post 870413) ip. 
47515 222-475)522? 

-6311090285 ComTuer.ie on ftr^il rule Icr amends lo 10CFR2.l9,20.2i.5t.7l>. 72.73.75 
&150, ‘Licensing Requ.iorrenis for Independent Slorage ol Spent Nuc-'es' Fuel S 
Hmh Love) Hadwasie.^' per 870714 requoat Marked up drall of amends to rute oikI 
1REBY.S A. Aasiatant General Counsel for Ru'emaViryg 4 Fuel Cycle 51 FR 19106 . 67/ 
06/13 aOSNAK.RJ Division ol Engineering (Post 670413). ISIPP 47515 223- 
47S160I3, 

*-6611090294 Requosis consunence on end droit Ccmmisaion paper containing L-oa* 
rule amends to iOCFng.lfi, 20.21.51, 70, 72.73. 75 & 160. "Llcenst'.g Requi.'omeni» lor 
indeoendeni sierra of Spent Nuc-ear Fuel 4 kigh lovof Radrvasfe" Summary irsied 
BECKJORD.e 5 Division of Reg.iiaiory Appficfliionj (Posl 870413) SiFRiSiW 87/ 
09/S9. THOMPSON.H.l. Office of Nuclear Material Safety 4 Safeguatds.0.tocior 
155pp. 475I$.014'47516;168 

•'6611090289 Concurs in rulsmairing package for final ru'd amends 10 
I0CFR2, 19,20.21.51.70,72,73.75 8 ISO. "Licensing Reduiremonts for Independeni 
Sic/eoa of Span! Nucear Fuel S Hign Level Radwe^e." per 870929 request. 
OEN^N.HR. Oifica ol Gova-'nir,eniai 4 Public Affairs (Post 6704t3) 5iFRi9iOC. 
67/10113 BFCKJORO.I: S. OvcSion ol Regulatory Appi.ca{>o<is (P^ 670413) tp. 
47519 170-47519.170 

-8911090308 Coneura w/fmai rule amends 10 IOCFn?.16.20.2l.Si.70.72.73. 79 4 <50. 
‘ilcan8.ng Reg j rome.ns (or Independeni Storage of Spam Nuclear Fuoi 4 li.gn levoi 
Radvrasie " (nciuSiQn ol addresses parsgraptt on Page 1 req-jesfod 
MCDONALD, W.G. Oficca Of Admin.sirailon & Resources Management. 0-rocior (Poai 
870413) 5lFni9lO0 87/IO/tS. RECKJORO.ES OK/Ce of Nue'ear Roouialorv Re 
aea'CTt. Oirecter (Post 560720). 54pp. 47510 171-47516 224 

-8811090316 Concurs w/l-nal n/la amends to 10CFR2,i9,20.2t.51.7<l.72.73. 75 4 I50. 
‘ Licensing nequiremenis for independent Slorago of Spent Nucloa' Fuel S H>gh lovoI 
Radtvasto,'‘per 870929 requesi 

THOMPSON, Hl. Oltico of Nuclear Material Solely 8 Safogusids.OueClor. 
5lFni01O6 87/10/21. OECKJORO.E.S. Ofllco of Nuclear Ragufaiory Rosearch. Or- 
rector (Posl 880720) Ip 47516 226-47516 226. 

-86 1 10903 1 9 Oflors no legal ob|ection9 lo draft final rule. 

MAPES.OR. Ofliceof iiie Gonoral Counsel. 5lFfll9iO0 07/11/24 NiiSEN.CW. Me- 
chan'cal Eng noonng Dranc/i (670413-8S07f6]. ip. 47516:226-47516276 

-8811090327 Forwards draft Commission paper ra Final rule amends lo 
10CFn?.19, 20, 21.51. 70.72.73, 75 & 150, ‘'Licensing Roquirerr.anis Ipr Independonl 
Slorage ol S^nt Nucleai Fuel & High Level Radvraslc," lot considetatiorv 
SGCkJOnO.ES. Division ol negulalory Apphcalions (Posi 870413). 5tFRl9i06. 87/ 
f1/30. STELLO.V. Olc Of the fxeculivo bVecio' for Opetalions. t53pp. 47516237- 
47517:019 

-6811090349 Stall rcqulremcnls memo re 660714 ellHmation/discusslon & vovecort- 
earn ng listed SECYe 

CHILK.Sj. Office ol iho Secretary of Die Commission. M8607i4C 86/07/26. 
STGLLO.V. Oic of Die Executive O.reclor (or Operations 2pp. 47516:l?0-475t0’i2l 

-9811090367 Requests that Comm‘as'on action be Impiemsnted by srtsnging (or pub3- 
cai.'on of end final mta amends io 10CFR2.19.20, 21,51.70,72,73.76 4 150. "Llcans- 
fno Re^iromenis lor Indepondeni Slorage of Spent In FR.per 680725 tnomo. 
AhLOtT.GA Division ol Engmoofing (Posl 870413). &1FRI9106. BS/08/01 
MEYER.DL. Olficd ol AdiTlnlsIratlon & Resources Managemenl, Ofredor (Post 
870413). 2pp. 47610:122-47518:124 

-8611090367 Forwards FR noiico of fmel rulo re storage of spent nuciesi fuel & Ngh 
level rab'waaie in mcnlioiod retrievable Slorago facl'iiies 6 public announcemenl 
BECKjOno.E.S. Office of Nuclear negu'alory Resoarch, Olreclor (Posl 86072(>). 
5lFfli9l06 86/06/01 BREAUX.JB. Senate. Environmervi 4 Public Works 3^p 
47518:125-4 7519:166. 

-6612186186 Informs that Subpart Q ol 10CFR72 re I'Censlng ol momtoieO roMevdble 
storage lacllif-es lor sponl nuclear fuol & high level radwa^e should be changed lo 
agree w/App Q ol 10(jFfl50,a8 noted. 

GRIMES.B.K. Oiv of OA.Vendor & Technical Traln'ng Center Programs.lE (650212- 
670413). 61FR19106 66/12/11. NILSEN.CW. Materials Branch. 2pp. 47519:052- 
47515053 

-8710210200 Responds lo 0/0 concurienco request re proposed rulea 
1(}CFR2,19,20,21,70,73,7S,1SO 4 72, '‘Licensing Hequ'remenis lor Indepondenl Slor* 
age of Spent Nuefoar Fuel & High Level Radwasle.'' Three changes recommend^ 
LiEBERMMU Ofe of Entoitemeni (Post 970413). SlFRIBlOe B7/10/07. 
BECKjORO.c S. Office of Nudoar Regulatory Research. Diractor (Post 660720). ip 
47516:l6fl-47616;lG9. 


-6712230303 SECV-87-290 Recommends Comm.ssio'i approve revised final rule is 
tOCFR72. ‘‘L'Certsing neq^ui'emonis for indepundoni Slorage or Spani Nuc‘ 6 af Fue' 4 
High level Radwasfe ' S conforming amer^ds 10 lOCFFt?,l0. 20.21. 51. 70. 73,75 4 
i50.(o( pubHcation 

STELIO.V Ofe of tho Euccuiivo Director for Operations SiFRigioO 67/12/08 
152pp. 47517 020 47517 1 71 

-880307031 1 Forwards Pages i-x. containing lovs lo lOCFR??, ‘‘Licensing Renura- 
m^s lor Independent Storage ol Spent Nudea' Fuol & High Level Rsdwasle,’' p«r 
SECV-87-298 

TRE 6 Y.S.A. Assistani General Counsel lur Rulomak-nu 4 Fuel Cycle SIFR 16 IO 6 . 68 / 
03/02 CflILK.Sj Olfica ol Iho Secroiary ol Iho Commission llpp 47517 . 172 . 
47517 162 

-8903240266 SECY-37.2g8 ERR Errata lo SECY 87-390 re final rule for Rev 
10,10CFR72, "fjcensing floqj.remerils (or indepenrlooi Storage ol Spen*. Njclear 
Fuol 4 High Levoi Radwasio “ Enci 1 shou'd be replaced w/aiiachod FRN. 

* Olc of Die Evocuiivo Oireclii' lo' Operations 5irRi9i06 86/03/15 i42pp 
47517.103-47517 324 

-6606290216 S€CY.e7-290 ERR Coneciion notice 10 SF.CY.67-290 re linal rule <Ot lor 
IO 10CFR72 ro hconsing roquirsmenls for inefependeni slorago ol spent rucioar fuel & 
htgh level radwasio 4 conf-rmng amonds lo 1OCFfl2,l0.2O,2l,5l,7O,73,75.153VOl9 
toquesicd by S80624 

' Olirce of iho SecreiS'Y ol iho Commission 5lFRi9in8. 89/06/08. I55pp 
47517 325-47516:119 

-8811090143 Forwards summarv/mlnulcs Of ACRS 861121 meol'ng an spool fuel 
siorago.ior review Co.'rociod vsrs'on of minules.eHor ircorporaticri of co.'nmo.'Ds.wili 
bo ironsmillod lor cortif-cabipr) 

MERRILl.O. ACRS Advisory Ccmmifluo on Reactor Ssleguards A67D'2 03 55/12/ 
04 BlESS.C. ACRS - Advisory Commiliaa on Roacior Safogjards. 37pp 47515 025 
47516.051. 


-S8II090I60 Requests aasisienco m loviewing of enci fmel amonds to 
i0CfR2.i9. 20.21. 70.72, 73 , 75 & 150, 'Xiconsing Hequremonis fo' Indapandoni Stc.’- 
age ol Spani Nucioa* Fuel & High-Lovoi Radwasio." 

BOSNAK.R Ovtsion of Ermineenng (Posl 670413) 51FR19I06. 67/07/14. 
GRIMSIEY.DM 0.visipn of Huies 4 Rocords (870413-880514). ?pp. 47515064- 
47515055 

-9611090178 Responds lo 870714 requosi for commonia on proposed final ru'o srnond 
lo l©CfR2.l0.2b.21,?O.72.?3.?5 & 160, "Licensing Bequ.rements lor Indeper.aeh': 
Storage of Sponi Fuel 4 High Level Radwasio " Comments end 
KAMMERER.C Slate, local 4 indan Tribe Piograms 5tFni9106 87/07/22 
OOSNAK.R. Division ol Engineering (Post 870413). ?pp. 47515.056-47515057. 

-9911090217 Comments on l-nei ru'e amends 10 10CFR2,10,20,21,70,72,73,75 9 153. 
"Licensing Requ<emenis lor Independeni Storage ol Spent Nuclee' Fuel A High Level 
RMwaste." per 970714 lOQubst 

HINO.JA Region 3. Olc of Iho D rector. 5lFRl9l06 87/07/23 eOSNAK.R. Divisfon 
of Gngmoor ng (Post 870413) 2pp 47515058 47515.059. 

-9811090226 Oilers no oblecHon lo issuance pi final rule o.mer;ds lo 
10CFA2.19, 28.21.70.72.73.75 S 158, ‘‘Licensing neoulromciils ter Irnlcpendstl Slot- 
age of Spent Nucleo' Fuel 9 High LovOl Redwasie.'' per R Bosnak 870714 request 
nifSSEll.W.T. flogion 1 . Ofe of Ihe D-rocior. 51FRI9108. 07/07/24 

BECKJORD.E S Ofllco of Nuclear RogulatoiV Reseaich. Dnrjcior (Post 660720). Ip 
4761506047515060 

-8911090231 Oilers no comments o-i l-nel rule amends to tOCFR2, 19.21.21, 

51.70.72.73.75 & 150, "Licensing Requitemocws toi independortt Storage ol Spent Nu 
clear Fuel 4 Hbh Levoi Radwasie," pet 8707 14 memo. 

MARTlN.RD Reg-ork 4, Otc ol Iho Direcior 5IFR19106. 87/07/24. BOSNAK.R D'vl- 
siottol Engineering (Posl 870413). ip 47516061-47515061. 

-9811090339 Responds to 070714 requesi lot leviovr of l-nal <ule amunds to 
10CFR2.I8.20,2),70,72,73.75 & 150, "Llcons'ng Raouremonls lor Independeni Sic.'- 
ane of Spent Nuclear Fuol & High Lovul Radwasie ’’ No safeguards nb, actions raised. 
BURNETt.R.F. Division of SaloguBids 4 Transportation (Post 870413) 51FR19106 
67/07/24. BOSNAK.R Division of Engineoriim (Post 870413). lOpp. 47515.062' 
47515.071. 

-9611090244 Cornmonls on final rule amends to iOCFn2, 19,20.70.72.73.75 & 150, ‘'Li- 
censing Reqaremenis lor Independent Slorago ol Spont Nuclear Fuel & High Level 
Radwasie." Marked-up draft of culomaking package ehcl 

MEYER.O.L. Rules SmcedurosBrahch SlFRlSloe 67/07/24 BOSNAK.R, O.vs an 
ol £ng:nocting (Post 070413). I47pp. 47515.072-47515:218. 

-6911090266 Offors no commonis on tmal ruts amends 10 i0CFR2.19,20,2l. 

51.70.72.73.75 & 150, "Licensing Requiiemonts lor independoni Slorage of Spool Nu- 
doarFvel 4 High Level Redwa.sle," per 8707(4 request. 

JOHNSON.O. Division of Accouniing & Finance (Posl 870413) 51FR10I06. 87/07/ 
26 BO^AK.R. Division of Engineering (Post 670413) Ip 47515:219 47515:219 

-9911090292 Commonis on final rulo, "Licensng Reqaremonis (or Independent Stor- 
age of Spent Nuclear Fuel." Seciinns 72.33(el & 72.204(b) should be modified lo 
cnarus 2 yr record retoniion period to 3 yis 

PARCOVER.H. Records Management Branch (Pr© 880100) 51FRl9106. 67/86/05. 
STEYER.KG. Maierials Engineering Branch, ip 47515:220-47515 220. 

-8911090269 Responds to roquosi lor commoni/concurronce on /inal rule amonds 10 
10CfR2,19, 28, 21.51.70,72, 73, 75 & 150, "Licensing Requlremanls lor Indcpondeni 
Sloraga of Spent Nucleer Fuel & High Level Radwasie." 

PARijovER.H. Records Manepombni Branch (Pre 660103). 5iFRi9i06. 87/08/05 
MEYER, D.L. Division of Rules £ Records (8704 t3-080Sl4). ip. 47515 221-47515 22t. 

-8811090282 Oilers no comments on final rule amends in iOCrF12.19. 20.21, 

51.70.72.73.75 4 160. "Licans'ng Roquliemonis for Independent Slorago of Spent Nu- 
clear Ftid 4 High Level Radwasie " 

CUNNlf^HAM.n.E Olllce of Nuclear Maienai Saieiy & Saleguatds.OiteclCit. 
S1FR19I06. 07/08/12. BOSNAK.R. Division Ol Engineering (Post 870413) Ip. 
47A1S->93.47A14 323 


Uo/IJ. HUor<inr'..n uivisiun ui cngiiiuuiiiig ii'uai i9tpp 

47516013 

-B81 1090294 neuucsis concutronco on end Oralt Comm.ssion papot conlaining Inal 
rii!o amends to 10CFR3, 19. 20.31. 51,70, 72. 73. 76 & i&O. "Licensing Requironienia lor 
l*idepenctent Slorago ol Spcni Nuclear Tuol & Higli Level Radwasto." Summary baled 
SECKJOROE S division ol negj'aiory Appixaiions (Post 070413). S1FniOt06 87/ 
09/29. THOMPSON H.L. Otiice ol Nucioor Maioriel Safety & Saloguards.Oireclor 
I55pp •176l6 0J4”»75lfl 168. 

-8611090296 Concurs in ru'oma'nng package (or final rule amonds to 
l0CFfl2,l9.2O.2l.6l.70,72,73,75 & 150. "Licensing Reguiromonls lor independem 
Storage of Spent Nuclear Fuel & High l evel Radvrasie." per 870929 request 
OENTON.HR OHiCe Of Govoinmenial & Public Allairs (Post 87Q4I3) 51FR19106 
87/10/13 BECKJOflO.E S. Division ol Regu'atory App'icaliona (Post 870413). ip. 
47616 170 47516:170 

-B81l09l>30a Concurs w/final rule amends to l0CFR2.id.2n,2l.6i.7O.72.73. 75 & ISO. 
"Licensing Requirernenis lor Independent Storage ol Spent Nuclear Fue 4 & Higit Level 
Radivasie." fnefus'en ol addresses porBO'apl) on Pago 1 roguoalod 
MCOONALD.W.G. Olfice of Adminisiraifon & Resources UanogomervU Oreciot (Post 
870413) SlFRieiOe 87/10/16 BECKJORD.E S Office of Nuclear Rogulaioty Rq. 
search, Director (Post 860720). 54pp 47816.l7l-475ie.224 

-861 1090316 Concurs w/final rule amends lo lQCFRP.19.30.2l.5t.7O.72.73. 75 & 150. 
"Licensing Requirements for Independoni Storage of Spont Nuclear Fuel & High Lovoi 
Radwasie," per 870929 roquesi 

THOMPSON.M.L Office of Nuclear Material Safely & Saloguatds.Dirocior. 
5IFRI9106. 67/10/31. BECKJORD.E S. Olfice of Nudoar Regulatory Research. Di- 
rector (Post 860720). tp. 47516 226-47516 225 

—881 1090319 Oilers no legal ob|cctions lo dial! final ru'e. 

MAPES.J R Olfice of me Oenorei Counsel &iFRigi06 87/11/24. NILSEN.CW Me- 
chanical Englneoring Brench (870413 660716). Ip. 47516'2?6'47&16 226 

-8611090327 Forwards drall Commission paper re final rule amends to 
lOCFR?,ig,20,2f,5t,70,72,73,75 & 160, "Licons/ng Requiromenfa lor Indaperideni 
Sio/age ol Spent Nuclear Fuel & High Level Radwasto." lor considotatiort 
BEClOORD.Li.S. Division ol Regulaiory Applications (Post 870413). 5lFni9i06 87/ 
11/30. SIELLO.V. Olc ol the Executive uiroclor lot Opeielions <C3pp 475I6'227- 
47517.019. 

-8611090349 Stall tequiremonls memo ro 800714 affirmotion/discussioh & vote con- 
carr'ng listed SECYs 

ChllLlCsj Office of the Societery of Iho Commission M6807I4C. 08/07/25. 
STELLO.V. Olc ol Iho Executive Diredor lor OporeHons 2pp. 47518:120-47518 121 

-88 1 1090367 Requests met Comrnies'on eclion dc implamentecf by a'fongmg (or pupli- 
caiion ol encl final rule amends to 10CFn2,i9,20, 21,51,70.72.73.75 A 150. "Kons- 
ing Rc^lremonls lot Indepondoni Slorago ol Spent . " in FR.por 680725 memo. 
ARLOTT.QA. Division ol Engineering (Post 870413) 51FR19I06. 88/08/01. 
MEYER, OL. Olfice ol Admlnlslration A Resources Managemoni. Oiteciot (Peel 
870413) 2pp 47618.122-47518:124. 

-8811090367 Forwards PR notice of final rule re storage ol spent nuclear fuel A h-'gh 
level radweaio in monitored retrievable storage laciiiiios A public announcomoni. 
BECKJORO.E.8. Oliico ol Nuclear Regulatory Researcii. Director (Post 860720) 
61FR19I06. 88/08/01. BRF.AUX.J.U. Soneio. Environment A Public Woiha. 3^. 
47518 125 47519.166 

-8613180168 Informs that SuDpari 0 ol I0CFR72 ro I'Cenaing of momioied romevabto 
slorago facilii'es lor »enl nuclear (uoi A high levoi radwasto should t>o changed to 
eijree w/App B ol ioCFR50.a3 noted 

QRiMES.BK Olv ol OA, Vendor A Technical Training Center Programs.lE (850212- 
870413). 5IFRI8I06. 66/t2/ll. NILSEN.C.W Malanals Oranch 2pp 47515052- 
47619:053. 

-8710210200 Responds to olc concurronca request re proposed rules 
10CFR2.19, 20, 21.70,73. 75, ISO A 72. "Licensing Requlrcmonls for Indopondonl Stor- 
age ol Spent Nuclear Fuel A High Level Radwasto. Three changes rocommonoed 
LIEBERMAN.J. Ofc Ol Enforcement (Post 870413). SiFRlOloe- 87/10/07. 
BECKJORD.E. S. Office of Nuclear Roguielory Research, Director (Post 860720)- Ip 
47516:169-47516:169. 

-8712230303 SECY-87-298 Recommends Commission appiovo revisod final rule lo 
lOCFf)72. “Llce/ising Requiremenla lor Independoni Sldrage of Speni Nuclear Fuel A 
H'Oh level Racfwaslo" A conlorming amends lo 10CFR2,19.20.2t,6i.70.73.75 A 
150 .for publication 

STELLO.V- Olc ol Iho Executive Dirocior lor OporaHons 61FRI81O8 67/12/00. 
152pp 47517:020 47517:171. 

-8803070311 Forwards Pages (-x-conlalning rove lo I0CFR72, "Licensing Rooidro- 
ments lor Independent Storage of Spent Nuclear Fuel A High Level R^waate.'' por 
SGCY.87-298. u 

TREBY.S A. Assistant General Counsel lor flulomaking A Fuel (3ycle. 6lFR19loe 98/ 
03/02. CHILK.SJ. Office ol Iho Secretary of me Commission. 11pp. 47617;I72- 
47617:182 

-8809240266 SECY 87-298 ERR Erraia to SECY-87-290 ro final rule tor Rev 
t0.l0CFR72, "licensing Requirements for Independent Storage of Speni Nuclear 
Fuel A High Level Radwasto.'' Encl 1 should bo replaced w/all8Ched FRN. 

* Ofc of the Executive Director lor Operations. 61FR19106. 88/03/15. t42pp 
4751?;I83 4 7517:324, 

—8806290218 SECY-87-298 ERR {^rreciion notice to SECY-07-290 re final rulo for rev 
lo 10CFR72 re licensing requirements lor independent storage ol spent nuclear fuel A 
high level radwaste A confirming amends 10 10CFR2.19 20,2l,6l.7O.73.75,l50.Voie 
requested by 880624. 

• Office Of the Secretary ol Iho Commission. 6lFni9106. 86/00/08. 165pp. 
47517:325-47518:119. 


ue. diesn.i.. fli.na • Aovisory i-cnimitoo on noocior aaieguarris g/op 47515025- 

47515(^1 

-8811090166 Requests essisionco m reviewing ol onci Inal amends lo 
lOCTn2.l9,2O,2t,70, 72.73. 75 A 150, ' LicenS'ng RoquUomonls lO' Independent Stor- 
age of Spent Nuclear Fuel A H'Qh Level Radwasto " 

BDSNAK.n. Division of Engineering (Posl 870413) 5lFnt9106 87/07/14. 
ORIMSLEY.OH Division ol Rules A Rocoids (8704I3-8D05I4) 2pp. 47516054- 
47515.055. 

—8611090176 Responds 10 870714 requesi lor comments on proposed final rule amend 
10 lOCFn2,19, 20.21, 70.72, 73, 75 A ISO, "Licensing Requiro.'nents tor Independent 
Slorago of Spent Fuel A High Level Radwasto." Comments encl. 

KAMMERER.C Slate. Local A Indian Tube Programs 5lFRi9t06 67/07/22. 
OOSNAK.R Division of F.ngineoring (Posl 870413) 2pp. 47515 056 47515 057. 

-8811090217 Comments on final rule amends to I0CFR2. 10,20. 21, 70.72.73. 75 A ISO. 
"Licnnsing Requirements Ipr Independent Slorago oi Spent Nuclear Fuel A Ngh Lovol 
Radwasie." por 870714 requosi 

HINDJA Region 3. Olc ol lha Orocicr. SiFRlOioo. 07/07/23. BOSNAK.R. Division 
of Engineering (Post 870413). 2pp 47515 058 4751 5 059 

-8811090225 Oilers no obisciion to Issuance ol final rule amends to 
10CFR2.I9.20,21,70,72.73,7S A ISO, "Licensing Roqulromonls lor Independoni Slor- 
ago of Spool Nudoar Fuel A High Level Radwasie,'* per R Bosnok 870714 requesi. 
RUSSEU.W.T. Region 1, Ofc of Iho Oroclor 6IFR191O6. 87/07/24. 

BECIUORO.e s. Ollice of Nucloai Rogu'aiory Research. D.rocior (Post 860720} ip. 
47516:060-47515 060 

-8811090231 Olfera no comments on l.nai ru'e amends to 10CFR2,19.21.21. 

51.70.72.73.75 A 150. "Licensing Roqui/emenis lor independoni Sforage ol Speni Nu- 
ctoar Fuel A High Level Radwasie," per 870714 memo. 

MARTiN.R 0. Rogon 4, Olc ol the Duocio' SlFRigi06 87/07/24. OOSNAK.R Divi- 
sion ol Eri^noorlng [Post 870413). Ip. 47515:061-4/515 061. 

-B8I1090239 Rosponds ip 670714 roquosl for tevlow ol final rule amends to 
I0CFR2. 19.20,21, 70,72,73,75 A 150, "Licensing Roquiromenis for Indopondsnl Sfor- 
aoo ol %>on| Nuclear Fuel A H.gh Level Radwasto." No saloguards objections ro'sed. 
BuRNETT.RF. Division ol Safoguards A Transportailon (Post 870413) SIFR19106. 
67/07/24. BOSNAK.R. Oivisbn Ol Englnooilng (Post 870413) lOpp 47615062- 
47516071 

-6811090244 Commonia on final rulo amends to 10CFR2. 10,20.70,72. 73,75 A 160. "Li- 
censing Roquiiomoms lor Indepondoni Slorago cl Spent Nudasi Fuel A High Level 
Redwaslo " Maikeo up draft of rulemaking packoge end 

MEVER.O.L Rulos A Piocoduios Branch. 5tFni9l06. 87/07/24. BOSNAK.R. Division 
olEngmoating (Posl 670413) I47pp 47515 072-47515 218. 

-8811090256 Olfaie no comments on final rulo amends lo 10CFR2,19,20.8f. 
$1.70.72.73,75 A 150. "Liconsing Roqu'romonis lor IndepondenI Storage of Spent Nu- 
clear Fuel A High Lovol Radwosio," per 670714 roquoei. 

JOHNSON.O. Division ol Accouni.ng A Finance (Post 870413] StFRt9l06. 87/07/ 
28- BOSNAK.R. DIviS'On ol Englneerfng (Post 870413). Ip. 47515'21S-475l8:2l9. 

-BB11000282 Commenis on llnai ru'e, "Llcons’ng Requiremonie lor Indopondonl Slor- 
age of Spent Nudoar Fuoi" Sections 72 33(o) A 72 204(b) eliouid be mod-lied 10 
citango 2yt /oco'd reionnon period to 3 yrs. 

PARCOVER.H. Recoirfs Uanagomeni Bionch (Pro 680103). SlFRtOIOS. 67/08/05. 
STEYER.K.G Melorlels Enginooilng Branch, ip. 47515 220'47616'220. 

'•8811090269 Responds lo roguesl lor corr.monl/concuironce on Imal rule amends 10 
l0CFR2.i9.20.2l, 51, 70.72.73,75 A ISO, "Licensing Requiremonie foi Indspendont 
Sto/ago ol ^eni Nuclear Fuel A High Level Radwasto." 

PARCOVER.H. Rocoids Managemoni Brench (Pro 800103) 51FR19l0e. 87/08/05. 
MEVER.OL. O.vlefon of Rules A Records (670413 800514). Ip. 47015.221-47516:221. 

~88I1(IMI2B2 OII018 no commente on final rule amonds lo 10CFR2.10,20,21, 

61.70.72.73.75 A 150, "Liconsing Roquiromenis tor Independent Storage ol Spent Nu- 
des/ Fuel A High Levoi Radwasie." 

CUNNINGHAM.R E Ollico Ol NuClear Maleiiai Saloly A Saloguaids.Director. 
6lFni9l08 67/08/12. BOSNAK.R Division ol Engineering [Post 870413). Ip 
47615-222-47515:222 

-8811090285 Commonls on linol rule lor amends lo 10CFR2.19,20.21,B1,70, 7^73,76 
AI50. "Hcondng Roouiromonls lof Indopendeni Stoiago ol Spent Nuclear Fuel A 
Htof? level Radwasie,*' por 370714 requesi Markod-up drall ol amends lo rule end 
TRE8Y.SA Assistant Oenoral Counsol W Rulomoking A Fuel Cycle. 5tFRl9i06. 87/ 
06/13. BOSNAK.R.J Division of Engmoeiing [Post 870413). I51pp. 47515223- 
47616.013. 

-8811090294 Requests concunenco on encl drall Commission paper containing final 
fuie amends to iOCFR2,ig, 20. 21. 51, 70.72.73. 75 A 150, "Licensing Requirements for 
Indeper^eni Slorago ol Spent Nuclear Fuel A High Levoi Radwasie." Summary listed. 
6ECKJORD.E.S. Olwslon of Regulotory Applicoi ons (Posl 670413) 51FR19106. 87/ 
08/29. THOMPSON, H L. Office of Nuclear Mstorlal Safoty A Saloguards, Director. 
16Spp. 47616 014-47618:168 

-8811090298 Concurs in rulemaking package for final rule amends lo 
IOCFR2.I9.20,21,61,70.72,73,75 A 160. "Licensing Requliomonts (or independent 
Storage ol Spent Nuclear Fuel A High Level Radwasie," pei 870929 request. 
DENTON.H.R. Office ol Oovornmental A PubHc Alfa'is (Post 670413). 51FRi9iOe. 
87/10/13. BECKJORD.E.S D.vision of Regulatory Applications (Post 870413). Ip. 
476l«:l70-475l6;t70. 

—881109030b Concurs w/lmol rule amonds lo t0CFR2, 19.20, 21, 61, 70, 72,73, 76 A 150. 
"Ucenstng Requliemenis lor Indepondoni Storage ol Spont Nudoar Fuel A High Level 
Radwasto." inclusion of addresses paragraph on Pago I roqueslod 
MCOONALD.W.G. Ofileo ol Adm'nlsirairon A Resources Management. Director (Posl 
870413). 6tFR19l06. 87/10/15. BECKJORD.E S. Office of Nuclear Rogulaloiy Re- 
search, Oiroctoi (Post 660720). 54pp. 47516:171-47618 224. 
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-eaitoaoau Concuts w/rnei mla amaivts (o (OCFRS, 19,20.21.51,70,72.73. 75 & (SO. 
“Licensing Floguirements lor independcni Storage of Spent NucteerFuel 8 Higti Level 
Retlwaa'.e." par B709P9 request 

THOUPSO.'J.tfL- Office of Nucleer Maferfal Safely 8 SafoguaicIs.Oirscter. 
S(Fni9l06 &7/l012t eCCKJORO.S.S OIKe ot NucW neguUttory Roseetch. Ot- 
rector (Posi 860720) Ip. 475»e:225-475l6:225. 

-691(090315 Offers no legal objecLons to draft firtal role. 

MAPES.J R. Off’co of the General Counsel. S1FR19106. 67/1 f/24. NILSEN.C.W. Me- 
cfianical Englnoenng Branch (670413 680716). ip. 47616 226-47516226. 

-6811090327 Forwards draft Commission paper re fmal ru-'e amende to 
]DCrR2.l9.20.2l,5l,70,72,73,75 & 180, ''Licensing Roquiremenis for Indepwtfanl 
Storage ol Spent Nuc'ear Fuel & High Level Radwaste," tot conektetabor^ 
RECKJORO.E.S. Oivisiori of Regulatory App'lcaiions (Post 67(}4I3)- SlFRiSlOO. 87/ 
11730 STSUO.V. Otc of il^e Executive Ouetlor lor Opeiaiions. iSStip. 47616 227- 
47517.019 

-9811090349 Sieff regu'romonie memo re 880714 alfiiAiAlion/(Lscu8s.'on & vote con- 
cetning lisied SECVs. 

CHllK.SJ Office ol the Secretary ol the Commission MdB07i4C. 88/07/25. 
STELLO.V. Ole ol ino Executive Director lor Operations. 2pp 47St6:l20-476ift-t2l 

-8611090357 Requesis that Commission action be implemented by arranging for pub.1- 
cation of end final rule amends (o l0CFR2.19.2a. 21.51.70.72.75.76 6 150. "Licens- 
ing Retirements for tndependani Storage of Spent In Fftper 8B072S merra. 
AflLOTT.G.A Division of Gng.ft6er(n9 (Post 870413) S1Fftl9l06 86/06/01. 
MEVER.O.L Office of Admn.sirai'on 6 Resources Management. 0.ieclor fPosi 
670413J 200 47516 122-47516.124 

-9611090367 Fcnvraida FR nolico of Iinet rule re storage of spent nucteai lucA & Kgti 
level radwpsle in moniiored retrievable siorago facli’iiea 6 puMc snnouncameni 
BECK30 RD.es Otfico ol Nucleer Regulatory Researen. Directoi (Rosi 660720). 
SlFRldt06 68/09/01. BREAUX, J B. Senate. Environment 6 PubVc VVoths 3$pp 
475I6;125'47519 196 

99110904)62 Comment on proposed rule 10CFRG0 to MLiREQ-i3l7. "Regulatory Op- 
lions lor Nuctear Plant License Renewal “ Recommends tnai ptofiosed meinoiMiogy 
lor evaluaiing licensed performance In eonlejri of license renewal be fully explains 
aflAOHAM.OS South Carol na Efaciric 4 Gas Co S3FR32916 00026 88/10/27. 
Oocttoimg 8 Services Branoti. 2pp. 47423 003-4 7423-004. 

6811090096 Comment on proposed niio tOCFRSO re NUREO-t3l7. “Rogulalory Op- 
Vens lot Mucioat Piani Ltcensa nanewai " License renewal bayond cunenl 40 via ol 
concern because no evidence for rcacior operating lifespan ol greater then 25 yta 

OX'S 18 

M0SK0WIT7.0A. Affdialion Not Assigned 53FR326I9 00029- 89/10/28 Oockeimo 
8 Services Stanch. 2pp. 4742?.a5?-47422.35a. 

9611090111 Comment on proposed rule 10CFR90 re NUREO-I3I7. "Regulatory Op- 
tiona for Nuclear Pient License Ranowai." Safory ays functional fnspa 4 conh^raiion 
trui programs support renewal bas'S as opposed to reiicensing process 
8fErNHAR0T,C.R. Wisconsin Public Sorvlee CO'p. 53FR32919 00029 89/10/28 
Oocfcaiing 4 Sendees Srench. 4pp 47422 354 47422-357. 

9911090140 Commeni on proposed rule lOCFRSO re NUR£G-t3i7. "ReguiaioiY Op- 
tione lor NucWsr Plsnl Liconse Renewal.*' Endorses NUMARC eommonis As cool- 
ing eaacior under NRC souimy, renewal need not replay review which precedes fssu- 
anca ol license 

Sniffer, J.O Pacific Gas 4 Electric Co. S3FR329 iO OOOIB 89/10/29. Chilksj 
O flicftcf the Secieiary of ihe Commission. 4pp 47435:055-4743$ 056. 

6811000167 Commeni supporting proposed rule I0CFR20 ro disposal of waste 04 by 
Incine/fliion Pinal rule should permit use ol mob le Incinerators 4 lerm "siie" should be 
clarilled 

TUCKER, HB. Duke Power Co 63FR329I4 OOOIQ 88/10/25 Oockebng 6 Services 
Branch 3pp 47422 3 69-47422:360. 

8811090296 Comment on propoaod rule 10CFR50 re NLIREG-1317 "Regulatory Op- 
(tons for Nuclear Pient License Renewal" Endorses NUMABC MUPLEX wjiWng 
group commonls.lncluding uso of licensing bas's at leobiy when renewal appHcaiioo 
subttiiiied. 

MCDONALD, R.P. Alabama Power Co. 63FR320ig 00018 80/10/27. CHIIK.SJ 
Olfice ollha Socreiary ol the Commission. 6pp 47435:060-47435065. 

8611090311 Commeni on proposed rule lOCFRSO re NUREG-1317. ''Regulatory Op- 
tions for Nuclear plant license Renewal." Endorses NUMARC NUPLEX working 
group commenia, Including use of licensing basis al faci'ily when renewal appiicaUon 
submitled. 

MCDONALD, RP. Georgia Power Co 63Ffl329l6 00017. 88/10/27. CHIIK.SJ. OHico 
of Ihe Secretary of Ihe Commisalon. 6pp. 47435 066-47435.07t. 

661109039S Comcnani opposing proposed rule 10CFR26 re Comnsslotv statement rm 
Illness for duty of nuclear power personnel. Commission requesied to reconsider et- 
torts prior to Issuing (mat rue. 

CARTER.C E. inletnational Brotherhood of Elecincal Woihors. 53FR367d5 00006. 88/ 
10/20 Oockelmg & Services Branch. 2pp. 47405.072-47435.078. 

6911090435 Commeni on proposed rule lOCFRSO. ''Regulatory Options tor Nuclear 
Plant license Renewal." NUMARC position responsive lo request for commeni 4 pre- 
senis logical & loasibie regulatory approach to license renewal 
SCHERER.AE. Combusnon Engineering. Inc. 53FR329t9 00006. 60/10/28 
CHIIK.S J. OKice ol Ihe Secretary ol Ihe Commission. 2pp. 47435:074-4743S.-076. 

B611090437 Commeni on proposed rule lOCFRSO re NUREG-f3l7, "Rogulalory Op- 
lions for Nuclear Pram License Renewal." Generic environ assessment shoild be pur- 
sued w/plarti un'que suppis provided lor performance lualory 6 alie specie data 
GREGOR, F.E. MuUip'Q Dynamics Corp. 65FR329t9 00016. 68/10/25. Docketing 6 
Services Branch. 9pp. 47435.076-47435:084. 

6611090446 Comment opposing proposed rule 10CFR26 re Commisaioo policy slate- 
merit on mness tor duty ol nudear power employees. Random drug lesuig ot every 
employee nol fair to worKers not using drugs. 

TURNER, O.B. AimiaHon Noi Assigned. 63Ffl38795 00005. 88/t0/18. Do<*otirm & 
Services Branch, ip. 4743 5 096-47435:086. 


8611090470 Commoni on proposed rule lOCFfl26 re Liness ioi duty piogifim.Acit 
nonpower roaclors should Do excluded from rule because problem ihat rule ai' 
UVQ to resolve does nol exist ai umv loadors 

JOHNSON, A.G. Oregon Siate Umv., Corvellis, OR 63FR367e5 00012 68/1 
Dockotlng & Services Branch. 2pp. 47435:103 47435:104. 

6611090472 Comment opposing proposed rulo lOCFRfSO re at roador dispos 
radwastes.Deregufeilon lessens controls. 

COHEN.A.O. Ecology Task Fofce-Southorn Califcrn.a Gcurron'cai Co 
63FR3l8eO 00026 88/10/18 Olllco Of the Socreiarv ol the Cocnrr'ss-.w 
4?436.097-47436:OB7. 

9611090479 Commeni opposing proposed role iOCFn26 re itness foi 

» rem Random losling provision opposed. 

T£RS,M.A. inlernaflonal Brolhorhood of Electrical Workers. 63FR36793 » 
96/10/25 Docketing & Services Branch ip. 47435.125-47435 125 

B6I10004B1 Commeni opposing proposed rule 10CFH26 re f.lness lot 

H ram Random lasting provision opposed. 

NSTON.H International Brotherhood of Eiocincaf Workers 63FH36795 (W 
88/lO/ai. Docketing & Services Branch, ip. 47435:129-47435 126. 

6911090499 Commeni opposing proposed ruto 10CFR52 ro new p.'ocoss lor re 
kcensfng Ciiizana.instiiutions A govts must have usablo right lo pan.cipaie in licoi 

K ocess. 

ADlSON.E. Affiliation Not Assigned. 53FR32060 00048 86/10/23 Oockain 
Servlcee Branch, ip. 47435;O9O-47435:09C». 

661I09D4B1 Comment supporting proposed rule lOCFRbO re nuclear plarit i.ccr'i 
news I 

GARRISH.T.J. Energy. Depl. of. 63FR32919 00009 80/10/28. Otficeof Ihe Secv 
ot the Commtssion 4pp. 474B1;006-4749i.00d. 

9811099499 Comment on proposed rule lOCFRSO ro nuclear plant he 
renewai.Commission should revoke 10CFR2. 109 which allows automatic conlmu 
ol r^eralioh pending renewal. 

CURRAN.D. Union of Concornod Scientists CURRAM.D. Harmon & VS 
63FR32919 00009. 69/10/28. Commisalonors. 12pp 47435 091-47435:102. 

6811090499 Comment supporting proposed rule lOCFRSO ro advanced not'Ce of 
posed rutemekifig A associated NUREQ-13t7, '•Reo'Jlatwv Options lor NuCsf ' 
License Renewal." 

SULLIVAN.J.L. Qsnerei fubttc Utilitiss Coip. • GRU Service Coip- 53PR32819 <X 
88/10/28. Chilk.S. Office ol the Seereiary ol ihe Conim.s8ion. 2pp 47491 
47491011. 

9811090501 Comment on proposed rule lOCFRlSO to teaasening NRC euihorry lo 
ptovlne onsite low level waste disposel in Agreement Sialos Agrees w/conc 
/fr'sed^ Illinois Dept ol Nuclear Sefoiy. 

BuLLARO.CW. Cenitei Midwesi Compeci Commission for Low-lovef Raoloa 
Wasio Menagement. 53FR31960 00035. 98/10/21. Oockonng & Sorvicos fin 
2pp. 47435 117-47435 118 

9811090502 Commeni opposing ptoposed tuie lOCFRiSO le roasseriicn ot NRC 
diciion over onsite low level waste disposel ol redwasio.Agreemeni Sieiet a* 
metntein Iur1sd>ciic>n ovot onsite disposal. 

OiCUS.OJ. Arkansas. Siaio ol. S3FR3ieeO 00017. 99/l0/2t Oockeirg A Sen 
Branch. Ip. 47435:119-47435.119 

991(090603 Commeni opposing proposed rule 10CFR1S0 re taking back Agree 
Stale authority ovot ai-reacior disposal ol low lavol redwesie. 

EBBERT.D. AlfiliBiion Nol Assigned. 53FR3t880 00016 98/10/17. Ollica ol the 
relary of the Commiasiori. Ip. 47435:120-47435:120 

9911990504 Comment opposing proposed rule tOCFRlSO te reassert' cn ol NRC 
thonw tor approving onsite low level waste disposal In Agreomont Slates. 

RILEY, JL. Altiiiailon Nol Assigned. 53FR3188b 00015. 09/10/21. OJlica ot ihe St 
tary of Ihe Commission. Ip. 47435:124-47435:124. 

6911090505 Comment supporting proposed rule lOCFRSO re NUREG-1317. "Rei 
lory Options for Nuclear Plant License Renewal." NRC should proceed to finalue 
ulaioiy & lechnical bases lot plan! life extension/licorrse renewal 
TUCXER.H.B. Duke Power Co. 53FR32B19 00016. 88/10/27. CHILK.S J. Oll.'Ce 0 
Secretary of the Commlaslon 3pp 47435-121-47435 123. 

9911090509 Comment on proposed rule lOCFRSO re NUREG-t3t7. "Regutatory 
Ilona lor Nuclear plant License Renewal." Options identified as A In Tables ES-t 
1 & ES-2 & 3-2 ot NUREQ-I3t7 are pielerred options 

VOIQT.H.H. LeBoeuf. Lamb. Leiby & MacRae. 53Fn329td 00014. 83/(C 
CH1LK.S.J. Otlice ol the Secretary ot Ihe Commission 7pp. 47435:105-47435.111 

661 1090607 Commeni opposing proposed rule tOCFR52 re one step l.cens'ng. 
HOYE.M. Afllliation Nol Assigned. 53FR32060 00045. 66/10/24. Docketing A f 
ices Branch Ip. 47435 1 12-47435:1 12. 

6911090506 Comment opposing proposed rule 10CFR20 re ai-teacior Incinaratio 
vrasta oil. 

D'ARRIQO.D. Nuclear Information A Resource Service. S3FR32BI4 00022. 66/ 1C 
NRC ■ NoOela'rted Affiliation Given. 2pp. 47435:113-47435:114. 

6811090509 Comment supporting proposed rule lOCFRSO re NUREQ'l3t7 ccncei 
rulemaking on nuclear power plant license renewal. 

HOWARO.O.R. Arkansas Power & Lighi Co. 53FR329t9 00023. B6/i0/26. CHILK 
Ofllce ol me Secretary ol Ihe Commission. 2pp. 47435:1 15-47435.1 16 

M1(Q90510 Comment on proposed fule tOCFRiSO.ConsIdeial'on ol snet l« reque: 
MOSS.P. Native Americans lor a Clean Environment. 53FR3f80O 00036. 68/1C 
Docketing & Services Bianch. lp. 47401:012-47491.013. 

•^8(1(00264 Comment opposing proposed rule tOCFRiSO re recUsion ol Agreei 
Slates onsite disposal mgt. 

CARTER-WHITE^K. Native Americans for a Clean Enviionmeni 63FR31860 06 
89/10/31. Office of Ihe Secretary ol the Commission, ip. 4749f:0 13-4749(013 


S811C90512 C<imineni oppoSTg proposod rule I0CFR150 re rnQa'a>-on of ons-le low 
level rad >vasie d sposal m Agroemor^t Siaios. Proposed luio has poiential of weaken- 
ing sids that General Assembly (eels are necessary for protection of (Mbitc 
CURKE.JM House Of Rep 53FR316Qa 00333. 60/10/31 ChlILK.S J. Olhco Of Uie 
Secretary of the Comm.ssisn Ip -tZASS CSS '17435.065 


-8Sllf0037S Cornmeni supporting petition for rulemaking PRM-20-1o re disposal of low 
level radioaciively contaminalod waste ois from operat-ng nuclear facl’ities Stated 
possible alternative d sposal methods limit cost increase. 

bixON.O.W. South CaroLne Electric & Gas Co. 4gFn3e653 OOOtO. 8e/l1/3t. 
CHII.K.S J Office of the Sesreisry of the Commission ip. 47655:107-47555.193. 


6811100053 Comment opposing proposed ruio lOCFRlSO ro low level 
radwesteOpposos all attempts by NRC to take control ol eH cominetoals low level 
radweste now reserved for stetos. 

HOVE.B , HOYE.M. Alli'iai'On Not Ass'gned 53FR3ie8Q 00033 88/10/24. Office of 
the Secrolary of the Cemmiss on ip 47435. l30-4/435:i39 

6811100113 Corrmeni opposing proposed rule tOCFRSO re nuclear plant hcenso re- 
newal 

OUASSMAN.R Athliaiion Not Assigned 53FR33919 00005 88/10/24. OMICO of Iho 
Secraiary of the Commission 2pp 47464.288-47464 289 

e6t110l}125 Corr.meni suppoiling p.'oposed ru'e 10CFR50 re nuclear 0*001 Icenso re> 
newal (NunEG-13l7) 

HOLTZSCHER.O.l Illinois Power Co 53Fn3391fl 00004 80/10/21. Oockebng & 
Services Branch ip 47435 138-47435:138. 

6611109137 Forwards toguiaiory documents comprising regulatory history ol noiice ol 
pel (Ion lor ruie.making ontiiled, "O'Sposai of Waste OH by Inclnerailon " Index end. 
MArrSEN.CR Rogu’aiion Development Branch AC14-1. 88/11/04 NRC • No Do- 
tal'sd Alfi'iat on Given 3pp 47554.311-47556 052. 

-8801190143 Recomrr.ends that regu'ation ol radwasie incinoral'on at nuclear pfanis be 
coord natnd between two branches to simplify regulatory process provided 
CUNN'NOHAM.L J. Radiai-on Protection Qranch. ACl4.t 22, 07/12/17. 

ALEXANDER, RE. Advanced Reactor & Gononc Issue Branch. Ip 47S&5;230- 
47565 250 

-8803080493 Informs that div review of proposed rule to allow onsite incinoraiion ol 
slightly coniam naied waste oil el nuclear reactors comploted.ln response to 860224 
requesi.Concu'ronco w/iechn cal aspects of pioposod rule found 
STOHR..I.P. Division of Radahon Prolecilon & Emergen^ Ptoparodnoss (Post 
870411) ACI4-1 35 88/03/39 MORRiS.B M Division of Regiiielory Applicaions 
(Post670413) ip. 47555 364-47555 364. 

-8803160096 Concurs In rule 8 essoclaicd rlocumoniation.w/orto language chengo re 
proposed ru'e to allow onsite incino/atio.') of s'lghtly cortlaminafod waste oil al mrefear 
reactors. Recommended change on Pago 4 ol transmittal from Stcllo 
GILLESPIE. F Program Managcmenl. Policy Oovolopmcni & Analysis Stall (Post 
670411) ACl4-t 36 66/03/03. MORRIS, B.M. D.vision ol Regulatory Appllcaixins 
iPost 870413) ip. 47S5S a65-4?655 385 

-8803210336 Lists general comments to proposed rule to arnend i0CFn30 305 (0 
pernr.il nuclear power reactor licensees 10 mclnoralQ conieminetod wasfo 04 on site w/ 
0 oOtelning license amend Marked-up draft coniain>ng epecit'C comrnonl9.enci. 
TRERV.S.A Assistant General Counsel for Rulernaklng 8 Fuef Cycle. ACI4-I 30. 68/ 
03/10. MOMRIS.Q.M. Division of Regulatory Applications (Post 970413). 34pp. 
47655 270 47556374. 

-6804130437 Approves request (or waiver of CROR review of proposed rev lo 
10CFR20.305. Wasio Disposal by incineration," because rule has rNnot eefoiy 
slgniflcanco-resutts in cost savings (or industry 8 NRC 8 imposes no requuerrtoMe on 
licenseoe. 

JOROAN.E.L Commliee to Review Generic Requiromonis. ACi4-i 32. 00/04/01. 
BECkjORD.e S. Ullice of Nuclear Roguieiory Research. Director (Post 060720) ip 
47555 378-47555.270. 

-8606310963 Offers no legal ob;ociiona to onci proposed tuio t0CFR2O ro oneiio incin- 
eration ol slightly contammeied waste oil ei nuclear power reactors per 080524 re- 
quest (or roviow Ed.ionai revs noted. 

TREBY.S.A. Assisianl General Counsel lor Rulemaking 8 Fuel Cycle ACI4-I 36. 60/ 
06/07. QECkjOHO.E S Office of Nuclear Regulatory Rosoarch. Direcior (Post 
660720). 39pp 47555 331'47SSS'332. 

-8607160171 Requests concurrenco w/proposed rule to enow onsite incfnotanon of 
8iieM> conisminated waste oil al nuclear power reactors 

BECKJORD.E. S Office Ol Nuclear Regulatory Research. Director (Post 060720) 
ACt4-i 33 88/05/24 MURLEY.T.E OiTice Ol Nucioar Reactor Regulaiion. Oiroclor 
^osl 870411). THO-MPSON.H.L. Olfico of Nuclear Materiel Safety 8 
Saleguards.Dttecfor MCDONALD.W.G Office of Adminisualion 8 Resources Manage- 
ment, Director (Post 870413) 40pp. 47555.279-47555 316. 

-6811100233 Comments supporting petition (or rutomeking PRM-20-15 8 proposod 
amend te 10CFR20 ro establlshmeni of do minimus exposure levels for wasle o4 dis- 
posal. 

SORENSEN.G.C Washnglon Publ.c Power Supply System. 49Fn3e653 00005 04/ 
11/15. CHILK Ollice ol the Secretary ol Iho Commission ip 47555098-47555099 

-6611100330 Comment supporting petition lor rulemaking PRM-20 15 re d.sp09ai ol low 
level redieactively coniammaied waste oil from nuclear power plants Propose! would 
tesuU in signillcani savings lor util customers. 

SHIPPER, JD Psof-C Gas 8 Eleclnc Co. 40FR36653 00006. 04/»l/f9. OockoHng 8 
Services Branch, ip. 47555 099-47555 090 

-66 1 1 100242 Commonl Support>ng petition lor polilion lor rulemaking PRM- 20-15 re d>S- 
posei of low level radioaciively contaminalod waste oil Errors on Page 36654 correcl- 
cd. 

BIRCH.M L Duke Power Co. 49FR36653 00007. 84/11/19. CHILK.SJ. Olfce ol Iho 
Secratery ol the Commission 4 pp. 47555:100-47555. 103. 

-8611 100260 Comment supporting petition lor rulemaking PRM-20- f 5 ro rogulalion gov- 
ern no disposal ol tow level rad'oaclively contaminalod waste oils by oslab’lshmoni of 
do m nimus standard 

STAUTER.J.C. Kert-McGoo Corp 49Ffi36653 00006. 84/11/19. DockoMng & Serv- 
ices Branch 2pp 47655.104-47555 105. 

-8811100271 Comment support-ng petition lor rulemaking PRM-20-t5 re coiKeniration 
limits for waste o l disposal Roovaluation ol postulated radiaiiqn dose to public from 
disposal ol 0 1 contaminated w/siaiod Isoplopos suggested. 

KILLAR.F.M Middle South Service, Inc KILLAR,FT\4. Arkansas Power 8 UgW Co. 
KILLAR.F.M Louisiana Power & Light Co. 40Fn36653 00009. 84/11/19. CHILK.S.R. 
OH ce ol the Secretary ol Iho Commission. Ip 47555 106-47555:106. 


-6811100396 Reco-mmonds approval Of Iniilaton ol rulemaking action re amend to 
IOCFR20.305 concerning removoi of restrictions on onsite incinerai’on of si ghily con 
laminated wasle oil 

BECKJORD.E. S. OHice ot Nuclear Regulatory Research, Direcior (Post 860720). 
ACI4-1 16. 87/03/11 STEUO.V. Olc of the Executive O recior for Operations 6pp 
47555-193 47555:197 

-661 1 10030C Forwards diali rocommendaiions lo EDO concorn-ng iniiiaiion of ru'emak- 
ing sponsored by RES Rulemaking amends tOCFRSO 305 to allow Incineration ol cer- 
lain low activity lovel waste oils generated In nuclear power plants. 

GOLLER.KH. Division of Rogu'aiory App'ications (Post 870413). AC14-1 19. 87/01/ 
30 DOWNING, R E D viS'on ol Waste Management (Pro 070413). 9pp. 47655: 196- 
47555220 

-881 1 100306 Requests div review ot proposed rule allowine ortsite Incinetavon of 
eknhiiy conieminaipd waste oil at nuclear reactors.by 080209. Related info encl. 
MORHIS.B.M. Division of Rogu’elory Applicaiions (860720-870413). AC14-1 23. 88/ 
02/24 (^KGEL.F Division ot Radiation Prolection 8 Emergency Preparedness (Post 
870411) GILLESPIE. F. Program Management. Policy Devofopmont 8 Analysis Staff 
(Post 670411) DENTON.H R Olhce Of Covornmenlei 8 Public Alfa re (Post 670413). 
3lpp 47555 231-47555261 

—8811110023 Requosis viows on proposed rev lo i0CFn20.305 re waste disposal by 
inctno/aiion.Formal roview by ChGR or ACRS unnecessary because rule would nol 
■nuiose mandatory requirements on NRC licensees or diminish plani safety 
BECKJORD.E S. Office ol Nuclear Regulatory Research, Director (Post 660720). 
ACI4-I 24. 88/02/29 JORDAN, E. Commlltoo 10 Review Generic Requiremenis. 
FflAL£Y.fl.f. ACRS - Advisory Committee on Reactor Safeguards 2pp, 47555-262- 
47555 263. 

-881 1110064 Discusses O.v ot Rules 8 Records review of proposed rule to allow ortsiie 
incinetation ol si.ghily contaminated waste o I at nuclear power plants Marked-up rule- 
making package w/commenis encl W/o stated end. 

GRIMSlEY.OIi DiviS'on ol Rules 8 Records (O7O4I3-0BO514). AC14-1 27-66/03/09. 
MOnniS.BM. Division ol Regulatory Appl.cotions (Posl 870413). 2pp. 47555'266- 
47555 267. 

-8611110065 Responds to request for commeni/concurrence on proposed ru'e 
I0CFR20.305 10 d>sposal of waste oil by Incineration. Memo addressing concerns w/ 
eublruio end w/o stated end 

SlIElTON.BJ Records 8 Reports Management Branch (Posl 880103). AC14-1 26. 
06/03/14. MEYER.D L Rules 8 Procedures Branch Ip. 47655 268-47655:368 

-B811II0006 Comments on draU proposod rula lo allow ensue incineration of slightly 
conierNneied wesie o-i ei nuclear reaciors.per 10CFR20 305.Burden pi reporting 
changes w/mcmeiation sttouid be edded to existing burden once rule codified. 
SHELTON.OJ Records & Repons Msnsgomeni Branch (Post 6B0IO3L ACt4-t 29 
00/03/14. TuREL.S. Oflico Ol Nuclear Regulatory Research, Director (Post 660720). 
Ip 47555 269 47655:369 

-88II110I99 Oiacussos div review of proposed rule to eiiow onsite incineration ol 
ekghtiy conieminaied wasio on ai nudes' roactors OiiiicuHles w/proposed rule & aup- 
poning documentation slated. 

KNAPP.MR. Dtvison ol low Level Wasie Managomoni & Decommissioning (Posl 
870413) ACI4-I 31 66/03/17. MORRiS.B.M. Division Ol Regulatory Appl-caiions 
(Post 870413) 3pp 47655:375 47555:277. 

••e8ft}>0i22 Concurs w/proposed rule fp aiipw pnsiie inons/etion p) slightly coniami- 
naied waste di at nuc'osi power reactors. 

DENTON.H H. Ollics ol Governmental 8 Public Aflairs (Post 670413). ACt4-l 34. 66/ 
06/03. BECKJORD.es. OHice ol Nuclear Regulatory Rosaaren. Direcior (Post 
860739) ip 47555:319-47555:319 

-88II110I27 COhcuis w/pipposed rule to allow onslie incinoraiion of shghily coniami- 
naied waste oil at nuclear power reactors. Concern re proposal to make iinai rule el- 
lectivo upon pubiical'on in FR expressed 

MCOONALO.w.G Office of Admlmslialion 8 Resources Managomeni, Direcior (Post 
070413). AC14-I 35 BB/06/05. BECKJORO.E.S. Office of Nuclear Regulatory Ro- 
search. Orrocio' (Post 660720). Ip. 47555 320-47555 330. 

-8811110143 SECY-e3-l9D Inlorma of Intent lo greni.ln pari.roquesl of peiiLonoie 8 
publish pre^osed ruto t0CFR30 re diaposat of waste oil by Incinoraior In responso to 
poMion !o> rutomeking from Edison Electric Inst 8 Ulil Nuclear Waste Mat Group. 
sTELLO.V. Ofc ol the Executive Director lor Operations. ACI4-I 39. 88/07/13. 33pp 
47464.^-47464:294 

-6611110151 Forwards proposed rule package re emend to l0CFR20.ailowing onsiie 
ItKlnetsbon ol al ghily coniam-natod waste oil al nuclear power reactors, lo' sigrtaturo. 
OECKJORO.es. Office of Nuclear Regulalory Research, Director (Post 060720). 
ACI4-I 40. 00/06/31 STELLO.V. Ofc Of Iho Executive Oireclor lor Operations 43pp. 
47655:358 47656 040 

-8811110163 Advises Ihai Commission does nol objecl to proposed issuance ol rev lo 
I0CER20305 re disposal of waste oil by incinoiaior.Petilion should be revisited alter 
Commission has approved policy on bolow regulatory concern. 

CHILK.SJ Olfico ol the Secretary ol iho Commission. ACl4-t 41. 88/08/03. 
STELLO.V. Olc of the Exocutivo Diroclor for Operations 2pp 47556.041-4/556:042. 

-6911110171 Approves pub’icaiion ol proposed rule 10CFR30 re d-sposal of waste o'.l 
by incineralor as sel lonh in draft FR notice as encl In SECY-66-166.Revlsitlng ol peti- 
tion after Commission approves policy on below regulatory concern recommended. 
ZECH.LW. Commissioners. ACi4-l 42. 66/07/2r STELLO.V. Olc of the Executive 
Orecior (O' Operations, ip. 47556 043-47556 043. 

-881I110IB0 Forwards proposed rule on disposal ot waste oil by incineration to be 
published in FR 8 Hr of denial to be sent lo politioners since noi.ee Includes parllal 
derUal of pelilion lor rulemaking PRM-SO-IS.Ior algnaiure.W/o rule. 

BECKJORD.E S. Office of Nuclear Regulatory Research, Drector (Post 660720). 
AC14-1 43 88/06/16 STELLO.V. Olc of Iho Exoculwe Director tor Operations. Ip. 
475681)44-47556 044 


290 NONDOCKETEO ITEMS 


~S8lliioi59 Undtd tespofiso to peMion for «i.iefnak'.ng POM <0-15. consblui.ng pa-iiai 
Ornni ng ot poKlfo/i Co'nn'ission p<opo?ina to omoncl fagutaiiont to pcovsle one allot- 
nali/e lo fliapoaai of raactof-gonetftietJ wosie op' 

tfio 6»ecut.v0 Dnecior tor Oporauons AC14-I 44 88/11/04 
BAUSen.M A. Atfllifil'O.'i Not Assigned Ip 475S6 045-4?5S8.045. 

~86 1 1110193 Rofioests 1/11016010018(100 ol Cocntti ssioo actions by oiran^ng lot publica- 
lion ol poLtion Ion fti.'emaWna PRM 20 is re inc noralion of wasto oil si nitdes' powst 

K aiits & cuspaich ol panial tfen-ai Hr 10 pel iionois.nolBJoO i.no oncl 
ORmS.Bw Oivisjon ol nequiatory Applications (860790 8701131 ACi4-i 45. 68/ 
0«/?3 PrllllPS.J. negj'atory PobI capons Hfflncli 7pp 47666 046-47556052 

8311100143 Commopls on piopoaed «i'o lOCFfliBO re NnC auiRoniy fpi apptovma 
onsite low level waele disposal. 

in'ormaiion S Besourea Service 53PB318QO 00020 88/10/20 
v/HiLK.S DIbco ol tne Secreij.'v ol the Comrriss on. Ip 

Co.-urnont oppos'ng proposed tuts lOCrRisO re mgt ol onsiie incmoisiton 
01 radwas'Q Sirggosts change n involve sieios in any plana lot disposal ol laPwasios 
1^ 8(0(0. 

JOIINSOM.JO All.'laiion Mol Assbnerl 53Fn3t6aO 00018 80/10/18 MAC • No Oe- 
laiiotf Afl.'ia;ion Given, ip 47i6A:^W■4?46^ 260 

1^00 168 Commonl OMOsicQ proposed tiHe iQCFmso la feassoiiino NFIC juiisdic- 
Clort lof onsito tow lovoJ waste disposal to.* waste geno/aicd onsira nl aiT NRC liconaQd 
toaciDia hi Agreomonl States Suggosis bettot dolinod oncijslon proa 
rUCKEH.HO Duke Power Co 53Fn3ICail OOOtO. aa/to/ta. OockosnoS Servtcos 
Broneb 3pp 474e4;291.47464 263 


6311100180 Comments on proposed rule lOCFflas la medicnl use ol byptotfuci 
“ 3*peilence errierta Suggests NRC lo work c'osely w/naU occradiung 

noSS.J.H. American Board ol Nuclear Med'Cino 53FH18045 flooaa 88/10/21 Dock- 
oting 4 Srwvicos Drench app 47464 296-47.i64:2S6 


6811 100224 Commeril opposing proposed rule 10CFR62 »Q early aio patmiis.sid design 
eoKiiicallons A combinod one step i-censa lot nuciaar power reactors 
EI/OLL'MAN.W. Atri'lalion Nol Assigned 63FR32060 00047 68/10/27 NflC - No Oo- 
inilod AH 'iahori (3/.ven 3jjp 4748A807-4?«642a9. 

8611100241 Coniniont on proposed rule i0Cfft20 re disposal ol waste oi> by 
incinoinllon Supports addl floxibi'ity prov.ded by proposed rule wfuch would patmli 
onSitd IricIndroHon ol contanungied waste oila.incinorat'on may reou-ro appttaiion for 
no^iVdl. 

5UUly/AN.J.L. GonofftI Public UlJclios Corp. • GPU Service Corp 53^032014 OOOI6 
86/10/27. Oochoting & Services Branch 3pp 47464 310 47464 311 


6611100243 Commoni oppos ng proposed ru'a lOCFRiSOCnongos have poleniial 01 
Boipo In opposii.on to tcdotAi pot'cy as ooniainod in tow tevei BedwRsie Policy Act ©1 
1000 A Low Lovoi ffatiwaslu Policy Amends Aci of 1O8S 

»tODES.n.S Sotrthoasi Compaci tomm.ssion 53i=R3i0eo 000*2 86/10/26 Oochoi- 
Ing & Sorvicca 8/anch. 2pp. 47464.'3i2-47464i3l3 


8611100283 Commont on pioposod ru'S lOCmSO re NUn£Q-i3l7. "Regulatory Op- 
itons lor Nuclear riant Licensp Renawai." Principal issue framed correctly in renewal 
ol plant ticonSQ & oiigtnal licensing basts only pracucai alternative. 

RCsVNOLOS.N S. Ofehop, <^ok. Purcei.' A Roynoids 53Pn32819 00007 66/10/26 
CIIILK.S.J. Ol/fce Ol Ibo Secretary ol the Commisson iSpo 47464 314 47404 330 


381 1 100261 Corn'Tiont opposing proposed rule I0crn20 re mcinoraiion oi raowasio 
cH.IncInetfllion utieccopiablo bocauso rndwasto would bo iransiormod >rem reiainreiy 
choPiiCAlIv Inoii I qu'd elate to moro chcm.’caliy roaciiye gaseous stale 
MEt'ER BOTIlUNG All.lidlion Not Assignod 53rft320r4 00020 00/10/24 Olftio ol 
UiO SactoVtiY ol Ifio Co-'ivclsti.on 2pp 47464 33347464 334 


881 1 100S63 Comrr<on1 on pi nposed rule 10CFR150 10 roasserlmg NRC sumamy loi ep- 
provlnp onsito tow fovol wosle disposal in Agreement States Oackni ruto IOCPB50 i09 
snoirltT nol npply if provtoirs ovompi'ons noi moJH-cd 

OnAOMAM.O.S South Cer<i;ir»a ElecUic A Gas Co 53Fn3tBeO 00022 eeriO/to 
OiKkoting & Seivicos Drench. Ip 4746* 335-47484:335 


3311100270 Commonl opposing proposed rule 10CFR2C re landotn les’lno proviadn to 
bo liiclui/od in Illness lor duty program 

DUFIKHART^.R International Ototherhood ol Elactrictd Workers 63FR367e5 00015 
00/10/27. Dockottog & Sorvicos Branch Ip. *7464.346.47464346. 


68111 10016 Comment oppos-ng proposed rule lCCFn52 re onily site perrr I, s'ldcsijr 
cetuiicahons & combinoa l.censes lo' nuctoa' power toaciots.Pioposod iii'o shcn.'dta 
aublto greater scruhny than ComrnisS'on iniords to give. 

GRbENDEBG.J Alli'iation Nol Assigned 53FH320t;0 00053 06/10/26 OeckeV'H* 
Se/Vicos Branch. 3po 47465 206-47465 290. 

8511110043 Cominonl opposing proposoil rule I0CFR15O placing low 'ovc' racSiSn 
rksposal at nuclear power p'anis under ledotai rospons bi'Uy Proposed rule cnia' ■-> 
siaiaa A potennaily un.saia for public 

HOYLEj.M. Bkia Bidge ErwironmoiMai Oelonae Coag.io 53Fn3i6P.O 00037. M'lOi 
21 . Office ol ihg Socroloiy of ilio Commssion 2pn 47466.29* 47465 235. 

8811110047 Commoi\i on proposed rula 10CFR50 10 advanentf notice pi 
rulomaking.NUREG 1317, •'Regulatory Options lor Nucioa' Plant License Rtscwai ' 
Comm'ssion Bhpy'r) continue 10 proceed oupcdiiousiy m dolming regL'aiary popcs 
VOUNOAHL.R.C Long Island Lighting Co 63FR32919 00041. 80/10/27 Cl'i.K.Sj 
Olfxe Of |tio Socfoiary Ol iho Cofnm.ssion ip 47465 206-47465 293. 

—9811110050 Roguosts tor pubt'C commonl on NRC siaiemenl ol po'’Cy tor rocfi' 
power pteni hconso ronewal 

LGONAROJO. Long Island Lighting Co VPMOB7-20 60/01/30. CHILKSJ O'-Ucic' 
Ihe Sscroiary ol Ihe Com.miss'on 7pp 47466 207-47465 203 

681 II100S4 Comment on proposod tula iQCFnso le advanced novco of weposod n/c- 
making concom.ng repulaiofy oplions lor nucioa' plant license renewal tntforses cem- 
ments piovtdod by NlJMARC NUPlEX working g'oup 

PHiLLlPS.i C Cfovoiend Eiccinc liiuminaiing Co 53Fn329i9 000*2 63/i0.'3l 
ChilK.S j. Otfica of iho Sacroiary ol iho Commission ip 47465 269 17465:285 

8811110062 Commonl supporting proposed rule lOCFBSO re advanced roico ol pre 
posed tuiomeking concerning ragulaioiy oplions lor nuclear p'sni kcoMC 
tenawai.Supports comments made by NUMARC NUPlF.X 

OfiONS.J.C Now York Power Aulhorily (tormoriy Power Auihoniy ol Ihe Sisie cl h;iv 
Yofkl 53FB32019 000*3. 88/10/20 Dockoimfl & Sorvrees Brft.icli 3pp *7465 2c?- 
47465 284 

6311110070 Commonl on moppsert rule 10CFR50 ro advanced neiir.e 01 propcsei) ule 
mak'ng concerning ragulaioiy options tor nudeS' plant license renewal Fiani c.irter>l 
■‘censino paais snputo be used to Judge adequacy to/ lonuwai 
COi.viN.j.r Noetoai Manegemem A RoMu'cos Council (NUMARCj (foemodj Nucinai 
UM'ly Manage 53rn320l9 00039 66/10/20. CHiLK.sJ Oll.'Co ol the Sesreisy d 
iho Cwnmlss'cm. SOpp. 47«65 232-47465 281 

8311110074 Comment opposing proposed ru'd lOCFRiSO tessseiting NRC autftorfty fw 
approving onsito ipw lovot waste disposal m Anioomoni Sintes Proposed m'o m v ofe- 
i>on el sdvorei roguiaiions A tocommonds withdrawal 

HUO!i£S.Dn Koniucky. Commonwealth ot. 53FR31880 06039. 88/10/29 Oockei.rg 
£ Sarvlcos Branch 2pp. 47465 230'474e6:23l 

3311119060 Com.meni on piopoaed luio 10CFR71 re iiansportaiion rogjiai'cns Cds- 
cetmng compaiib’iiiy w/iAgA extension of commont period 
WCeSTER.M.T, LdFoioo 9 Build Conslruclioh Co.. Inc fi3rR2l650 00013, 68/10/27 
Oocketing & Services Rrancii ip. 47431 014 47491.014. 

8811I1CI77 Commeni guppoiiing proposed lulo lOCFRSO re nuctoai plant iKcnaa 
teneweiaCommenisoo NURGO-t3i7 aifio end 

RUIHERFORO.N A Babcock 9 Wilcox Opeifttmii PlBni-t Oweois Oroup 537/192318 
00045 06/10/2D Dockolmg & Services Bianch 4pp 4746S.226'47465 220 

8811110181 Comment Supporting proposed ruelmak'n.g NUREG.I3I7. "Regu'alo'V Op 
Vone lor Plant license Renewal ’’ Endorses & suppons commeriis subm.iti’O by 
Olshop.Cooh, Purcell A Reynolds & NUMARC 

SOflENSEN.GC. Washington Public Mower Supply System 53FR329I9 00050 60/ 
10/3t. CHtLK.SJ. OHioe of the Seciotarv of the CominisS'.on ip 47485.2«5- 
47465 225 

8911110163 Commorxi ori proposed rule 10CFR52 to oaily site pe'mis.std des gn ce/li- 
ficehons A combined l.censes Ipr nuclear power rGactors.Rulo needs mod lO fui'y ul- 
Uio Comm.'sslori authority to secure rioodod aerrlnisuaiivo rolorm. 

GAnRISH.Tg. Energy, Dept, of S3FR320Bt) 00057. 80/11/07 Olfico Of the Sec/eWry 
Of the Con«ml5Si0n 15pp 47512:137-47512.151. 


3011 100279 Comrnoni opposing proposed rule 10CFR35 re (raininn A Qiraiilicat-or>s for 
nucloo/ mcJIclno lochnoiog>9t9. Allcrnaiive path of 200 h geneiai insirucilon for certl- 
Iiod loctiOQ'o^-et to precuce ehouid be racnovod as possibiiicy. 

CLOW,E. AlQbatna. Unlv of. Bnmingnam, AL. S3FRiea45 00094 88/10/31. Office of 
itio Socrotftfy ol ttio Comiriisslon 2pp 474e4:338-474G4:340. 

68tl4l>l>3aO Commonl opposing proposed rule IOCFRI6O ro resssenirsg NRC suihorlly 
|0( cnprovtog ensito tow lovof waste dispesaC in Agreement SCstet 
D’AnnraO.D. Nuefonr Information & Rosou/co Service 53FR3l8eO. GS/lO/20. NRC • 
No Deiai-'oU Alli'iailoii Given 3pp 474643*1.474643*3. 

8611100292 Coinmonl supporting proposed rule lOCFRSO re nuclear plant fccenso re- 
novral advar*co nouco Uceneo renewal process musi acK plant has acceptable teem- 
inc] basis rovlow approprlaloly lecusod 5 process d scipvned. 

TAYLOBJ H. DobcocK a Wi'co* Co. S3FR32aiO 00040 OB/10/28 Docketing a Sorv- 
ICOS Grancti ip. 47464. 349.4/464. 3*9 

8611100394 Contmenl opposing proposed mle 1(}CFR5Q & 53 re Imanclal 
qualillcollons.Llconsoo should have adequalo rosouices 10 pioloct hesHh £ safely ol 

§Y^VfA.O n. O-o troll Edison Co 63FR32913 00020. 68/ 10/27 Ollico ol Nie Secretary 
ol Iho ComrnisaiOn. 2pp 47404:344-47464:345- 

031 1100306 Common! opposing proposed rule fOCFR50 A S2 re relnslalemoni of finan- 
dal auahhcallons as constdeiatton in oparaiing licensing boahngs loi elocirte ui8. 
DERRY.K-VV- Consumers Power Co. 65FR329I3 OOOIO. 88/10/27. Do0kefing£ Sow- 
Icoe Drench- 3pp. 474S4:347.47464-3*9. 

8311110012 Commonl opposing proposed rule T0CFR6? re ona-siap 
licons ng.Proposad ruio wlH promota unsaie plants A subvon rights ol cHizens stir- 
roundmil now Silo 

TROVER. L. Alfilfalion Nol Assigned 53FR32060 00062 88/10/27. Oockeling £ Serv- 
ices Oranch 2pp. A7465 200-47465-300. 


8811110186 Commeni opposing proposed rule fOCFR52 re combining CPs £ OLs ol 
nuNeer planis 

CLARKA- Alliliailon Not Assigned 63Fn38060 00070 88/11/0-1 DockCMig S Sorv- 
Ices Stencil, ip. 4756S..3S1'47S65.351. 

8811110188 Commont supporting proposed rule lOCFRSO re nuclear plant license 
renewal NUMARC comments endorsed. 

SlEBER.J.O. Ouquesne t.Ioht Co. 53FR32919 00052. 8erior27. Oockatmg & Services 
Branch 3pp. 47466 22f -47465 223 

8011110(90 Comntani supporimg proposed tulertiakirw 10CFR50. "Raguiato.'y Opters 
tor Nuclear Power Pleni License Renewal " NUMARC comments supported. 
CH1LK.SJ. Carolna Power S Light Co. S3FR32919 00048 08/10/28 CH'LK.S.i 
OH'co of the Secretary of iMo Comrnisslon. 4pp 47465 21 7.47465 220. 

8911110192 Commeni opposing proposed ru'e tOCFH52 ro oftily siiopeimi'.s.snJdes.gn 
certfficaiions A combined licenses tor nuclear power reactors. Rule wou'd promote 
const of new nuclear power planis, which role be'ongs le DOE. not NRC 
MAniOTTE.M. Nuclear Intormaiion A Resource Service 53Fn32i360 00058 88/11/ 
04. Office ol the Secretary ol the Commission 18pp. *7512 f52-475I2.t69 

8611110194 Commeni supporting proposed rule I0CFR50 ro advance nonce ol pro 
posed rulemaking concerning regulatory options for nuclear plant I'cersc 
isoBwai.CiKioutagos NRC to give careful consldeialon lo NUMARC woiMng g’Oup 
comrnents 

2ArcARlA.A. Bechtel Group. Inc. 53FR32019 00051. 80/10/28 Dockei-ng 8 Se-v- 
Ices Brar*ch. 2pp. 4746S 2l5-47465 2t6. 

8B1111D199 Comment supporting proposed rule 10CFR26 re liiness lor duty £ random 
drug testing. 

OIWNS.G. Affiliation Not Assigned. 53FR36795 00020 68/11/03. Docketmg A Serv- 
ices Branch. 2pp 47665.352-47665:353 
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6411 1 10301 Comir.enl supporting proposed rule I0CFR50, 'RogulOlOfy Opiions lOf Nul 
cear Plani License Renewal'’ Emph8si2es bel.ol that matter ol license renewal bo 
t'cjgni to pubi c forurn 

CARTWR:GHr,W R Virg me Power (Virgin'a Electric & Power Co ). 53FR329I9 00044 
66/10/28. CHiLK.SJ Oflico Ol the Secretary of itio Commission. i7pp. 47465.198- 
4 7465 214 

6611110303 Comment opposing proposed rule I0CFR52 re early S'le permits std design 
cerntcaipns & combined licenses lor nuclear power reactors Concerns pertemlng to 
tesic do/icionces w comoned license S /ma'ify provisions oxprossod 
lEF.ti. Nucloar Uanagcmoni & Resources Council (NUMARC) (formerly Nuclear Uii'ity 
Manage. 83FR32060 00056 60/11/07. CHILK.S.J. OocKoting & Services Sranch 
166pp. 47465 032-47466.197 

891 11 10206 Co.Timeni supporlmo proposed rule 10CFR50, "noguieiory Options for Nu- 
clear Plant License Renewal '' Endorses NUMARC commonia & provides response to 
questcns m FR notice 

TIERNAN.JA Oallimore Gas 8 Electric Co 53FH32919 00047 88/10/31. Dockelmg 
6 Services Branch 5pp. 47466 027-47465 03t. 

881 1 f 10307 Comment on proposed rule lOCFflS? re nerly site permits.sid design certi- 
fications & combined licenses for nuclear power reactore proposed rule.Commiss'on 
(mem stpportod. though specific cr^ncerns addrcssod 

BRADBURY.RO Slone & Webster Engineering Corp 63Fn32060 00059 88/11/03. 
Doclieting 8 Services Branch 26pp. 47465:001-47465 026. 

8811110398 Commant supporting proposed rule tOCFRSO re renewal ol licenses. 
SCHNELL.DF. Union Eloclric Co 53Ffl329l9 00046 80/10/28. CHILK.SJ Ollice of 
the Socreiaiy ol the Commission 4pp 47464 350-47464'36i. 

8811110209 Comment opposing proposed rule tOCFRISO re onsite disposal of rad- 

JERREIT.L E. Florida. State ol. 63Fn310BO 00040. 80/11/04. CHILK.SJ. OocKolIng 
8 Services Branch. 2pp 47464 350-47464.357 

8811110210 Commoni on proposed rule 10CFR52 re oatly site permits. std design certi- 
fcaions 8 comb nod i-censos lor nuclear plants Clarification ol provision re gaseous 
ceni'i'uge enrichment (aci'ity needed 

0:STEFANO.J. Urenco, Inc. 63Fn32060 00065 00/11/04. CHILK.S.J. Olllco of the 
Secrolary of the Commission. 2pp. 47464.354-47464.065. 

B811110211 Comment opposing proposed rule lQCPn26 re random drug testing in (it- 
r^ass (or duly program 

PARKS.JW. internaiional Brotherhood of Eioctrical Workers S3PR367e5 OOOIO. 88/ 
11/04. (jochoting 8 Sehricas Branch Ip. 47464:3S3-474D4'3S3. 

6811110212 Commem opposing proposod luio lOCFnss ro inclusion ol random lasting 
provision In fitness lor duty program. 

QniN'KER,j. inisrnsilonal Brothorhood of Elaclrleal Workers 53FR36795 00017. 00/ 
11/01. Oockot.ng 8 Services Branch, ip 47404:352-47464:362. 

0611110217 Commoni on proposod rule 10CPHS2 ro oatly site permlls.sid design certi- 
fleai-ons 8 comb nod Lcensos lor nuclear power reaclors.Urgos Commission to adopl 
deitfied rceommendanons eoniemod in comments of NUMARC 
DAVi9.E.M American Nuclear Energy Council. 63PR32060 00064. 00/11/07. 
ZECH.L.W. Commissioners. 3pp 4'/512:l70'47512.t72 

8611110218 Comment on proposod rule 10CFR62 re siroamhnlng licensing proceedings 
tvp/DvidirM lor drscreel approvals ol plant bHsb & pisnf ddsign. 

ABRAMS.R. New Voik. Stole of. 63PR32060 00066. 08/11/04. NRC • No Detailed 
Alli'SliOnQivon. tSpp 474e6:063'4'/495 095. 

6811140004 Comment on proposed rulo I0CFR60 re NUREG-t317. "Rogulalory Op- 
lens lor Nuclear Plant License Renewal." Endorses position & comments provided by 
08W Owners Group 801020 Submillal. 

SHELTON.DC Toledo Edison Co. 53Fn3P9t4 OOOS3. 00/11/02. Document Control 
Drench (Documoni Control Desk), tp. 47495.008-47495:008. 

8611140008 Commoni opposing proposed rule iClCFn26 ro random testing provisions 
Ural NRC proposed lo be Inclueed In hiness tor duly program Si/pparts Oenavorlal ob- 
sorvot-on & testing for cause. 

RO0OINS.J International Brotherhood ol Eioctrical Workers. 53FR36795 00021. 80/ 
11/04. Docket-ng 8 Services Oronch Ip. 47496.099 47495.009. 

8811149913 Proposed rule tOCFROO, "Flow Control Conditions lor Standby Liquid Con- 
bol Sys in BWRs." Rule would sot conditions 8 considerations (or determining roaciiv- 
ity control edacity of BWR standby l.quld control 

STELLO.V. Ofc of the Executive Director (or Operations 63FR41607. eo/iO/12- 9pp. 
47496:100-47495.108. 

88ni4(X>t9 Corrtmani supporting proposed futo 10CFR20 ro disposal of wasfe orf by 
hceneration.Urges Commission to fmali/e rulemaking In present form 8 ensure that 
t mi'.cd capacity of low level waste d.sposal silos be used elticlonlly. 

COCKFIELD.O.W. Portland General Electric Co. 63Fn329t4 00023. 80/10/3t. Dock- 
et ng 8 Servees Branch. 2pp. 47465:310-47406:311. 

8611149021 Proposed rule iOCFn2, "Rule on Submission & Mgt, Records 8 Documents 
Ro Licensirtg ol Geologic Repository lor Disposal of High Level Radwasto." Rule 
would establish basic procedures lor licensing proceeding 

CHiLK,S.J. Office ol the Secretary of the Commission. 63FR4441 1. 06/10/25. ISlpp. 
47495:109-47495:259. 

8611140022 Comment on proposed rule lOCFfl62 re early sito permits.sid design certi- 
flcations 8 combined licenses (or power reactors. Supports slated goal ro elendardizod 
nuclear plant designs 8 opposes staled goal re licensing process. 

TOUSUF.Y.DR., CURRAN.O Harmon, Curren 8 Tou^ey, TOUSLEY.D.R. Union ol 
Co.'icetned Scientists 53FR32060 00062. 08/11/07. NRC - No Detailed Affiliation 
Given. 19pp. 47495:260-47495:270. 

8811140026 Comment on proposod rulo 10CFR20 re disposal of waste oil by 
'ncinaralmn.Requests ctariticalion of two matters ro EPA program by NRC 8 potential 
perm-l issues should be discussed In final notice 8 rule 

SANDERSON, R E. Eavironmanlal FYoiecilon Agency. 63FR329I4 00024 66/10/31 
CHILK.S J- Ollice of the Secretary of the Commission, ip 47465:309-47465-309. 


8811140036 Forwards Read CoHogo comment on proposod rule 10CFR52 rrt early sue 
permits concerning std dos-gn coriil-calion 8 ccrr.bmod i consos lO' nucloar power 
reactors Board of directors 8 members ondorsos comments 
ANTOINE.V. U.S. Metric Association, Inc 53Fn320fi0 00056 80/10/22 Docketing & 
Services Branch. Ip 47465 306-47465 308. 

-8811140046 Comment Supporting proposed rule 10CFB52 re early site permits con- 
cerning sId design certilicahon 8 combmnd licenses lor nuclear power 
reaclors. Suggested Inclusion w.ll e-d NRC m carry ng o-ji activities in mainc units 
BUBY.L. Reed College, Portland, OR. 53FR32060 00055 86/10/05. Dockoiing 8 
Services Branch. 2pp 47465.307-47405 308 

6811140056 Comments support ng proposed rule iOCFn52 re issuance ol early sile 
permits.sid design certilications 8 combined licenses Suggests ihal Commission ro 
consider two Hslod aspects ol Commission repi canon policy 
VOIGT.HH, LeBoeui, Lamb, Loby & MacRao 63FR32060 00063 68/11/07. 
CHILK.S J. Olfico ot the Secretary ol Ihe CommlSS:on 5pp 47465. 301-47465.305. 

8811140070 Commenl opposing proposed rulo 10CFR52 ro early sue permits concern- 
ing std design certification 8 comb noo licenses for nuclear power reaciors.Rule being 
opposed (or (islod reasons. 

SCHULTZ.G.R. Susquehanna Environmental Advocates. 53FR32060 00054 88/10/ 
27. Docketing 8 Services Branch, ip. 47495 000 47495 080 

8011140073 Comments supporting proposed rule 10CFR50 nuclear plant license 
renewal Supports efforts ol NUMARC NUPLEX working group 
KEISER.H.W. Pennsylvania Power 8 Light Co 53FR32919 00054. 88/10/20 Docket- 
ing 8 Services Branch. 2pp. 47465.312-47465 313 

8811140066 Commoni opposing proposod rule I0CFR150 reasserting authority lor ep 
proving onsite low level waste disposal in agreement stale Proposod regulation must 
bo withdrawn lor listed reasons. 

JOHNSRUD.J.H Environmental Coalition on Nuclear Power. S3FR31680 00039. 80/ 
10/18. Docketing 8 Services Branch 3pp 47495 075 47495 077 

8811140110 Comment opposing proposod rule lOCFn26 ro fitness lor duty 
pfogram.Pfoposod rule unnecessary as uii's have offoctrvo Mnoss for efufy program. 
PETERMAN.K. Commonwealth Edison Co 53FR36795 00016 80/10/20. Docketing & 
Services Branch. 2pp. 47495 073 47495:074. 

8811140133 Requests exiens'on ol time to Mo commonis on proposod rule 
10CFR71. Extension necessary duo lo delay in pub'icai en of corresponding proposed 
chenges In regulaiions of Depi of Transporialion 8 rolaled study by Sancfia Nsii Lab. 
TROaTEN.L.M. Electrlo Utility Companies Nuclear Transporialion Group. 53FR2I550. 
88/11/03. Oockeling & ServiCOS Branch 2pp 47465.001-47405 082 

8611140176 Commenl supporting proposed tu'e lOCFRSO re obtaining operaing li- 
censes w/o siete & local cooporalion on emorgoncy planning if sue unselo.NRC.Stale 
ol NY & Suffolk County should inlorveno when plans drawn up. 

BAOER.M. AKillBtion Not Assigned. S2Fn6980 0000'2 87/02/25. ZECH.l. Commis- 
sioners. 3pp. 47612:173-47512:175. 

8611140187 Comment opposing proposed rule 10CFR50 re safely 8 evecusrion p'ens 
(or reactors. 

MANTELL,A.N. Alliliation Not Assigned. 52rn69Q0 00137. 07/02/20 NRC ■ No De- 
tailed Affiliation Given. 2pp. 47495.006 47495:007. 

6011140242 Discusses reciplonl opposal ol proposod rulo 10CFR50 re NRC ru'inp on 

a roval ol ovacualion plan lor plant that has boon boycotted by Stale of NY & sul- 
County politicians. Believes plant safest in US. 

JAFFE.H. AlfiliSlion Not Assigned. 52FK0900 00075 88/02/27. MOYNIHAN.O.P. 
Senate. 3pp. 474SS 276-47405^81. 

60(1140251 Comment opposing proposed rule lOCFRSO ro authon/anon for uM lo for- 
mutale 8 substitute evacuation plens lor plans not submltied by steles. 

COHEN.C.A. Affiliation Not Assigned 52FRe980 00188. 07/03^/05 NRC - No Oeiai'ed 
Afflllallon Given. 3pp. 47495 282-47495.284 

8811140262 Commoni ofwosing proposed rule 10CFR50 re restart of 
Shoreham. Believes keeping Shorenam closed would be humane th'ng to do 
LINDEB.C Allihallon Not Assigned. 52FR6980 00209. 07/03/07. NRC - No Ootai'od 
Afflllallon Given. 3pp. 47405:285-47495:207. 

6811 140357 Comment supporting proposed ru'o 10CFR26 re initiation ol fitness lor duly 
program al (aci'lty.Nood for program based on presumption that nuclear power activi 
lies require that personnel be free Irom Impairmont of illegal drugs. 

Q0L08ERQ.J.H. Houston LIghiing 8 Power Co 53FR36/65 00010. 66/11/01. Dock- 
eting 8 Services Branch. 9pp. 47495 208-47495 296. 

OOflfOOfSO Denies 881093 requosl for Commfaston to extend public comment period 
on proposed fitness-for-duty rulo 8 lo hold pubi c hoarings on west coast.Commenis 
on prr^osed rule should bo submilted by 601 121 

GRImeS.B.K. Division ol Reactor Inspociion 8 Safeguards (Post 070411). 
63FR36705. 00/11/02. GARCIA.B.R Uiil.iy Workers Union of America. Ip. 
47568:233-47560:233. 

8611160210 Comment opposing proposod rule tOCPRISO re licensing ol onsite dispos- 
al In agreement states. Sys whereby agreement slates havo i.eensing authority lor dis- 
posal ol civilian low level radioactive waste within elates should be mainia'neo. 
DEANE, T.i. North Carolina. State of. 53FR3toeo 00041. 03/11/04. Docketing 8 Serv- 
Icas Branch, fp. 4 7640.173-47540177. 

-8811160240 Comment opposing proposed rulo tOCFRISO re licensing of onsite dis- 
posal of low level radwasle in agroemeni stales. Agreamom states should maintain 
licensing Quihonly over disposal of civilian low lovol radwosto within stotos. 
JOHNSON.J.E., MILLER.O.W. North Carolina. State ol. eO/iO/21. Docketing 8 Serv- 
ices Branch. 4pp. 47640:1 74-47640 177. 

8811180332 Comment opposing proposod rule 10CFR20 re random druci testing pro- 
posed In NRC Illness tor duty program Members ol union can accept 8 work under 
fitness lor duly program that contains just cause drug losting provision 
* AffIfiBlion Not Assigned. S3FR367fl5 00027. 00/11/14. Docketing 8 Services 
Branch. Ip. 47540:192-47540:192. 
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Mtll60}44 Co^-Tior' cn p'0pc«J ro'e iOCffl?6 fe fivi^ss lot duly pjoysm Reactor 
emp)0»«ei fchouW be fe<}>fe<J to tc'eaw agteeing to labm-t to penodto random 
iMisrig of rfinew^acf treaih . „ 

NEMEThi'E Ecoiogy/A»'! MFR36795 000?3 68/11/0?. OockehriQ i Seivicos 
Biawlv tp 47E-1&1S3 4764G193 

M1I1S03M C4Xrvr«r.t oppci-zto p/opoved rule tOCFRZS iQ (anOom teatmg proposed by 
NWi for f.iness 12/ C-'f p/ogia'n'Jncn voppons behav<otai cbseivaticn & testing •« 
cause 

CHRlSTtAN.R U Affiauon N}l Ass>Gned S3Fn36?9S 000?B 68/11/14. Docketing & 
Services B/ancb. ip aiSao 169 47540 iS9 

M1116037I Con'/'ent on proposed rule lOCFRieO ra indemnilicaiion oi bcensees that 
rrig produce. possess or use rad-opba'/r.s Detailed dale anatys-s srto«a itiai even in 
ecodeni. precautiorj coutd be laien to ! mil ladation erposj/a 
VAN SWEAR frOEir AKi..3-.x)n Nol Ass^ned 53rn40?33 00001 86/11/07 Dockeiing 

6 Services BrarKh ?pp 47540 187-47^0 <66 

881 <160383 Commeni on proposed ru'e IOCFR140 re ind^ji/ica’.on oi radiophann 
bcensees Beeves eiVemoi-y remco esk c< putri'C exposure (o small Quanhties of radi- 
ation ansmo liorn n/^.l/ansportation 6 use d racpopiiarms 
EARTHOLWAUSC £1 du Pom de Nemours 8 Co . (nc S3FR40233 00003 66/11/ 

07 Oockebng £ SerrKes Braxh ?pp 47540 iai'47S40.ie7. 

84 1 1 <6038? ConKTisr.t opposing pro(>3sed rule toCFRZS <o random teswn to be tnctod' 
ed n Atress for duty program ^pons bctiavioral observation & lesbngioi cause 
LUER.RP Affiliation Not Assigned 53FR3679S 00030. 68/11/14. Docketing £ Beiv- 
ces Branch tp A7540 t65-47&4Q 165 

8411 160397 Commeri oppesino proposed rule lOCFRSS re random drug testing in NRC 
fitness for duly progrsm local lAi.wfOOO morrbets.can accept & work under a fiinesB 
tor duty program that contams only just cause drug lesinq provision 
KEAN.k. inietubonal Brotborhood Ql Electncai workers 53FF136795 00036 68/1 1/ 
14. Occlievr>g& Services Branch ip 47540 178-47540 178. 

8811 160400 Comrrieni on proposed rj'e i0CPR7t re itansportaiion regitfaiiOAs corr^i- 
toAty w/fAEAAska that continuous vening not be arbiVanty ehminated but bo aUOwed 
as ipeciAc e<err.ption subi to NPC apptuvaJ 

JEFFEHSON.R U. Affhawn Not Assgned S3FR2I550 00014 86/11/08 Oockei-no 
A ServKOS Branch ?pp 47540 163 47540.164 

881 1 <80404 Com/rrari on proposed rule lOCFflS? re ea/fy s'e permiis std desuo eeni- 
bciboni A eombmod hcenses for nuclear power reactors Chairman 2och stolcmeni 
■'Congrass«7nai auibonty regt^red combined CP 8 Ol" added to comments 
KIATT.S L Otvo Otuens for fiesponvWe Energy 83FR3a060 00072 8S/tt/09 NRC 
• No OeUifed Affibabon G/i'en tp 47540 <79-47540 179 

4411 14040S Connwi o^smg proposed ruto 10CFR26 le rendom drug tesbhg in W- 
nasa f« ^'ty programMembers can accept 8 work under program that cont^s lust 
cause drvio lestng provision *' 

PBiTCHAROjO A*fii*«gcin Not Asvgned 53ffl36795 0003' 86/11/14 Oockeimo 4 
Saivices Branch, tp. 47540 180-47540 180 

«t09SH-,g proposed rule iOCPfl26 (e random drug lestmo pro- 
poa^n NRC f/tneas for duty program local I42, w/300 members et plant can acc^ 
progran w/onv jusi cause drug lesurw proviston. 
S'S'-nerhood of Stectncal Workers. S3FR36795 00037 68/11/ 
14. OOCkeiing 4 Services Brancn ip. 47540. 194 47540 194 

proposed rule iOCFfl26 ra random drug tostmg pip- 

«''y s-'e PWtitiis.std design cerb- 
Uon Msted bcenses lor nuclear power p'gnis Deficiencies raqomr^corroc- 

E'^ineef'ia. Inc. 53FR32060 00089 89/11/07 
CHilK.SJ. Office Of uie Seoeury ol the Commission 26pp. 4 7540 20J 4 7540 228 

**tl!!^r^u OPPO*''>9„ proposed rule iOCfFi28 re random drvo 

^*?'2^£"’^^"'^nMSronef Roberts thai behavtoral oOservairon ^ tSrwd^ 
fs^ifiN^l^ ■*,i!!** '"“^on Ol pmracy than tattoom fastnS” 

B^/to o( Electncai Workers. 63FR36795 W032 

88/11/10 Docketing A Servtces Branch 2pp. 47540.170-47540:171. 


lot 

aub- 


proposed rule 10CFR26 ra random druo saoemnci 
i5hr?rT^.lr ®' •’'fS*’ drugs pracuced. 

K ,r<?s; »o«. s 

proposed rule lOCFRW re NUREG-IOI? cooewntno 
ouclaaf power plant bcense renewal Renewal piocesss shouS 
* ovaktabon of perlment cornponenia 

WR^ia f‘«merfy Arirona PuWtoS^e Co) 

“5Sm47fS2M? 8M717)r?i: 

‘'Ml ieebng in NRC 
^ ^ ^ program con- 

« s»«.. 


8611180479 Comment opposing pioposod rule lOCPRSC ro rnnuVm fos'-ng p/crv;.,-. 
proposed for Inclusion In frlnoss for duty program.Only boluiv.arfll obsoivai or 4 Mi-, 
too lor cause supported. 

* AffStolton Noi Assigned 63FF1307O5 00030 Ofl/ll/in Occhoimg A ScT^<a. 
8<»tcb Ip. 47540231-47540231. 

8611160489 Commeni on proposed rulo IOCFn2e ro liinoss for duly pron-aii Nonp-p-way 
sho(8d bd escludod trom tu'e sine© problem tulo attempting to Si-.lro <loo9 rtjioviii ji 
unfvreaclors 

WfLSON.W.E. Washington Slate Unlv, PuUmon, WA 53rn3a705 00022. £fi/ll/oe 
Oockoh/^ & Sonilces Branch. 2pp. 47&40.232-476'K> 233. 

8811160496 Comment supporting proposed ruto lOCFllMO ro Indornl irdcii'nifica'cncj 
certain rsmopharms tor licensoos. 

LORMAN.A.J- Baker & HoBleller. LORMAN.A.j fjniiorral AssocWicn ol 7/uctoaf Ft^., 
macles. S3FR40233 00002. 68/11/07. CHILK.S.J. Ollico of the Snirolary ol llio Cc-ov 
mission. eOpp 47640:234-47640.322. 

6811160S06 Commoni aimporbng proposod rulo iOCFno2 to Eaily Silo Porrr.is S’.a 
Oeston Cemiicaiions & Combined Lfconsos for Nucloar Puwor RenctorB ' 

KNOTTS.J 6 . SHIELDS, W M. Bishop, Cook, Purcoll A noyiioMs KNOT fS.J B NiAda. 
ar UvMy Commeniers on Llconalng Reform. 53f 032060 00067 06/11/07. Cl siiK.Sj 
Office 0( the Secroiary ol Ihe Commission. 6pp. 47540 323 47540 320. 

9811160519 Commeni oppoairig proposoct rule 10CFR3& w random teal ng prcv.slon h>r 
fiinesa to/ duly program.inti Brotherhood ol Etoclricel Workors supporle only boievscv- 
al obsa/vailon & lasting for cause In inlaraais of pubhe solely & workers 
COX.RA Aliuiailon Not Aaaignod. 63FR8679S 00025. OO/i l/t4 Dockolmg A Scary. 
Kes Brandi, ip. 47540.329-47540 32S 

8811160658 Comment oppoaing proposed rulo 10CF826 ro random d'ug losing i.n NRO 
Illness tor duN program.lnll Srotfisrhood ol Elocirieal Wi^rkora l.ocnt M2 ca.n 6CC«(| 
A work under iitnoss tor duty program tfial contains only lust cauxt d/uu (<iSling 
ALISESKY.C. Affiliation Not Assigned. 53Fn3G7B5 00026 00/11/14- Dockoing A 
Servicos Branch, ip 47640:330-4/640.330. 

6811160559 Commeni opposing propoaad rulo lOCFROS ro rociuring modca* use k- 
censees to implemeni OA piogiams & revise miaadrptoislraMon ropoii.ig /egu-re- 
ments 

ROSSJF. American Board ol Nuclear Modicino. 53FR1S046 O0C05 60/11/03. Oo:k- 
elir^ A Servlcea Branch. 2pp. 47640 3 31-47540.33 2. 

6611160672 Commeni opposing proposed rule IOCFfl26 ro fitness toi dJ*y program for 
n-xtoar power plants. Objects to any tasting being peitoimod until completely saisFiod 
w/ruVng 

MESSINA, S. American Fooe/aiion el Slate, Couniy & Municipal Empieycoa (AFL-CiO) 
53fR36796 00035. 88/1 1/10. DUVAl.W. AFL-CfO. 2pp 47M0 l95 47S40'.f06 

8811 160576 Comment on proposed rule I0CFO52 re early cHe iicimils eld iloegn oerfi- 
licatiOAe A combined wcenees lot nucieei power leaclors. 

HIATT.S.L OMo Ciiirana for Responsible Energy. 63FR32DCi> 00060 00/ 1 1/05. NFC 

• No Delated Aiiiiiailon Given. t2pp. 47640:33X47640.344 

6811169579 Commeni oppoaing proposed rule iOCFn52 ro g/enting ol one step leers- 
ing 10 nudeai reactors 

BYE.M. AifiVsiion Not Aeaignsd. 63FR32060 00007, 08/10/80. Dochctirg A So.-yices 
Branch Spp 47640-345-47540 346 

99l]i70D5e Commeni opposing proposed rule lOCFn86 lO random drug lesiifig in f-t- 
ness lor doty progrem. 

• iniernaiionai Brotherhood o( Electrical Worksta. 53FRae705 00020. 08/lt/U. 
Oockellng A Services Branch Ip. 47682:364-47566.354. 

981l170059 ^mment oppoMng proposed lule IXFRSe to landoni diog loslma pro- 

g reed in NRC Mneaa lor duly ptogtam 

'"'ernaitonal Brotne/hood el Elociricfil Workors. 53Ffl30/05 00046 68/ 
11/14. Oockeiifig & Services Branch, ip. 47&49:347-47640.34V. 

8811170W4 ^mmeni opposing proposed rulo 10CFR20 ro rendon dmo losi'ng P‘0- 
PMeo in NRC hineas lor duty program-Mambora can accopi & work undor ( moss 'Or 
<^oi"9inB only just cause drug tosiing provision, 

Svi.P-'y.''- '"'emaltonsi Brolherhood ol Eieclncol Workors. 53Fn36705 OOOiS 
88/11/14. Dockeiing A Services Branch. Ip 47640:348-47640340. 

C^rnani opposing propoaad lul© IOCFR26 te random toenna to bo inc-\>d- 
ed In fitness for duty program. 

Bio'hoihood ol Elecirical Workers. 53Fn3Q795 DOOSI 
88/11/14. Docketing A Sanricea Branch, ip. 47596.3&6-476e5!350. 

Comment opposing proposed rule 10CFR26 re NRC Iitnoss lot dory pro- 

Brotherhood ol Electrical Workers. S3FR36795 90053 
88/11/14, Docketing A Services Branch. Ip 47665:357-47585:357. 

Praposod rule tOCFR26 ro liinoss-for-duly prog/om Sid drug 
iSL* » '»®w? L P^ocedufa would ©Nn>lnate djJfe/dncss fn defm.non posilivo !o&l 
MOW smtabid inquiry raquesi. ^ 

Nuclear Fuels Corp. (formerly Exko/i Nucloar Co. Inc) 
M^7M 00058. 86/11/10 Dockeiing I Sanrtooa Branch 3pp 47510.349 

proposed rule 10CFR28 te letJom Oiuo lea'ing Union 

S*rvicMBran/.h o ^ 63Fn36796 00055. 83/11/14 DPcke'ng 6 

oervicos Branch ip. 47640.352-47540:358. 

**yam**'** Comment opposing proposed rule 10CFR29 re NflC Mnoss for djty pre- 

®' Elecirical Workers. 63FR36795 00054. Q8/II/14 
Docketing A Services Branch. Ip. 47565:365-47666:356 

*’bel^dlrito'?w«i?'’'^®''’8 Piopoeed rule 10CFR26 re random leslina provision to 
Iw cause to only behavioral observation & lesbng 

’ R,l.h ''”.®'?®‘ ®' pub"® sa'e'y 4 served. 

Oc^’fum A Electrical Workers. 53FH36705 00057. 66/11/14. 

OockeUng A Services 8ranc^ ip, 47540.363-47540 353. 
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SS11I70I65 Con’rnonl opposing pioposcd role 10CFR26 fo titnoss for duty prooram 
doig (osls T(uo Illness lot duty program looks ai omoiional.meniel & physical mokoup 
oi oipployeos 

MOOV'EH.Jfl Alli'iallon Noi Assigned 53Ffl367g5 00042 88/11/14. NHC • No Oo- 
I8''ad AIM avon Given 1p 47541 007-47641 007. 


-8811180177 Approves inliiakon ol amends to 10CFR1 1 & 25 IP imp’omenl use ol SF- 
86, "Oueskortnaire lor Sensitive Pos-iions " 

SfELLO.V. Ole ol the Eirocutive Direclor lor Oporat-ons. AC90 2 4. 88/07/05 
MCOONALO.W.G Oilico Ol Adminisiiaiion & Hosourcos Managomerii, Dirocior (Post 
870413} Ip 47574:196-47574 106 


0811170171 CoTi-neiii opposing proposed rule 10CFR26 re random drug lasting ol Ill- 
ness lor duty preg'am Ir^ll Brotherhood ol Electrical Workers Local 142 can accept & 
work under Mross let duly program coniamingonly iusl causo drug testing. 

SUTTON.G R interr'ai onal Brolhorhood of cloctrical Workers 53FR36795 00043. 
08/11/14 Docketing 8 Services Branch ip. 47641 001-47541.001. 

6811170172 Ccmmcni opposing proposed rule 10CFR26 re random drug testing 
HUZICKA.n.E Allilaion Not Assigned. 53FR3e795 00041. 08/11/08. DocTroiing & 
Services Branch Ip 47540.360-47640:360. 

6811170161 Comment opposing proposod rule 10CFR26 re random testing provision of 
‘itness for duty program. Inti Drothorhood Ol Eloctrical Workers can support only be- 
havioia'. obsc.'vaiion & testing lor cause 

COviNGTON.BW iniotrtaiional Brolhorhood ol Electrical Workers. 53FR367g5 
00050. 08/11/14. DocKoting & Services Branch, ip. 47541.006 47541:006. 

8811170202 Cemmeni oppos't^ proposed rule 10CFR26 lO random testing provision ol 
fiiivcss (or duly p'ogiam Inii Efroiherhood of Electrical Workers not opposed lo fair ill- 
ness duty testing Supports only behavioral observation & lesting lor cause. 

KAV..IM Alli'iaiion Not Assignod. 53FR36795 00046. 08/11/14. Dockoiing & Serv- 
icosBterch. ip 4754i 0i0-l754l.010 

8811170203 Commonl opposmg proposod rule lOCFn36 re random drug tosling pro- 
posed by NRC l.tness lor-duly program Program should contain only |ust cause drug 
lasting provision 

■ All-liaion Not Assigned. 53FR36795 00040. 00/11/14. Docketing & Sonricos 
Eiar.ch ip 47640.359-47540 359. 

8811170221 Corrmeni oppos-ng proposed rulo t0CFR26 re redom drug tosling pro 
posed lO NRC Illness for duty program Program should conlain only just cause drug 
lesfng prcviS'on. 

COLAZZ.PC. Atl.liaiion Not Assigned. S3FR3679S 00030. 00/11/14. Docketing & 
Sc.'vlcos Branch Ip 47541. 002-47541 O02. 

8811170224 Com.Tient opposing proposod rule 10CFR26 re Illness lor duly. Addi tosling 
unnecessary & therolore vfasio ol money. 

NAPR-MGTON.M.O. AfWiation Not Assigned. S3Fn3670S 00028. 68/11/16- Office of 
the Secretary ol Iho Commission 2pp. 47540 357-47S40.3S8. 


-8S11180I6I Forwards pertmonl info supporting recurnmendallon lor iniliallon Ol 
10CFR11 & 25 amends re implomoniation ol use ol -SF-OC. "OuosHonnairo for Sensl 
live Positions." 

MCOONALO.W.G OMice ol Admin.siraiion & Resources Managomcm Director (Post 
870413) AC90-2 5. 88/06/17 STGLLO.V. Clc ol Iho Exofuliva Oitecior lor Opor- 
et-ons. 24pp. 47574:197-47574:220 

-6611160173 Forwards lor sipnaturo, final rule to bo pubi-shcd in PR thai amends 
10CFR11, • Criteria & Procoduros for Oolormining Ei-g.bi ity for Access lo or Control 
Over SNM" & lOCFfl25, "Access Aulhoriiation for License Porsonnoi " 
MCOONALO.W.G. Otiico ol Adminisirat on & Resources Managemoni, O-rector (Post 
070413). AC90-2 2. 08/08/01. STELLO.V. Ofe of Iho Exocoiivo O.recloi for Oper- 
ations. 3pp 47574:181-47574:183 

-8811180176 Proposed rules lOCFRil & 25, "implementai on of Use of SF-86. 'Oues- 
lionnairo for Sonsitivo Posit ons'." Approval for publcaticn & regulatory analysis encl. 
STELLO.V. Ofc ol the Executive Ditoclor lor Operations AC90-2 3. 68/08/03 12pp. 
47574:104-47574-195 


-8811160177 Approves iniiiat-on ol amends to lOCHRll & 25 to implernem use ol SF- 
66. "Ouest'onnalre for Sensilivo Positions." 

STELLO.V. Otc ol the Exocullvo O.reclor lor Oporaiions. AC90-2 4. 88/07/05. 
MCOONALO.W.G Ollico Of Adm nisiration & Resources Management, Oiroclor (Posi 
070413) 1p. 47574:106 47674:196. 

-8611180181 Forwards perllnont Info supporting recomnionriation for initiation ol 
10CFR1 1 & 25 amends re impfomonialion o! use of SF>86. "Ouesnonnaire for Sensl 
tive Posilions." 

MCOONALO.W.G Oil ce Ol Adminisirailon & Resources Managemoni, Director (Post 
670413). ACOO-2 5 68/06/17 STELLO.V. Ole ol the Exoculivo Diiaclor for Oper- 
aliens. 24pp. 47574 107-47574:220. 

6811180361 Proposod rules I0CFR21 & SO. "Crnona 6 Procoduros lot Reporting ol Oe- 
focla " Rulo would eliminaio duplicative reporting ol dolocis & establish umloim l-me 
pofiods lor repoding raqu temenis. 

CHILK.S.J. Office of ihe Socreiary of fiio Commission. 53FR44594, 68/10/31. 27pp. 
47660:156-47568-ie2. 


8811170331 Comrr.cnl opposng proposed rulo 10CPR36 ro random lesiing provision ol 
linose 'or duty program Inti Brotherhood of Electrical WorKorajn intorosis of public 
saieM & workers, can support only behavioral observellon & lesting lor cause. 
JER'CiiO.OA iniernniional Brolhorhood ol Electrical Workora. 93Ffl3676S 00047. 
68/11/14 Oockoimg & Services Branch. Ip 47541:01 1>47541:01 1. 

8811170333 Commonl opposing proposed rulo 10CFR26 re random drug losling in lit- 
rossfor July pico/omMembere can Aocupl juai cauao drug toslrno provision 
' iniornailonal Bioiherhood ol Electrical Workore. 53FR36799 00044. 68/11/14. 
Obcketing 8 Services Branch ip 4764I'009-47641.009. 


8811210053 Commonl opposing proposed rulo 10CFn28 ro random testing provision In- 
cluded in fiinase lor duly program. 

PAVLOVICH, C J. international Brolhorhood of Glocincsi Workers. 63Fn3e795 00074. 
58/11/10. Oockotmg & Services Branch, tp. 47573:327<47072 327 

8811210336 Comment opposing proposod rule 10CFR26 le liiness lor duly 

R rogram.Opposed lo tanoom testing provisions. 

ESSON.R.D. Iniemafional Srolhoiliood of Efeclrlcal Workore. 63Fn36795 00132. 
60/1 l/t4. Docketing & Services Branch, ip. 47572:328-47572 326 


8B11170336 Commonl supporting proposed rulo 10CPR52 ro regulatory iroaimenl ol 
early 8.ie approvals, std d^os'gn ceilincaiions & combined licensee for nuclear power 

E ianlsCertilicaiion ol sienderdiiod final doeigna should bo oeiobiished. 

'ARRIOn.P.W. General Eleclrio Co. 5^R320e0 00073. 85/11/07. CHILK.SJ. 
Ofiieo ol Ihe Secretory ol ihe Commission. 3pp. 47541:003-47641.005. 

8611170241 Comment opposng proposed rulo lOCFRZe to random drug tesling pro- 

e osed in NRC liiness lor duly program. 

ICPARLANE.n J Inlornaiionol Qroibeihood ol Eioclncol WotkeiS. 63Pn36705 00052. 
85/11/14. Oocket-ng & Services Branch, tp. 47640.356-47540.356. 

6811170354 RoQuesis extension of commonl period (or 10CFR26 re random drug tesi 
issue lor nuclear power plants. Period provided inadequate as FR nolice just received. 
CINTRON,.) A Southern Cal.fornia Edison Co. 53FR3d765. 86/11/08. Oockoting & 
Services Branch. Ip. 47541:012-4 7641:012. 

8811170265 Comment opposing proposed rule lOCFRiSO re reasserting NRC aulhorily 
hf approving ons.re low level waste disposal fn Agreemonr States. 

MERGES.P.J. New York, Siaie ol. 53FR31680 00043. 68/11/07. CHILK.SJ- Offico Of 
lha Secrolary ol iho Commission 2cp. 47540 354-47540:355. 

8611170270 Commcnl opposing proposod rule 10CFR26 ro random drug lesting pro- 
Ksod In NRC f.tnoss for duly program. 

BANFiELO.LL. iniornaiional uroinorhood of Elocirlcal Workers. 53FR36795 00049. 
88/11/14. • Ollice of Ihe Secretary of itio Commission, tp. 47541:008-47541:006. 

6811170272 Comment opposing proposed rule 10CFR26 ro liiness for duty 
program Indepondent Group Assoc opposes program because random tosling lor drug 
use ol persons w/unescotied access lo proiecied plani areas Is violation ol US Con- 
El-luion 

KELLY.RG Kelly. Harrington. McLaughlin & Foster. 53Ffl36705 00060. 66/11/10. 
Docket ng & Sorvicos Branch. 58pp. 47568:088-47568-165. 

6511180164 Forwards foguiaiory history documents ro lOCFRtI & 26. "Implemenialion 
ol Use cl SF-66. 'Ouesiionnairo lor SonsMIve Posilions'." FR pages encl. 

KIDO.O.G. Facilities Security 8 Operational Support Brencn. AC90-2 1. 88/11/15. 
LANHAM.O.H. Division of Informallon Support Services (Post 870413). 3oo. 
47674:178-47574:220. 

-8811100173 Forwards tor signature, final rule to be published in FR that amends 
l^fRlt. "Cnietia & Procedures for Determining Eligibilply for Access to or Control 
Over SNM" & lOCFn25, "Access Aulhonralion for License Personnel." 
M.CDONALD.W.G. Ollico of Adm.nislration & Resources Management, Direclor (Post 
870413). AC90-2 2. 00/08/01 STELLO.V. Ofc ol the Executive Direclor lor Oper- 
ations 3pp. 47574:181-47574:183 


6811210236 Commonl opposing proposod rule tOCFR26 lo fitness lor duty 

program Opposed lo random losiing provision that NRC has prpposoa in program. 
PAuK.R.J. International Brotherhood ol Elecirieal Workors. S3FR36765 00130. 86/It/ 
14. Docketing & Services Branch, ip 47572:325-47572 325 

8811210240 Comment opposing proposed ru'e 10CFR2G re Illness lor duly 

prooram.Opposod lo random tosling provision lo bo incliidod in progtom. 

MOORE.E.J. Iniemafidnaf Brotherhodcf ol Eloctncal Workors. 53 Fr3670S 00i 28 68/ 
11/16 Docketing & Services Branch, ip. 47572 324-47572 324 

8811210243 Comment opposing proposed rule tOCFR23 re fiinoss lor duty 

B rogram.Opposod lo random lesi-ng to Included in program 
ARVER.H.b. Inletnstlonel Brothornood ol Electrical workers. 53FR36765 00139. 80/ 
11/14. Docketing & Services Branch Ip. 47572:323-47572:323. 

6811210246 Comment opposing proposed rulo 10CFR26 re liiness lor duly 

program. Opposed to random testing to be Included In program 
MOOOV.t. Infornatronaf Broirterhood of Eloctncal Workors. 63Ffl36765 00127. 86/ 
tt/16. Docketing & Services Branch, tp 47572322-47572.322. 

6811210249 Commonl opposing proposed rule tOCFR26 re Illness lor duty 

program. Members opposed lo random lesling proposed In program 
COTLAS.S J. Iniornational Brolhorhood ol Eloctrical Workers 53FR36705 00126 68/ 
11/16. Dockoting & SorviCOS Branch Ip. 47572:321-47572 321. 

8811210250 Comment re proposod rulo 10CFR26 concerning liinoss lor duly 

H ram. Random lasting provision of p.'ogram opposed 

jER.E G. Intornauonel Brolhorhood of Eiocirtcal Workers 53Fn36795 OOf IS. 88/ 
ft/16. Docketing & Services Branch. Ip. 47673.086 47573:086. 

6611210281 Comment opposing proposod rule 10CFR26 re fitness for duty 

program. Members opposed lo random drug testing lo bo included In program. 
SCHULTISE,A. Internallonal Broiherhood of Electrical Workers 83FR36705 00125. 
80/11/16. Docketing A Services Branch. Ip. 47572-320-47572:320. 

8811210262 Commem opposing proposed rulo 10CFR26 re fitness for duly 

program Members opposed to random drug lasimg lo bo included in program. 
QARSART.J. fnlernallonal Broiherhood ol t'leciricel Workers 53FPje/tf5 00124. 80/ 
It/16. Oockeiing & Services Branch, ip. 47572.310-47572:319. 

8811210264 Comment opposing proposed rulo 10CFR26 re fitness lor duty 

C rogrem.Opposed lo random testing to bo included in program 
INCOLN.RM. Iniornailonal Brotherhood of Eloclncal Workers. S3FR36705 00123. 
66/11/16. Docketing&Services Branch, tp 47572.316 47572 318. 


-8811180176 Proposed rules 10CFR11 & 25, "Implemenialion ol Use ol SF.86, 'Ques- 
Uorns re lor Sensitive Positions'." Approval for publicailon & regulatory analysis end. 
STELLO.V- Ofc of Ihe Executive Director lor Ooeraiions AC80-2 3 88/08/03. 12pp. 
47574:184.47574 195. 


861121025S Comment opposing proposed rule 10CFR26 re Mness lor duty 

a ram. Members opposeri to random losimg to bo included in program. 

KE.R.E. Duquesne LighI Co. 63Fn38785 00122. 88/11/16. Docketing & Services 
Branch. Ip. 47572317-47572:317. 
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Mll2t0?62 Comne''t oppos rg propcssd ro'e I0CFB26 le tilooss lot tfuly 
W«?ar'OPiJC«KjlO'an*)fTite5ln3P'0/i30.'i:np/ogranl ,,co-«iJO«L nni t7 RR/ 
S^TGO^iefi'/jf.al BfC'M'hood ol 6'ecw;3l v/otkers 53FR36795 OOU/ 00/ 
M/u DockeingS S«r/^ces Branch ip 4?572316 ‘1?572316 

MH3ID36S Cot-tT‘«''i oopcvf'g C(opoi«l folo il)CFfi?fi fs Mness to* duly 

53FB36795 00.2. 00/ 

1U1& OccVe'.ng S Se<v.:es Bta>:h tp <7%73 3*5 a7S72 315 

Ult2<037l Co'^.'W'il oppos.ng proposed ru'e 10CFR26 fe Mness (or duly 

woffan OpPO&«) lo tardcm Ciug lssl.•^9 r-'&- 4.cn included m P'Q9!a^ 

Ml^SSkiGJ T'etnaDonal 0foi.‘-e'f;ood oI ElecL'.cal Workers 53F713679S00I20 08/ 
11/16 OockOtng 4 Services Branch Ip 475?23ia-47522314 

M1I2I0226 Commeni oppcs.ng proposed ru'e 10CFF7Z6 re fitness lot *jly 

ctoorarn Opposed 10 randon lest ng prov.son in program. ... . ..... 

SEM<u International Bro'herhooo oi Eiecii'Cai Woikets S3FR3W35 0Q'i9 00/11/ 
16 Oockeing S Services Branch ip <7572 313 47573 313 

Ml12t026$ Commcni opposing proposed ru’e IOCFR28 to tilness Iw OJly 

evotfarn Opposed to random drug lesimg proms on to De included m progrem 
STAN2EL.ME Ir’ernaionai Brotherhood 0l Electncal Workers S3FR36735 00118 
88/11/16 Dockeung 4 Services Bra.nch Ip 47572 312-47572 31? 


081121O3OB Cotwnenl to ptop03u»cl ".I'li lOCI (12Ci concoTiri'i fi'ncss 'o, ^ . 
aroQ'am Random drug lOsl'Pg prov.h'on m ptoiirnni opoosoil 
0EHn.LW Inmrnaiionol Drolhuilioml »' Ciyclrc.il Wntk4;rh 5:iH1367U5 OO133 
11/18 OOCliOling & Sorvicos Diand'. U» 47^73 lib 17G7.1 lift 

8811210381 Commoni opposng prCfH).sin( ti.lu l0(;rM?0 ro lan./om losing p'ov.so'e 
lhal NRG ptoposod Id BO inoiudinJ m f 'I'lC'sn lot Duly Piontam 
PALtSAK.R AHIioTipn Noi Assiynnil r)3rfi;W705 00114. no/l1/1<l Ootkeu^ j 
So/vicos QtancB ip 47573 li547.ft/3 i'5 

8811210400 Cornrnant opposing pro|>o9iirl ru.'o H)CF(12G to rnrdom drug Ids’ rig 
posod in NRC Fiinoss lor Only Protjtnm 

HOELL.n ifiiornalio.nBi GroihorhoDtl ol tiociiiCfii Wo'kots 631-030765 00105. e4/it; 
16 Oockoling 4 Sorvicos flrnnch. ip 4757.1 1 M 47573 1 |.l 

8811210401 Codimnni to propost«l 'u'h lOCI‘(120 fonoorning (nness 
p/og/am Random drug loslmg provnilons opiiosotl 

KOZINKO.RJ A<lil.aiioo Not Assturu-nl 5UFII3G705 COKll 00/11/14 CocksimQ 8 
Services Branch Ip. 47573 1 13-4 7&73 1 <3. 

0011210403 Commoni oppos'rig piopo^'l H'l" '0CFR26 to lontiom IcsUag prov^iyi 
that NRC proposed to bo Inciurlod m runoss lor Duty ihogr.ini 
CAOWALLES.G iniornotionBi Btolhiirlionil ot EiucitiCO' Workers 53rnj0795 ooilJ 
80/11/16 Oockoling & SotViCOS OrilMCli Ip. 47573 1 13 4f&7'3 1 12 


8411318286 Conmenl opposing proposed rule lOCFn26 re Mness lot duly 

provam Opposed 10 ran^m drug testng provision in prograrn 
BErTiNE.u Internaucrial Bro’heihood ol Eiecincal Workers S3FR3679S 00071 88/ 
11/16 O^kelrng 4 Services Branch Ip <7572 31 1-47572 31I 

8811210224 Commeni opposing proposed rulo lOCfn26 to Illness for duty 

K am Opposed lo random drug lesi.ng provision to bo included m progrem 

IN Inierna'jona) Brothcrho^ Of Eiecincal Workers 53FR36795 (k)073 88/11/ 
16 Oockebng 4 Services Bra.nch Ip 47572 310-47572 310 


8811210407 Commoni oppos-ng pro|>oROd rulu iCCrP^B 10 randoni losling P'Ov1S>cwi cm 
proposod Fitness lor Duly Piogrom 

ANDERS 0. Inlo/naiional BrolnordDOil ol Eloelricnl Workora 63FR-307i35 OOMI 04/ 
11/16 Oockebng & Sorvices Drnnch Ip 4/572 3i).1 47572 203 

6811210400 Cemment opposing p/orosoil rulo lOGFItBiS ro H'lOSS lot duty 
ptogrant Opposed lo random drug loniinn to lio tnciiniod I'l program. 

ERwlN.J.D Inlornailonol Brolhorhootl 01 Klocirital WorkorB 53rn30795 00076. 887 
11/16 Oockoling & Sorvices OrancJi. Ip. 47572 304 <7572304. 


8811210300 Comment opposing proposed rule I0CFR26 ro liincss lor duty 
program Opposed to random lesung prov.sion to be included in program 
MAiMiS.ej inteTAtionai e'Q'.f-eihood of E'ecmcal Workers S3FR36795 00077 86/ 
11/16 Oocketng 4 Services Branch Ip 47572309 47572 309 


8011210414 Comment opposng proposud rulu lOCin26 ro Mnoss lor duty 
progrem.opposod lo random losimg i/iovisioii to tie it’C'uilcil in proprom 
bOuGLAS.Mt tfticroaiional Brolhcrhood ol Uocincn' WwKoiS 53Ff130785 00061 
66/11/16 Oockoling & Services Brcincli ip 47572 303-47572 303. 


U11210305 Oxnmenl opposing proposed rule 10CFR28 re Utness tpr duty 
prograrn Opposed to random testng provision to bo included m program. 

RENNERG Inlerra'uOnal Bro'-herhood Of E'ectncal Workers. S3Ffl36795 0007$ 68/ 
tUl0 Oocketing & Services Stanch ip 47572 308 47072 300. 


0011210410 ComiTierti opPbs ng ptop&SOil 'u'o ll)Crn20 10 inntJom icsl ng pto-Asson m 
proposed Fllnoss lor Duly Progrnm. 

KENNEOY.JO. loiornsiionel Broihurliood Ol F.IOCIricfll Woiko/s 63Fn367g5 00117 
88/11/16 Oockoling 8 Services Droncli ip 47572 202 47572 202. 


8011210306 Commeni opposmg proposed rule 10CFR26 <0 rando.m lostirtg provision In 
kinew to* duty program Suppons only behavioral observation 4 tesiing tor cause 
8EC2E.0 S imernaiionai BrO'-hefUood of Eiecmcai Workers $3FR3^95 00009 68/ 
11/16. Oockebng 6 Services Branch, ip 47572,307-47572:307. 

1811^210313 Commeni opposing proposed nj-'e 10CFR26 re random losting proposed in 
^C fitness lor duty program Supports only |usi cause drug leslmg provision 
JONES.' E. iniamabonal Sroinerhpod o' eieci.-icai woikors s3fr36795 0OO/2 86/ 
11/16 Oockebng 6 Services Branch. Ip 47572 300 47572 306 


8611310310 Comment opposing proposed rule 10CFR26 re random lesimg provisions in 
fitness lor duty program Supports tesbng prog-am based on behavonai obsorvaiioo & 
lesong lor cause 

■ international Brotherhood ol Electrical Workers 53fR3079S 00092 88/11/14 
Docketing 6 Services Branch ip. 47572 305‘47S72.30S 

0011210310 Commeni re proposed rule 10CFR26 concernmg fitness lor duly 
p^am Random tesbng provision of program opposed 

DO^HEfl7Y.AP Inietnabonal Brotherhood o< Electrical Workers 03fR367d5 
00136.88/11/16 Oockeiing 6 Services Branch ip 47573 065 47573 085 

0611210334 Comment re proposed rule 10CFR26 concerning fitness lor duty 
ptwam RarxJom tesbng provisions of program opposed 

RfcYNOtOS.RC Iniemabonal Brotherhood ol Electrical Workers REYNOLDS RC 
Oj^^Li^^C^«FR367gs 00118 86MU14 Oockeimg 0 Servlet Brand; ip 


Comments opposioQ proposed rule H)CFfl26 le random tesbng provisw 
^at NRC proposed to be mduoed in fitness lor duty program. 

?«/. I ^ Brotherhood ol Electrical Workers. 53FH36785 00109 

00/11/16 Oockebng & Services Blanch ip 47573 121.47573-121 

.'® P'WTsed rule 10CFH26 concerning funess lor duty 
f'^Yjom drug lesling provision in program opposed * 


™ *“8 NIC 

if Iniern^nal Brotherhood ol Electncal Workers 53Fn36795 00102 66/ 

• 1 Services Branch. Ip. 47573 119 47573:119, 


■1 re proposed rule 10CfR26 concerning fitness toi dui 
tes^ provision in program opposed, 
onal Brotherhood ot Electncal Workers. 53FR36795 00134 8B 
sBranch Ip 475730e2-475?3O62. ' 


rig proposed rule 10CFR26 re random drug tesiing In NRC 

oiherhood ol Electncal Workers 53FH36795 00104 88/ 
SBranch Ip. 47573.l18-l7S73.1t8 


4/^0^ rule 1XFR26 re random leslmg proin 
-luded m Fnnoss lot Duly Program. ^ 

srotherhood ot Electncal Workers 53FR367g5 001 10 
SBranch 1p. 47573 117 47673 117. 


8611218427 Common! opposing pronObOd rulu lOCFltSO ro I'TOit for dlty 

ra rem.Opposod 10 random lesnnn provision to t>o included in prpd'iini 

iCl.J.J. Iniernaiional Broihorhpoil Ol Elocinca! workurs. 6371139795 0007d. 16/ 
11/16 OockelinpSSoiv.eesOrench Ip 47572.302 4767231)2 

6611210438 Commeni opposmo piopOboit iiilu ICCFn29 lO lilross fot cut/ 

proQiam.O^sod lo random lesTna provision to bo irclurfod in nrogrnni 
wOlFE.K P iniotnaiionel Rromcihciocf of Elocincal Woikeis. 63rff307D5 00063 59/ 
11/16 Oockoling & Sorvicos Brflncti lj> 47572 301-47572 30 1 

8811218434 Commoni opposing proposoil rulu lOCrn26 10 fiinoss '0/ duly for 
cuoorem Opposod to landom drug toRlmn proviiiicn to bo included in p'Oniprii 
BUcCNSKl.w iwciriattonai BioiiNOihooti 01 ClutliKnl Woikcift 93Fn36780 00065-66/ 
11/16- Oockoling & Sorvicos Bionch Ip. 47572 300-4/872-300. 


0611210440 Commeni ptJpesing proposioil lulo 10CFH20 10 lYross to* dwiy 
piogrem.Opnosod 10 ranriom drug laciing provision in bo incljilud m p'ORiom. 
KRAL.n.C. Intorooiional Droihoinood of EioclriCfti Woikuia 53Ff1307(>5 00062 Be/ 
11/16 Oockoling 5 Services Branch Ip. 47572 ?OQ-475?2 2i>0. 

6811210442 comment opposing propoaorl rulu IOCrr)29 10 mndom tosi.rg predsion 
ihat NRC proposod 10 bo Included in Plloos'i loi Duly Program 
IEGYEL.O.V lotomaiional Brolherhooil ol Elticiricol Workots. BaFn36/05 00106. 68/ 
11/18 Oockobng S Sorvlcoa Branch. Ip. 47573 1 1 1-47673 1 1 1 . 


8811210446 Comment opposing pronosod rulo I0CFR20 to litnoss for duly 
prowam Opposod to random drug lost'no piovis on to bo Included h pioa'am 
SKiNSKV.O. intornaiionBl Broihorhood of Eiocirical Woikors 5377130705 00069. 68/ 
11/16 Oockeiing & Sorvicos Branch Ip 47572:290 47572 290 

8811210449 Commoni opposing pioposod rulo 10CFR26 ro londom tosting pros 
Ihel NRC proposed lo be included In FiKiuas lor Duty Program. 

GUeRRlNl.L.O. AlWiailon Not Ass'-ariGd. 53FR36705 00107 60/11/14. Ooaw^ni 
Control Branch (Document Control Dosk) Ip 4757.3 I10-47673;110 


081121O4S1 Comment oppos'ng piopoBOd ru'o i0CFn20 fo Illness 1t>r duV 

proqramOppoaod to random drug losiinQ provision lo bo inc'udod m progiaa- 
HEiNSTOOl.eH.j iMiarnniionei Bioltioihood ol hiocirlcnl Woikors. 63FR3Ct795 0009* 
68/11/16. Oockeimg & Services Branch. Ip 4/572 2D7 47672;2D7 

0911218453 Comment opposing proposod ruio 1007026 to (ilnoss tor tK/fY 

g|Mram.O;q)oscd to random drug tostlng provision lo bo in'udod in program. 
TOZIVIAKJ.M. Iniernaiional Brotherhood of Eioclncol Workers. 63Fn307fl5 OOOM- 
89/11/16. Docketing & Sorvicos Branch. Ip. 47572.206-47572:206 

0811210457 Commoni opposing proposed rulo 10CFn26 ro NRC Filnoss lor Oilf PfO" 
gram. j 

fTfJI-?;'- 'i*9ff'0i'Ohai Brotherhood ol Eloctrical Workers 63FR367e5 001139- 60/ 
11/16. Oockoling & Services Branch. lp 47673:109 47573.109. 

0811220042 Commoni opposing proposoiJ rule 10CFfl26 ro random losl'i’a PfOV'SkPf* 
wnosa loi duty progiam.Noi opposed lo fair fiinoss duly loslino & supports only t*®- 
hawal observations testing (« cause. 

Brotherhood ol Electrical Worka-s. &3Fn367e5 OOOJS. 6®’' 
n/ib. uocfceilng s Services Branch ip. 47573:105-47673 100. 

opposing proposod rule 10CKfl20 ro random losting pKpvision /Y 
program.Noi opposed lo lar Mnoss duly (oslmg 8 suppef^* 
obaetvailon & testing for fust causo 

«ft/i 1 0 Brotherhood of Eic.mcal Workers- 63FP39795 00096 
«»/ii/ie. DocKebng & Services Branch, ip, 47673: 107-47573:107. 
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8611230057 Comrr.eni opposing proposod rule lOCFn26 to tarxtotn d'uQ tesHng pro- 

R pSPd i*< NRC liinL’Ss fO' duly ptugtarn Supports only lusi causo drug lOSI-ng prov.sion 
iMMER.K Iriiori^aiional Otolhomood Ol Elocltical workers SGFR3679S 00097 08/ 
11/16 Dockoiing 8 Snrvicos OtancM Ip ‘57573 I06''t7573 106 

6811220063 Ccmmoni opposing proposod rulo 10CFR26 re tandorn drug (osling pro- 
posed m NRC Illness lor duly program Supports only |usi canao drug lasting provl90n 
LARSCN.f J. Inlornai'Onal Orolhcrhood of Eieclricsf Workers S3Fn3679S 00098 68/ 
11/16. Dockoiing & Sorv.cos Branch ip. '17573 lOS *17573 105 

6811220066 Comrnonl opposng proposed ru'o lOCFRSO ro random losi-ng provisions 
included rn hlness lor rfuty p'ogrom.Sijpporis loslmy program hasod on boriavioial ob- 
sorvai on & lesi rig lor cause 

MAAS.A R inieina'onai QroHierfiood ol Electrical Workers S3FR3679S 00099 60/ 
1 1/ia. Deckel ng s Services Branch ip <17573 10*1 *17573.104, 

881(220073 Comment oppos ng (iroposed rule I0CFFI2Q re rartriom drug lostirtg pro- 
posed m NRC Illness lor duty program Supports liinoss lor duly program conl^nng 
|i,si cause d'ug leslion prov'Slon 

BEOELl.CH rniernaiional Brotherhood of Eiocirlcal Workers. 53rR3e70S OOlOl. 88/ 
11/16. OrKkoiing 8 Services Branch, ip 47573 103-47573. 103. 

8811220061 Comment oppos-ng proposed rulo 10CFR26 ro random losing provision in 
NRC Illness lor duly program Noi opposed 10 fair Illness duly lostmg & suppons only 
behavioral obsorvai-on 8 lesimg cause 

SCARLATO.n Iniernelronal Brolhorhood of Elocirical Workers 53FR36765 00100 
88/1 1/16. Oockoting 8 Services Branch Ip 47573. 102-47573.102. 

6611220089 Comrnonl oppos-ng proposed rulo 10CFR26 ro random drug losliivg pro- 
posed in NRC Illness for duty program Supports fitness for rtuty program conlaming 
only just cause drug losiinu provision 

HUk/BERT.O Inlernational Bmlhorhood of Electrical VVorkers. S3Fn36795 00070. 08/ 
11/16. Oockoing 8 Services Branch, ip. 47573 101-47573:101. 

8611220097 Comreeni opposing proposed rulo 10CFn26 ro random drug loslmg pro 
posed in NRC fnnoss lot duty program Suppotta (iiness lor duty program coniaming 
only |u$l cause drug testing provision. 

STAUB.G.L. International Brotherhood ol Flocirical Workers S3FR3679S 00080 08/ 
11/16 Docketing 8 Services Branch, ip 47573:100-47573.100 

8811220103 Comrnonl opposmg proposed rule 10CFn26 ro random drug losi-rtg pro 
posed m NRC Mness lor duty program. 

QIJIDOS.A Intsrnalional Brotherhood Of Electrical Workors. $3Fn3679S 00067. 60/ 
11/16. Docketing 8 Se/uiCQS Branch, tp. 47873:090-47573.099 

8911220107 Comment opposing proposed 'ulo I0CFR26 ro random drug lesling pro- 
posed In NRC Illness lor duty piogiam. Supports Mness lor duly p<oi}ram containing 
only l^usl cause drug testing provision. 

lUcZHO.n F. iniemaiionar Orolheihoorl of Elocirical Workers 53FR3679$ 00063. 66/ 
11/15. Docketing 8 Services Branch. Ip 47573 090 47573 098 

6811220110 Common! opposing proposod rule 10CFR26 re random lost-ng provision 
proposed in NRC Mness for duty program.Noi opposod to fair Mness duty tesi-ng 8 
si^cds only bohev.c/8l otTSorvaiion 8 losimg for cause 

PEAST,JC Inietnalionel Gmihoihood of Electrical Workers 53FR3679$ 00002 00/ 
11/18 Oockfliing 8 Services Branch ip 47573 097-47573 097. 

8611220113 Comrnonl opposing proposorJ rulo 10CFR26 ro random loslmg provision m 
NRC 1 moss for duly program Not opposed In feir Mnoss duly losung 8 suppons omy 
behavioral observation A lestinu for cause 

RITIHART.W IniarnaiiOnsI OrotnorhooO Of Gfectrical Workers 53FR36705 00001 00/ 
ii/ld Oockeiing 8 Services Branch tp. 47573:096-47573006 

8811220114 Comment opposing proposod rule I0CFR20 ro raridom drug testing pro- 
posed in NRC Titness for Duly Program. Mombors can only accopi (usi-cause lesiing 
provision 

LOCKRiOGE.W.j Imernalional Brolhorhood of Efocirical Workers 53Fn36795 00064. 
83/11/16. Docketing 8 Services Bronch. ip 47S0S:3S7-47565.357. 

8611220119 Comment opposing proposed rule tOCFR2e ro random lesbng provisfon 
proposed in NRC Fitness lor Duly Progrom. 

bOTSON.JE Inlernational Brotherhood ol Elocirical Woikors 63FR36795 00069- 66/ 
11/16. Oockeirng 8 Services Brancit. ip. 47565.356 47565.356. 

8611220136 Comment opposmg proposod rulo I0CFR26 re random testing In hirwse Ic 
duty program Supports only behavioral observelion 8 testing (or cause 
ULl.fcR.D. Inlernational Brotherhood of Electrical Workers. 63FR36795 00070 00/ 
11/16 Docketing 8 Services Branch, ip. 47573:003-47573 093. 

6611220139 Comment opposing proposed rulo 10CFR2e re random losiing In Mness lo< 
duty program Supports only jusi cause drug testing provision. 

BAKER.R.J inie/nanona) Drolhorhood of Eloci/Ica) Workors. 63PR36795 00085. 00/ 
11/16. Docketing 8 Services Branch ip. 47573:092-47573 092. 

6611220143 Comment opposing proposod ru’e 10CFR26 re rondom drug tesiung pro- 
posed in Illness lor duty program. Supports only just cause drug testing provtslon 
PANNIER, CL International Brotherhood o( Electrical Workers. 63rR36765 00380 
68/11/16 Otflcoot iho Secretary ol the Commission tp. 47573.O91-4/673,O0l. 

8811220146 Comment opposing proposod rule lOCFn26 re random drug iesling pro- 
posed in Illness lor duly program Supports only Just causo drug testing provision. 
EWIG.E.W. International Brotherhood ol Elocirical Workors. l3FR3e795 00087. 68/ 
11/16. Docketing 8 Services Branch, tp. 47673:090-476/3:090. 

8811220154 Comment opposing proposod rulo tOCFR3e re random drug testing in NRC 
fitness for duty progrem.k4embers can accopi 8 work under program that conloMs 
only just cause drug testing provision 

KiLLOSKY.D. International Brolhorhood ol Elocirical Workers. 53FR3B795 00000. 08/ 
It/ 16. Document Control Branch (Document Control Desk), ip. 47573.095- 
47673 005. 

8811220155 Comment opposing proposed rulo 10CFR2& re random drug lesiing pro- 
posod in fitness lor duly program. Suppons only just causo drug tosting provisioa 
JOBECK.T. inlernaiional Brotherhood ol Electrical Workers. I3FR3679S 00086. 88/ 
11/16. Docketing 8 Sendees Branch, ip. 47573 089-47573.009. 

8811220158 Comment opposing proposed rule tOCrR2G re random drug lesiing pro- 
posed in fitness for duty program.Supporfs only |usl causo drug testing provleion. 

' International Qiolherhood of Electrical Workers 53FR3^95 OOOdB. B8/i1/t8. 
Oockeirng 8 Softices Branch. Ip 47573.088 47573.088, 


8811320160 Comrnonl rpposi“.g proposod ru'o iOCFn26 ru random losimo provision -n 
Mnoss for duly program Supports cniy bchaviri-pi obscrvaiiun 8 rosimn lor cuiisu 
NASM.J lolCrnat-O'ial Brotliurl-ood ol t-ICCl'iCnl Workers 53Fn3C795 UUii6-l 89/11/ 
16 Docket-ng 8 SOfV cos Branch ip 47373 087 47573 00/ 

6811330163 Com-nooi opposing proposed rule tOCFR26 re random d'ug lesiing lo be 
foclurled ir< fitness for ouly p'og'om Supperls d/rry los'-ng for yjni cause. 

H/IRMON.R imernat-cnal Brolhorhoorl ol Flecincal Wor-iers 53Fn3G795 00C69. 08/ 
11/14 Oacket.ng 8 Services Brnnch Ip 475/3 094.4757.3 094 

861 1330377 Comment si.ppo*ling lochnr.ai position on postdosuro seals 
BURLEIGH.W.E. Inienor.baptol. Buroau ol RcCamaiion 53Fn38393 86/11/01. Divl 
Sion e( Freedom of information 8 Rub'ications Services (Posi 660515) 3pp. 
47623 101 47823 102 


88(1260006 Requests 60 day eniens eii lor puhiir commeni on proiiosotf ru’e T0CFR26 
re (iiness (or duly issue 

ROBINS^.J W. Southern Cal-'orria Edison Co S3FR3679S 68/11/12. Oockolmg 8 
Services Branch Ip 47621 242 47621 242 

8811260010 Commeni opposing proposorf rule lOCFn26 ro ladom testing provisions In 
Illness iot duly program 

HELWIG.HC Atli'iaiion Nbl Assigned 53Fn36795 00216 88/11/14. Docketing 8 
Services Branch Ip 47621 243 47621 243 

8811260149 Comment opposing proposed rule 10CFR2B re random drug testing lor ev- 
eryone allowed unescorted access at nuclear gonoral ng station. 
lAMONT.BA. Affiianon Not Assigned. 53FR367gS 00237. aa/li/l3. Docketing 8 
Sorvicos Branch ip 47621 244-47621 244 

8811290063 Comment opposing proposed rulo I0CFR26 re random testing for incius'on 
In Fiinesa lor Duty Program 

OOOFRF.y .(Hi. Utility Wioikors Un 0.-1 of America 53FR36795 00220 68/11/16 Oock- 
oiing8 Sorvicos Branch. 2pp. 47596.356 47696:357. 

8811290088 Commonl opposing proposod rule 10CFn26 ro random losiing for incljsion 
In Fiinoss lor Duty Program. 

LANOiS.O A inlornat onal Brotherhood ol Eloctr-cal Woikers. 53FR367gs 00193 66/ 
11/14 OockoUng 8 Soivicos Branch Ip 47596 355-47596 355 

8811290062 Comment opposng proposed rulo 10CFR26 re random lesLng lor inclusion 
In fitnoss (or Duty Program 

RAY.J. International Brotherhood ol Electrical Workers. 53FR36795 00130. 80/tl/i4 
Oockoimg 8 Services Branch. le. 47596:354-47566 364. 

8811200094 Comment opposing pioposed rule 10CFR26 ro random testing lor inclusion 
In Fiiness iw Duty Program 

BEAlY.M.F imerneiienai BioitierhoocI oi Electrical Workara 53FR36765 00200. 88/ 
11/14. Oockenng 8 Sorv.ce3 Branch ip 47505’353-4759e353 

881 1290095 Comrnonl opposing proposod ru'o lOCFRZO re random testing for Inclusion 
In Fitness lot Duty Piogram 

8AKER.RW. inloinaiional 8ioihcrhooi3 ol Eiacirlcat Workers S3FR36705 00207. 06/ 
11/14. Oockoting 8 Services Branch, ip. 47506 362-47596.352. 

6611290099 Comment opposng proposed rulo I0CFR26 re random testing lor licluelon 
In Fitness lor Duly Piog'Om 

* inlornatonal Broihorl<ood ol Electrical Workers 63Fn36795 00204 60/11/14. 
Oockeiing 8 Services Branch Ip 47698 361 47598 351 

8811290102 Common) opposing pioposod rule 10CFn26 le random losiing tor inclusion 
in Fitness (or Duly Program. 

S 10600 NYAK.T.J. iniernailonel Brotherhood ol Elocincal Woikors 53FR38795 
00208 88/11/14 Docket ng 8 Sorvicos Branch tp. 47596 350 47506.350. 

8811290108 Commont opposing proposed ru'o IOCFR20 re random toslmg lor Inclus on 
In Fiinoss lor Duty Program. Ffpoplo abusing drugs will bo Idanlitiod through work pa*- 
lotmance & alUluoe. 

SPAiNHOWER.C International Brolhorhood of fcloclrical Workers. 63FH36795 00248. 
60/11/14 Oockeiing 8 Servicos Branch. Ip 47596:349-47596 349. 

88 1 1290109 Commom opposing proposod ru'e IOCFri26 ro random losiing for mclvsion 
In Fiinoss tor Duly Program. Drug losiing unlair lo vast majority ol workers who do not 
use drugs 

OLSEN!OA. Inlernational Brotherhood ol Elocirical Workers 53FR30/95 00249. 00/ 
11/13 Ooi^eling 8 Services Bronch tp 47566 340.47596:340. 

6611290112 Commonl opposing proposod ru'o I0CFR26 ro random testing lot inclus-nn 
in Fitness for Duly Program. Peepio obusing drugs wi.l be idoni-fied Ihroug'i work per- 
formance 8 Qllilutle 

HELOT.P. tntorrailonat Brotbeihood ol Elor.tncal Workors. 63Ffl30795 00239. 00/11/ 
13. Docketing 8 Boiylcas Branch ip 47506347-47506347. 

6611290114 Commont opposing proposod tulu iOCrR26 ro rondom testing for Inclusion 
In Fiinoss lor Ouly Piogiam Drug testing for jusi causo supported 
OAWSON.J Inlernational Broif'.cui'.ood of F.loclncal Workers 53FR36795 OOHB. 00/ 
11/14. Oockot-ng 8 Sorvicos Branch Ip 475116.346-47696 340. 

881 12601 16 Commonl oppos ng proposed rule 10CFR26 ro random testing lor inclusion 
111 Fiinoss (or Duly Program. 

YAKSETlCH.o n iriieinalional Brolhorhood of Elochical Workers. 53FR367g5 00142. 
68/11/14. Docketing 8 Sorvicos Branch, ip 47696.345-47506. 345 

88f 1290126 Commerq opposing proposed rulo 10CFR26 to random lesi-ng tor inclusion 
In Fllno&s tor Ouly Program Tosling based on bohevioral olrservaiion 8 loshng (or 
cause accopiabie 

LYLE.R-L Inlernaiional Brotherhood ol Electrical Workers. 53Fn36795 00160 80/i 1 / 
14 Oockoling 8 Services Branch, ip. 47596 344-47596:344. 

8811290126 Cornrnom opposing proposed ru'o 10CFR26 re random losing (or Inclusion 
In Filmsa for Duty Program. 

KMAER.E.J. Inlernaiional Brolhorhood ol Electrical Workers. 63FR36795 00172. 88/ 
11/14 Oocker-'ng 8 Services Branch. »p -17596 343-47596 343 
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8at129Ql30 Ccn'>meA( oppo&lAg profvosed <ule tQCf P?6 <e ift'tdom lOBiins lot Inclus'on 
In Fitness tor Duty Progrsm. 

LLOVD.JC International BrottiS'hood ol Electrical Workers &3FA3679S 00161. 08/ 
11/14. Dockeiing & Services Branch, ip. 4 7596 04?-4 7596 342. 


681 1290345 Comment opposing proposed Me 10CFB26 ro random lesino loriv 
In Fitness for Doty Program 

' Iniarnfltional QroHiornood of Elocuicat Workers 53FR38795 00147. 69f 
Docketing & Services Branch, ip. 47590.320-4 7596 320. 


6411290(33 Commer.l opposing prepoaod ic-le 10CFR26 re random losing (or Inclusion 
In Fitness lor Duty Program. 

SCHANCK.J.L. International Brotfierhood ol Elocincai Workers S3FR3S795 00163 
66/11/14. Oockeiing 6 Sorvices Branch, ip. 47696 34t-47S9&34l. 

6611399137 Commenl opposxig proposed tuts 10CFR2& to random loatu^ ior Inclusion 
In Fitness lor Duty Program. 

SCHWART2,RK. international Brotherhood ol Electrical Workers. 63FR3678$ 00164 
89/11/14. Oocketing & Services Branch ip. 47S9e:340-47596;34a 

6611290143 Requests 90-day extension of doadhrie lea tiling comments on proposed 
rule 10CFR26 re Fitness for Duty Program. 

GRAHAU.S.M. Afli.'iali'on Not Assigned S3FR367gs. 68/11/12 OockeLno 8 Services 
Branch, ip. 47696.339-47596.339. 

6611290148 Request leu 60-day extension foi tiing comments on proposed rule 
fOCFR26 re Fitness lor Duty Progism. 

OAViSON.O. Aflihation Nel Assigned. S3Ffl3679S 6671 1/t2. OocKelkia & Services 
Branch. Ip. 47696.338-47596:336 

8811290180 Request lot 90-day extension to comment on proposed ru'e I0CFR26 ro 
Fitness for Duty Program. 

TAFEL.LS. AWiliaUon Not Assigned 63Fn36?65 86/11712. Oecket-tta & Services 
Branch, ip. 47696:337-47606 337. 

6611290166 Request lor 90 day oxtona on to comment on proposed rule I0CFR2C ro 
Fitness lor Duty Program. 

• Atl'iadon Not Assegned. 63FR30795 88/11712. Oockeitrw & Services Brattch »o 
4759a.330-476e6:336 


661 1290167 Commeni opposing proposed rule IOCFR26 re random losiino lor Indusiort 
In Fitness lor Duty Program. 

QRUNOY.J Inlemetional Broiheihood ot EWCihcal Workers S3f R36795 00151 88/ 
11/14. Docketing 6 Services Branch, tp 47596 335 4 7598:335. 


6611290173 Commeni opposing proposed rulo 10CFR26 re raridom lesi-ng lor Inclusion 
In Fitness lor Duty Program 

HILLIARO.OL. Internatonel QrotnerhcFOd ol Electrical Woikets 53Ffl38785 00182 
80/11/14. Oockebng 8 Services Branch ip. 47690 334-476e8 334. 

6811290174 Cornment oppos'ng proposed rule 10CFR26 re random testing lor Ineiosfon 
In Fitness lor Duty Program. 

NEIZEi-.M E. Iniwnavonai Brotherhood ol Eteciricat Workers 60FR38795 00190 08/ 
11/14. Docketing 8 Services Branch, ip 47696-333-47596:333. 

861 1299141 Conimeni oppos'ng propossd rule IOCFft29 re random testing lor inclusion 
In Fllnsss lor Duty Program 

RICHAROSON.M.L. tntsinsDonai Broihemeod of Electrical Workers 63FR36708 
00166. 64/1 1/14. Docketing 8 Services Branch, ip. 47696:332-4750e.-332. 

8411290144 Comment opposing proposed ru'e 10CFR26 re random losting lor Inclusion 
In Filnass for Duty Program. 

WARO.W.T, tnlernationsi Brotherhood ol Electrical Workers 83fH3679S 00174 08/ 
11/14. Oockaiing A Services Srsnen. ip. 47696-33 t-47696.93i. 


4411200189 Commeni opposmg proposed Me I0CFR26 re random lostlna lor inclusion 
In Fitness for Duty Program. ^ 

FARREIL.M. tniernaiional Brotherhood of Glecincal Workers. 83FR36795 00176 89/ 
1l/l4.I>oekeilng & Sarvicos Branch, ip. 47696:330-47696.330 


*61^00194 Request lor 30 day extension lor filing ol comments on proposed rufe 
I0CFR28 re Fitness lor Duty Program Time allotted for commenis rolairvoiy short A 
unfair to workers & organisations. 

HICKS.M.M Utility Workera Union ol Amertce 63Ffl3879S 66/11/16 Oockelvta 6 
Services Branch. Ip 47696.329 47899.329. 


8811200196 Comment opposing propoaod ru’e lOCFREe re random iesUrtg lor Inclusion 
In Fnnoss lor Duty Program.Orug testing for (usi cause supported 
SHAFFER, G-T. InCerfianonai Brotherhood ol electrical Woikers. 53FR36795 00200 
B&nui4.Dock8l'ng A Services Stanch, tp. 47596 3?e-47696 326 


6811200200 Commeni opposing proposed rule 10CFR28 re rarvlom tesUrw lor inclusion 
In Fitness lor Duty Prog/em Orug testing for lust cause supported 
HALLN,CD Internalional Broiherhood of Elecirlcal Workers. S3FR36795 00211 68/ 
11/14. Oockaiing A Services Branch Ip 47666:327-47S96327. 


6611^231 Commsnl opposing proposed rule lOCFR28(e random teslitm lor inclusion 
In FJiness lor Duty ProgramTeslIng based on behavioral observation A leaiing (or 
cause si^ported. 

THOMAS.J. Inlernaiionar Brotherhood ol Electrical Workers S3FR3e795 00169 68/ 
11/14. Docketing A Servicea Branch. Ip. 47596.326-47590.326. 

6411290234 Commeni opposing proposed rule 10CFR26 re rartdom losUng lor Inclusion 
In Fitness lor Duty Program!! esiing based on behavioral observalfoo A lesiirw lor 
cause supported. 

MURDY.R. Inlernsilonal Broiherhood ol Electrical Workers. 53FR3e796 00201 06/ 
t1/t4. Oocke(ir^g A Setvlcoa Branch, tp. 47598325 47598328 


641 1290236 Comment opposing proposed rule I0CFR26 re random testing lor inclusion 
In Fitness lor Duty Program.Support$ testing for |usi cause 

HELO.O.C. International Brotherhood ol ETecIrlcal Workers. S3FR39795 00213 88/ 
11/14. OockaUng A Services Branch. Ip. 47596'324-47&9&.324 


8811290241 Comment on proposed rule lOCFRge re Fitness for Duty Progism Uniform 
program w/random testing desIrable.Proposed teatirig frequency rate ol 30041 loo 

kShLMAN.O.C. Sargent A Lundy. Inc. 53Ffl3e795 00230. 88/11/18. Dortreikno A 
Services Branch. 2pp 47696:322-47596:323. 


881129D247 Comment opposing proposed role 10CFH26 ro random tesi'ng ‘or « 
lr» Filness lor Duty Program. 

PAGEJ.R. iniortiBilonal Broihoihood ol Electiical Workers. 53Ffl36795 00221 i 
14. Dockeiir^g A Services Branch, ip. 4 7696 319-47S96:319. 

881 1200253 Commeni opposing proposed rulo lOCFfl26 ro random lestmo fai .k 
m Fitness loi Duty Progrem. 

RITTER, J.S Inieinalional Brothorhoort ol Electrical Workers 53Fft36795 0016 
1 1/14. Docketing A Services Branch. lp. 47596 318-47596:318. 

881120O2S6 Comment opposing proposed niio iOCFn26 re random leslng for I.-k 
m Fitness (or Duty Program 

CntDGE.A W. International Brotherhood of Electrical Workers. 53Ffi36795 00i7 
1 1/14. Docketing A Services Branch, ip. 47621 259-4 7621:269. 

881 1290257 Comment opposing proposed rule 10CFR26 ro random losting lor ioc 
ki Fitness lor Duty Program 

Gibson, J.R. Inlomalional Broiherhood of Electrical Workers. 63Fn36795 0016 
11/14. Dockotitig A Sotvicos Branch, tp. 47621:260-47621:260. 

8811290259 Comment opposing proposed rulo 10CFR26 re random leslng tonne 
In Fitness (or Duty Progiam 

SkriPETS.E.F. International Brotherhood of Elacitical Workers. 63FH36795 ( 
00/11/14. Dockoling A Services Branch, ip. 4762i 261-47621:201. 

8911290260 Common! opposing proposed rule 1OCFR20 ro random testing lonnc 
tfl Friftoss for Duty Progtam. 

DRUMMOND.J N Inlornatfonal Brotherhood of Electrical Workers S3Ffl36?S5 ( 
68/11/14. Dockeiing A Services Branch Ip 47621:262-47621.262. 

8811290287 Comment opposing proposed rule 10CFH26 ro random losing lontK 
m Fitnoss tor Duty Program. 

MAUTiNO.e.J. Iniernational Brotherhood of Electrical Woikers. 53FB36795 < 
80/11/14. Oockellng A Seivices Branch, tp 47621:263-47621.263 

8611260277 Commeni opposing proposed rule lOCFn26 re random testing lor Inc 
m Fitness for Duty Program 

ANTOSZOWSKi.R Iniernational Broiherhood of Elecirlcal Worker*. 53Ffi 
09160 66111/14. Dockeiing A Services Branch, ip. 47621. -264-47621. 264. 

8811890261 Cornment opposing proposed rule 10CFR26 le random lesVno Iw me 
In Fiiness lc>' Duty Program. 

lOSKOCH.AJ. intornai'Onal Rroihorhood of Elecirlcal Workers. 63FR36765 ( 
86/11/14 Dockeiing A Services Branch, ip. 47621:265-47621:265 

0611890266 CommsrM opposing pioposed Mo tOCFR86 ra random testing lot Int 
in Fitness lor Duly Program 

LONO.G. inteinaiionai Brotherhood of Electrical Workers. 93FR36765 00176. 6 
14. Docketing A Services Branch, ip. 47621-266-47621:266. 

66t 1290209 Comment opposing proposod rule I0CFR26 ra random tasting lor inc 
In Fitness loi Duty Pioaram. 

MiNK.H International Brotherhood ot Eieciticel Workots 53FR307e5 00182. 6 
14. Docketing A Services Branch, tp. 47621:207-47621:267. 

6611290295 Comment supporting proposed rule IOCFn26 re Fitness (or 
Progiams Alcohol should bo addressed in proposed rule. 

TREVORS.O.A. Nebraska Public Power Olsltlcl 53FR36795 00224. 88/' 
CHllK.S J. Dlllce Ol the Secretary ol the Commission Ip. 47621:260-47621:268 

8611290297 Comment opposing proposed rule 10CFR26 ra random tostmg lor me 
in Fitness for Duly Program 

MEIER.D.W. Iniernational Brotherhood ol Electrical Workeie. 53FR36795 00l5i 
11/14. Dockeiing A Services Branch, tp. 47621:269-47621:269. 

9811290303 Commeni opposing propossd Mo 10CFR26 re random testing for he 
In Fitness tor Duly Program. 

RUTKOWSKi.T. Iniernational Brotherhood ol Blocirical Workers. 63FR36795 C 
86/11/14. Docketing A Services Branch. Ip. 47621:270-47621:270. 

6611290307 Comment opposing proposed rulo tOCFR26 re random lesling for inc 
in Fitness lor Duly Progtam (^ndom testing unfair to vast melonty cf workers * 
nol use drugs. 

MCGEE, D. Inlernationel Brotherhood ol Electrical Workers. 53FR36795 00241 
11/13 Docketing A Services Branch Ip 47621 271-47621:271 

6811200313 Commeni opposing pioposad Me 10CFR26 >e random testing (or inc 
(n Filness for Duly Program 

KINMAN,B.Q. intarnaiionel Brotherhood of Electrical Workers. 63FB36795 0023- 
11/13. Dockeiing A Sorvices Branch, ip. 47621:272-47621 272. 

9011890316 Comment opposing proposed rule t0CFR2& re random testing lor inc 
fn Filness tor Duly Program. 

KATIS.MA Iriternational Broihethood ol Electrical Wotkets 63FR36795 00151 
1 1/14. Docketing A Services Branch Ip. 47621:273-47621:273 

8011290318 Comment opposing proposed rule 10CFR26 re random testing fo' inc 
In Filness for Duty Program. 

ClANClO.R.S. Ifiieinaiiorial Brotherhood ot Etoclircai Workeis. 63FR36795 0015 
1 1/14. Docketing A Services Branch. 1p. 47621:274-47621:274. 

8611290319 Comment opposing proposed rule lOCFn26 re random testing tor Inc 
In Fflnoss for Duty Program 

VAN HOBN.W.V. International Brotherhood ot Electrical Workers. 53FR36795 ( 
66/11/14. Docketing A Services Branch, tp. 47021:275-47621;27S 


8011290843 Commeni opposing proposed rule 10CFR28 re random lesOrtg lor tnduaior) 
in Filness for Duly Program. 

BOVOA.T. Iniernefiorwl Broiherhood ol Electrical Workers. 63FH387g5 00100. 88/11/ 
14. Docketing A Services Branch. Ip. 47596:321-4 7596:321. 


0611290321 Comment opposing proposed rule 10CFR26 re random testing lor Inc 
In Filness for Duty Program. 

WOESSNER.B. International Broihernood ol Electrical Workers. S3FR36795 ( 
68/11/14. Dockeiing A Services Branch, tp. 47621:276-47621:276. 
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8B 1 1290328 COTimonl opposog proposed rule IGCFRSd (Q random l6Slit>g lor inclusion 
in Filness Icr Djiy Prooram 

KflCNZ.F irternahonal Brolheitiood ol Elaclnral Workers &3Fn3679& 00210. 88/11/ 
U Docketing & Soiv ces Branch, tp. 47621 277-47621:?77. 

8911290327 Ccm.’nuri opposing p.’cposod rule iOCFn26 ro random tesiiiig lor Inclusion 
n Fitness io.' Duly Program 

SCARtOT.n A inicinaiional Bromerhood ol Eiecincal Workers 53FR36796 00198. 
86/1 1/14. Oockeii'-.g A Sorv cGS Branch. Ip 47621:278-47621 278. 

8811290329 Co'i'ment oppos c.g proposed rule I0CFR26 ro random lOSling lor lnclus''on 
iFiiress let Duty Piog'am. 

VALENTI, 0 J 'nto'nalio.nnl Broihothood ol Eiecincal Workers. S3FR3679S 00161. 80/ 
1 1/14. Docko’irg 8 Services Branch. 1p. 47621 a79-470ai:27O. 

8811290330 Commeni opposing proposed rulo 10CFR26 ro random iosi<ng tor Inclusion 
i.a Fiinass lo' Duty Program 

MARTLE.C B. 'nie.’national Broihcrhoorl ol Eicciricel Workers 53FR367&5 00183. 68/ 
11/14. Oockeing 8 Sen/iccs Branch ip. 47621 200 47621.200. 

6811290331 Comrronl opposing proposed rule lOCrn26 ro random tosling lot inclusion 
m Fitness lor Duly Program 

* Iniernational Oroihorhood Ol Eiecincal Workers. 53FR367dS C0t84. 88/11/14 
Dockelng 8 Services Branch tp 47621281-47621:281. 

6611290334 Con-meni oppos n.g proposed rule 10CFR26 re ranrlom testing tor induelon 
in F mess lor Duly Piog.'am. 

HOWARD, N.H In'c.'nakunal Broiherhood of Electrical Workers. &3FR3679S 00216 
68/11/14. Doc^olng 8 Services Branch ip. 47621:282-47621-262. 

6611290349 Conmeni opposing p'oposed ruio I0CFB26 ro random losimg lor Inclusion 
n Fclr.ess ter Duly Program. 

SIZEMORE, DR iniernatonal Broiherhood of Eiecincal Workers. 63FH367fl5 00223. 
68/11/07 GuSil.L OocVeiing 8 Services Branch. 2pp. 47621283-47621 284 

6811290351 Commeni opposing proposed rule 10CFR26 ro random lesiing lor Inclusion 
in Fiinuss lor Djty Pragrem 

6ERTOLINO.JD intornalional Broihorhood of Electrical Workers. S3FR367DS 00222. 
68/11/14 Oockeling & Serv CCS Branch. Ip. 47621:266-47621 285. 

68i 1290354 Comreni opposing proposed rule 10CFR26 re random losimg Ipr inclusion 
n Filnoss loi Duly Program 

NuruE inieirationai Otomerhoed of Eiecincal Workers. S3FR36?ds ooiS3. 66/il/ 
14. OocVqi ng 8 Services Branch Ip. 47621 286 47621-280. 

8811290356 Cemrrent opposmg proposed rule 10CFR26 ro random lesling lor Inclusion 
i.*i Fiinnss lor Duty Piog'am. 

MCKGEVGR.JE Iniernelionel Broihorhood ol Eleciricol Workers S3FR3679S 00194. 
86/11/14. Docketing 8 Sorvices Branch Ip. 47621:207-47621.207. 

8811280383 Comment opposing proposed rule lOCPn26 ro random loslmg lor Inclusion 
nFilnoss for Duty Program. 

HERRLE.W Iriiainslianal Brotherhood of Eloctricai Workers. S3Fn3d79$ 00102. 80/ 
11/14 Docketing 8 Senricos Branch, ip 47621:208-47621:260 

8811280385 Rer.uesi lor oxionslon ol comment ponod lor addi 80 days lor proposed 
rulo lOCPRZO IS Fitness lor Duly Program. 

BARBRE.OL All.l-ation Not Assigned. S3FR36799. 06/11/12. Oockei-ng 8 Sennees 
Bra*ic>i Ip 47621:269 47621-269 

6811280386 Reguesi for SO-day extension of commoni ponod fo' proposed fule 
10CFR26 ro Fi'nass lor Duty Program. 

OOMiNOuEZ.O AIMialion f/ol AssignoO 53FR3670S. 00/11/12. OockoUno 8 Sonr- 
IcesBrarcn ip 47621 290 47621.200 

661 1280387 Coir.mcni opposing proposed rule 10CFR26 re random lesdng lo' inclusion 
in Fiiross lor Duty Program 

lOV nOJ.A. iniernaiional Broiherhood of Eiecincal Workers S3FR3e79& 00197. 06/ 
11/14. Oockeing 8 Services Branch, ip. 47621.201 -47621.201 

661 1280390 Ccmmoni opposing proposed rule 10CFR26 ro random losIlng lor mchision 
in Fiiross lor Duly Program. 

BL'RXHOWF.fl J iiiiernai'Onsl Brotherhood of Electrical Workers. 53FR36705 00106 
86/11/14 Dochelirg 8 Services Branch Ip 47621:292-47621:202. 

6611280395 Comrrenl opposing proposed rule 10CFR2e to random losling for IncKrskjn 
in F.iross for D-jiy Program 

Ellis, J i(iie'rai.onal Brotherhood ol Eiecincal Workers 63FR36796 00195. 66/11/ 
14. DockeLng 8 Services Branch, ip 47621:293-47621:203 

661 1290399 Comr.eni opposirig p'oposod rulo lOCFn26 ro random lescmg lor iiKkision 
in Fitness for Ojiy Program Proposal onnocessary 6 infringes on rK^ls ol enwioyoos 
FRlECHiCH.JD Inietnahonal Broihorhood ol blocincal Wo/kors. 53FR36795 00245 
88/11/10. Dockeling & Services Branch Ip 47621:294-47621:294. 

6611290493 Co.-nmenl oppos-tm proposed rulo 10CFn26 re random testing for Inckisloo 
in fiiness lor Duty Program lesting unfair lo vasi maiorily ol workers wt*o do nol uso 
drugs 

CANNON.MJ iniornaiional Broiherhood ol Eiecincal Workers 53Fn36795 00244. 
68/11/13. Docketing 8 Services Branch Ip. 47621:295-47621:295. 

881129049$ CoTment opposmg proposod rulo 10CFH26 re random losling lor iiKlusion 
n Fiiness ior Duly Program 

DUWEy.T.D. iniornaionai Broiherhood of Electrical Workers. 53FR36795 00217. 68/ 
11/14 Docketing 8 Services Branch Ip. 47821:296 47621:296 

861 1290407 Commeni opposing proposed rule I0CFR26 ro random losling lor irKlusion 
in Fiiness tor Duly Program 

• Iniernaiiona' Broihorhood ol Eiecincal Workers 53FR36796 00145 68/11/14. 
Oockeing s Services Branch. Ip. 47621:2g7-4762l-297. 

881 129041 1 Comment opposing proposod rule 10Cf fl26 re random testing Im fncloslon 
in Fitness lot Duly Program 

ANDREWS.JB iniernaiional Brotherhood ol Eiecincal Workers. 53FR36705 00144. 
88/11/14. Oockoimg & Son/ices Branch 1p. 47621:298-4762 1:208. 

8811290414 Commeni opposing proposod rule 10CrR26 re random lesting for inclusion 
in Fitness lor Duty Program. 

NEWEt.L,j.D Iniernaiional Brotherhood ol Eiecincal Workers. 63FR36795 002i4. 86/ 

1 1/14. Dockeimg 8 Services Branch ip. 47621:290-47621:299. 


6811290416 Comment on proposod rule 10CFB26 to Fiinoss for Duly Program. Longer 
commoni period would have boon appropnalo. 

QARClA.Ofl Uli'ily Workers Un on of America 53Fn36795 00251 89/11/15 Dockol 
Ing 8 Se.'vico# Branch 12pp 47621 300-4762l.3l 1 . 

6811290423 Commeni suppornng proposod rule 10CFR26 to F.iness lor Duty 
Program.w/suggosiod NUMARC changes 

CAV/«VAUGH,W. M ddie South ui I t;es, Inc. CAVANAUGH, w. Arkansas Power 8 Lighi 
Co. CAVANAUGH, W. Louisiana Power 8 LIghi Co 63FR36705 00305 63/11/16. 
CHILK.S J. Ollica Ol iha Secraiery ol ihe Commission 2pp. 47621 312-47621 3i3 

8811290430 Commoni oppos'ng proposed rulo tOCFn26 ro random lesing for inclusion 
In Fitness lor Dofy Pio^am. 

KIRK.JR. Intornalional Broihorhood ol Electrical Workers. S3FR367g5 00173 66/11/ 
14 Oodieiing & Services Branch ip 47621 314-47621314. 

8811290432 Comment opposing proposed tu'e 10CFR26 re random lesiing lor inc'uslon 
m Fitness for Duty Program 

SNEBOLO.T A. Iniernaiional Brotherhood ol Elociheal Workers. 53FR36795 00226 
66/11/14 Docketing 8 Services Branch Ip. 47621:344-47621:344. 

8811290435 Commoni opposing proposed rule 10CPR26 re random tesing lor inclusion 
In Fitness lor Duty Program 

PETERS.T.L Iniernaiional Broihorhood of Elacltlcol Workers 53FR36795 00225 60/ 
11/17. Oockei-ng & Services Branch ip. 47621 :3l5-47621.315. 

661 1260440 Commoni opposing proposed rule 10CFR26 ro random lesilng lor inclusion 
In Fitness (cK Duty Program. 

WILUAMS.F. imernationsi Brotherhood of Eioclrlcal Workers. 53Fn367g5 00igi 88/ 
11/14. Docketing & Services Branch. Ip. 47621:316-47621:316. 

6811290442 Common! opposing proposed rule 10CFR26 ra random leslng for inclusion 
in Fitness lor Duty Program. 

0WYER.8.E Iniernaiional Broihorhood ol Eiecincal Workers. 53FR3670S 00236 80/ 
11/13 Docketing 8 Servlcos Branch, ip 47621317-47621:317. 

8611290447 Commoni opposing proposed rulo I0CFR2B re random leslmg lor inclusion 
in Fiinoss for Dufy Program Random losi-ng vio'aios Individual nghis lo privacy 8 is 
unconstiiuiionai. 

STEWART.RS AtliiiBiion Nol Assigned. 53FR36705 00233. 68/11/11. Dockoling 8 
Services Branch ip 47621 316-47621:318 

6611290453 Commenl opposing proposed rule 10CFR26 ro random testing for mclus on 
in Fitness for Duly Program 

-lAMES.T O fniornaiional Brolherhr)od of Eloclncal Workers 53FR36705 00240 00/ 
11/13. Dockeling 8 Services Branch, ip. 47621 316’476?I:3I9. 

8611299466 Commoni opposing proposed ru'e lOCFn26 ro random losrng for Inclusion 
In Fiuioss fw Duty Program 

WARREN.C. iniernaiional Broiherhood of Eiecincal Workers 53FR36795 00234. 80/ 
11/13. Oockoilng 8 Servlcos Branch ip 47621:320-47621:320. 

6611290461 Commeni opposing proposod rule lOCFR2e te random losimg lot Inclusion 
Itt Fiinoss lor Duty Program 

wiERSEMA.Rj. Iniornanonsi Broihorhood ol Eioclrlcal Workers 53FR36795 00236 
60/11/13. Docketing 8 Services Branch ip. 4762t.321>4762l:32l 

68 11290463 Commeni opposing proposed rule 10CFR26 re random lesiing for ine'uslon 
In Fitness lor Duty Program 

NOIAN.PE. (niotnai'Onal Brotneihood ol Eloctncsl workers 53FR36795 00177. 66/ 
11/14. Oockeiing 8 Sorvicos Branch 1p 47821:322-47621.322. 

881 1290475 Commoni opposing proposed rule 10CFR26 re random testing for inc'uslon 
■n Fiiness lor Duly Progiem 

WATEBPO^.RA Iniernaiional Broihorhood of Eiecincal Workers. 63FR36795 
00143. 88/11/14 Docketing 8 Services Branch. Ip 47821:323-47621 323 

8811290476 Comment opposing proposed rule 10CFR26 re random lesl-ng lor inclusion 
■n Fitness for Duly Program. 

MCNGll.W. inietnalionsl Brotherhood ot Elociilcai Workers 53Fn36705 00141 68/ 
11/14. Oockeing & Services Branch. Ip 47621:324-47621:324 

8611290460 Commoni opposing proposed tula I0CFR26 ra random testing lor Inclusion 
In Fitness lor Duly Program. 

GUTMANN.RL. International Broihorhood ol Electrical Workers 63FR36705 00210. 
88/11/14. Docketing 8 Servlcos Branch, ip. 47621:325-47621:325. 

881 1290484 Comment opposing proposed rulo 10CFR26 ro random lesiing lor inclusion 
in Fitness lor Duty Program 

PACIFiC.K.A. Iniernaiional Broihorhood of Eioclrlcal Workers 53rR3e7g5 00216 60/ 
11/14. Oockeiing 8 Servlcos Branch. Ip. 47621-326-47621 326. 

8811290468 Commeni opposing proposod lule iOCFn26 ro random losting lor inclusion 
In Fiiness lor Duty Program. 

CLOWES.J A. Iniernaiional Broiherhood ol Eloclncal Workers. S3FR36705 00160 88/ 
11/14 Oockeiing 8 Services Branch ip 47621:327-47621:327. 

8611290462 Comment opposing proposod rulo lOCFn26 ro random toslmg for inclusion 
In Fiiness lor Duty Program. 

MATTNEWS.R. Iniernaiional Brotherhood ol Eloclncal Workers 63FR36795 00227. 
86/11/14. Docketing 8 Services Branch, ip 47621:320-47621:328. 

8811290493 Comment opposing proposod rule 10CFR26 te random lesting lor inclusion 
In Fiiness lor Duty Program. 

OElO.R. Iniernaiional Broihorhood of Eiecincal Workois &3FR36795 00176. 88/11/ 
14. Oockeiing & Services Branch, tp. 47621:329 47621:329. 

8611200497 Comment opposing proposed rule 10CFR26 ro random lesimg lor Inclusion 
In Fiiness lor Duly Program 

PFENNIGWORTH.J. iniernaiional Broiherhood ol Eleclricai Workers 53FR36795 
00168. 88/11/14. Dockeling 8 Servlcos Branch. Ip. 47621.330-47621:330 

8611290499 Commeni opposing proposed rulo 10CrR26 re random lesi-ng lor inclusion 
«i Frbiess lot Duly FVogram 

MILLER.M R. Iniernaiional Broihorhood ol Electrical Workers &3FR36705 00165 86/ 
11/14. Oockoimg 8 Services Branch. ip. 47621:33 1-4 762 i;33i. 
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66I1290S02 Coinmdni opposing proposed lolp 10CPH26 ro random lasting for fncfus-on 
In Fitness lof Djty PfogfaTi. 

LUPF.O J Inlornaiionar BlOlher^clOd Ol ElOCIrlcdl Workers SdFR36795 00l67. 68/11/ 
U. Docke'.ing & Sorv.css BiancVi Ip. 4762V0CI2-4762J 332 

8611298506 Comment opposing pioposcd rvlo tXFfl20re laneiom lest'ngloc incluMn 
In Fitness tor Duty Program 

RUSSELtF i. In’errraFonal atoltie'hoocl o1 Elec'.t'cat Wotkora. 53FR36795 00140. 
68/19/14. Docketing & Services Sranch. ip. 47621 333 47629:333. 

6899200S09 Commeni opposing proposed rule iaCFR26 re landom testing ior IrKlusion 
in Fitness for Duty Program 

PACEK.LA internat'onal Orottierhood ol Electrical Workers. S3FR36785 00939. 06/ 
1 f/l4. Docketing 6 Services Branch ip. 47639 334-47621.334. 

6811290693 Commeni opposing proposed role I0CFR26 re landorn testing tor Inclusion 
In Fitness lor Doty program 

SAVNE.K. InlernaiionsT Qrotite/liood ot Eleciricat Workers. 53Ffl3S76S 00954 66/99/ 
94. Ootketing & Seivices Branch ip 4762I.33S-47621.335. 

8611290616 Commeni opposing piopoaed tula lOCFfl26 lo lantJom lesiing lot inatus^ 
In Fimoss tor Duty Program 

BUnXHAflT.N G iMotnalionel QtolhothooO of Electfical Werketa. 63FR3e7dS 00156. 
68/11/14. Docketing 6 Services Oranch. ip 47621:336 47621:336 

6811290517 Commeni opposing proposed rule 10CFR26 re randoni lestmg lot nchision 
In Fitness for Duty Progroiri. 

LAN0I5.R. Iniemeiortsi Qrolhorhood ol Eiecincel Workers. 53Fn3d79S 00146 86/ 
11/14. Docketing & Serv.coa Branch ip. 4 7029:337-4 7621:337. 

6811290621 Comment opposing proposed ru'e 10CFR26 re random lesikig lot inclusian 
In Fiiness lor Duly Program. 

PASCAPElLG.V.O International Brothethood of Electrical Workers 53Fn3678S 
00149. &8;it/t4. Docheling& Services Branch Ip. 4762) 336-47621 336. 

8611290530 Comrrtonl supporlmg proposed lulo 10CFB20 ro Fnnoss let Duly 
Program Rule should bo expanded to include barbiluaies 
baniod>eie0(nes.p<opoxvph«ria,tneiha(ler4i & alcc4'0l 

H0LT2SCHEfl.0.L lliino.a Power Co S3FR36785 00231. 88/ 11/14. CHIIK.SJ Olirco 
Of the Secretary of theCcmmlssiott. 2pp 4762 1-.339-4762(. 340. 

0811290S3S Comment opoosmg proposed rule ltlCfR26 re tandorn (estktnlor inclueioft 
In Fitness for Duty Progrem Monnower reactors used in acsdeinic.rossarcn S (ommer* 
elai settinae should be excluded 

BERNARU.4A Massachusetts institute of Technology. Cambridge. MA. 63Fft3678S 
00235.68/11/16. Ooekotiitg A Services Branch 2pe 4762l:34t-4762t:342 

8911290940 Cornmeni opposing proposed rule lOCFR2e re random leslino lor inclusion 
In Fitness lor Duly Piogram 

• inlornailonai Oroiberhood of Eieoirieal Workers «3Fn36705 00250. 86/11/13 
Oockeiing & Services Branch, ip. 47621 343 47821 343. 

681 1360643 Commeni opposing proposed ru'e iOCf R38 re random testing ior irtchrsiott 
In Pnness for Out/ Program 

HQtLiQAYf A. intoinaUonai eiothemood o< Efectttcai WotKets. 03FB39766 00249 
66/11/16. Dooiiaiing & Services Oranch. 3pp. 47621:345 47621:347. 

8691300148 Comment opposing proposed nrio fOCFR26 re random drug losb'ng lor nv- 
eryone allowed unascorlad access ei nuclear goneravng stauons. 

LEHMkUHL.O Affiliation Nol Assigned 2eFR36705 002S6. 68/1 t/l3. Ooekohno « 
Services Branch, ip. 47633.336<47S33:336 

8819300169 Comment opposing proposed rule lOCFR2e re Fitness for Duly Program 
concerning random drug testing. 

RABlAS.J. Uiility Workers Union of AmencS. 83Fn367gs 002S7. 66/11/97. Docketing 
& Services Branch Ip. 47633337-47633:337. 

8911300165 Commeni oppos ng proposed rule iOCFfl26 re Fiiness lor Duly Program 
HOSIER, C.L. Aflihation Nol Assigned. 63PR367g5 00259. 60/19/16. Docketing & 
Servtcoa Brarrth. Ip. 47633333 47633303. 

9811300199 Comment opposing proposed rirls 10CFR26 fe Fiiness »0' Duly Program 
which Includos random drug testing. 

VOELTZ,A.D. Aliiiialion Nol Assigned 63FR36705 00269. 66/11/13. Oockettno & 
Servlcas Branch fp 47633:334-47633:334. 

8611300183 Roquesis dO-day oxlenslon In order to subml public commeni on iOCFn26 
re Fitness lor Duty Program. 

REEVES, W.H. Soulhein California Edison Co. 53FR36765. 66/19/12. Oociiel>ng & 
Services Branch, ip. 47833 335 47633 335. 

881 1300 174' Commeni opposing proposed rule 10CFR2e ro random drug losUng in NRC 
Fitness lor Duty Program. 

ZYCHOWlCZ,Ff.J. Affiliation Nol Assigned. 63FR367g5 00260. 60/91/17. Oockeilne « 
Services Branch. 2pp. 47633:292.47633.2B3 

9911309177 Commeni opposing proposed rule 10CFR26 re random drug tesKng in NRC 
Fitness for Duty Program. 

ALSWORTH.M.W. Oragon. Slslo o< 63FR36795 00261. 80/11/18. Oochettno & Serv- 
ices Branch. Ip. 47633:2B1*47633:2d1. 

8811300179 Comment on proposed rule 10CFR26 ro Fitness lor Duly Program Advisee 
of appropriateness ol regulated entity 10 imoose entrance requlremonls on reguletor. 
ESCHELS.C. Washington. Stale of. 53FR36795 00266. 86/11/16. Docketing & Serv- 
ices Branch. 2pp. 47676:128-47678:929. 

8811300984 Comment supporting NUMARC cammenis on proposed rule 10CFR26 re 
NRC Fitness lor Duty Program which Includes random drug testing. 

HAIRSTON, W.G. Georgia Power Co. 53FR36795 00262. 80/11/18. CHItK.S.J. OWice 
of the Seerelaryol the Commission. 2pp. 47633:305-47633:306. 

8811300188 Common! opposing proposed rule 1OCFR26 re Fitness for Doty Progran* 
which Irvludes random drug testing. 

ALEXANOER.O OH, Chemical & Alomic Workers Inlemelional Union- 53Fn3B795 
00263. 86/11/16. Docketing & Services Branch 0pp. 47633 269-47033:304. 


8819300194 Commeni on proposed ru.'o lOCFn26 ro Fitness tor Dufy Program x-vch 
includes random drug testing, util airongly favors 100 day period lor l•'np•cf^or:slllylel 
rule A 360 d^ Imptemeniaiion period lor random drug losung 
Mn.7£NBEHGER,S Public Service Elociric A Gas Co ol New Jorsey. 53-fl3sr95 
00264. 86/11/21. CHILK.SJ Office of the Secroiary of the Com miss ion smi 
47633266 47633 290 

6819300197 Commeni on proposed ruio 10CFB20 re Fitness for Djty Ptoaram).>u 
agrees w/NUMAHC comments w/oxceptions noted in body ol lir. 

8ERRV.KW. Consumers Power Co. 53FR36705 00298. wm/*6 Oockclrfig S Sev- 
IcesBranch. lipp 47633.316-47633328. 

6991300203 Comment supporting proposed rule tOCFn28 re Fitness lor [X4y 
Program Attachment to lir provides answers lo speedic questions posed byCcrjr.v 
sion In proposed njfo 

CESARE.J.G ^siom Energy Resources. Inc 53FR36705 00303 68/11/10 Oocte-t- 
mg & Srwicos B/snch 7pp 47633.31 1-47633 31 7 

8819300304 Requests extension ol 90-d8ys in order lo Submit public commeni on pm- 
posed rule 10CFR26 re Fitness (or Duty Program 

JOKUMATO.J. Altiliation Not A.ssigrred 83Fn38795 68/11/12 Ooctce'.ir^ A Seivees 
Branch fp 47633296-47633:206 

8811300206 Comment supporting proposed mfe 10CFR26 ro liiness lor rf.iy 
ptoaram IfKkjsion of requlretnenl thai li(t\ess lot duty programs contain picvtMns 
dealing w/aicohol abuse supported. 

COLVInj F. Nuclear Management A Resources Courwil (NUMABCl ito'me'ly Njciaa; 
UWiN Manage. 53FR36795 00275. 88/11/16 CHILK.S.J Office ol the Socrerayol 
Ihe Commission. 30pp 47633 178-47633 207. 

9819300211 Comment supporting proposed rule lOCFn26 re l.inoss Iv 

n aminctusron ol statements re both legal A illegal substances In subsccticn s'al 
lai itcenseos must provide wnilsn policies A procedures recommended 
KNuTH-OF kmc. Inc 53FR3e765 00300 68/11/16 Docketing A Services Drench 
2lpp. 47633 157-47633:1 77 

8999300292 Comment on proposed rule 10CFR26 re Fiinoss for Duty Program As par- 
Uciparaa to development ol commems (tom NUMARC A EEl.util enooises recoirrwr 
tfaDor's presented by NUMARC.Random testing or^ly known way 10 improve progra'* 
REEO.C Commonwealth Edison Co 53FR367g5 00264 aa/tl/98. Olficaol f-oSco 
reiary ©I the Comimisaton. 3pp. 47676 362-47675:364. 

6919300216 Comments supporlmg proposed rule 10CFR26 re Fitness for D.l)i 
Program Considoraiion ol sialuiory provisions to pormii malor contracio/e to have iec> 
prociy necessary to elfecnveiy (unction ai licensee facilities lecoremended 
SA80.AT. Wosfinghouso Electric Corp. 53FR36795 00299. 06/11/98. DockelHg A 
Sorvices Branch Spp. 47633 270-47633:274. 

8811380217 Requeais 80 day extension in order to submit public commanis on ere- 

R ssed rule 1OCFR26 re Pitnesa (or Duty Program which includes random d.'ug (esCng 
ICHWiNE.d.R. Bbumatn Ceiiiomta Emson Co 6397136793. 66/11/12. Oochot-ng 1 
Services Branch ip. 47633:297-47633 297 

8911300226 Commohi aupponmo proposed njlo I0CFR26 le Fitness lor Ou^ 
fhogram Urges NRC 10 evaluaie NUMARC tacommendaiiohs on subi 
YOUGDAHl.n.C. Long Island Lighting Co. 53FR36765 00297. 00/it/2l. CHILK.SJ. 
OHiCOOf iho Socrotary ol the Commission. 4pp 476.33:329-4 7633 332. 

8911300226 Comment opposing proposed rule I0CFR26 re Fitness tor Duly Fiogrsif 
which Includes rendom drug feaiinp.Random substance testing does not provido as 
aursneo (hai omptoyees considorud lit for duty evoiy time. 

GREENO.ME Attribiion Not Asslgnod. 63FR36795 00265. 66/11/21. Docketing A 
Services Branch Spp 47633.294-47633:266. 

0911300227 Commenia re proposed nria 10CFR26 concernmg Illness lor 
piogiam Random drug testing lor everyone aiiowed unesconed access at rvcieu 
generating stations unfair lo vast malohty ol workers that do not use illegal d'ugs 
* Itsietnalional Brotherhood ot Electrlcel Workers. 53FR35795 00253. 68/11/11. 
Dockeifng A Services Branch, tp 47633:156 47633:156. 

6811300234 Comment supporling proposed rule 10CFR26 le Fitness lor Ocy 
fhogram For paal 2 yra.uiii required all company A contract employees desiring unas 
coded access lo submit to drug lealing No allarnatives as effective as random lesliric 
FAY.CW. Wisconsin Electric Power Co. 53Fn38795 00281. 88/19/16. CHllKSJ 
Office of the Secretary ol Ihe Commission. I5pp. 47676:1 13-47676:127. 

8811388238 Comments supporting proposed rule lOCFR2e re Fitness lor Ovfr 
Prr^em tmplemenlallon schedule ol 160 days should apply to ell provisions ql 
njla.Oettniiion of lamlom testing should be collected. 

LOFUN.L.I. Carolina Power A Light Co. 53FR36795 00262 88/11/17. CHILK.SJ 
Otkceef the Secretary ot the Commission, lipp. 47633:276-47633:285 

6811300237 Comment on proposed rule tOCFB28 re fitness lot duty progtamflu'e wJi 
cause nuclear power Industry lo Incur unnecessary A excessive costs. 

• Unhw ElecIrto Co. 53FR36705 00278. 88/11/18. Docketing A Services Branch 
2?fir> 47633:229-47633:251. 

8819300245 Requests OO-dsy exlonslon ol public commeni period for proposed n/a 
10CFR26 re fitness for duty Issue for nuclear power plant workers. 

WATSON.fl.C. Southern California Edison Co. 63FR36795. 88/t1/i2. Docketing A 
Sendees Branch, ip. «17633;209-47633:209. 

8611300248 Comment opposing proposed rule I0CFR26 re Mness fo' duty 
progtam.Unannouhced random testa lot drug use should not be pah ot piogram 
bOYLE.W. Aflillaifon Not Assigned. 63FR36795 00276. 68/1 1/r2. Dockotrng A Serv- 
ices Branch. 3pp. 47633:252-47633:254. 

8811300260 Comments re proposed rule I0CFR26 concerning fiinoss for duty 
program.Random drug testing for everyone allowed unescorted access at nucear 
generating stations unfair lo vast majority of workers lhal do nol use drugs 
* Inlornailonai Brolherhood of Elecirical Workers. 53FR36765 00254. 66/99/13. 
Docketing A Services Branch, ip. 47633:155-47633:155. 

90 1 1300258 Commeni supporting proposed rule 10CFR26 re fiiness for duty P'^tsm 
KEARNEY ,J.J. Edison Electric institute. 63FR36795 00274. 86/11/21. CHILK.SJ. 
Office of Ihe Secretary of Ihe Commission. 2pp. 47633:255-47633:266. 
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B811300260 Commonls fo proposed rule lOCF-HZd concorfiing tilnoss for duty 
p/tMiern Rardom drug losimg for everyono allowed unoscortod access ai nucleat 
oenoraing siaiions unTa r lo vast majonly of workers ihai do not use illegal drugs 
FfAYOEN.M iniernaiional Brolhorhood of Elocirical Workers S3FR367&5 0025S 88/ 
11/13 Oockoi ng 8 Sorv.cos Branch Ip. 47633 t5‘l d7633:l54. 

8811300263 Commeni supporting proposed rule 10CFRP6 re Fiinoss lOf Duty PfOgfa/n. 
KARNEft.DG Arizona Nucloar Power Project (formerly Arizona Pubic Service CpJ 
53FR36795 00260. 60/11/18 Docketing & Services Branch, ip 47633 208- 
4 7833 206 

8811300305 floquesis 00 day exiension to fospond lo proposed loio lOCFn26 on tn- 
r.6SS duty proo'dm 

GARCIA B R Uli'ity Workers Union ol America. 53FR36795 00307 88/10/23. Oockei- 
ng & So.'vices Oianch. 2pp 47633:257-47633 258 

8811300316 Comment on proposed rule 10CFR26 re Fiinoss for Doty Piooiam.Foisis 
ihai level ol lesimg proposed in rule tar exceeds Inlont of filness for duty lute 6 would 
p'aco ui'roasonoble burden on employees. 

EDWARDS.O.W. Yankee Aiomic Electric Co 53FR36705 00308. 8B/i t/l7. Docketing 
& Services Branch 0pp 47633 210-47633 21 7. 


8811300330 CJommeni opposing proposed rule lOCFn26 re random drug iMbog. 
O.MENTO.C. Altihaton Not Aslgnod 53FR36795 00277. 80/11/17. NRC - No Do- 
larled Afliiiation Given tpp. 47633 153-47633.153. 


8811300336 Comment opposing proposed rule 10CFR26 re Fiinoss lor Duly 
Program. Urges Commission IQ reconsider propoaod rule. 

BARRY.J.J. Internal onal Qfoiherhood ol tloclrical Workers S3FH36705 00302. 88/ 
11/18 Oliico ol iho Secrolary ol the Commission. Spp 47633:210-47633:226 


8811300339 Comment opposing proposed rule 10CFR26 to Fitness for Duly Piogram 
(rando-m drug losimg) 

RANKIN, G. inteinaiTonal Brotherhood of Elecincal Workers. 53FR36705 00287 88/ 
11/13. Docket ng & Services Branch ip 47633 160 47633:150. 

881 1300340 Requests OO-day extension lo submit comment on proposed rule I0CFR26 
le htnoss for duty issue „ ^ 

LUOUE.M. Aflihaton Not Assigned. 53FR36795. 88/11/12. Oockeiing & Sorv.cos 
Branch )p. 47633 259 47633 250 


8811300343 Commeni opposing proposed rule 1QCFR26 re Fitness lor Duly 
Program Encourages NRC to wail until cases pending before US Supremo Court rufed 
bolors iSSu ng tmal rule 

TuNSTiLL.J.w. Aliiiiaiion Not Assigned. 53Fn36795 00290. 68/11/18 Docketing A 
Services Branch 2pp. 47633 227-47633 228. 

8811300345 Comment opposing proposed rule 10CFR26 to Fiinoss for Duly Ptogrem 
(randorn drug testing). ^ 

ORDWAY.EC Afliiration Not Assigned. 53Ffl36?05 00206. 88/11/11 Oockeiing 8 
Serv cos Brarich 2pp. 47633:161-47633:162. 


881I3003SO Commeni opposing proposed rule 10CFR26 re Fitness for Duly Ptogrem 

whiieh incluOes random tfiug testing. 

SHERMAN, D, Inlarnelional Sroinerhood of eiocincal Workers 63Ffl36795 00287. 66/ 
11/17. Oockeiing & Services Branch. 2pp. 47633:359-47633.360. 


8911300363 Comment on proposed rule 10CFR26 re Fiinoss for Duly 
Piogram Generally supports & endorses positions, Including position on elcohoi 

abuse, preseniodinNUMARCeeflieitf , 

1h 0MAS.CS Public Servlco Co. d New HampsNie 53FR36795 00279. 60/11/16. 
CHILK.SJ Oflice ol the Secretary Ol the Commisa * — 


ifssion. 3pp. 47633300 47633 310 


8811300366 Commeni opposing proposed role 10CFfl26 re Fitness lor Duly Program 
wtilch Includes random drug Testing. Program would resirici access of lac4ity to stu- 
dents & researchers. , 

F6LTZ.de Texas A&M Univ.. College Station, TX. 63Ffla6795 00268 60/11/16. 
OocXoiing & Services Branch, ^p. 47633.354.47633 355 


8811300376 Comment on proposed tulo 10CFB26 re Fitness for Duly 
Program Requesis ihai Commission not extend consideration of rule to nonpower lo- 
aciora 

VOTH.MH. NsilansI Organization of Test, Research S Training Reactors 63Fn36795 
00283. 80/11/10. Docketing & Services Branch. 2pp- 47633.3S6. 47633:357. 


8811300383 Commeni opposing proposed rule lOCrn26 re random testing powslons in 
Fitness for Duly Program. Supports testing piogram based on bohavlotal observation & 
testing for cause. 

OAVIS.D.R. Afl'liailon Not Assigned. S3FH.1679S 00202. 88/11/14. Docketing A Serv- 
ices Branch, ip. 47633:307.47633:307. 


6811300365 Comment opposing ptoposed rule tOCFRao to fitness for duly 
hearings. Random drug lesling not fair to everyone allowed unescorted access ai nu- 
clear generating staiion 

HERZMAN.GC International Brolhorhood ol Elocirical Workers. 53FB36795 00301. 
86/11/13. Docketing A Services Branch, ip. 47633:260-47633:260. 


8811300367 Comment opposing proposed rule 10CFR28 re Filness for Duly Piogram 
■wWch Includes random oiuo tesling. 

LARSON.C.E. Norlhorn Stales Power Co. 53FR30795 00271. 88/tl/IB. CHIlK,aJ. 
Office ol ihe Secretary of the Commission. 7pp. 47634:003-47634:009. 


6811300390 Comment opposing proposed rule 10CFR26 re fitness for cfoty 
program.Random drug lesling not best means ol achieving goal. 

MCCARTHY, HJ. Affillalion Not Assigned. 63FR36795 00273. 88/11/18. Docketing A 
Services Qrench 9pp. 47633:261-47633:269. 


8611300393 Endorses NUMARC 681118 comments on proposed rule 10CFR26 re Fit- 
ness lor Duly Program. 

HAIRSTON.W.Q Alabama Power Co. 53FR36795 00270. 80/11/18. CHILK.S.J. Office 
ol Iho Secretary ol the Commission. lp. 47633 356-47633:358. 


8811300403 Commeni opposing proposed rule tOCFR26 re Fitness for Duly Program. 
SAGAR.KD AlWiation Not Assigned. 63Ffl36795 00282. 88/11/18. 2ECH.L Com- 
missioners. 2pp. 47634 001 47634:002 


8811300461 Comment oppos'rig proposed rule I0CFR26 re Filness for Duly Program. 
GRAHAW.C.C. Alliliation Not Assigned. 63Ffl36796 00285. 88/11/17. CHILfCSJ. 
Otfica ol Ihe Secretary ol the Commission. 6pp. 47633:347-47633:351. 


6811300466 Comment on proposed rule I0CFR26 re fiir.oss lor duty program Opposes 
proposetl random lOSimg provis-ons. Supports lesi.ng program basod on bohav oral ob 
sonraiioo A test ng for cause. 

FAULK.S imernational BroUie'hood Of Elecincal Workers 53FR30795 C0203 06/It/ 
14. Docketing A Serv, cos Branch tp 47633 330 47633 338 


B81 1300473 Commeni opposing proposed rule tOCFH2S ro random lesling provisions in 
Fitness lor Duty program Suppons testing prog-'ain basert on bohavio.'ai obsorvaiion A 
lesling for causa 

LEGINMF AIM oilon Not Assigned 53FR36795 00205. 80/1 1/14 Docketing A Serv- 
leas Branch. 1p 47633 339 47633 339. 

8811300501 Commeni oppos-ng proposed rule 10CFn26 ro Fitness for Duty Program 
which mckidos random drug lesi-ng. 

X^NAILY.J. Coalition ol Ca'ilomia Utility Workers. 53FR36795 00295 00/11/18. 
Oockaimg A Services Branch. 34pp. 47634.010-47634 043 

8811300514 Commeni opposing proposed rulo 10CFn26 re Fitnoss lor Duty 
Program.Ulif supports NUMARC comments A urges NRC lo accord luT consideration 
to NUMARC detailed remarks 

WILSON.GO. Niagara Mohawk Power Corp 53Fn36705 00304 08/11/18. 
CHILK.SJ Office Of the Socralaiy ol tho Commission 3pp 47633 344-47633 346 

8811300515 Commeni on proposed lu'e 10CFR26 to fitness lor duly program Opposes 
random testing provisions Supports 1es\^l^g piogram based on behav'Oral obsarva'-on 
A lesling lor cause 

KRAYNlk.P. Iniernaiional Brolhorhood ot Elecincal Workers 63FR36795 00187. 80/ 
11/14. Oockeiing A Services Branch tp 47633 340-47633 340 

8811300530 Commeni opposing proposed ro’e lOCFR2e to random lesnng provisions 
Included ki fitness for duty program S-.ippo'ts testing program basod on bonavioial ob 
servebon A lasimg lor cause. 

SMlTli.tlE. Inlornalionai Brolhethood ol Electrical Wotkors 53Fn36795 OOIOB 60/ 
11/14 Oockeiing A Seivicos Branch lp 47633 341-47633 341. 

6811300532 Cwitmonl opposing proposed rule tOCFn26 ro Fitness for Duty Progiam. 
NEiL.fl J. Ailikaton Noi Assigned 53FR36795 002B9 00/11/15. Dlf.ee of the Secre- 
tary ot Iho Convntssion. lp. 47633 343-47633 343 

8811300538 Convnent Opposing proposed fu’o 10CFn26 re Filness for Duty Program 
whicn mcktdos random drug lestmg. 

RODHiGUEZE AfftiatonNol Assigned 53Fft36795 00294. 60/11/13. Docketing A 
Sezvfcas Oranch lp. 47833 342-47633.342. 


8811300549 Comment opposma ptoposed tulo 10CFfl26 re FilnOSS for Duty Progiam 
PAYNE.CW inteinatonai Oreihofhood of Elecincal Werkera. 53FR36795 00293 88/ 
11/18 Oockeiing A Services Branch. 2pp 47633’352-47e33'3S3. 


8811300560 Comment on proposed h/id 10CFR26 re Fitness for Duly Pioo'am Effective 
A eupertoi aiiernain'e io restrict on oi drug testing lo only labs acc'odiled by Nail Lab 
Certdtcalion Piogram prov.ded. 

»)AMtLTON.H.E. AWiSben Noi Assioned 53FR36Te5 00008. 86/10119. Doekoimg A 
SoMcee Stench. 20pp 47634:044-47634 063 


PRM PETITION FOR RULEMAKING 


8811010047 Comment supoonmg poiilion lot ru'omaking PRM 50-50 to dovialion from 
when omotoency cend-i ons diciaio. _ ... 

New York Power Aulhon 
York). 63Fn32624 00002 80/10/17. 

47322065. 

8811020047 Comment supporting petition (or rulemaking PnM-50-52 re le.nsiailng II 
nenctet qusi l-taliens leviavr ai OL siago lot nucleat power teaclota opetalad hy e-ec- 

HIATT.SL Otno Citi/ens for Respons'blo Energy. 53FR32913 00002 80/10/20. 6pp 
47328.117-47320 122 


ty (formerly Power Auinority 01 Ihe btaie of New 
bockoling A Services Branch. 3pp. 47322 063- 


Tech ^cs 

bronIjc 


8611020070 Comment on pollllon lor rulemaking PRM-60 50 to rescind provis on ihai 
ovVk^Izos senior reaclot operaiors to deviate Irom Tech Specs during 
emergency Proposed rule may loopeidizo sale opoi alien ol laU.iy. 

SYLi^BH. Oeiroil Edison Co. 63Fn32024 00003 08/10/21. Docketing A Services 
Branch 2pp 47320:130 47328:131. 

8811030447 Comments on pollllon for rulemaking PRM-50-50 re auihorizallon ol reactor 
HcensoQS to depart from I cense conditions A Tech Spots in omorgoncy 
situatkxa.youna cnilcism of Inerting praciicos al plant w/o credence. 
OELGEORGE.L.O. Commonwealih Edson Co B3Fn32e24 00008. 88/i0f24 
PHii K S OHica nl lha SocrelBtv ol the Commission. 3pp. 47336.342-4 7336. 344. 


861 1030487 Comment on peM on lor rulemaking PRM- 50 50 ro provision that aulhofitos 
nuefear power plant oporalors lo deviate from Tech Specs dur.ng omorgency Roquosi 
by C Young shou'd be denied . . 

T0cKeR.HQ. Duke Power Co. 63Fn32e24 00005. 00/10/20 Dockeimg A Services 
Branch. 2pp. 47340:360 47340:361 


8811030499 Commeni opposing petit on lor rulemaking 50-60 re deviation from hcenso 
condition or Tech Spec m omorgency. „ . „ . . 

REYNOLDS N S Bishop, Cook.T’urce'i A Reynolds REYNOLDS, N S. Arkansas Power 
A Ughi Co REYNOLDS, N S. Florida Powor Corp (subs, ot Florida Progress Corp ). 
63FR32e24 00004. 88/10/25. CHILK.S.J. Qllice of the Secretary ol the Commiss on 
4(^7-47361:346 47361:349. 


8811070188 Commeni supporting poiition (or rulemaking PRM 50-52 to necessity lor li- 
nanciel slob lily ot uiils Involved in nuclear powor. 

NEMEIHY.e. Ecology/Aierl 53FR32913 00009 86/10/00. Oockeiing A Services 
Branch, lp. 47400.125-47400:125 


8811076373 Comment opposing peliUon (or rulemaking PnM-50-52 re Imancial qual lica 
Nona as consideration In OL hearings (or commercial nucloar lac i-t-GS Lewis poiiHon 
should be denied since petillon (ails lo ostabi sh oasis for change 
LEONARD, J.D. Long Island Lighiing Co 53Fn32913 00009. 66/10/27. Docketing A 
S<mrtces Branch, ip. 47400:135 47400-135 
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66lt060}11 Comrnenl on petition {oi* ru'emaking PRM-SO-SS to fmanciar ptoblents in 
nuclear industry KRC stiould keep Question of eefol/ above tinnnceeNDtMpapet arti- 
cles enci 

LEWlS.M.l. Alfiiiation Not Assignee 53FR32913 00003. a8/tO/27. Otiico ol Ute Sec- 
reiaiy o> ihe Cooim-ssion. 3pp. 47'! 13;357-474I2'350 

8Sno&033S Commem opposing pioposeO lutemaK'ng PRM &0-&2 te iinancial quaithca- 
bon as conSKfe/abon In OL hearings to.' elociric utils 

WlOELLfl.C Florida Power Coip (subs of Florida Progress Corp.|. 53FR329I3 
OOOt? '8S/10/27. CHILK.SJ. OKice Ol Ihe Secreiary ol ttio Commiss'oa ip. 
47417.338-47417:338. 

6811090141 Commeni opposing petition (or ru'emaVing PPM S0-&2 re exemption of fi- 
nancial Qualifications of epplicenis from review ol OL appllcalons Petition prosonis no 
cornpe’lind reason lo amend current rules. 

CARRAtA Duke Power Co. 63Fn329l3 00004 88/10/28 Oochehng & Services 
Branch. 2pp. 47423:001-47423.OCi2. 

S81 1090280 Conunenl opposing petition for ruiemeking PRU 60-&2 re teinsialina linen- 
dal quail (icaborts as consideration (n operating license hearings lor convnerciaT nucle- 
ar lacilitios within Commission Jurisd ebon. 

LEONARD, 30 Long Island Ltgh'ing Co. 83Fn329ia 00007. 88/10/27. Dockaung & 
Services Branch, ip 47438:OS9-47435 0S6. 

8811090477 Commeni opposing pelii<on (or rulemaking PRM-S0 S2 re hnartcial qualilice- 
b'on requirements. 

SRAOHAM.OS. South Carolina Elacitic & Oas Co &3FH82913 0001S 88/10/26. 
Oockebng 8 Se/vices Branch. 2pp 4743S088-4743S089 

8811090464 Commeni opposing peiilion lor ru.'emaking 50-52 r« roinsiaientoni of finan- 
cial gjalification issues In OL nea/ings PeilL-on emounis to (ransparent aiietnpi lo Inrs- 
tiate mesninofut tavia-N ol OL applicationa. 

KAOAK, A C Yankee Atomic Elociric Co 53FR32413 00013 88/10/27. Oockelmg 8 
Services Branch. 2pp. 4743S.f35-474aS'l38 

8811090489 Corrmeni opposing petition lor rulemaking 50-52 re financial quakiicaoon 
lo< hokiats of lican&as tor ppetation ol nuclear power tasAiota AOequflla reguieiiofts 
aiieacly oxisi lo inquire w/respect lo concerns oi Lewis. 

OALLO.J ffopkins, Sutler, Hamel & Park (/ormorly Hopkins 8 Suiter) GAllO.J (Com- 
monwealth Edison Co 53PR324t3 00010. 68/10/26. Office of ine Secreiary of Ihe 
Commission 2pp. 47491:004-47491.005. 

8811090493 Commeni opposing petition Iqr ru'amaking PRM-50-52 re hnandal condl- 
ton o( electric util linancial qualification. 

SULllVAN.j L General Pubk Lltllilies Corp. • GPU Service Corp. 53Fn329f3 00006 
88/10/27. Doekeling 8 Services Branch 2pp. 47S85 349-47S6S3SO. 

8811090495 Commeni opposing petition for rufemaking $0-52 ra reqi/lrernpni fo' elocfic 
ubis to tfemonsiraie financial quatiiicanons to cortduci proposed ficensing aciiviiy. Poll- 
boner hea not demonstraied need lor rovismg rule 

6RA0LEY.e.J- Ph.lade:pMe Elocinc Co 53FR324I3 00014. $6/10/27. CHILK.SJ. 
Offlcaol the Secretary of (he Comcmaaion 6pp 47435.128-47435:134. 

88(1090511 Commonf opposing peiiiion fo' n/femaking PRM.SO'92 re teinsielemeni of 
Lnancial quaificsbons issues in operating licensing neanngs. 

56LMAN.V Consoi-'daied Edison Co olTlaw Voa. Inc 93FR329I3 00017 66/10/29 
CHiLK,S J. Oflice of (he Secroiary o' (he Commiasion. 4op 47435 .qsi-4743S.054. 

8811100027 Commeni opposmg petition Iqr rulemaking PRM-SO-SO ro C Young raquosi 
mat Co-mmisHon smenp reguTations authonting senior operator m nueieer power plant 
lo deviaia /rom Tech Spacs in emorgency 

TIERNANJ A, Baibmoie Oae 8 eiOClfW Co 53Ffi32824 Q0007. 68/10/25 OockOWiO 
8 Sendees Branch. 4pp 47435:140-47439:143 

6811100038 Commeni supponlng petition lor rutemekmg PRM 50 52 to NRC lelnsiaio- 
merit of financlel qualifications of uiil as corsiderailon In oporaiing hconsing hearings 
lor electric utils 

BIRNIE.P. Maryland Nuclear Safely Coai.-lion. 53FR32013 00095. 89/10/24. Doclrol- 
Ing 8 Services Branch, tp. 47464.267-474e4:287. 

6811100137 Fo/wardS rogulalory documenls comprising regutatory hisloiy ol notice of 

K ilibon for rulemaking eniillod. "Oisposal of Waste Oil by irtc'nersliciR'' fruJex enci 
ATTSGN.C.B. Regulation Development Branch 63FR32914. 86/11/04. NRC - No 
Detailed AffJIabon Qlvon. 3pp. 47554:31 1 475S4 335. 

-6801190148 Recommende that regu'alion of radwasie Incinatafipn al nuclear planis be 
coordinated between two Dranches to S'mplify regulaiory process prov«M 
CUNNINGHAM.L J Radiation Proieciion Branch ACI4-1 22 87/12/17. 

AIEXANOER.R E Advanced Roacior £ Generic Usuo BrsrKh. Ip. 47855 230- 
47656-230 


-6606210383 Offers no legal objeciions to end proposed rule lOCFRSOre onsi'eui 
eratlon ol s'lghity conlam'natod waste oil el nucioar power roactors.por 880624 
quest for review. Editorial revs noted 

ThEDY.SA. Asssianl Gencrel Counsel for Rulomaking & Fuel Cydo ACi4-l 38 
06/07. DECKJOno.E S. Office ol Nodoar Regulatory Hoseaich, O'oc'or 
660720). 39pp. 47655 321-47555.322. 

..6606260008 Concurs w/proposed rule to allow onsilo incineration ol siighry ecu:: 
hated waste oil at nuclear power loaclore. 

THOMPSON, H L Office of Nuclear Material Safely & Safoguards.D'reclor. aCI 4 i 
86/06/07. BECKJORO.E.S Olbce ol Nuclear Regu'aiory Rosearch 0 'edcr 
860720). 2pp. 47555:323-47555.323. 

-8607160166 Concurs w/proposeri rule to allow onsite incinoiation ol si gh'.ly cor'.- 
naiad waste oil at nuclear power reactors 

MUnLEY.T.E. Olbce of Nuclear Reacio' Regulation, Director (Post 870411} AC1 
36. 68/06/07. BECKJORO.E.S. Office Of Nuclear Regulatory Research, Duecior (F 
660720). Ip. 47555 324-47655 324. 

-8807180171 Requesta concurrence w/proposed rule lo allow onsiie Indnerabcr 
sl^htfy contaminated waste oil at nuclear power reactors 
BECKJORO.E.S. Office ol Nuclear Rogulalory Research, Oiredor /Post 6607 
ACI4.1 33. 68/05/24. MURLEYJ.E. Oliico Of Nuclear Roeclor Regjiaticn. Ol-o 
iposl 670411). THOMPSON, H.L. Ollica of Nuclear Maional Salety 

^feguards, Director. MCOONALD.W G Olbce of Admhisi/abon & Rosources Man/ 
menl, Olfocior (Post 670413). 40po 47655:279-47555:318 

-6611100223 Convnonis supporting petition for rulomaking PnM-30-l5 & prppp 
amend lo lOCFn20 re asiabilshmoni cl do minimus exposure love's for wasio ol 
ppsal 

SORENSEN.GC. Washlngiorx Public Power Supply System. 49FR36653 OOOOS 
11/16. CHILK Olbce of the Secreiary of the Commission ip. 47S55:096-47655( 

-6611100230 Comment aupporling paiiiion for rulemaking PRM-20-1S re d sposa'd 
level radioaclivaly conlamlnateo waste oil from nuclear power plants Proposal wc 
laault Ilk sigmlicanl savings loi uiH cusiomets 

SHtFFER.JD. Pacific Oas & Elodric Co 46FR366S3 00006. 84/11/19 OockeLiv 
Services Branch ip 47555.009-47555.099. 

-8611 100242 Comment supporting pelilicn lor politlon for rulemaking PRM-20-1S re 
posal dI low level laoioaciVsly coniammaied waste oH Errors on Page 36654 corn 
ed. 

eiflCH.ML Duke Power Co. 49FR38653 00007. 84/11/19 CHILK.SJ. Office el 
Socroiary of the Commission. 4pp. 47555'100 47555:103. 

-8611100260 Comment supponing paiihon (or rulemaking PRM'20-1S re regdalonf 
erning disposal ol low level radioscilveiy coniaminated waste oils by estaoi.s>irrsr 
de minimus standard. 

STAUTER.JC. Korr-McCoo Co/p. 40FR36e63 00009. 84/11/19. Docketing £ Si 
leas Branch. 2pp. 4?555;104. 47665:105. 

-861 1100271 Commeni supporting peMion lor rulomaking PRM’20-16 ra concenirg 
kmda tor wssia oil disposal Roavatuailon ol posiuialad tadiailon dose lo pubiit k 
disposal ol oil conieminalod w/siatad isoplopas suggested. 

KiLLAR.F.M. Middio South Service, Inc- KlLLAR.pM. A/kenaas Power £ Iwhl 
KILUR.F.M. Louisiana Power £ Light Co. 4eFR3e6S3 00009. 64/11/19. CHIIk.( 
Olfieo ol ihe Socretary of tho Commission, ip. 47555:106-47555:108. 

-8611100278 Commeni supporting peiition (or rulomaking pnM-20-15 re disposal pf 
fevoi rad'oaciiveiy conieminaiea waste oiia from operating nuclear lac''l«s5lg 

B issibie aiiarnairve disposal meihoda limit cost increase. 

IXON.O.W. South Cfaroline Electric £ Gas Co. 49FR366S3 OOOIO. 88/11/ 
CHILK.SJ. Olhee ol the Secretary of tha Commission. >p. 47555:107 ■47555;192. 

-6611100296 Recommends approval ol initiation q( rulemaking aoUon re amend 
I0CFR20 305 concerning removal ol restrictions on onsite Incinerallcm of s-' ghti/ c 
lamlnaiod waste oil. 

BECKJORD.E.S. Olfico ol Nuclear Regulator Research. D, rector [Post 6607: 
ACI4-I 16 87/03/11. STELLO.V. Ofc of the Executive Director (or Operations, i 
4TS65 193-47555.107. 

-6811100306 Forwards draft racommendallons to EDO concerning Inibai-'on of ri.reiT 
Ing sponsored by RES.Ruiemaking amends I0CFR20.305 lo allow fnrcinaration ol • 
lam low acllvlly level waaie oils generated in nuclear power planis. 

GOLLER.K.R. Owlaton ol Regulaiory Ap^catlona (Post 670413). ACH-1 19. fi7/i 
30. BROWNING, R.E. Div/sion of Waste Management (Pre 670413). 9pp. 47555 l 
47555:229 


-8803080493 Informs lhal div review ol proposed ntia lo aHow onsUo incinera(/on of 
slightly comeminaled waste oil at nuclear roaciors ccimple1ed.in response lo 660224 
requesi.Concuirence w/iochnical aspecis of proposed rule found 
8 TOHR.jp. Owtslon ol RadlallOfi Protection & Emergency Preparedness IPosl 
8/04111 AC14 1 25. 68/02/26. MORRIS.0 M. Division ol Regulaiory Appbcaiions 
(Post 670413) Ip. 47655:264-47565:264. 

-6603150096 Concurs In rule £ associated documenlellon.w/one language change re 
proposed wie to aHow onsHa Incineiaiion of aiiohlly conlamlnaied wasleod si nuclear 
reactors. RecommerMied change on Pago 4 of Iransmillal from Sielio 

PfOO/ahi Managemeni, Policy Developmenl & Anafya-s Siell (Poat 
870411). AC14-1 26 88/03/09. WORRIS.B.M. Division ol Regulawiy Appilcaliona 
(Post 8704 13) Ip. 475S5:265-47566;265. 


-6803210336 Lisis general comments re p/oposed ru!e lo amend tOCFR20.305 to 
permit nuclear power reactor licensees to Incinerate conlaminaled waste oil on site w/ 
Si?’’!?'"'"? license amend. Marked-up draft containing specific commer»l8.encl. 

General (Counsel for Rolemakirrg £ Fuel CVete AC14-1 30. 88/ 
47655 270 4^56517*4 ^^OD'afwy Ap^lcalions (Posi 970413). 34pp. 


'SOi'esI for waiver of CRQR review of proposed rev lo 
l0CrR2O.3O5, 'Waste Disposal by Incineration," because rule lies minor selety 
j^^^^e.resu'ts In cost ss'Angs for UvlualTv & NRC & imposes no requtraments on 

Committee to Reviow Generic Requiremenis. AC14-1 32. 86/04/01. 
ifeek 0 Nucfeaf Regulatory Research. Director (Post 860720). Ip. 


—8811100306 RequaslB div review ol proposed rule allowing onsite Incinarabon 

a nlly conlamlnaied waste on al nudear loaclois.by 800209.Relaied info end. 

BRIS.B.M. Division ol Regulaiory Appilcaliona (860720-870413). ACi40 23- - 
02/24. CONGEL.F. Division oT Radiation ProtocHon & Emergency Preparedness (F 
670411). GILLESPIE. F. Program Managemeni, Policy Oev^opment £ Analysis S 
(PosI 6704 1 1 ). DENTON.H.R Olbce ol Governmental £ Public Allaira (Posi 8704 
3lpp. 47655:231-47555:261. 

-8811110023 Requests views on proposed rev to 10CFR20.305 re waste disposal 
incInerabon.Formsl review by CRQR or ACflS unnecessary because rule would 
Irnpose mandatory requiremonis on NRC licensees or diminish plant selety. 
BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Posi 6607: 
ACI4-1 24. 08/02/29. JORDAN, E. Ckirrimiliee lo Review Generic Hequneme 
FRALEY, R.F. ACRS • Advisory Committee ot\ Reactor Salegua/ds. 2pp 47655-2 
47556:263. 

—0811110064 Discusses Div of Rules & Records review ol proposed rule to allow on 
Incineration of slightly contaminated waste oil at nuclear power planis Marked-up / 
maWriD package w/commanis aricl.W/o staled end. 

GRIMSLEY.DH. Division of Rules & Records (870413-880S141. AC14.1 27. 88/Mj 
MORRiS.B.M. Division of Regulatory Applications (Post 670413). 2pp. 475S5.C 
47555:267. 

-8811110085 Responds to request lor commet^i/contuiierKe on proposed 
10CFR20.30S re disposal ol waste o'l by incineration Memo addressing concerns 
eubj role encl.W/o staled and. . . 

SHELTON, 8.J. Records £ Reports Managemeni Branch (Post 680103). AC>4-1 
66/03/14. MEYER, D-L Rules £ Procedures Branch. Ip, 47555:266-47555 268. 
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-6811110008 Co^rr.onts on drafi proposed rulD to a'low unsilo mclnetalOn o> s'lghlly 
conlaminaioJ v>aslo oit at nucloar ronctors.pcr lOCFnsO 30b Burden of reporting 
changos vv/inciiii^rai on should ho addod tri e<istirg huidun onco rule codl^d 
SHELTON. a J, Records & Hopoiis r/anogomeni Branch (Tost 880I03I ACM-I 29 
03/03/14 TUREL.S. OMiCo ol Nuclea' Rugjtatory noscarch, DiiQCtoi (Posf 860720) 
Ip 4?555 269 47555 269 

-8811110109 Oiscusses div rnuiow ol proposod rulo to allow onsiio incjuirsbon ol 
Slightly conrarn naicd waste Oii at nudonr reactors OithcuiiiQs w/proposerJ n/e & snp- 
poh ng docuT.eniatron sialud 

KiViAPP.WR O./.srOT ol Low Leio' Waste Managenioni & Docommjtsionmg (Rosi 
870413} ACI4-1 31 88/03/17. MORRIS. O.M Diuls.on ol Regulatory Applical-ons 
IPOSI 870113). 3pp 47555 375 47555 277. 

-0811110132 Concurs w/pioposcd rule lo eiiOw onsito Incinoraion ol sl.girily coniaml- 
natod wasio cn at nucloar powor reactors 

CENTON H H Ollico of Governmental & Public Allars (Post 870413) AC14-I 34. 88/ 
06/03 0 FCKJORD.es Olllce ot Nudoar Regulatory Rosoarch. Diroclor (Post 
BS0723). Ip 47555:319 47665 319. 

-8811110137 Concurs w/pioposed rule to allow onsito incineration ol s'lghlly coniamf' 
rated waste o I at nudoar power reactors. Concorn re proposal to make hnal rule ol- 
leci ve upon publication In FR expressed 

MCOONALO.wG Ollice oi Admlnislrolien & Resources Mansgomonl. Oi'ocior (Posi 
870413) AC14-I 35 88/06/06 BECKJQRQ.ES Otiice ol Nuclear Regulatory Re 
search. Dreclor (Post 860720). ip. 47555 320-47555 320. 

-88111 10143 SECY-06-196 Informs ol Itilonl lo granl.in pari.roguesi Ol poliHoners & 
publish proposed rule I0CKR20 re disposal of waste oJ tty incmeraior in response lo 
pobllcn lo.' rulemaking from Ed.son Electric lost & Ul i Nuclear Waste Mgi Croup. 
STELIO.V Olc of the Executive Director lor Oporahona ACU-i 39 88/07/12 33pp 
47464 294-47464 204 

-8811110181 Forwards proposed rulo packago ro amend to i0CrR20.aJowng onsio 
ircincialion of sl.ghlly comam-naieJ wasio oil ai nuclear power roaclors.lor signaiure 
BECKJOnOES OInco ol Nuclear Regulatory Rosoarch. Otocior (Post 860720) 
ACl4-f 40 Q0/O6/21. STEbLO.V Ofc Of the Cxocirtivo Director ior Opetaiions 43pp 
47555 358 47556 040. 

-88 11110162 Advises that Commission does not object IQ oropasud issuance ol rev to 
t0CFR20305 re disposal ol wasio Oil by incinoraior Poiliion sbouKl t>o rev.sned alter 
Cammiss'o-n has approved pobey on bdow togulaiory concorn 
CHILK.SJ Olfico Ql Iho Secretory Ol Ihe Commsslon ACU-I 41 88/06/03 
STELLO.V. Olc of Iho Executive D-rocior lor Operations. 2pp 47S5604I-47556.042. 

-8811110171 Approvos publication ol p'oposod rule 10CFR20 ro disposal ol waste ori 
by Incinerator as sot forth in droit FR notice as onci in SECY-88-190 Rovis-iing ol pel' 
ten e'toi ComiTiission approvos policy on oofow tooulatory concern recom-neiwed 
2ECH.L W. Oornmissionets. ACtn-i 42 08/07/2f STELLO.V Ofc Of Iho Execuiivo 
Dioclor fO' Opefations, ip. 47550:043-47556 043 

-8811110180 Forwards proposed rule on disposal of wasio ot> by mcincraiion to be 
pub' shed m FR & lir ol denial lo be sent to potidoners sinco noiKo inckjdos panio! 
denial ol pohion lot rulemaking PRM'20'i5.lot signetura.W/orulo 
BECKJCRO.S S. OM/ce of Nuclear Roguiaiorv flosoa/cn, Onoctcf ffosi $60720) 
ACU-1 43. 08/08/16 STELLOV. Ofc oi iho Exocutivo Director lot Oporations ip 
47556:044 47556.044. 

-8811110169 Undid rosponao to pennon lo.' ruiomaUing RnM-30'i5. consirtuimQ partial 
granting ol poimon Comm.ssion proposing to emond rogu'auons to provide one aiior- 
nacivo 10 d sposni ol reactor gonoreiod waste o-i 

STELLO.V Ofc of Iho Executive Ouocior for Operations ACt4 i 44. 6d/ii/04. 
OALlSEn.M.A. Aflikahon Noi Assgned. Ip. 47556:045 47556 04$. 

-881 11 10193 Pcquosis imp’omeniat'on of Commiss'On actions by artangmo lor pub'ica- 
lion of pei.'.ion lor rulemaking PRM-20-tS ro Incineration of waste d at nuclear power 

e lar.ia 8 dispatch oi part'Oi denial Itr to paiitionors Reintoci into onci 
lORRlS.BM O.vision ol negulaiory Applications (860720-070413) ACl4 I 45. 08/ 
08/23. PHILIPS, J. Hogulaiory Publications Branch 7pp 476S6 046-4755C052 

8811100237 Commonis oppoS'ng poiilion for rulemaking PnM-50'52 ro remaiaUng Iman 
cial quaiiiicalions Issues in OL noanngs. 

REVNOLDS.NS Bishop, Cook, Purcoll & Roynolds. REYNOLDS, NS. Northoasi Nu- 
cloar Energy Co. (subs, ol Northosst Uii'iiiesi REVNOLDS.NS. Syslom Ertotgy Ro- 
sources, Inc. S3Fn32913 00008. 60/10/28. CHILK.S.J. Ollico of the Socrolary ol ii>o 
Commission. tOpp. 47464:300-47464:309. 

981 1 100356 Comments opposing polilion tor rufomaking PRM-50-5? ro roinslOMng finan- 
cial Qualilicalions as consideration in OL hearings lor olocinc ulits. 

COLVIN.J F . Nuclear Managomont & Rusourcos Council (NUMARO (lormorty Nuc>oai 
Utility Manage 53FR32913 0001 1. 88/10/28 CHILK.SJ. Oflice ol Iho Socrotory of 
Iho Commission. 2pp 47464:03t-47464 333. 

6611100368 Comment opposing potiilon lor rulomaking PRM-50-5? ro rcinsiaPng finan- 
cial qual'ficaiions as considoraiion in OL hearings (or eiecinc ullls 
0OOKER.J E Gull SialbS Uliimos Co 53FR326I3 00016 88/10/27. Oochoting & 
Services Branch. 3pp 47464.338-47464:338. 

6611100300 Comment opposing pehlion (or rulemaking 50-52 ro linarKlai quBlihcairon 
invesi'gation lor Tech Spec amends. 

GALLAGheR.J.W. Philadelphia Elociric Co 53FR32et3 00018. 86/10/28. Oocumeni 
Conbol Branch (Oocumoni Control Dosk) 2pp. 47464:350-47464-351. 

6011140093 Comment opposing polition lor rulemaking PRM-50-52 le reirtstaterneni of 
financial qualilicalions reviews at oporeiing hconso stage 

ZACCARiA.A. Bechtel Group. Inc 53FR32913 00021. 08/10/20. Dockabng & Soiv- 
ICES Branch. 2pp 47495.070-47495.079 

6811140101 Comment opposing peiilion lev ruiomakfng 50-52 ro cons/de/olrpn of finan- 
cial (jua'iiicaiions ol electric uliis in oporaiing license hoarings.No need to reviso exist- 
ing NRC position on review ol liconsoo financial qualillcailon 
HCLTZSCHER.D.L. Illinois Power Co. 53FR32013 00022 86/10/28. CHILK.S.J. OH'Ce 
of tho Secretary ol Ihe Commission tp. 47495 072-47465.072 

8611180351 Comment on petition lor rulemaking PRM-50-50 re adhorenco lo Tech 
Specs. Pelibon implies that Tech Specs cover all possible condiions lor micloat 

K ia-'ii.Oiiring emergency potential exists lor condition outside paiemolor envelopes 
AiRSTON.W.Q Georgia Power Co. 53rR32624 00008.68/11/07. DockeUng & Sen^ 
ices Branch. 2pp. 47540 190-47540.191. 


8811170337 Responds to 980012 Hr ro NRC 660331 response to quesi-ons raised con 
cerrvng cond lions at plants & rccipioni proposal to station sen.or operator in control 
room at all r.ucloar plants to overseo plant onorai ons 

ZECH.L-W Commissioners 06/TT/09. VCJuNG.C. AWilialion Not Assigned. 3pp 
47586049.47587 027 

-8811170350 Forwards not co clarifying notice ol receipt lor peiillon lor rulemaking 
PRM-50-&0 pub'ished in FR on 660626 Notice ol clenficeton tellecis revs made 
rtutlng 860926 telcon 

BEESON.jF Regulatory Publications Branch. 66/10/06. AIMiation Not Assigned ip 
4756607247586 076 

-8911160013 Provides Bddi inlo i.n support ql petitioner C Young ong nal Intent con- 
corn/tfl peuiion lor rulemaking PRM-SO-SO. 

CHILK.SJ OlliCO ol Iho Secreiary of the Commissbn 66/10/11 4pp. 47586.073- 
47S86076 

-8011170387 Responds lo 090416 It' lo Che rman Zech request no ihai NRC cancel 
lOCFnSOS4(x) i (y)Lir iteaicd as paiiuon loi rulemaking & docketed as PRM 50- 
S0.per I0CFR2 802 

GRIM&.EY.O.H. O-vision ql Froodom ol Information & Pubicailons Services (Post 
860515) 88/07/05. YOUNG.C. Alli'ialion Not Assigned ip. 47686.tOO-47S86.iOO 

-891 1 170393 Roouosis verbal cpncutionce w/pubi shing nohce ol reco-pl ol peiilion lor 
rUemaMng PRM SO CO.poi 880926 lolcon w/ C Young Rolaied info end 
QEESONJ.F. Ro^aiory Publicallons Branch 00/09/28. VIETTI-COOK.A Commls- 
eionars. TREflY.SA Ass'sianl General Counsel lor Ru'emaking & Fuel Cycle. Opp 
47568101-47586 114 


PROJ PROJECTS • PREDOCKET LICENSING 


8810380075 Requests addl Inlo le Chapter lO, ''Auxiliary Sya," ol CESSAR-OC Sys 
eo-r Info roquosied by 801230 

VlSSlNG.Gs. Siandard-raiion & Non Power Reactor Prq.oci Oiraclorolo. 66/10/20. 
SCHEnER.A.£ Combusllon Engineering. Inc 5pp. 47342:292 47342.296 

8810310011 Advises Ol new procoduro lor inlormi<^ NRC In event ol accideni at project 
slio Procoduro involves ca'lng NRC OperaHons Cir In Oelliosda.MD which has recent- 
ly been expanded lo harid'e NRC luoi cycle iiconsooa. 

HURT.RD Fuel CyCa Saiety Branch. SB/io/21. BIXBY.W.W. Energy. Depi of ip. 
47368 202-473$6 202 

8811030098 Forwards sidtus ropi on std plant design loehnicsi reviews 
MiLLER.Cl. Sienda'ditntion & Non-Power Reactor Projoct Duedoraio 96/10/26. 
SHAO.L Oivision of Enginoerlng & Systems Technoipny (PosI 070411) GRIMES, B. 
Oivis«n of Reacioi inspacHon & Saieguaids (Post 8704tt). CONGEL,F. Dwislon ol 
Rediaiion Proisciion $ Emoigoncy Pioparodnoss (Post 870411). I7pp. 47409 066- 
47400062 

6911040040 Press loiosse announcing leioasa oi unaudited summary (inanclal Inlo (or 
N-jloch.irtc ro new conitaci 

JONES.D.F. COOK.DJ. Pac>iic NuClaai Systems. Inc. . 06/10/19. 3pp. 47445:029- 
47445031 

9811040049 Pioss release ro uiii plans to apply id NRC license lo permit temporary 
onsite dy sioiago oi speni luol el plant 

* BalumcxoOas& ElocliIcCo 24790.88/10/19. 4pp. 47455:120 47455.131. 

8811040080 Provides addl into 10 siBiiis ot CASTOR V licensing in Germany, 

’ G9S0il<ich0lt luer N-jklear Service. mbH. 24788. 68/09/23. ROBERTS.J. Fuel Cycle 
Saloly Brarycn. Opp 47455:132-47455 140. 

8811040103 Cianlios iwo Blaiomanis made in 880513 SER re Chapter 3 ql advanced 
LWB lequtornonii tJocumoni concerning cnemieal $ vol conirol ays Review compleio 
w/no open items 

lONO.WO Sianderdicailon & Non-Power Reactor Prqjoci Oitocioraia. 66/10/26 
KINTNER.EE. Ceneial Public Ulihlias Corp. • GPU Service Corp. 2pp. 47440252- 
47440 253 

8BII040I68 Forwards coquesi lor addl inlo to Chapter 6, Amend C lo CESSAR-DC.Sys 
00 -f on stoem generalors.lnlo needorf by 001230. 

VISS'NG.QS. Slandsrdbalion & NonPower Rooclor Projeci Directorate. 88/10/26 
SCHERCn.A.E Combustion Eng.ncO'Ing, Inc 5pp 47439.355 47439:359. 

8811070382 Forwards responses lo questions on CP-9 sioiage cask concreie temps. 
MASSEY J.V. Pecllic Coast Tasimg Service. Inc. PSN-eS033 88/10/28 
nOBCnTS.J.P. NRC • No Daia'iod Allillalion Given. 20pp. 47460.028 47480:050. 

8811090066 Summary of 661026 meoling w/EPRI In RocKvillo.MD ro NRC recommen- 
dalrons lor design ol ALWR olecincal sys. Meoling handout end. 

LONO.WO. Slandaidiraiion & Non-Power Reactor Project Ouectoralo. 66/11/01. 
MILLER C L Standardi/alion & Non-Power Reactor Project Directorate. 6pp 
47477:163-47477:157 

8911080183 Forwards requosi lor addl info re Amend 0 of Chapter 7 ol CES5AR- 
OC.Sys 80 transmitted w/C-E BB0930 lir.including physical sepaialion.inp (uncHon cal- 
cuiatron & remole shutdown panel controls. 

VISSING.GS Siandaidiralion & Non-Powor Reactor Project Dirociorale. 86/11/02. 
SOlEBER.A.E, Combustion Engineering. Inc. 6pp 47404:277-47494 281. 

8911090287 Submits question w/discussion lo clarity 601012 request (or inlo le NUH- 
002.Rev I NRC requests addl info to conlirm design basis deceleration levels lor cask 
drop cases 

nOBERTS.J.P. Fuel Cycle Safety Branch. 86/11/01. MCCONAGHY.W.J. Nuloc. Inc. 
2pp. 47S133il-475l3.3l2 

6911000354 Forwards iniegtaiod radwasto itoalmeni sys run repts lor Campaigns 3 & 4 
re operai-onal runs ol liquid waste Iroaimani sys/comont solidification sys/dium cell 
sys.ror into 

BIXBY.W.W Energy. Dopt. Ol. 24872. 08/10/13. HURT.R D. NRC • No Delai'ed Aflili- 
alionGiven 2pp 47513226-47613 236 



88I10903&4 Sufflinary of 080D?8 meoiing w/C E & >T Cdrp Irt RockV’L'oJi^D (0 ARSAP 
topic papers Set S.Vjewgraphs end. 

VrSSiNQ.G.S. Siandardizaiion S Non-Power Reactor Project Oirectorale 06/11/03. 
Standardization & NonPowet Reactor Pro|oct Directorate. iSpp A7S13-145' 
4/5t3l59 

8811160093 SumtntatY Ol 681104 meel ng w/util A NUTECH.Inc In Rockville,MO rs h* 
cense epp'icaton tor dry spent (uol storage et site.AQorKla.l>s( ot atlersdaea & 
NUTECm prasoniatlon enct. 

FlOeeRTS.J.P. Fuel Cycle Safety Branch. 8&/tt/08. ROUSE.l.C. Fwet Cycle Salety 
Branch 33pp. 47S66 096-47666;l2e. 

8811180362 Forwards responses to NflC Questions 1-9 & 12 re Topical RepI NUH- 
002 Responses vrtthhaltl (rel tOCFR2.760). 

MCCONAGHV.WJ. NUTECH Engineers. Inc. OUK'03289 88 / 11 / 00 . ROBERTS.JP 
Fuel Cycle Salety Branch. 3pp. 47S62.l05-47562.ie7. 

8811210102 Forwards ‘'RursReplllQuiO Waste Treatment Sys.Cement SoMlicaUon Sys 
A Drum Celt toi IRTS Campaign 4. ' 

CWYNAR,3C. Nuclear Fuel Services, inc {subs ol Getty Oil Co.). 60/00/29 
VAlENTI.P.J Nuclear Fuel Services, Inc (subs ol Getty Oi) Co.) Ip 47S89320' 
47580 338. 

-8611210104 "liquid Waste Troatmeni Sys.Cemarii Soiiditicaiioi) Sys Drum Cell.*' 
REEVES.SR., BAKER, MN., NASOL.A.L. Nuclear Fuel Ser^ces. Inc. (sute ol Goity 
Oil Co.) 68/09/29. lOpp. 47589 329-47589 338. 

8811210166 Informs ol plans to submit 10CFR72 topical SAR on venblated storage 
cask 8/s for review A approval on 890201. 

MASSEY, J.v. Pacific CoasI Tesing Sorvico, Inc 24920 86/11/02 ROQERTSJ NRC 
• No Oeialled AffiLaton Given 2pp. 47588:1 l7-475a8:tt8. 

6811220421 Notifies ol plan lo visit West Valley OomonsiraHon Project dutavg wh of 
681212 lo discuss listed Issues. 

HURT.R O Fuel Cycle Safety Granch. 86/11/17 BIXBY.W.W Enaioy Deni. ol. Idaho 
Operalions Olfice. Ip. 4 7821:067.47621 :067. 


PT2I NONCOMPLIANCE REPORTS AND RELATEO COPRESPONOeNCC 

8810280245 Part 21 lepi te Masonellan valve parts supplied by Sample- Webaoi,irtc not 
maeiing specs lni!.‘alfy reported on 681018 Mall in warehouso piaied A location oi 
issuad mall being idenrriied lor disposition or replacement. 

JOHNSON.BO ^nsumara Power Co. 86/10/21. Oocumoni Control Branch (Oocu- 
ment Convol Desk). 4pp. 472a9.342-47269 345 

8810270188 Pari 21 A denclency repl ra panairalion seafs lound noi to be 
walartighi Initially reported on 860609 Wator leakage tests portormed on unit upper 
cable spread.ng room seals. An floor ponairation seal assambiios repaired 
RiCE.P.O. Georgia Power Co. GN0449 d8/t0/i8 Oocumenl CbnUd Branch (Oocu 
manl Control Desk), epp. 47361:076-47361:083 

8811040248 lER 66-0l5’00 on 860926, licenaeo informed of cracking A apaiTiAg «| sup- 
port pads of diesel generator eiftausi silencers 2EOO’Sil3A A SB.Caused by bent 
anchor bolls increased surva-Hance ol bans recommended.W/asiOOi nr. 

NOONAN.T P Ouquesno Light Co N03SPM 0285 88/10/jl. Opp 47446 314- 


881I0900S7 Reguesis remlilsnee of fee for 680901 appficaiion tor eaemoiion irom 
10CFR2< lor lacifiiy 

O1QOS.R.M. Lfeense Fee Managemani Branch 68/tr/04. lEmpgeS.TE. Niagara 
Mohawk Power Corp, fp, 47602027.47502.027. * 

8811090128 Pan 21 rapt fo defect in Umitorgue Cofp supplied salety- reiateo SMB 
valve aciueiort w/R/l fnsuialed do ntofore inal may nol devei^ fuu-raied starting 
torque a( elevsied ambionl temps Review ol motors by licensees recommended. 
WiLKiNSON.lE. LimKorgue Coip. 68/ 1 1/03. Offico Of Nuclear Reactor Roguiaiion Oi- 
rector (Post8704U). 16pp. 47525:227-47525 242 

8811140405 Pad 24 repl re ebt\orTnel detedofation ol Suluet-Birtgham inil aunliaty sail 
water pump Impelfore due to inadequate heat Ireatmene lattsUy repoded on 
481021. Impellers tepieced A vendor removed Irom quahfred suppliers Lsl. 
SHIFFER.JO. Pacific Gas A Elecldc Co 1-88-029410 80/10/26. MARTIN.J.B. Hog'on 
6, Ofc ol Ihe Director. 10pp. 47549.326- 47549 335 

8811170103 Pari 21 repl te HPA lelays exhibiting b'nding ol movable contact l.ngets In 
phenolic support assambly.lniilally roponed on 681020 MIg process modified to cor- 
recl conOiUon ol mtsaiignmenl ol melal sandwich that luses w/tumra 
STRAM8ACK.Ge. General Electric Co. lEIN-ae oog. 88/10/29 BERUNGERCH Go- 
neric Communications Branch. 3pp. 47675:248-47575:250. 

8811180183 Frrsi Interim Part 21 A deflcioncy repl re elastomer tPep/vsgms contained 
In Comsip delphl conla'nmeni hydrogen analyzers.lnitially reported on edlOlFUnd I 
regulator raplaced.NexI repl will be submltled by 681216 

GOLOBERQJ.H. Houston LIghi.ng A Power Co. ST-HL-AE-28d3. 86/11/14 Docu- 
ment Control Branch (DocumenI Control Desk). 5pp. 47687:108-47687:202 

8811220082 Part 21 repl re GE Magne-Glast cfrcuil oresKors InHialiy reporled on 
881if6.Wolds on ail aalety-related breakers will be repaired prior to enirv Into hot 
shutdown. 

BAILEY, J.A Wolf Creek Nuclear Qperaiing Cotp. ET 96-0177 8 Q/ 11 /I 8 
MARTIN, R.O. Region 4. Ole ol the Oirec'or. 2pp. 47827:052-47e27;O53. 


OA099 DUALITY ASSURANCE INSPECTIONS 

8810810212 Forwards InspRept 99001 125/08-01 on 8e092fl-29.t31acovefed thatfccorts- 
ee doas not have DA program which meats NRC requirements. 

BRACH.E.W. vendor InspaoHon Branch. 88/10/25. MCCLURE.D.B. Aetton Siaioleas 
A Alloys. Inc. 3pp. 47366:105-47366:110. 


8811040216 Forwards "Divosco NSSS Procedures for Sol’mg Commercial (5'SJc. 
to Nuclear Power Facilities (or Dedication as Components in Salety S)$." lo 
mem. 

STRICKLANO.W.I,. NSSS, Inc. 80/10/24. JACOBSON, J. NRC - No Cetjiw t." 
Given 5pp. 47455 2a8-47455 292. 

8811070144 Confirms dales of 861108-10 for NRC tnsp 00900401/08 Ol a: 'cr 
olcs re use ol liiton-Veam electrical connectors in nuclear power p'anis 
BRACKE W. Vendor Inspecl'on Branch 88/ 1 1/02. WAW>/lNN£y,W. Ccrr3;,s'<, 
gineeting, Inc Ip 47442:077-47442077. 

881 1 160421 Cisrilies 881010 notillcaiion by BSiiey Controls Co ro polen'ial dcvji- 
specs in HY vortical indicators 

TAYL0R,JH Babcock a Wi'Co* Co JHT/88 196 88/10/20 POTAPOVS LI Or 
Nuclear Reactor Regulation, Oiteciot (Post 87041 1) 4pp 47665 323-47565'i?e 

8811170321 Responds lo nonconlotmences noted in Insp 99900190/8801 Con 
aciions:Procedure QCP-27 approved A issued lor impiemonlot'On A (ro n‘rig pi nc 
personnel complaled. OCP-27,Rev 6 enci 

SEGEN.fl.U Llmilorquo Co'p. 60/10/31. BRACM E W Vendor Ir-scecLon B- 
3pp 47575 250-47575 201 

-8811170326 Rev 0 lo OCP 27, "Procedure for Coriilicaies of Comp''a.xo/ Cor 
ance." 

■ Limiiorque Corp. 88/07/25 3lpp. 47575 261-47675 29f 


BEOGD REGULATORY GUIDES 


0810260164 Generic LIr 88-18 to all licensees of oporeiing roaciO'S A holdcis o' C 
plani record sioiage on optical disks Sve list end. 

CRUTCHFlELO.D. Associale Dirocior (or Projocis (Post 070411) 89/IO/2i) Cc 
daiarf Edison Co of Now York. Inc. 45pp. 47513.001-47513040 

8810260S14 Forwards lequesi lor addi inlo ro review ol 851218 & 670529 ilrs ecu 
ing conformance to Rev 2 lo Reg Guido 1.67. Responao requested wihm 60 d: 
recfiipl oi lit. 

IRAMMGLL.C M. Project Direcioralo V TAG 51130. 88/10/14. OASKIN.K P Soi 
Cslilornla Edison Co. 5pp 47322 255 47322 250 

8810270094 Responds lo ACRS 860914 revlow of proposed raslad ol plant flcip 
lo commoms on station blackoui ruio.torus voni & current status of correciivo e- 
lor Inadequacies In omaidoncy plans idoniiiiod hy FEMA prov-ded. 

STELlO.V. Ofc of the Executive O-rocior Iqr Operations. 86/10/16. KF.RR.W At 
Advisory Commiiieo on Reacior Safeguards t3pp. 47302 065-4736? 061. 

9810270314 Conlitms 061014 to.'con boiweon C Rogers A GW Knighion ‘1 
Rogers requostort inlcrmai appeal oi stall conclusion slated in &dC929i‘.t lac*': 
to facility initial lost prooram. 

KARNCB.DB. Arizona HuHoar Power Proleci (lotmorly Anzona Public Ssrv.te 
18I-0I397.DBK/A. 88/10/10. Document Conirol Branch (DocurnenI Coriro' ( 
2pp. 47361.047. 47351;04a. 

8810270432 Responris IQ Generic Ltr 88-11, "Rad-'eilon Embntilomenl ol R' 
Vassal Malls." Evaluation of reacloi vassal mails, por Reg Guide l.99,F 
underway.Prossure/tomp curves will bo revised. 

SORENSEN.GC. Washington Public Power Supply System Q02'88-2I7. 88/1 
DocumenI Coniro) Branch (Documani Control Desk) tp. 4738l’312’4736i:}i2. 

8811010533 Forwards llsi of Reg Gudo 1.97 variables A summery ol currant lo 
guBliltcstion lor attidetit monitorino inaltumohlation. 

STEiNHARDT.C.R. Wisconsin Public Service Corp NRC-88-139. 68/10/24, Oo<i 
CoMioi Brsnth tOocumont Control Desk). 33pp 4740V.100-4740Vt32. 

881IOIO549 Forwards "Simulaiion Paciiity Cortilicaiion" for plant framing simiai 
I0CFR55 A Reg Guide 1.149, "Nuclear Power Plant Simulation Feciiilies loi I 
Operator License Exams." 

HAIRSTON.W.O. Georgia Power Co. NOT.01547. 88/10/25. DocumenI C 
Branch (Oocumenl Control Desk). 2pp. 47462:152-47463.060. 

8011020281 Responds to NRC 800623 Mr to violallons nolod in Insp Rapt 50-31 
27 Correcuva aciions.plant Procedure 4.12.4 5, Ooslgn flaais AUr Fa'ioui." rev;: 
better define when A now fillers shou'd be replaced. 

SORENSEN.Q.C. Wastiingion Public Power Supply System. 002-89-220. 83/i 
Oocumenl Controf Branch (Document Conirol Desk). 2pp 47414:180 47414:189. 

8811030018 Forwards Insp Repl 50-395/66-21 on 8606l6-23.No vioiel'ons cr 
aliens Idonittled 

HERDT,A.R. Region 2. Ofc ol the Director- 86/10/26. BRADHAM.O S So-Jlh & 
EfOClric A Gas cfo. 2pp 47427:170-47427:191 

-8011030021 Insp Repl 50-395/06-21 on 8809tg'?2.No violaUons or dev 
nofed. Major areas inspooted licenses conformance lo Reg Guide 1 97. "/nsirur 
tfon for Lfghl-Water-Cooled Nuclear Power Plants 10 Assoss Plant A Environs. . 
HUNT.M.O.. CONLON.T.E. Region 2. Ofc of the Director. 88/10/24. 12pp- 4742 
47427:191. 

8811030263 Submits roview of 1986 annual technical evaluation of embarkmet 
fotmatice fot PatWinder Mines Coip.Technical evaluation, which reviewed d 
monihly tailings Impoundment Insp repts.conducied per Reg Quids 3.1 1. 1. 
HEYER.R S . PETTENGILL.H.J. UranWi Recovery risltl OIC. R4. 60/10/25. Ui 
Recovery Field Olo, R4. 4pp. 4/439.303 47439.306 

8811030350 Forwards Insp Repl 50-400/80-29 on 600829-0902 A notice of dei 
HERDT.A.R. Region 2. Ole ot the Director. 88/10/25. UTLEY.6E. Carol.naPc 
Light Co 2pp. 47424:296-47424:316. 


NONDOCKETED ITEMS 303 


-8611030356 Insp Ropt 50-400/68-29 on 860029 0902 Onv-aiK}n noted Maioi areas 
inspociccfconformar.ee to Rog Guicte 1 97, “Insitumoniaiiori lor Ugni-Waior-Cooled 
Nuclear Power Flams lo Assess Plem & Environs Conditions During . Accident " 
RUFFAB, CO.NLONT.E Region 2. Ofc Ol the Director GL'e2-33 Q6/t07l8 16pp 
47424 209 47<)24 316 

8611040001 Forwards technical oxam of lai'mgs embankmant.pur roquiremonis ol Rag 
Gu'de3 11.1. 

HOPKINS.R J. Pathfinder Minos Cnrp 68/09/23 HEYER.R Uranium Rocovory Field 
Ofc, R4 10pp. 47445.190-47445 207. 

8611070122 Advises tiiat no change requ'rnd lor analysis ol record for pressure lemp 
Tech Spec lim.ts per Genoric Lir 60-11 re Rog Guide i 99. 

BURSKI.R.F. Louisiana Power & Light Co W3PQB-1980. 80/11/01. Oocumeni Control 
Brs'ich (Drocurront Control Desk) 2pp. 47461.1 70-47461:1 71. 

8811070191 Forwards Amends 102 & 98 to Licenses OPR- 19 & OPR-25. lospcckvoiy & 
safety eva'iiatton Amends change Tech Specs to ratlacl Instrumeniaiion oi^comenis 
lor post accident monitoring complotod.par Reg Guido i .07 & NIJREQ'0737. 

S'EGEL.B Proiect Diroctoiaie 111-2. TAG 68720 66/11/03. B1.iSS.ilE Commonwealth 
EdSOnCo 5pp 47461 271-47461-208. 

-8611070218 Amo.nds 102 & 98 to Licenses DPR-IO & UPR-25.cespechvoiy. changing 
Tech Specs le relied instrumeniaiion onhancements for post-accidoni monitoring 
completod.per Reg Guide 1.97 & NUREG-0737,S<inpl 1. 

UULLER.OR. Profecl 0<roclorele II1-2 . BO/ll/03 20pp. 47461 276-47461295 

-8611070217 Salety ovaluat'on supporting Amends 102 & 98 lo Licenses OPR-iO & 
OPR-25.respeciiveiy 

* Oftico of t/ucioar Reactor Regolaiion, Dreclo-' (Rust 6704ti). OL -82-33 80/11/03 
3pp. 47461 296 47461 298. 

8811070226 Requests FR publication of notice ol issuenco of Amonds 102 6 06 to Li- 
censes QPR-19 6 DPR-25.iespeciivcly Amends change Tech Specs to rqiieci insiru- 
meriai on enhancements (or posi-accrdonl moniiotlng comploiod per Reg Guide 1.97. 
SIEGEI .a Project Oireciorale III-2 TAG 6Q720 68/^11/03 NRC • No C5iiiail0d Alhh 
ai'on Given 4pD 47442 059 47442 002 

461 1070239 Responds lo Genetic Ltr 88-11. "NRC Posnion on Rad'dlioii Embtiiiiemoni 
ol Reactor Vessel Mails & impact on Plant Oporai-ons." Rosuits oi evaiuaHoo oi 
impact el Reg Guide i.99.Rev 2 meihodoiogy onci. 

600:<En,JE. Gull States UtiMios Co. R80-29292 06/11/03 Oocumoni Control 
Branch (Oocun'cnt Conirol OesK). 3pp. 47460.010-47460 020 

84111)70364 Responds lo Generic Lit 06- it by provKlmg results Of technical analysis of 
Rag Guide 1 69, Rev 2 & eiiect on plani. Pressure lomp iimiis revised m 1986 using 
d'aii Rov 2 10 rog guide did Fob 1986 Adjusiod rei temp values provided 
STEiNHAflUT.CR. Wisconsin Public Service Corp Gi-86'it. 08/ti/oi. Oecumeni 
Contiol Qreneh (Document Control Desk) 2pp 47444 067-47444.068 

4411060054 Forwards revised Reg Guide t.97 instrumonlation summery lebfOjtor NRC 
650008 reguosi Four changes listod.inciudlng two eddi i mn switches 
WAREMBOURG.OW. Pubne Service Co. ol Co'orado P 88326. 60/11/02. Oocumeni 
Control Brench (Oocumeni Coniroi Oosk). 23pp 47404:086-47404 108 

4411060117 Forwards add! Info ro function 4 use lor post accident morvicclng of mein 
siearr'ine red alien monnors & level of quaiificeiian for variables 025 & 26.pef Suppi 
1 1d NUREQ-0737 & Rog Guide 1.97, Rev 2. 

BRAM,8 B. Consolidated Ed son Co. of Now York. inc. 08/10/26. Oocurnoni Coniroi 
Grs.ich (Oocumoni Ccnlrol Desk) 6pp 47404:251-47404:256 

4611980198 Responds lo Generic Lit 86-11, "NRC Position on Radleuon Embtiiuomor^l 
o' Reactor Vessel Mails & Impact on Plant Operations " Llcortso amend tequesi wi'l 
be subm tied to Incorporate revised preasurc-tomp limits. 

MUSOLF.O Northern Stales Power Co OL-66-11 68/iO/3i. Oocurrtem Control 
Branch (Document Control Desk). 2pp. 47474-151-474^4:152 

4611080220 Provides addi Info re power supplies lor existing neutron meniioring sya per 
Reg Guido I 97 ro posl-accldeni monitoring InsIrumoniQilan Uirl perticipalirto w/BWR 
Owners Group ellort re neutron monitoring 

BLISS.H E. Ckimmonwoailh Edison Co. 86/10/31. MURLEY.T.E. OKico ol Nuclear Ro- 
aclof Regulailon, Director (Post 87041 1). 2pp. 47472 364-47472 355 

6811090009 Confirms dates of 861114-10 lor NHC Rog Guido 1.97 Insp ro posl-acct- 
dent moni'.oring instrumentation List provldod ol areas to be Inspected. 

HARHISON.JJ Region 3, Ole of the Diroclof. 08/11/03. REFO.C. Commonwoallli 
Ed son Co. 2pp. 47602.048-47502.049. 

8811090134 Responds lo Genoric Hr 06-11 re methods dosenbod in Rev 2 to Rog 
Cukfo 1.09 to predict offoci ol neutron radiation on reactor vessel meUsRCPO (or 

E 'anis should behave in nonbnltle manner.Calculelod adjusted ref temp valuos encl. 

ROC2KA,E.J. Connoclicut Yankee Atomic Power Co. GL-06-1t. 86/tt/Ol. Oocu- 
Irani Conirol Branch (Oocumoni Conirol Desk). 7pp. 47484:075-47484:001. 

8611090174 Partial response to FOIA roquosl (or documents. Apps S tnfo avaiiablo In 
PDR.Fcrwafris App T documonis.alao In PDR 

GRiMSLEY.O.H. NRC • No Oolallod Alliliaiion Given. 80/10/07. WEtSS.E.R. Harmon 
4 Weiss 4pp. 47435 146 47437:045 

-6611090196 Diali 3 (0 Rev 3 lo Reg Guide 1.63. "Elecinc Penetration Assemblies in 
Conla nmeni Suuciuies tor Nuclear Power Plant." 

• NRC ■ No Detailed Alliliaiion Given. 65/10/31. 5pp 47436:104-47436:106. 

—8611090233 Rev 2, Draft 4 to RoQ Guido l.lOO.Taak EE 108-5, "Seismic OuaHticsOon 
ol Electrical & Mechanical Equipment for Nuclear Power Plants." 

• NRC - No Detailed Afliliation Given. 86/12/31. I4pp. 47437:026-47437 038. 

8611100112 Provides Info re environ qualllfcatlon ol hoi leg lovcl monlloring ays 
components, per Reg Guide 1.97 & 10CFR50.40. Hot leg levermoniforir^ sys locat^ 
below max Hood level in containment iollowing LOCA. 

SHELTON.O.C. Toledo Ed-'son Co. 1586. 66/10/31. Document Conirol Branch (Oocu- 
menl Conirol Desk). 2pp- 47514:129-47614:130. 

6611140390 Forwards loose pans monitoring sys lept.Repl written to comply w/requiro- 
menis of Reg Guide 1.133. Data acquisition & analysis technique designed to meet de- 
s'led sens tivriy level requfremonls.VV/o encl. 

HUNSANDER.SC. Commonwealth Edison Co. 5208K. 88/11/03. MURLEY,T-E- Olfice 
of Nuclear Reactor Regulation. Directof (Post 070411). ip. 4 7646 251-47646-251. 


6611150001 Provides response to Genoric Lit 66-11. "Radiai-on Embrilt'eineni of Reac- 
tor Vessel Mails " Based on analysis of Reg Gu'de i.99.R6v 2 lo draii Rev 2.reAnaiy- 
sis of RCS heatup & cooldown & m-l gallon sys Sutpolnis unnecessary 
WITHERS.Q.0 Wolf Creek Nuclear Opetaling Carp GL 80-11 08/11/07 Document 
Coni/ot Biarrch (Docun-.ant Control Desk). 3pp 47551:246 47551 240 

6611160366 Discusses Safety Insp 30-03044/68 01 on 6B10I3 & lorwotds notico ol 
vtolaiion Requests conlirmaiiort re technologists given addi Ireir.ifg lor incoming pack- 
age procedures & change ol method lor dose celibtaior constancy checks 
GIF.NN.JF. Reg-on 1, Ole ol the Director 88/11/09 FARRELL, K Holy Redeemer 
Heap Meadowbrook,PA 2pp 47566 324.4756G 327 

6B111805S6 Forwards Y/CAP-lfB7B. "Analysis ol Cspsufo U From Northeast utils Sve 
Co.MiJslono Unit 3 Reactor Vessel Rad'alion Surveillance Program," summannng 
lestvM & posi-irradiailon data from capsulu U w/analya-s of data. 

MROC2KA,EJ. Norihoasi Nuclear Energy Co (subs ol Nonherist Uti'iliesj 
MROC2KA.EJ Northeast Uliiitios DI3069. 66/11/07 Document Control Oranen 
(Oocumoni Control Desk). 2pp. 47S72 329-47573 067 

6611170006 Responds to Generic Lir 00-1 1, "NRC Position on Radiation Embriiilemoni 
ol Reactor Vessol Malls & Impaci ort Plant Operations." uiil proposes no luhhor ac- 
lions lo bo laken to ensure comp'lanco w/rovlsed regulatory guidance in subj ltr. 
CAPSTICK.R.W Vetmom Yankee Nuclear Power Cotp QL-6e ll 66/11/10. Docu- 
ment Conboi ^anch (Document Cortliol Desk) 2pp 47567 167-47567:166 

6611170175 Forwards ne-ulron nvin toting sys quarterly status ropi end.ng 66i00l.por 
Reg Gude 1.97 requirements Ulii working w/GE lo addre.ss coflam licensing s design 
totaled Issues lor wide range rxeutron monitoring 

CESaREJ.G System Energy Rosourcos, Inc AECM 66/03I9. 68/11/08. Document 
Conlrql Branch (DoCurront Control Desk) 5pp 47572 130-47572.134. 

6611160216 Discusses adopt.on ol code cases into focTity Sect on XI ropai' & roplaco- 
moni program Liconsco usorl ASME Code Caso N 416 roqui'ing visual & surface type 
rMAdesuiiciivo lesi In nou ol secondary sys (steam generator) hydrostatic test 
BURSKI.RF Louisiana Power & Light Co W3P6B-ie4i. 08/tt/M Oocumoni Control 
Branch (Document Control Desk). 2pp. 47578.102-47576:193. 

8611180256 Forwards annual diesel generator re’iabi'ily dolo 'Opi.per Tech Spec 
69 1 12 

MAinSTON.w.G Aiebema Power Co 08/11/14, Oocumoni Conirol Branch (Oocu- 
moni Control OosM 3pp 47563 055-47503 057. 

6611210114 Forwards WCAF’-i 1955. "AnoVus 0< Capsulo Z f'om PSE63 Salem Unit 1 
Roacior Vessel Redianon Surveiiienco Program " Lompanson ol lesl lesulia lot sur- 
vetOanco mail w/ ptodici-oris based on Reg Guido 1.69 showe good agrooment. 
LAORUNA.S. PubMc Service Electric & Oes Co. of Now Jorsoy NLR-NeoiSO. 68/11/ 
07. Oocumoni Conirol Branch (Oocumeni Control Oosk). 2pp 47610 249 47610 339 

6811210256 Forwards EGG-NTA-iQB). "Conformance lo Hog Guide l.07:Malno 
Yenkoo" 

SEARS.P.M Project Dirocloreio 1-3. TAC 51103. 66/11/15. RANOAZZA.JO. Maino 
Yankee Atomic Power Co 3pp 47500.104-47500.106. 

-8600160117 EOG-NTA-7063 "Conlormanco lo Reg Ou>dO i.67:Ma'ne Yankee," lech- 
nfcal evaluat on lopi 

UOY.A.C. EG&G Idaho, inc [aubs. ol EG&Q. Inc ). LIDY.A.C. Idaho National Engineer- 
ing Laboteiory. FiN A-64e3. TAC 5ii03 68/06/30 NRC - No Dotaitcd AlH'iation 
Owen 21pp 47590 107-47500:131. 

8811220117 Responds 10 Generic Ltr 08-i I ro tad-aiory embiuilomem ol reactor vossnl 
& roquosl (0 recsiculaio ellecis ol neutron radialion on reactor vessel mails using new 
coaclaUons 6 ligutos In Rev 2 to Reg Gu'da 1.99. 

KAPLAN.A Cleveland Elociric liiumlnating Co. GL-8B-I1 66/11/17. Document Con- 
liol Branch (Documonl Conirol Dosk) lp 47617:103-47617.183 

8011220264 Provides NRC w/updato ro Items resulting from liconsno Rog Guido 1.97 
mod program & DCRDH ollori ai plant Rog gu do commitment lor roacior water level 
clarified Schedule will bo developed (oi aubmTiial ol encl iisi ol Tech Specs 
JOHNSON.IM Commonwealth Edison Co S326K. B8/II/I0 MURLEY.T.E. Office of 
Nuclear Reader Regulation, Di'ocloi (Post 870411). 4pp 47G1 7.077-4761 7.060 

6BII2303B6 Forwards roQuoal lor addi info to conformance lo Reg Guide i 97, "Steam 
Generator WIdo-Rsnge Water Level Insirumoniaiion." 

TOURIGNY.E.G Project Dirociorale 11-2. TAC 64333. 88/11/16. CONWAY ,W.F. Flori 
da Power & Light Co. 3pp. 47631:354-47631:356. 

6611230422 Responds 10 Generic Ltr 66-1 1. "NRC Pos't on on Rod alien Embriiilemoni 
of Reactor Vessel Mails & Impact on rienl Operations." Oetorminailon ol copper con- 
tern ol Weld Mall E80ie through data bank research planned 
LEON/^DJ.D. Long Island lighling Co. GL-66-tl. 08/tt/1B Oocumoni Control 
Brandi (Oocumeni Control Desk). 4pp. 47631 '325-4763 1:326. 

8611290360 Responds to Generic Lir 86-11. "NRC Position on Radiation Embrittlement 
o( Reactor Vessel Mat’s £ impaci on Plant Operations." Submittal dates for Tech 
Speo emends & results ol fracture toughness analyses lor plants stated. 
GALLAQHBR,J W. Phi'oddphla Eleclrfc Co. 68/11/23. MURLEY.T. Office of Nuclear 
Reactor Regulation, Diiocior (Posi 07041 1). 3pp. 47665:276-47665:322. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8610260486 Notilicallon of CRGR Mooting 146 on 661027 In Beihosda.MD lo continue 
review of proposed generic Hr on SPOS Implementation begun al Moot.ng 148 & 
review pressed final ravs to SRP Sections 6.5 2.6 6 4 & 6 5.5 Agenda statod. 
JWOAN.E.L. Commliloo to Review Generic Requiromenia 66/10/20. 

BERNERO.R.M. Office ol Nuclear M.aional Safely & Saloguards.Oireclor. 
G0L08ERQ.J.R. Office of ihe General Counsel. PAPERIELLO.C J. RoQ'en 3, Ole ol 
the Oireclof. 2pp 47323 266-47323 269. 

6610260466 Notification ol CRGR Mooting 149 on 861027 in BothosdQ.MO. Agenda 
lisied 

JOflDAN.E.l. Cemmiloe fo Review Generic Heqc-fre/noftls- 08yt0/$0 

BEflNERO.n.M. Office ol Nuclear Material Safety & Saleguaids. Director. 2pp. 
4733e:316-4733g:317. 



304 NONDOCKETED ITEMS 


-M tO:WiM Por-arj, - Ora'i c> SER po OOE mod.'ar HTG« concepo.*! deSg" 'or 
4’jj53l3 

rrO'.EiC Pr.v^t Crecforaie 13 68/10/13 WNAS.GC Ass-slani O-eclof lor 
I! BeaciC'fJ 13pp 47367 ?9M7367 309 

M10310<MJ o» eeiocs rw.ng w/NUMARC STS imp^vement Cooitf-ftaJ-on 

G:5cptep<o9r«scf wort. c« Tech Spws tmpioveTiefii p'M/em 

euT6>£R^ TKT.ft<4! SMC*’<4'Xtrs eranch 88/10/13. ROSSI.CE Ov-Sion o 

Ope'4‘or.4l E.efis As»«4rt%ert (Post 8704 II). 9pp 47373 160-47373 168 

Mt 1010506 Sj5rt---s I.SICI addi ip'o 10 be obtained Itom 3M,.nckK^ o1 «^e- 

turr^ devtfea used m foodbevefase.coi.'neiic, (x pha/m applications & devices w/ 
aip-ied leases irioie<jwe<3r®la’e»t7-an 881031. e , ^ o r^i* AR/m/oi 

MllSpvl Medica) Academ>c 8 Coinmcreial Use Satiety Biancft 88/10/21 
MAli.En,6 Re9ion 3 Oc Of Ifte Oveciof ?pp 47322 076-47322 037 

U 1 1020029 Fofwa/di nu.T*nca) Is^ng & documents la 3M Co siaiic ^-nvinaiois 
(Hev^ G/jup 3W) Documents will bo placed m PDR Oocomfenls eovw 8W Ihiough 
852 r-oc-Wn-awn Qt T'fSl list focwardedl _ „ 

BEVERIDGE G 0t‘4e O' Nuciea/ Waienal Satcty 8 Safeouaids.Oneciof 08/10/24 
LANHAMO NRC • No O etiied Alfii-avon Gfven ip 47491.206-47492336. 


-8811020032 inde< of enet documents le 3M Co SiatiC elimmaiO'S 
• fiBC • Ho Oeu-ieo A‘ta.au.n Given 08/09/29 3pp 47491 207-47491 261. 

-8805240198 Gracis pei.miSMo to eonvnue use of 3M state ©•im.naiws. Models 902 8 
908 pei 680513 tequeslUse -voK be tecognued undet Ucen&e 42-23530 -OiaF 4 use 
ol devices onN to/ purposes essential lo wakpiace safety 

F.'SHER.wi Reg^n 4, Ofc of me Duecio/ 66589 68/05/18 A.y Force. Oopi ol.fia- 
dwi so tope Comm tp 47491 262-47491 284 

-6808020089 Requests e<ien$ion ol deaOl ne for 3-M riuclea' 5iet>c (4irri>naHMS.pef 
8805^ leXort Informs that J Cure has been onsiie lo perform alpha pariicio 
tests Analyse enej 

SEHSEHEY.BA OSoWr.anCorp SS593 M/OS/09 POrtER.O Region 2. OfC Of the 
Orecior ?pp 47491 290 47491 29t 

-4806020179 ConFfm.a 680500 telcon request for time extension to 860731 tor use Of 
9M devices Rachase order enciCcope/abon & help m grenbng bme e>ien$ion 
requested iTv/o devices, unacceptable reiecis of engravinds will be incurred 
LEAThEURE Southern Gravure Secwce. Inc SESEi 88/05/10 ROITEfl.J Region 
2. Ofc of me Director 3pp 47491 28S-4 7491 286 

-8806200182 fofwuii Sefeiy Insp Repi 30-04971/86-02 On 660427-297(0 viofeborrs 
noted 

NOREllUSCE Region 3. Ofc ol m« Oxeciot. SE807. 66/08/16 JACOOSON.AF. 
Mmnesoia. Mining 6 Manufacturing Co . 3M 1^. ip 47491.306-4749l.3t3. 

-6608200164 fnsp Rapt 30-04971/88-02 on 660427-29NO viotattons Mied Ma|0( 
areu nseecfedsiaK eOrrunaiar general license distnouiion prog/arn lo review L-cens- 
ee actons m response to NRC orders issued m Jan 8 Feb I988. 

LTNOfjL RegKxr 9. OfC of the Orecior SE607. 66/06/1$ 7pp 47491307- 
474313)3 

-68062964S2 Confirr>Mtory Action l 6 Riii-CAL- 88‘016 ro Suspended diSbiOulion of 
Model 703 staac meters i 3M medical sources containing Cs-O? per 680617 
leicon Recall at tfstnbuted products unneccssaiy. 

OAVISA8 Region 3, Ofc of the Director Rlli-CAL-Sfl-ie. 88/06/21 WISSINKJ9G 
Minnesota, Mmmg 6 Manulacrunng Co . 3M Co Ip 47491 323 4 7491-323 

-8807210123 Forvuards tai Ol Individuals participating ir> team insp at 3M fecihhes dutina 
vA of 680601 -0$ Recpids 10 be review^ also end 

lASUh.SR Region 3. Ofc of the Direclor. 88/07/12 wiSSiNK.n.G Mmnesoie 
Mirsng 8 Manufacturing Co . 3M Co Spp 47492068-47492080 

-8806030066 Insp Repf 99990003/86 69 on 880523-24 Conlarnmaiion present on 3M 
dKAowaprry oqmpmeni 

3, Ofc of the Orecior. S£657 66/05/24 Spp. 47492092- 


-68080M261 Discusses Insp flept 99990001/8889 orr 880523-25Nt> viofelion 
noted Film processing eowpmenl conUmmaied w/ tedioeciive rtiails Comraclor wAi ol- 
teow 10 decorvlansnaie fabhiy . 

^TEJR Re^ 1 t^c of the Dvecia SE656 88/08/01 LAUMElSTERB CTC 
FTiOlo Factory 2pp 47492 090-47492 091. 

OyA'Jer'y^'epi re Irarislers ol state eliminators wt« oe with 
held trom pubbe disclosure (ref 10CFH2 790(b)) 

u”. E<^ ^rwnission SE563. 72/02/21 KUNX.RJ Nbnnesoia 

Mmng 6 Manufacturing Co . 3M Co ip 47482 105-47492 1 10 

mod(^ Licenses 22-00057-00 & 22 00057- 
^ customers in hxid. beverage, pharm & cosmetic hufus- 

fl sire * relumed 

Manulaciunne Co. 3M Co S6664 88/03/03 
iMivibAB Regions. Ole the Director Spp 47491 211-47491 2(6 

Ijcenses 22-00057 06 i 2200057- 
0®nera) iKsnsees notified to suspend use ol 3M brand nudear 

D^LAB Co S6S65 68/03/17 

UAVB»Ao. Region a. Ofc ol ihe Dvsctoi. lOpp 47491 21647491 225 

"00^*S*a ^7 /®P' P* M0218 order modifying Licenses 22- 

W^K Rft e'"i»ha,ofS not teiurned 10 3M Co 


DAV1S.AD. Region 3, Ofc o, ItioDl.oClor If) 47401 227-47401 *,2/ 

ftftiin30072 Advisos mal wonrlot 'n piocoss of coHocting tl.iiA (ci opocy oS'/U-ijm 
fov;ow ol .lain by NRC of „nl f-Hio p.nco ai rerde 

iMatr ^/snfaiiia /imfirifilnfV & l)USin0S8 Iri^O 

WISSINX.FI.O. liA-niiosom. Ur>lny 6. ®«'-o/7 

0AVIS.A8 floglon 3, Ofc Of iJio D'rocior. Ip. 47401:220-4/401. 2?d 

-881 1020078 Fotv/ftrds iDl'owup «>6 'O cuslomors who liovo nol yol ruUmeJ OM sa'^ 

e-Vninaiors.lneiruclioriB lo SI0I1C nnniyals Also onef. r-r- cctr-n tRir/t -. 

VVlSSfNK.nG. Minnosola. Mining & oon 

OAV1S.AB. Rogion 3.01c ol ftuJ D.focior /pp 47401220-47401241 

-8611020090 Summarizes Slalo of NV olloHs ro OM 6»h»'c 
sorvo-rs rwlicaio iliat alt contantlnal'Oii romovood by OM corisirllatii Fa owjp io«. 
ofiona surveys rndicain Ihfll all rlovlcos in Smio of NV rouirnod to 3M Co. 
MA^HALL.SR. Nowada, Slftlo of SEfi74. 60/W/12 NUSSOAUWen.Q AsSHUMOi. 
recfor lor Staio Agroomenls Proaram 2pp. 4740t:242-4740i 2-iJ 

-8811020095 Forwards su/nmniy daia on oflon oxpondotl on 3M eiaifc obT.-u'.jr 
o/odfomTabfo shows ifevico Inuonlory ol ponorni llconsoos.biokon down by .,pocl 

IndirsirvilolsInuinborofDapH floviComoc/nlposBOSSotl 

F0CKEYJ.E. Rhode Is'snd. Slain of SC575. (UJ/05/iO. MCORATil.jn Rogion i.Ci; 
of fheOirecior 2pp 47491:244-4 7401 245 

-8611020,01 Requests oxcopliois (tom otdot 10 uso of 3M bronj stale c rriratjis 
which use Po-2,0 as Ionizing aganl.Dutr lo naiuro ol buginoss oporni on (flc/osoipan 
pioOucfs) oiminfliion of siaiic bt/i1Gup viini No occopiablo jep'atomonia loynd 
CRAOOOCKJC Piasii-koio Co.. Inc SB670. 00/05/09 OIUco of NjCoar Melon 
Saloty & Safeguaids.Oirocior Ip *17401240 47401240 

-6811020107 Appeals NFIC recall ol 3M Umnd sinife olimoniprs conlolr'nn Pci2i0ar 
ior^zers & susponsion of oonorol flconsos lor uso ol olimlnalotB Uso ol 3M iraiKli^-- 
deal sialic cllrrunaioia ossonilpl 10 pnsiino prosoniotlon ol oxtvWls. 
ftAveNEi.CF. Smilbsonien insfitullon SE677, 00/05/11. Olhco ol Njc'oar Maiarji 
Safety A SalOfluards.DiroclOf, 2pp. 47491:247.47401:240. 

-8611020114 Advises that since 000210 noi'licnlien 10 rolum 3M binnd siiic 
ekmiriaiors, vendor pursued viablo oiiomalivo 10 otjuipmoni Min cyCJO cflni>o' con'Ao 
vr/o uso of stel'C eiiiTiifiaiots.RoqUOsis 3-monil\ oxions'on lo NRC cliroci've. 
flOCLENSA.O. Thloiica, Inc- SE&70. 00/06/05 OfliCO pl Nudoor MaiOfifli Sfl'oiyi 
SeleguardS-CNrector ip. 4749l:2*lO-4740)i24D. 

-66,1020,31 Advisos iiial vendor prosomiy has Iwo critical programs advoreoly el'Ki- 
ed by NRC recs)) p) 3M nuclear oli ionizing dovicos Exionsipn pf toluio ilole ler ir 

remaining static oi'minatpis uniil 000730 roqiiosiod. . .. 

ieAK.OS. AliiOd-SignaJ Corp. SEftFO. 00/05/00. LA MASTRA.M NRC • NO OOlOiN 
AHSiSben Givon. 2pp 4749l:250-'l7*101;26t. 

-6611020137 Record Ol loicon w/D WioJonian (Roglen Hi) on 000002 ro slsius ol 
lOlutn of 3M static oi.mi(\sior6.0l dov'cos iotuinod,07% sliowOil no (CroovaM 
acln/ify As of 080602. 78 34^ 0, (Jovicos rolurnod lo 3M Co. 

VACCA.R. NRC • No DolSilOd AlliHoiion Given. 51)680. 80/00/02. Ip riTiigiK!- 
47491:252 


-8811020146 Responds 10 8fiO&1B toquoal to COnlinug uSb Oi 3»A S.W 
eOmineiors.SirKO plant Ipcalecl in AQroomont SlalO.foquOSl lorwordotf 10 1.eiOd StaiOOi 
NY address lor response 

MfUER.V.L, Medical, Academic S Cormriotctoi Uso Saloly Bianch S£50i. CO/CWifli- 
ENGuANO.B C. H.W. Anderson ProtJiicla. Inc. ip. 47401.253-47401:253. 

-661,020163 Reouesis oxiorisioh vinlil C8061Q lo folurn 3M bioPd slRi'C o''m‘n>V0fS w 
vcndot.Ordei placed for repiBcanioni of olnTHnaiors w/IO lo lE-wook de'^ory 
quoied in Interim, siaiic-lreo environ Irripointiva to mig medical dovicos 
ENGLANO.0.C H.W Andaison Products. Inc. SE5Q1. 80/05/18 Odico ol NJC'oai 
Materiel Seleiy & Seteguards.Diroctor. 2pp 47401:254-47401:265. 

-68II02O159 Requests that vendor sond notification to gonoiQl liconsoos Slili In pot 
ses^on ol 3M Po-2l0 static elirnlnalore ro cpnimuod uso & doiayocf rolurn o' 
device.Fpod.bavaraDa & cosmetic intluslry not covoiod by oxionsion of ioium Oils 
THOMPSON.H U. Office of Nuclear Moiorinl Saloiy & Safoouards.Oiroclor. SE503. 88' 
06/06. WISSINK.R.G. Minnesota, Mining & Manufacturing Co. 3M Co. Spp 
4749,;a56-474e,.25e 


-6811020178 Forwards Stats of CA status ropi outlining oHorls following noMiCAipnoi 
failure ol 3M genoraliy-liconsed static cllminolors.Rocommoods Hwi Nall Oevlea Rog- 
istry sys bo developed to aid siaiaa in handling problem. 

8UNN.OE. Camornia, Stale ol. SE605. 68/05/20 LUBENAU.J.O Assisiani OUcclCH 
for Slalo Agroamonts Program 2pp. *17401 250-47401:268 

-^6tt030256 LI5IB Stale of 7N eiiorts lo respond 10 3M Po-210 siaiic elimmaio' 
problom.OI 497 devices surveyed,?*, found leaking from field road.ng cfoiociabie 
above background. 

weST.CP. Tennessee, Slaie oi. SE566. 68/05/05. WOODRUFF, RL. Roglon 2. Otc 
01 Ihe Oirocior. 13pp 47491:269-4 7 4 0 1 28l 


-6811020256 Submils info re Stale o, FL field (twosligalion of 3M Po-2lO«tatfc oLmlns- 
S? SJObiem.Of 1 42 facilities surveyed, 1 1 sites found w/some contamlnailon Slaie 6 
3M Co loimd 51 leaking devices lo dale 

NASH.J.O. Florida, Slalo of. 86587. ea/05/i1. WOOORUFF.R. Region 2. Ofc of ihe 
Ovoclor. 2pp. 47491:270 47491:271. 

-6611020281 Responds to 880304 reqi/esi to withhold BNWL rept. '’Pralimine/y Analyt- 
calRe6ult5.Aniislalic Devices Po-2,0 Release Moasuremenl8,''(rel 10CFR2-/90J-A(ldl 
*JSUt*ca«on reqiwed wilhin 30 days or f opl will bo released 

OAVlS> B. Region 3. Ofc of ihe O/roctor. se692- 88/96/03 WISSINK B Q M-imeso- 
ia. Mining A Manulacluring Co.. 3M Co, 2pp. 474Ol-2e7-4749l;2e0 


-Utl020262 Forwards BNWL preliminary analyiical results did 660225 8 application 
lot wilhtiolding results trom public disclosure W/o ends 

WJ^INK^.G Minnesota. Mining & Manulactuting Co., 'JM Co. 56592 88/03/04 
DAVIS.AB. Region 3. Ofc of the Director, ip 4749? 289-47491:289 
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-8^1 1020265 Recoid Of lolcon w/L Bo'lirg on Q8060G artvis^ng thai all laciM«s m Slate 
0' IL rc'oasad for unrestncied use. 

’ ^nc • No Ooia'led Alli'iaion Given SRSOS 0B/0(i/C8 lp a74dl 292-4740l;296 

-881102027 1 Adu.sos Dial continued use Ol 3M slaliC Ol rnmalois (Model 315) tty Atnen- 
can Western Corp lor aUdi QO days.accepiable. Extension to 8B09C6 
lecom'nendcdArtic.'e trom Minneapols 5lar Tribune did 6GC60t re tan ol ionizers 
end 

SHROEF A P. Food & Uruu Administration SE693. 08/06/ IQ MAGLHA.J. Hegon 3. 
Olsol the Director 2pp. 47491 297-47491 208 

-8911020290 Pocord Ol lelccin lo insps of liconsoos in Stales ot CT.MA. Nj.PA & DC 
‘or Sialic dim naior conlaminailon 

TAYLOn.M Regon 1, Ole ol Dio Di'ecior SEb02. 88/06/01. 4pp 47491;299- 
47491-.202. 

*-8811020297 Forwards list ol lossons leamed Irom 3M aietic elmrkaio’ device 
events Ropi intended lo idoniily aioas lor impiovemeni not to suqqusi lu 
CUNNINGHAM, n E. Division ol Industrial & Modical Nuclear Saloty (Posi 870729). 
SE604 88/08/09 Region t. Ole ol the Oirccto- STOHR.J P Rogort 2. Olc ol Iho 
Oiieclo/- NORELIUS.C.E. flogon 3, Olc ol the Director. 3pp 47491 383 47401.305. 

*■6911020299 Forwards 860624 memo to regons ptovidirtu addi guklanco on granting 
iSTjjoraiy conttnued use of 3M Po 2in slalic olmmalion dewicea 
THoMPSON.H.L Olf'ce ol Nuclear Maienal Safety & Saienuards.Dtocioi. SE603 68/ 
06/24 DENlON.H. Office ol Covorrtmonial & Pubic Allaita (Post 870413). lp. 
47401.314-47491 314. 

••8811020302 Provides adal guidance on granting lompoiary coniinuod use ol 3M Po- 
210 sialic elim nation dov.cGsQeiieroi licensoes using 3M Po-2tO dovtcea iri pioduc- 
ton & packagi.'ig should consult FDA 

THOMPSON>l L. Office of Nuclear Material Solely 8 Safaguaids.Dnocior SE609 08/ 
06/24. RUSSELL, W.T. Region I. Olc of Dio Orocior CRACE.JN Region 2. Olc ol 
the Direcloi. OAVIS,A.B. Region 3, Olc ol iho Director. 8pp 47491:315-47401 322 

-9911020306 Forwards results of sun/oy of 3M setios static oiimr\ai:on dovicos In 
Agreerr.ent States Total of 2,306 lacilHics coniainod 900 sonos dov.cca 
hDsS8AUMER,D A. Assislani Uiroctor (or Stale Agreements Program S£0i6. 88/02/ 
29 All alion Not Assigned Spp. 47491:324-47491 328 

-9811028308 S'ufimis siie-by-S'.te siaius ropt of loc-'ilios in Agcoomoni Staiea w/3M 
critical devices Status repls lor 3M static otiminalor la.iu-es lor wks of 880630 & 0707 
end. 

NUSSBAUMEH.OA Assistant 0<reCI0r lor Stale Auroemenis Program. SESIO- 68/07/ 
OS. MILlER.v. Marjical, Academic S Commercial Cfeo Safety Branch 8pp. 47491 329- 
47491:336 

-8811030313 Forwards cover page ol 3M O8O615 30dav replRopi provides 
eiphabalicel, stale hsllng & reprosoms all siaiic eliminators not roiurncd t» cusiomoia 
as 01 880613 

MALLETT.8S Region 3, Olc Ol tho Oiroeior SE823 00/06/30 MILLER-V.l Mod-cal. 
Aeederr.iC i Commaicial Use Safety Branch. NUSSQAUMER.DA Assisiani Orocior 
lor Slate Agiaemenis Program. SENSENGy.R S International Programs, ip. 
47491 337-47491 337. 

-681 1020316 Cover Hr ol fourth 30-day cepi listing names, oddrossos 6 lo'-ephono rrjm- 
be/s ol SM brand static eiim naior customer who have noi returnod dovicos as ol 
680613. 

WlSSINK.RG. Minnesota, Mining & Manulaciunne Co.. 3M Co. SE623. 88/08/15 
0AVlS,A.8. Region 3. Ole of ihe O.recior. 2pp 4749l.33e-4740t.33i) 

-8911020318 Forwards 3M dPvcces/iaci'ii.es Survey ropts lor Siaio ol NM. Eirncon- 
jchnson S Johnson,Mi880uri Research Labs & Spanon Technotogy.irK wore only la- 
cilidoa in Slate ol NM hev.ng levels above NRC duideiinos lor surToco coniamnabon. 
WSCHSLER.n. Now Moxlcd. State Of. SE624. 88/06/30 NUSSSAUMER.O.A Asstsl- 
eni Director for State Agreements Program. 2pp. 4/491:340-47401 341. 

-6911020320 Summarizes lefcon w/3M loprosoniaiives on 080712 re 3M update To 
date.OS 67% of devices in cnt'cal industry returned to 3M 

WIEOEMAN,0 Region 3. Olc of the Oireclor SEe25 QQ/07/12 LONG.J OHico of 
Nuclear Maienal Safely & Safoguards.Oirecior. lp. 47491.342-47491 344 

-8811020321 Region IV status rept on 3M static elimination devices 
• Region 4. Oic of tho Director. SE627. 88/08/23. 3pp 47491:345-47401 347. 

-‘8811020323 Porwsrds ccmpleie No ol Region 1 eciwilies resulting from Po'2i0 con- 
lamlnallon ol facilities from .1M static elimineiors.W/o oncl. 

WHITE.JFI. Region t. Olc ol the Oireclor SE630 08/07/15 LONOU CTporaimns 
Branch, lp. 47491.346 47491:348 

—8811020337 Paper oniiilcd, "Propert-es & Uses ol Unique Coranvc Catner lor nadHji- 
eolopes." presented at Oak Ridge isotope Conference in Gallmburg.TN on 630402 
LAHR,TN, RYAN.J P. MinnesolB, M/i.ng & Manglaciuring Co. 3M Co Sl;63l 63/ 
04/02. tOpp. 47491:349-47491:356 

-8811020336 Forwards documents re 3M in response 10 FOIA request. Region II consid- 
ers documents provided to be reioeseable in entirety W/q end 
LANKfOBD.J. Region 2, Olc of Ihe D.reclor. SE633 88/07/18. lONO.J. Opo»8l*oo8 
Branch- lp. 47491:369 47491:359. 

—8611020339 Forwards records re 3M pend-ng in Region III per 880708 momo.W/o 
encl. 

ROY.G.W. Region 3. Olc of ihe Ouecior. SE634. 88/07/ 10. LONG.J. Olhco ol Nuclear 
Maicii&i Safety & Saleguaids.Directoi. 3pp 47491:360-47492:001. 

—6811020346 Responds lo L Robinson 860708 request re ponding FOIA roquesls on 
3M Forwards copies of all pertinenl documents In Ofc of Public ADatrs ftles.W/o encl. 
INGRAM. F. Public Allsirs. SE637. 86/07/20. LONG.j. Office of Nucloar Maienal 
Salely & Saleguartls, Oireclor. 4pp, 47492 002-47402 010. 

-8811020349 Forwards, for concurrence & issuance, draft order modifying 3M bcense lo 
provide device failure reporting to 3M generally-licensed device users & NRC.Orall for- 
warding 111 also end. 

OAVlS.A.e Region 3. Olc of me Director. SE640 88/02/09 BERNERO-RM-Olliceol 
Nuclear Material Salely & SaleguarOs.Direcior. 58pp 47492.011-47492087. 


-9811020379 Responds to 860620 FOIA Request 420 ru NRC recall of 3M Po'2i0 
slale o'jmztaiois. Forwards NRC 660206 news release, 8802 1 7 iir to FDA & Us' 19B0 
rad ofr^alhoa'ih bulletin W/o encl. 

LAMAsiRAAl A Medical. Acadom'c & Commercial Use Saloiy Branch SL654 68/ 
OB/04 W/U.TON.C. AflnSliOn Not Ass gned 2pp. 47492 001-47492 002 

-8811020393 Adv-ses Dial author usrid two 3M Lrancf Po-f06 ai' lonraron pnntr.g 
presses lor Over 3 yre Rogucsts info o.'i rocaii of devices, type of invostigalijn iaki.''g 
place & pos^blo hoaim ellecis lo use-s of ionizers 

WATSON.C. Afli'isiion Not Assigned. SE6S4 6B/00/20 Office Of Nucloa* Maienal 
Safety & Safeguards, Director, ip. -17492 063-47492.083 

-0811020390 Press release announcing that NRC issued order to 3M cont-rming 3M 
decision 10 w,lhilraw (torn use series of sialic ofiminators wh ch contain rod oacii-vo 
polonkim O/dor follows doteclion of conisin nation in some lac'i-i'es w/dovices 

• Office of Governmonlal & Public Aftsus (Post 670413). SEC54 80/02/C6. 2pp 
47492084-47402 089 

-8811020396 Forwards comments received from Agreement States on lessons teamed 
Irom 3M ir\cidenl 

NUSS0AUMER.O A Assistant D.ruclor lor Siam Agreements Program SE658. 80/08/ 
05 CUNNiNGHAM.n E D.vislon of Industrial & Med cal Nudoai Salely (Post 670729) 
Ip 47492:100-4/492 100 

—8811020403 Responds to 060809 request lor cerrmonis on lessons teamed fiom 3M 
Po-210 incldont Supports sbonor leak lest inionra' to reclucu 
accounfah My.contam nation & mamt prob'oms 

UACKER.O.K. Toxas. Slato of SE65g 86/07/27. NU5SBAUMER.D.A Siaie. Local & 
Indian Tribe prisgiams 2pp 47492 101-47492 102 

-88II02040S Responds to 600030 memo re tussores learned from 3M Po2i0 
/ncidenOM advJsory (M not seam lotcelui oncugfi 10 o'ic t time'y response horn a" 
general liconseos 

MARSHALLS R. Nevada. State of SE660 86/07/21. NUSSBAUML'R.D. Slaio, Local 
8 irufian Tiibo Programs 2pp 47492 103 47492:104 

-8611030036 Responds 10 660608 merro (squusi'ng comments on lessons teamed 
Irom PO'2i0 stale oimlnaioi mcidoniln addikon to rogu'alorv 
aasassmenUcchn-cal.haalih, salely & legal assossmonls stmuid bo performed & guide- 
Imea issiiod by NRC 

NASll.JO. Fioildn. Siaio of 5E6S1. 60/07/26 NUSSBAUMER.DA Assistant Oi-ecior 
lor Stale, local & Indian Relations 4pp 47491210-47491:210. 

-8811030044 Commonig on lessons learned & overa-t raguiaipry essussmani 01 3m Po- 
210 fncidaniConsidoraiipn shpu'd bo given to osiab’ishing coniroi coniect instead ol 
(aquving aisles to comaci aovoipi fodoisi agonciua 

OfCUS.O 3. Arkansas, Stole of. 5E602 86707/20 NUSSBAUMER.O.A Aasistanl 01 
lector lor Slate, local & indisn nelal’ona. 2pp 47492-1 1 1-47402 1 12 

--6811030053 Rosponds to roquosi for Info rp lossons loarned 8 ovorail raguletO'y aS' 
sosamoni (or 3M Po-2i0 Incident info oxcbsnga bolwoon NRC & Agioemoni States 
■od 10 rapid assossmem & control of incidoni. 

jONESieW. Utah. SiSiaof SE663 00/07/20. NUSSBAUMEH.O A. Assislani Dnoctor 
lor Stale. Local & Indian neiat.pna ip 47492 113-47492.113. 

-881 1030059 Responds to 680630 ID is 3M PO'210 ihcidonl.lncnioni il usiraios ncud lo 
raovaiuaio appiopiiaianoss of many gonerai licenses 

ALORiCH.n NewYoik, SiDlOOf SEl64.ee/07/25 NUSSBAUMER.DA. Aag.stanl Du 
rector for SielO. local 8 ind’an Roloiions ip 47492 I14 47402.114. 

-8811030083 Responds lo rvquesi lor commonts om 3M PO'2i0 static oliminator 
incidoni Siaio beiiovas NRC too la< in iss-jlng gonurei iicensos & consldoiation should 
bo givori lo comp’oioiy levising critoiiQ lot genoiel iiconsos 
llOKEl.BW. Iowa. Siaio ol. 5E665. 88/07/28. NUSSBAUMER.DA Ass.sianl Dirocior 
lO' Siaie. local 8 Indian Rolaiions. ip 47492.l15-474D2.n5. 

-6811030069 Commoms on lessona learned to 3M static olimmaioi l^cldOl^lNRC of 
/Lgceomoni Siaip sbou'd develop moro stringent criteria lot device opprovalGuidnimcs 
shoo'd bo established to aid siaios m oveiuai ng incidents 

SHEALY.H G South Csicl.na, Stale of. SE686. 80/Q7/27. NUSSBAUMER.D A Assist- 
ent Oireclor lot State, Local 8 Indian Rolaiions 2pp 47492:116-47492 117 

-8811030072 Responds to 860830 roquosi lot commonts on lessons teamed 8 ovora'-l 
ragtrialory aasoasmen) ol 3M Pp-2I0 nckJoni Use of general irconaes should be se- 
verely limiiod 8 laiQOi sources should be brought undoi specific i.eenso. 

FRAZEE.T.C. Washington, Slato ot. SE6C7. 68/07/25 NUSSBAUMER.D A. Ass-slant 
Oveclor lor Stale, Local 8 Ind an Rotations. 3pp. 47492.1 18-47402:120. 

-8611030077 Forwards Slate el IL repi on 3M sialic o'lm nator mc.doni in slate ir'cideni 
I'lualteios ^porianco ot careful reg-jiaipry oversight of boih distribution ot dov.cos to 
generally Mconsod recipients 8 ertd users. 

CASHjn. flinois, Stale of SE068. 88/07/20 NUSSBAUMER.DA. AsS'Stom Director 
tor Stale. Local & ind-en Relations 2pp 47492.121-47402:122 

—8811030060 "Invesligaiion ol Radioactive Contamination from Faulty Static Ei m nation 
O^cos in Illinois." 

* IlinoiS. Slate ol. SE66B. 88/07/31. 23pp. 47492 123-47402 145. 

-8811030064 Rosponds to 860600 8 30 tequosis lor rogii'atory assessment ol 3M 
Inddent.Contecl person provided on NRC lisle was genera, ty procuromeni person & 
knew noihma about radianon proloct on 

TGOFOnO.&F. Arizona. Stale ol. SE669 68/07/29 NUSSBAUMER.DA Ass'siantOi- 
foctor lor Slate, Local 8 Indian Rolaiions 4pp 47492 146-47492 149. 

-8011030089 Submits into re Slate 01 AZ involvement in Po-210 incident. Approx 1,200 
devices inspectad. Motorola, Rogers Corp & Ganoii Fluid Sys roquosiod permission to 
conVmie use ol eliminelois. 

TEOFORO.CF. Arizona. State of. 5E669. 88/04/29. GOLLING.L Assistant Diocioi 
lor Slate. Local 8 Ind.an Relations 2pp 47492.150-47492 I5t. 

-8611030093 Provides updated into re 3M devicosOl dovicus m lood. 
bevoraga.cosmetic 8 pharm induslry,97.06% relumed as ol 660005 
SRGNiAWSKl.O. Region 3. Olcol Ihe Director SE672. 88/08/u. LONG.J T. Olf<:u ol 
Nuclear Material Safety 8 Saleouaids.Dirocioi 2pp. 47492.152 -1/492 153. 
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-WilMOMS Fo*v.a:ds 3M 630714 oo-dav tept pfovidi-ig arphaMfcaUtata- fty-siate 
listing o' ail SiabC ©hminalofS rot ratinnod by « o' 6807 1 1 
MAlEeTTBS Region 3, O'c o' the DiiOClor. SE673 80/O7/t9 MItlEft.VL M^oal. 
Academic S Comical Use Sa'ery B'anch UUSSBAUMER.O A Asysiani Or^Of 
lot State Aye^menls Pfogram SENSENEY-RS International Programs 2pp 
47432 IS4'47492 185 


-Ml 1030106 Submits fittb 30-day rcpi.lising names, addresses 4 telephone nun^sot 
3U b<a.-v1 stale elminaior customers not returning devices as ol 880711. As t» 
880714 9.310 Static ehrmnators not returned 

WlSSiNKflG Minnesota, Mining 4 Manu'aciuMng Co, 3W Co SE673 86/07/14. 
OAV1SA6 R&9>ot\3.0lcoltfi9 0«eciot 3pp 47493.t5S-47493.t50 


-Mt 10301 14 Oratt. "Evaluation o' two 3M Type 303F Static Eliminators" 
CZAJKOWSKI.C Brookhaven National Laboratory. FiN A390t SE87S. 88/08/3V 
Office of Nucieat Regulatory Rosearen. Ouecior (Pro 860730). 33pp. 47493158- 
47493 177 


-6611030119 Submts comments on inienrn 3M lessons loamed repJ.per 680719 
memo Estl/ dose eratuation should be podotmed alle< event 4 psra’iel or senes com- 
muMaion path between states regions 4 headguarters should be developed 
STOHH,3 P. Region 3. Oic of tho Director SEe77. 80/00/15. CUNNINGffAM.n E OF 
vision ot industnat & Mechcat Nuciea' Salety (Post 810729). 5p4>. 47493.178- 
47493 163. 


-6611030123 Panally deleted memo notifyirtg of 880803 meeting to discuss 3M le- 
sponse to NRC order to show cause Enct winheW 

CUNNINGHAM .P E Otvision Of indusinal 4 Medical Nuclear Selety (Post 879739) 
SE687 88/07/36 NRC - No Detailed AFfiiiaiion Grven. Ip. 47493 183-47493.163. 


-0306230360 Informs lhat five Ionising alt no/alos lolurnod from GonorOl Motiors Juo tc 
sohreni/waior onoosiiro.Sya modiliod 10 oiiminaio uso ol noazios.No conls'njraloi 
noted durmg 830801 survey. 

SWENSON OE Minnesota, Mining 4 Monulncmrlng Co . 3M Co. flEGI" 057. 93''0f 
08. k£PPL£R,J O. Roglon 3, Ole of tho Oiroctof ip 47530 :aOO-4763O ?09. 

-8306119267 Informs of loss ol static dimlnatois containing Po-SlO ir» &ttpe02 I -a ar 
rnfa faciily o> general iiconsoo.Loxa'ilo Inil Corp.Siate ol Mfwilt (ollowuP 
LATiRTN MinnosolQ. Mining 4 Manulaciurlng Co., 3M Co. REQIII U6t. 8I/C9.''6 
Reg-on 3. Ole of ihe Director (010301-020301) 2pp 47530:286 4 7530 387. 

-6312360214 forwards lE Insp RoplS 30 04051/03-02,30-0407t/03-01. 30-11101/63- 
01 4 30-10836/03-01 on 031010-21 Of acllvines unde/ Liconsos 32-00057 06.3?- 
00057-32G 32-OO057-56MD & 22-00057-59MD.No noncompHanco noted 
WIEOEMAN.D.O. nen>on 3. Otc ol tho O.rocior. REGMI 055. 63/11/21. WISSINKRG. 
Mnnosota. Mining 4 Manufacturing Co., 3M Co. 2pp. 47630:215 47530-279. 

-8313390231 IE InSp Reptfi 30 04051/83-03.30 04071/63-01.30-11101/83 01 4 M- 
10835/83-01 pn 831018-31. No noncomphanco notaclMa,or e-eil 

etspeclad.organlzabon.llcensoo sudiis.iiainlnQ & tadiolion ptplocilon piocoduros 
oeERC.C.T.. WIEDEMAN.D O. Region 3. O'c ol llio Olrocipr. REGIII 055 83/11/16 
6Spp 47630:3l7-47530:?79 

-8S08030466 Application for ropowoi Of License 23-000S7-33Q.Sumrrarv ol ptogram 
ecttvit*os & incident statisUcs detailed Genoiel Insiiucilon eheei lot 3M Gond nuclear 
static eliminators end. Fee paid. 

WISSiNK.n o Minnesoia. Mining & Manulactunng Co . 3M Co nEQllI 085. 04/C9/13 
MALIETT.B.S Region 3, Oic ol tho Direclor. 5pp 47631 003-47631 007. 


-6811930127 Advisos Vial 3U wdl no longer dislnbule stabc eliminators outstdo ol com- 
pany w/o NRC approval 8 organizational changes desenOed m response to 869/18 
ordw to show cause being implemented. 

WiSSiNK.R G Mv-inesota. Min.ng 4 Manulaciurlng Co . 3M Co SE8es. 68/09/16 
MALLETT.B S Regon 3. Ofc ol the Ovoctor. 3pp 47493 184-47493 185 


-869S090340 Rapts Incidonl of loekono ol PO'2l0 sialic oUmlnaior dlstcibulod to A-nway 
Corp ELtninaity dsmegod fn uso duo to oxcossivo vib/aiion & rosinclod mouning 
araaOtniaminailon lomovod & oxtrudod mail roiurnod to 3M faciilly 
KUN2.FIJ Mirmospla. MnUng & Manulncluring Co, 3M Co RElilil 045 85/03/09 
KEPPLCn.J.O. Region 3. Ofc of Iho Diroclor. 4pp 35009: 1 1 3-35009: 1 1 6. 


-8611030135 Forwards Safety Insp Repts 30-04951/88-01 4 30 04971/66 01 on 
880125-0439 Vio/acions rioleoEniorcemeni action urtder consideration 
NORELIUS.CE Regtor^ 3. Ofc ol the Oaeclw SE509 08/07/01. dACOBSON.A.F. 
Mmrsesou. Mining 4 Manufacturing Co . 3M Co 3pp. 47493 186 4 7403 t87 

-6611030143 Insp Repts 30-04651/68 01 4 30 04971/80-01 on 080135 0439 Vrola- 
eons noted failure lo rapt leaking o' damaged devices to NRC 4 to notify NRC ol 
device design mods.Mator areas inspected static elim<nator mig 4 d>s(iibuliOA pto- 
gram. 

MALLFn.eS. LYNCH.JL, SREN/AWSKI.O.J Region 3. Ofc of me Oueefor 30- 
04971/0841. 88r07/()t 130pp. 47492 100 47493.317. 


-8805050236 Amend 28 to Uconas 33 00057 03 lor 3M Co.revising llom 6 & Cond ’.or. 
23 re possosion 4 use of sloilc o/iminatlon dovicos 4 conduct of prograiri'osppciivoly 
& addifts Condition 25 te Po-210 sialic oliniinatots 

MALlEfr.aS. Roglon 3. Ofc of Iho Diroclor. REGIII 373. BB/03/15. ip. 4537Q tSl- 
45370 202. 

-6SII&400I5 Requosts peimission to conduct docay-in-sloraBO P'OQ'om 'o' Po-2l^ 
containing wastes lo' uiiimaio loioaao w/o rogatd lo (adiOActiviiy.Caicv<aUoAs to oxpo- 
suresiiom transportation S incinoraifon of Po-2t0 wosio onel. 

VVlSSiNK.R.0. Minnesota. Mining & Manulaciurlng Co., 3M Co REOm 005. 67/OB/26. 
MCCANN.G M. Region 3, Olo ol the Diteclcn. 20pp, 47629.316 67620.334, 


-061 1030166 Submits repi on tests run on undamsgod.retuinad Po-2fO sieUc eloiina- 
ion Oonng month of Aug 1907.01 3.703 devtees lesied.five units showed smear lest 

S ealer than or equal to 0 005 uCi 

ISSINK.R G Minnesota. Wming 4 Manu'actufing Co . 3M Co $£009 67/09/30 
MALLETT.6S Region 3, Ofc o' me Director 3pp. /7492.3l8-47493 3t9. 


-6611040017 Forwards dtali AO repi ro reioosa of Po-2IO from aisile ofim npiion do- 
Vices mfp by 3M W/e enci 

THOMPSON >1.1. Oflica o' Nuclear Mstoilai Saioly 4 Safoguarda.O/roolor. REQ'll 007. 
08/03/01. JORDAN, E L. OfUqe lot Anaiyaie & Evaiualion of Opetabotial Dais. DItec- 
lor Ip 47629;33S-47529 336. 


-8611030170 Forwards uvu/ai rept ol actwrfS lot Ucanse 23-00057.32G fo« Jut i986 
-June 1987. 

PgTEfiS.Mfl, Minnesoia, Mirung 4 Manufacturing Co. 3M Co $£689 87/07/13 
MALIETT.6S flagiori 3, Ofc 01 me cwector lOpp 47492330-47493329 

-4611030164 Submits info re vanous probfems w/iicensing 3M static eiumnaiora Ounno 
Ohenialwn course in licensing practices 4 procedures.NRC supported use of elmina- 
twi in food wocessing pianis.whi(e FDA took issue w/nrc support 
EOeN.WM FlofWa. State of SE690. 0l/iQ/t6 MtLLER.V. OK.« Of Nuclear »A»ienai 
Safety 4 Safeguards.Oireclor 3pp. 47493 33l)-4749333l 


numbei of 3M Static d.-minalon oevieos In each roolon 
LOWJ.T NRC - No Detailed Alfiliaiion G^e^. SE692. 8B/09/37. NRC - f/o Ooiailed 
Affiliation Given, fp. 47493333-47493 333. 

-6811030266 Discusses impact of 3M static eliminator problem in stale ol NHOf 49 
^ *®''® co/wern. inctudinQ Unpenal Ptwt.ng 4 Aotosyrtnoo 
Slale of SE573. 08/O6VlO^OLL(NG.L AsstsianiSJSc- 
tor for Stale, Local 4 frxfian Relations. 4pp. 47492:333-47492,336 

66f 1030264 Responds to porlnent items from 860808 list of "Actions. 
Requests" from 880731-23 meetings 

NRC - No (Jelalted Affiliation Qrven. 88/07/28 I7pp. 47529 395-47530.183 
-WI3080622 Reports Inckfeni of damage to generalfy-Mcensed 3 M C Model 3I5 siaiir 

^ Ml, 7!., 05, 07. 


-8811040029 Forwards 3M rospensos 10 BOOIPB order modifying Licenses 22'OOO67-O0 
4 ?2-000S7-33G.inciud’nQ vendor proposal lor onalyilng causes of sialio ei'irlnaiot 
fasutes 4 surveying customer faciiinea for contaminallon.w/o and, 

MAIIETT.8.S. Roglon 3, Ole o' Iho Director. REQlll 008. 88/03/1$. MILLER, V.A 
MedicaL Acadamic 4 Commorcial Uso Sofoly Oiench. JOYNER, J Rog^n 1, Old ol 
the Oitectot Ip 47529.336 47620.336. 

—8611040031 forwards 3M 660226 Itr Indicaling currenl statue ol vendor lnvosilgat>on 
inio (Koblem w/sieiic olimmalors.list ol Inil oiaiributotB of 3M atailo ailmlnslots 4 
860238 undatod list o' cosiomers w/sial'c oiiminnlors.W/o end 
MAUETT.BS Region 3, Oto of lha OiteclOi. REQlll 000. 66/03/15. MlUEn.VL 
Medical. Academic & Commercial Usa Satoly Branch. NUSSBAL/MER.O.A AsfrsUrt 
Oiceclof lor Stale Aoreamania Program. SENSENEY.R.S. Office of GovernmonU: 4 
PuMc Atlabs (Pom 670413). 2pp. 47530.109 47530.210. 

-8811040036 Forwards most roconl eupplomanlai llaling ol general licorwoos v//2M 
sisbc elrninaiors conlalninp Po-2f0 In otatu Ol MO.Any lacniiles w/loaklrio sources 
should bo reported to NRC End withhold (ref 1OCFn3.70b). 

AOAMWJ RoQtOh 3, Ole Of Ihs OitadW. REQlll 012. 86/03/01. M1LL6R.K.V. M.v 
aourl. SlaiO ol. ip. 47638:345-47529:345 

-6611040039 Forwards most raconi supplomanlal listing of general llcensaoa In State 
ol lA W/3M sialic ellmlnslota containing Po-2lO.Any facilities w/leak-tvg soutces 
shooiO be repotted to NRC.Encl willihakl (tol 10CFR2.7001. 

WAM.W.J Ragion 3. Ofc ol Iho Dltector. REQlll 012. 80/03/01. FLATER,D fo*3. 
Stale of Ip 47520 340-47589:346. 


-Mfl040149 Fonwards mosl recent supplemantal llsilng ol general licensees receiving 
3M static eiimlnalOfs containing Po-2t0 In Sialo ol OH.Namas of ffLCl/nies w./loahing 
^cas should bo reporlod lo NRC.Encl withheld (ref loCFfl2.760). 

ADAM.W.J. Redon 3, Ofc ol Ihe Direclor. REGIII 012. 60/03/Of. QUIILIN.H.M. Olvo. 
Slate ol. Ip. 47529.347-47539;347 


recent supplemental listing of general licensees receiving 
K w/Po-210 in Slate ol MN. Names of lacllflios w/leaking sources 

1555** P® reported lo NRC.Encl withhold (ref 1 0CFfl3.790). 

ADAM.W.J. Roglon 0. Ofc of Ihe Oiroctor. REQUI 012. 00/03/01. HENNlQA.N.AO. 
Minnesota. State ol. Ip. 47629:346-47629:340 

Forwards mosl recent supplemental listing of goneral ficenseos w/3M 
TOUc ehmipators.conialning Po-2l0,in Slala of Mlfiftmes of facllK'as w/feaMng 
*’® to NRC.Encl wilhhold (ref 10CFR2.790). 

AOAM,w.i Region 3. Ofc of the Director. REGIII 012. 88/03/oi. BRLfCHMANN.Q. 
MIchflan. Stale ol. ip. 47520.349-47529,349. 

Forwards rnosl recent aupplamantal listing o' general licensees w/3M 
OTltc dlmhiato«.confalnlng Po-2lO,ln Stele of IN.Names of facl/itles w/leeking 
V® '0 NRC.Encl withheld (ref 10CFR2.790). 

£Sir-. •^® Director. REGIII 0l2. 86/03/01. STOCKS,H. Indiana, 

Stale of- Ip. 47529:350-47529 350 


NONDOCKETED ITEMS 307 


-6811040161 Forwards most reconi supptemonial listing o< gonoral Iconsees w/3M 
fiaiio eiimnsiors.cooiajn'ng Po■S^O.in Staia of IL Names of (acfiws w/ieakmg 
soj'cas should bo reported to NRC End withheld (rol t0CFn2.790) 

ADAM.WJ Region 3, Olc Ol the Oirectoi. REGIII 012. 88/03/01 SANZAB innois 
Slolool. Ip 47529.35I-47529 351. 

-8011040173 Fonivards most recent supplemental listing ol genora' iiconseos w/3M 
sialic olimhators.conteining PO'2l0,ln State ol Wl. Names ol laciUios w/leaMng 
sources should be submitted to NRC.EncI withheld (rol tOCFR3.780) 

AOAM.WJ. Region 3, Olc ol the Oiroctoi. REGill 012. OB/03/Ot MCDONNEUL 
Wisconsin, Stale ol. 1p. 47529:352-47529:352 

-9611040179 Forwards most recent supplemental listing of general licensees ^ Region 
V W/3M static elimination devices. Requests that list be distributed to Agreomeni & 
non-Agreoment Stales in reglon.W/o end. 

AOAltrw j Region 3, Olc ol the Director REOllI 012 88/03/01 HORNCRJ Region 
5. Olc of the Director, ip. 47529 353-4 7529:353 


-8811040337 Ack receipt ot /C1205 ropi ol leak in sealed source ai Renoer Films Co In 
AubumPA 

MCCLINTOCKRO Regon 1, Olc ol Ih© Director REGIII C65 79/01/09 LAUR T M 
Minnoso’a. M ning & Manulaciuring Co., 3M Co ip 47530 ?95-ii7530 295 

-8611040341 Advises that on 70l2O0,Sparlek,lnc informed 3M ot ti-e on 701125 lo^n^• 
■ng at gu.ns at use at plant Involved in lire Three damaged devices recovered & re- 
hjmod to 3U Somn evidence ol alpha comammaiion noted. 

LAHfl.T.N Minnasota. Mining & Manuladuring Co. 3M Co. REGIII 060 70/12/21 
Region 3. Olc ol the D recior 2pp. 47530 296-47530.297. 

-8911040350 Submits Wowup on loss of two Static oirrinaior dev.ces, containing 5 
mO Po-210, reviewed during 770714 15 insp. Steps should be taken to enauro thai 3M 
locates sh pmoni & evaluates adequacy ol jU control over Incoming shipments 
OiCEV.S 8. Redon 3. Otc ol the D.recior. REGIII 067. 77/07/20 Region 3 Olc ol the 
Oreclor. 0pp 47530.290-47530 303. 


-8811040184 Forwards mosl recent supplemental kalmg of general bconseos w/3M 
sialic elimination devices in Region IV. Requests that iishng oe distributed loAgtee- 
rrent S non-Agreement Slates In reglon.W/o end. 

ADAM.W.J. Region 3, Olc of ihe Director. REGIII 0l2 60/O3/Ot. DOOA.RJ. Region 
■4. Olc of (ho OireclOA Ip. 47S29.354-47S20.354. 

-8611040165 Forwards mosl recent supplemental listing of gonetel Itconsees w/3M 
static elimination devices in Region II. Roquesta that list be distributed to A^eomom 
& non-Agreement Stales in leglon.W/o end 

ADAM.tiV.J Region 3. Olc ol the Diroclor REQIll 01? 00/03/01 WOCM3RUFFRL 
Region 2. Olc of the Director, ip. 47529:355-47529.355 

-6811040167 Forwards moat recent suppIemoniBl listing of genorei licensoos w/3M 
static elimination devices In Region I. Requesle that ksimg t>e disinbuion to Agteo- 
meni S non- Agreement Stales in region. W/o end 

AOAM.WJ. Region 3, Olc ol the Director. REQIll 012 00/03/01 MCGRATH.J 
Region i, Olc of the Oirecior. Spp. 47529:356 47629.360. 

-6811040196 Forwards response to close out Action liom i from 080315-16 mgi meet- 
ings re problems encounlered w/3M static ellmlnallon devices Foimal Insp tepi wJl be 
compiQled by Region III within 90 days alter Insp completed 
THOMPSON, H L Ollice ol Nuclear Material Safety & Saleguarda, Director. HEGm Oi5. 
66/05/24. STELLO.V. Olc el the Executive Director (or Operaiioria. ttep 475^001- 
47S50;029. 


-8811040201 Submits info re compliance w/e 6020 S order re noiiiiceiion oi users of 3M 
elat c eliminatora.Total number ol devices returned or lost la 336 A number ol devices 
rernetmne In possession ol customers is 969. 

WlSSlNK^^n Q Minnesota. Mining S Manufacturing Co . 3M Co REGUl 02l 66/02/24 
OAVIS.AB. Region 3, Olc of the Director. 3pp. 4^30:030-4 7530032. 

-8811040206 Forwards 3M status aumma7 (or e0O421.Aa ol 000415.5223% ol ei: 
sieiic eliminaiers returned to 3M 8 i .60% round to be leeKing Addi 3M insp toniauvoty 
scheduled lor 860613-17. 

MALLrrr,8.S. Region 3, Olc ol the Oirecior. REGill 022. 68/04/27. NOREliUSCE 
Reg’on 3, Ofco/ me otroefor. 3pp. 47630.033-47630.036. 

-68(1040213 Outlines vendor program to address cause ot incidents involving 3M 
Model 903,603F,906 & 908 Static eliminaiers. Two internal task groups lormod to sli^y 
componeme In siaiie eliminators 8 mig process used lo (abneate oiimindiors 
WiSSiNK.R.Q Mmnosoia. Mining & hTanulecturing Co . 3M Co REGill 023. 88/02/26. 
OAViS,A.e. Region 3, Olc ol iho Oirecior. i3ipp. 47630.036-47530:166. 

-8811840226 Forwards list ol customers In lood.bovorage.photm.cosmoUC & medical 
device indusirles who have noi ralurned alailc eliminators (o 3M Enel witithold 
Wl8SINK,fl G. Minnosole. Mining & Manufeciv/lna Co., 3M Co. REGW 030. 88/05/03. 
OAViS,A0 Regon 3. Olc ol Ihe Diroclor. 1 7pp 47530:167-47630.103 

-8811040232 Press release lo editors & news directors advising that on S00218.NRC 
Issued order to 3M & customers suspending disuibullon 8 use ol sisiic tiintnaiion 
devices containing Po-210. 

* Reg* on 3. Olc ol the Oirecior. REGIII 046 88/02/23 ip. 47530:160-47530 i66. 

-8811040236 Forwards 30-day repl.currenl as ol 8805l3,ol cuatnmore not yel rolurnnn 
static elimination devices.EncI withheld. 

WISSINK.R O. Minnesota, Mining & Manulacturing Co.. 3M Co REGill 047. 88/05/17. 
DAVIS,A.8- Region 3, Ofeof Ihe Director. Ip. 47M0: 187-47630:198. 

—8811040261 Advises that on B60527,SclMed reporiecl loss/damage ol sisHc ehmmalor 
device (3M Model 902 Air Ionizer). Oamege lo brass barrel will not etioci inlogniy ol 
Po 210 source. BoNevos 902 barrel disposed ol In landlill. 

SCHWElSS.fl.T. Minnesota, Mining & Manulacturing Co , 3M Co. REGIil 053. 88/05/ 
29. LASUK.S. Regions, Olc ol the Director, lp. 47630.211-47630 211. 


-&6II0403S6 Oiscusaos possible loss ol two static eimmalors shipped by Eli Lily & Co 
to 3M 770105. United Parcel roquesied lo put trace on sh pment 

MORETTl.EJ. floo'on 3, Olc ol the Dteclot. REGIII 067 77/07/06 Regions Otc of 
thoDireclof Ip 47530:304-47630 304 


-061ID4D36O Ack receipt ol 770616 rept ol rosulis Ol various losis run lo delormno 
iniegntyol static el-mlnator bsr conisnng 60 mCi Po-210 involved in Ire ai Unltoyai 
IscSity R^ton III 770523 ropi on I re end 

ALLENJ.M. Reg on 3, Olc ot Ihe 0 recto/, REGIII 060 77/07/01 LAHR T N Minneso- 
ta. Mining 8 Manufacturing Co . 3M Co. 4pp. 47530 305-47530306 

-8811040363 Advises ol receipt ol Model 315 static eliminator from Uniroyai alter being 
damaged m fndusi/tal Fre Bar sli'l largely intact w/liMlo damage to Po-210 sinos Root 
onci. w/o oncl. 

LAHR.TN, Wifl/iesoia, Mr-nlng i UanutBctuf/r.g Co. 3M Co REQIll 070 77/06/16 
ALLEN.J nog on 3, Olc Ol Iho Director lp 47530 309-47530:335, 


-6611090015 Submits results ol lasts run on unrlameged.rGtornod To 210 static elimi- 
nators dunng month ol Jul 1907 01 4,420 devices tesied.elghi units showed smear 
test weaier than or equal lo 0 005 uCl 

WISSINK.RG Minnosols. Mining & Manulacturing Co , 3M Co REGIII 074. 87/00/10 
MALLETT.B.S Region 3, Olc oMho Ditecict. 2pp 47530.336 47530 337. 


-8611090026 Submits results ol lesis run on tndamagsd.relurnod PO'2l0 siaiic e'lmi- 
/>alo/s during iTionih pf June 1907.01 3.684 dewcos fosiod.iwo units atiowod smear 
lest eater man o' equal le 0.005 uCi 

WiSsiNK.n.G M nneseis. Min ng & Msnuleciuiing Co . 3.M Co. REGIII 076. 07/07/27 
MALLEn.B.S. Region 3, Olc el the D rector. 2pp. 47530.33B-47S30 344 


-6811090034 Submits results pi tests run on undamegod, relumed Po-2i0 siai-c o'imi- 
naiors durUM month ot May 1907. No (s iures idoniiiioa on 2.929 units tested. 
WISSINK.R.Q. Mmneseis. Mining & Manufeciu'ing Co., 3M Co. REQIll 077. 67/06/06 
MALLETT.B.S. Region 3. Olc el me D-ieeier ip. 47530:345-47830.346. 


-8811690037 Submits rosulis ot lesis run on undamaged, relumod Po 210 stale eliml- 
neiors during moniti pi Apt 1967 No failure idoniiliod on 3.40t units leslod.Telcon 
record enci 

WISSINK.RG MlnnosoiS. Mniny 8 Manulacturing Co . 3M Co REGIII 078. 07/05/11. 
MAILETT.8 S flegion 3. Ofc ot iho Diroctof 2pp. 47530 346-47600;347. 

-801 1090043 Forwards rept Ol inspa Ol 03 auto body shops using 3M Model 006 siaiic 
oiimrnatO'S AECL in process of notifying users lo immedialotv romove all units from 
svc & place oiiminaiprs in ses'od plastic bag to provoni aproaa ol coniaminsnon. 
enowN.wn. Canada. Govt. of. REGlII 079. 87/04/21. KINNEMAN.J. Region t Ofc 
of Ihe Dsoetpr. Spp. 47630 349-47530.352. 


-8611090045 Submits rosuhs pf tests run pn undamaged.ielurned Pp-210 static oiiml- 
naiors dicing month pi Mar 1967 Np fal'ure Ideniitiad on 3,875 umta lasted 
WISSINK.R.Q Minnesota. Mining & Monufecluring Co . 3M Co. REGIII 080 87/04/20 
MALLETT.B.S Reg on 3, Olc ol Iho Director, ip. 47530.353-47530:353. 

-8811090040 Submits rosulis ol losis run on undomaged.relurned Po-210 siel.c oliml- 
nelora Avirig month of Fob 1907.01 3,762 units lostod.one unit showed smear lest 
neater than or equal lo 0.005 uCi. 

WiSSiNK.n G. Minrtoaoia. Mining & Manuladuring Co , OM Co. REGill 081 07703/24 
MALLETT.B.S. Region 3, Olc ot Ihe Director. 2pp. 47530.354-47530.355 

-8811090049 Submiia results Ol tests run on undamagod.roiumod Po-210 static elimi- 
nators dunng month of Dec 1006 No lai'ures Idonliliedon 3.136 units toslod. 
WISSiNK.R.G. Minnesota, Mining & Manulacturing Co , 3M Co. REGIII 052 67/01/10 
MAILCT7.8.S. Region 3, Olc ol the Director, lp. 47630:356 47630 366. 


-8811040263 Advises that on 651024, Lufthansa Alrllnee notifred hoodcfuarlots that 
crushed package conlaining statle eliminator found. Readings from Inskfo & ouls'de of 
package measured background Damaged package will be relumed to 3M 
KUNOWSKI.M.A Region 3. Otc of the Dlrecfor. REGIII 064 86/10/31. Heglon 3. Olc 
ol the Director. Spp. 47530.212-47530:214. 

-8811040322 Advises that four Model 316 static eliminators roiurned (rom Akrosll Corp 
in early Mar 1960 found conlaminaled.Cauaed by Inslalling device near eolvoni lumo 
hood.Oevice moved. 

UVHfl.T.N. Minnesota. Mining & Manufacturing Co., 3M Co. REGlIt 059. BO/03/20 
Heg'ion 3, Oto of the Director. 2pp. 4763O:282-4763O:203. 

-88)1040328 Advises ol loss ol 3M Model 210 slelK eliminalof bar from 3M 
Fairmoni,MN plant (License 22-00057.32G).Bar transferrod to public landtill 8 
buded.Oevlce does not present external radiation hazard. Retraining session hold. 
W»SSINK,R.G. Minnesota. Mining & Manulacturing Co , 3M Co. flfolll 060. 83/05/03. 
OBERG.C.T. Region 3, Olc ol the Dlteelor. 2pp. 47530:284-47630;285. 


-8811090052 Forwards annual ropt ol activities lor License 22-000S7-32Q lor Jui 1985 
■ Juno 1986 Ol 4 1 .707 units lesiod.pniy 1 7 showed smear lesi in excess ol 0 005 uCl 
SCHWCJSS.R.T, MinnosolB, Mining 8 Manu/acfur.ng Co. 3M Co REGIII 003. 66/07/ 
09. MALLETT.B.S Region 3. Olc ol the Diroclor. Cpp 47530 357-47531:002 

-8811090064 Submits dally stall notes for e60t22.On 880l22,Ashland Chemical Co re- 
ported that Ionising air gun dolect.vo, eilow'ng Po-210 conlam nation lo spread to 
woAers dolh'ng, A'r samplps revoa'od no evidence of airborne coniaminaiipn. 
STELLO.V. Olc ol Ihe Executive Director lor Oporetions. REGIII 089. 88/01/25. 
ZECH, ROBERTS, BF.RNTHAL Commissioners. 2pp 47531.011-47531:012. 

-6611090DB9 Forwards eddi into re renewal of License 22 00057-32G. Vendor provides 
each cualomer ol nuclear sialic olimmatora w/app/op'leio msiruclton sftooi Annual 
lept ol aclivitos lor Jul 1B77-Juno 1980 encI 

LAMR.T.N. Minnesota, Min-ng & Manufacturing Co, 3M Co. REGIII 001 70/07/31. 
BASSIN.N. Radioisotopes licensing Branch (Pre 790501) 20oe 47531 015- 

47531:034. 


116^8331 Repts leakage ol generally licensed Po-210 static oiimlnalorort 800128 81 
St Regis Paper Co. Device confiscated & set aside In holding area No eviderKe ol 
spread of conlaminatton beyond melnl area found 

WHfl.T.N. Minnesota, Mining & Manuladuring Co., 3M Co. REaill 062. 80/02/14. 
Region 1, Olc of the Director. 3pp. 47630:268-47530:292. 


-8811090095 Discusses 770517 fire at Un-fOyal,lnc involving 30-incn 3M Slat e elimina- 
tor containing 60 mCl Po-210 Uniroyai agreed to arrange w/3M tor return ol static 
bar.Low levels ol contamination found On metal roller & iJo lloor 
0OFtST.FJ. Region 3, Olc ol ihe Director. REGill 092. 77/05/23 Region 3 Olc ol ihe 
Dtredor 2pp 47631:035-47531 036 
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-Ml I090JOO Forwards insp repi o* t.conse 22-00057.3JG on 760625 LalJCls & insiruc- 
tiot* sheets curronily in use by 3M appear to rtioel iOCFfl32 6 1 (oqu.ro(Tte(tts 
PiSHEfl.VVL fuel Faci'ity « Materials Safely Brancii. R3. REGill 093. 76/0B/09 
ROV.GW O'c qI Inspector & Gnlofcemeni. 0<c ol ihe 0«ettoi. 3pp. 47S3v.037> 


-8BI 1000265 Advises lhal 3M static eliminators replaced 4 lempofary odens'on 'yvse 
ol ettm naiors no longer neoded.per BQ0a22 lotcon 

MCXANN.Q.M Region 3, QIC Of me Director. REGltl 222. 68/05/13 Mi.S'S CKO 
Sewed Ufa Sysiems, inc ip <17032 070-47532079. 


-80110901 17 forwards Into r© License 22-00057-32G.'ncluding Siate of AL 760421 m 
w/lncidenl ropl & rnvostigai'on ol 3M siat'c ol.m.natora Rent flnttnos polnl to inad- 
equate control by 3M over static e.’'nt.nalofs 

KERR.G.W Assislant Orrector for Slat© Ag'eemenis Proorarr.s. REGlIl 094 76/05/tS 
OARK^.R Region 3. Ole of tfio Director RQv.GW. Ofc ol inyjecton & Enfo«ca- 
ment oic ol Hie Director. SINGER, a Radioisotopes Licensing Braricb (Pro 700501) 
4?53l-0‘J 1*47531 04 1 


-6611090124 FtHVrartfs ir.qu'iy R&pi 71-002 re insp ol License 22-00057-32G loi Po- 
210 contammafion. 

PmiLlP.GA AloiPlc Energy Commission. REGill 095. 71/12/09 ROVGW Aionvc 
Energy Commission. Ip. 4/531 054-47531 054, 


-8811090131 Inquiry Rept 71-002 of Ltoenee 22-OOQ57-32G.M»ioi aioas 
inspecioorstiipment of four l>o»05 confam ng 3M static olimmaior bars recent by 3M 
on 710916 Fined coMaminalion found on iia.let in Loulsvme.KY & lrali8nM«ns.lN 

Aioni.c Energy Commission. fleGlll 095. 71/12/09. 2pp. 47631 055- 

47531 .058 


"""sees using 3M sialic ohnnlnaiora conialn.<ng Po- 
210 As 01 710721,3M investtgation ol 640 dev.'coa identilied fiv© davlcea «*i«biiifta re- 
fnovabf^ coniafiiinel'on. ^ 

MET2GEn,Jfl. Aiomlo Energy Commisaiqri REQUI 096 71/06/26 Atomte Eneiov 
Commissfpn. 2pp. 47531.057-47831:050. 


-8311090154 Forwards rapt of investigation on 710707-12 re resotis pi six apedal visHs 
lo geneiaily-licensad users ol DM static ©i.tninalois containing Po-210 to <leietrn.ne li 
contamination oxists.No coniammaiion found at any facilities 
ALIEN, J.M Aiomic Energy Commission. REGill 097 71/00/03 POvGW Atomic 
Energy Commission 4pp 47S3t:059-47S3t.0ai 

-8811090160 Press release edvlsififl lhal NRC Issued order vo3M, ccmlsmirmDM deci- 
sion to w.thdraw series of alaiic aiiminaiors from uso.Confirmaiotv order liwowecl do- 
IQCiion of cowaminat'or '«/Po-2 10 at some lacitrt'ea 

• Region 3. Ofc of tno Oirecior. REOllI 088. 63/02/08. 2i0pp. 47631 062-4763l;347. 

-8811090173 Avisos Of delay In roce'pl of ropfaoemeni devfcos for 3M stauc ekmlna- 
lora until 600531 .fnfp roQueafed re continuod uso ol SW devices unW ropisc«mo/ii «f- 
nv 9 S 

KUafliN MJ Avery Iniornationai Corp. REQlIf 198 88/05/18. MCCANN.M Aogidrt 3. 
Ofc of the Oreoior, ip 47531^348-47531 346 "vvw.g. 

-e6l1M«i8S Advises lhai vendw has n n© om Model 316 aiaHc ei-mmeiors mstaiied at 
epiveni coating sietion lo proveni static induced fir© Enonsion until 880615 to send 
*l8b6 bare back to DM requesiod.Tefcon records ©nci 

n n. 88/05/02 MCCANNM Region 

3, Ole Ol Iho Oireefor. Spp. 47831 •349-4753lr356. ^ 

-88 11090193 Submils addi Into ro application for extension of dead-ln© for teiurnina 3 m 

‘hat no coniamiraiion 

lOiJOd.onc^ Tricon 

ShEvviTZ.O. Avwy imeinaiionai Cotp. REOiit 108. 88/35/n, WHISTON.P. Repiort 3 
OfcollheOffoclor. epp 4753f:357-47532 004. "vvrv" 

-8811090198 Requosla SO-day extension lor /©turning 3M siaiicelimineiorsto 3M Delay 
m oeia-ninji rep'aceriieni devices nacess'taios exiension.Tokon rocoro enei 
SHEWiUn. Avery Inlerrsational Corp REGm t98. 68/04/16. MALLETTes ReQion 
3, oic of tn© D,rociPr. 3pp. 47S32 005i-47932.007. ^ 


-8811090207 Roquesls 60 day ©xionslon on uso of 3M »iai« elirninaironeouipraoniNo 
oir.Dt otMpiTionl can subsMule in paining area because of liro haaards due to use of 
aolvenis FacILty diagtam ol area where ©hminaior (n uso onci 
OPIELOWSKI.T.J Prectse Plastic Products. HEQlfl 100. 80/05/13 WHISTONP 
Region 3. Ofc of Ih© Diroclor. Spp. 47532.O08-47532.012. 


-881t090296 Oocumenis 680610 icicort t© lempotety conlinued use of 3M stauc 
eiimlnaiors.Undetsiands lhal lonialive approval to continue uae of Po-2i0 static ehmi- 
nation dsvicos gtanied 

flT2SIMMONS,J- Honoywoll, Inc. REGill 200. 80/05/13. WfllSTON.P. Region 3 (Xc 
dl Vha OiTOcioi. 3pp. 47532;013-47632;0l5. 


—8811090240 Roquesls exienslon lo conlinue using 3W aiailc elimination devices At 
present, devices used in crilical mfg processes Ropiacemoni device* rmU not be 
shipped until 600526. Te.'con record oncI 

HENSCH.T F. Unisys Com REQUI 201 86/05/12. OAVlS.B. Region 3, Ofc ol the Oi- 
recior 4pp. 47532.016-47532019 


"M11090295 Advises that vendor signed leases & issued purchase ordcs !o htx-i 
Products, Inc /Of foplacomont of 3 m Po*2f0 siaUc elwninatc/sFOfwwOi fWaaof* 
SMy/sy ropl of Po-2)0 slafic oMminaiof ba/s W/o onci 

SyVENSON.G A. CortainTeed Ccfp. REGill 223. 86/05/04. DAVlSAB. ncoioria Of 
of the O.ieclor. ip. 4/532.080 47532.080 

-6811090297 Aulhonres conilnued.lomporary uso of l-'sted 3M Po 2lO siai.c ei .-iia-jon 
devices. Authofitaiion contingent on leak lesimg 3M device & conduci-.'io co'-i.-in- 
lion surveys of areas surrounding device every 30 days 

OAVlS.A.a Region 3. Ofc of the Diroclor. REGlii 223. 60/04/12 SWANSONG O- 
laInTead Corp 4pp 47532:081-47532:089 


-«aiiuuu4B9 Aumoriaes l/anslor ol Hsiod Po-2l0 dovica (o OeWal Indusiiicet-: 
IHO.yPSON.H L. Office of Nuclear Material Safely & Safeguards O'tecior REGli' 724 
fjxnln? WlSSlNK.n.Q. Mlnnesoia, Mining 6 Menufacloririg Co. 3M Co Jpp 

4 / 3 J ^ 1/9 U* 4 /O j£ , U 9 3 , 


-8611060M7 Requosls lomporary.coniinuBd use of 3M Po-210 siai'c elim.oaiors.iisied 
on oncl.Dsvices not used in producilon ol food.bevoragas.pharma med.cal de.-ces « 
cosmeiica 

MEiER.ee. tfoneyweil, inc. REGill 227. 88/03/14. MCCANNGM. Ragic.i 3 Oicof 
Ihfl Director. Opp 47S32.096-47538 104 


—881 1060315 Advises ol steps taken lo comply w/URC older mod'lyir.g Hcetrses re tsa 
01 3M Po2lO static oliminalor.Romovatile radioactive mathn excess of OOC5 
^i.fov(vi CO 3M Model 906 sialic olirnmaiot All nozsles Hushed 
PeRfly.R s. ITT Coro. REGill 228. 88/03/2 1 . WEIDEMAN.D. Region 3, Ofc of PO Oh 
rector, 3pp 47532.165-47532 107 


-8611D9D321 Forwards procerlur© to be used In granting exemptions lo indv-dral fr-ns 
to conunuo use of 3M slailc eliminators. W/o end 

MAtiETT.B. NRC • No Detailed Affiliation Given. REGill 230 88/02/26 MCCANN w 
WJfpEMAN.O., SRENIAWSKI.D. NRC - No OaiaUed AfliUailon GIvan. tp 47532108- 
4/532: 106 


-8811090326 Submiis results Of tests run on undamaged, reiurnsd Po-210 siai.c eW 
ftSlors durthg monih ol Nov 1987.01 2,681 unHs lestod.neno showed smear test creel 
er ihsr> or equal 10 0 005 uCi. 

Vfl^lNl^n.G. Minnosois, Mining & Manutadurlng Ca, 3M Co. REOlll 231. 87/12/;/ 
MAttETT.B.S. Regions, Ofc of Ihe Director. 85pp. 47532:109 47532 240, 


—881 1090358 Press release announcing iiiai NRC eospended diatribulon of soma sistc 
©.srineiion devices which use redioecDve polonium mig by 3M Co.DM Co wdeiod 
immedieiefy inionri presoni users oi incKJonis vr/device 6 slsft leeiiriQ device* 
Region 3, Ofc of ihe Direcier. REGill 244. 88/01/25 2pp. 47832:241-47532 242 

-881 1090383 Piess release advising mat on 880218, NRC issued ordare lo 3M Co 0 
cusiomer* suspending drsifibuiion ol siaiic oiimmalion devicea coniaining Po-2i0. 
Region 3. Olc of the Diroclor. REOllI 246. 88/02/23. Opp. 47532:243-47632271 


iTi i. ‘V oov-io III iw usu ui uivi ro-4iu siaiic oiirnmeuon uavx.v> 

K i i0wR3l.5.Faciiiiy can new bo roiaased for onresiflcted use. 

eOEMAN,D.O. Region 3, Olc 01 the Director REQlll 282. 88/05/03- MASAK^, 
Kunberfy-Clark Corp tp 47632:2?2-47632,272 


-Mll09037e Advises lhal In Feb lees/adioacive contaminaiion caused by leakmg 3M 
TO-210 static eiipmnstoie found.Csused by micros^eie* coming loose item ©ilm.r*- 
tiOA b$<$ Ared corifamindiocj usiog NRC approved procedures 
MASAK.E, Kimberly-Claik Corp. REGill 252. 68/04/18. WJEDEMANN.O Region 3. 
Olc of the Director. 41pp. 47532:273-47532:316. 

-681 1090384 Amend 49 10 License 22 00057-06 for 3M Co.ravising license in entroiv 
MCCANN.G M. Region 3, Olc of tho Direclor. REGIN 274. 88/05/06. 5pp. 47532 31b- 

>I 7 R *19 ' • 


-8811090309 Amend 0 to License 22-00057-32G tor 3M Co, revising Coi\di«on2 lo &•. 
Ilw'<2e disiiibulion of sialic elimination devices coniaining Po-210 
BROW4JM. Materials Licensing Branch. REGill 278. 80/10/04. Ip. 47532 325- 


-8811090404 Amend 8 to License 22-00057-32G lor 3M Co.auihonylng dislnbulion of 
Wake ekminairon devices containing Po-210 in lisled models 
• Matonais Licensing Branch. REGill 270. 70/10/10. 2pp. 47532:326-4 7632 327. 

-8811090408 Amend 7 lo License 22-00057-320 for 3M Co.chanafno expiiaiion ddlem 
Item 4 to 700330. 

GUINNJ»H. Maletiais Licensing Branch. REGHt 260 79/04/25 Ip. 47532D28- 
47532.328 


-8811090248 Advises lhal OM nuclear Ionizers cannoi be foiurned lo 3M iwU 66071! 
since ropiacomoni uniis cannoi be secured from anolhpr vendor uniil inaf datoTalcoi 
record ©ncl- 

ARNOLD T. ^riainTeod Corp. REGill 203. 80/05/10. Rogion 3. Ofc of iho Dftecior 
o2pp 47532 022»4 7532:062- 

-8811090264 Re^sis roinslalemenl o' gen&ta' Hcenso lo uso new 3M Modrt 2l0 a 
fcnirer.nepi ol 3M static ©l.minalor bar lesirng encl.No elevated count* obtained b 
Immed.ete work area. 

EMGLEWANN.J.H M.las Laboratories. Inc. REGill 2l0. 68/03/01. Ofltee of Nudeai 
Mslenel Safety & Saleguards.Oireclor. 1 1pp. 47532 063-47632:073. 

-*6611090258 Requests reliel (rom NRC order suspending use of (our 3M Model 210 a) 
gerieral Ucense to operate air Ionizer* vravtanted 
H(^£WfND.M.S Amway Corp. REGill 221 86/02/25. Office of Nuclear Maiena 
Salety i Sale^atds.Oltecloi. ip. 47632 074-47632.074 

*■•*1^0^61 Requests ra'iel liom NRC order suspending all genoral licenses for use oi 
3M afr ionizers Vendor currently invastlgaling aliarnativesAddi precauiton* win be 
laVen In inlarim. 

HOOQEWINO.M S. Armvay Corp. REGill 221. 88/03/01. MALLEnB. Region 3 Ok 
of Ih© D‘reclor. 4pp 47632O75-47532O70 ^ 


-8811090414 Amend 6 lo License 22-00057-320 for 3M Co.changing licensee name 
Horn 3M Co.Nuclear Products Depi to 3M Co.Stalic Conitol Sys Oepl. 

SASSIN.N. Radoisoiopes Licensing Branch (Pro 790501). REOllI 261. 78/05/0? tp 
47532:326-47532:329. 

-8811090425 Amend 5 to License 22-00057-32G for 3M Co.amending Cond.iions tO & 
12 re applicable ragulailons lor disiribution 5 max acuvily of devices 

• Radiolsolopes Licensing Branch (Pre 790501). REGill 282. 77/01/25. 2pp 
47532:330-47532:331 

-8811090429 Amend 4 lo License 22-00057 -320 lor 3M Co.ievising Conditions 10 6 '2 
re applicable regulations & max activity lor listed devices. 

• Atomic Energy (tommlssion. REGill 283. 74/09/27. 2pp. 475D2 332-47532.333. 

-8811090433 Amend 3 to License 22-00057-32G lor 3M Co.revislng Conditions 10 6 i2 
re applicable regulations & max activity for device distribution. 

• Atomic Energy Commission. REGill 284. 74/03/00. 2pp, 47532 334-47632:335. 

-8811090438 Amend 2 to License 22-00057-32G lor 3M Co.revising Cond.lion 6.A re 
dielnbutfon ot static eliminators to persons generally licensed per 1QCFR316 or 31 & 
ContbHons 10 5 12 re rnax activity per device. 

BeLL.J.M. Aiomic Energy Commission. REGill 285. 70/09/21. 2pp. 47532 336- 
47532-337 
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1090444 Ap^^iCBUon for atnoad to Uconso 32 00057-32a.aiilhori7ing disittMjUon ol 
Models 902 & QOSr ST Ionizers w/bariol assemblios fabiicatod irom alumlaum alloy. 
SCH’A'flSS R.T. M'nnesola. M ning & Manulaciuiing Co.. 3U Co REGIll 286. 86/02/ 
\e. WAULEU.BS Region 3, Olc oMhe OIroclOf. lOpp 47632 336-47632:352. 

-66 1 1090447 Appica(:an lot amend (o License 22-00057.32G,euirvod/ing d.90itNJilon of 
Mode' 220 stal e el.minalor under same terms & conditions as Indxaied lor other 
node's 

LAHR.T.N. Mnnesoia. Mining & Manufacturing Co, 3M Co. REGIll 267. 80/07/20. 
MILLER. V. Materials Licensing Branch. 7pp. 47532 353-47533:350. 

-83I10304S4 Forwards. "Ellocis ol Fires on 3M Po-210 Static Eliminaiora." Rept suit- 
m iled In support ot appl-catlon lot renewal ol License 22-00Q57-32Q. 

LAHR.T.N Mirnosole, Mln.ng & Manufacturing Co. 3M Co REGIll 366 70/03/06. 
OASS'N.N. Valeria's Licensing Branch, fipp. 47533 001-47533.008. 

-6611100001 Maikod'Up itr discussing changes m procoduies re notwolurn ol static 
ciiminators.s'aiistical sampling lor leak tests, leak lest records & repis & polonllal re- 
lease of rad'oactive mail due to fires. 

LAltR.T N Vinnosoie, Mining & ManuleCluting Co., 3M Co. REGItl 360. 70/01/16. 
6ABSIN N. Valeria's Licensing Branch. 1 tpp 47633:009-47533 018. 

-8611100007 Requests addi inlo re 760731 appllcelion lor renewal ol Licenso 22- 
O0057-32G.'nclucUng nonreturn pi static el'minaior8,8lai stical sampling lor leak 
lesiSi'eak lesi records A repts & release ol radioactive mall due to liiea 
OASSIN.N Rad:oisolope9 Llcens.ng Branch (Pro 700501). REGIll 200. 78/10/12 
LAMP T.N Mnnosoie Mining & Manulacluring Co., 3M Co. 4pp. 47533020- 
47633.057 

-6Bi 1 100003 Forwards Amend C to Licenso 22-00057-32G.e)itetKling oxpiiaiiOA date io 
700430 Any leak test which indicates loakago in oveess of 0.005 uCi must be 
icporied either by 3M or by general licansoo. 

BAssin.N. Padioisotopes Licensing Branch (Pre 790SOt). REGIll 203. 76/05/02 
LAHR.T.N M.nnesola. Mining & Manulacluring Co., 3M Co. 3pp 47533056- 
4 7533 060. 

-8611100006 Forwards application lor renewal ol Licenso 22-0Q057-32G. urniorm label 
rng *.-0 11 one dewco lo another most approp/lato for hsndl.ng febeirng r^etiriontenis of 
lifCFR32. 

LAHR.T.N Minnssois, Mining & Manulacluring Co, 3M Co. REGIll 204 77/00/13. 
BASSIN.N Radolsoiopos Licensing Branch (Pro 700501) 3pp 47633.061-47533062 

-8611100006 Application (or renewal Qf License 22-Q0057-32G,aulho<i>ing disinbulloo 
ot 3M static elimlnstors.conta'ning Po-SIO.lo customers throughovi UB Company bro- 
c-hi.tes & S'jpporting documentation cncl. 

LAHR.T N LAnnosols. Mining A Manufacturing Co, 3M Co. REGIll 204. 77/00/16. 
003pp. 47S33 063-47534.065. 

-6611100010 0.scus9Qa 3M 761223 visit to NRC ro Judd 1976 draft appUcallon 'or re- 
newel ol License 23'00057-32G.Vendor win review an doso caicuiaiione lo< accuracy 
6 proper aesumpiions. 

Qs^LLJ M. Rsdiolsolopes Licena'ng Branch iPre TQOSOI). REOKi 295 76/12/12 Ra- 
doisoiopos Licensing Branch (Pr«79050l). 4pp. 47634.067-47634:070. 

-6611100013 Advises that 760722 draft eppiication for renewal of Licenso 22-00057-32 
did not serve as bas's lor issuance of curreni license or sny smend to cutrotw 
licenso Oisiribuilon ol Model 009 devices constitutes noncompiiance. 

QELL.JM nsdio.sotQpo9 Licensing Branch (Pro 790501) REQlH 296. 76/11/30. 
LAHR.T.N Mmnesols, Min'ng & Manufacturing Co.. 3M Co. 2pp. 47634:071- 
47634 072 

-681110001$ Advises of minor design change in radisiion sources used m Model 909 
icn zng ei- biowsr.Compieie info re device design submitted as pan of propoeoi for 
ronowdi ot License 22 00067-330 on 750722. 

LAHR.TN Mnnosoie, Mining & Manufacturing Co.. 3M Co. nSQllI 207. 76/10/13- 
BELL,J.M nad'oisoiopos Licensing Branch (Pro 790601). Ip. 47634.073 47634.073. 

-8611100018 Forwards applicailori for emond lo License 32-00057-32G. eddvtg Model 
902F icmzir.g air gun A auihoti/ing use of 16 mO.W/o end 

LAHR.T.N. A'lnnesols, Min'ng SManulaeiurirg Co.. 3M Co. REGHI 396. 76/J6/I2. 
BELL.J M Rad'Olsoiopes Licensing Branch (Pre 700601). 2pp. 47634.074.47634:076. 

-8811100021 Conlrms (elcon re draft application lor renewal of License 32-00057- 
33G. Requests Into ro OA program for design, fabncsHon 6 shipment ol Ms & siesc 
e'.m'nalois per tOCFR33. 

BELL.J M Redio.solopes Licensing Branch (Pro 700501) REOiil 299 76/09/06. 
WiSSlNK.P.G. Minnesota, Mining & Manulacluring Co., 3M Co. 3pp 47534 076- 
A7534 07? 

-6911100025 Discusses icicon w/RQ Wissink (3M Co) on 760909 re drad appkcauon 
for renewal of License 23-00057-32G Serious questions raised ro continued l^enslng 
of distnbui on ol 3M sialic eliminators under present arrangement. 

BElL.J M Patiioisoiopes Licensing Branch (Pre 790501] REGIll 300. 76/08/09 Ra- 
dioisotopes Licensing Srencti (Pre 700501). 2pp. 47634:078-47634:070. 

—6611100030 Discusses telcon w/G Schm'dl (FDA) on 760603 le Impending ineollr>g 
m/3M 10 discuss renewal ol license authorizing disirlbution of static ekmlnaiors con- 
taining Po-210 to general licensees. 

BELLJM. Radioisotopes Licensing Branch (Pre 790501). REGIll 30t. 76/06/03. Re- 
dlo-sotopes Licensing Branch (Pie 790501). 7pp. 47534.080-47634.064. 

-891 1101)034 Confirms undotslandings reached during 741211 meeting re renowel ol 
Licensa 32-00057-330 Forwards ORNL rept onsiat'C ehmtnatton <lerlce Invohreif m m- 
cidenl ai North Caioilna Slate Univ.W/o oncl. 

BUCMANAN.CR. Division ol Fuel Cycle & Material Safety (P/e 870413). REOfll 303 
. 75/01/24. WiSSINK.R.Q. Minnesota, Mining & Manufacturing Co.. 3M Co. Ip 
47534:095-47534.085. 

—991 1 100037 Discusses telcon w/RO Wissink (3M Co) on 74 1 127 re appkeedon for re- 
newal of License 23.00057-32Q.Vondor has petition oofore FDA (or rev to FDA rule to 
peimit use of static eliminators utilizing Po-210 to mfg food packaging. 

BELL.J. Division of Fuel Cycle & Maierfal Safely (Pre 670413). REGlil 304. 75/01/06. 
O.vislonol Fuel Cycle 6 Material Safety (Pre 670413). 2pp. 47534:066-47534.087. 

-6811100060 Discusses telcon w/Ryan.Wissink & Relchart (3M Co) on 741211 le 
pending appi cai'on lor renewal ol License 22-OOOS7-32G. Topics discussed Include, 
use ol sialic ehminaiors In association w/food or (o^ packaging. 

BELL.J Atomic Energy Commission REGIll 305. 75/01/10. Atomic Ens<gy Commis- 
sion 4po, 47534:088-47534.091. 


-86I1100D65 Forwards app’icalion lot amend to L:conso 32-00057-32G. adding Mode' 
203 static eimnator lo Iconse Eimnator dosigned as pari ol fi'm & nogaiivo cloaror 
& will be mounted by uso of metal chp 

KEERSJJ. M.rmeso’s. Mining S Manulacluring Co, 3M Co. REGIll 306. 70/05/05 
MAlAflO.J.C. Atomic Energy Commission. 2pp 47534 093-47531 093. 

-6811100066 Submits addi into ro application tor amend to Ucenso 22-00057-33G,to 
Include 3M Models 306.207 A 908 sialic ellrr.maiors Models 3C6 & 307 wi I bo usnd 
on bag making mach-nos. 

KEERSJJ Aflnnosoia. Wining A Manufacturing Co.. 3.M Co REGIll 307. 70/04/29 
MAlAfiO.jC AlOH’l: Energy Commissio.n 2pp. 47534 094-47534 095. 

-8611100074 App'icaiion lor amond to License 33-00057-32G. authorizing use ol 3M 
Model 902 ionizing air gun Leak losi interval uf 13 mcnihs cequoslod 
KUNZ/lj. Minnesota, Mnng 8 Manulacluring Co. 3M Co. BEGiil 308 60/05/20. 
MALARO.JC Atomic Energy Commission Opp 4/534 080-47534:103 

-8611100076 Requests addi into ro appl calion lor amer\d lo License 23 00057- 
32G.includmg detailed description of Po-2i0 sources which w.ll be used in ench 
device A lebet to be attached lo Modal 906 ionized air chamber. 

MALARO.JC Atomic Energy Commission REGIll 300 70/04/24. KEERS.J.J Mmrvo- 
sote. Mining & Manufacturing Co , 3M Co 2pp 47534 104 47534 tOS 

-6811100082 Discusses telcon w/R Welz on 710216 ro 3.M Ur outlinng prototype tests 
pe<rformedonPo-3lO loils used m 3M static eliminators 

BELL.J. Atomic Energy Con-m.lss'on REGIll 310 71/02/26 Ip. 47534 108- 

47534:106. 

-8811100068 Fonvards now label for 3M Model 908 lon-zing an nozzle per 700302 ap- 
piicai-on lor amend lo License 33-00057-32Q.W/O unci 

kEGRS.JJ Minnesota, Mining & Manulacluring Co , 3M Co REGIIISII 70/07/13 
MALARO.JC Alom-c Enoigy Commission 2pp 47534 107-47534 108. 

-6611100069 Fonwards app'lcolion lor amond to Licenso 22-00057-33G.IO Include 3M 
Model 206 stai'C eiiminaiois Lebe'ing lor Model 209 wi'l be Ident cot to labeling lor 
Model 2 to iV/o oncl 

KEERS.J.J. Minnesota. Mnhn & Manulacluring Co. 3M Cci. REQili 312 70/03/09 
MALARO.JC. Atomic Energy Commission. Ip. 47534:109-47534:109 

-6811100092 Fprweids application (or amend lo License 23-0C057-32O,lo Include 
Model OOO )onizir.g an nozzlo W/o oncl. 

KEER.J.J. Mmr.esota, Mining & Manulecluring Co . 3M Co RECiNI 313. 70/03/02 
MALARO.JC Alomic Energy Cem.m'ssieh. Ip 47534:1 10-47634:1 10. 

-6611100110 Forwards npa’ieaUon icr amend lo license 01-214 lo mdutlo 3M Model 
906 ionized aii chembai.w/o ancl 

KUN2.R.J. Minnosoia. Mining & Manufacturing Co. 3.M Co. REQlll 314. 88/10/84. 
MALARO.J C. Atomic Enoigy Commiss on. tp. 47534:111-47534:111. 

-6611100120 Forwards apaiicat.cn lor amend lo Liconso QL-2t4 lo include 3M Model 
005 lorrzod a-r blower w/o enci. 

KUN2.R.J. Minnosoia. Mmng 8 MonulBCiui.ng C4}., 3M Co REGIll 316. 68/10/23 
MALARO.JC. Atomic Energy Commission Ip 47534:112-47534:112 

-8611100122 Forwords appl-caiion Ipr among to Liconsu QL-214 to inclurlo 3M Modal 
002 »nizii^ a'r gun Table iilusiiaiing Po-210 m grauon from tope IranBlai sources 
oncl 

KUN2.nj Minnosoin, Mmmg & MaiiulacluMno Co, 3M Co REQlil 3t8. 88/05/20. 
MALARO.JC. Atomic Energy Comm-ssion. lOpp. 47634.113-47534:122. 

-6811100126 Submits addi into lo 660418 iti ra amend to License OL-214. Roquosis 
(hai leak rest inioivai for products cfistnbufed under ficenso be cxionoob Irom 12 ic 13 
months. 

KUNZ.RJ Minnesota. Mm ng 8 Manufacturing Co.. 3U Co REGIll 3l7. 66/05/20. 
MALAnO.J.C Aiom.c Energy Commisslo.'i ip. 47534:123-47534:123. 

-8811100129 Forwards loqucsl for amend to LIconse QL-214, r.hangine model number 
ol aena/aUy-i'censod Po*2l0 sialic e'lmmaior from Modal 7G0F to Model 210. 

KUNZ.RJ M.nneaoia, Mining 8 Manufaclurhg Co. 3M Co REQlti 318 67/10/05 
Aiomic Energy Commission Ip 47534:124 47634:124. 

-6BI1I00132 Forwards 3M drawings whch present details ol const ol Model 7B6F 
alaitc etnninaior Houslng booled up to otiminale even remote possibility of (losing or 
bondirtg of longer sizes. W/o end. 

KUNi.R.J Minnesota. Mining A Vanofecluring Co., 3M Co REQlii 319. 68/02/24 
MILLER.W.O. Alom c Energy Commission. 2pp. 47634 125 47634 126. 

-8811100136 Forwards Amond I 10 Licenso Gl.-2t4.At| dov.cos tiar^sioried 10 gonorei 
Ncenseea afJor 860701 rnusi boar new labolsw/p oncl. 

MILLER.WO. Aiomic Energy Commission REGIll 320. 65/n/Oi. KUNZ.RJ. M.nno- 
soia. Mmir^ & Manulacluring (^.. 3M Co. 2pp. 47534:127-47534:126 

—8811100140 Bubmils sampio of label lo bo mounted on each 7Q0G static ohminaior & 
(natruebon sheol.W/o instruction aheet. 

KUNZ.RJ. Minnesota. Mining & MonufacUiring Co. 3M Co. REGIll 321. 65/00/09. 
MILLER.W.O. Atomic Energy Commission. Ip. 47634:129-47634:120. 

-8811100142 Forwards application for license lo ifistnbute Model 788n aiafic alfmina- 
lora to general licensees W/o enci. 

KUNZ.H.J. Minnesota. Mining & Manulacluring Co.. 3M Co. REGIll 322 65/00/20. 
MILLER.W.O. Aiomic Energy Commission. 1 ipp. 47534:130-47534:140. 

-6811100147 Requests exemption lo continue uso ot 3M brand nuclear sieiic 
ekminatois W/o use ol lonizors.poiontlel for slatic elocincity spark & solvent explosion 
or lire very high. 

COOM8ER.O. Klinger A Associates. P.C. REGHI 325. 86/03/07. NRC - No Doleiled 
Adiliallon Given, ip 47534:141-47534 141. 

-6811100158 Advises that FDA has noi yet approvort any tape proilucie produced by 
Ar^can Tape Co lor d reel coniaci w/consumable mail.Vendoi presently seeking lo- 
placernent allernativos to stake efiminofo/ bars w/Cemponen( Assoc, inc- 
SMITH.M.T. American Tape Co. REOIH 326. 88/03/29. MCANN Region 3. Ulc ol the 
Directoc Ip 47534:142-47534:144. 
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asi 1 jBfufij Reauests exempt-o^ to lecail ol si» 3M stai.c Cacs cootainine Po-atO Kk 
" 8 (0 “ Ki measuVmants laken on bachS’da oi stai.c ohmmaiors wore ai w 

W)?COWBTrK,SK 88/03/17 CAnTEfi,JE Regrto 3. 

0°'oni-a Chfacto/ 4pp 47534 145-47534. UO 


aatitooia? Fo/watos BaiieHa 860322 tepi of fftdioiogicai 5u/vav of ahi oucfoar stauc 
eu^.nanrs Five Of s'« iPO'/e'S *>a'/o ve/y tow doiocietio acnviiy on p/oMct<vo mad 


StIrnaSTV.R S. KiirtoortfOaik Cotp. REGUl 386 88/03/24 MCCANN, M. ROflion 3. 
OICOtlAe Oir«lof 4pp 47534 149-47534;1R0 


8811100173 Oeiai's reasons lot iei)u«s' foi eMens'on to use SM Model 2t0 slahc 
fear Static Par prevents asphalt saturation l.'ta. Requests OO day extension to p/ocvra 
& install replacement stal'C elim.nation devices 

SWANSON G CertamTeed Com REGlIlSSa. 86/03/06. MCCANN.J. Ra^on 3. Ole ol 
the O’lecto/ 9pp 47534:16I-47534:160. 


-8811100176 Advises that NRC should e.lhet roQute 3M lobuy lincV an slatit oSmina 
non umts or modty sys to ha workable Static canirol unit tmpeielive in pholo lab 
NinSKOFf.A. Fast FOIO. Inc. REGHf 330. 88/03/22. LAMASTRA.M NRC • No Do- 
tailed A'f.'iaiiOn Gwen Ip 47534:170'47S34-177. 


-8811100160 Requests excepi'pn to NRC recall ot 3M brand nucloar aiabc 
eliminators W/o oliimnaio/s.astety ol ope/odon involved in processing hign expiosive 
powders wih be le^ardred Std Operefeng Piocodute SQP-7-106 ettci 
COWAN RE Los Alamos National Laboratory. REGHI 333 08/05/11. Ofliceol Nude 
er Material Sa'etyO Sateguards.O-redar. 3pp. 47634:i70-47534'l&0. 


8811160066 So/nrrary ot 801102 meeting w/NUMARC 4 EPRI in RockvloACJ <0 emer- 
gency diosol gorterplor roliabi-'ily’ moniToring & roliab.lily prog'ams Atic.naoo lis' er-cl 
&RKIZ.AW. Reactor Ptonl Satoty tssiios Branch 80/11/00 HNIEUA Beacio'Piari 
Salety iseuoa Branch 44pp 47553 100 47S53 275 

8611160076 NoOl-'Caiion ol 801117 meoling w/NUMARC In Rockv.llo.MD to disorss 
NUIMHC inibativos to uaprovo iiconsoe procuremorti program 
0fiACH,e.W. Vendor Inspoction Brnncli 00/11^9 MURlEY,! . SHE?F1;j 
MiRAGLiA.F. NRC - No Deta led Alliliation Given 2pp 47565 244-47565 245. 

8811180110 Nodlies Ol CRGR Meel.ng T5l on 601117 in Rockvi'le.MD Agenda wift 
consi'sl of A Thadani reviow ol safely evaluation ol HSN-I12-NP. ‘ 0000.10 Hyd'ogen 
Control Irsto for BV/R/& Mark ill Contaiimonts." No moeiihg vi<ll bo ive'tl on &8ti33 
jOnOAN.EL Comniitleo lo Review Generic Reguiremonis 60/il/C9 

BERNEROFIM Olfice Ol Nuclear Material Saloiy & Saiegue/daOnecior. rpp 
4T560 335-4766 VOSI 

'•8609160316 Forwards safety evaluation approving HGN'1f2'NP, "Gor'C'ic llyd-'Ope*i 
Control tor Bv/R/B Mark III Coniainmenis, ' lor ret in ncensoe submi'.iais.lor CRGR 
review 

SNIE2EKJI1. O1I1CG ol Nuclear Reactor Regulation. Oiroctor (Post 070411). 65/39/ 
Ol. jOnOAN.E.i. Commiiieo to Review Generic Roguiremcnis 73pp 47&M3j)- 
47S61-OSI. 

8811160113 Summa/y ol 601031 meeting w/NUMARC re oxchang'ng ol mlo conccrring 
eubstandarcl elecittcei equ-omonl issuos List ol attendees end. 

STONEJ.C. Preioci Dirocioraio 11-3. 8B/11/06 LAINAS.G.C Assislartl Diroctpr Ipt 
Region II neaciixs llpp 47560 1 12-47560 136 


-66III0019I SOP-7-188. "Use Of Alpha Source Siai.c Elimmaiais in Anaiyl-cal Gal- 
snees " 

COWANflE IPS Alamos Navionsi Laboratory. REGUl 333. 66/12/01 4pp 
47534 181-47534 164 


-8811160117 Forwards Underwriters Lab comments on NRC diaM buHetm (ltd CSI017 
re rebu4l c9cuil breakers 

BHATIA.SJ. Urrtlorwrilots Laboratory, inc 00/10/25 GILL.P Eiecirtca' Sysiorj 
Breoch Ip 47560 123 47560 123 


-6611100194 Requests coniinuod.iempO'ary use ol 3M Po'2t0 siniic oNrsnaioisSlalo 
ol IN survey of areas surrounding 3M ataiic ellrrlnaior enci No aclfvny above oacK- 

B round levels delected 

AGEMAN.S MeJon, inc REGIH 334 80/03/23 LAMASTRA.M. NRC - No OoiSitoO 
Aliiiiation Given 5po 47534-lQ5-47534'197 

-6811100197 Requests relaxation ol provisions ol NRC order lo remove 3M Modoi 002 
eiaiie eknvna'Ars K vendor cannot coniinuo to use 3M guns until roptacomenta 
arrive.suspension of ell dvecl roadng doeimoiei production may occur 
CONNELL.WO OoSitneier Corp Ol Amorlca. REGUl 339 00/02/28 Ofhco Ol Nucleer 
Matenai Saleiy k ^ieguar(j9,0«ecwr. tp. aTSJArtga 47534.200. 

-8811140031 Sen tiled itr inlormlng ol lowievoi coma/nination by Po-2i0eiabc ehmyia- 
bon device Caused by peisonnoi error Model 204 devices teiurned lo 3M. 
ENOOahlQW., nAMPv.LW. Dow Chom'cel Co. REQUi 05i. 64/08/14. Region 3. 
Olcol the Direeior. 2pp. 47S29 337-47529 344. 

-8611140139 Ssnitited Hr inform'ng ol leakegs ol Po-210 aiaHc elimineio/ distribuiod lo 
oenerel licensee Caused by shear demageFroceutione tekpn to p.*eeiud» rocwrence. 
RUNZ.fiJ M'nnesote, Miring & Manglacturifig Co., 3M CO REOHl 088. 84/07/11. 
KEPPIERJO Region 3, Ole dl the Oirectot 3pe 47631 OQ8'4753t'OiO. 

-8811140168 Responde lo 760421 Itr S ropl ro 3M etanc etlmmaikon devtcas.Lir ro- 
(e/rad to staled branch.Coniums undoratendmg under which Llcenso 22 0057-320 
isaueo 

kERR.QW. Assisiani Director lot Sieis Agreemonis Proo/err'S REGUl 093 76/05/19. 
GO0wiN.A Alabama, Sieie ol. tp. 47531 040-47631.040 

-6611140183 Forwards replon 3U Co Model 3IS devices dislnbuiod undo/ Licen 80 22- 
09057-32Q Comments Hsiad. 

GODtVi.N.AV Alabama. Stale ol. REQlll 094. 76/04/21. LOHAUS.P. NRC • No Do- 
tailed AlfiiiSLon Given. I2pp. 47531.042-47531. 053. 

-8811140257 Requests exienslon ol use of 3M Co sleilc eHmlnalor et honf^ers.Model 
902 uPlil replacement equipment ava^ablo- 

HOLSTRAQEn,W.J Oisptay Bysieins, Inc. REGltl 202. 88/05/03. OHice ol Nutloer 
Material Sslety 6 Safeguards.Direclor. 2pp. 47532r020-47532;02t. 

8811080007 Nqiil.caiion of 681102 meeting In Rockville, MD 10 conllnuo exchange ol 
Into w/NUMARC t, EPRI re oslimalmg emergertcy diosei ^OGj reliability levers 8 bv 
dusiry EOG reliability programs 

S£nKiZ,A.Vil. Reactor Plant Satety Issues Branch. 80/10/24- BURNS./. Electrical A 
Mechanical Enoineering Branch (Post 8807 171 aUtCHER.E. Technical SpeciHcaiioos 
Branch. CHiRAMAl.M OHico lor Analysis & Evaluation ol Operaiionsl Oeia. Oirecior. 
2pp. 47454.063-47464.069. 


-6611180119 Submits commonls on NRC drall bulletin did 861012 re motdccl- cPsoct 
feuH tKoakoesRucommends that lost program tv>i adequate to provide assurarce ihi'. 
leslod.nonbacaAble bioahers would bo suitablo lor intonded purpose 
ROLL.SG Undeiwrilors Laboratory, inc 88/10/25. Olfico d Nuclea-' Reactor Rogu'a 
«on. Ouoctot (Post 870411) 4pp. 47560 124-47560. 127 

-8611180124 Submits commertls On NRC drell bulletin did 8ST012 ro robmlt C4<u: 
tMoakws.RBccKTupoTids ihpi suggssiod tost ptootam will net assure adequate pferfp'in 
enco In all of cnucai areas oddressod by Lll. 460 & mfg tost procodures 
BAiRO.R.W. National Eieciricai Manufaclu'era Associsi'On OO/tO/E-i. Vendor 'nspcc- 
I'oneiancl. llpp 47560.126 47680 136 

6811180176 Noiil’Cntion ol CROR Mool'ng i50 on OOi f09 to discuss proposed rb.'o os 
storego ot spam nuclear lue) m NRC- approved storage casks at nuclear power rose 
lOf snoa 

dOROAN.E.i. Commitleo to Roview Generic Rsauiremonts 89/ M/M 
eGRNEnO.R.M Ol'ica ol Nuclear Material Saloiy & SBiogueids.Oiraci0f. 
COLOOEGG.j.n. Olfco Ol tho General Counsui. PAP£RlELLO.CJ Reglori 3. Of: 0 
ineDvoclor 4pp 47583 222-475$3;244. 

-661914C185 Forwards SER accepimg pioposais lo oxtantl sufve.ilance iostiv.fens's& 
evowabio oui-oi-svc limp lor reacior proiociion sys/anticipaiory raacior inp sys as da- 
sedbad In SiMl I lo 0AVV'l0l87CnGR rovlaw should bo waived 
SNt€2UK.Jlt. OH^e 01 NucIbSi Rsattoi RbeulatiOh. Oirociot (Post 670411). QL-83' 
29. 08/09/30. JOROAN.E.L. Commiliau 10 Review Generic Reciuiremonis. I8p|> 
47563227-47663:244 

9911180108 Nobllcailon of O81II6 mooting w/NUMARC Work'ng Group in 
Rockvtio.MD re Tech Spec Improvotnoni Program lo hoar presentation of p.'opospd 
methods to dovolop new STS lor electrical & 10 discom changes requ>rir<Q okluCe 
loview. 

REINHAHT.M. Tpchnical Specifications Branch 68/11/14. BUTCHER, EJ Techntes 
Specihcaiions Branch 2pp 47502351-47562:352 

8611230144 Summarizes rirscusslons w/liconsoo tlunng CRGR 861102-03 visit lO 
pianl.lHii mgi described licensing hisiory.pasi SALP records & key issues which rosuu 
od tn dotaya 6 addt costs.Util tept ol visit to loreign reactois enci w/o ertcl. 
JOHOAN.G.L. Commiliee to Review Generic Requ.'remonts 68/11/15. 
BERNERO.RM. OHice of Nuclear Maiorial Saloiy & Ssleguards.Orocior. 
GOLOBERQ.dR. OWcB ol \ho Gonaial Counsel. PAPERlELl.O.C.J. RegiOh 3, 0(c ol 
the Director-. 4pp 47631:331-47031:334. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


6611090434 Informs ol 801020 meel'ng in Roc.Kv.'lle.WO lo discuss NUMARC posibons 
on mam areas ot end paper, "NUMARC NUPLEX Working Group Poail.Dn ©n Key II- 
censiriQ Renawel Polity issues " 

ClEARV.O.P Reactor Flam Safety Issues erancfi. 00/ 10/14. HOUSTON.W.fl. Office 
ol Nuclear Regulatory Research, Director (Post B60720). MiNNERS.W.. KNIEL.K. NRC 
• No Deiatfed Mlikation Given, tp. 476t3;l77-475t3.l90. 

-B0IIO9O439 Forwards "NUMARC NUPLEX Working Group Position on Key License 
Renewal PoLcy Issues." NRC wjH not prepato Policy slalement.bul wth proceed direct- 
ly lo rulemaking A has published advance notice of proposed rulemaking 53FR2B10. 

Nuclear Management A Resources Counc.l (NUMARC) (lormerly Nuclear 
Ul'kiy Mar^age. 66/09/20. BECKJORO.E. Oltice ol Nuclear Regulatory Research Ol- 
reclor (Posi 860720). 13pp. 47513;178-47S13:190. 

8611100137 Fowards regulaiory documents comprising regulatory hiaiory ol rabco ol 
mlemaklng entitleo. "Disposal ol Waste Oil by InclnctaMn." IndeK end. 
MATTSEN.C.n. flegulation Development Branch. ACM-l. 68/11/04. NRC • No De- 
laseo Aflihation Given. 3pp. 47S54:3i ).4766e 062 


-8^1110023 Requests views on proposed rov to fOCFR20.305 re waste disposal b 
incineieiion.Formal review by CRGR or ACRS unnecessary because rulo would ik 
c iwertsees ot dirnlnlah plant saleiy. 

, 5?' ol Nuclsa/ Regulaiory Research, Director (Post 060720 
colf'evr^r JORDAN, E. Commitlea to Review Generic Reaukemerjl' 

47556263 ' Commrtiea on Reactor Sateguaids. 2pp 47555 261 


8806240260 SECY-B0-225 Recommends Commission approval ol not'ce ol end jntenm 
rutemakkn for cotlecllon ol required foes mandated by Congress 
STELLQ.V. Ofc of the Exaculiva Oiroctor for Operations 53FR24077. 68/C0/O2 
I3pp. 46628 303-46626:31 5 

6809150293 SeCY-96-260 Recomnwndfe that Commission approve nodes ol hn^al m'e- 
making lOCFR 73. ■’Safoouarria Requirements lor Fuel Facilities Possessing Fonrua 
OuaniiHes ol Strategic ShAd. ’ 

STELLOV Ole ol the Exacutivo Ouectot tor Opetaliotte 80/09/06 toopp. 
47521272-47524:009 

6610260131 SECY -88-265 inlorms Commission ol regulatory strategy A schedules tor 
hl^ level wssiQ repository program ^ . 

PARLER.W.C. Office of tho General Counsel. STELLO.V. Ofc of Ihe Executive pifec- 
UU lor derations 68/10/05. 61pp 47363'. 1 12-47363:172. 

6910280135 SECY-88 293 Responds to 000824 alaff requirements merno.reauirmg rlo 
pajier summarizing CNWRA planned activilies lor coming yr A accompkahments to 

STELLO.V. Ole of the Executive Direcior lor Operations. 08/10/14. 5pp 47364 117- 

47364;I21. 


9610280142 SECY-88-289 Informs Commission of preliminary resulls of staff program 10 
davaK^ mainf performance indicators. . 

STELLOV O1C ol ihe FxeculNe Director lor Opetatlons. 88riO/ci7. ijapo- 
47361:148-47361:294 
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&8I1030443 Final response to FOIA request lor docufnonis Forwaetfs App A 
(Joeome.iis App A (3ocu.nenis also avsiisWo m PDR. 

GIlVSLEY.DH NRC - No Detailed All.lianon Given. eanO/ll. KUPERMAN^J. Nu- 
clear Coniici Institute 3pp 47380 333-47388 346. 

-0607130781 SECY.88 176 Informs Commission oi reconl coirespondofKO re US/ 
Japart acreemeni lor cooperation 

SHEA.J.Fl Internationat Programs 60/06/24. 13pp 47368 334-47306 346 

-6807290307 SECY 88-208 Informs Commission of completion ol succrisslul discus- 
sicns w/ Japanese odiC'afs re spec of saloguards measures lor now pluiorvum use fa- 
c'rty m Japan 

SHEA,J.R. Iniernallonal Progrants. 06/07/20. 2pp 47368 347-47360 346 

8S11040224 SECY -68 250 Provides response to 630614 stell lea^emor^a memo hom 
O'c of Sccreiary requesting into on West Valley Oemonslraiion Prqlocl 
STELLO.V Ole Of iho Executive Director lor Operations 86/09/ll t7pp 47583116- 
47683:132 

89lt070<l04 Forwards SECY-86 304 ro efalf actions 10 reduce lesttrw al power 8 
SECY-88-S07 ro Tech Spec improvement program for placement m POH. 

BATES.A Qparatons Oranert 68/11/02 SHF.IBURNE.R. NRC - No DataFed Aflik- 
a'.on Given ip 47464 115-47464 130. 

-8811070006 SECY -88 304 Informs Commissionere ol slalf actions to roduco losiavg 
d-jrng power opatailort 

STELLO.V. OIc ol the Executive Oroclor lor Operations. 80/10/26 lOpp 47464 |I6- 
47464.125. 

-8611070011 SECY-00-307 Informs Commissioners ol schedule & rosourcos tequitad 
10 coirpieio new STS as wo'i as reduce backlog ol in-houso Tech Spoc roviow. 
STELLO.V. OIc of Iho Executive Director tor Operations. 60/10/28 Spp 47484 i26- 
47464 130 

8811090232 Pari-al response lo FOIA request lor documents inlorms that App 8 docu 
mqnls aval'able m POP. Forwards partially withhold App C documents (tel FOlA Ex- 
e-rption S). 

GniMSLEY.O.H. NRC ■ No notalied Aftiiiallon Qlvon 88/10/25. AIRO2O.0 inskte 
N.RC. (McGraw-Hi'l Pub'-icellon) 4pp. 475t0:220-47510;348 

-6802170392 SECY-80-031 Par'snv ddolod request for Commisslort epprofOl (opubksft 
noiise Ir) FK seeking public input on safety bonofita resulting from oxpandod appiice- 
ciqn ot leak-beloio-break lochnology. 

STELLO.V. OIc of the Eaocutive Oiroclor for Oporetions 06/0t/28. 2pp. 47519:250- 
47519 251- 


—8811 170236 SECY- 78-301 Partially withheld Comm.ssioii paper lequoslmg approval Ol 
chatwes tn policy ro durauon & locanon ol tPORs & docurr.onis supp'ied 10 LPDHs. 
OONOGHUE.DJ Olt-.co Ol Adminisirallon (Pro 0704131 78/06/05 15 dd 47557010- 

47557 024 

6811180294 Final rasponso lo FOIA request let docivnanis Forwards pama'iy dsieioci 
App 0 documetils (tel FOIA Fvompiion 5) 

GRtMSLEY.DK. NRC - No Detailed Alliiiaiion G-von 08/11/06 AiROZO.D Inside 
NR.C (McOraw Hill Publication] 3pp 47584:106 47534-118 

—8802170336 SECY-86 038 Partially delated Comm-Ssion paper adviS-ng ol results ol 
moebng w/OOE re oxtens on ol weapons 8 arresi authority ol Section i6lk to license 
Quards 

STELLO.V. Otc of the Execuuvo Oiroctor for Operations. 88/02/05 3pp 47584 it 1- 
47534 M3 

—8803240176 SECV-OB-04B Pariiaiiy deioiod Corr.mission paper soeking concurrence 
w/ rosponsn to 880128 DOE request re proposed robansler of 126 US-prigln spent 
fuel flssomblios.conieining approx 50.000 Vg U crir«.Jied lo 0.9% U-235 for rop-ocess- 
ing at United Kingdom. 

SIIEAJ.R Inlornalional Programs 88/02/19 4pp 47504 tt4-47584.tt8 

8611230162 Final rosponso to FOIA roquosl lor documenis Forwards App u 
documents App U documents also available in POR App U document wiihlielcr (rol 
FOIA Exempbon 5). 

GniMSLF.Y.O.H. NRC ■ No DsIBIIed Affihailon Given 88/11/08 JONES CR Alfilial.on 
Not Assigned 4pp 47585 053 47585 065 

-8709170046 SECY-8S-308A Forwards list of current lire prolOcHon enlorcemant 
aciions.per 051106 request Suggested schadu'e lor aHociod licensees to comply w/ 
App fl requiremonis will be provided. 

DlftCKS.iVj. O.'C of Ihe Execul.ve Director tor Operaitons. TAC 62060. 85/12/03 
4pp 47665.059 47685 865 

6611230259 Final response to FOIA roquesl for docomenls Forwards App A & pariially 
doleiod App Q docirmunts (rol FOIA Exemption 5) App A document also available m 
POR 

GRIMSLEY.O NRC • No Doiailed Alliliai on Given 88/11/17. HAMILTON.P W. Ameri- 
can Sodeiy of Mechanical Engineers. 4pp 47605.323 47585'355 

-6811230262 SECY-88-230 Informs Commission ol siaius of stall raviow ol Inal envi- 
fon Impact siatemont on d-sposal ol llanlord wastes 

STELLO.V. OIc ol iho Executive Diroclor (or Operations. 88/08/19 i ipp. 47585 327- 
47505:355 


-061 1090249 SECY 86-032 Partially deleted Commission paper assisting Commission in 
decision whether to review Alab-860 & alAQ- 076 & proposing draft orders tor con 

SHjoraiipri. 

MALSCH.MQ Ollico or Iho General Counsel. ALA6-ee9 88/02/01. 2lpp 47519 252- 
47519 272. 

-8002170342 SECY -80 037 PanisUy doleiod paper roquesting Commission approval to 

C iSh NAS revised repi. ‘'Aevtieii/rng Nuctoer Seieiy Researdi." & i/ensminaf (o 
Resoo'ch Council 

STELLO.V. OIc of ihp Exeeutivo Oireelor lor Opotailons. 86/02/05. 2pp. 47519273- 
47519:274. 

-8802320073 SECY-66-041 Partially daicted paper raquosUng Commission approval ol 
Oral Pralt q-jsnoiiy repl lo Congross on AOa lor Jul-Sopi 1907. 

STELLO.V. Olo of Ihe Exacullva Oirocior for Oparailons. 88/02/09 Spp. 47519:275- 
47619:279 

-6802320076 SECY-68-042 Partially doleiod paper providirig Commission opporlwnity to 
review & commeni on aieli prepared NUREG-1225 (prior lo pubiicafion). ' Oevefop 
mom & Utii/ation ol NRC Poi'Cy Sialomoni on Reguiaiion of Advanced Nuclear 
Power Pleiiie " 

STELLO.V OIc Ol Iho Executive Director lor Operations. 88/02/08 30pp. 476l9:260- 
47519 318 

—9603340279 SECY-88-051 PariiaUy deloied pspet seeking Ctommisston epprqvai for 
ubiishine nonce ol proposed rulemaking. lOCFnSO & ei.rc disposal of radwasio 
TELLO.v. OIc of die Executive Director for Operations. 68/02/tQ. I8pp. 47516.319- 
47519:336. 

—8803230214 SECV-86-055 ParTlsHy deleted paper requesting Commission approval ol 
addi membership lo Nuclear Safety Research Review Committee. 

STELLO.V. OIc ol the Executive Director for Operations. 88/02/29. Spp 47519337- 
47619 341. 

-8803240476 SECY-68-068 Paillally deleted paper recommending Commissiixi approv- 
al ol noiice ol proposed rulomoking that would publish proposed endorsomenis to fa- 
cihty lotm nuclear liability Insurance policy 

STELLO.V OIc ol the Executive Di/ocior for Oppralions. Ofl/03/07. 3pp 47519.342- 
47519:344. 


STATE PR0I3 STATE PROGRAMS 

68I02S0378 Responds to RR ivight fir re implomenfaHon of Sfsfa of fL rosidenf angf 
neei program Aiisrnatives lo accomedaio state reprnsenieiivo obsorvatlons ol NRC 
insps listed 

OAViSjkB. Rogon 2. OIc ol the Direcioi. 08/10/20. LASH.T. Illinois, Stale of. 4pp. 
47202 205-47282 206 

6810260160 Rosponds to 881012 Hr to roadinoss of facl'ly to rosurno normal 
cparanonsNRC wiii not nuiheri;e rostsrt pt piam until an svai’abie Inlo has bean con- 
sidered 

2ECH.L.W. Commissionors. 66/10/13 BARRY.CV. Massachuseits. Commonwealth 
ol. Ip 47288 347-47265 346 

-8810260198 informs that E Murphy w-ii repiosorti Commonwealth ol MA al NRC meet- 
•nn to considor utii request for pcimiss'.en (o roiari Diant. 

BaRRY.CV Massachusons, Commonwealth ol. 88/10/13. 2ECH.L. Commiss'onors. 
Ip 47268348-47265 348 

$910200392 Confirms 881007 requesi 10 address Commission al 801014 meeting re 
proposed lOBiart ol lac>lily 

cECH.L.W. Commissioners. 88/10/07. MURPHY, E. Massachusetts. Commonwealth 
ol. Ip 47289033-47289 033 

6810260447 Forwards Rev 1 lo NUREQ 1306, "Summary Repl ol Redoaclive Mail In 
WosI Lake LendliU," per 881012 rooueslW/o enci 

LAROCHE.Q. Fuel Cycle Saloty Dronch. 68/10/20 ED.D. lllnois. Stale of ip 
47289034-47280:034 

8810370034 Requests that NRC ensure that uUl Heats sioam generator lube degrada- 
tion ss Category C-3 failure as staled in Tech Spoc 4.4.6 2. 

NICHOLLS.OP. New Jersey, State ol. 66/10/20. Document Contiqi Branch (Docu 
merrtOjnirof Desk] 2pp 473422ii-4?342 2l2. 

8810270065 Forwards Stale ol TX Public Ut-ls Commission Substantive Rule 23 86 re 
wheekrM for cogenoroiors 

ADRAQNA.JM Millor.Balis & O'Noil 60/10/14 VOGLERB NRC • No Detailed Aliii.- 
euon Given. I4pp 47342:023-47342 038 


-8803240232 SECY-88-071 Pariially deleted Commission paper recommerKfing pubPee- 
bon ol advance nonce ol proposed rulemaking re SECY-87-049, "Training & Experi- 
ence Cntena lor Medical Use of Byproduct Matl." 

STELLO.V. OIc ol the Executive Director lor Operations 08/03/08. 3pp. 47619.345- 


8810360306 Responds to problem ereas cited by NRC In 680907 Hr re Slate ol NM 
tadrallon control program. Beginning 060701, all job descriptions lor radiation licensing 
8> registration section alall members rewtiiian Stale licensee end. 

MITZELFELT.R. Now Mexico, State of. 66/09/30. KAMMERER.C. State. Local & 
Indian Tribe Programs. Spp. 47366:180-47368:184. 


66t1>M137 Forwards regulatory documenis comprising regulatory Wsfoty of nofico of 

E atitinn for rulemaking entitled, "Disposal ol Waste Oil by Incinorailon.'’ index end. 
lATTSEN.cn. Regulation Developmorri Branch. AC14-1. 68/11/04. NRC • No Oe- 
Ulled Atfilialion Given 3pp. 47654:31 1-47566.052. 

-8811110143 SECY-80-198 Informs Of intent lo grant, in part, request ol pebUoners S 
publish proposed rule 10CFR20 re disposal ol waste oil by Incinerator In response lo 
pebbon lor rulemaking from Edison Electric Inet & Util Nuclear Waste Mgt Group. 
STELIO.V. OIc ol the Executive Director for Operations. AC14-t 39. 08/07/12. 33pp- 
47464:294-47484:294. 


8610310010 Ack recsi'pt ol 680330 response lo comments & recommendations from 
1988 review ot Stale ol NM radiation conliol program NRC plans to reman in fro- 
ouent crxtiact w/slaie to review backlog ol overdue insps. 

KAMMERER.C. Stale. Local & Indian Tnbe Programs. 68/10/25. MITZELFELT.R 
New Mexico, Sfafo of. Ip 47373:1 f5-47373 1 16 

8811010064 PNO-l-BB-ll2 on 881027,33 patients received therapy troaments In excess 
of 10% of prescribed dose.Causod by lack of Incorporating new source Into computer 

K ram used for treatment planning. Inspector from Siaie ol MO sont to site. 

IHATH.JR. Region 1, OIc ol the Oireelor 00/10/20. ip. 47401:t82-4740l;ie2 


8411170182 Final response lo FOIA request lor documents Apps B end & avellabte In 
PDfl.<^P C documenis partially wiihheld (rel FOIA Exempiion 6). 

ORiMSLEv.O.H. NRC - No OelBiled Affiliation Given. 88/10/26. OARKEJ. AfWiaUon 
Not Assigned. 4pp. 47556 342-47557:024 


6611010117 Comment opposing amend lo proposed rule 10CFR150 re handling & dis- 
posing ol low level ladwaste. 

JOHNSaN,J.E., MILLER, G.W. North Carolina. Slate of 63FR3180O 00013. 88/10/21. 
Docketing & Services Branch. 4pp. 47322:066-47322.069. 



312 NONDOCKETED ITEMS 


S8HOtOI69 Fotwa'ds results of lesl.ra of Onon Model i/i'O continuous ch'orino 
onaiyzi.v UM piers lo request, in NPDeS permi renewal app-'icafon.thai conbnuojs 
chlorTis a.-iaiyzor be removed since u!>l u.neb'a to acquire eccuraio aisely^er 
SCHM.£neACli,W. Tanrossao Va'loy Aulfioniy 88/10/28 STEWAniPi. Tennes- 
see. Siafoof. iCpp 4/397.l6e<l7397 165 


8611010224 Forwards Arr'crd 16 (0 Licerse R 05 & safely eva'uai>or> Amend ciaiif'os 
axhausi sources & rates onfe'ing siacK Of roncter DMg. 

WiCHAElS.T.S S'flridardaa' on & Non-Power Reactor Proieci 0'rec(o>aie 88710/20 
O.MEGUO,A.r. Rhode Island. Stale o' 3pp •17379.I78-47370.1G6 


68tr020029 Forwards nuo-encai hsi'ng & documonts re 3M Co siaK o'im-naicrs 
(Rev.-ew Group 3-M) Oocurnenis w-'l be pieced in ROR Oocurnerxis coxot S83 dvouab 
692 (coni.'ruai/on ol firsi l-sl lonva'dod) 

QEVERlOGE.Q OKice o( Nu^oet Maiena' Safely & Sa(aouatds,0'teci<)i 88/10/24 
LANHA.M.O NRC - No Dotai.'ed AfHaiiOn Given, ip. 47491 2oe-4748i;2ei 

-8611030044 Comments on lessons learned 8 overall rogu.'alory aesossmoni o* 3M Ro- 
21Q ir-.&depi Conaidetolioo sfiouid be given to esiab'isnir.g cqwial corxoci m&lonO ol 
requ'r.rg states to contoci several iederal aooncies 

OCUS.GJ. Arkansas. Stale of Se662. 88/07/20 NUSSBAUMEROA Assisiant Di- 
rector for Slaio, Local & Indian Rn'alions. 2pp 47492:1 1 1-47492.112 

-8811038084 Responds lo 680603 3 30 rcquesis /or toguialory assosemont ol 3M 
>f'CWst''..Contaci person providad on NRC ksis was fioneielly uocutomonl porson & 
knew r:oih.np about rad-a(ion proieciion 

leCFOnO.CF. Aniona. Stale of. SF669. 88/07/29. NOSSSAUMEROA Assijianl Oh 
rector for Siatd. Local A Indian Rotations 4pp 47492 146-47492 149 


-8311030089 Subm.la into iQ SiaiQ of A2 invp.Vemoni in Po-210 Incldoni Approx 1 200 
devices inspociod Molo.-ola.Rogois Coip a Ganell Flu'd Sys toquosied peim-ssion to 
coninue uso of oiimlnaiors 

lEOFORO.CF. Ariiona. S’.sto ol SEGSB. 00/04/23 BOLLING.L Assisiani D.iociOt 
for S'aie, Local a Ir'ifian Relator'S ?pp 47493.150 47492 ) 61 . 

-6811020178 forwards Stale ol CA alaius ropl ouil.ning oflons /ollow.'ng nobheanon ol 
lai'uro ol 3M go-noro iy I'Consed alatic eiiirinaiors.R0commor>£ls ihai Nail Oevico Roo- 
isiry sys bo dovo'oped to aid sialos in handling prohlom 

eUNN.DE. Cafiiotnia, Slate ol. SEG86 60/05/20 LUBENAU.JO Ass.swni Ouocior 
lor Slaio Agreomenis Program 2pp •i749l:P69-4/49i:260. 

-8811030035 Responds lo 880600 marro rcduosling commoma or» lessons loarned 
from Po 2 i 0 static eiiminaior incidonl.in add.ilon lo ropuioiory 

e9so9smeni,iech^caf.heailh,sa'oty 4 logei asaoasmonis aticA'd Lio periormod i auido 
lines issuer/ by NRC 

NASH,j.O Florida. Slate of SEGOi 88/07/28 NuSSQAUmER.O.a AtVMaw O.iocto« 
(or Stale, Loceil i Indian neiaiions 4pp. 4 749i:2i0-4749i 2io. 


-8811030068 Ccmrtiunie on lesBons learned to 3M stal'd ot.mnalor ir'cldtri.-c d 
/Lgreement State should dovoiop more sinngont cniona lot dovico approve Gjidtires 
6houkl bo to eib >n ^ncWoriis 

SII6ALY.H Q. South Caroitnn, Slate of. SF666. 80/07/2? NUSSSAUMER DA A)sisS 
eoLO-facUy lor Slaio. Local & lnrl.an Ro'ai'ons 2 pp 47492.116-47492 ill 


-68110292SS Lists Slate ot 7N ollorts 10 respond to 3M Po 210 sialic el-r.ratir 
pnoWoniOf 497 dev.cos sunvoyed.74 found loakino (rom field roadmo Co'at'sbie 
abOvo seckmound 

WEST.C.P. Tennosseo, Stale ol SE586. 88/05/05 WOODRUFF.R L Ror.iO-' 7 Oc 
OflhsOtfCClor 13pp 47491 26947491:281. “ 

-Ml 1020403 Responds lo 800603 request lor commonts on lossons loarred iru-n 3M 
Po-210 i/Kideni Supports shoiUjt leek test interval la tnjjte 
accooniabtLly.coniaminaiion & malm problems. 

LACKEfl.OK. Texas. Siaie of SeR59. 68/07/27. NuSSBAUMER.O.A Stole luv 4 
irHlian Tr.be Programs 2pp 47492 I0l-I74n2 i02 


“ 881 1030053 Responds lo roquasi for info ro lessons learned S overai. roau'a'ory as- 
Mssmont tot 3M Po-210 lociOsni.into exchange Doiwoen NRC & Aareemont Sii'as 
tod 10 ra^ assossmani 4 conirol of incident 

JONES.C.W. Ulah, Slate ot. SEfc63. 80/07/20 NUSSBAUMEH.D.A Assisiani Ovrciix 
lor Sleta. Local & Jncl.on Helahons ip. 47492:1 13 47492:1 13 

-8811030072 fiosponris to 600630 requosi for comments on lossons toa.Ted 4 cvcrai 
vogtaei^ assossmani ol 3M Po-210 incirfent.Use ol general Jiconsos shou'd bo se- 
voraly liniled 4 largar sources should ba broughi under specif.c i cense 
FRAZEE.T.C WasFiifigion, Slaio ot. SEG67. 88/07/25. NUSSBAUMER OA. 45 S«iarl 
Ovector for Slaia. Local & Indian Ralabona 3pp. 47492.1 18-47492.120. 


8411020040 Forwards commenis on laas'biiily sluOtos lot Unhetf Nuclear CorpU rvi* 
raiL'iM s'lo al Church Rock 

CARV.S Now Mexico. Siato of 68/09/15 flOWE.W.D. Envi.-onmertai Proiecuio 
AgoTKy I2pp 47412079-47412 090 

6811020088 Commoni on proposed rule 10CFH40 re custody & long-ierm care ol U rll 
laiings sues NRC should iisi poianiial uses ol disposal site that wou'd ba co-'Sc'si-M 
lorftoaftsuro 

I ACKER.dk. Texas, Sleie ol. 53Ffl32396 00003. 88/10/20. Dockclinn & Soivcci 
Stanch ip. 47326 359 47326 359. “ 

6811020105 Commoni euppoiUng proposed rule 10CFR2O re disposal cl waste tWW 
incfnoraitoa 

NfCHOLLS.QP New Jetsoy. Sieic of. S3Ffi324i4 00006 66/10/26 Ootkemt & 
Services Stench Ip. 47326357-47326357 


•8811030184 Siibdi'ls ir'fa ro various problems w/l, censing 3M siabc eLminaiors Ourmo 
orienlation course rn korising pracbces 8 procorjuros NRC supooried use of eamif.^ 
ipra in food proeoea'nQ plnnts.whito FOA look Issue w/NflC luppon 

^ SWIO/IS MILLER, V ofl'toci NuttoAi Maienai 

Safely fi SA'cguards.Oireclor. ?pp 47492 330-47492 331 


6811020119 Responds lo FOiA rsouasi lof records belween named NrIC i siii 
A '8Cords ohcVApp 0 documems withheld (rol FOJA Exerrplon 5) 
QniMSIcY.DH Division of Freedom pi inlormeiion & Pub'icalions Services (Pen 
86/10/04 RHODES, J. Pennsvivama, Commonwealth ot, 6pp 4755832e- 
47o5d‘34 I. 


-8811020306 Ferworda results of survey ol 3M sonoa siatic oliminatioh dovicos in 
AffOfmsM Siaies ToiaJ ol 2,308 McAiiOs cchiflineij 900 senes devices 
!lir ^ Aisillani Oirectoi for Slaie Agroomems Proorarn SE6I6 66/02/ 

29, Alli.'alion Not Assigned, 6pp. 47491 324 47/.91:328, 

-M1KI30M3 Responds 10 request lor commenie om 3M Po-2»0 stotic esminaiot 
lnc/de/il Slate beiievas NRC too lax m rssu'ng general ficen$ei & consktorebon should 
be given to compiaiely rovisiiM cinena lot general ficonsos, 

HOReL.B.W. lowa, Stale ol ^665 88/07/28 NUSSOAUWEfl.O A. AssiSiem ftrociof 
lot Slate, Local & iridian Rolanona Ip. 47492.1 15 - 47492 , ns. 


8811020142 Commoni opposing pieposeo rolo 10CFR20 re disposal ol wasie oil by n- 
cineraiion ' 

JA6ER.IE. Wtchlgan, Slate of 53Ffl329l4 0QO04 88ft0/f3 Oockobng & Ssivcai 
Bfonch. 3pp 47325 357.47325.359 

6811020196 Commoni eupporlinq proposed rule i0Crfl20 re disposal ol was'fl O'i tw 
IncLoorobon 

lACKERO.K. Texas. Slate 01 . 53FR329M 00009. Q6/10/14. Oockei>rig 8 Servci) 
Bianch Ip 47326 352 47325:352 


-88110J0077 f oiwa'ds Stale ol 1L ropl on 3M sieiic olitn.naior mc'der'l in slaio tocldeni 
iifusireles importance of caiolul reguiaio/y oversight ol both d-sir^Hiiiotj ol devices to 
po'ieialy licensed rccip'onls & end users 

CASH, JR. ii/inors. Slate ol SE608. 63/07/20 NUSSBAUMER.O.A. Ass-stam O-tector 
tor Stole, Local & indton Relations. 2pp. 47402.l2l-47492:i22. 


-MllOSOOeO "Invest gallon ol Radioociive Coniaminalion from Faulty Static ENm'rMion 
Dev.'coa in Illinois " 

' liiinols. State ol. SE66B 80/07/31. 23pp. 4 7492 123-4 7492 145 . 


6611020201 Comment opposing proposed rule 10CFR52 re early site porrmls. 
SANKCWO.JA. LONG.k.E. North Carolina, Stale ol. 53Fn32060 0DO26 08r 18/24 
NRC • No Delailod AHiliallon Given. 4pp. 47325 325-47325 328. 

8911020211 Ojmmeni supporting proposed rule 10CFR20 re onsite rncinera'ion cf 
snaiipy contaminatod waslo oils gonorated el licensed nuclear power piams.Ri-'o w 1 
help cotvsorvo hmiied tow level waslo burial giouno space 

POLLARO.CG Texas, Stale ol. 53FR32914 00007. 60/10/19 OockeLng & Srus'ces 
BrarKh Ip 47320 124-47328 124. 


-8811030268 Discusses impaci of 3M sialic elimmaior p.'oblem In Stale of NHOI 4L 
toCT'iUos In alato.on-'y two wo/o ol concern. Including Imperial Prmbng & Amoeyiinoo 
TEFf r 0 E. Now Hampshire. Stole ol SE673. 80/05/ 10 BOLLING.L. AselsIarM Ox©c 
tor lor iiaio, Local A Indian flaiabons 4pp. 47492.333-47492 330. 

••0811020310 Forwards 3W devicea/faciiii'os survey repLa lor Stole ol NM Eihicon 
./onnson & Johnson, Missouri Resoaich Labs & Sparion Tochnology.l/tc were only la 
?! NM haying levels abovo NRC guWelvves lot surface coniammatioo 
WECHSlEn,a New Mexico. Stale ol. SE62-/. 06/06/30. NUSSBAUMERDA Assisi 
am 0 rector lor State Agrogmonts Program. 2pp. 47491:340 4749V.341. 


8811020224 Commetii opposing proposed rule 10CFR150 re reassertion ol NRC su 
Ihorily tor ^proving onsHe low lovol waslo disposal in Agieemonl Stales 
LASH.T.R 1ll.no.s. Stole ol. Depl. of Nucloar Safety 63Ffl3l80O 00021. 69/10/21 
Dockeltoo & Services Brandi 4pp. 47325 315-47325:318 

88)1030260 Advises that util has nolilied Luserno County & Salem Township re ai'co.i- 
lamirsaiion source perm-i appiicatior> 

FIELOS.J.S Pennsylvania Power & Light Co PLE-I0960. 88/10/26. PATEL, 0H 
Pennsylvania. Commonwealth of 5pp 47422:152.47422 I56. 


-881 102009Q Summarizes Slate o( NV ettoila le 3M Slavic elimmaioi recBH Conbimaiioi 
s-jrveys Ind.'caie that all ronlaminalion removeed by 3M consullarn.Followup tefo 
a" devicos in Stale of NV letuinod lo DM Co 
MARSHALl.SR. Nevada, Stole ol. SE674. 80/05/12. NUSS0AUMER.O Assislaot Di 
rector tot stela Agteemenls Program. 2pp. 4749i:242'-47491;243. 

“8811<I2040S Reaponsls lo 8B0630 memo ro lessons learned from 3M Po-Dll 
incioenLSW advisory did not seem forceful enough to elicit Itmaly reeponse iretn al 
Mnetai ittonsees » - 

MARSHALL.S.R. Nevada, Sialo of. SE660. 88/07/21, NuSSBAUMER.O Stole. Lore 
& Indian Tub© Programs 2pp. 47462,i03-47492:i04. 


881 1030340 Requests emergency permit for temporaty be-in o( ale well sys lo donas:< 
water sys normally supplied by over walor ireaimeni sya.Ropair should bo compleied 
& reaciivalor returned lo sve wiilvn 30 days 

SAXTON.C. Pennsylvania Power & Light Co PLE-10961 08 / 10/26 LADUZ.J.P Peni- 
sylvafva. Commonwealth of. ip 47428:033-A74?e033. 

8811030394 Comments on proposed rule 10CFR52 re early sile permils. Proposal rap 
resents slgndicani deparluro from nature & impacts of consideration of early sila 
issues urtder current procedures 

FROMER.HA New York. Slale of. 53Fn32060 00040. 80/10/24. CHiLK.SJ. Ofiiceol 
ihe Secretary o» Ihe Commission. 4pp 47361-327-47361 -330 


-6611030058 Responds lo 880630 lit re 3M Po.210 incfdcni.lncidenl hitusiraies need I 
foevaiuaio appropriateness of many general l.-censes 

ALOB1CH,H. Now Yoik. Slate ol. SE664. 08/07/26. NUSSBAUMER.O A. Assrsient D 
rector lor Siato. Local & Indian Relations, ip. 47492 : 1 14 . 47492 : 114 . 

summary data on ©lion expended on 3M aiaiic eKmlrtok 
moblem Table 8 I 10 WS device invoniory of general licensees, broken down bv ivpe r 
i''dus''y * totol number ol each device mocfel possessed 

Stole of- SE576. 68/05/10. MCQRATH.J.a Reg-on l.Ol 
of the Drecier. 2 pp. 47491:244 47491:245 ^ 


861 1030409 Comments on proposed rule 10CFR52 re early siie permits. Believes per- 
mits could pose unnecessarily complex ovacuauon probtoms boloro plants evsriuai'y 

bu4l. 

LONG.K.E. North Caroima. Slate ol. 63Ffl32060 00042. 60/10/24, JULIAN.E. Docket 
Ing & Sorvices Branch. 4pp. 47336:355-47336 358. 

88 1 1040004 Forwards index & documents provided by Region HI re 3M case lor placfl- 
nont m POR Records numbered 1 itvougn 340. 

BEVERIDGE, G. Office of Nuclear Material Safety & Safeguards Oirccior. 86/10/17. 
LAFMAM.O NRC - No Delated Aflilialion Gwen ip. 47529294-47530 163 



— 8811140169 Responds 10 760421 Itr & ropi re 3M siciic eiiiivnalon dov«es(lt te- 
foieO to s'ateU branch. Cor'lums understand r.g un.det wtvch Licenso 2?'0057-32G 
iSEirCd. 

KERR.G W. Assisiani Oiteclor lor StalO Agreorncnis Prcgiarrts. RFCillI 003 76/05/10 
GOOw.t’J A. Alabama, Stale oi ip 47531 040 47531 040 

—6811140183 Fo'wards repi on 3M Co Model 315 devices distributed under License 22- 
00057'32G Commer^lS I, sled 

GODWIN.A.V Alabama, Stale ol REGIII 094 76/04/21, t.OMAUS.P NFIC • No Oo- 
U ed Alt' iei on Given 12pp 47531.042-47531 053 

-89(1040179 Foiv/ards most icconi supp'omeniai iisi-ng of general liconsoes in Region 
V V//3VI Sialic e'lrnmaiion devices Keguesis ihai hsi bo disiiibuiod lo Agrocmcril & 
non-Ag'Csrnani Status in rugion.W/o encl. 

ADAf/,W J Rogion 3, 01c ol the Director REGm 012. 60/03/01 HORNERj Region 
S.O'cPllho C,fOctcr. Ip 47529 353-47529 353 

—88(1040184 Forwards mgel roconi supplomeiiiai listing Ol general iiconseos w/SM 
static e'.mi'iationi devices in Region IV Hequosls inai listing be disinttuied to Agreo- 
merii S non-Agrceriien( Slates n region W/o enct 

AOAM.WJ Reg on 3. Ole ol the Director. REGIII 012 6Q/O3/0t DCOA.nj Region 
4, Ofc oMho Director Ip 47529 354-47529 354 

-8811040185 Forwards most recent suppicmontal I siing of general liconsees w/317 
Eia'ic el mnaiion devices in Reg on It. Rcguesis that list bo Oistnbuied to Agroemoni 
8 non-Agicome.'ii Slates in region. W/o enci. 

ADAM.WJ. Regon 3, Ole ol Iho Di-ector REGIII 0I2. 08/03/01 WOOORUFFHL. 
Roglon 2. Otc Ol Ihe Director ip 4/529 355-47529.355. 

-66(1040187 Forwards most teconi supplomnniat Isimg of nonetei iiconsoes w/3M 
Stax 0 irTiinaiion dev,ces in Regan I. Requosls Ural listing be clisinbuiod io Agree 
meni A ncn-Ag'eoir.eni Stales in region w/o encl 

ADAM.WJ Fiogon 3. Olc of Iho Oirecior REG»I 0(2 88/03/01 MCGRATH.J 
Region 1. Olc of the Drecloi Spp 47029 356-47529 360. 

-8811040039 Pp.-waids most recent bupplomemai using ol generoi iiconsoos n State 
cl lA w/3M static olimmaiors containing RQ 2iOAny faciMlos w/ieatung souicos 
should bo rcpoited lo NRC.FncI withheld (rot 10CFn2.790) 

AOAM.WJ Region 3, Olc Ol iho Director REGIII 012, 68/03/01 FLATEH.O. Iowa. 
Stale Ol Ip 47529.346-47629 348. 

-68itl)4QI6( Forwards most recent suppiemenial listing ol gonoral bconsoos w/3M 
Slate ermtnators.conisinrg P'O'SiO.in Stalo ol IL Names of laciMioi w/ioaKsig 
sources should be loporied to NRC Encl wiliihold (rel I0CFR2.7901. 

ADAM.WJ Region 3, Olc ol iho DiifiClot. REGllI 0l2. 80/03/01. S/\N2 a.B UawiS. 
Slate of. Ip 47529351-47529351. 

-6811040158 Forwards most roceni supp'orncnlai listing ot goneiai ■•consoos w/3M 
s'.aic c'lmlnators.caniamng Po SiO.in siatQ ol iN Nemos of laciiit>os w/ioakmg 
sources should be reported to NRC.Enci wiihheid (rel inCFR2 700). 

ADAM.WJ. Reg-on 3, Olc ol the O.rociof. REGIII O'? 60/03/01. STOCKS.H. itvjiena. 
Sieteof tp. 4VS29 350-47529 350 

-8811040158 Forwards most recent supplemonial listing ol gonoral iiconsoes w/3M 
static olim nelpi8.CQnlain.ng Ro-2l0.iri Siaio ol Ml.Namos of faciliiics w/loaMng 
sources stioi/'P berpporied to NRC Enel withhold (roi I0CFR2.700). 

ADAM.WJ. Region 3. Ofc of the Orocior. REGlii 012. 68/03/01. BflUOlMANN.O. 
Michigan, Slaioof ip. 47529 349-47520.349 

-6811040153 Forwards most lOConi supplomeniel listing of gunerei itconsoes iOCO.v<no 
3M siei c olimi'taiors w/PO’3l0 m Stale ol MN Nemoe oi teciiiiios w/lcakino sources 
should bo loportod lo NRC.Enci withheld (rol I0CFR2.790) 

AOAM.W.J. Regon 3, Ofc ol iho Oiroctor. HEGUI 012. 66/03/01. ilENNlOANj^O 
M nnosoia. SiaiO ol Ip 47529.346-47520 346. 

-8811048035 Fotv/eida iron lecont sopvlcmontcf Hung of gonoral itcenseos w/3.Vf 
siflic elim'nAiots co.ntainmg PO‘3i0 in Stale ol MO Any (aciiiiies w/ieaking sources 
Should be reported to NflCEnci withheld (rof lOCFRP 793) 

ADaM.W,J Region 3, Ofc of iho Direclo/. REOfli 0t2. 0O/O3'Ol MlllER.KV. W>J 
souri. Slate of tp 47529 345-47529'345. 

-6511040149 Forwards most rocenl supplemonial listing of general iiconsees receiving 
3M static oi,m.naiois containing Po 210 in Sieto ol Oil Namos of te&iiies w/loaiung 
Eouices sho-jld bo tsportod to NRC.Enci withheld (rol 10CFR2 790) 

AOAM.W J Region 3, Ofc ol the Duecior RF.GIIl 012 00/03/0t QUILUN.R M Oh-O. 
Stacoof ip 47629.347 47629347. 

-8811048(72 Forwards most recent supplemontel I'Stuig ol gonoral iicerfsoes w/3M 
state e'iminaiors.conlamng Po-2l0,tn Stale ol WiNamos ol /acJ'Uos w/leaiilna 
sources shou'd bo submnind to NRC.Enci withheld (rol 10CFH2 790) 

• ADAM.WJ. Regon 3. Olc ol iho Duecior. REGUl 0i2 60/03/01 MCDONNEll.L 
Wiscons-n. Slaio of. tp. 47529 352-47529 352 

8811040150 Comment on pioposed rule 10CFR71 ro compaiibiily w/inll regulal-ons per 
IAEA Advises that lour paragraphs in proposod regu1al,ons need funttor clanlicaiKtn 
8/or corr.meni as listed. 

SHEALV.H.G South Carolina. Stale ol. 53FH21550 00012 80/10/20. OlUo ol llie 
Socreiary ol the Commission 2pp. 47376 291-47376 292 

8811870164 Requests deiorm-nalion ol harord ranking score lor site & plecomeni of 
site on nail priorities lisi.il eppropnalo Iniiiallon of Suporlund process to detetmine po- 
loniiaiiy responsible parties also requuslod 

FCHO.WC. Missoun. Slate ot. 24B6I. B8/t0/25 WAGONER.O Emnronmontal Pro- 
tection Agency. 3pp 47458 269 47450 271 . 

8811070189 Discusses quotes lekon from transcript ol 681014 NRC mooting m 
RocKville.MD <6 emergency planning. 

tHOMPSON.AC. Plymouth. UA 68/10/31 NRC - No Oeiailed Allitfabon Given Opp 
47,558.284-47558 272. 

801108022 1 PND 1-88-1 12A overexposure ol 33 patients receiving patlialivo lue-n tumor 
Ireatmonts received '/5'’-o in excess of piusenboc) dose Mtoadmin'siaiion coi^*metf by 
consultant. Radiotherapist hosp privileges suspended 

MCGRATH.J, Region l. otc of the D.reclor 88/11/03. Ip. 4/474 t9t.47474:191 

8811060389 Comment on proposod rule 10CFR40 re ANPRM, Custody & long-term U 
(TI..I tailings sites Rule avoids any merman of NRC cooperation w/staies in form ot ob- 
taining concurrence or approval. 

HAZlCAJ. Colorado. Stale of. 53FH32396 00040 86/f0/2f Oochefuig & Serveas 
Branch 2pp 47413 359-47413 360 


B8l 1090338 informs that ma nl of make 6 dischargo suuclu-os at plant should bo com 
pleled by mid Nov 1988 

FlELOSJS Pernsyivan.a Powor & Light Co Pt-E 10975 Se/lO/Jl COUNSli E E 
Pennsylvania, Commonweallh ol. Ip 47513 109 -17513 109 

6811090460 Forwdiils psriian p! markotl up irenscripl Ol Commission 001014 mtolr.g 
re pUtnijn losponso to 801017 request NHC pioposed cianlicaior.s ol siatoments 
made at sulii moeii'g also onci W/o slaiorrients 

ZECd.LW Goaim.ssioncis 00/10/27. AGNES, PW. Massachuseiis. Co.Tmor.woalth 
ot.epp 47524017-47524026 

-6011090473 Ack rocopl Ol 801014 Ur re NRC 881014 meeli-’g In 
Rockv/lo.MO Requests that iransuipi & malls ro mooting bo to-warded to author ot 
chr I nghis Ttansrnpi & mail re tead.i-.oss lo ifrpio.-iieni orno.-gency p'an roqjosied 
AGNhS.Pw Massachusoiis, Ccmmonwosiih ol. 80/10/17 ZCCHLW Commiss-on 
OfS 4pp 47524 023 4 752-t 026 

08I1IS0609 PNO-IV 00 007 nn 681 lOO.radioaci-uo coniammaton louml in moia' turn- 
ings in steel I'ancos nrponej horn iisiy Contan'inaii-on appears fo to sma'i amoonfs 
0> Co-CO un formly ciSir butaij throughout Mange mail 
OOOA.RJ Regon 4, Olc ol Iho D rector 88/11/08 ip 47549 100-47549 100 

8611180001 Partial tesponso to FDIA roquhst lot documonis to laci'ily App 0 docu- 
menis avai'atia in PDH Forwa'ds App p documonis, also ava labin m PDR 
GRlMSL€Y.Otl NRC • No Dola-'od Atlil-aiion Givon 00/10/25 JOHNSO-'JGE 
Swrdler & Sort n Opp 47541 013-47544035 

-601II800IO Urges NRC to conduct formal ailjud eatery hoar.ngs necessary to rosolva 
ouHUinding issues <n mannoi that w li losioio pjbl c cont donco Author chooses not to 
lOSlily at 088218 mooting 

ALEXANOER.L R. Massachuseiis, Co.-iimonwoalth ol. 08/02/25 RUSSELL W Reg on 
f. Ofc of (hd Oiroctor 2pp 47541 3l7-4754f 318 

6811180063 Responds to QB0929 lit ro enrichment ol naturally occu-nng radonuclUes 
m pioposad A‘Ci>B/nlC lachuas Company advKOd that faciMios suPj to Stale ct TN 
reg Jai ens 

HciUSE.LC Fuel Cycio Satoiy Branch. 86/11/07 MOULEV.MH Tonr.ossoo. State 
Ol 4pp 47561 122 47561 126. 

88II160I07 Roq-josts that NRC B80921 Itr to ul.l IB Rav 20 to p'atil physical security 
plan bo leiumtKl or dosUoyod duo to documoni corMcin ng safeguards unci 
CIIN6.W6 Rogicn 2. Olc of tho Director. 06/10/25. SHEALF.Y.H G South Carolma, 
Siatool. Ip 47589 032 47569.032 

8811160210 Cummonl oi^oemn proposer! rule 10CFRI50 re licensing ol ons-to dspoa- 
at In agroomont slates. Sys whereby agroemoni states have hcons-rg authoniy Iqr d s 
posat ot civilian tow lovoi rsdioactivo waste w,ih n stales should bo ma nio neij 
OEAhfF.r.f. Norm Carol na. Siaie of SJFROIflOO 00041 e0/ll/04. Docket ng & Son/ 
ices Branch tp 47540173 47640 177. 

-8911180240 Comment opposmg proposed ru.Vi lOCFRfSO re konsmg of onsito ds 
posat o< low level radwaslo in ao'ea-meni elates Agieameni elates should mamiam 
iicensitg auU-oriiy Over disposui of c-viiion low level radwasie wiihm states 
jOhn^FUE . MIUER.G IV. Noun Ca'Olmd. Slats el. OS/lO/21. Dockslrng S Sen- 
ices Branch 4pp. 47540 174 47540 I77 

6011160466 Ack iecu:(>i pi 660926 Ur rospondii-.g lo NRC comments A /ecemTenda- 
uons Item 1900 roviow pt Stain ot lA lad.oiion control program Acuons co-nstiiuto ac- 
ceptable ref ttemonis ip pregrom 

KAMMGRER.C Sioio. loialA inJan Ti>bo Progiams QB/II/IO. FLATER.D.A Ipwe. 
Siatool 1P 4756A 332-47566 332 

0611220176 Forwards status lopi O' cooling tower b’owdawn Ino ropa'rs, as corrimitU-d 
in 860624 Itr 

SChmiEROACH.M Ter-nosseo Valley Aulhonly. 60/11/15 STF.WARTPL Tennes- 
see. State O' 3pp 47617 130 47617:132 

6611220303 IVovidos klonhcation re siaiomunts >ri NRC lir conlrm,ng 001006 conlai- 
enco between C^E.NRC 8 State Ol OR 

AfiTnun.wj. Cnctigy. Dept Ol. flO/il/03 HAVVKiNS.EF Urenrom Recovery Field 
Olc. R4 Spp. 47616 1 10-47610 112 

6811220488 Rerrommends rnpd ol Porrpji 603 to mrlude iislcd items, lnciud-i>g mere 
spocilic dolinit-on ol in no unit & saquonco map showing bast oslimale ol luiuro pai- 
lern duvelopmeni. 

SHAFFER.R Wyomng, State ol 88/11/02. MORZENfi.S Everest Mneio'a Coip 
2pp 47826 325-47026 326 

6611230013 0«cusses msiBlaiion ot sand hilar backwash pond at Christensen Ranch 
Satell.te lacJ.iy.Dotertnmation ro whether permit to construct pond nooded roquosiod 
WIChEHS.Ol Meldpai Rosouicos Co 88/10/17. TRELEASE.P j. Wyoming, Stale of 
3epp 47631 357-47631 358 

8611230391 NPOES nencomphance noUhcaiion oii 661031, pretiUor backwash dischaigo 
(OuKali OOF) indicatod suspended solids conconiiat on of 138 mg/i 
MENQE.R.C. Indana Michigan Power Co (formerly Ind-ona S Michigan Electric Co) 
88/11/07. ZUGGER.P.D. kfichigan, Siatool. ip 47631:352-47031 352. 

8811300177 Common! ppposng preposod rule lOCFnSB re rondom ihug losi-ngin NRC 
Fitness lor Duly Ptogram 

AISWORTH.M W Oregon, Stale ot. 53Pn36795 00261. 88/11/16. Dockeimg & Sorv 
icesBianch Ip. 47833 291 47633 291 

8011300179 Comment on proposed rule 10CFR28 ro Fitness Icr Duty Program Advises 
ol appropnaionoss ol regulated entity to imposo enUanco requ lemonis on rooulater 
ESChELS.C Washington, Slate ol. 53FR38795 00266 68/11/16 Oockitiir.g | Serv- 
ices Branch 2pp 476761 20-47670 129 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 

6601190072 Responds lo 671117 Itr re use ol ma9not,c media lor storago ol OA 
records NRC does not obieci.provided records can bo recalled legibly durmg roqu,tod 
record reteraiion period & mod-o represent records as ccmp'olod 
FOE.JW Division ol ticonsee Poriormanco & Oual-ly Evaiuaiion (Post 670411). 87/ 
12/29 EPSIEIN.S.S Genoial blecinc Co tp 69172.353-691/2 354 
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W1028l)209 f-'ortvarcJs BAW-20<I9, 'Anolysis Ol Capsule CR3 F.FlOfida Powor Cc«p 
Cfysiai R.ver Un.-i 3,Poaci0f Vessel Metl Sorval'eaco Progrem." 

WiOSLL.RC ftw;ila Po-rtSi Ooip. isubs. ol PlonPn Ptogioas Ccpipj 3PiC80'1& 8&/ 
10/20 OocuTont Coniroi Srarch (Oocunioai Control Desk) ip 47?fil090' 
47201 103 

•'6610250229 BAkV'2049 "Artaiysia Of Capsule Cn3 F Florda Po'*/er Corp^Ctyatai R.vei 
Oat a.rieacior Vessel Mail Su.'ve.'iance Pfogrom ’’ 

LOWE.AL, A/»Ot-AND.JO. CAREV.RL BftbCOCH & W.lC0« Co 88/1»/3l>- lOOpp 
47281:091-47201 190 

8610360023 For^^aros •'Spent Fuel Hoaiir-g Anniyss (SFHA) Cotto." by UL Fiosbtts 
fro/n rapi wli be mco/poraied Into Otv Sponi Fuel Siprage Cask SRP & pub'islicd as 
N'UREO. 

ROeERTS.JP Fug) Cycle Safety BtancK F)M A 020-3. 88/10/07 Fuel Cycle SaioW 
0.-anct). Ip 47935:210 47335-241. 

—8810260030 "Spent Fuel Heai'og Analysis ISFHA) Coda " 

Fischer, UE Lawrence LlvcffT'Oro Walional Uboratorv FINA 02fr3 68/09/30 OU-ce 
pINue'ear Maioria' Safety 6 Salcguards.Oi'Ocior 3lpp 4 733S:2t l-<t733S'24i 

8610360160 Forwards propr.-eiary respnasp lo NRC ques'.ons ort ToMai Repi Vi/CAP- 
1 1236, • DiSON-A Ore Oimons'0r>3i Dynam.c Analysis Code tor BW/Ra" & ossoc-aiod 
mcKisio ToP-ta' rapt WCAP.t 1236. Ends wilhvia'd (rot tOCFRQ 514) 

JOHNSCW.WJ. Wosinaheuso Electric Corp NSNRC-D8 3376 80/00/30 

iiODGES.W.W. Reactor Sysioms Branch 3pp 47325:297-47325 304. 

-6810260177 Roc^esis Ihal rosponso (q NRC Questions on Wosbriahousa Topical Ropi 
WCAP-1 1236. "BISON A One D'rriensiorval Dynarnio Analysis Codo lor BWns" B as- 
sodaied rriods to WCAR-liasO.bo withheld (tol i0CFR2.7g0) 

WiESEMANiN.RA Westinghoi/so E/tiCiric Co/p AVV'Q8-I04 80/00/30 
RUBENSTCiN.L S. Siandard'/atiori & Non Powor Raacior Profaci Oitectoraio Ip 
47325300 47325304 

6810260267 Forwards Endorsomenis 4 la NELIA Cortilicala NW-18 5 MAELU MW-33 6, 
Endorfemonl.s 141 & 73 le NELIA Po’iCy NF-94 & MAELU PoKcy Mr-SO.respactivaly 
SaMUELS.JL Marsh & McLennsn, Inc. 89/04/15. 0INIT7I 01f«co of Nuclear Reac- 
lor nogulaPori. Olracior (Post 07041 1). 5pp 47262 3f 5-47262.310 

6610260402 Informs t/iai aignilicant proh'ains tLCCommodailng non.RepioA lU persor.nol 
not env.s'onod.oasoil on review o' 690727 Hr. £>paciod durarion of onemaf-on proc- 
083 ataifrd 

MORQAN.Wg CormonwOfiHh Edison Co 69/00/12. OAViS.AB Roaton 3. Ole ol 
ihoDIrecior Ip 47023 270 47323 270. 

6810310013 Forwards Suppi lA IQ TR UR 65 225P. "ASEA-ATOM BWR Coftiroi Olades 
lor US BWRs" 

TENERZ.E A5EA Atom, Inc. 66/09/04. THAOANi.A C Division of E/tgineoting 6 Sy$- 
ia.iisTechnolo3y(Posi87Q4lt) tp 47305:t9A'4736S'.t64. 

6610310147 Forwards prppneisry response 10 NRC 880323 roqijasi lot arkfi inlo on 
0AW.IO171P. "REFLOOuB, Model lor Wulcrvode Cqro Reiioedina Analysis’' Hasporisa 
wihhald. 

TAVLOn,dH RebcocK & Wilcox Co JHT-88-192 88/10/18 NOROERO.J A Division 
el En^'rioenrs 8 Systems Tactieeiogy (Posi 8/Q4i i). ip H7377:2tt 47377.2n. 

B91031O382 Inloims Ih.it primary tunet'onai aciivHios ol employee concerns lask g<oup 
Inearpoieied into new amaioyoe concoriie group es e( 880030 
WHITE.SA. Tennsasoe Va% Autliorily. 66/10/19 PAnrLOw.j.C. Ole ol Special 
PfOieCiS lp. 47395.214-4730S.2I4. 

66110l0<K16 Forwards Rev 1 1/7 to WCAP 8370/7800. ' Wostinghcuso Energy Sys Busi- 
noea Ual Nuclear Fuoi Gusineas Unit OA Plan.” 

JOHNSON.WJ Wosbnghousa Elactrtc Corp N3 NRC69-3373 06/40/86 WEiSS.S. 
NRC - No Dolallod All.lialion Given. 6pp 47401:332-47402 03l 

-6611010049 Rov 11 to WCAP-837C A Rev 7 to WCAP*70O3, "WosUnghouso Gnoigy 
SyS QusioGss Unil Nuclear Fuel Business Unit OA Plan " 

WOOOSON.N 0 .. SLEMQEn,R J Wasl'ngliouse Elocine Corp WCAP- 7600 R07 86/ 
09/30 54pp. 47401 330-4740Z'.03t. 

6811020094 Forwards summary of BSW Fuel Co position re small break LOCA caicuia- 
Uorts contamod (n util FSARs (or upcont'ng relOBd cores which will contain fuel ntlg tyy 

TAYl'OR.JH. Babcock & Wilco/ Co. 66/10/21. NORDERG.J A. Divlsioo ol Engmoer- 
irtflS Sysiatrs Tochnoiogy (Post 8704 U) Spp, 47410 S46-474t0 2S3 

8B1 1020177 Noiilicaiion of 681115 nieeling w/8WH Owners Group In RocfcviUe.MO lo 
discuss s'aUis el suppression pool temp I'mu program. 

KUORiCK.J. Plan! Sysiems Branch. 69/10/24. CRAIG.J.W. PlanI Sysiems Branch 
2pp 47414 160-47414:101 

6611020272 Roquosls onlonsion lor annual raview ol OA program roquked by 
10CFR50.64(A>.E:<ionBlarr noedoci so changes can be edequaioly address^ lor oval- 
uetien of work aclivives. Cnaiigos & resuKa from review will be submiHod 1^ 680131. 
ORlER.QW. Ouko Power Co. 60/10/25. Oocumorti Control Branch (Oocumoni Con- 
iroi Oosk). ?pp 47551:002 47551:003. 

6611020362 Responds to requosi for addi info re T-hoi ledcrciion 
progrem. Noi^ropPolary & propnelary addendum lo Rev 2 to WCAP-tf366. “Rn> 

B soe to Quds’.ions on T-Hot Reduction," end.Proprtetary eddendum wiltthokt (tel 
n2.790). 

CunZANOWSKl.R. Commonwoalih Ed.son Co 68/10/26. MURLEY.T.E. ttocumeni 
Control Qtench (Document Control Oosk). t3pp. 4?409:267-4740fl.3<l7. 

6611040036 Forwards f.-rtal reaponsos to NRC qvosiians ro Generic Issue 79. *'HV Ttier- 
mai Stressea." Responses odginslly submitted w/660623 lu inadverfontiy labeled 
dratt.EncI replaces original Issue 

PAUUO.JR Babcock & Wiicox Co. E5C-939 86/10/26. PAGF.J.D. Enaneenng 
Issuea BrencI) (a7Q4t3-ed07l6}. 2tpp 47455:209-47465:229. 

8611060106 Forwards Suppi 1 lo ANF-67-161, "MHlsione Unit 2 Plant Transleni Analy* 
sis R^l Anaysls oC Cttapier 15 Events." 

MROCZKA.BJ. Noillieasl Nuclear Energy Co. (subs, ol Norlheasi Ubbliesl. 
MROCZKA.EJ. Nonbaast UliUies. 013059. 08/10/26. Documeni Goiwol Branch 
(Oocument Control Desk). 3pp. 47487.345-4746att8a. 


—681 1060110 AJijF.87.»6i SOI "M-.llsiono (Jiui 2 PiaiU Trans ent Ana'ys’s Rtp‘ Mj/yas 
OtChapiar 15 Evonis." 

LtNDOUiST.T R . O'DEl.L.L D Advanced Nue'ear Funis Corp (tormorly EMonhwIear 
C4l..lnc) 69/10/25 201pp 47467 349 47408 188 

8811080158 NoiitiCai'on of 88 1 109 rneoi ng w/GE,BWR Owners GiOup.BM. iCPN. rt 
Rockv-iia.MO for GE prosoniation on proununary results oi nWR oK- 'ai-jo u'a/s 

toes 

RlCviiNGS.H Rosclor Systoms Dranrh 60/11/02 HOOGES.MW Reacioi Syvs-rs 
Branch 3pp 47404 204. 47494 20Q 

8611080243 Info/ms ihai WCAP-1 1020. "Ssaloiy Fva'uaiion 7'rcon'i.m Base Advanced 
Oaetd-ng Mails Usage irt Notui Anna Unit I Oomonsiiaiian Fuel Assornb'ios." nil 
wiihhekf from pubi.-c d sciosure (ret iucrR2 7g0) 

ENGLE.LO PrOjOCi D.rccinraia 112 OB/li/02 WiESEMANri.RA Woslinghouss Ete<- 
IticCcrp app 4/52-1 123 47524 125 

00)1090014 F<uwards Change NoMCa 34 lo AmontJ 11 lo SCE-l-A, "OA Piog-arv" 
Charts Nu/rbcc 34 iqfiecis cinniications lo cottcclue action sys 
MEOFOno.M O Soulhcm Cniilcrnia Erlison Co 86/10/31 Documen; Coni'&.'Bmc/ 
(Oocumani Conirol Desk) ip 47524 ()l 1 -47524 016 

-8811090026 SCE-I-A All Chonga Notice 34 lo Amend il lo SCE-i-A. •OAF/o- 
cram " 

* SouttvMr\ CaWotnia Edison Co 60/10/31 5pp 47524012-47524016 

6611000016 Forwards BAW'2050. "Analysis of Capsule 0C1 C.Duko Power Co. 
Oconee Njctoar Stnuon.Ur.u-i. Reactor vessel Mali Suive.l'ance Program' 6 SAW- 
2051. "Ana'yss of Capsule OCii E, .Unil-2 Reacioi Vassal Mail Su-‘vc'''ance Po- 
ram." 

UCKGR.II8 Ouka Power Co 93/10/31 Oocumcnl Control Branch (Ooc'jn'^f.i Can 
llOl Oosk) 2pp 47525 010-47525 224 

-8011090022 8AW-20SO "Analysis ol Capsu'e OCi-C.Duke Po'/ver Co.Oconso Njciear 
Siaiion.U/i M Roacior Vossel Mali Surveillance Program." 

LOwE.al. aaDLAND.JD., NANA, ad Babcock I Wi'cox Co 77.117307200 M/ 
10/31. eopp 47525.012 47525 120 

-6811000023 8AW-20S1 "Analysis ol Cnpsulo OCN-E.Duko Power Co.Oconca Nvcbv 
Siauon.Umt 2 Roacioi Vessel Mali Sutveiiiance Prooiam " 
lOWE.At . AA0LAND,JD. NANA.AD Sebcock I Wilce* Co. 77.fl73071-«0 80/ 
10/31 I04pp 47525 121-47525 224. 

8611090227 Advises 0 ) listed changes in Enci 4, Hem 3 qf RE Tairauli 661013 i|i ta JN 
Grace 

TETRAULT.HE eabcock 6 Wiico* Co 86-195 80/10/26 CRNST.M.L. P«l«i 2, O'; 
Ol Iho O-recior ip 47502003 47502003 

8611090267 Submits qvosiicri w/Uiscussion to daiily 861012 loquest fci lO'o raNtlH 
OOZ.Rov i.NRC roQuesis addi mio lo coniitm oos'gn bas s daceloreiiOh levels 'or csik 
drop cases 

ft^ERTS.JP Fuel Cycle Seleiy Otanch 86/11/01 MCCOMAGMY.W.J Nutec. W 
2pp 475I33II 47S133I2 

8811090302 Forwards leviseO proprietary pages lo BAW-10164R, ''flELAP5fM>42- 
B6w.Advdnced Compuio/ Program tor LwR COCA & Non LOCA Tiansient A.iaYils'' 
CSO Mm boi'ihg cer/eiahon rep'aced w/Concfia-Sengsto-'i IV correlation 6 typei eor- 
lecied 

TAYLOfi.J.H GabcecK & W-'cox Co JHT/oe-203 00/11/02. NOHBERG.JA DMkW 
ql Engneor-ng & Systems Technology [Post 070411). lp. 47524 010-47524:010 

6811140033 Forwards propnolery Hev 0 to ANF 88-152(P>, "Geneno Mechen'cal Oodgn 
for Artvanced Nuclear Fuels 9x9-5 BWR np-'oad Fuel" Repi wiihheiif (lei 
tOCfR2 790(1)) 

COPELANO.mA. Advanced Nuclear Fuels Corp. (formerly Exxon Nuc/oat Co, Inc) 
RAC063 88 66/10/31 Documont Control Branch (Document Coniroi Desk) 4p(x 
47544037.47544 040 

6611140041 Forwards prounoiary WCAP I2032 & nonpropr.'eiary WCAP-12033, 'Ckabb 
Cat^» Utsl 2 Steam Genatalot U-Bond Tube Faiioue Evaiuatan," in tcspoc.se Is 
NRc: Buliobn 60 002 Proprietary repi wiihheld (ref iOCfFn2 790) 

SHiFFGR.JD Pacilic Gas 8 Eloctrre Co. IES BB002. 66/11/02. Document Coniroi 
Branch (Oocurr.unt Control Desk), epp. 47535 207-47535 245. 

-6811140043 Requesis ihai propnoiary WCAP-1203P, "D.ablo Canyort Uml 2 Stsan 
Genoiaior U-Bend Tube Faiiguo Evaluation” be wiihheld from public d'sciosu’e os' 
10CFR2 7W)) Afiidavit encl. 

WiESEMANN.n A. Woslinghouso Eiecinc Corp CAW-68-120. 68/10/31. MURLEY,! 
Othcc Ol Nuclear Reaciot Regulation, Dweciot (Post 0704tl). lOpp 47835215- 
47535224 

-6811140047 WCAP-12033 "O'afalo Canyon Unit 2 Steam Geftcraiot U-Send Tube Fa 
Hgue Evaluation " 

HALL.JM. HUM.H, S.MITH.AC Wostinghousa Electric Corp 88/10/31. 21pp 
47635225-47535 245 

6811140300 Forwards proprietary Rov 9 lo NEOE.24011 P-A-9. "GE Sid AppHcalicn Iw 
Reactor Fuel." incorporating NRC AmenrJs 14- IS Nonpiopriclefy vefs.on cunen'.'y 
beirw prepotcJ Repis wrihhoTd 

ChARNLEY.j.S Qcneral b'lacirfc Co. MFN-76-08. 08/H/O3. MURLEY.7E. Olfrce ol 
Nurrlea' Reactor Regulation, Ditocltw (Post 87041 1 ). Spp. 47526. 181-47526. 166 

6011160440 Provides addi background on discnminaiory employment comp'ani ol A 
Stoimat.VBlMhty ol Siolmat assoilions should be pursued by NRC. 

SHERON.BW Div.'Slon of Systems Researcti (Post 880717) 66/11/08 

nMSSELL.W.r Region l.Ofcoflho Direclot. lp. 47544 298-47544:313. 

-6611160445 Discusses 881023 mealing ra A Sioimar salaty concern ra fuel behavio' 
duriiw severe eccidenis leading to termination ol employment l/om Wesiinghouse 
SHERON.8.W. Division o( Systems Research (Post 860717!. 88/11/03 

SHC»1W(ER.E.C Office ol the General Coonsol. 10pp. 47544:299-47544.3Cia 

-6811150449 Discusses severe accWeni phenonmena & experiments Offers lo work w/ 
NRC in coirlmuing modcl-ng work lo avoid possibility of transients in reactor cores- 
STOLMARA. AlliiiaiJon Nol Assigned. 80/08/24. SHERON.B.W. Divisiort ol SysieTis 
Research (Post 86Q7t7). tp 47544.309-47544 309. 



-6611150461 ASvises ihBt Oiv o1 Coritracis & Property Mgl aviil sorid autiXit copy Ol 
next annja' Srna'i Business Inovalpvo Resoarch so'iCiiaiion 

SHERON.BW. D.viS'on ot Sysloms Rosoarch (Posi BQ0717). 66/10/21. 

SrOlAMn.WA Ml.laliCi Not Assigned. U> 47544 310-'J75'»-1 310 

-8611150454 Forvuaids documrtrtl describing now undorsiamlmg ol sevoto rwcloar ro- 
aciot accident pho.non'.nna.'dcniilymg ntoial (Ziracipy cleddngi butr/ng piocess as 
leading pro.nomena.W/o enci 

SIO'.MAD.A Alliiialion Not Assigned. 60/06/01 NRC ■ No Ooteiod AIMiabon Given 
Ip 47644311.47544,311 

-6811150457 Advises ibat aulbor bas not yol received response to 0600Q3 Hr conian- 
ing picposed so'uiiuns lo avoid sovore accidents in nuclear power plants 
SIOLWAR.a. Aliihaiion Noi Assigned 06/09/16 NRC • No Ooiai'ed Allilabon Civan. 
Ip. 47544 312 47544 312 

—8811150460 Advises ibat NRC mode'mg work on higb temp oxidabon of znconhini 
coniinung Aijihor 680601 Ur forwarded 10 ibioo labs whicl< hava current lead ai help- 
ing NRC develop models of severe accident luel damage progress'orv 
ShERON.Q.W bivis'on of Systems Research (Post 6807171 00/06/t&. STOlMAflA 
Ah. aton Not Assigned. Ip 47544 313.47544 313 

6811160066 Summary ol 88110? moeting w/NUMARC 8 EPRI in RockvtIlP.MO to omor- 
cs'cy dose' gencralor roi'sbi'ity monito'irig & roiiebiliy programs Attendee l-st enci 
SERKiZ.AW. Roacior Plant Safoty Issues Brancb 66/11/06. KNIEL.K. Reactor Plant 
Salsly Issues Branch 44pp 47553:100.47553 275. 

-8611160072 "Invesi.gaiion ol Emoigoncy Oiosol Gonoraioi Reliabi'ity PiogtamCaso 
Study ol Crystal River UnrI 3." 

MCnCAN.TA. TRIJE.DE Enn Engineering & Rosoarcb, Inc. 06/10/31 132pp. 
47553 144 47663 275. 

8811160130 To-wards Hov ? to WPSflSEM NP.A, "Roload Safety Evakraiion Meiftods 
'or App' cation lo Kewaunee " 

STEiNHARGT.C R Wisconsin Pub’ic Service Cotp. NRC OS-tsl. 88/11/09. Oocument 
Cc'.trci B'ench (Document Conirol Desk) 1p 4'/S62:139-47S62 341. 

-e81lt6l>ia9 WPSPSEM-NP A R02 "Reload Solety Evaluation Methods lo< AppircaHon 
13 Kewaunee, " Rev 2 

HOllV.J.r Wiscons'n Public Sorvico Coro hOLLY.JT Wisconsin Power & liqM Co 
HOLLY.J.T Madson Gas & Electric Co 60/10/31 200pp 47S62.I40-47562341. 

8811160221 Porwards Change Notice 32 to Amend 11 to OA Program SCE-l-A. 
Change reflecis claniicaiions 10 sys lor identilicalion & control of maii.pada & 
cetnponanis.Ctiorine will be ineorporatod in next amend. 

MSO^ORO.U 0. Soulbcrn California Edison Co. 60/1 1/O6 Oocumoni Control Branch 
iDoccmani Coniroi Desk) ip, 47504,059.47584 064 

-8611220225 SCE.).A A t1 Chango NoliCO 32 lo Amend 11 lo OA Program SCE-1- 
Arerising Pages i7.t-25, 17.1 26.17.2-28 & t7.i-29 lo ideniiiy & coniroi mau.parts & 
compcnons oul.ng const & insiai'ation acuviiias tor compliance w/l0CFR60.App 0. 
‘ Soulhcrn Col lorma Edison Co. 86/11 /OQ Spp 47564.060.47584.004. 

8811160274 Forwards 8ddl into rn stales Ol environ gualification of Ulon 
conreciors par 880622 lelcon.Posi-eccidont environ conditions couKf potoniiaiiy aiieci 
rrcasu'cment uncortaAiy 

SCHERER, A E Combusbon Engineerlna, inc LO eO.lSO. 06/11/09. CRAIGj.W. Plant 
Syilorrs Branch, lipp 47553.069 4755^3 009 

6811180319 Summary ol 660929 meeting w/West<ngbo<iso Owners Group ro inounai 
stralil-caton in niossunier surge imo Llsfol allondoes.chen & guosHons oncl. 

Pm/ecl Oirocloraie V. 88/10/25. Proiecl Oinjciorsco V Spp. 47565.i3t- 

4756 5 135. 

8811100437 Informs ihai uiil plans no other activities re TOi diesel generator ladiaier 
misiies & asaoe'nied PRA,por 66t2i9 submuiai of probab.iisuc caiMiaiien & subse- 
j«ru act ons 

ROL£r.eG Sacramonio Municipal Utility OiSiricl. AGM/NTS 80268 88/11/07. 
kmGmTON.o. Dccument Cenirol Branch {Oocumeni Conuoi Desk) 2pp 47565:339- 
47585 340. 

8611160556 Forwards WCAP.i 1070, "Analysis of Capsulo U Prom Neiihoosl Uiile Svc 
Co.M istene Unii 3 Roacior Vessel Radiation Surveillance Pretyam." summandng 
lasting S posi-iriadiai>on dais from capsule U w/analysls of data 
MAOC2KA.EJ. Nonhoasi Nuclear Energy Co (subs ot NoiUroaat Ubiiies) 
MROCZKA.EJ. NorIbcasI Ulil.lles BI3069 86/11/07. Document Control Brancli 
(Oocumenl Control Desk). 2pp. 47672.329 47573:067. 

—8611160562 WCAP-11878 "Analysis ol Capsulo U from Nonbeasi Ubis Svc Co M4i- 
s'one Unit 3 Reactor Vessel Radiallon Survoillanco Program." 

VAN.CHKO.S.E . ANDERSON, S L . ALBERTlN.L Woslingbouso EIOCKIC Corp 88/06/ 
30 99pp 47572.331. 47573 067. 

8811180166 Forwards WCAP.11851, "Analysis ol Capsule U From PGSE D«bio 
Canyon Unit 2 Reactor Vessel Radiation Surveillance Program." per Toch Spec 
4,49 l 2 8. lOCFRSO.App H 

SHiFFER.J O Pocitic uas & Electric Co RCL 88 270. 66/11/14. Oocumoni Control 
B-ancb (Oocument Control Desk). Spp. 47587;030-47607;I23. 

-8611100171 WCAP-11851 "Analysis of Capsulo U from PGSE Diabto Canyon Umt 2 
fleacior Vessel fladiaiion Survoi'lanco Program." 

MEYEfl.T.A , YANICHKO.S E . ANDERSOfl.S L Westinghouse Elecwlc Corp 88/05/ 
30.90pp. 4/587:033-47607:123. 

8811180278 Forwards Rev 2 to WCAP-11476. "Handbook on Flaw Evsfualion 
Ke-waunee Unit 1 Steam Generators Uppor Shell to Cone Weld." 

STEINHARDT.C.R Wisconsin Public Service Cotp. NRC-88-125. 86/09/28. Oocumenl 
Cenuol Branch IDccument Control Desk), fp. 47570.O7f-47578.fa9. 

—8811160283 WCAP-11476 R02 Rev 2 10 "Handbook on Flaw Evaluallon.Kewaunee 
Unit 1 Stearn Generators Upper Shell lo Cone Weld." 

BAMFORD.WH, LEE.YS,, RISHEL.fl.D. Weslmuhouso Elecuic Corp. 08/06/30. 
I26pp 47578.072 47576:189. 

8611160311 Nolificaiion of 681 129 mealing m/B&W In nockville.MO lo discuss rostills 
ol NRC review ol BAW-101S9P. 

LOiS.L Reactor Systems Branch. 08/11/14. HODQES.M.W. Reactor Systems 
B'anch 2pp 47579:355-476/9,366. 


6811218114 Forwards WCAP-i 1955, "Analysis ol Capsule 7 from PSE&G Salem Unll 1 
Reactor Vessel Rad.ai on Survo-liance Program " Comparison of lost results lor sur- 
voSlance mail w/ predictions based on Reg Guide 1 .99 shows good agreement 
LABRUNA.S Putilc Service electric S Qss Co of Now Jersey Ntn mst69 00/11/ 
07 . Document Control Branch (Oocumenl Control Desk). 2pp. 47610 249 47610 339 

-66112101 16 wCAP-1 1955 "Analysis of Capsulo Z from PSE6G Sa'em Unit 1 Reactor 
Vessel Radiation Surveillance Program." 

YANICHKO.S E . LlPPlNCOTT.E P. MEYER, T A Westinghouse Electric Corp 00/09/ 
30. 92(^ 47610 251-47610 339 

8011210144 Informs that J Gasper replaced as chauman ol C E owners group.Oiher of- 
ficers of owners group listed. 

STERLING, EC C-E Operating Plants Owners Group. CEOQ'06634. 68/11/03. 
CRUT(3HFlELD.O. Associate Director lor Pro|ocis (Post 870411). 4pp 47588357- 
47586 380 

8811318373 Forwards proprioiary & nonproprfoiary Amanti 4 fo RESAR.SP/90 PDA 
Modi8e 5, "Rsacior Sys Proprietary repl withheld (ref 10CFP2.790). 
jOhnsON.W.J. Wasiingho'jso Electric Corp. NS NHC-e8-33e2. 83^1/08 Oocumenl 
Control Branch (Oocument Control Desk). 2pp. 47621:203-47621:241. 

-8611210377 Requests withholding proprleiary repl from public disclosure per 
10CFR2 760 

WIGSEMANN.R A. Westinghouse Elsciric Corp. AW-e8.l?2 66/11/08. Oocumoni 
Control Branch (Oocumenl Control Desk) 10pp. 47621:205-47621.214. 

-6811210364 Amend 4 lo RESAR-SP/90 PDA Modulo 5, "Reactor Sys " 

* Wesbnghouse Electric Corp. 88/11/30. 26pp. 47621:215-47621 241. 

8811210360 Forwards proprietary WCAP-t2042 & nonproptioiary WCAP.12043, "Pont 
Beach UrFl 2 Tube Fatigue Evaluaiion:Response to NRC Questions" & eppi canon lor 
wHhhO'xSng WCAP-12043 from public disclosure per 10CFR2.790 
FAY.CW. Wisconsin Electric Power Co VPNPD-6B562. 68/11/17. Oocumenl Control 
Blanch (Oocumenl Control Desk). 2pp 47565 226-47595:269 

-6811210383 Requests lhal WCAP-t2042 be w.thheld from pubic disclosure per 
I0CFR2.790 

WiESEMANN.R.A. Westinghouse Electric Ciorp. CAW-68-124 66/11/14. MURLEY.T. 
OHice ol Nuclear Reactor Regulation. Director (Post 670411) lOpp. 47595230 
47595-230 

-8811210386 WCAP-12043 "Poini Beach 2 Tube Fallgue Evs'uBllon:Respon8e 10 NRC 
OuesHons " 

PinERLE.T.A. LAOALLY.M.. HU.M. Westinghouse Electric Corp. 66/11/14. 31pp 
47595240 47595 269 

66112200SS Forwords Rev 52 lo OA Prog'em Topical Repl CE-t-A,per 861 1 lO request. 
SKEWSKi.W.j. Commonweaiih Edison Co 66/11/17. MULLER.O.R. Project Oiroclor* 
aie 111-2. Ip. 47863 063 47663 066. 

6611220428 Forwards Rev 0 10 ANF.86-170, "Cillicality Safety Analysis lOr Grand Gull 
Sponi Storage Racks w/Cvcio 4 9X9-5 Lead Test Aasembiy (3.47H Average En- 
nchmenfl.’‘per commiimeni in 661027 iu. 

CLONINOER.T.H. System Energy Resources. Inc. AECM-80/022d. C6/I I/I6. Ooeu 
meni Coniioi Branch (Oocumenl Control Desk). 4pp 47616:132-47616. 167. 

-8811220429 Rov 0 10 "Cniics'.iiy Salary Ansiyais lor Gtend Gull Speni Fuel Storage 
Racks w/Cyde 4 9X9-5 leek Test Assembly (3 47% Average Enrichmoni)." 
OERRAlO.L.D. Advencod Nudeer Fuels Ccip. (lormorly Exxon Nue'ear Co., inc.]. 00/ 
11/30. 22pp. 47818. 138.47816; 157. 

8811230039 DocumoniB 861103 discussion re essociatod clrcu.t8 in control room 
paneia Schedule for subminei ol lu summarizing results ol design adoquecy reconhr- 
meiion program changed to 690131. 

MARRIOTT.P.W. Genorsl Eleciric Co. MPN-75-e6. 66/11/03 THADANI,A.C. Asslslanl 
Oireciorlot Sysiems. ip 47623.066-47623:089. 


WASTE MOT NUCLEAR WASTE MANAGEMENT 

8609300110 Forwards revised "Projocl Plan lor Iniograted Waste Package Exporl- 
menie" Tesimg of Haslelloy C-22 as ret moll Imponeni lealure ol program & should 
be preseniQp. 

LAiZ.JB- Center for Nuclear Waste Ragulaiory Analyses. NRC O2.60-<7O5. 88/09/27. 
MACE.M NRC • No Ootal'od Alliiialion Given. Ip. 47002.001-47002 076. 

-6eM3(K)l11 Revised "Project Plan for Int^raled Waste Package Experiments." 
NAIB.P. WHITING.A.R., PATRICK, W.C. Center for Nuclear VVaste Regulatory Analy- 
ses NRC-02-88-005. 66/09/30. 3Bpp. 47002.002-47002:076. 

0810280441 "rechnical Assi'sfance In Uontificarinn & Evaluation ol Sofsmo Tccionic 
Issues Re Repository Site Characierizalion Plans, " monthly progress repl lor Jan 

1988 

CHUNG.OH, CUMMINQS.G.E. Lawrence Livermore National Loboraiory. FiN A-0297. 
88/02/05. BLACKFORD.M. Technlcat Review Branch (670413-880910). 3pp. 
47270:120 47270:122 

8010270043 Trip repl of dSOBiB'SO visit 19 Tqnopah.NVre ellandance ol Iralning course 
on volcenism & related hydrothermal mlnoiaMialion & moellng w/5iaie ol NV Bureau 
of Mines & Geology invesligetoi. 

ABRAMS.C Geoscience & Systems Performance Branch (Post 660911). 66/10/25. 
BALLARD, R. Geoscionce & Systems Performance Branch (Post 660911) 6pp. 
47282:295-47262:269. 

8010270468 Requests review & commeni on "Dralt Waste Accepiance Preli>n.inary 
Specs lor Delenaa Waste Processing Facility High Level Waste Form Ptoduclion,'' 
Rev 1 & "Waste Form Compliance Plan," by 681 1 14. 

STEIN, R. Energy, Dopl. ot. 00/10/18. LINGHAN.J. Division ol High Level Wasio Man- 
agement (Post 870413). Ip. 47361:075-47361:075. 

8810270463 Feirwards consolidated lisi ol open Items re waste acceptance process 
from various iiis & meeings rninutes,spanning period of several yts.epprox 1962 lo 
present. 

STEIN.R. Energy. Dept ol. 66/10/24. LINEflAN.J. Division of High Level Waste Man- 
agement (Post 870413). tepp 47361:049-47361:064. 



86)0370471 FonvarOs HNV^Sl pro|ccl masut hai ol coniroHed dccu^onts. •OenM'^tng 
versions cu/rani as ot 601010. 

SPaETH.M.E. Sclanca Appr>cslions Inieranlional Corp (larmeriy Screrce Applications, 
ifici. Lee-RMOMOCore ee<'io/20 blanton.j. kgnneov.j. prestholt.p.t. 

wnc • NoOaiaiied Allii'iailon Grven ?4pp. 4 7335 254-4 7335.277. 

6810270506 Requests U>ai CNWRA conuacc ba modiiied to incorpoiaie Ls'ed 
cHannes.lnclijdng add-ticn ol M Shbeibcrg es membor ol poTfornvtnca evsKial-'on 
bosro.replacing h A Costanzi. 

QUN7I.'jG,J.O fngi.ioeriag Oraoch (Posi SQOOti] 83/10/25 MACE.M. Pnnslon ol 
Contracts & Property Management (Post G80515). ip. A 7335.320-47335328 

3810270520 Suggests postponameni ol submittal ol rovs to iniorlm CN'WRA OA manual 
until M Oo'iigaiti visits doling wk ol 081007. 

eUNUNG.JQ. EngWeeilng Btanch (Post 60061 1). 38/10/26 LAT2.J. Cantcf lot Nj- 
clear Waste Rogu'aiotv Analyses 2pp. 4 7336 294 4 7336 295 

0610270S2S forwards no'.<ce ol ugcomirg NRC/OOE (echrucai/progtammabc mootings 
ro A'RC High bevel Wasie Mgl Program 

DNEHAN.lj Rcpos.toiYLlcens''noProJoclOireclorale(PoslIiaiOl3). 80/10/3t. NRC 
■ No Oelailod Alli'iation Given. 2pp 47335 320 47335 327. 

6611)260362 Comments on Montbly Mgt Lii 20 dtp OOlOtO summeii/lng ptogtesa undei 
fiN A-02d7. “Gaomorphic Evaluation ol Proposed Stiall & RornplocaVons. Yucca 
Mounia'n li.'gh Level Waslo Site.” Closeout rr.collng plan.ned during wk ot OOilit. 
BLACKFOno.M e. GeoWonce & Syelama Petloimerce Brcnch (Post 6606tt) FtN A- 
0267. 38/10/27. CHUNG.D.H. Lawrenco Livermore National Lsboraioty 3pp. 
47363 272 47363 274. 


6611820166 Forwards Yucca Mountan evaluation oi F&n-x 3 Scisscn.'nc iespwiiis'.> 
OA sid del'dency repts & observations ies:.tiirig itom Audi 38 i. Responses iosk{^ 
servaaons acceptah'o 

BlAYLOCK.J Eneray.Oept ol 08/10/20 BULLQCK.RL fenv; & Sc sson. in. 
47410256 474«0 300 

6611020179 Responds to 861003 lotwosi lot mlo ori disposal Ot «adv.BSta n tesycnw 
to ifwofy racoived Irom P Mrrioiii Rop.ioai bc'ng to'wa'dcd to 14 Knr.ppDicctor c' 
Divol Low Level Waste & Oecomm.ss'oni.nn.NMSS 

BUNCH.O.f Er.eigy.OQiH.ol 6Q/11/Q1 SNOwE.OJ House ol Rep ip 47458SJ'- 
47438-337. 

6611020282 ConUrms OB1006 toicon w/Slftl« Ol OR roptosenlat.vos.OOE G Md T& ftos 
P/0|0ci Otc & U Recovery Fio.'d OIc 10 b«dd rg mall to be used at Lakov.ew UM1PA 
ciispoMi cell 

HAVVKINS.Ef Urarvum Recover’ Field Olc. 174 gO/lO/IO ARTllUR.WJ EivMjy, 
Dept, ot 3pp. 47409.005 47409 007. 

661102Q264 Responds to poittneni items trom 080808 list ol '‘Actons. 
Agraafltenis,Ass'gnments.& Roquosts” from 000/2122 rroeil.ngs 
StELLO.V Otc ot iho EKecuiivo Director tor Cporations. OS/ 10/25 FfiAlEY.O >=. tvj 
vLtoiy Comrsulieo on Nuclear Waste 3pp -17430 342-47438.344. 

60)1020291 FoAvards revised document review "Imp.icit Tbermal Logo 'O FLAG." unCe* 
NRG Contract 02 05 002.Task Order 0O6 

HARI.no. ITASCA Consulting Group, Inc. Fl.'d D-1016. NRC-02 65 002. 80.'t:'Jv 
TANIOUS.H NRC • No Doielied Alli'iation Given. Ip -17421:235 47421.743 


0610260401 ‘'Geoche.m cal Seneltivily Analysis,” monihly repi (or Sept 1980 under FIN 
A- 1756. 

BONANO.E J. Sandia Nai-onal Laborolorios FIN A-t756 OO/tO/t? MO.T. Omsionoi 
High Level Waste Manogo/nonl (Post 870413) 6pp 47367 275-47387279. 

6810200403 Forwards SECY-08-285. ' Regulatory Sirategy 8 Schedules lor High level 
Waste Repository Program," ler inlo 

TANA.E.T. Repos wiv Liconamg Ptcject Otfeciorato (Post 681013). 69/10/27 NRC • 
No Dele 'ed Alltliatlon Orvon Ip. 47363 202-47363 262 

6610310043 Advises that S Qradliutal on mailing Usi (or NRC tv'gh fawai waste apajor 
rapis S NRC comments on DOE high level waslo rapis. 

1ANA,ET. Repository liconaino Proloct Dneclctate (Post 881013) 08/10/28 
BRADHGRST.S. Allen/Sradhursl Ui/p. ip 47373:114-47373 1(4. 

6610310314 Rowesis tegulalory regulrbmeril lopAc bo Sblociod thal ut.tizes eu aiierxlartl 
PASS dole Helds lor Miiesione A3.(or roviow in otdor lo close Mi'esto-ne A3 & A4 
ouljiar 861020 transmittal 

ALTOMARE.P.M. Ens'neoiing erarved (Post 06091 tl 98/10/26. WHtTtNG.AA. Center 
lor Nuclear Waste Rogulsiory Analyses. Ip. 4739S.078 47395 070. 

66tt0t0040 Forwards Convntssioncre list re Ciark.Nye & uncoin Couniies & "Ropt ot 
Slats of NV Commission on Nuclear Pro.'eoie (Orali Commission RepU " W/o erici 
PRESTHOLT.P.T NRC - No Oeialod AlliWion Oiwon. 88/10/26 vmoniO.n. State. 
Locoi i Indian Tnbe Progreme. Ip 47402:165-47402.166. 

8611010045 Forwards ComiNssto^ieis Hit to Cieth.Nyo & Ltncc^rr CouMiaa election 
deles tor iisied commlssionors 

PRESrHOcr.P T. NRC • No Oolailoa Allilisilon Given. 00/ 10/26. 8fiOWNINO,fl.£. Oi- 
sision ol High Level Wasio Mane^moni (Post 6704i3|. 2pp. 47402.t77-47A02.i79. 

6611010068 Fo/wards 006 weekly /opis lor wks end no 86f0l4 9 21- 
PR£STHQLT,P.T. NRC • No Oetailad Atlu'iatlon Givon. 09/i0/7a LlNEHAN.jg Re- 
posHo/y Licensing Projecl OIreclo/aio |Po8i80i0l3j. iipp. 474 02' (69 47402;t76. 

6611010399 Coni/nenis on 600930 oraii lechnical posilion on nosi c(osuie m uneeiu/ai- 
ad medium Considorallon ahouid be g'ven lo emplacing swaHin j days at sualogic lo- 
cations above seals W/o and. 

OEVINE.J.F. Inleildr, Oapt. of, Oeologicol Sunrey. 8O/1 1/Ot, LiNEHANJ J. Dnrisiort Ot 
High Level Waste Uansgemoni (Posi 6704 ia|. tp. 4 7379 240-47370 240. 

6011010407 Foiwards markod-trp disiribulion list lo/ sHe cfiarecionzation plan loi NRC 
A NRC contraclors. 

TANA.E.T Repository Licensing Prolect Ovocioraie (Posi 961013). 66/(0/31 
KING.Q Energy. Gepl. ol. 5pp 47406 207-47408 211. 

6811010433 Tnp rept ol 680001-05 visile to Grand Junclion.Rille 6 Sitck Rock sues to 
aid NRC in review ol OOE remedial senon plans 

WASTLER.S L OperaliOM Branch QRIMM.J OEERINO.L Technicei Bienth 86/10/ 
27. LOHAUS.P.H. Opetaiions Branch. SURUElER.J.J. Technical Branch 5pp 
47402;tS1-47402;l55. 

6611010464 Transmils dreli posiiJon paper enliiled, “Technical Position on Consi Specs 
lor Exploraiory Shafts A Exploratory Shad Facll-iy.” 

CUMMiNQS^A. Eng'naere InWmaUooal, Inc. FIN 0 1004. 1148-00 05 60/10/29- 
BUCKLEY,J.T. NRC • No Oetabed AtMiaiion Given. 26pp. 47379252-47379:279. 

86(1010490 Forwards d/all Topical Repl 006-01 -Tio. ' Exploraiory Shall Fecit'lv.'' 
HART.RO. ITASCA Consuliing Group. Inc. FiN D-IOI6. NnC02-65 002. 66/10/26. 
TANtOUS.N. NflC - No Oelalied AlWisllon Orrea ip. 47396213-47399.346. 


"9611020296 Revised ''Impl.cit Thoimai Luge in FLAG ” 

• ITASCA Consulting Group, Inc FIN D tOIG NRC 02 65 002. 88/10/31. NaC • lio 
Ootaied /Uti'iaiion Given 8pp 47421 235-47421 243 


6911020366 Submits adol into re Moxican Hat RAiP 
’ New Mox-co. Stale ol 88/10/07 GRACC.S Uron urn Rocovery Field Oic, R-f. 3?p 
47415:122-47415 124 


8611030396 Forwards addi Into tequesierl by NRC to proposed lemcd-ol acuon el 7<Jh 
O ly UMTRAP Sue 

ARTHUR.W J Energy, Depl. ol. Be/DO/.ID SMITH, D Uranium Recovery f -o'd O';. 
fl4 lOpp 47427020-47427:008 

6611030376 Forwards Project Inlorlace Documoni 03-5- 1 1 let Durango.CO lor i-lo. 
AflTHUR.WJ Enotgy, Oopi 0*. 80/10/04, HAWKINS, £ F Uranium RDCCvcry F.e'C 
ore. 04 2pp 47426:(567-47426.O60 

9911030384 Foiwaids tmai exocuiive summaiy & ch'onoicgy ol nver/A re sciscLon e) 
rock 3 boddi.'ig <or Lakpvisw disposal sue. 

ARlHt/fi.WJ Energy, Dcpi. of 86/09/30. HAWK1NS.E F Uranium Rc-coveiy Fipd 
0(C.fi4 i2pp 47439 060-47439 079 

6611038396 Provdes summary staiomonls prnpornd al 860923 moofing in letiCvow.OR 
re (inaf resoluiion on issue ol lOCk source (or providing rsqu-'red Qu^-fy E qjii*i:'ly tl 
mall lo compielo lak0vi0<v,OR UMTRAP s.lo in lOOO 

ARTHUaw.J Energy, Dspl. Ol. 00'Ci6/29. OLDHAM, JO MK-FeiQoSPn Ce 6pf. 
4?427:I92-47427:I99 


6611030431 Forwards mpnlhiy scuvity schedules lor UMTRAP slss 
ARTHuR.WJ. Eneigy. Depi of 86/10/31 SMITH.O. Uranium Rocovoiy risid C/C. 
fi4 I2p0 4 7427 I44 47427rl54 

6611030462 Rev 0 to Technical Operation Procedu-'a TOP 002, "ROviow 6 AppiovAl O' 
Technical Reporis ” 

MAOnno.e.. whiting, A. n, Patrick, wc Comet lot Nutiear wasio ResCaioty 
Antfysoe. 06/10/24. Spp. 47426 001-47428 005. 


8611030464 Forwards revised drall repl, '•Dos.gn ol impoundrncni S Disposal Facniisi 
lor U MiV Tniimgs & RehabL'ilBlion ol Tailings Puos ” 

FERAOAY.MA intemBlIonal Atomic Energy Agency e42.T2-TC666 89/lOir27. 
ONUGNOLVG. Opornllons Branch Ip 47421 240 47422 059 


-6611040022 Rev 2 lo marked up drall "Design ol Inipounrtmeni & DispossI Fac-xMS 
lor U M4) Ta-iings & RahabUiiaiion ol TaU-iigs P-los ” 

GNUGNOLI.Q . JOHN R., FERAOAY.M A Inlornallonal Atomic Energy Agerrcy 88/10' 
31. I7IPP 47421:249-47422059. 

86(1030474 Fofwarils "Scopo lor Technical Posihon on Moitiods ol £vaiufll-ng EarT- 
quake Hazard Prosonl ai Geologic Roposliory," ro lOCFRiOO.App A 
appiicePonCoiTeiolioii dalo esiimaied lot 600031 

BAllARD.n.L (jeoscionce & Systems Poifoimance Branch (Posi 880911) 68/ll/0t 
BFlOWNlNG.RE. Oivis'on o( High Level Wasie Managemont (Post 670413) 7pp 
47422;t45-47'122.15t 


8611040019 Forwards Piojoci Inierlace Oocurronr 03-S-12 lor Durango, CO. w/nsces- 
sa*y changes ttoled _. , . 

ARiHURWJ Ehergy. Oopi ol. BB/10/06 HAWKiNS.E.F. Uranium Recovery Flew 
Olc. R4. I2pp 47455:171-47455:182 


-6011010806 006 OI-TIO ORFT Drall Topical Repl 006 OI -TlO. ‘ Cxproraloty Shall Fa- 

ciUly.” 

WAHI.K.K. LOHlG.L.J. HART.R.D. ITASCA ConsuH'ng Group, Inc. FIN D-1016. NRC- 
02-05.002. 86/10/31. NRC • No Oelailod Altiliaiion Given l35pp. 473D9-2I4- 
47399.340 

8611010526 Advises that NMSS modified two papers re status ol NRC high level waste 
repository licensing program into iourrtal article formal. per 880921 requesi.Papete 
er>cl. 

eERNERO,n M. Oltice ol Nuclear Material Safety & Saleguards.Otroctor. 99/(0/24. 
LAUL.J.C Batieira Memorial Instiiute, Pacil.c Nonhwesl Laooreicry. 37pp. 47404:299- 
47404:335 

8011020146 Advises Ihel revised 661006 Durango remeclial acilon Insp plan eccMtable. 
HAWKINS.E.F. Uranium Recovery Field Olc. fl4. 66/10/24. ARThUR.W.J Energy. 
OepLQf 2pp 47412 006-47412:069. 


6611040036 Requesis NRC concurrence w/Slaie oi OR in use ol Pe^ppe/1'no oedd-rg 
mall w/appiicallon ot NLJREQ max scoring criteria ai Lakeview UMTRAP disposaUO" 
ARTHUR.WJ. Etwtay. Dept. ol. 90/10/05. HAWKINS.E F. Uran.um Recovery FioW 
OIC.R4. 2pp 47455 11 1-47455:112 

6611040040 Minutes ol Northeflsi iniersiaio l.ow Level Radwaslo Commis on e509?9 
meeung in Siemtord.CT. „ ..^,1.1 

* Noflheasi Intersiate Low-Level Radioactive Waste Commission. 80/ it KM 
aasi intersialo Low-Level Pad'oaclivo Waste Comm-ss'on. 5po 47445. 0S2-47445OJO. 

681104005$ Forwards notice Ol upcoming NRC/DOC lechnical/profliamrnaiic me6lir.« 
rq NRC high level waste mot ptogiam Nobca will list both tonialivo 8 firmly esiad- 

lished moelings between NRC & DOE & will bo updated weekly. ,,dp 

LINEHAN.J J. Repository Licensing Pio)eci Oirociotaie (Post 981013). OB/iUOr nhl 
- Doiaiied Adiliation Given. 2pp 47435 0 16 47435:017. 
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6811040069 Informs lhai trensmltlal of Ambrosia Lako f.nal romodlai action plan (RAP) 
for s-soaiuie lo NRC delayed pending completion of groundivaior aesessmeni Final 
RAP wi I be issued in late Jan 1669. 

ARTHUR WJ- energy, Oepf. of. 88/10/08. HAWKlNS.e F Uranium RocovOO’ 

Ole, R4.3PP 47446.016-47446:017. 

9811040076 Piovidea suggesiions re resource essessmeni as oiomont fn licensing goo- 
logfc reposiMry for ftfgft Tevel rediveste. 

WKIGHT.R.J. Afl.i.ation Not Assigned. 66/09/26. OnoWNiNQ.R.E. Ovfsion of High 
Level Waste Management (Post 670413). 2pp. 47441:194-47441:1 96 

86(1040132 Forwards I’esulls of vaffdalfon exercise for Jeveiopmenf of tieitAng iraUs 
t'om Shear Quarry lor Lakevlew tall'ng silo. 

ARTHUR W J. Energy, Depi. of. 88/10/13. HAWKINS.E. Urenium Recovery Field Olc. 
R4 2pp 47445:166 47446:156. 

09 1 104037 1 Forwards "NRC Observation Audit Root for NNWSI Au^t 6&-06 of Saitdla.” 
for leylew.OOE should provide response lo conclusions given In rept w.ihin 30 days ol 
III dale. 

CfNtHANJJ. Repository Licensfrig Protect Oirecloraio (Post 6870)3). 88/11/0-1 
STEIN.R. Energy. Oepl. of. 2pp. 47436:020-47435 03Q 

>9911040373 "Audil Observtion RepI lor Nevada Nuclear Waste Storage Invcstigei-ons 
Picjact." 

HOlONlCH.J J., KENNEDY ,J.E. Reposilorv Licensing PfO|Qcl DJectetoio (Post 
981013). 66/11/04. t7pp. 47435:O22.47435:030. 

8-311040377 Forwards example pnnlouls of computer screens used lo fndex 3 rordovo 
lecbnlcal documems.fot Inio.Malla nol intended lo bo complalo description bui sxn- 
piey convey context In which records/lilo indox sya opoialing. 

LaTZ.J E. Center lor Nuclear Wasia Regulatory Analyses 06/10/21 QUNTiNC,JO 
Ofvfafon of High Level Waste Management (Posi 0704)3). lOpp. 47434-256- 
47434 274. 

<611040361 Forwards Yucca Mountain Prolecl Ole (YMRO) approval ol Sandia lovisod 
response lo OA Sid OeKcioncy Rept 032,Rev t re treceab-iily of ceiiOf to N6S or 
other nationally recognized aids. 

G-.LRAY.J.W. NRC • No Detailed Afflliallon Given. 66/11/02 KENNEDY.J.E. NRC • 
No Oeialled Alliilallon Given. 6pp. 47434:275-47434 260. 

6611040363 Forwards dreli repl. "Components of Overall Performance Asseasmeni 
Methodology," lor commema Response to NRC commenta on Itr rapt (Subiesk 1.i| 
end. 

FRICC.Ll. Sandia NaNonal Laboraiodea. 88/11/03 eROOKS,P. Gooscrar>co3 Sys- 
teme Performance Branch (Poal 660911). 9pp. 47433:271 47434 073 

>8111046963 '’Components ol Overall Performance Assessment Methodology.'' 
OAViS.P.A.. Pfllce.L-L., WAHi.K.K. Sand'S Naftisnai Laboi-afodea. SA«oe8-3020. 88/ 
11/30. Division ot High Level Waste Managomont (Post 670413) tC4pp 47433 279- 
47434.073. 

86tt<inK)70 Forwards monfhiy fssuanee o' a-cherfufei tor aaiocied VMWAp 
S'loa Schedules relied oK current 9 future key projoei aciivifies in areas of sue 
ch8raciettzatlon,NEPA compliance.dosign development & remedial aetcon const 
ARTHUR.W.J. Energy. Dept. of. 99/10/31. LOHAUS.P. NRC - No Oete'iod Aliitieiion 
Given 34pp. 474429f8-4f442.O40 

6811070080 Forwards dralt, "Risk MethoiJoiogy for Geologic asposei ol 
Radwasie-Scenario Selection Procedure." for commer^i. 

FRICC.I.L. Sandia Natfdnal laboraiorlea. 89/(1/02 eROOKS.P. Geoscience S Sya- 
ferns Performance Branch (Post 660911). 86pp 47441:266-47442016. 

8911070167 Forwards Technical Operating Procedure TOP-OOt-OS, "Submfss'onA Ved- 
ircaflon of Program Archileciure Dale Rase Enirlee" lor review 8 commoni by 881108. 
ALTOMARE.pIm. Engineering Branch (Posi 680911) 86/11/03 GUNTiNGJ Engi- 
neoring Branch (Post 66091 1). 3pp 47467:027-47467.046. 

>8611070181 Forwards Technical Operaling Procedure TOP 001-03. "SuOmlssfon A 
VenlicaUon of Program Archileciure Data Base Enirioe." per 680726 rrniesiones 
WHITING, AR Center lor Nuclear Waste Rogu'alory Anatysos 66/08/26 
ALTOMARE.P.M Division of High Level Waste Managemonl (Post 670413). ip 
47457.031-47467.031. 

><611070194 Rev 0 to Technical C^etaiing Procedure TOP-OOl-03, "Subm-sslori & Ver- 
ir.cslion ol Program Archileciure Oala Base Entries." 

flOMINE.O.T.. MASRlTQ.eE. PATRICK, W.C Coder (or Nudear Waste Regulatory 
Analyses. 86/06/26. t4pp. 47457.032-47457.045. 

«1 1D70295 Forwards ITASCA Document Reviow 006 01-60, "Impr^irf Thermal Logic In 
UOEC." 

HART.R.O. ITASCA Consulling Group. Inc. FIN 0-1016. NRC-02-85-002. 88/11/03 
TANIQUS.N. NRC - No Oeteiled AKIlialion Given ip 47441:260-47441:286. 

>8911070300 006-01-60 "(mpllcil Thermal Logic in LfOEC." 

MACK,M.Q . HART.R D. ITASCA Consulling Group. Inc FIN 0-1016 NRC-02-85-002. 
66/11/03. NRC -No Oeialled Affiliation Given 26pp 47441:261-47441:266 

9911070312 "Technical Assistance for In Situ Testing," monthly Hr repl for Ocl 1086 
SINGH.M.M., HUCK.P.J. Engineers Inlernalional. Inc FIN D 1004 tat. 86/11/04. 
BUCKLEY.J.t. NRC - No Detailed Allitiation Given. 4pp 47460.072-47460076. 

99(1070314 Forwards DOE weekly repl (or wk ending 681026 
PRESTHOLT.P.T. NRC - No Detailed Allilialion Given. 66/11/03. LINCHANJJ. Re- 
pository Licensing Project Oirecloraie (Post 861013). 5pp 47442:136 47442:140. 

8911070331 Requests that SAND.84-1003. "NNWSi Exploratory Shad S40 9 ConsI 
Method Recommendailon Rept," be sent to eulhor. 

PaESTHOLT.P.T. NRC - No Oeialled AKihation Given. 88/11/03. HUNTER.T-0. 
Sendia National Uboralories. Ip. 47466:205-47456 205. 

9611070326 Forwards rept. "Sensitivity of Stability of Waste Emplacement Drill lo Varia- 
tion In Assumed Rock Joint Parameters In Welded TuK." Repl completed under NRC 
Conbaci NRC-02-85-002, Task Order 005. 

HAflr.R.O. ITASCA Consulting Group, Inc FIN O-1O16. NflC-02-85-002. e6/flA>2. 
TANiOUS.N. NRC • No Detailed Atlilialion Qivert. Ip. 47442:145-47442:351. 


>9911070344 "SonsK.viiy of Slab lily ol Waste Emplacement Drift to Vaiiallon in As- 
sumed RoeX Jo ni Pararreiois in wa'Oed Tull " 

CHRISTfANSON.M . HART.RD, QRANOSHAUG.T. ITASCA Consulling Group. Inc. 
FIN 0-1018. NRC 02-85 002 88/11/30. NRC • No Oeralod Alfi’fation Given 205pp 
47442 146-47442 351 

9911070347 Forwards proposed agenda re Yucca Mounts n QA activities as fol'owup to 
681027 discuss'on w/J Gilray In Pochvi'lo.h'D 

PRESTHOLT^’T.. GILRAY.JW. NRC • No Ootolod Alli'ialon Given, 66/11/04. 
80R0ENICK.B.M Ollice ol the Corporal Counsel, ip. 47461:320 47461:320. 

8811070352 Forwe'ds summary ei venous wastes & evaluation paper re poianl-al ol- 
iocis of wastes to be p'seed iry Ambrosia Lake m II site lei'mgs plie.W/o enci 
/LRTHUR.WJ Energy, Dept ol 8B/tl/0i. HAWKiNS.EP. Uranium Rocovery Field 
0(c. R4.Ppp. 47600-.099-4760B 100. 

>6611220409 "Assossmont ol Poieniial Elfeds of Disposal of Hazardous Wastes in 
Ambrosia Lake Tsfilngs.'' 

* Jacobs Engineering Group, Inc 60/10/31. 24pp. 47606:l0l-47608:t24. 

9611070354 Forwards changes to Rivorton.WY RAP Mod 1 sent on 6Gt013,per lelcon 
w/0 Sodonborger. 

ARTHUR.WJ. Energy. Depi. ol. 66/11/01. LOHAUS.P. Division of Low Level Waste 
Managemonl 9 Oecominissfon'ng (Post 8704 13). 2pp 47450.347-47450.346. 

06110900(0 NotiNcaHon of 86t 1 18 maoling In Rockvnle.MD w/OOE,Siale of NV & OaiK 
& Nyo CounUBs to discuss DOE OA program descnplion. 

hOLONI(X.j.j Roposifoiy Lfcensfng Projoct Oitociorale (Post 6910(3). e8/f(/04. 
LINEHANJ J Ropositoiy Licensing Piojoci Direciorale (Post 661013) ip. 47464 012- 
47464 012. 

6611090021 Advises of delay (n compiol.on of Milestone R7 duo to longei-than-expect- 
od dovo'opmani t rwe for ptogtom architecture & program archllociuro support sys 
PATRICK.W.C. Comer lor Nuc'oar Waslo Regulatory Analyses. 86/10/26 MACE.M.H 
Onssion ol Contracts 8 Property Managemonl (Post 060515). ip 47474 056- 
47474:058. 

6911060034 Forwards pesiu'atrzd elemonls ol proof h-etsrehy d agram as example requ- 
laloty lequiromonl to aid roviow of A3 6 A4 delivorauts utilizing E-17 (adverse 
condition geocheimcai piocess) 

Whiting A R. CorMer lor Nuclear Wasio Rogulalory Analyses 86/10/21. 
ALTOMARE.PM Division of Klgb Lovel Waste Mansgomonl (Post 6704(3). 2pp. 
47474.)00-47474;ie0 

9911060064 Ativfsos that OA Audit 69 05 wi’i bo conduciad on 861024-26 Audit learn 
w<i consist of listed mambois 

BlAYLOCK,J. Sciunce Applications iniornBkonai Corp (formerly Science AppllesTiona, 
Inc.). 66/10/07. RAMSPOTT.L.O. Lawrence Livormoro National Lsborslory. 24pp. 
47466166-47472 206 

>6911990069 "OA progiam lor Sdsneo Application (nil Corp." 

ORC^KERSJ.J. Lawionca LNoimota Neionsi Laboraiory. 66/05/23. 1000pp. 
47460 213 47470 281 

-8911070369 "Scientific InvoaUgaiion Plan lor NNWSI WBS Element 1.2.2 2.L" 
RAMSPOn.LO.. ORONKERS.J.J. OLASSlEY.W.E. Lawrence Lwermoro Naiionol 
Laboraiory 07/10/30. 600pp 47470.262-47472,208. 

9611090069 Advises that Yucca Mountain Project Ole wilt conduct OA Audit S90-1 of 
ifoirrtes & Norver.inc on 691 101. Requests preaudit conterenco be scheduled on 
661101. 

8LAYLOCK.J. EnDiQy.Oopi.ol 66/10/ 1 7. CALOVINI.J.C. Holmes & Narver. Inc. 3pp. 
47904.157-47605:257 

>9911140473 "PrOlbclOlc OA Audit Plen.Audit 500-1 on 061101-04." 

OANA.S BRAKE, M, CALOWELL.H. Energy, DopI Ol. 86/10/17. 82pp. 47604:160- 
47604221 

—991 1080090 "Holrnos & Narver Ertargy Support O.v NNWSI OA Program Plan." 
WANNISKI.T.A. Science Applications International Corp. (formerly Science Applica- 
mma. Inc.) CALOVINI.JC. Holmoe S Narver, Inc 66/04/26 300pp. 47604:222- 
47505 257. 

9911090028 Forwards Durango RAiP Rov 2,Pege 2 w/correctlons lo ASTM-0-2922 & 
ASTM-D 4643.por 881006 telcon w/0 Mann. 

SCOUTJ^IS M. Energy, Dept. ol. 88/10/06. JACODY.D.. GRACE.S. Uramum Recov- 
ery Fleltl Olc. R4. 3pp 47502 028-47502 030 

981)09903? Fonvards, “Yucca Motrfafn ProJecI Exploraiory Shafi Facility T/lle 1 100% 
Technical Review Assessment.Rovlevv Record Memorandum," Vols f through 3. 
PRESTHOLT.P.T. NRC • No Dolailed Attiilat-on Given 06/10/26. LINEHAN.J.J Re 
posiiory Licensing Projocl Dirocioteio (Posi 081013). Ip. 47476:339 47403.052. 

>9911140422 Forwards Vols 1-3 to "Yucca Mou-nla'ri Projecl Exploratory Shall Facility 
Tide 1 1(%% Technical Aeaessmont Roviow. Review Record Memorandum." 
OERTZ.CP. Energy, Dept. ot. BS/10/21. PRESTHOLT.P.T. NRC • No Delai'ed Aflih- 
abonGrven. ip. 47476. 34O-47478:340- 

>9611090036 "Yucca Mountain Project Exp'oraiory Shalt Facility Title 1 100% TecFinIcal 
Asses^menl Review.Reviaw Record Momorendum." Vols I through 3. 

BEAIL.QK. REISER.J.Q.. KARNOSKI.P.J. Energy, Oepl. of. 88/08/31. ),600pp. 
47479:341-47463 052 

9811090(172 "Preliminary Review of Lew Sun Angle Air Pholos from Yucco Mountain 
Area." cecrtnicaf (ir repl. 

CHUNQ O H.. MCKA(jUE.H.L., CARPENTER.O.W. Lawrence Livermore National Labo- 
ratory. FIN A-0297. 66/10/31- BLACKFORD, M.E. Division ol High Level Waste Man- 
egomont (Post 870413]. I2pp. 47625:243-47525:253. 

9811090132 Fonvards rosuils from status roviow ol DOE OA proaram.tXJE aggressively 
pursuing actions lo lutly imptemonl OA program prior 10 start of new site characterize- 
lionaciTvltiee 

ST£fN.n Eneray. Depi. of. 83/11/04. LINEHAN.J.J. Orviston of High Level Waste 
Management (Post 670413) 20pp. 47483.090-47403.116. 
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e6n<t90t39 AtJMve3 acii^.(<&s >r> CNAiRA Piooiam Mananat Penotfic ReM 

66- 13 (Of 883903 33 meol contfflci «i?qi.'fomcnls 

FOaiUNA.Sl Eng-r.eof.na Branch IPosl oeO^U). 88/11/07. IA12JE. Conlor to/ 
Nucresf Waslo fUgulatOfY Analyses lp <l?495 007-47495 007. 

6611090146 Fo.'wAfcJs Vucco Mounin'n Pio.'cci opon iioms Proccc/ufos io/ dovelopvtg 6 
SLlamiiinn new opun iio.-ns & lo' reso.V.ng & closing oxlsimg open rtoms noed mgl 
a'ten'icn Rcquosis open iiems (offn basis (or li/to'Q inie/actions w/OOE 
8ALL/1RO.H L. Gcosclonco S SySicms Portormanca Ofanch (Post 00091 1). 88/1 1/07 
LlNEHANjj Repos lOfv Licens.rQ Ptolcct Qucctoreto (Pool 001013) 26t». 
47512 184-47f)12-3J0 


8811150051 Tup repi ol ailendaneo ai 12m Inii Synposlum on Sc g.tKiC Basis 'o» S 
cloa' Waslo Mgi on O8IOIO-13 in Berlin 10 panic p.iio A obian kaovkieitae c‘ cuneM 
aciKinUas In area 01 malls resoafch in mil technical community 
N/UR,P. earner lot Nucloar Wosto Roguiaiorv Analyses OG/n/ifl BUHIiliO) V- 
slon or High Level Waslo Managomoni (Posi 670413) Gpp 47547 ofls 4?54 7 oso 

88111S02B6 ■'Pelormance Assossmeni Molhodo'ogy Dovelcpmcni - LLW Dsposa; 
Salo^ Assossmeni," monihly ropi lof Oct 1008 

QONANO.BJ. Sandia Naiional Loboratonos Firj A-1764. oa/il/15 OEERNQi. 
Tecftrtcal Qfancti. iepp.47550.344-47550.afii. 


8611090158 Expresses appreciaiien toi pa'tiCipalion ai 681028 maotmg oT Ferioral 
utc-tager-cy Task Foico or^ Guam Commonwealih O.iJ 

WCCOV.JJ I.4ieri0f, Depi or 88/11/03 BOYLE, R NRC - No Oetai-e<J AtliLal-on 
Given Ip 47513 329-47513 329 

8811100226 Forwards p.'oprroiaty rosponso 10 NRC 080719 & 1103 lirs re IN Tecltoa'- 
ocios Oa-na.' p'us I 'g.n iniogniy conia.ner New Q'oss weights 1 sIcd.Responso wilhheld 
MOON'EY.J LN Tecnno'ogias Corp (tormofly londo/i Nuclear Sves. loci. LN-B8- 
00052/Pvv 007I1/C9 WiCK.fi.OivisonotLciwLavelWastQMarieaetfteotRDocom- 
mss'O.'1-ny (Posi 870413) 3po 47553.081 47553:063 

881 1 10023 1 forwards d.'alt ouM.no fpt WSESi Milestone R8,in accordanco w/ptovistms 
c( Ps't C oi SacLon 5 2 ol ‘ f mDl Spec/Acceplanca Criie'ia tor V<ISE&| Mapr Miia- 
Slo/ies n7.0e8 R3 ■ ira/isfr illeci lo NRCon QG0812 

WHn.'NO.AR Come/ tor Nuc’cac Waste Regulaiory Analysas 88/11/08 
ALTOMARE.Piki. Oiv.sion of High Level Waste Manaoemenl (Post 670413) Sod 
47535 128 47535 102 


6811160384 Monthly ropI for Oci 1980 (or FIN A- 1 165,includi.''g Task 1. ■•looc&rG 
Methodology Assisianco'' & Task it, "Unconalnly icloniiiicaiion S Anaiyss’ F/iam 3* 
data availsbio I/1 Coniral Files. 

BONANO.E.J. Sandia National Labo'atonos FiN A-lioS 08/11/15 TiKTiN5i<Y,0n 
Omsioa 0/ High Level Waste Management (Post 870413) I8pp 47Sic’oj6- 


6811160396 Forwards 601103 moai'ng m'nuies on design control Issues assoC'aled w/ 
expCoralory shall laciiity List ot ailonaoos & design eccoptab-i'ty analysis onci 
LlNeHAN.j,j Repository Liconsinn Project Diroclorato (Post 881013) 66/11/14 
SIEIN.R Enatgy, Dept ol Ip 47649 266-47549 261 

-88II180I7S Summary of 681103 mooting w/DOE.Siaie ol NV & Nya Couny hVre 
ddstgn conbol on oxptoralofy shad iacLity 

HOLONI04.JJ. Roposito/y Licensing Project D.rocloraio (Peat 881013). 80/ii/n 
fiopoROory Licensing Project Difoctoralo (Post 881013). 5pp 4754 9 257-47549261 


66 1 1 100244 'GcochofTicai Evaluation of Contarrmanl Production 8 Transport ai U Ha- 
covory Opc.'ai'ons,'’ monthly ropi lot Oci 1938 

flOSTETLCn.C J BaiiG'io Memorial inshiuio, Pacilic Northwest laboraiorv Fin 8- 
2482-08/11/03 QEER(NQ,t. Oflico Ol Nuclear Material Baieiy S Salegtiarde Ovocior 
?pp 47551 007-47651 013. a . u . 

68IJ1OO274 Technical Cperalirtg Procedure Change Notice 2 to Tochn-cal Ope/aiino 
Piocoduie TO? 001 -02 ” 

WHiTiNQ.AR. Cento/ lor Nuclear Waslo Rogu-'nlory AnaVsos 88/11/08 Hop 
xyRncnxo./i'rx.nt: nrn « • < - -ki- 


6811140826 Advises ihei RLINK softwa'o package b&ng updated NCw pachago must 
be fnsia'iSd tiy 8O1 121 Enci docurnonts rnodAed to aod/esa eaeieitonat dtlteiences 
w/RLINK 

PUCHS.R.L £G8C» (datw. Inc. (tubs ol EG8Q, Inc) FUChS.Rl. Wanp National Eiv 
ginaaiiitg LaWralonr. RLF'1500 83/1 1/14. STARMER.H J NRC - No OetaUed AIM- 
ai'OnG-MOn 6pp 47657.218-47537 2a3 

8611140030 Fororards ihoK re shall mapp no dale 
PRESTfJOLT.P.T. NRC ■ No Oota-lod Aiii'anon Given 88/11/O8 . CAROOnF T Goo- 
sconce & Sysienis Pprlo/ma.nco Branch (Po8iG0O9i 1 ). liNEHAN.j.j Oiv.-$.<>ri oi HiqM 
Level Waslo Managomoni iPosi B704I3I. lp 47656 281-47659071 


'-8911140038 "Proiolypo U/tdorgmund Qooioac Mappma ' 

MCkEOWN.MH, BnflTON.CC, QEASON.SC iniorlor. Oopi of. GooloPicel Su/vov 
68/11/04 8800.47668 202-47658 327. wwir-n y 


■8811140036 Orftli ''Evakialion ol Po'.oniiat Clcs© Rang© Phoiog'ommei/y loi Tvnnot 
Mapping at Nevada Test Siie.“ 

CBHnV.8 VEXCEL Coipoioiion. 06/09/30 44pp. 47556 326-47559:01 1. 


661 1180 182 Provides response to NRC commonis on 91I0 rcmefl'ai acl'on insp p'an 
OcOhAMJG. MK-Forguson Co. 68 3050-759. OOftO/25 ARTHUR.W.J. fnsioi.Dec- 
of. I8pp 47661-143.47561:194 

-6611160165 Forwards "NRC Staff Tecttnical Position on Testing 8 irsp F.ans Dr.'ig 
Const ol 0O£ Remedial AcMon at Inacbve U Mill Tailing Sites." 

MARTiN.OE LowLovel Waste & Uranium Recovery Prolocis Btanch a7/8!/1t 
ANOEnSON.JR. Energy, Dopl. or 2pp. 47501 167-47561:194. 

8611160217 Fonvards proprieiary formal response lo 43 questions re loprcai rap* per 
conim.intof>i Ouesl'Ons grouped into ihreo slaterl caiogonos rop-'esenred by three 
ends.lnctuding questions resolved A requiring no Mhpr action (EncI lj- 
VOlT.n.E. LN Technologies Corp, (formally London Nuclear Sves, Inc.). LN 68 |W637/ 
PW. 09/11/15 TOKAR.M. NRC • No DolaUod Afliliatlon Given 2pp. 47854338- 
47654:308. 

8811188223 Forwards 10-267.61, "Rev.'ow A Assossmeni of DOE-Han'ord In'© on So- 
luOlhiies/Concemratiorte ol Redionuchdo-Aiiaiog Elements m Sys - S/mu'oiM Waste 
Forms...” Ill /epi. Submittal compiotos Cteseoui Work Pieduct 2 
kElMERS.a 0 Oak Ridgo Nanonal leboraiory. fin B 0290. 06/1 1/14 OROO/<$.0 J. 
Oooscionce & Sysiems Poitormance Branch (Post Q609U) to 47664 170- 


-8$1I160298 Ln-2e7-0l "Review & Assossmonl ol DOE-Hanford Into on SoliiBiliei-/ 
Concomtaiiof's ol Raoionuciido-Aneiog Eromonis m Sya • Simu/aiocf Waste Form Pijs 
or Minus umtenum Baseii Plus Grande Rondo Groundwaior," iir repi 
BlENCGE.J.G. Oak Ridgo Nalionel Laboreiory FlNQ 0290.ee/11/l4 NRC-NoOe- 
leilod AtK'iaiion Given lOOpp 475fi4'17l.47564 201. 


-8811140042 Oiaii ''Comparison ol Qoneiis ol Phoiodrammotnc.riiotornosaro A Con- 
vonLonai Mapping ol Underground Geologic Fcaiuros 

SCOTf.fl B Intor'O'. Oopl of, Goo.'oglcal Su/voy 07/02/06 66pp 475$90l2- 
47559071 


8811178159 "NRC Tethhite' Asyslanco for Design Raylsw." Monihly Piogress P.epi 33 
for Oci 1988 

HART.HD. ITASCA ConSuUmg Group. Inc. FIN D-1016 NRC-02-05.002. 68/11/11. 
TANIOUS.N. NRC • No Deia'IOfl Afblioiion Given 0pp. 47572:179-47672 187. 


8811140976 f’ackago consisliOQ o( inlo ro Low Level Waste Forum meetiitg scliedutod 
on 1)3011 1-13 in Sa/t D'ogo.CA. including 8S1 107 rneei'ng buiiol-n draft aqenda A mall- 
inq kit 

• (.0* Level Wasio Forum. 08/11/07, 112pp. 4 7537:324-47537 335, 

0811I4OIOO novisorl mg! procedures manuo'.includ-ng Rev 2 to OMP-205flev 2 lo 
OMP-1201 & nov2 to OMP-15 01. 

WiLLMCN.jR Inioriof, Dept. o(. Geological Survey. 88/10/28 38pp 47536:169- 
47536 287. 

6811140133 forwards dip repi ol I2lh mil Symposium on ScienWic Basis fo/ Nuclear 
Wasia Mat cn B6 1810- 14 in West Boiiin.FRG 

-APTED.MJ. Oaiiollo Memorial Insi.-lofe, Pacific NortMwesi Leboraiory. 88/11/03 
CHANG.K. NRC • No OaiAlied AWAaV-on Gwon. 22pp. 47640.1 12-47M0.133 

8811149177 Korwaids notice of upcorr-ino NRC/OOE lochNcal piognunmaiic 
meeiinns.po/ 840027 NRC FR notice. 

UNtHAH.J J. neposiiory Licensing Prpjecl Dirocloralo (Posi 88lOi3). 88/11/14. NRC 

• No Doiafled Aftiiiai on Given. 2pp. 47536-125-47536:126. 

6811140194 Forwft/cis repi for Nov 1980 ouilifi‘ng cunonl sialus ol all CNWRA olemeni/ 
sube'ement m lesionoa ro accaioiaied dave'opmeni of prog rent architeciure 
LEE.M.P., THOWAS.a.E Olfice of iho Sscrolary ol Hie Comrrtssion 88/11/10 NRC • 
No Oaiailed AlIiLplion Given. 13pp. 47544:196-47644.207. 

6811140310 Forwards drall CNWRA 80 004. "Fast Probabilistic Pertormertco Assess- 
ir-eni Methodotogy evaluation, ' EBS Major M-lestone 47, per NRC 02-d8-005i>ara- 
F 2 

Z.JE Cental tor Nucloai Waslo BoguJatOfy Analyses NRC-02-8B-005 08/10/28. 
MACE.M Oftice of Nudoai Material Splaty A Safeguards, Director- IP- 47535:246- 
47535:341. 

-8811140316 CNWHA-00-004 DRFT Draft "Fast PfObab-lislic Performance Assoss/nenI 
Maihodoiogy Evafirallon.'' 

WU.y., NAfn,?., WHITING.A n. earner for Nucloer Waste RcguJalory /Inslysos NRC- 
02-88-006 88/10/31. NRG • No OetB-ied AiUiaiion Gwen. 47pp. 47535 247- 


8811170367 Forwards laWe ol conlenis (or slio chataciontaiiort p'an al DOE A NM'ASI 
e^oratonr shaft site A const molhocl recommendation rapt (SAND84-1003) 
PhESTHOLT.P.T. NRC - No DolBlled AitiliBlion Given. 88/11/09 LINEHAM.JJ Re- 
posiiory licensing Project Directoraio (Post 081013). I71pp. 47507:277-i75$0O87. 

6811170336 '’Eveluallon.ValidaUori-VartflcaitQnA Oocumaniolior^ of tMPACTS-BRC 
Compulor Code. ’ monthly repi for Oci 1080 Repi in Central Files. 

CRAMWeLL.RM. Sandia National Laboiaiories. PiN A-1763. 66/ti/l5 GLEN^.C 
Regufetory Oranch 2pp 47562001 -47562 000 

6811170344 "Performance Assessmonl For Low Lovoi Waste Sites." monihly piog-sss 
rwi for Oct 1986. Ropi In Central Files. 

BcRGERON.M.P. Baitello Memorial Instituto. Pacific Northwest Leboraiory. FiN 8- 
2486-7. 08/11/16. DEERINQ.L Office of Nucloar Maienai Sa'ely 4 

Safeguards.OirQcior. &pp 47582.QQ9-47563.013 

8811170364 Forwards DOE weekly repi tor wk ending 081 104. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation GNen. 08/11/14 LINEHAN.JJ Re- 
pository Licensing Projocl Oireclorate (Post 801013). epp 47571.061-47671.006 

0811180076 Forwards master list of controlled documenis giving current rev r-umbeis as 
01881101 

CALOVlNl,J-C Holmes A Narver. Inc 88/11/09 K£NNEDY,J NRC • No Detailed M 
WaDon Given 4pp 475eV:12a-47587:l3l. 

0811180088 Forwards NNWSI project master lisi of controlled documonis, ideniitying 
veralons cunant as ol 8SUIQ. 

SPAETH.M.E. Science Applications intemalional Corp. (formerly Science Applications. 
lnc4- LBR-RMD-MDC-061 08/11/10. PRESTHOLT.P.T. NRC - No Oeta«ed AFIkaico 
Ofvon 2epp. 47587:165-47507:190 

8811180180 Forwards notice of upcoming NRC/OOE techr>ical/progremn'S(« 
meotinns,per NRC 040827 PR notice. 

UNEHaN.J.J. Reposnoiy Licensing Projocl Dwectoraie (Post S8l0t3) 08/11/21 NBC 
• No Detailed Altiliation Given. 2pp. 47589:155 47509:156. 


6811140443 Forwards draft outl-ne tor M.lastone R6 re piogrem archiiocfure cfekverable 
duo on 061221 ic(i commenis. 

ALTOMARE.P.M. NRC • No Detailed Affiliation Given. 88/11/10. BUNTiNGJ-. 
FORTUNA.S. TVfOMAS.U. NRC • No Deialled Allillaiion Given. 2pp 47$39X>43- 

47539.049. 


681 1 160278 Forwards OA observation audit ropi ol Holmes A Narver ESF- surfece facir- 
Ity<fe8]ga 

eUNTlNG.j.O. Engineering Branch (Post 80091 M. 88/f1/l6. I.INEHAN.JJ. Progia-n 
Management A Oualily Assurance Branch (880911-861012) 3pp 4?5840a()- 
47604082 
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$911l&O330 i^orwards Tech Operating Proceduro TOP-C02. "Ravlew & Approval ol 
Technical Hepls," *of comments. 

ALTOMAREPU NPC • NO Detailed Alliliaiion Given 68/11/16 BUNTIN6.J.. 
FORTUNA.S, THOMAS.e. NRC • No Detailod Aflilation Given. 3pp 47579.345- 
47579-357. 

66112(0019 Forwards comments on 881013 Open Items T/emo 2 to hydro'ogy. Ahema- 
live corKeptual models Issue raised In ihird paragraph could bo separate open item 
LOGSOON.M.J. Nuclear Waste Consultanis. Inc. NRC-02.B5'009 294. 88/11/18. 
POSiLE.J. Technical Review Branch (870413 880910) 3pp. 47692 2e0.47592-282 

6611210023 "Technical Assistance In Hydrogeology-Projoct B-Analysts." monthly 
teas rept (or Oct 1966. 

SDON.M.J- Nuclear Wasle Consultanis, Inc FIN D-1021. 88/11/17. POHU.J Di- 
vision of Hfgn Level (Vasle Management (Post 870413) iSpp 4760&30I-476093I2- 

6811219066 Forwards Rev 2 to ‘‘NNWSI OA Prograrn Plan " 

WfliGHT.C.O. Holmes & Narver, inc. 88/11/15 KENNEDY .J NRC - No OeiaJeO Aff.h- 
abon Given AIELLO.C G Holmes & Narver, Inc BARRETT, l h Energy. OepI ol ?pp 
47E88 33I-47&68:33I. 

-6611210095 Rev 2 to "NNWSI OA Program Plan " 

WANNISKI.T.A. Holmes 8 Narver, Inc. 88/08/26 QOpp 4766B 233 47568331 

6811210098 Forwards dralt Informal repls on NRC LANL Audit Observation Team & 
NRC LLNL Audit Observation Team Acllvltlos on 881003 07 & B8l024-26.reapociiveiy 
LATZ.J.E. Center lor Nuclear Waste Regulatory Analyses 88/1 t/t7. MACE.MH Divi- 
sion of Contracts & Properly Managemenl (Post 680515). ip 47590 244-47590261 

-6611210103 Orad Informal Rept, "CNWRA Participation In LASL NRC Audit Obseiva- 
tioi^ Team on 661003-07.'' 

MABRITO.B, WHITINQ,A.R. Center lor Nuclear Waste Regulatory Anatysos 06/ii/ 
(7. (8pp 47590245-47690.261. 

6611210343 Forwards update (or Hat ol Laa Vegas Library. 

PRESTHOLT.P.T. NRC • No Oeialled Allillatlon Given 88/11/18. TANA.E Repository 
Uce.nsing Projeci Oirectorale (Posl 881013). 4pp. 47ei4;128-476M:i3l 

6611220044 Forwards DOE weekly rept (or wk ending 861111. 

PRESTHOLT.P.T NRC • No Detailed Afdliallon Given 88/11/16 LINEHAN.JJ Ra 
posicory Licensing Projeci Directorate (Post 881013). 6pp 47817.019-476174)24 

6611220070 Comments on dralt outline for Milestone ROStalemoni re regulatory re- 
Qutrement 8 DOE demonslratlon should be deleted or rewtilien. 

COPlAN,S. Oeoseience & Systems Performance Branch (Post 860911) 88/11/16 
AITOMARE.P.M Engineering Branch (Post 08091 l).?pp 47627:019-47627 620 

6111220256 "Geochemical Sensitivity Analysis." monthly rept for Oct 1966 under FiN 
A. 1766 

BONAKO.C J Sandia National Laboratories. FiN A- 1 760. 88/11/ 16. MO.T. Oivtaion ol 
High Level Waste Management (Post 6704i3]. 4pp. 4 7627 06i-47627:064. 

6611230364 Forwards updated vicinity properties date mgi sya elto summary topi to te- 

e aca 661031 summaiy sheet. 

jeOIS.DP. Jac^s Engineering Group, Inc. 68/11/02. ARTMUR,WJ. OARCiA.d 
Energy, Oepl. ol. app. 47527;206<47e27:2l0. 

6611230002 Ack receipt e( remedial action insp plan (RAip) for Ambrosia Leko.NM 
eke Review on hold pending noiificalion of release date lor RAIP by DOE 
HAWKiN3,6 F Uranium Recovery Fieio Oic. fl4 08/ti/O3. AfllKUR.w j. Etvotgy. 
Dept, of 2pp.47622:26t-47e22:262. 

6611230100 Forwards iranscript of 881 1 16 briefing to Commission on status o' toceiion 
of exploratory shaft at Yocca Mountain. 

BROWNiNG.RE Oivielon of High Level Wasio Managemom (Post 8/0413). 06/u/ 
22 ROUSSO.S Energy. Depl. of. 2pp. 4762e.032<47825;l02 

6611230146 Verifies concurrence on Technical Operating Procedure TOP-OOi-OO. "Sub- 
miss<on & venfication of Program Archiieclure Data Base Enuies " Two ma)or con- 
cerns raised by CNWRA mgl stall listed. 

GUNTING.JO. Engineering Branch (Post 880911) 80/11/(7 WfflTlNO.AR. Confer 
(or Nuclear Waste Regulatory Analyses 4pp. 47e22;180-47e22:163. 

6811230171 Ack receipt of draft outline lor WSE&l Milssione R8 & CNWRA proposed 
approach to resolve regulatory uncertalnlles NRC will bo prepared lot discussioii 
during vfsli wk ol 861128. 

BUNTiNQ.jO Engineering Branch (Posl 8B0911). 88/11/16. LATZJ. Center lot Nu- 
clear Waste Regulatory Analyses. 2pp. 47623:001-47623:002. 

6811230176 Noliricalion ol 881123 meeting w/OOE.SIaie ol NV & Ctark.Nye 8 Lincoln 
Counties (or DOE presentation ol approach to dosign acceptability analysis lor oxpiot- 
atory Shalt facilrfy. 

HOLONICh.JJ. Repository Ucensinj Project Oirecloralo (Posl 681013) R8/II/17. 
LLNEHAN.J J Repository Licensing Project Dlrociorale (Post 081013) ip. 47632.341- 
47632:341. 

8611236196 Fonwards draft "Basis for In-SIlu Testing. " 

HART.RO. ITASCA Consulting Group, Inc. FIN D-1010 NRC-02-85-002 88/11/21. 
TANIOUS.N NRC • No Detailed AfdUailon Given ip 47626.103-47626 209. 

-6011230201 006-01-56 ORFT Draft "Basis for (n-Situ Tesling." 
aOARO.M., HART.R.D., BRANDSHAUO.T. ITASCA Consulting Group. Inc. NRC-02- 
85-002. 68/11/30. NRC - No Oeialled Affiliation Given, toepp. 47626:104-47026209. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

0810250092 "Performance Assessmenl of Low Level Radwasle Sites." monthly 
prMress rent (or Sepi 1968. Financial dala Med in Cenual Files. 

BEhQERON.M.P. Ballelle Memorial Institute, Pacific Northwest Laboratory. FIN 6- 
2485-7. 68/10/17. OEERINQ.L. Olfico of Nuclear Material Safely & 
Safegusrds.Oireclor. Spp. 47275:059-47276:063. 

6810250441 "Technical Aaslsfance In Idenrificaflon & Evaluation of Setsmp- Tectonic 
Issues Re Repository Site Characterization Plans." monihly progress rept tor Jan 
1968. 

CHUNQ.D.H., CUMMINQS,G.E. Lawrence Livermore National Laboraitvy FIN A-0297. 
68/02/05. BLACKFORD,M. Technical Review Branch (870413 660910) apP 
47270.120-47270:122. 


0810260392 Comments c'l Monttily Mgl Lit <6 did G81O1O summarizing progress under 
FIN A-020/. "Geomorphic Evaiushdn ol Proposed S»ait 8 Ramp Locations, Yucca 
Mountain High Lovel Waste Site " Closeout mooirg planned du-mg wk oi 661 121 
BLACKFOflO.M.E Geosclenca & Systems Pcrformanco Branch (Post 660911) FIN A- 
0297. 88'10/27. CHUNQ.D.H Lawronco livornio-o Nalionel Laboralory. 3pp 
47363 272-47363 274. 

6810280401 "Goochpm.cal So-iS'l.vity Analysis." monthly rept lor SepI 1988 under FIN 

A-17S6 

BONANO.Ej. Sandio Nalionai LabcralO’ms FINA I766 08/10/17 MO,T. D/vis on Ol 
H.gliLevcl V/asie Menagomertt (Posl 070413) Opp 47387:273-47367:279 

8811010076 "Evaiuallon.Vafdaiion.Voti'.caiion 8 Occunontaiion of IMPACTS-BRC 
Computer Code." Task 2.l0' FIN A't/63 

* Sanda National Laboratories fin a-i7C3 68/10/77. NRC - No Oeial'od Afti'iaiion 
Given 27pp 47408 156 47408:182 

681I01D4S4 Transmits Ciali posit on paper oniii'ecl. Technical Pos'tmn on Const Specs 
for ExpioraUM Shahs & Explorotcry Shah faci'iiy" 

CUMMINGSR.A Eng-naors Internal pnal. Inc FIN 0-1004 1146-0905 88/10/20 
BUCKLEY.J.T. NRC • No Oetoi'od Alllalion Given 2Qpp. 47379 252 4 7379 279 

8811010490 Forwards draft Topical Repl OOe Ol-TlO. ''Exploratory Shalt Facility" 
M/1RTR.O ITASCA Consuitng Group, Inc FIN D-1016. NRC-02-85 002. 08/10/26. 
TANlOUr-.N. NRC • No Oeiai'ecI Affi'laion Givon ip 47309.213-47399.348 

“88llOlOVjS(W0Oi-rio DRFT Draft Toptai flepi OOG Oi TiO. "Expioraiory Shaft Fa- 
cility." 

W/VHI.K.r . LORIG.L J. HART,R D ITASCA ConsuHing Group, Inc FIN D 1016. NRC- 
02-eS-b'O 00/10/31 NRC ■ No Delailod AM,lini-on Gwon. I35pp. 47330 214- 
47309 .j-:9 


861 102623 1 Forwards revised document roview "impt'Cii Tnprmei Logo m FLAG," under 
NRC C< nuact 02-85 002,Task Order OOG. 

HART.I'O ITASCA Consulting Group, liic FIN 0 1016 NRC-02 65 002 68/10/31. 
TANIOtS.N NRC • No Ooto led AIM Bl'On G'.vcrt ip. 47421 235 47421:243. 

-OOl 1020796 Revisod "Imp'icit Thermal Lorji; in FLAC " 

• ITASCA CohSutima Gipup, Inc, FIN 0-1016 NRC 02 85 002. 88/'0/31. NRC • No 
Deiarod Aflil alien Given Spp 47421 236 47421:243. 

6811030457 "Assessrncnl of NMSS Financial Assurance Regulatory Framework." 
montniy p'ootesa repl lo' Sepi 1688. 

OAILEY.P.S. KOLSKY,KB ICF, Inc. FIN D-1047.7. NRCO2 07-OO2 68/09/30 
BYKOSKi.l. NRC - Na Dela/od Alli'ialion Given 6pp 47428.006 47420 01 1 

8811640382 Forwards dralt ropi, "Components of Overall Porlormance Assessmenl 
Molhodot^y." lor commonis Rosponsu to NRC eommpnie on Itr repl (Sublssk t.i) 
ortc> 

PRiCE.L L. Sandia Nsnonai Laboiatonos 8O/1 1/03 6ROOKS,P. Geoscience & Sys- 
toms PedO'manco Branch (Post 80091 1) 8pp. 47433 271-47434 0/3. 

-6811640303 "Compononis ol Ovatpn Porfo-msneo Assessment Methodology " 

OAVIS.P A . PRiCtL l , WAHi,K K. Sandia National Laboraiorios SANOOB-3020 88/ 
11/36. 0><4$ton of 1t-Qh level Wasln Uanagcmo.M (Post 670413). I54pp. 47433-279- 
4743407J 

8811676060 F'orwaids draft. "Risk Molhodo'ogy lot Geologic Disposal ol 
Redwasio Scenario Soiociion Proceduro," lor commeni 

l>RiCE,Ll. Sandia Nphona' Laboraiorios 88/11/02 DROOKSP. Oeoscienco 5 SyS' 
lemsPeriOimanco Branch (Posl 880011} 66pp 47441'268-474420I5. 

681107629$ ForwO'ds ITASCA Documoni RovIhw 006-01-50, "impiCil Thermal logc In 
UDEC" 

HART.H.O. ITASCA ConS'jItng Group, Inc. FIN D-IOIO. NRC'02-Q5002 80/11/03 
TANIOUS.N. NRC -No Dolai'OdAhil anon Oivon Ip 47441:260-47441:285 

-8811670300 008 01 80 "implicu Thermal logic m UDEC " 

MACK.MO. HART.RD. ITASCA Consult ng G'Oup, Inc FIN 0-1016 NnC02 85-002. 
86/11/03 NRC - No DelB'lOd AIM.aiion G.von 26pp. 47441 261 47441:266. 

8811076312 "Technical Assistarfce tor in Situ Tosiing," manttiiy Itr repi lor Oct 1988 
SINQHM.M. HUCKPJ. Engineers Intornai-ono'. Inc FIN O-lOd-f I4|. 68/11/04. 
BUCKLEYJ.T NRC - No DolB-IOd AMiiiailon Givon. 4pp 47460 072 47460 075 

8811070326 Fonvards rept, ''Sensitivity ol Siabi'iiy ol Waste Empiacemont Dull to Vana- 
Han in Assumed Rock Joint Paramefors in Welded Tufl." Repl compleied unde/ NRC 
Coniracl NRC'02-05-002.Task Order 005 

H/tRT.R.O. ITASCA Consult-ng Group, Inc. FIN D lOlB. NHC-02-05 002. 66/11/02. 
TANIOUS.N. NRC - No DelOitQd All.l-ailon Given ip, 47442:146 47442.351. 

-0611070344 "Sens'tivily ol Siobi'itv of Waste Empiacemont Dull lo Variation in As- 
sumod Rock Joint Paramolers m weldoo Tull " 

CHRlSTI»\NSON,M , HART.RD, BRANOSHAUG.T. ITASCA ConsuU-ng Group. Inc. 
FIN 0-1018 NRC-02-B5 002. 88/11/30. NRC - Mo Oeialled Affiliation Given. 20Spp 
47442 I48ut7442 35l. 

88 1 1090072 "Preliminary Review ot Low Sun Anglo Air Photos from Yucca Mountain 
Area." technical hr repl. 

CHUNQiiH.,MCKAOUE.H.L, CAflPENTER.O.W Lawrence Livermore Naiional Lebo 
retory, FHt A 0297, 08/10/31. BLACKFORD.M.E Div.sion ol High Level Waste Man- 
agement (Posl 670413). 12pp. 47525 243 47525 253. 

8811100244 "Geochamical Evaiual-on of Contaminant Production 5 Transport at u Re- 
coveiy Operations." monihly lopi lor Oct 1988. 

HOStETLeR.CJ. Batioile Memorial Insiitule. Pec/c Northwest Laboralory. FiN B- 
2482. 88/1 1/08. DEERINO.L Ollice of Nuclear Maienal Safety & Saleguards.Oiteclor. 
7pp. 4/55l.(X)7-4755» 0)3. 

8811140115 Forwards commenis.quostions & roguosis tor eddi into re "Wasio Form 
Cedilicallon Program - Repl HI Cement Binder Chemistry " 

SlSKlNO.a Btookhaven Naiional Laboratory UN A-3174 oe/n/lO MCDANiEL.K 
Taclinical Branch 8pp 47536:117-47536 124 



•00 If 140 MO ' Cve.-ve-.v of Co.npoic.' Codes W/Appi cot'cn fo Aimosphoric & Near Su'- 
la:o Transport of H'ld.cr'u.; des.Pie'i.n nar>- Roseareft Task 3 0 Performance Assess- 
mant MofTiCi'o’ojy Lo.v Lovel Waste Disposal Safely Assossmont “ 

BROW.N.I.f SarviM Lnfco/atcr es 00/10/03 ?8pp 47539-314-<t7540 O3l 


■0011010449 Korwa'cJs app.'icaiion for I'censo lo export UF6 to Japan 
MAflUVAMA.T. MitsublsN lf^tOInallOl^al Coip. (subs, ot M.isubish. Co'p) 8enc/'9 
Assster^I Oiroclor for inlornaiional SoCuniy. ipp 47402 312-47402 313 


0611150200 Petorniarco Assessment Moihodo.'egy Devolop/noni - LLW 0.spO9al 
Safely A^.vi’S^T./rxi.” nioritli'y topi fot Oct 1986. 

CiO.'.'ANOf.i S.ir,i,j ria:j.iai Laboraiorios FIM Ai7e4. oe/it/is OEERINGl 
reoh;l.c.ll i3t.ii-cli in, -Ip 47500344 47550361. 

00(1150304 Mjiniri, fopi for Cci 1989 lot FfN A-1l65.ini;lud.nfj Task 1. "(jCQnsing 
/.I aiK’ilCopy As.ti'-it ce & Task If, ’ Unceria'niy Woniifrcaiion 4 Analysis " Financial 
data fl.,1 ifl' o n C'-nlMi F i'ps 

BONAMO.P J 3.'n.-|,i Nnt'Arial Labcraierres. FIN A-1165 68/lf/t5 TiKTiNSKYOff 
Dnnson c’l tl.gli ic.Pl VVnslo Managomoni (Post 870413). (0pp 47550‘03B- 


9811160223 Fotv,.itti,. I.IV26? Ui, ’ ncv.ew A Assess'ner'l Ql 00£-Hen(oid Wo on So- 
lub.'ilpOs/C'crcon'Mt.nric of R«d orucl'do Analog Elomonis In Sya - Simu.'aled Waste 
Fo'ms '■ .'V topi SuLiMiial comploios C'osocui Work Product 2 
KeLf.'£:ns.Af) o.ik nrige Nanonai Laboratory FIN a 0290 03/11/14 BROOKS OJ 
Gooscierice fi Sy-Mns Poricftnance Branch (PosI eeooitj. ip 47S64;I70- 


-68I1169790 in.?n7 iii ncv.Qw & Assessment of DOE-Haniord Info on Solublnies/ 
Corctiiiimi 0,18 of Flmi o-iuci do-Analog Efo.T.enis in Sys • Simulaled vvasio Form Plus 
or »/i us Uiv'.ar.i.m Pn^.iii Ikus Giando Rcmde Gtoordwaior ” lir /opi 
BlFNCOt.lG O.ik Piign Nai'cnal LabotaiOfv FiN 6-0290 00/11/14 NnC-NoOo- 
ia'odAi|'ifiUi-.C>i,ciii ICOpO 47664:171 47564 261. 


0011(70159 ignc Toci II cal Assisiofco for Oasinn Hevisw," f/onthty Piooioss Rew 39 
(orOclIOlin » o K 

HAriT.no ITASCA Con.ti.lh'-g Crci'P. Inc FIN DIOI0 NRC 02-85 002 Q8/tl/tt 
TamOjS.N, NRC • Na nctdlod AdTifttion Given 9pp. 47572:179-47572.107, 


8811170338 • tv,iiu,i' on.Val daiion.Vonr.calon.a Docunionialion ol iMPACTS-SRC 
Ccinp.iitr Codo. ■ moi.ll ly rffii for Oci 1968 Rep! in Central Files 
CHAiJ.Vtil.HM Flni il a Naiiona' ifiboialofios Flt4 A-1763. 60/1 1/15 GLENNC 
Rcpiiiaioiy Ui.ncn Jivi '17682 OOl -47582 OOfl 


001 1170344 PorforriMi cc Assessmofi For Low Level Waste Silas." moniniv oroara&s 
fopi (O' Oci 109(1. Ilc'pi I'l Central Files ^ 

BERGEnONAtC Dniiniio Memorial insi.iulo, Paci(ic Notlhwest Laboraiorv FiN O- 
2405-7. (!0/ii/|f'i DL'ERiNG.L 0((ico oJ Nuclear Maieriaf ^(eiv 8 

Sa(ovliint(l8 D'ti'Cio'- Spj) 475B2.009-47S82 013- 


8011310019 FoiviarOi coni-Tonis on 601013 Open Homs Memo 2 ro hydiofoov. Aiierna- 
raised in th td paragraph could bo separata open iiam 
Ni.clbAi V/asio CoriSullanls. tnc NFtC 02-05-009 204. ea/li/is 
FORLE J li'climc.il riuvi'iw flrnnch (070413-080910). Opp 47502 260 47502 282 


0811210083 TcchnCiil Ass-sianco .n Hydrofleo'ooy-f’roioci O-ArMHyPs" monlUtv 

ra rlJssrcpl 1(11 (Jet 1998 

SOU.N,MJ NucIfliV Wnsfo Consu'lants, (nc FJN 0-103(. 00/11/17 POMLEJ Di- 
vision of iligli Lovel Wasio .Mannaemoni (Posi 670413). i2op 47609,30i-47609'ji2 


8011210035 "AssessTiOPii of NMSS Financial Assurance noguioiory Framework" 
monihl/ofcoross repi tor Oci 1080 

DAILEY, PE .'CF, Inc. FiN 0-1047. NRC-02-a7-002. $0/10/31. SVKOSKLL MAC • No 
Dam 'cd AIM ai.on Cuveri «pp A7698C01 47590004 


8011820258 "GeocTnoii'inl SciiMlturty Al^atyslS," monihly lopi W Oci 1988 under FlN 
A* 1 766 

QONANO.tr.l. Snii!('0 National Laboraiories Fin A t756 08/tt/ie.MOT Onnslonol 
idofi l4!ve:v/06in Mfinagemooi (Posi 870413). 4pp 47027:O6i-47O27;Oe4 


B81 1230190 Fo/wp'ds draff ''fia»i6 (Of in-Siiu Tosling " 

HAnT,n,0 ITASCA Coniultino Group, Inc. FlN 0-1016, NflC-02-85.002 00/11/21 
TANtOUS.N NFIC • No Oclaflod Afidiailen Given. Ip. 47626 103-47626-2iMf 


BBI10104S3 Hoquosis Executive Branch poslUon re LASU appNcaion (or 'cerje le 
erood 400 Ci Iniium to Switzoriand LU ol assurortce required. 

PcTERSC^.M R Assisiani Dirocior for Intarnationol Sccuniy 03/i;/20 
THORNE.CE Slaie. Dept. of. Bureau ot Oceans & Inii Environ & Scieri‘'ic A‘ia.s 
Ip. 47402:314-47402 310. 


-6011010458 Application lor l.-censo lo export 400 Cr tritium, as con'orosserl nos 'o Si*-!- 

/erland. 

^402^V5*47402 3°5 National Laboratory. SM#4930i. 08/10/24 ip 

-86(1010470 Forwartfs orid use siafemeni re LASL application for I censo lo exporl tnti 
urn to &w.netiand 

SCOPELiT(S,8 Los Alamos National Laboratory. 00/10/20. WfliGMT NRC - NoOe- 
taifed Affiliation Given. 4pp. 47402'3i6-47402.3i9 

0011010468 Requests F.xoculive Bianch pos-.iw on G6 appkcation tor '-censo lo eipcrt 
500 (ta (horium oxide.ln lotm of llQud slurry mixluro to Btaz-T 
PETERSON.MR Assisiani D'feclor for Intomaf-onal Security. 08/lOi25 
THORNE.CE. Slaio, Dept. o(, Bureau ol Oceans & Inn, Environ 8 Sc^oniiTc Af’ws 
Ip. 47397 098-47397 000 

“001 1010470 Apjiiication for lictinse lo export 500 kg thorium, as oxde in l-orm of ixijid 
skitry mixiuro.io Brazil 

2l£l(NSKI.AM. General Elociric Co. SMQ-191. 06/10/10 ip. 47397:097-47397M7 

“8011010474 Forwards application for uconse to export natural ihorfi/m, as oxdo s'L-ry 
lo coat electrodes used in high pressure mercury vapor tamps.to Bra«i 
2 i£LIN$K(,a M. General Electric Co. 08/10/10. WRIGHT B NRC • No DcUl.-cd A“l- 
ebon Given Ip 47397:090-47397 090 

88tt<ltO402 Fonwatds Ttansnuciaar.inc application 'or hcense lo export low ernctiejU 
(o South Korea Llr o( assurance raouired W/e end 

PETEnSON.MR Assistant Director (oi international Security 89/10/25 nOON£V,J 
Energy, Oopt ol. Ip 47396 359-473B6:360 

“0011010465 Application (or license to export 30,000 kg U.ln form of UF6 e.-''icnchl(o 
3.6% U'23S <0 South Korea. End use slaiemenl end 

QUAIN.R6. Transamorice OolavaL Inc. RBU-48S 88/10/10 2pp 47306'3S9- 
47306360 

8011010494 LIT o( assurerico re Edfow inil Co appiicaiion (or liconae to export 806 to 
U.eeiicher) lo 10.05 % U-235,io Eureiom Countries 

FliNGOU.C. European Cemmuniiioa, Commission ol. 88/10/lB. ROC.NEY.JM. 
Ewgy.Oepi 0l Ip 47367.001-47397 001. 

8011010500 Fofwaids apphcai'on lot "cansa to export 22,617 kg ennckeii 
UF6.con(a<ned m 70 1 kg U-235,io Japan 

MARUYAMA.T, Mitsubishi inietneiipnal Corp. (subs, ol MilsubisN Cerp) 08(10(19 
NRC- No OeieifodAlliliaiion Given. 2pp 47401.’094-4740l.096 

-•6611010601 Applicaiion for license 10 exporl 701 kg 17-235.09 22,617 kg or-r^hod 
UF6.IO Japan 

MARUYAMA.T. Miisubishi iniarnationei Corp. (eubs. ol Mitsubishi Corp). R3A'64d0 
02.08/10/19 ip 47401 005-47401:006 

0011030046 Forwards 861017 Mr (rom Nissho-lwsi American Corp w/raqueal to ehangs 
OAd user lor low-enrichdd u exported to Japan Views as lo whoihar proposed raw 
and use maeia criteria ol Atomic Energy Act ol 1054 as emended roquasiod 
PETEftSON.M.R Assistant D'redor ior iniernaiionet Secunty 06(1CK28 
THORNE.CE State, Depi ot. Bureau ot Oceans & Inti. Environ A .Scfantific Affam 
ip. 47459 253-47459 255. 


-861 1230201 006-01 -59 DRF T Oratl "'Bas's for 'n-$ilg Testing." 

QOAno,(V, HART.nO, BRANDSHAUG.T. ITASCA Consull'ng Group. Inc NRC-02 
85-00? 0O/ttf3O NRC • No Oeiailfifl AlMiation Given, to^ 47626.104-47626209 


XPORTLfC EXPORT AND IMPORT LICENSES 

0810260 135 Requests Executive Branch position re end Ediow Init Co 8OiOi0 appiice- 
lion (or t'conso to export 9.000 (ig onnehed UF6 to Japan 

PETEnSON.MR Assisieni Director for (niatnaiionsi Secufily 00/10/21 
THORNE.CE Siflio. Ooni ol. Bureau ol Oceans & (nil. Environ S Sdenhlic Adairs 
tp. 47282 235 4/202 23ft 

-801O2&9U2 App'icaiion lo' ticonse to oxpon 0,998 kg UF6 to Japan 
FlSK,n.H. Ed'ow fnleinaliurra'Co. KLK-46. 00/10/18. Ip. 47SB2 236 A72B2?3e- 

0011010346 Forwards Advanced Nuclear Fuels Corp appUcai'on for amend lo ayporl li- 
conso XSNM 2161 to introasa quantly ol tneU authorized loi export lo GuRATOM.Lti 
of assurance requited iq terms S conditions of egreemeni for cooperaKon W/o encl. 
PETERSON.W.n Assisiani Director fo/ Inlernalional Security. 08/(0/26 HOON6YJ 
Energy, Dept. ol. ip. 47400.300-47400:303. 

-6811010349 Application to amend iiconso lo export 34.607 ko U-23S coniairted In 
903. 1 4 1 kg total u to West Gormany 

MALOOY.CW. Advariced Nuclear Fuels Corp. (lormerty Exxon Nuclear Co. Iryc.). 
CiA/M 60.141. 80/ 10/20. PETERSON.M.R. Assistant Direclor lor fniemelronal Securi- 
ty. 2pp. 47400 301-47408 302. 


-0011030052 Bequests teviovr & appibval ot Japan Atomic Etiatgy Raseaich iraVM- 
quest to divert 31.884 kg U enriched w/6.361 kg 17-235 to Japan Research Rsa:iP'3 
(JfiR3J Instead of JRR-S as auihomod by Ucense KSNM-t760. 

YOSHiMl7RA,T. Nissho Iwei American Corp FDN-08-1OI8rY. 88/10/17. 
MOORE.RN NRC - No Doiailod AIMiallon Given, tp 47459 254-47459 254 

—9011030009 Submits end use statement, certitylno that 31.664 kg D delivered lo 
CERCAFrance lor Japan Research Reactor 4 fJRR-4) Intended fot use as fuel of 
jHn-3 

OKASHiTA.H. Japan Atomic Energy Research Inslriuie 86/10/12. NRC - No Detailed 
AHihaeon Civea ip 47469 255-47459:255 

6B110300BB Forwards Martek Corp application lor amend to license. Increasing guarMy 
o' heavy water to 975 5 kg 

(’ETERSONJ4 R. Assistant Director for inietnaiional Security. 00/10/28 
THORME.CE. Stale, Dept ol. Bureau ot Oceans 8 Inil Ettviton. & ScleJil'lic Adairs 
IP 47422.202-47422:203. 

-8011030103 Application lor emend to license, Increasing quantity of heavy water Ircm 
2255 kg lo97S.5 kg 

KYIG.O.J. Manok Corp. 06/10/28. MOORE, H.N. Assistant Director lor Inie/r'aUo'ial 
Secunty Ip 47422:203-47422 203. 

001 1030214 Application for emend to export license.increasing exporl quantity ol h^avy 
water Irom 22S.6 kg to 2,500 kg & to extend expiration dale from 690031 lo 910831 
KYLE.O.J. Martek Corp. 88/10/24. MOORE.RN. Assisiani Direclor lo/ iniernaiiona' 
Security tp. 47426.065-47426,065. 


0011010446 Requosis Executive Branch position re Mitsubishi inti Coip eppl«atioa tex 
hconse lo expon low enriched (j lo Japan. Lti ol assu/ance required 
PETERSON. MR. Assistant Direclor lor Iniernalional Securi<y. 68/10/26 
THOhnE.C.E Slate, Dept. of. Bureau ol Oceans 6 Inil. Environ & Scientific Allaks 
ip. 47402310-47402313 


0011000041 Requests assistance In obtaining assurances horn Qovt ot Japan re er^t 
license application to export low enriched U lor use as fuel at Tomari Umi 2 <ri Japan 
PETERSlW.M.R, Assistant Direclor lor interrialional Secuttly. 08/10(26 
THORNE.CE. Stale, Dept. of. Bureau of Oceans & Inil. Environ & Scientific Allairs 
tp 47494:271-47464 276. 


•■8S1t0600<)4 Application lor licenso 1o oxporl 37, /SO kg ol onrlched UF6. to 
i&araki, Japan 

MAYUnAMAJ. Uiisui & Co (USA), Inc (subs ol Miisui & Co.. Lid) HSA-S488-G8 
80/10/07. Ip 47494:272.<17404 ?72. 

'8811030040 Forwards appi cation to export enriched UFS lor labricatlon of luel aseem- 
blios & i/H maioly loaded Into Toman Plant 2 In Japan 

MARUVAMA.r. Mitsui & Co. (USA). Inc (subs, ot Mitsui & Co. Llet) HSA-S4B8.08 
88/10/17. NflC • No Ooiailod A/filiallan Givon 2pp. 47494 273 47404 274. 

-881 (080052 Forwards application lo oxpori enriched UF6 lor labncaiion ol tuol asaem* 
bl-es & loaded into Tomarl Plant 2. in Japan. 

MARUYAMA.T. Mitsui & Co. (USA). Inc. (subs, of Miisut & Co., Lid). KSA-54B8-08 
ae/lO/07. NRC • No Detailed Affii ailon Given. 2pp. 47494:275-47404 276- 

0811080113 Appicatiort lor l-conse to export 15.653 kg enriched u hexaRuoclde contain- 
ing 547 kg Ll-235,lo Ibaraki.Jepen 

MAYURAMAJ. MrlsM 8 Co. (USA). Inc. (subs, ol MrlSul 4 Co. LW). MSA.548B0I. 
88/10/19- 1p. 47473 292-47473 292 

-8811080114 Forwards application lor license XSNM-2400 to export onrichod UF6 lor 
labricaidn of fuel assemblies & ultimately loaded into Tahaharna Plant 2 
MAYUnAMA,T. Mitsui 4 Co. (USA). Inc. (subs of Mitsui 4 Co.. Ltd). HSA-5469.01 
88/10/19. internalionol Programs. 2pp 47473 290 47473:202. 

8811060170 nequesl Executive Breach position re Mitsubishi intI Cotp applicauon lor 
Mc^sa to ffxport low gnrichod U lo Japan. 

PETERSON, MR Assistant Director (or Iniernailonal Socunly. 68/10/26. 
THORNE, C.E. Sialo. Dept, ol, Buroau ot Oceans 4 intl Environ. 4 ScKtniillc Altai's 
Ip, 4747805e-47478 061. 

0811080201 Application lor license to export 39,000 kg U.in torm ol u 
hexaOuorlde.ontiched to max ol 3.6% U-235.10 South Korea End uso siatemoni onci 
QUAIH.P.B. Transnuclaar, Inc. RBUAOe. Oa/IO/tO. 2pp 47473271-47473272 

0811080200 Forwards opplicaMon for license lo export enriched Uf6 to Japan 
PISK.R.H. Ediow Iniernailonal Co. 08/10/10. WRIGHT.B. NRC • No Ooiadod AIM a»on 
GStCn. Ip. 47474:127-47474:120. 

0011090101 Af^llcalion lor license lo export 100,1 19 kg U,canloinlng 3.709 kg 12-236.10 
^u'h Korea End use aielemenl end. 

QUAIN.P 8 Transnucloar. Inc ROU 467 08/10/10. 2pp 47461 040-<)740l.l>4l. 

0811090116 Forwards epplicatlon for llconso lo export 100,00 kg natural U 
concen Irate s.in form of yellowceko.lo Canada. 

GLASIER.Q E. Energy Fuels Nucloar, Inc. 66/06/06 WRlOMT.e.L. NRC - No OeiMod 
Atfihelian Given, tp. 47463:065-47463:066. 

-8011060118 App'icaiion for iiconso lo export 100.000 kg natural U conceniieios.in 
form ol yei'owcako.to Canada. 

GLASIER.Q.F.. Energy Fuels Nuclear, Inc 60/06/06. Ip 47463 066-47463066. 

08I1MOI26 Application (or Amend 2 to licence to export 04.100 kg LI'235.to France. 
QtjAiN,P.B. fransnueiear, Inc. 08/04/27. I2pp. 47512.270-47512:262. 

0011090163 Executive Branch posii'on ro Inrad.Inc application to oxport 500 kg heavy 
water to Canada 

STPATFOnO.R J Slelo, Dopl. of, Ouroeu of Ocoans & imi. Environ & Sc-ortli(« At* 
lavs. 88/10/21. SHEa,J.R. iniernailonal Programs, tp. 47602:03i-47602.03i. 

3011090166 License (or GE lo export 1,I6S kg U 23S.centSino<l in 30.019 kg U.IO 
Japan 

PETERSON.Mn AssIstenI Olracioi (or Iniornational Socunly. FOF.BO-OI 00/11/02. 
2pp 4760(:358-475<l(;3S7. 

0811090102 License (or Ediow Inti Co to export 31,469 kg U conlelning 1,292 kg u* 
23S.IO Japan 

PETEfl5(jN.MR. Assistant Oiroclor (or Intornaiional Security. KLK-44. 80/11/02 2pp. 
475l3;110476l3;ttt. 

0011090264 Reguesta Executive Branch oosllion ro Transnudoar.inc appheabon Ity li- 
cense 10 export U fuel to Korea for uso In Korl-2,Korl-4,Younggwang-2 6 Utchin i 6 2 
nuclear power pianis 

PETCRSON.MR. Assisleni Director (or International Socutliy. 06/11/01. 
THORNE.C.E. Stale, Dept, ol. Bureau ol Oceans & Inii Environ & Sdenbhe Allots, 
tp. 47624 345 47624:347. 

001 1000266 Applicalion lor emend lo licenso.dolollng Inlotmedlele consignee & dierrg* 
Ing licensee add'oss as llsied. 

OUAlN.P.B. Transnuclear, Inc. 00/10/06. WRlGHr,Q. NRC - No DotaHod AIMIabon 
oven. Ip 47613201-47613 281. 

8811090271 Requests permission to use Canadian origin U against export bconse lor 
usejn Colrentes plant in Spain. USA onrlched U In amount ol 1.691.624 kg Irom Soullt 
Africa & 3,784.655 kg LI from United Kingdom needs lo used. 

FLOWERS.F D General Eleciric Co. 88/10/26. WRIGHT.B. NRC • No OofDiiod AIHI- 
ation Given. Ip 476l2:183-476t2;103 

8811090276 Application for license lo export compononia doscribod In 
tOCFR110.8(ej{S}-(6) lo countries listed In 10CFR1 10.26(a]. 

YOUNG V.T. Genera) Eleciric Co. 68/ JO/24. PETERSON.M.R. NRC ■ No Detafoa At- 
filiation Given. Ip. 47602.001-47602.001. 

6811130051 Amend 6 to GE license, adding Flow FarEasl Corp as addl inieimedfaie 
consiqnee. 

PETERSON.M.R. Assisiani Director lor Iniernalional Securily. 68/tl/04. ip. 
47808.260-47508:281. 


-8811 100062 Appticat-on tor 1 cense lo export 26 201 Kg U.conlaininn 016 kg U'235,to 
Jeran 

IKEOA.M. Mitsui & Co (USA), Inc (subs ot Milsul & Co. Ltd). MBK-FS-RIO 88/10/ 
28 Ip. 47«38 202-47500 202 

0811100064 License lot INRAD.Inc to export 500 kg D20 to Canada. 

PETERSOM.MR Assistant O-rector lor Iniernalional Security fl8/ 11/04. tp 

47510239.47510239 

03II1QOO71 Arrond 2 lo lirense lor Trensnuclear, Inc, Changing address of licensee & 
delebng Ttans'ujclear.Qmbh.es iniermed-aio consignee 

PETEhSCTJ.MR Assistant Director lor Iniernalional Security 88/11/04 Ip 

47510235 47810 236 

8011100060 Forwards appl.cat on lot i-cense to export 55i Kg UF6 to Japan 
FlSK.n.H. Ed-owinietnal-onalCo OB/ll/OI WRIGHT.B NRC • No Dolaiiod AHil-aiion 
Given Ip 47510233475102.14 

—8011100081 Appl'caiion for I censo 10 export 551 kg UF6 to Japan 
FISK.RH. EdkJw Intornaiional Co KLK-47 80/ 1 l/Ol. Ip. 47510 234-47510 234. 

001I1OOOB8 App'icnbon lor license to export 26,201 kg U.conialnod In 016 kg U-235.to 
Japan 

IKEOAA4. Mitsui & Co (USA). Inc (subs ol Mitsui & Co.. Ltd) MBK-F5-Rt0 86/10/ 
28. Ip 47510231-47SI023I 

0011100009 Requests Executive Branch position ro Ediow liul Co application lot licertse 
in eMort low ervichorl U to Japan Ltr ol assurar^ce toquirod. 

PETERSON.M.R Assistant Diroclor lor International Socurity 66/11/04. 
THORNE.C.E Slate, Dept ol, Buroau of Ocoans & Inti. Environ. & Scientific Alleirs 
tp 47606 269 47500 290 

0811140149 Arrcnd 5 to license authorising GE to export 0,750 0 kg U-23S contained in 
325,000 kg U.io Spam & incioasing quantity of Canadlan-origiii ti lor shipment (rorn 
8.459 0 ke to 23.8 59 0 kg 

raTGnsON.MR Assisiani Diroclor for Iniernalional Sacurity 88/11/07 ip 
47544 044 47544 044 

8611140160 Licetvuj lor DOE to oxpori 200 g Pu'230 & 200 g Np'237 lo West Germa- 
ny 

PETERSON.MR. Assistant Dirocior (or International Security. 6B/11/07. 2pp. 
47546 270 47518 271. 

80ttl4O{62 Dee-rtso lor (A51 to export 6,2$0 Ci (rrlrum.as uncompressocf gas.to Swrl- 
aetlarm 

PETERSON.MR. Assisipnt n>idCior Ipr Intoinatlonal Security. SM #40391. 88/11/07. 
ip. 47536 221-4/536.221 

8011140 179 Amend i to iicenso lor Martek Corp.increaslng quantity of deuterium oxidq 
(heavy waloi) liom 225 S kg to 975.5 kg. 

PETERSON.MR. Assisieni Director lor iniemetlonal Security. BFFF 7926. 66/11/07. 
ip 47536.066 47530 065 

8611140197 Executive Biench poeiiion re LASL eppUceiion loi licenBa to expo-1 5,250 
Cl Trtbum.irt bu'k gaseuus lorm.to Switzerland rToeommends iicenss be Issued. 
STRATFOHO.R.J. State. Dopi d, Bureau ol Ocoane 6 loll. Environ. & Sclenlilio Al- 
laire 00/11/04. SHEA.J n. Intoinal-onet Progtame tp. 47537:053-47837.053 

8011140206 Executive Oiench posihon ro Manek Corp applicalion lot emend lo export 
kconae.increes-na queniity lo eddi 750 kg heavy weier.Llcense should be amended. 
STRatforO.R J Stale. Oepi. ot. Bureau of Oceans 6 intl. Envirpa & Sclentmc Al- 
fairs 88/1 r/04. SH£A.JA. NRC - No Oetartod Affitmtlon Given. Ip. 47638.062- 
47536 0$2 

8011140212 License loi Ediow mil Co lo export 15.90 kg U-235.conlalned In 60.5 kg 
U.io Oonmsrk 

PETERSON.MR. Ass'stant Director lot iniernailonal Security. 50t7-2i-i/HF/AL. 68/ 

1 1/67, 2m>. 47537:051 47507 052. 

6011140407 Forwards appI cation (or i-cense to export iew enriched U lo JapanLir ol 
eseweiKo leouiiod 

PETERSON.MR Assisiani Director lor internalionai Security. 66/11/00. 
THORNE.C.E. State, Depi. of, Bureau ol Ocoans & tnll. Environ. & Sclentilic Allaire. 
Ip. 47537.023-47637 026 

-8811140409 Applicalion lor licenso to export 20.693 Kg U, containing 868 kg U-23S.lo 
Japan 

’ MitstAlahi Inlomailonal Corp. (subs ot Mitsubishi Corp ). HSA.5489 04. 66/11/02. 
Ip 47537:024-47537024. 

-8011140413 Forwarda application tor license co export slightly enriched UF6 to Japan. 
MARUYAMA.T. Milsubish. Ir^lornallonal Corp. (subs, of Mitsubishi Corp.). HSA 5469- 
04. 80/11/03. Intornaiional Progrems 2pp. 47537:025-47537.026. 

6811140415 Forwards apprl-calion tor license to export low enriched U lor use as fuel to 
Japan. 

PETERSON.MR. Assiaiani Oirnctor lor iniernalional Security. 66/11/08. 
THORNE.C.E. Stale, Dopl. of. Bureau ol Oceans & (nil. Environ. 6 Scientific Affairs 
tp 47544 130-47544:133 

-6811140416 Application for licenso to export 9.320 kg U. containing 303 kg U-2d5.io 
Japan. 

* Miisubl^ Iniernalional Corp. (subs, ol Mitsubishi Corp.) HSA-548S-03. S6/il/02. 
tp 47544:131-47544;131. 


-8611100066 App'icatlon (or amend to licenso to export, adding Flow FarEesi Cofp as 
leriwraiy Intermediate consignee. 

FLOWERS.F.O. General Electric Co. 88/10/1 1. MOORE.N. NRC • No Oolatfed AfBI- 
Sllon Given. Ip. 47508 281-4 7608:281 . 

8611100066 Requests Execuiive Branch position re enci Mitsui & Co application for ■- 
cense to export low enriched U to Japan. Ltr ol assurance requirod. 

PETERSON^. R. Assisiani Director for Intornaiional Securily. 88/11/04. 
THORNE.C.E. Slate, Dept. ol. Bureau ol Oceana & Intl. Environ. & Scientific Alleirs. 
Ip. 476O8-201-475O0:292. 


-6811140416 Forwards appiioaiion lor license to export slighly enriched UF6 lo be used 
lor (abticallon of fuel assemblies & ultimately loaded into Mihama Plant Unit 1. 
MARUYAMA.T. Mitsublsltl International Corp (subs of Mitsubishi Corp). HSA-5489- 
03. 88/11/03 International Programs. 2pp. 47544:132-47644 133 

8811140421 Requests Execuiive Branch position ro Mitsubishi inti Corp end application 
(or licenso to e^ort initial fuel loading lor reactor in Japan. 

PETERSON.M.R Assisinni Drector for Iniernalional Security. 88/11/08. THORNE.C. 
Slate. Dept ot. Buioe-J of Oconns & Intl Environ. 6 Sclonlific Alfalrs. tp. 47546:327- 
47546 330. 



a8tll‘l043t tr<jculva Biar.ch posii oa <e OOfe app!'catiOf' lo o«jwfl 200 g Pu-239 & 
300 g f^p 337 lo KaifsruOe.FcdeiQi Repiib'ic ol Oormar.y Ri'coinnriends license be 
issood 

STflATl'OnO.R J. S'aie. Dopi ot, Cinee:/ ot Ocenns & inil ^rwi'on & Scientific Af- 
la.'s 80/11/04 SHEA jR. Iilcmaiionai Prograrrs 3pp it^S-tO t45'475<l0 146. 
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• Miisiit'S.*!- lito/nal'Or'al Cofp (subs ot Misut'shi Corp.l HSA-5489-0S 88711/03 
tp 47544 145 47544 147 

-B8Ut<0451 Foiv/nrOs app'icai'cn loi liCenso io onport spyliily onnebed UFA to bo 
used for fabrics' on ot fuel essrimbt os ic Japan 

MAnuVAVA.7 M-!Siibisr-i inletnoiional Coi|) fsubs. ot M.lsubishi Cwp ) MSA-5489- 
05 89711/0.1 Irtcrt-a'.o.iai Piograms 3pp 47544 146-47544 147, 

8811160343 L'conse fc' Edtow tntf Co 10 OKporl 3,766 ko U-SIS.contairicd in 68900 ho 
U. lo Ko-ea ■ 

PF.TERSON.W.ft Asf's{a.ni Okocio' (w fniemaVonai Socuirty. B8/U/10 7i>a 
47703 185 47763 191 

8811180345 FonvareJs 881013 ivniion conljtfnal.on on L'conso XSNM-3391 in roaponse 
to B60016 roquosi 

KANG.e K. Ko.'oa, Mepobl-col (South Korea) 86/11/04 ROONEVJM Enoioy Dow 
ol. 3pp. 47563319 47563 ?31. 

6611170016 License for Gf to impon i.SOO.OOO kg U in a.iy form liom Sooth AInca 
PEtenSON.Mn Ass.stai'l Oiiocioi lot iweirobonat Secuirty &87ti/i4 to 
47575345 47575347 * 


''Censo lo e«pori ooncheil U rtiondo.to Japan 
IWW ' ^^7597^^4750*251'*' Mitsui & Co. liai f/ex Kl 714 (A) o9/ 


-8811160018 Appi, cation for 'iconso to oxpori U hoxaliucnao lo Japan 
1KEOA.M Mitsui & Co (USA), Inc (subs 01 Mlsui & Co , Ltd) MBK hi Ri 63/11/ 
07. Ip 47687.353-47687 253 


8811180025 forwards application (or liceno® to oxpoil 3fj ko u-235 comamK; a 
11 495 kg u.as U tlioxide lo West German/ 

OUAlM.P.B. Tiansnucleai. me 88/11/O8 wniGHT.Q NRC - No DcinlaJ A'Misi-yi 
Given Ip. 47584 095 47584 099. 

-8811180026 Application (or license to export ,2t3 kg U-235.coritameti m 1 1.495 kj 
U,d$ U d’Oxic^d (0 Wost Gorn>a/^.En(i uso staiemoni end 
OUAtN.PQ. Tiansnudeat. Inc nQU.489 88/11/04. 4pp. 47584 006-47584 093, 

8811310128 Forwards appl'csiion lot export liconso tor return ol test fi/oi rods io V/evi 
Germaiw Lir ol assurance coqu-red 

PETERSCW.M H, Assistant Director for iniiiinoHonai Sacurity 68/11/14 flOON'^i'J 
energy. Oopt ol Ip 47590 163-47590 1B3 

6811330177 License for Roulor-Siokes 10 oxpon nuclear reactor components i jled n 
lOCfnil0 8{a|(S) lo various companies in counUies ksied m i0CFRilO.26;ft) & Pc*- 
titoaf 

PeiEflSC»4,Mn Asstsiam Director lor Iniornalional Security 86/11/17 Ip. 
47631:167.47631:160 


8811180010 Requosts Evecuiivo Branch pos'iion re Mitsui & Co (USA) Irkt appAcatkxna 
tor I'conse to e>porl fuel to Japan 

fEIEflSCN.MB Assistant O'reclQr lor inicmetiona! Security. Oe/H/07. TtlORMEC 
Stale, Dept ol, Bu'oeu of Oceans A mil Eny.fon A Scientific Affairs Ip 47567 3^- 


8811320189 Requosts Executive Branch position re enci Mitsui A Co apphcai.oris fv 
ficensos 10 oxpo/i fuel to Japan. 

reTEBS£3N.M.n. Assistant Director lor international Security. 8B/II/16 . ThORNE.C. 
Siaio. 0^1 of. Bureau ol Oceans A inil Environ A Scientific Alta rs Ip 47616 019- 
47616031. 
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pn 


BERKOVJ.HB 

0011170145* 

50-338 

p 

8AMFORO,W.H. 

0011160203* 

SO 305 

p 

OECKJORD.E.S 

8810260188* 

REVIEW QR P 

BERKOW.H.N 

0011170360* 

SO 261 

p 

BANOER.T J. 

0611070057 

NUREQ 


beckjord.es 

8811070111 

ORG 


derkow.h.n. 

0811220134 

50-369 

0 

BANDYOPAOKYAY 

6011140236* 

50-275 

p 

QeCKJOftD.E S. 

8811090)39 

£0-346 

P 

BERLINGER.CH 

0010260172 

>5E 


BANOYOPADIIYAV 

081 1 140241* 

S0275 

p 

BECKJORO.E S 

66)1090210* 

FOIA 


QERI.INGER.C H. 

0011160103 

I8E 


SANFJ6L0.L L- 

831 1 170270 

60-334 

II 

BECKJORO.GS 

6811093294* 

PB 


BERIAUDEZ.H. 

0011030170* 

£02W 

0 

OAROER,S 

80103I022G 

SO 423 

s 

BECKJORO.E .S 

661)000327* 

PR 


BERNARD, J A 

8011290535 

PR 


BARBnE,Ol.. 

0011280385 

PR 


BECKJORO.E S 

6811000367* 

PR 


BERNERO.R.M 

0SO316O284* 

60-3M 

A 

flA.RHAM,C D 

8010200282 

50-324 

J 

BECKJOnO.E.S 

6811100296* 

PR 


QERNERO.RM 

031 1010526 

VVASJEMr.7 

QARMAM.OO 

6010200207 

50-324 

J 

BECKJOnO.E.S 

08)1 110023* 

PR 


OERRY.GA 

6011040154 

50-443 

5 

BARKfcS.l. 

0010250317' 

50-182 

o 

BECKJOftO.GS 

08(11(0151* 

PR 


BERRY ,G A 

6011100039 

50-443 

0 

BARNES.I. 

0010270058’ 

50-265 

Q 

BECKJORO.F.S 

66)1)10160* 

PR 


BGRRY.GA 

8011100045 

50 443 

0 

BARMES,t. 

cm 1020229' 

50-402 

o 

OEC2E.OS 

88)12)0306 

PR 


BERHY.G A. 

8811100123 

50 443 

0 

BARNES.I. 

081 1090405* 

SO 490 

o 

BEDELl.CH 

86II22C073 

PR 


BERRy.G.A. 

6011200051 

50-443 

G 

BARNES.I 

8011150034' 

50 205 

0 

BEOESEM.P 

68)0260092 

50275 

R 

BEHny,O.A 

6611200070 

50 443 

0 

BARNES.I 

oaiiiooQGr 

SO 265 

Q 

aeoesEM.p w. 

8611210206 

60-275 

n 

GERRY.KW. 

6610260261 

69155 

P 

BARNEtT.J.R. 

0011070132' 

40-0027 


OROICH.MN. 

6611100366* 

$0-361 

p 

BERRY.K.W. 

6611010386 

CO'ISS 

P 

BARR.K P. 

3011000111' 

SO 390 

0 

eCESOtJJF. 

8811170350* 

COMIAISSION 

DERRY.K.W 

6611070349 

50-255 

f 

BARR.K P. 

0011000336' 

50-438 

0 

BEESON.JF. 

661)170393* 

50 320 

H 

BERRY.K.W. 

6811100305 

PS 


BARR.R 

86112304)7 

50 344 

S 

BEMNKE.C 

6611220318 

5031 7 

R 

BERRY.K.W. 

8811160521 

50 255 

P 

BARR.RC 

0811210167' 

50344 

Q 

aeHn,L w 

0611210308 

PR 


BEBRY.KW. 

8611300197 

PR 


BARR.S 

6811170322 

50'P4S 

S 

BEltMAW.rp 

86111604)9 

50 315 

s 

oerry.r.l 

6011150207 

50-29 

R 

barby.c.v. 

0&1O28O18U' 

50-293 

U 

BEH.MAN.TP 

8611180111 

50 315 

s 

BERTOHNO.JD. 

8811290351 

PP 


8ARRY.J J 

8011300336 

PR 


BEJE.IH 

601)020)4$ 

60-362 

H 

BETTENHAUSEN.L. 

6610210573 

50-423 

0 

BARTHOLOMAUS.C 

£011160383 

PR 


BElAlO.Rft 

8OIII0OOS9 

50 322 

F 

SETTENHAUSEN.L 

6810310226 

50-423 

S 

BARTLETT, 8 L 

681 1070105* 

60-462 

a 

QEtl-.J 

0811100037* 

REVIEW QR P 

BETTENHAUSEN.L. 

6811090169 

50320 

Q 

eAnTO.M,cc 

£81 1140032’ 

WASTE MGT 

SELLJ 

6811100060* 

REVIEW GR P 

DEnENHAUSEN.L. 

6611160498 

50-336 

0 

BARTON J J. 

66111604S2 

50-219 

F 

SELV..J. 

8811100082* 

REVIEW GR P 

OEnENHAUSEN.l. 

6611160554 

50-244 

Q 

GARTON.P.M 

881 1 IS0024 

ACRS 


0EII..JM 

081)090430* 

REVIEW on P 

BEHENHAUSEN.L. 

£811170322 

50-245 

S 

eAS.'l£.JA 

0810310156 

50-24 7 

S 

BEtt.J.M 

eOllfOOOlO* 

REVIEW OR P 

BErrENHAUSEN.L- 

0611210367 

50 2G9 

0 

QASIIE.J A. 

0611020274 

60-247 

$ 

BELL.JM 

0811)000)3* 

REVIEW GR P 

eEHENHAUSEN.L 

601 1210395 

50-210 

0 

GASKIN.K P. 

80)10200)2 

50 J6I 

P 

GEll.JM 

001)10002)* 

REVIEW QR P 

BETTINE.C. 

£811210268 

60-334 

H 

BASKIN.K P. 

6611020017* 

60-361 

P 

BEUJM 

8811100025* 

REVIEW GR P 

OEVAN.n. 

6611060320 

&0-344 

P 

□askiN.k.p 

8611020124 

50-361 

P 

BELL.JM 

0011)00030* 

REVIEW QR P 

BEVERIOOE.O. 

6611020029 

REviEwanp 

BASKIN.K.P. 

60M020I26' 

50-301 

P 

BELL.S 

8811030437 

CONTRACT 


BEVERIDOE.G. 

661)040004 

REVIEW G.0P 

BASKiN.K P. 

6611030310 

50-381 

P 

6ELL.S 

081107033) 

CONTRACT 


8HATIA,S.J. 

0611160117’ 

REVIEW 08 P 

SASKiN.K P. 

86)10303)3’ 

50-381 

P 

0ELL.S 

6011070330 

contract 


BiSO.HE 

6811030071* 

50-335 

0 

BASKiN.K P 

0011030471 

60-206 

P 

SELL.S 

88111504T3 

contract 


BlDlt^GER.Q H. 

6611040267* 

40 6027 


Oaskin.k P. 

8811)10005' 

90-206 

P 

BELLAMy.nfi. 

80110)0020 

$0-2?) 

0 

BlDINQER.Q H. 

8611040308* 

70-29 1C 


eASK1N.KP. 

0011140003* 

50-208 

F 

BELLAMV.RR. 

8811040143 

70-371 


BlDlNOER.G H. 

8011070135’ 

70-35 


SASKrN.KP. 

6611140000* 

90-208 

F 

OELLAMV.RR. 

6011070212 

$0 293 

F 

BlOlNGER.QH. 

8611130427* 

70-3C 


BASKIN.K P. 

8811150016 

£0206 

P 

OELlAMY.an 

6611070226 

60 271 

P 

eiEDENOACH.R C. 

6611090368 

50 244 

s 

BASKiN.K P, 

6011150021* 

50-206 

P 

BELLAMY .RR 

681 1080225 

50-223 

0 

BlNKOWSKl.J. 

6611160026 

50-302 

n 

BASKIN.K P. 

8011150042 

50-361 

P 

SEltAMY.fin. 

001 1000232 

59-210 

0 

DIKCM.M l. 

6611100242* 

PR 


BASKIN.K P. 

6811150046' 

60381 

P 

OELLAMV.RR 

8011060277 

50-271 

0 

BlRO.R G. 

6611030160 

50-293 

n 

BASKIN.K P. 

8811150071 

60-361 

P 

BELIAI^Y.R fi 

601109000) 

50-309 

0 

BIRD.RO 

6811070116 

60-293 

.R 

BASKIN.K P. 

681)160075* 

50-36) 

P 

BELLAMY.RR 

0811090017 

50-245 

D 

BlRD.n.G. 

6011080013 

50 203 

p 

BASKIN.K.P, 

8611160214 

50-206 

P 

6eLLAMY.nR, 

881 1090046 

50 3(7 

F 

BlflO.R.G 

6611100043 

50-293 

Q 

BASKIN.K.P. 

6811160219* 

50-206 

P 

BELLAMYJIR 

£81 1090091 

50-293 

F 

DIRD.R.G 

6611140236 

50-293 

S 

BASKIN.K P 

6811100226 

60-200 

P 

BELLAMY.nR. 

£811090182 

60-245 

Q 

BIRO.R.G 

6611210051 

50-293 

S 

BASKIN.K P. 

6611160230* 

50-206 

P 

BELLAMY.fl.R 

80) 1000200 

50-333 

Q 

BIRD.RG 

6011220107 

50 293 

S 

BASKIN.K P. 

861II6024I 

DO-206 

P 

BELLAMY,Ra 

8811000353 

50-245 

F 

RIRD.RG 

eei 1220200 

50-293 

N 

BASKIN.K P. 

6011160240* 

50-206 

P 

BELUUAY.RR 

8811090475 

70-371 


BlRO.R G. 

6611220367 

$0 293 

P 

BASKIN.K P. 

06)1170163 

50- 208 

O 

BEtLAMY.nR 

081110020$ 

70-135 


BIRD.H.G. 

681)230295 

50 293 

f 

BASSE TT.C 11 

R8 10280360’ 

50-400 

o 

BELLAMy,Rn 

88)1140320 

50-3)7 

F 

BlRD.n.G 

6611230439 

50 293 

5 

BASSIN.N 

QBI10904I4* 

REVIEW GR P 

BELLAMY.nR 

8811)50204 

70-620 


BIRNIE.P 

8811020334 

PR 


BASSIN.N 

88)1100002* 

REVIEW OR P 

BELOMY.RR 

6011160003* 

60-293 

P 

BlRNIE.P. 

6611030402 

PR 


BASSIN.N. 

6811100003* 

RF.VIEW QR P 

Q6LLAMY.RR 

8811180086* 

50-293 

F 

BIRNIE.P. 

6811100030 

50-277 

H 

BASSIN.N. 

801)230078' 

FO)A 


BELLAMY.R fl. 

6611160019* 

50-203 

F 

DIRNIE.P.T 

8611020345 

PR 


BATES. A 

8611070004 

SECY 


BELLAMY JTR 

88)1160092 

50 220 

Q 

BIRNIE.P T. 

0611030409 

PR 


BATES.J.W. 

6811160200’ 

70-1113 


BeLLAMY.R R- 

861)160163 

50-277 

0 

BIRNIC.P.T. 

6611030496 

PR 


BATJER.J.D. 

0811030455 

PR 


eELLAMY.n R 

00)1160362 

50 271 

0 

BISHOP 

6611010391* 

60-324 

P 

BAUER.TL. 

6011100102 

50 602 

A 

8eLlAMY.RR 

0811170223 

50-213 

0 

tJlSHOP.E. 

0811010394* 

50-324 

P 

BAUER, T.L. 

8BI1180321 

50-102 

P 

BELLAMY.n.R 

60)12)0374 

50-443 

Q 

BISHOP.E. 

6611110001* 

50-324 

P 

BAUMAN.L. 

8811180123 

FOIA 


aELLAMY.R R 

9811210393 

50-334 

0 

BlSHOP.E. 

0BmiOOO2' 

00-324 

P 

BAUMAN.L. 

881 1 180146 

FOIA 


BELLAMY .R-a 

801)2)0408 

50G17 

0 

BISHOP.E 

8611110004* 

50-324 

P 

BAUMAN.L. 

£61 1230207 

60-446 

0 

BELLAMY,RB- 

601 12201 16 

70-135 


BISHOP.E 

8611110006* 

50-324 

P 

BAUSER.M A. 

8611160282 

50-335 

a 

OELLAMYJ^fl 

8811280124 

70 135 


BISHOP.E 

0811110009* 

60324 

P 
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(101 

iCOlO* 

50 324 

P 

OLACK.SC 

0010270161 

60 259 

P 

BOCKER.IE 

OB1 1070074 

50 450 


glnop.b 

001 

lOOl 1 * 

60 324 

P 

OlACK.SC 

0011140362 

50-259 

V 

BOOKER, JE 

fiBI 1070076 

SO 450 


IIhop.c 

001 

10013' 

60 324 

P 

OLACK.SC 

80(12200(1 

50 327 

P 

BOOY.ER.J.E 

Rlil 1070140 

50-450 


IIhOP.e 

001 

10015' 

50-324 

P 

BLACK.S C 

0011233394 

50 260 

P 

BOOKER.JE 

Pill 1070239 

50 458 


® Ihop.e 

601 

10010* 

50..124 

P 

□LACKS 

0011140154 

59 327 

P 

BOOKER JE 

0811080143 

50-453 


IIhop.e 

801 

10020* 

50-324 

P 

QLACKFOnO.M E 

0010200.192 

WASIF. RES 

BOOKER JE 

0011 100268 

FRM 


1 IhOP.6 

001 

10021’ 

50-324 

P 

OLAMA.Jt 

0011000051 

COMMISSION 

BOOKER.JE 

0011160376 

SQ-456 


S iHCP.e 

001 

ICOO-I* 

50-324 

P 

eLAHA.J L 

0011160040 

COMM SSlON 

BOOKER.JE 

0611170006 

50-458 


I SHCP.E 

001 

10027' 

60-324 

P 

OIAI-IA.J L. 

6011(00202 

COMMISSION 

BOOKER.JE 

001 1220130 

GO 458 


fl Ihcp.g 

0011 

10020' 

50-324 

P 

BLAKE.J J 

0610250024* 

50 261 

G 

BOOKER JE 

081 1220215 

50 458 


1 Ihcp.e 

6011 

10031' 

50-324 

P 

BLAKL'.JJ 

66I02SC060* 

50 269 

0 

DORDENICK.B.M 

001 1010070 

50 603 


1 Imcp.f 

0011 

100.12* 

50-324 

P 

BLAKE.J J 

6010250362* 

50-400 

0 

BORDENCK.B.W 

0011100093 

SO 603 



0011 

100.14* 

50-324 

P 

OLAKE.JJ. 

0610260144* 

50-338 

0 

BORUENICK.OW 

0811290033 

50 603 


IIhop.e 

0011 

10035* 

50-324 

P 

BLAKE.J J. 

68(0270035* 

50-400 

0 

BORDENICK.Q.W. 

08I129CO4I 

50 603 


S snOP.e 

001 1 

10037* 

50-324 

P 

BLAKE.J J. 

6611010292* 

50-338 

0 

BORDINE.T.C. 

0811140369 

SOlSS 


B shOP.e. 

0011 

10040* 

50-324 

P 

BLAKE.J J 

661 1030146* 

50-280 

0 

BORST.F J 

0811090095’ 

REVIEW r.R 

IIhOP.e 

Qon 

10053* 

50 324 

P 

BLAKE.J J 

6611030346* 

50-250 

0 

ROSNAK R 

001(090166' 

PR 


bIhop.f 

0011 

10055* 

50-324 

P 

OLAKE.JJ 

661 1090341* 

50-395 

0 

BOSNAK R J 

0701200106* 

FOIA 


1 sHOP.e. 

0011 

lOOOO* 

50-324 

P 

BLAKE.J J 

601 1000304* 

60-324 

0 

BOSTED.C J 

8011160375' 

50 -.39 7 

{ 


soil 

10050* 

50-324 

P 

BLAKE.J J 

061 1100239* 

50-369 

0 

BOWERMANG.S 

09C0120152' 

FOIA 


bshop.e 

0011 

10065* 

50-324 

P 

OLAKE.JJ 

661(220213* 

50 269 

0 

BOWERMAN.O.S 

801 1230325' 

FO'A 


B IhOP.F- 

0011 

10067* 

50 324 

P 

OIAYLOCK.J 

061 1020166 

WASTE MGT 

BOWERMAN.B.S 

6011230330* 

FOIA 


G SHOP.E 

0011 

10071* 

50-324 

P 

BLAYL(3CK,J 

661 1000064 

WASTE WOT 

60WERMAN.B S 

0011200344’ 

fo;a 


6 SHOP.E 

0811 

10077* 

50-324 

P 

BLAYLOCK.J 

661 IOBOOU 6 

WASTE WQ1 

BOWERMAN.DG 

9011230359* 

FOIA 


OSHOP.E 

0011 

10079' 

50-324 

P 

BLENCOE.J Q 

601 1 160206’ 

WASTE RES 

BOWERWAN.Q S 

6011230396* 

FOIA 


gilnOP.E 

0011 

10003* 

60-324 

P 

BLESSIE.WJ 

6010180346 

50-285 

R 

BOWMAN, S W. 

6011030094 

SO-344 


B SHOP.E 

0011 

lOOOG* 

50-324 

P 

BLESSIE.WJ 

6611(60533 

50-265 

n 

eOWMAN.S W 

6011150165 

50-344 


0 SHOP.E 

001 1 

10007* 

50-324 

P 

euss.HE 

661 1020122 

PR 


BOWMAN, S W 

8611150464 

50-344 


B SHOP.E 

001 1 

10009* 

60-324 

P 

OLISS.IIE 

0011020212 

PR 


BOWMAN, S.W 

0011160169 

50-344 


bishop.h 

8011 

10090* 

50 324 

P 

OLISS.ME 

6811060220 

50-237 

p 

BOWSER, R.VJ 

9611020326 

50-312 


BISHOP.E. 

8011 

10001* 

60-324 

P 

BLlSS.HE 

081 1220217 

504S4 

0 

BOWSER.R VJ 

0911090340 

50-312 


BiS^tOP.C- 

8011 

10093* 

60-324 

P 

BKDCK.ML 

6611210270 

50-267 

R 

BOYD.C.C. 

0611100214 

70-27 


0ISHOP.E. 

0011 

tooor 

50-324 

P 

8LOOM.T J, 

6611060135* 

50-520 

R 

BOYGA.T, 

0611290243 

PR 


0 SHOP.E 

0811 

10005* 

50-324 

P 

OLOOM.TJ 

661 1210264 

50-526 

n 

BOYLE.M.L. 

60 II 140360 

50-245 

c 

aisHOP.t: 

0011 

10007* 

50-324 

P 

eLOSSER.J D 

0610260261 

50-403 

6 

BHACH.E W. 

6611)310212 

OAOOg 


bismop.e. 

eott 

10(100* 

60-324 

P 

BLOSSER.JO 

66IIIS0426 

50 463 

0 

BRACH.E W. 

6611070144 

OAQ39 


BISHOP.E. 

0011 

10100* 

60 324 

P 

BLOSSER.JO 

86MIS0465 

60493 

H 

ORACH, E W. 

6611166079 

REVIEW QR 

eiSHOP.E. 

0011 

10102* 

60-324 

P 

OLOSSCR.J 0 

8011160047 

50-483 

S 

BRADOURY.ILU 

6611110207 

PR 


SISHOP.E. 

OQlt 

10103* 

60 324 

P 

blOugh.ar 

0811030432 

50-293 

R 

BRADFOnO.W H. 

6011000273* 

50-400 

c 

SlS^■^OP.E• 

0011 

10104* 

50-324 

P 

eiOUGH.A R 

9611060216* 

50 367 

0 

nRADHAM,OS 

0010260105 

50-305 

■ 

BISHOP.E 

0011 

10105* 

50324 

P 

BLOUOH.A R 

0611080272* 

50 293 

0 

BRADHAM,0 S. 

6010270346 

50-305 


GISHOP.E 

8011 

lOlOO* 

SO-324 

P 

OlOUQH.An 

6011090(75’ 

50 322 

0 

oradmam,os 

6611020249 

50-305 

1 

eiSHOP.E. 

8011 

10111* 

50-324 

P 

StOUQM.A-R. 

6011(40365* 

50322 

0 

6RADHAM,0 S. 

6611030054 

50-365 

F 

eiSHOP.E 

0011 

10113* 

50-324 

P 

BLOUGH.AR 

6811150404 

50 293 

p 

BRADHAM.QS 

OQUOTOIOI 

50-305 


SiShOP.E 

0011 

10117* 

50-324 

P 

OLOUOIIAR 

8611160029* 

50 293 

p 

BRADHAM,0 S 

6611000062 

50-305 

1- 

eiSHOP.E 

0011 

10110* 

50324 

P 

bloughar 

80III60036* 

50203 

0 

BRADHAM,O.S 

6811090477 

PRM 


eiSHOP.E. 

0011 

10110* 

50-324 

P 

BLOUGH.AR 

0811 160062’ 

50-293 

P 

0RADHAM,O.S 

6611100263 

PR 


eiSHOP.E. 

0011 

10123* 

50-324 

P 

OLOUOHAR 

00(1160070* 

50 293 

T 

BRA0HAM,OS 

6011140159 

50-395 

r 

eiSHOP.E 

0011 

10125* 

50 324 

P 

BLOUGH.AR 

60H 160060* 

50-293 

P 

BRADHAM,OS 

BB1 1160237 

50-305 


OiSMOP.E. 

0011 

10126* 

50 324 

P 

BLOUGH.AR 

6611210320 

50-203 

R 

BRADl-IAM,OS 

B6 11 160370 

50-305 

c 

eiSHOP.E 

0011 

IQ120’ 

50-324 

P 

OLOUGH.AR. 

001(210441 

50 293 

P 

BRADHAM,OS 

0011220485 

50-365 

f 

eiSHOP.E. 

8811 

10120* 

50 324 

P 

OLOUOH.n. 

6611150508 

60-20 

S 

BnADHAM,O.S. 

6611230429 

50 305 

; 

OISHOP.E 

0811 

10130* 

60-324 

P 

OLOUGM.n 

6611220212 

50-293 

S 

DnADLEY,EJ. 

6619260307 

50-171 


eiSHOP.E 

0811 

iOtOl* 

60-324 

P 

BLUBAUGH.n E 

661 1030435 

40-3453 


BHAOLEY,E.J. 

OD1027014<3 

60 277 

F 

eiSHOP.E. 

0011 

10133* 

50-324 

P 

BlUBAUGH.n E 

60ll0<0226 

40 3453 


GnA0LGY,t' J 

0011020253 

50-352 

F 

eiSHOP.E. 

0011 

10134* 

50324 

P 

BLUMGERG.N 

001(210375* 

50 333 

0 

BRADLEY,E J 

0011020256* 

50 352 

F 

BI.SIIOP.E. 

0011 

10130* 

50-324 

P 

BLUMOERG.NJ. 

6811220026* 

60-317 

0 

BRADLEY.E J 

0011040318 

50-352 

F 

BISTTOP.E. 

0811 

lOI-IO* 

50-324 

P 

BOAHD.M 

8011230201' 

WASTE RES 

BRftULEV.E .1 

HR 11040321’ 

50 352 

F 

BISHOP.I- 

0011 

lOHI* 

50-324 

P 

BOAROMAN.J.R 

6011160040* 

60-313 

0 

BRADLEY.E.J 

8011900401 

50-352 


BiSIlOP.E. 

0011 

10l‘14* 

60-324 

P 

DOCKHOLO.G 

0010310162 

50 425 

Q 

BHADLEYE J 

0011000406* 

50 352 


BISHOP.E. 

0011 

10145* 

50 324 

P 

BOCKHOLD.G 

6811103220* 

50 424 

V 

0nADLEY,E J. 

0B1IO03495 

PHM 


BISHOP.E 

0011 

10140* 

50-32-1 

P 

BOELENS.AD. 

8611020114* 

REVIEW QR P 

nRAKE,M. 

R011140473* 

WASTE MGT 

BISHOP.E. 

0011 

10140* 

50-324 

P 

eOEBNER.AJ 

68(1030203* 

70-1409 


BRALV£R,P J 

0B1102005? 

PR 


BISHOP.E 

eon 

10152* 

60-324 

P 

BOGER.O A 

8011070162 

50-311 

p 

BRAM.S B 

UB 10250433 

50 247 

< 

' 

BiSHOP.E- 

0011 

10160* 

50-324 

P 

BOGER.O A, 

6611080222 

50 311 

p 

BRAM.S B 

0010250498 

SO 247 


BtSHOP.E- 

0011 

10160* 

00-324 

P 

BOGEfl,BA. 

601 1000224* 

50-311 

p 

DRAM,S B 

8010310194 

50 247 

< 

BISHOP.E. 

0011 

10150* 

50-324 

P 

0OGER.BA 

661 1220332 

50-311 

p 

BRAW.,S B 

(IB1I0301I5 

50-247 

i 

BiSHOP.E- 

0011 

10169' 

00-324 

f» 

BOCER.BA 

0611220335* 

50-311 

p 

0RAW,SO 

6011030101 

50-247 


BISHOP.E 

0011 

101G0* 

60-324 

P 

BOLANO.AT. 

6611150434* 

70-143 


8RAW,S8 

0011080117 

50-247 


BISHOP.E- 

8011 

10160* 

50324 

P 

OOLEY.C.C 

6010260017 

60 317 

J 

BRAM,SU 

8011140129 

50-247 

f 

BISHOP.e. 

0011 

10170* 

50-324 

P 

BONANO.E J 

8010260401 

WASTE RES 

BRAU,SB. 

0311180202 

60-247 

\ 

BISHOP.E 

8011 

10172* 

50-324 

P 

BONANO.E J. 

8611150266 

WASTE RES 

UHAM,SQ 

0011210348 

50-24? 

F 

BISHOP.E. 

8011 

10175* 

50-324 

P 

80NANO.E J 

8811150364 

WASTE RES 

BnANDSHAUG,T. 

8011070344' 

WASTE RES 

BISHOP.E 

8811 

10176* 

60-324 

P 

DONANO.EJ 

8611220250 

WASTE RES 

DRANDSHAU3,T 

0011230201' 

WASTE RES 

BISHOP.E. 

0811 

10170* 

50-324 

P 

OONEn.()M. 

8011160030 

50-250 

R 

DRENNAN.C 

0811210260 

60-3D4 

F 

BISHOP.E 

0011 

10182* 

60-324 

P 

80NNEfl.J P 

88HO3OS0O 

PR 


0REY.HL 

0011030262 

50-207 

C 

OISHOP.E. 

6011 

10100* 

60-324 

(' 

BONNEY,R.F. 

8810260035* 

50-520 

P 

DREY.H.L 

0011090056 

50-287 


BISHOP. E- 

0011 

4C050* 

60-324 

P 

OONNEY.R.F. 

(WI0260035* 

50-S20 

P 

0RIGGS,L. 

8811010094' 

50-272 


BISSETT.f>.H 

0011 

23C040* 

60 20 

V 

600KER.JE 

8810260242 

50-458 

P 

0niGGS,WH 

0011180104' 

50 445 

y 

I'pER.SD 

0010201)265* 

50-445 

0 

BOOKEH.JE 

80I02S042I 

50-450 

F 

BRINDLE,D. 

0010250107 

50-454 



0011 

090354 

PROJ 


800KER.JE 

8810250450 

60-450 

S 

0RlNKEn,J. 

6811110212 

PR 


booh^enjc 

0011 

020081* 

60 155 

V 

eOOKERol-E 

8610260010 

50-460 

R 

0RlNKWAN,n.E- 

001 1210350' 

FO'A 


EI-ACK.S. 

0010200300 

50-259 

p 

BOOKEHJ.E. 

8010260269 

50-450 

S 

0RINKWAN.R.E- 

081 1210424' 

FOIA 


Bt-ACK.S 

0010200300 

50-260 

p 

BOOKERJ-E. 

8810270007 

50-456 

P 

eRINKWAN,RE. 

8811220091' 

FOIA 


black.s 

OOlOaTO'lTO 

60-250 

p 

0OOKERJ.E. 

8810280256 

S0-4SQ 

1 

BRlNKMAN.n.E. 

8011220095' 

FOIA 


Buack.s 

0010310133 

60-269 

p 

BOOKERJ.E. 

8811010057 

60-456 

K 

BRINKWAN.R E. 

8011220339* 

FOIA 



0011030303 

50-327 

p 

DOOKERJ.E. 

8611020263 

50-458 

S 

BRlNKMAN.n.E. 

8011220344' 

FOIA 


BLACK.S 

GOIIO‘10000 

60-430 

A 

BOOKERJ.E. 

6811030502 

PR 


BRINKMAU.H.E. 

0011220374* 

FOIA 



AUTHOR ACCESStOH SUBJECT AUTHOR 



NUMBER 

CATEGORY 


8RINKMAN,HE. 

8B 3 1220393* 

FOIA 


BURGE SSJ).L 

or;nxmanre 

6031230055' 

FOIA 


euRQESS.B.L 

QRINKWAN,RE. 

8911230035' 

FOlA 


Q(JRGESS.B L. 

an'WMAN.n e, 

8811230097' 

roiA 


OURGIN.O. 

eHiN'KMAN.n.E. 

891 3230109' 

FOIA 


BURKE,R E. 

BFIINKMAN.R.E 

8811230112' 

FOIA 


BURKHART JR 

BRINKMAN.R G 

8811230130* 

FOIA 


BUnKHART,N.E 

BRIMKMAN.RE. 

8811230)35* 

FOIA 


BURKHOWERJ 

GR.'NKMAN.Rf 

8811230157* 

FOIA 


OURLElGH.WE 

GR'NKUAN.nE 

8031230161* 

FOIA 


0URNEn.P.T 

eROCK.O-L 

eaiiiGOC44' 

70 26 


0URNCTT.P,T. 

BROCK.BL. 

081t22O<l7<l* 

70-1257 


0URNETT.nF 

BROCK .W.T 

881M00094 

50-443 

G 

aURNETT.B.F. 

BROCK.M-T 

891 1 100064 

50-443 

G 

BURRIS SP 

BROCK, w r 

8811100106* 

SO 443 

G 

BURSKARF 

BROCK, M T 

8811100106* 

SO 443 

G 

OURSKI.R.F. 

0nOCK,M.T. 

6811290088 

50-44 3 

G 

OURSKI R F 

aROCtC,M T. 

8811290066 

50-443 

G 

eURSKI.R F. 

a«ONS,j c 

6610260196 

6<l-333 

Q 

BURSKI.R F. 

BB0NS,J.C 

8810310155 

50 286 

0 

BURSKI.R F. 

BnONS.JC 

6811010047 

PHM 


BURSKI.RF 

8RO,‘JS.J C 

9811040002 

50-333 

P 

BURSK(.R>' 

anONS.j.c. 

8811110062 

50-333 

H 

eLmSKl.R F 

eRONS,J.C. 

8611150141 

50-333 

0 

BURSKIRF 

BRONS,J.C. 

8811160077 

50-333 

p 

BURSKI.fI F 

bhons,j.c 

6811160061* 

50-333 

p 

BURSKI.RF. 

BRONS,J C 

0611180305 

£0333 

p 

BURSKI R F 

QRONS.JC. 

081 1210143 

50256 

p 

RURSXI.R F 

8RONS,J.C 

6611210146* 

50-288 

p 

BURTON W 

enONs.Jc 

8611220390 

SO 333 

0 

BUSQt.RO. 

BROOKMiRE.r A 

8811090084 

50-260 

p 

BUS2iNSKi.n A. 

snoPHY.j j. 

98M070163' 

£pO-72 

o 

aulCHERE J 

0ROWN,E.A. 

8811140414 

50-443 

p 

BUTCHEaE J 

ORO‘WN,E.A. 

8811210188 

50443 

p 

OUTCHCn E J 

BROWN, 0, 

881 1020116 

Pft 


euTCHERRC 

BflOWN.G.A, 

8611160044* 

70-25 


BUTLER TA 

BROWN, H H 

8811030353 

pn 


BUTLER, WR 

BROWN.JM 

681 1090399* 

REVIEW 

GR P 

eUTLER.WR 

BROWN, KK 

8611210360* 

FOIA 


BUTLER W n 

BROWN,RS 

6 aiu? 02 ia* 

FOIA 


eUTLER.W R 

SROWH,S 

8811180204 

50-322 

P 

suTLEawn 

BROWH,S W 

6611070288 

50-322 

O 

BUTLER.WR 

anowN,T.j. 

8811140140* 

WASTE RES 

OUTLEft.WR 

BROWN, W.R. 

8811090043' 

REVIEW GRP 

3UTLER.WR 

eRQ\VNlNQ,nE. 

8911230100 

WASTE MOT 

eUTlER.WR 

eflowNtee,v.t. 

8810250160 

50-425 

0 

OUrLER.WR 

BROWNIEE.VI, 

8610250374 

60-369 

0 

eUTEEn.WR 

QROWNLEE.V,!., 

6810250390 

50-424 

Q 

eui 2 .j 

SROWNl.fE.V,L 

0610250415 

50321 

Q 

0UT2J 

BfiOWNLEC.V,*. 

8610290153 

50424 

0 

RU2IN&KI.W 

BROWNLEE,v.l 

6010280382 

50-369 

o 

OYE.M 

HnOWNLEE.V.L 

6810310546 

50-413 

0 

RYE.M 

aROWNLEE.VC 

6810310548* 

50-413 

o 

OYftAM.n o 

BROWNLEE.V.L, 

8311010442 

SC-113 

0 

eVRAM.RQ 

fiRCrwNLEE.V.t, 

8911030009 

50-321 

0 

8YRAM.RG 

aR0WNLE6,V.l. 

8511090243 

50-269 

Q 

QYRAM.Ra 

BROWNLEE,V.l. 

8611090247' 

50-260 

0 

dYRO.RW 

eROWN(.EE,V.(.. 

6811150192 

50-309 

0 

BYRO.ftW 

flftOWNlE£,V.l, 

8811150170* 

50-360 

Q 

CAOWAILES.O 

BnOWNLEE,V.L. 

8611190270 

50-321 

Q 

CAiaci 

OROWNt.EE,VL 

661(150250' 

50-321 

Q 

CAIM.C.L 

enOWNL6£,V.L, 

661 1220372 

50425 

0 

CAIN.W6. 

BfiUQCEn,n M. 

8810910206 

60-158 

S 

CAiNS.NS 

BR(jQC£R,aM. 

6611160047 

50-166 

F 

CALDWELL CW. 

8RUaaER,H.M. 

8611160067 

50-186 

S 

CALOWELl.H 

8RUNETJ.B, 

6611070029 

50-255 

F 

CALOWEILJL 

eRYAN,KA. 

8610280149’ 

50-336 

P 

CAlOWELl.B 

8UCHANAN,C R. 

5811100034* 

REVIEW GR P 

CALOWELL.RA 

BUCHANAN.C R. 

6611160275’ 

FOIA 


CAtOWELt.RO 

BUCHANAN,CR 

8811210347* 

FOIA 


CAIOWELL.R 0 

BUatANAN,CR. 

6811230142* 

FOIA 


CAlOWELl.aO 

0UCK,D. 

8811150246* 

70-696 


CAlOW£Ll.n 0 

BUCKLEY,8 C. 

8810270416 

90-400 

P 

CALLAN.I J 

BUCKLEY,0.C. 

8610310301 

60 261 

P 

CALLAN.t J. 

8UILARD,C,W, 

8811090501 

PR 


CALLAaLJ. 

BUNCH.O.F. 

8811020)79 

WASTE MGT 

CA1.LAN.IJ. 

BUNDY M.F, 

e810280494* 

50-267 

O 

CALLAN.LJ. 

BUNDY.HF. 

6811070201’ 

50498 

a 

CALLAN.LJ. 

QUNN,OE 

5911020178* 

HEV1EV7 GR P 

CALLAN.LJ. 

euNriNG,j.o. 

8810270509 

WASTE MGT 

CMLLAN.L J 

6UN7tNG,J.O- 

8810270520 

WASTE MGT 

CALLAN.I J 

eUNHNG.J-0. 

9811160276 

WASTE MGT 

CALLANJ.J. 

BUNTING,J.O- 

8811230145 

WASTE MGT 

CAILAN.IJ 

BONT«NG.J.O. 

0911230171 

WASTE MGT 

CAilAN.L J. 

BUftDICK,T.M. 

8610260011* 

50-286 

V 

CAtLAN.LJ 

BURDICK,! M, 

6511070133* 

50-282 

Q 

CAtlAN.LJ. 

BURGER.CW. 

8611220375* 

50 425 

Q 

CALLAN.LJ 

8UR0ESS,8. 

6811160396 

50-306 

S 

CALLAN.LJ. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSlOH 

SLSJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEOOnV 

86(1070336* 

50 202 

0 

CAULAN.L J. 

881103W49 

0O-4$5 

0 

661 1080064* 

50 255 

0 

CAULAN.L J. 

061 1070124 

50-3'j 

V 

8811160127* 

50-315 

Q 

CALLAN.LJ. 

8811070142 

0O4sa 

0 

001 1010532 

50-272 

F 

CAULAN.L J 

8011070154 

£0.382 

0 

60II2I02SS 

PR 


CAULAN.L J. 

0811070177 

60-267 

0 

861)100278 

PR 


CAULAN.L J 

8811070193 

50-467 

0 

881 1290515 

PR 


CALLAN.LJ 

681(070189 

S0-4£a 

0 

861 1290300 

PR 


CALLAN.LJ 

0811070230 

50 462 

E 

8811230377 

PR 


CALLAN.L X 

081 1070272 

50-313 

f 

8810250290* 

50 62 

Q 

CALUN.L.J. 

0011070303 

50490 

0 

6811220494* 

50-335 

0 

CALLAN.L J. 

0811070320 

50 462 

0 

8810310017 

50-3 

F 

CALLAN.L.J 

eetioroaso 

50 3(3 

0 

6611690239* 

PR 


CALLAN.L J. 

ee 11090391 

50-496 

0 

6810280255* 

50 445 

0 

CALLAN.L J. 

8011090410 

50-785 

0 

6607210203 

50-302 

F 

CALLAN.LJ 

0011090420 

$0-462 

E 

6910270470 

50302 

F 

CALLAN.L.J 

661 1 100144 

50-458 

0 

68(03(0014 

50-362 

P 

CALLAN.LJ. 

8011140172 

£ 0 - 2 e£ 

p 

0611030426 

73-6346 


CALLAN.LJ 

6011150012 

50-496 

0 

8611040166 

50-362 

F 

CALLAN.LJ. 

0011(50029 

60-265 

0 

0811040177 

SO-3Q2 

F 

CALLAN.LJ. 

8811150038 

50-3(3 

n 

661 1070030 

50-362 

P 

CALLAN.L.J. 

8011150(06 

60-295 

R 

86)1070122 

50-382 

P 

CALLAN.L J. 

8611150176 

50-2oS 

■j 

0011070326 

PR 


CALLAN.LJ 

6011150194 

50298 

B 

881 1080303 

50-382 

Q 

CALLAN.L.J. 

8011150216 

50 499 

0 

06(1(40408 

50 382 

Q 

CALLAN.L J. 

8811150228 

50-238 

Q 

6011160033 

50-382 

R 

CALLAN.LJ 

0611150483 

50-285 


66) ) 180052 

50-382 

0 

CALLAN.L J. 

8811160022 

50-438 


0831160216 

50-382 

P 

CAI.LAN.LJ. 

6811100035 

50-207 


O 811 I 6 O 153 * 

ORG 


CALLAN.LJ. 

6611160053 

50 295 


6011150023 

50-252 

F 

CALLAN.LJ 

0011170006 

£om 


0811210342 

PR 


CALLAN.LJ. 

6611170017 

50-285 


0610310042 

REVIEW GR P 

CALLAN.L J. 

68111700)9 

50 462 


60II1S90I3 

ORG 


CALLAN.LJ. 

081(180090 

60-302 


88III70262 

ORG 


CALLAN.LJ. 

8611220009 

$0-499 


881)030334* 

50 250 

0 

CALLAN.L.J. 

6811220025 

60-785 


6811010063* 

FOIA 


CALLAN.LJ. 

6611220049 

50462 


0011040109* 

50-354 

P 

CALLAN.L J. 

6011220058 

50302 


6911040287' 

S0272 

P 

CAUIAN.L J. 

0011220059 

60 274 


881(070069 

50-311 

P 

CALLAN.LJ. 

8811220074 

50-267 


8911070072* 

50 311 

P 

CALLAN.L J. 

8811220003 

50-496 


881108009 

50-387 

P 

CALLAN,LJ 

8011220232 

$0-313 


8811080141* 

50-307 

P 

CALLAN.LJ. 

8811220205 

50-492 


8611080318 

50 367 

P 

CALLAN.L J. 

0811220297 

50-498 


6611080318’ 

50-307 

P 

CALLAN.L.J. 

SS1 1220388 

50-265 


881)080330* 

50-352 

P 

CALLAN.L.J. 

8611230043 

60-450 


8811210124* 

50 352 

P 

CALLAN.L J 

0011230049 

60-205 

E 

6811210392 

50-311 

P 

CALLAN.L J, 

8011020381 

60-499 

A 

881 1010048’ 

FOiA 


CALOVINI.J.C. 

0811000090* 

wwew3T 

881101007$* 

FOIA 


calovinu C. 

80(1100076 

WASTE M3T 

881 1210434 

50-334 

H 

CALV0.JA. 

6610200042' 

SO -450 

P 

801 1030469 

PR 


CALVO.J.A. 

0010260354’ 

60-362 

P 

8011I6OS79 

PR 


CALVO.J.A 

6810270100* 

60450 

P 

88102&0299 

50-387 

S 

CALVO.J A 

6810270440' 

60 490 

P 

8010250410 

CO 300 

s 

CALVO.JJV 

6010270405' 

50 482 

P 

e8l0250$08 

50-30? 

s 

CALVO.J.A. 

6010260146* 

60-492 

P 

8811040092 

50 -387 

s 

CALV0.J.A. 

0010200169* 

eo-sei 

P 

8810310004 

50-416 

s 

CALVO,J A. 

6611040262 

60-266 

P 

8811180613 

50 410 

s 

CALVO.J A 

8011070031 

60-313 

F 

8811210403 

PR 


CALVO.J.A. 

6811070040 

50-398 

F 

8811140270’ 

roiA 


CALVO.J A. 

6611060129’ 

50-498 

P 

8811140271* 

FOIA 


CALVO.JA 

8011)00299* 

50-200 


8611180281 

71-02 


CALV0.J A. 

6011160279* 

50-298 


8810270470 

50-362 

F 

CALVO.JA. 

0011160380* 

60J713 


881 1 160358’ 

50-397 

Q 

CALVO.J A 

0011170 358' 

50-450 


0811140473* 

WASTE MOT 

CALVO,J.A 

6811210130* 

50-362 


8811090331* 

50338 

0 

CALVO.J A. 

6011210456' 

SO 498 


8811100322* 

FOIA 


CALVO.J A 

8811230303 

50-490 


88ll1S0iar 

50 205 

F 

CAMPBELL.D. 

6811020192 

PR 


8611190262* 

FOIA 


CAMPBELL.Q.G. 

0810250200 

£0-260 

I 

881 1 180265’ 

FOIA 


CAMPBELL.CG. 

8810200027 

50-259 

E 

881)180318* 

FOIA 


CAMPBEI.L.G.G. 

6610310181 

60-259 

E 

8811230027* 

FOIA 


CAMPBELL.G Q. 

0611020209 

60-259 

s 

0811180100* 

50-362 

0 

CAMP0ELL.GG. 

8611030326 

50-260 

s 

89102S0178 

50-265 

V 

CAMPBELL.O.Q. 

881)080250 

60-259 

s 

8810250314 

50-462 

Q 

camphell.o.g. 

881 1 140023 

50-259 

s 

8610250365 

50-450 

0 

CAMPBELL.Q.G 

6811140193 

50-259 

s 

8810250389 

50-313 

Q 

CAMPBELL.G.G. 

0811100078 

50-260 

s 

0810250404 

50-313 

0 

CAMPQELL.GQ. 

8611160240 

50-260 


8010250492 

50-267 

0 

CAMPBELL.GD 

6011210333 

SO- 260 

E 

8810260335 

50-496 

0 

CANE.D.L. 

8811210457 

PR 


8610260427 

50-402 

0 

CANIANO.R. 

0010310210 

I0E 


e8t02QQ5<32 

50-298 

a 

CANNON,M.J. 

0011290403 

PR 


8630270004 

50-285 

0 

CANTRELL.F. 

8011090063 

50-260 

tii 

80103)0420 

50-286 

0 

CANTRELL.F, 

0011090331* 

S<K338 

0 

8011010469 

50-298 

0 

CANTRELL.F 

8811160177 

60-260 

U 

8011010497 

50-482 

0 

CANTRELL.F S 

86(1150237* 

$0-200 

u 

8011020227 

50-482 

Q 

CAPRA.R A. 

8810260000 

00-220 

P 

6011030041 

50-482 

Q 

CAPRA.R.A. 

8810260020* 

50-333 

p 
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CA9nA.RA 

0810?80Ua5‘ 

50 220 

P 

CHANF.Y.H D 

8811160921* 

£0-72 

O 

CLEVELAND.J E 

U8I 1040113 

40 8905 


CACHA.RA 

8811020816’ 

50 410 

P 

CtlAPMAN.NG 

8811160116 

F0:A 


CLEVELANO.H.S 

881 1220390' 

FOIA 


CAPRA.n A 

8811070063 

50 247 

P 

CHARNLEYJS 

88III40300 

TOPREP 


CLIFF.W.C. 

681 1080026' 

50-461 


CAPnA.fl A 

e8110<J04«8' 

50-220 

P 

CHARM I.EYJ.S- 

8811230096* 

50450 

P 

CLINE, W 

681 1090I9U 

I6E 


CAFHA.a A 

6811100266' 

50 333 

P 

CHASE.JW. 

aeintoiso* 

50 324 

P 

CLINE.WE 

0010210265 

50-369 


CAPRA.f1A 

eBi11<l0152 

50 333 

P 

CHASE.J.W. 

86IIII0I6I* 

50-324 

P 

CIINE.WE 

0010250199 

50-369 


CAFPA.nA 

8811140161' 

50 333 

P 

€»4ESLOW.E 

8011060047 

PR 


CIINE.V7E. 

0810253249 

50 324 

C 

CAORA.nA 

8011140226' 

60-333 

P 

CHESNurr.S-w 

0611160424 

50 267 

s 

CIINE.WE. 

6810250291 

50 340 

C 

CAPPA.H.A 

801I17C035' 

50-333 

P 

CHESNUTT.S-W 

6811160435 

80 267 

s 

CLINE.W.E. 

8810250326 

50-280 


CAPPA.n A 

6611170120 

50-333 

P 

CHILDERS.MS 

88 10250J06* 

50 390 

A 

CLINE.WE. 

8810250474 

70 1 1 13 


CAPPA.n A- 

8811170127* 

50-.333 

P 

CHIIK.SJ 

8610310225 

10CFR 


CLINE.WE 

8010250493 

50 250 

C 

CAPPA.R A- 

601 1220440' 

50-333 

P 

CHILK.SJ 

6611010329 

10CFR 


CLINE.WE 

8810260037 

50 .335 

F 

CAPPA.n A. 

8611230413 

50-333 

0 

CHILK.SJ. 

88nai0204 

10CFR 


CLINE.W.E 

8810270012 

70-27 


CAPSTK'KRW 

8011020312 

50-271 

H 

CHILK.SJ. 

8611030209 

50 293 

P 

CLINE.WE 

8810270015 

70-1113 


CAPSTICK.nW 

881 1170306 

50-271 

P 

CHILK.SJ 

861I04C039 

50 320 

P 

CLINE.WE 

0810270024 

70-27 


CAREYS J 

8810250046 

50 412 

A 

CHILK.SJ- 

8011040047 

50-443 

G 

CL'NE.WE 

0810270073 

50 424 

C 

CAR€Y.JJ 

6810250088 

50 412 

P 

CHILK.S J. 

8811040057 

50-443 

G 

CI.'NE.WE. 

0810200318 

70-143 


CAREY.RL 

0810250228' 

50 302 

P 

CMILK.SJ 

0911090349* 

PR 


CLINE.WE. 

0811010200 

70 27 


CARNS.NS 

8810250133 

50 382 

S 

CHILK.SJ 

8811080476* 

50276 

P 

CLIf-JE.WE 

0011020005 

50-360 

F 

CAFNS.N S 

8810250143 

50-382 

S 

ClltLK.SJ 

0011000483* 

50 275 

P 

CLIfJE.WE 

8611020056 

50 260 

F 

CARNS.N S 

8BI1170U93 

50-302 

s 

CHILK.SJ. 

8811000482* 

50-275 

P 

CLINE.W.E. 

8011020370 

70-1113 


CAFNS.N.S 

8811230208 

50-382 

s 

CHIIK.S J. 

08 11000485* 

50-275 

P 

CLWE.WE 

8811070004' 

50 369 

f 

CARPENTEn.Dfl 

0811010400* 

50 259 

Q 

CHILK.5 J 

8811090487* 

50-275 

P 

CLINE.W.E. 

89111170130 

50-369 

n 

CAFPENTER.OW 

6811090072 

WASTE RES 

CHILK.SJ 

8811090403* 

50-275 

P 

CLINE.WE 

0Q1107OI70 

50-413 

F 

CAF.R.A V. 

8811090141 

50-277 

H 

CHILK.S.J 

8811090402* 

rCA 


CLINF..W.E. 

8011070205 

70-143 


CARRASCO, J E 

8810310450* 

SO 245 

0 

CHIIK.SJ 

86 11090494* 

60-275 

P 

CLINE.WE. 

AB11070211 

70-1151 


CARRIER.W B 

8811140476* 

FOIA 


a«LK.SJ 

0811000408* 

60-323 

P 

CLINE.W.E 

8011000327 

70-143 


CARRION.RP 

8811010292* 

50-339 

0 

CHILK.SJ 

8811000497* 

50-278 

P 

CLINE.WE 

801108005-1 

70-143 


CARROLI.K 

6011150267 

90-29 

R 

CHILK.SJ 

C8I1IC0072 

50-283 

G 

CLINE.W.E 

8811090973 

50-035 

F 

CARROH..R. 

8611020341 

50-400 

S 

CHILK.SJ 

8611100078 

£0203 

G 

CLINE.WE 

8811090077 

50425 

Q 

CARROLI.R E. 

6610260151 

50-261 

S 

CHILK.SJ 

08I11IOI82* 

PR 


CLINE.W.E 

8811080199 

70-024 


CAR1ER.CE. 

6011093395 

50-461 

H 

CHILK.SJ 

08II1IOI09 

PR 


CLINE.W.E, 

8811160107 

50-269 

F 

CARTER, R.J. 

6011020108 

50-250 

J 

CHILK.SJ 

8811140921 

PR 


CLINE.W.E 

9011160129 

50-269 

F 

CARTER-WHITE.K 

8911100284* 

PR 


CHIIK.SJ 

88 II 140285 

ICCFR 


CLINE.WE 

881116013.1 

SO 269 

E 

CARTWRIGHT.W. 

6911090008 

50-339 

Q 

CHIIK.SJ 

881II60I74 

50322 

G 

CLINE.W.E. 

0811160143 

50-269 

B 

CARTV*Ri3HT.W.C. 

8011160036 

50-209 

R 

CHILK.SJ 

88 II 180224 

50 443 

0 

CLINE.W.E, 

8811160152 

60-269 

K 

CARIWRIQHT.WR 

8910250116 

50-200 

P 

CHILK.SJ 

681 1160262* 

60293 

G 

CLINE.W.E. 

0911160154 

70-1397 


CARTVv'RiaHT.WR 

6910250203 

50-336 

0 

CHILK.SJ 

0011160013* 

COMMISSION 

CLINE.WE. 

0311160155 

50 269 

F 

CAflTVYRIOHT.W.R 

8810250406 

50-330 

S 

CHILK.SJ 

0811160135 

FCHA 


CLINE.W.E 

8811160198 

70-1113 


CAflTV»‘Rl3HT.W.n 

6810270210 

SO-330 

P 

CHILK.S J 

0011160351 

W 


CI.INE.WE 

88! 1100145 

50-335 

E 

CARIWRIOHT.W.R, 

8611020003 

50-280 

P 

CHIIK.SJ 

0811210164 

lOCffl 


CLINE.W.E 

0911160154 

50-340 


CARTVr'RIOHT.W.R 

8811070096 

50-280 

Q 

CHILK.SJ 

0011230247 

50445 

A 

CLINE.W.E 

6011100103 

60-335 

K 

CARIWRIOHT.W.R 

6611070167 

50-200 

Q 

CHILK.SJ 

8811290055 

60443 

G 

CLINE.WE 

0011100214* 

FOIA 


CARTWRlOHT.W.n. 

8811060008 

50-209 

F 

CHLIK.S J 

6811100033 

50 322 

0 

CLINE.W.E 

0011180227 

60 302 

E 

CARTWRiOHT.W.R 

6011090213 

50-336 

P 

CHOCKIE.A.O 

8811220515 

NUREG 


CLINE.WE 

8811220070 

60-324 

E 

CARTWRiQHT.W.R. 

8611110201 

PR 


ChOU.CK 

8811090179* 

FOIA 


CLINE.W.E 

0011220908 

70 27 


CARTWRIOHT.W.R 

6811140231 

60-338 

Q 

CHOu.nc 

8811030348* 

50 259 

0 

CLINE.W.E 

8011230322 

60-324 

F 

CARTWR OHT.W.R, 

8811160328 

50-280 

F 

CHOu.n c 

8811090394* 

50 324 

0 

CLINE.WE 

0611280395 

70 2? 


CARTWR'OHT.WR. 

8611160020 

50-330 

n 

CHRISTCNSEN.II 

8811150196* 

50-416 

0 

CLINE.WE 

0011230400* 

70-27 


CA«iy.s 

8811020040 

400907 


CHDISTIAN.RM 

8811160350 

PR 


CLINTON, J.H 

0008120152* 

FOIA 


CASE.OT. 

8811040169 

50-022 

G 

CHRlSTIANS.n 

0011140148 

60 408 

H 

CLINTON, J.H 

0811230325* 

FOIA 


CASE.OT. 

6811040160 

50-322 

G 

CHRISTIANSON M 

8011070344* 

WASTE RES 

CLINTON.JH 

0OI12.TO344* 

FOIA 


CASE.OT. 

6811040175* 

50-022 

Q 

CHRlSTMANJN 

0011100052 

50 322 

Q 

CLINTON,,! H. 

0811230350* 

FOIA 


CASE.OT. 

0611040175* 

50-022 

0 

CHRISTMANJN 

8011100052 

50 322 

G 

CLINTON,,! H 

001 12303D6* 

FOIA 


CA5KWELL R J 

8810250030 

50-150 

F 

CHRlSTOFFER.r,. 

8011180073* 

50 266 

0 

ClONINQEH.T H 

001(12603111 

60-416 


CATCllPOLE.GJ 

0611210064 

40-8650 


CHRIST OPI lER.R 

0011010034* 

50-271 

0 

CLOigiNGER.T.H. 

0811070100 

50-116 

P 

CATTON 1 

8611140401 

ACRS 


cunzANowsKi.n 

8810200400 

50454 

P 

ClONINGI-n.TM 

0011170025 

50 410 

P 

CAVANAUQH.W 

8811000020 

50-013 

M 

CHRZANOWSKI K 

8811020185 

50-454 

P 

Cl.ON NOER.T.H 

0811220428 

CO 416 

P 

CAVANAUOH.W 

8611290423 

PR 


CHRZANOWSKl.n 

8811020382 

50 454 

P 

CLOW.E 

0911100270 

PH 


CAVANAUGH.W 

0811290423 

PR 


CHRZ/INOWSKI n 

0811070143 

50-454 

P 

clowes.ja 

0011280400 

PH 


CAVANAUQH.W 

8011290423 

PH 


CMRZANOWSK1.R 

0011089244 

S0 4S4 

P 

CCCHRAN.J. 

8011230146* 

FOIA 


CENI.M L 

6011160416 

50-334 

H 

CHRZANOWSKI R 

8811169389 

50-454 

P 

COCKFIELO.OW 

08I10IOJ42 

Cn-344 

P 

CEMOLANZI.P 

8811100033 

50-302 

H 

CHUNG.OII 

0810259441 

WASTE RES 

COCKFIELDO.Vrf 

8011030427 

50-344 

K 

CeSARE.JO 

8810310004 

50-416 

S 

CHUNG.OH 

0811099072 

WASTE RES 

COCKFitLD.OVy 

0811070153 

50-344 

m 

CeSARE.JG 

8011010407 

50-416 

P 

CHIJRCHILL.BW 

8011239154* 

FOIA 


COCKFIELO.OW 

80t1Cl902r>!l 

50 344 

K 

CeSARE.JG 

8811020107 

50-416 

S 

C1ANCIO,RS 

0OII2O93I8 

PR 


COCKFIELD.DW 

8811140019 

50-344 

m 

CeSARE.JG 

6811000060 

50-416 

F 

CICOTTE.G.R 

88II2I0195* 

60-307 

0 

COCKFIELU.D.W 

8811 160017 

50-344 

Q 

CESAnE.JG 

8811000083 

50-416 

S 

C1LIMOERG.nL 

8010310215* 

OA999 


COCKFIELD.DW 

801I1C036B 

50 34--. 

P 

cesAnE.jG 

8811000100 

50-416 

H 

CILLIS.M 

0811070006* 

50-526 

Q 

COCKFIELD.DW 

8011170.170 

50 :h-i 

0 

cesAnE.JG 

0811080169 

50-416 

0 

CILLIS.M 

8811160443* 

50 528 

Q 

COCKFItLO.D.W. 

8811220137 

50 344 

K 

CeSARE JG 

8811080297 

50-416 

s 

CINTRONJ A 

0811170254 

50-208 

H 

COE.O 

8911040314* 

50 529 

E 

CESAREJG 

8811180513 

50-416 

s 

CIPRIANI.J 

0810250240 

50-346 

R 

COHEN.A.G. 

8911010325 

PR 


CESAREJO 

0811170175 

50 416 

R 

CIH1LLO,V.A 

0811220376* 

FOIA 


COHEN.AG 

8611020221 

PR 


CESAREJG 

8811170170 

50 416 

P 

aniLLO.V.A 

8011239170* 

FOIA 


COHEN.AG 

8011090472 

PR 


CESAREJG 

8611100023 

50-416 

R 

CiniLLO.VA. 

0811230175* 

FOIA 


COHEN.C.A. 

861 1 140251 

50 443 

1 

CESAREJG 

8811210046 

60-416 

S 

CtARKA 

80IIIIO166 

PR 


COHEN.L K. 

8011210069 

OHG 


CESAREJG 

8811210056 

50-416 

n 

CL/VRKAl. 

0811000256 

50-603 

A 

COLAZZ.P.C 

8611170221 

50 33-1 

1 

CESARcJC 

8811230411 

50 416 

F 

CLARK.C 

0810250335* 

50275 

Q 

COLBIJRN.T.G, 

Q010260072 

£0-440 

F 

CESAREJG 

8611300203 

50 41C 

H 

CLARK.CA. 

0011160356* 

50 397 

Q 

COLQURN.T.Q. 

0810280029 

50 440 

F 

CHAFfEE.A E 

8611020039 

SO 323 

S 

CLAflK.P.R. 

0811070319 

50-929 

P 

COLBURN.T.G. 

881 1 160342 

50-440 

! 

CHAFf£E.A E 

6011030085 

60-275 

n 

CLARK.R J 

8010250013 

50-352 

P 

COLQURN.T.Q. 

081 1 170271 

50 440 


CHAMBERIAIM.O 

0810250393' 

50-313 

0 

CLARK.B J 

8811080329 

50-352 

P 

COLBURN.T.G. 

8011210177 

50-440 


CHAMBERLA.IN.D 

8011020203 

50-302 

s 

CLARK.BJ 

8611210121 

50 352 

P 

COLE.R.E 

8ei02o00l0 

so 458 

F 

CHAMBERLAIN.O. 

8811070195* 

50-402 

Q 

CLARKEJ.M. 

8811090512 

PR 


COLE.RE 

8811220215 

50-458 

F 

CHAN.T. 

0011070013* 

60-344 

O 

CLAYT<JN.0. 

8811180007 

60373 

Q 

COLEMAN.C. 

88111/0324 

27 48 


CHAN.T.L. 

OB1 1030284 

60-530 

P 

CLBARY,D-P. 

8811090434 

REVIEW GR P 

COLEMAN.F.A 

661I22QI62 

50-3/4 

; 

CHAN.T.L 

8811160319 

TOPREP 


CLEMENT.B 

8811140060 

60-603 

U 

COLEY.JL 

8810250050* 

50-289 

c 

OfANfcY.H. 

8811010517* 

60-482 

o 

CLEVELANOJE. 

8011040110 

40-8005 


COLEY.J L 

8811090341* 

50-395 

c 
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CATEGORY 


NUMBER 

CATLQOflY 

OOLtrNOS.SP- 

eeil3J3365 

40-8943 


cooK.r),! 

6611040040 

PROJ 


CniRQE.T E 

8311020276 

50 277 

S 

COLIINS.DJ 

860603 W)65‘ 

REVIEW GR F 

COOK.J. 

8811150317 

50-333 

P 

CniBDE.T.E 

6811090379 

50 27? 

s 

COUUNS.O M 

6610280124 

60-281 

F 

COOK.W A 

6811010063* 

FOlA 


CRIQQE.TE 

6911210360 

53 277 

s 

COLLINS, OM 

6610260343 

50 400 

O 

CCCMSEH.0 

8611100147* 

REVIEW GR P 

CRIOGE.AW. 

3011290256 

PR 


COLLINS,© M 

6810200345' 

50 400 

Q 

COOPER, J W 

7910020397* 

FOIA 


CRl.ENJAK.R. 

0810250257' 

50-35? 

0 

COLUMS,0 M 

8611090135 

70.tlia 


COOPER JW 

SCO 1100340’ 

fOlA 


CRLENJAK.R.V. 

0811030071’ 

$0-335 

0 

COiLINS,DM 

6611150441 

70.1 113 


COOPEH,J.W. 

eu02050230' 

FOIA 


CRLENJAK.R V 

6011090119 

60-2M 

0 

COl.U.NS,0 M. 

8eill5044?‘ 

70-1113 


COOPER.J.W 

6811160444* 

FOIA 


CRLENJAK.RV 

0811160173* 

60-302 

p 

COl.L»NS.O.M- 

8eil1504&5 

50-280 

0 

coopcn.n 

8810250349* 

50-341 

0 

CnOCKER.L P 

8810270433 

50-321 


COLUNS.OW, 

8611150459* 

SO-260 

o 

COOPERAW 

6911220442’ 

50-461 

Q 

CROCKER.L.P. 

6310260206 

SO-321 

p 

coluns,dw. 

6611220105 

70-1113 


COPELAND.H A 

8611140033 

TOPRfP 


CHOLEY.e G 

6310260210 

50312 

p 

COLLINS,S J. 

6611010027 

50-293 

F 

COPLAN.S 

8611220070 

WASTE MQT 

CROLEV.B.G. 

6811160-137 

50-312 

p 

COLLlNS,S J 

8611090270 

50 293 

Q 

CORYUEN.GC- 

8811110022 

NUREG 


CflOSS.J.E 

8811220466 

50260 

p 

collins,s j. 

8811150142 

50293 

0 

COS5.HD 

86II03003I 

60-317 

F 

CROTEAU ,H. 

8810250048' 

50 369 

0 

COitlNS,S J. 

881 1160060’ 

50-293 

P 

COSS.K fl 

8811090302 

71-508 


CROTEAU.R. 

8810250378' 

50369 

0 

COl,L»NS,S 3 

8011160076’ 

60-293 

P 

COSIEUO 

881 II 70296 

l&E 


CROTEAU.R. 

801115O174* 

50-309 

0 

cou.opv,rj. 

6610260002 

70 371 


COSTELLO. 

6811070059* 

FdA 


CRUOEU.D.S. 

8010280004 

5-3 338 

0 

COLUSSV,D.A 

0611210341' 

70-371 


COSTEUO.WJ 

0B11I7OOS9* 

50-293 

U 

CRUNK.S L 

8611220401 

60-312 

fl 

COLVINJ.P. 

PBI 1020359 

PR 


COTtAS.SJ. 

8811210240 

50-334 

H 

CRUTCHFIELD.O 

8504030459* 

SO-390 

A 

COLVlN,J.F 

6611070343 

PR 


COTTER.R P. 

8811100101 

50-335 

G 

CRUTCHFIELO.D. 

0810180350 

$0-3 

9 

colvin,j.f. 

8611063307 

PH 


COTTCH.BP 

8811200105 

50 335 

G 

CRUTCHFIELD.O 

6810250164 

50-3 

P 

CCILVIN,J.F. 

8811100266 

PRM 


COTTEfl.B P 

881 1200132 

50-335 

G 

CRUTCHFIELO.D 

3311180155’ 

50313 


C0LV1N,J.F 

8811110070 

PR 


COTTLE.WT. 

6811040277 

50-416 

P 

CnUTCHFIELD.D. 

8611210172 

50-313 

? 

COLVlN.J.f. 

6811300206 

PR 


COTTIE.VVT 

8911150087 

50-416 

P 

CRUTCHFIELD.O 

0811210232 

S0362 

P 

CONOIT,R.t. 

681 1 180107 

SO 445 

A 

COTTnElL.AO. 

8811030541 

rn 


CRUTCHFIELO.D. 

8611220223 

CRG 


CONODON,M 8 

861 1070061 

Wise 


COULF.HAN.V 

881(220454 

50 286 

S 

CUMMINGS.G E 

6810250441 

WASTE RES 

CONG£L,FJ 

661 1150100 

60-443 

F 

COUNSIL.W.G 

6610250023 

50-445 

A 

CUMMINOS.RA 

0011010464 

WASTE PES 

CONlONT.e. 

8610250357’ 

60-302 

0 

COUNSII.WG 

8810250206 

50-445 

U 

CUMMINS.J E- 

6811170275* 

50-351 

0 

CONLONT.E, 

8610310508’ 

60-425 

o 

COLiNSll.W.O 

8810250263 

50-445 

s 

CUNNINGHAM,A.L. 

8611080324* 

60 363 

0 

CONLOM,T.E, 

e81lQ3C02r 

50-395 

o 

COUNSIL.W.G 

86102S03C5 

50-445 

s 

CUNNINGHAM.AL. 

8811090402’ 

60-535 

0 

CONLON.T-E 

8911030129' 

50-250 

o 

COUN5II W.G 

8810250384 

53-445 

0 

CUNNINGHAM.AL 

6011150208* 

50 418 

0 

CONLON.T.E. 

8811030159’ 

50-425 

Q 

COL.'.NSlL.W G 

8810250363 

50-445 

0 

CUNNINGHAM.G H 

88II080I4S’ 

Pft 


CONLON.T.E. 

8811030356’ 

SO 400 

O 

COUNSIL.W G 

6810250465 

60-44$ 

0 

CUNNINGHAM.L J. 

8601I9014B' 

FR 


OCNLON.T e. 

0811090276' 

50 400 

0 

COUNSIL.W.G 

6310250500 

SO 445 

5 

CUNNINGHAM.RE. 

8809030406’ 

FQ'A 


CONLON.r.E 

6811090387* 

50-346 

0 

COUNSIL.W G 

8810260088 

50-445 

K 

CUNNINGHAM.R E. 

8811020297' 

REVIEW GRP 

CONNELL,Vi?.0, 

86111001B7’ 

REVIEW 

GR P 

COUNSIL.W O 

6010260187 

50-445 

s 

CUNNlNGHAM.n £. 

8811030123’ 

REVIEW GRP 

CONNeLl.Y.S.R. 

6711100436* 

60-327 

Q 

COUNSil.’WQ 

0910280174 

50-440 

s 

CUNNINGHAM.R E 

8811090282' 

PR 


CONN£LLY,S.R, 

8aiii7o?a7’ 

FOIA 


COUNSIL.W C 

6810260333 

50-445 

s 

CURRAN.D. 

861104004$ 

50443 

0 

C-0.'.'NELLV,S.P. 

6811170291' 

roiA 


COUNSll.WG 

06IIOI0530 

50445 

5 

CURRAN.O. 

6611040045 

50 443 

Q 

CONNEtLY,S.n. 

aaineoior 

60-44S 

A 

COUNSIL.W.G 

&611020299 

50-44$ 

A 

CURRAN, D- 

6811090498 

PR 


CONNen,E.L 

8610310433’ 

50-333 

O 

COUNSIL.W.G. 

0811030074 

50 44$ 

Q 

CURRAN.O 

6611090408 

FR 


CONNERT.U, 

88(1080261 

PR 


COUNSfl.W.G 

881 1040269 

$0-44$ 

0 

CURRAN.O- 

8611100050 

$0449 

0 

CONNEfl.T.a. 

8811080281 

PR 


COUNSIL.W.G. 

6911040273 

50 44$ 

A 

CURRAN.O 

6611100050 

$0-443 

0 

CONNORJ 6 

6611230151’ 

FOIA 


COUNSIL.W G 

6811040343 

$0 445 

A 

CURRAN.O. 

0811140022 

PO 


CON5rAeiE,G 1. 

6610250301’ 

SO-453 

0 

CCUNS'L.WG 

8611040349 

50-44$ 

S 

CURRAN.O. 

6611160293 

50-443 

G 

CONSTABLE,aL 

6611010470' 

50-296 

0 

COUNSIL.WC 

6811040354 

$0-44$ 

s 

CURRAN.O. 

6611160233 

50-4-13 

Q 

CONSTABLE.O.L. 

6811210284 

60-290 

p 

COUNSIL.W O 

8811040380 

53 44$ 

0 

CURRAN.O. 

6811290096 

SO 443 

6 

CONVER6E.R.J 

e810250?98 

60-333 

0 

COUNS-'t.WO 

86II060I65 

80-44$ 

s 

CURRAN.O 

60M290096 

50443 

0 

C0WER5E.nj. 

6611150317 

50-333 

n 

COUNSIL.W G 

6611080203 

$044$ 

0 

CURRAN.O. 

081I29Q136 

50 449 

6 

COMWAy,J 

8610280289 

50 410 

s 

COUNSIL.W G 

6611140054 

50-44$ 

G 

CURRAN.O. 

8811290136 

59449 

8 

CONWAYJ, 

8811180056 

50-410 

s 

COUNSlL.WG 

881 II 40183 

50-44$ 

s 

CUHRY.S 

66 M 1400.16* 

WASTE MOT 

CONWAY.W.F, 

8810250126 

50-2S0 

R 

COUNSIL.WC 

6911170046 

50 44$ 

s 

CWYNAR.J.C. 

681121010? 

PROJ 


CONWAY,W P. 

8810250166 

50-360 

Q 

COUNSlL.WG. 

8611170051 

S3445 

s 

CYfl.K 

8611140211' 

FO'A 


CONWAY,WF 

6810250220 

50-250 

P 

COUNSIL.WG. 

681122014$ 

50-44$ 

s 

CVR.K. 

8811140229* 

FOlA 


CONWAY.WF, 

8510250406 

50-335 

0 

COUNSlL.WG. 

98II2202II 

50 44$ 

F 

C7AJKOWSKI.C 

6811090114* 

RgViEWaRP 

CONWAY,W,F, 

8610290439 

50-250 

s 

COUNSlL.WG 

8811220483 

5044$ 

S 

D’ARRlGO.O. 

8811020213 

PR 


CONWAY.WF. 

6610259475 

50260 

n 

COUNSil.W.Q. 

8611230202 

5044$ 

A 

OARniQO.O. 

8811080508 

PR 


CONWAY, W,F. 

6610250503 

SO-260 

s 

COLlNSit.WG 

88II2304I6 

6044$ 

K 

O’ARRIQO.O 

6811100143 

PR 


CONWAY.W.F. 

6610260034 

SO-260 

s 

COUNSlL.WG 

6611230436 

70 2932 


OARniQO.O 

8611100280 

PR 


CONWAY,W.F. 

8810260279 

80-335 

0 

COUNSlL.WG. 

8610250489 

$0-44$ 

s 

0AFT,C.T. 

8811180300 

99-346 

S 

CONWAY.W.F 

6810270008 

80 250 

p 

GOUNT.C.M 

8810270348 

$0 305 

F 

OAtU.BeRO.K.A. 

6610250033 

SO-220 

fl 

CONWAY.W.F. 

8810270059 

50-286 

p 

COUSlt.WG 

6611070257 

50-44$ 

F 

OAHLSERG.K.A 

8811220193 

50-220 

A 

CO^fWAY,V^l,F. 

D81 1010042 

50-250 

p 

COVCI.CSKIE.A 

6611090386 

71-9150 


DALTON.S. 

861 1030485 

PR 


CONWAY.W.F 

861 1010065 

60-335 

s 

COVINGTON.R.W 

8611170161 

pn 


OAMPF.J.F 

8811220203 

50483 

F 

CONWAY.W F. 

8811010370 

50-335 

H 

COWAN.HE 

6811100168* 

REVIEW GR P 

OANA.S 

8811140473* 

WASTE MGT 

CONWAY.W.F. 

6811010400 

SO-250 

0 

COWAN.HE 

6611100191* 

REVIEW GR P 

DANCE.H C. 

6811090293* 

60-395 

0 

CONWAY.W.F 

6611010410 

50-389 

o 

COWG1LL.C 

6811090195* 

$0-320 

0 

DANCE.H C. 

8811150186' 

$0-416 

0 

CONWAY.WF. 

6811010437 

50-250 

a 

COWGILL.C 

6611210412’ 

50-219 

0 

DANIELSON.DH 

88I02S0445* 

$0-454 

0 

CONWAY.WF. 

681 1010492 

50-250 

s 

COWGILL.CJ 

8811020325 

50 280 

R 

DANIELSON.D.H 

6810310461’ 

50-346 

0 

CONWAY.W.F. 

8611020408 

50-2S1) 

0 

COWGILL.C J 

8611070115' 

50-219 

0 

DANIELSON.DH 

8811020420’ 

50-481 

Q 

CONWAY.WF. 

6811030923 

50-369 

p 

COWOILL.CJ 

861 1180559* 

$0 244 

0 

DANIELSON.D.H. 

8811160279’ 

50-341 

0 

CONWAY.WF. 

6811030067 

50-250 

p 

COWGILL.CJ 

6011160140 

$9-219 

Q 

DANIELSON.TS 

6B1T0703S8 

PH 


CONWAY.W.F 

8611030444 

GO 369 

p 

COWGILL.CJ 

6611160142 

50-219 

P 

OARKE.J 

6811140472 

40-3453 


CONWAY.W.F 

6611070018 

SO-250 

s 

CO'WGIU.CJ 

8811210398* 

SO-289 

Q 

DATTA,A. 

6611150246’ 

70-699 


CONWAY.W.F 

8611070023 

50-3.15 

F 

COX.0.1. 

8611170054 

71-501 


OAVANT.GH 

6611180023 

50-416 

R 

CONWAY.W.F. 

881 1070076 

60-250 

S 

COX.R A. 

6811160519 

PR 


DAVERIO.CA. 

8811100059* 

$0-322 

0 

CONWAY.W.F. 

8811080017 

50-250 

0 

CRAPOOCK.JU 

8611020101' 

REVIEW GR P 

DAVIDSON.B S. 

8811000279* 

60-271 

0 

CONWAY.W F. 

6811080057 

50-260 

P 

CRANWEU.RM 

6611170338 

WASTE RES 

DAVIS .A Q 

8006070659’ 

REVIEW u^ y 

CONWAY.WF. 

86(1080106 

SO 380 

P 

CRAWFORO.K C 

86> 1030070 

50-407 

H 

DAVIS.A B. 

8806290452* 

REVIEW GR P 

CONWAY.W.F. 

6811060187 

GO-250 

P 

CREEO.J.R. 

661117033$' 

50-341 

0 

DAVIS.AB 

6610250194 

60-254 

U 

CONWAY.WF. 

8611090258 

50 250 

R 

CRfcEO.J.R. 

0811180073' 

SO-286 

Q 

OAVIS.A B 

0010250197' 

S0-2$4 

0 

CONWAY.W.F. 

6611100265 

50-250 

P 

CREED.J H. 

88III80687* 

50-^3 

Q 

DAVIS.A B. 

86I02S0201 

SO-331 

0 

CONWAY.W.F. 

6611140323 

50250 

R 

CREEDJR. 

6611220071' 

SO 186 

0 

DAVIS.AB 

8910250204’ 

50-331 

0 

CONWAY.W.F. 

8611180030 

60260 

R 

CREED. JR 

8811220412* 

50-188 

0 

DAVIS.AB. 

0810250276 

STAlb rHUO 

CONWAY.W.F. 

6811180167 

50-250 

S 

CRESCeN20/. 

6611140365* 

50-‘J22 

0 

DAVIS.A 0. 

8810260052 

50-403 

w 

CONWAY.W.F. 

8611220466 

60-2S0 

fl 

CREWSJ.L 

8611210167* 

50-344 

0 

DAVIS.AB 

6810260060 

50 295 

0 

CONWAY.W.F. 

8611230389 

GO -335 

r 

CRIBBE.T E 

8610260141 

SO-277 

S 

DAVIS.AB 

8810260064’ 

60-295 

Q 

COOKAV. 

9811220522' 

COMMISSION 

CflIQBE.TG. 

6010310003 

50-276 

S 

DAVIS.AB 

8610260075 

60-254 

0 
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NUMBER 
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NUMBER 
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OAVis A a 


5(V2S4 

O 

OF.M'STOU.M E 

8611170002 

50 267 

F 

O'RCKS.'N.J 

081 1170102' 

FCIA 


DA VISA 0 

0010269-i41 • 

50-346 

U 

OENTON.H H. 

8509200213' 

FOIA 


DiSTEFANO J 

0011 1 10210 

PR 


CAVISAO 

03 11 02026 1* 

REVIEW GR P 

DENTON.H n 

85102505C0' 

FO'A 


DDCON.G N 

00n0303!>1 • 

71 9010 


OAVIS.A B 

fiail020349' 

REVIEW GR P 

OENTON.H H 

8605210192" 

PR 


OlKON.OW. 

8011 1110270' 

PR 


OAV‘S.A 8 

801 1040003 

50-295 

0 

DENTON.H R. 

8605210208' 

PR 


OOOA.RJ 

3811160509 

l&F 


OAV.S.AB 

001 1070209 

50 461 

O 

OENTON.H R. 

8612120170' 

FOIA 


DOOA.R J 

0011160080 

ISE 


DAViS.AB 

0311070235 

50 483 

0 

DENTON.H R 

8701120011' 

FOIA 


DOOD.B 

8011210357 

50 100 

F 

OAVISAfl 

6011080045 

50-255 

p 

OENTON.H R 

8011090206* 

PR 


OQERFLEIN.I. 

881UG0O17' 

50 2-33 

F 

OAVIS.A B 

8811000072 

50-155 

Q 

OENTON.H R 

6611110122* 

PH 


DOERFLEIN.L. 

80111COO32' 

50 203 

P 

OAVIS.AB 

0fl11O9O29/’ 

REVIEW GRP 

DERCUM.K 

681 1030462 

PR 


DOCRFLEIN.L. 

001 1220212 

59293 

S 

OAVIS.A B- 

8811100213' 

50-445 

A 

OEV.M 

6010310494* 

50 277 

0 

DOERFLEIN.L T 

8011160257' 

50 293 

P 

OA VISOR 

0011300363 

PR 


DEV.M 

8811220026* 

50317 

0 

DOLIOER.D 

6811170289 

50-254 

S 

OAVIS EM 

8611110217 

PR 


DEVINE.J.F 

8011010309 

WASTE MG 

T 

DOMINGUEZ. 0. 

8SII2U9300 

PR 


OAVIS FC- 

881 1 100290" 

FOIA 


OEWEASF.,JG 

0010260380 

50 382 

F 

OONAVAN.JL. 

801 1210315' 

FOIA 


OAVIS J 

0811090231 

l&E 


OEWEASE.J G 

661)040370 

60-302 

P 

DONOGHUF.O J. 

8811170226' 

FOIA 


DAVIS. J F. 

0605210102' 

PR 


DEW6ASL,J G 

0011210150 

50-362 

P 

DONOHEW.J.N. 

8811 1591 19 

50-327 

0 

CAVIS.jn 

0605210208' 

PR 


DEWirr.R.B 

8011010553 

50312 

P 

DORSEY.M 

6811100251 

CONTRACT 


CAVIS.M J. 

0010260440 

50-520 

P 

DEWITT.R.B. 

8811039341 

50 312 

P 

DORSEY.M 

881 1 169326 

CONTRACT 


CAVIS.M J 

0810260458 

50-528 

P 

OEWITT.R B 

0811000110 

50 312 

R 

OOFiSEY.M 

6811230165 

CONFRACr 


CAVIS.M J. 

0011030101 

60 520 

P 

DEWITT.R D 

8011 100153 

50-312 

P 

DORWICK.K 

88III60115 

50-374 

s 

OAV-S.U J 

8011030219 

50-520 

P 

DEWin.RB. 

0011210070 

50-312 

P 

DOSS.G K 

8811079376' 

40-7604 


OAVS.M J 

0011040110 

50 520 

P 

OEWIIT.R.B. 

6611210192 

50312 

S 

DOTSON.J E 

3811220110 

PR 


OAV S.PA 

8011040383' 

WASIE RES 

DEWITT.R R. 

881)220305 

50 312 

P 

DOTY, ST 

Ofll 1079317 

50 410 

5 

DAV.S.R 

0701120037' 

FOIA 


DIAMOND.E. 

801 1 160164 

50-206 

S 

DOTV.S T. 

381 1009157 

50 410 

S 

OAViS.R E 

6612120172' 

roiA 


OlCEY.Q B. 

081 1040350* 

REVIEW GR P 

oougherty.a P. 

001 1210319 

PH 


DAVISON 0 

0011290140 

PR 


OlCHARRV.H D.D 

001 1210176 

71-102 


DOUOHTY.J 

301 lO-inOjO 

50 443 

G 

OAVvSON.J 

8811290114 

PR 


DiCK.GF 

0810260342 

50 498 

P 

DOu'QHIY.J. 

O0111l)0:m3* 

60-443 

G 

DAWSON.J F. 

0811010)70 

50 300 

A 

DICK.G F- 

OG102800SO 

50 408 

P 

DOUGHTY, J 

001 1 H>0321 

50 443 

G 

OAIASON.M. 

0011070029 

50-255 

F 

DiCK.GF. 

8611030244 

50-499 

A 

DOUGLAS.ML 

0011219114 

F'H 


DE AOAZ.O.AVJ 

060 U40134 

M-346 

P 

OlCK.GF, 

8611070333 

50 498 

P 

DOYLE.W 

Q0113W24’) 

6020b 

H 

OE AGAZ'O.AW 

8609010213 

50-346 

P 

DICK.GF 

801 1080127 

50-490 

P 

ORAGOUN.T 

331 1 IftOIGO* 

5027? 

0 

DE AOAZiO.A.W 

8811100166 

50-346 

0 

DICK.GF 

001 1060134' 

50-490 

P 

DRAKE.GA 

801 1039491 

PR 


OE AOA2iO,AW 

0811140430 

50-340 

P 

DICK.O.F 

001 1210446 

50 499 

A 

DliAWBRlOGE.n L 

8011019491) 

6029 

P 

OEA.N OB. 

0811100031 

50-443 

Q 

DiCK.Q.F. 

801 1210454 

50-498 

P 

DRAWBRIDGE .O.L 

001 10110254 

5023 

0 

OEAN.OB 

001)160302 

50-443 

0 

DICK.G, F. 

8811220146 

50 490 

P 

DRISCOLL.R 

001 looono'i* 

CONTRACT 


OEANE.? 1. 

0011)60210 

PR 


DICK.G F. 

8011220153 

50-490 

A 

OHOMERICK.A.W 

QB1 lOIO-ni 

50-219 

p 

OeC<Efl,T, 

6010250020' 

SO 424 

Q 

OlCUS.GJ 

081 1030044* 

REVIEW QR P 

DR0MERICX,AW 

oni loicio'i 

50-219 

p 

OEC<Cfl T. 

0810310404* 

50-160 

Q 

DICUS.O J 

001 1090502 

PR 


OROMEniCK,AW 

OQI1U20993 

50-210 

p 

OF.C<£n.T. 

8811020262' 

70 1113 


OIEDERICH.O J. 

0010250310 

50-373 

5 

DROML'RICK.AW. 

oeiinnois.s 

50 210 

p 

OECxenj, 

0811090464' 

70-27 


DIEOEF^ICH.G.J 

0011020287 

60-373 

S 

DFlOMF.niCK.A W 

0011149102 

50-219 

p 

OeCKERJR. 

0810250026 

S0>424 

0 

OIEDERICH.GJ. 

8611020322 

60-373 

s 

OROVERICK.A.W 

0011170030* 

50-219 

p 

DECKER.T R. 

0810250411 

50-200 

0 

OIEDGRICH.QJ 

0011100360 

50-3/3 

s 

DROMERICK.AW 

Uni1210225 

50>2I9 

p 

OeCKER.r.R. 

8810250424 

50-424 

Q 

DIEDERICH.OJ. 

0011160118 

50-373 

s 

OnOMERiCK.AW 

0011210223 

50210 

0 

DECKER,? R. 

6910250452 

50 416 

Q 

OIEDERICH.G J. 

QB1IIG0I51 

60-374 

S 

oromer:ck.aw 

0011230151 

59 2111 

p 

DECKER.?. R. 

0010270042 

70-1151 


DIEDERlCH.O.j. 

0011220162 

50-374 

s 

DROMERICKAW. 

8011238351 

50'2I0 

p 

DECKER.? R. 

8810270046' 

70-1151 


DIEDERICH.OJ 

0011220171 

50-373 

s 

DRONKERS.J.J 

0011070359* 

WASTE MQT 

DECKER.? n. 

8810310309 

SO 160 

0 

OIEOERICH.Q.J. 

0011220416 

60-373 

R 

DRONKERS,J.J. 

sonoiinoGO' 

WASTE MG' 

T 

DECKER ?R. 

6010310390' 

50-160 

0 

DIEDERICH.QJ 

0011220510 

50-374 

s 

DRUCA.fl.J 

8811000901 

50-334 

n 

DECKER.? H. 

8011010205 

50-260 

0 

OIEOERICK.G.J. 

0011160115 

60-374 

s 

DHyVMOND,J.N 

0011290200 

PR 


DECKER ? n. 

0011010296 

70-27 


DIETZ.W.C. 

0011100446 

50-334 

H 

DRYSDALE.P 

001031094* 

£0-27? 

0 

DECKER.? R. 

0811020245 

70-1113 


DIFPERENT.P.M. 

081 1020197 

60-416 

s 

ORYSOALE.P. 

0011170215* 

£0 27/ 

0 

DECKER ? n 

8911030164 

50-269 

0 

DIFFERENT, P.M. 

8811090297 

50-416 

s 

OUBOIS.OP. 

8811220284 

WASTE MGT 

DeCK€R.?.R 

8011030167' 

SU-260 

0 

DlOQS.R.M 

8010250036 

50-450 

p 

DUOSTAO.O. 

0011150105 

60 202 

R 

DECKER,?. R 

0811090105 

5062 

Q 

OIGQS.R M 

8G102C0376 

50-316 

p 

OUKAKIS.M.S. 

e»inio!i507* 

60203 

F 

DECKER,? R 

8811000234 

70-27 


OIGQS.n.M 

8011010200 

PR 


DUMEY.T.O 

8811200195 

PH 


0£CKER.?.R 

0011090310 

50-369 

0 

OiGGS.n M. 

8011070320 

60-247 

p 

DUNN.O A 

081026010'/ 

*0 4-10 

S 

OECKER.r.R 

0011090324* 

50-369 

Q 

OIGGS.R.M. 

8011070334 

50-354 

0 

DUNN.GA 

8311020210 

£0-440 

s 

DECKER, ?.fi 

001 1090390 

50-335 

0 

DIGQS.R.M. 

0011070340 

50-206 

0 

OUNN.GA 

0ei10'K)35r 

£0 440 

s 

oecker.tr 

8811000402* 

60 335 

0 

QlOQS.R M 

001 lOeOUOl 

50-327 

F 

DUNN.GA 

0011150-lfll' 

5U 440 

5 

DECKER,T.fi 

6811090418 

50 207 

0 

DIGQS.R.M. 

0811090027 

50-410 

P 

DUNN.GA. 

eOll23092.T 

60 440 

R 

OECKERTR 

801 1090421' 

60-207 

0 

DIGQS.R.M 

0011140276 

60-260 

P 

OURR.J. 

0810250117* 

53 2/2 

o 

DECKER T R 

8811090453 

50-200 

F 

OIGQS.R M. 

0011)50001 

60-440 

P 

D'JRR.J 

88111305(1:)* 

59 219 

Q 

OEnKEfl,?fl 

8011099403 

70-27 


DIGQS.R.M. 

8011150092 

50-450 

0 

OURR.J P. 

«8ianoi4i 

*.9 246 

Q 

DECKER, ?.R 

801 1090460' 

70-27 


DIGQS.R.M. 

88)1150097 

50-312 

Q 

DunR.JP 

881031010? 

f.o ?(19 

0 

OECK£R,?.R 

8011)00199 

SO 321 

F 

DIGQS.R.M. 

8611160394 

50-461 

P 

DUHF4JP 

e8i03in-5(;f. 

50 219 

Q 

OECKER.T.R 

0011140020 

50-335 

0 

DIGQS.R.M. 

0011210411 

50 352 

P 

Dunn.J P. 

8611030950 

50 311 

Q 

OECKER.TR 

061 1 150203 

60 416 

0 

DIGNAN.T.G 

0011100047 

60-443 

G 

DWYER, BE. 

80112D0442 

PR 


0EC'<ER,7.R 

0611150208* 

50-416 

0 

DIQNAN.T.G 

0011100047 

60-443 

G 

OZIAOOSZ.D 

8811001.034 

£0 200 

(> 

OECKER.TR 

8611150430 

70-143 


DIGNAN.T.G. 

0011100058 

60-443 

Q 

EAPF.N.P.K. 

8610310133' 

C0333 

0 

DECK£R,?.R 

8011150433' 

70-143 


DIGNAN.T.G. 

8611100050 

60-443 

G 

EAPEN.P K. 

6811020982' 

r.0 363 

0 

DECKEB.TH 

8011170004' 

70-024 


DIGNAN.T 0. 

8811100057 

60-443 

Q 

EAPEN.PK 

8811000980' 

50 311 

0 

DECKER.T.fl 

8011220099' 

50-259 

0 

DIGNAN.T.G. 

8011100057 

60-443 

Q 

EAHIE.T.R. 

eeioaaoobo' 

59 322 

o 

OECKERTR 

8811220180 

50-260 

Q 

DIGNAN.T.G. 

8811160266 

50-443 

Q 

EARNEST.A.D, 

8011220985' 

59-490 

0 

CEOOENS.J.C 

8810270235 

50-458 

0 

tXGNAN.T.Q. 

88)1160268 

60 443 

G 

EASON, 1. 

8811040185 

PH 


DEOOENS.J.C 

0811160172 

50 450 

p 

DIGNAN.T G. 

8811160364 

50 443 

Q 

EBQL-HT.D 

8811990503 

PR 


DEDDENS.JC 

0811230092 

50 450 

p 

DIGNAN.T.G. 

8811160364 

60 443 

0 

EBNETER.S.D. 

8811000006 

SO 2// 

0 

OEEtSNYOER.L 

0011150207 

60-254 

R 

DIGNAN.T.G. 

0011290071 

60-443 

G 

EONETER.S.D. 

8011150244 

70 690 


CEERING.l 

0011010433 

WASTE MGT 

DIGNAN.T.G, 

0811290071 

50-443 

G 

EBNETER.S.D. 

8611 160140 

70-820 


CEFAYEnf.R. 

8010270355" 

60-305 

0 

DIGNAN.T.G. 

8011200070* 

60-443 

G 

EBNETER.S.D. 

8811130208' 

roiA 


CEFAyEnE.n w 

0810260005' 

50-403 

Q 

DIGNAN.T.G. 

8011200078* 

50-443 

G 

EONETER.S.D. 

8811210330 

50 317 

F 

CEin^o 

65U210262 

PR 


DIGNAN.T.G. 

0811290186 

60-443 

Q 

EGNETER.S.O. 

8611210421 

50 244 

Q 

OELEONAfiOIS.R 

8811040027 

40 0904 


DIGNAN.T.G. 

8811290186 

60 443 

Q 

EBNETER.S.D. 

861 12.30362 • 

50 445 

A 

OELGeOROE L O 

8010270347 

50-254 

Q 

DIIANNI.O.C. 

8811180200 

50-282 

Q 

ECONOMOS.N. 

0810260144' 

50 330 

0 

CELGEORGE-LO 

8811030447 

50 10 

H 

DILLEHAY.W. 

8011170205* 

FOIA 


EDDLEMAN.W. 

6811100224 

(>n 


CELGEORGE.LO. 

8811070271 

PR 


DIMENTO.C. 

0811300330 

PR 


EDEN.W M. 

0811030184' 

REVIEW «n P 

OELLA RAHA A 

8811150200' 

70 020 


DINGEIL.J.D, 

0810310271* 

COMMISSION 

EDCn.T.Q. 

8011290172 

FDIA 


OELO.R 

6011200493 

PR 


DINGELL.J D 

0011170123* 

60-341 

U 

EDGEWORTH, PJ 

6611020138' 

CONTRACT 


OEMASTRY.J A 

8811160298' 

50-335 

G 

DinCKS.W.J. 

6709170046* 

60-271 

P 

EDGEWORTH, PJ. 

8011020991' 

CONTRACT 
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SUBJECT 

CATiaoRr 

eOGEWOSTHP J 

eeii020i55’ 

CONTRACT 

ERNST.Ml 

8811090149 

50-28(1 

0 

FENN.KW. 

6811210301 

50-327 S 

EDGEWORIH.P.J 

8B1 1020J20* 

CONTRACT 


ERNST.ML 

8011090169 

rK)-250 

o 

FERADAV.M.A 

8611030464 

WASTE MjI 

EOGEWORTH.F J 

80I103DJ87* 

CONTRACT 

ERNST.M t 

8811090274 

Sfl-400 

0 

FERADAY.MA 

8811040022' 

WASTE M31 

FDGEWORTH.P J 

eaitOAOiTQ* 

CONTRACT 


ERNST .Ml 

88U090456 

50 400 

Q 

FERSTER.A 

0011040054 

50271 0 

EDGEWOflTH.PJ 

8811040195' 

CONTRACT 

ERNST.Ml. 

081 1140072 

50-324 

P 

FERST£fl,A 

6811040054 

50271 6 

EOGEWORTH.PJ. 

8811070079* 

contract 


ERNST.Ml. 

881 1 140202 

50-338 

P 

FERSTER.A 

8611160197 

50 271 G 

EDGEWORTH, P.J. 

8811060093' 

CONTRACT 

ERNST.M 1. 

8811150122 

SO 335 

0 

FERSTER.A. 

6811160197 

50 271 Q 

EDGEWORTH.PJ. 

6811170092' 

CONTRACT 


ERNST.ML. 

86III60I22 

SO-261 

0 

FERSTER.A. 

8811160278 

50271 G 

EDGEWOmn.P J 

8M»180316' 

CONTRACT 


ERNST.ML 

6811160142 

50-250 

0 

FERSTER.A 

8811160270 

50-271 0 

EDGEWORTH.PJ 

8611160357' 

CONTRACT 


ERNST.M L 

8611180161 

50-289 

0 

FERSTER.A 

8811160297 

50271 0 

EOGEWORTHPJ 

8811 180364* 

CONTRACT 


ERNST.ML 

8811 160165 

50 386 

Q 

FERSTER,A 

881116029? 

53-271 Q 

EOGEWORTH.P.J. 

8811220431' 

CONTRACT 


ERNST.Ml 

891(160170 

50-302 

P 

FEfiST£R.A 

8811160303 

50-271 3 

EDISO.V.G.E. 

8811020138 

50 250 

P 

ERNST.M U 

8811160101 

50 280 

P 

FERSTER.A 

8811160303 

59271 0 

EDISON.G E 

8611030140 

50-250 

F 

ERNSTML 

8811220100 

50-261 

0 

FlELD.H.W 

8611180234' 

FO'A 

EO'vVAflOS.D.W, 

80110304M 

5029 

H 

F.RNST.M L 

8811220111 

60-321 

0 

FIELD.H.W 

88IIIQ0236' 

FOIA 

eOWARDS.O.W 

881 1080334 

PR 


f.RNST.Ml. 

8841220142 

50-418 

Q 

FIELO.HW. 

8811180250* 

FC'A 

EDWAfiOS.O-W. 

8011300316 

SO- 309 

FI 

ERNST.Ml. 

8811220184 

SO-324 

0 

FIELD.H.W. 

6811180263* 

FOIA 

EEKiGENSURG.E. 

8810170348 

50 249 

S 

ERNST.M 1 

8811220174 

50425 

Q 

FIELO.HW. 

6811180269* 

FOIA 

EEN.'GENBLIRG.E. 

8810280252 

50-249 

S 

ERNST.M L 

8811220230 

50424 

0 

FIELD.H.W. 

8811210331* 

fO,'A 

EENICEN0URG E. 

0811000209 

50 237 

S 

ERNST.ML 

8011220282 

50 324 

F 

FIELO.HW 

8811210335* 

FOIA 

EEN.C-ENBURG.E. 

6811160258 

50-237 

n 

ERNST.Ml- 

881122029.1 

50-321 

P 

FIELDS,J. 

8811020147 

CO.'JTPACt 

EICK,S.O. 

6811160279' 

50-341 

0 

BRNST.Ml. 

0Oi 1220313 

50-368 

P 

FIELDS.J 

8811020417 

CONTRACr 

EISENHUT.OG. 

6412Q40267' 

GO 454 

F 

ERNST.M L. 

8611220400 

50-200 

O 

FlELOS,J. 

6811080088 

CONTRAC1 

ELiN,jO 

8611160511’ 

50-361 

V 

ERNST.ML. 

6811220403’ 

50 280 

0 

FIELDS.J A. 

8811020432 

CONIRACI 

ELLERSHAW.LE. 

6810260317' 

50-492 

0 

ERNST.ML. 

681 12204 S9 

60-321 

Q 

FIELDS,J.A 

8811030477 

CONfflACr 

EIKS.OVV. 

8011140236 

50-203 

s 

ERNST.Ml. 

8011220495 

50 160 

0 

FIEI,DS.J.A 

8811160369 

CCNTPACT 

Ellis, DW. 

6811210051 

SO-293 

s 

ERNST.ML 

0011220407' 

$0-160 

0 

FIELDS,J.A 

8611220427 

CONTRACT 

EUlS.OW 

8611220187 

50-293 

& 

ERN3TMI 

6810250478 

50-160 

11 

FIELDS, OS. 

8811030259 

50-087 P 

EIUS.J. 

6811290395 

PR 


ERWINJ 0 

8811210409 

50 334 

H 

FIELDS.J.S. 

8011090330 

50387 P 

ELIWANQER.J 

6010250433 

50 247 

s 

ESCHEtS.C 

8811170153 

50 397 

P 

FIERCE ,AR 

8811040114 

S0443 0 

ELMS.A. 

6011150306 

50-423 

R 

ESCmEIS.C. 

8811300179 

PR 


FINEMAN.C P. 

8809010217- 

50-29 P 

ELROD.SA. 

6811090317* 

50-327 

0 

ESELOnOTM.P 

631 1010094’ 

SO-272 

V 

FINFBOCK.C 

S81 1070088 

N'UnEQ 

ELSASSER.l.C 

6011230329* 

FOA 


ESHLGROTtlP 

6811230040* 

50 29 

V 

FINKEL.A 

6810310464' 

50 27? 0 

ELSAS SER.TC 

6611230337* 

SO 462 

P 

ESELOnOIH.PW 

8810260104’ 

50-20 

V 

FINKEL,A. 

8811170215* 

50277 0 

etSASSER.T.C. 

6811230356* 

50-320 

p 

eseLGROTM.p.w 

8810310459* 

60 443 

0 

FINKEL.A 

0011210376* 

50 33) 0 

ELSASSEnj.C 

8811230365* 

50-29 

p 

eselcroth.pw 

8811070224' 

50-20 

V 

FIORELLI.O. 

8011040314* 

50-925 Q 

ELWARO.T.W. 

6011000231 

60-IS5 

n 

ESClGnOTl-lP.W 

8811080103 

50 247 

V 

FIRLIT,.I.F, 

8810250118 

50-312 S 

EN0RIES.J M. 

6610260142 

50-220 

0 

ESELCROTH.PW 

801 1090042 

50-244 

V 

FinLlT.J.F. 

6S1102032Q 

50-312 S 

ENDRigS.J M. 

6811230262 

50-220 

H 

EUSTiS.WE 

8811230074’ 

50-293 

H 

FIRLIT.J F. 

8811030259 

60-312 0 

EllGDAHl.Q.W. 

6611140031* 

REVIEW GRP 

6VANS.00 

6811220506 

NOREG 


FIFIL1T,J.F. 

8811070107 

SO-312 0 

EMGUNn.B.C. 

6811020150* 

REVIEW OR P 

EVANS.MQ 

8811160014’ 

50-293 

p 

FIRLIT.J F. 

8011070300 

50-312 $ 

ENQLANO.LA 

6611070074 

50 458 

s 

EVEftEn.RJ. 

8811180021’ 

50-72 

0 

FIRLITJF, 

6811090340 

50-312 S 

rNaLAN0.LA 

6811070076 

50-456 

s 

evOREiT.n.i. 

8811220064' 

M302 

0 

FIRLIT.J.F. 

8811160573 

50-312 $ 

ENQLANO.LA 

8811170060 

S0 4S8 

s 

EVEREn.RJ 

8811220085* 

50-496 

0 

FIRLIT.J F 

6011170038 

50 312 F 

ENQLE.U 

6811230410 

50 330 

p 

EWtG.E W 

6811220148 

PR 


FIRLIT.J.F, 

8011170041 

50 312 7 

ENOLE.LB. 

6811060243 

50-338 

p 

EWINQ.E.C 

8610270010 

$0013 

F 

FIRLIT.J F. 

0811220450 

50-312 F 

ENQLE.L8 

6811170144 

50-330 

p 

ewlNG.EC 

0810270268 

50-313 

F 

FISCHER, L.e 

0810290029* 

8011010022' 

TOPREP 

ENQLEMANN.J IL 

681I0802S4* 

REVIEW Gfl P 

EWING.El 

0810260118 

50-313 

F 

FISCHER.L.E. 

FOIA 

ENOIISH.R.A 

6611140376* 

60-155 

p 

fairtilE.m 

0811040274 

50 29 

P 

FiSH.fl. 

8011150163 

50344 P 

ENN.SJ D. 

8811220101* 

60 261 

o 

FAIRTIIE.M U 

0810260476 

5029 

P 

FISH.R. 

8811160044* 

70-26 

EPiSCOPO.V 

8811210266 

PR 


FAIRTIIE.MO 

8610280194 

50 29 

P 

FiSH.R.F. 

8011140002 

50-208 f 

EPS1EIN.E. 

6811160301' 

fOIA 


FAIRTIIE.M t» 

881102027& 

50-29 

P 

FlSH.R.F. 

86T1140A33* 

8611210155' 

50-397 0 

EPSTEIN.E 

8811160310* 

POIA 


FAIRTIIE.MO 

8811040074 

5029 

P 

FiSH.n F. 

50-312 0 

£PSfEIN.E 

6611230047* 

FOIA 


FAIRTiU.Me 

8611070082 

50 29 

P 

FISH.R F. 

8811220474* 

70-1257 

ERlCKSON.P.e. 

6811200054* 

50-443 

G 

FAnRELl.CVV. 

88II220SI6 

40 0073 


FISHER, W.L. 

8605240198’ 

REViEW SFtP 

ERICKSON.P.B 

8611200054* 

50-443 

G 

FARRELL.M 

8811290169 

PR 


FiSHEn.W.L 

8811090100* 

REVIEWOFP 

ERNST.M 

0810280383 

50-425 

0 

FAULK.S. 

801 1300468 

PR 


FISK.R.H. 

8810250142* 

XPORTl'C 

ERNST.M 

6611020069 

50-369 

0 

FAUIKEN8ERRY.0 

8011210062 

50-344 

Q 

FISK.R.H. 

8611080286 

XPOniLIC 

ERNST.M. 

8611090276* 

60-400 

a 

FAW.R E 

8611010548 

60-168 

B 

F1SK.R.H. 

8611100030 

XPQRIUC 

ERNST.M.l. 

6610250042 

50-389 

0 

FAWCen.O 

881 1020368 

50-354 

F 

FISK.R.H. 

8811100081* 

XPORTLIC 

ERNST.W-L 

6810250070 

50-160 

H 

FAWCerT.D 

8811030195 

SO-272 

F 

FiTZPATHICK.E. 

8811020286 

50-219 0 

ERNST.M.L. 

8610250086 

50-160 

0 

FAV.C.W 

8810310049 

50 266 

K 

FITZPATHICK.E. 

8811020372 

50-219 S 

EHNST.W-1. 

6810250104 

60-160 

H 

FAY.C.W. 

8010310289 

60 266 

F 

FITZPATRICK.E 

8611020376 

50219 0 

ERMST.M.l. 

8810250320 

60-400 

0 

FAV.C.W 

8811020176 

»}-200 

S 

FITZPATHICK.E. 

0811070091 

50218 S 

ERNST.Ml. 

8610250458 

50-424 

0 

FAV.C.W 

881 1020264 

50-266 

Q 

FITZPATRICK.E. 

6811070094 

50-219 S 

ERNST.M.L. 

6810250471 

50-280 

0 

FAV.C.W. 

8811020434 

50-288 

P 

FITZPATRICK.E. 

881 1090344 

SO 219 S 

ERNST.M.L 

8810260120 

60-200 

p 

FAV.C W' 

8611030287 

50 266 

F 

FITZPATRICK.E. 

8611160286 

50-219 0 

ERNST.M.l. 

6610260224 

50-400 

o 

FAV.CW 

081 10801 12 

50-266 

O 

FITZPATHICK.E 

861 1170196 

50 210 f 

EflNST.M.L. 

6610260235 

50-324 

0 

FAV.C W. 

8811150415 

50-286 

P 

FITZPATRICK.E 

0011210099 

50-219 F 

ERNST.Ml. 

8610260260 

50-269 

o 

FAY.CW 

8611160472 

50-266 

R 

FITZPATRICK.E. 

8611220201 

50218 P 

ERNST.M L- 

9610260380 

50-160 

H 

FAV.CW 

8811160161 

50-301 

S 

F1TZPATRICK.E. 

0811220413 

50 219 F 

ERNST.M.l. 

8810260406 

50 160 

Q 

FAV.C.W. 

8811160380 

50-266 

S 

FITZSIMMONS.J 

8011090236* 

REVIEW' GPP 

ERNST.Ml. 

8310260421 

60-160 

H 

FAV.CW. 

8811170040 

50 266 

P 

FLACK.E 

6810310525 

ISE 

ERNST.ML. 

0910260432 

50-160 

H 

FAV.C.W 

8811210380 

50-301 

Q 

FLACK.e. 

6811020082 

70-1718 

EflNST.M.L. 

6810260449 

60-160 

M 

FAV.CW 

6011220185 

50-266 

F 

FLACK.E. 

0611210309 

50-302 0 

ERNST.Ml. 

8910280258 

50-360 

O 

FAV.CW 

8811220385 

50-301 

S 

FLACK.E. 

0011210324 

l&E 

ERNST.M 

6910280329 

70 27 


FAY.C.W. 

0811220448 

50-286 

0 

FLACK.E. 

6811230046 

70-27 

ERNST.M.L. 

6810280380 

50-321 

0 

FAY.CW 

8011300234 

PR 


FLEENOR.C.M 

8811230152 

CONTflACI 

ERNST.M L. 

6610200402 

50-424 

Q 

FEOELA.A H. 

8811210362 

PR 


FLEENOR.C.M. 

6811230156' 

CONTRACT 

ERNST.Ml 

6610280404* 

50-424 

0 

FEDERtWE.M. 

0811230320* 

SO-483 

P 

FLETT.J.V. 

6811040072 

40-1162 

ERNST.W.L. 

0611010275 

60-269 

0 

FEIGENBAUM.T.C. 

8511100096 

50-443 

0 

FLINCHBAUGH.T. 

8811040234* 

60-5 0 

ERNST.M.L. 

8011020031 

50-395 

0 

FEIGENDAUM.T.C. 

8811100116 

50-443 

G 

FUINGOU.C. 

881 1010494 

XPORTLIC ■ 

ERNST.W.L. 

8611020109 

50 280 

P 

FELTHOUS.RA. 

8811030458* 

CONTRACT 


FLOWEBS.F.O. 

661 1090271 

XPORTLIC 

ERNST.M.L. 

6811920163 

60-413 

0 

FELTON. JM. 

8811140479’ 

FOIA 


FLOWERS.F.O. 

8611100055* 

XPORTLIC 

ERNST.M.L 

8611020165* 

50-413 

0 

FELTONJ M 

8811140480* 

FOIA 


FLY.E.H. 

6811030234’ 

CONTRACT 

EnNST.M.L. 

6611040008 

60-260 

0 

FELTON.JM. 

6811170353 

FOlA 


FLYNN.H.J. 

6611040157 

60-443 0 

ERNST.M.L 

6811090065 

50-425 

A 

FEITON.JM 

6B11180I99 
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GRIMSLEY.DH. 

GRiMSLEY.D.H 

GRIMSIEY.OH 

GRIMSLEY.O.H. 

GRIMSLEY.DH. 

GRIMSLEYO H 

GRONEMYEaCL. 

GROSS, K.W. 

GROSS.KW. 

GROSS.KW 

GRUNOV.a 

GnUNSElCH.R.W. 

GRUNSElCH.R.VV. 

GHUNSEICH.RW. 

GUERRINI.LO. 

GOIOOS,A 

GUILYARD.e. 

GUINN, PR 

GURBUZ.O 

GUTMANN.H L. 

GWYNN.TP 

HAAG.RC 

HAAV'K.O. 

HACKNEV.CA 

HAOFIELO.JO 

HAG AN, J 

HAGAN.JJ. 

HAGAN, JJ 

HAGAN, JJ. 

HAGAN, J.J 

HAGAN, J.J 

HAGAN.JJ 

HAGAN, JR 

HAQAN.T.F. 

HAGAN, TF. 

HAQAN.T.F. 

HAGAN.T.F. 

HAQAN.T.F. 

HAGAN, TF 

HAGAN TF 

HAGEMAN.S 

HAQH1.MA. 

HAIflSTON.W.Q. 

HAIRSTON.W.Q. 

HAIRSTON, WG. 

HAIHSTON.WG 

HAIflSTON.W.O. 

HAIRSTON, W.G 

HAIHSTON.WG 

HAIRSTON, W.G. 

HAinSTON.WO 

HAIRSTON.W.Q, 

HAIRSTON.WQ 

HAinSTON.VVG 

HAIHSTON.WG 

HAIRSTON.WQ. 

HAIHSTON.WG 

HAIRSTON.W.Q, 

HAIHSTON.WG. 

HAIRSTON, W.G. 

HAinSTON.W.G. 

HAIHSTON.WG 

HAIHSTON.WG. 

HAIHSTON.WG 

HAIHSTON.WG. 

HAIHSTON.WG 

HAIHSTON.WG 

HAIRSTON, WG 

HAIHSTON.W.Q. 

HAIHSTON.WG 

HAIRSTON, W.G 

HAIHSTON.W.G 

HAIRSTON.WQ. 

HAIHSTON.WG 


ACCESSION SUBJECT 
NUMBER CATEOORV 


6611180200 

FOIA 

8611180205 

FOIA 

8611160204 

FOIA 

6611160352 

50-361 

6611230041 

FOIA 

6011230073 

FOIA 

6611230162 

FOIA 

601 1230211 

50 445 

8811230260 

FOIA 

6811230300 

50-445 

6611230306 

50-29 

6811230316 

FOIA 

6611280902 

FOIA 

6611260004 

FOIA 

6611260012 

FOIA 

8611280018 

50-317 

6611260020 

FOIA 

8611260027 

FOIA 

8611260034 

FOIA 

6611290260 

FOIA 

661 1230034 

40-1162 

8610250503 

50 250 

6611070016 

50-250 

6911160167 

30-250 

6811290167 

PR 

6910260074 

50-322 

6611010545 

SO -322 

8611160166 

50-322 

661 1210449 

PR 

6611220103 

PR 

681 1 160203 

FOIA 

6611060406 ' 

REVIEW cn 

6810260383 * 

50-327 

8811290460 

PR 

8611 100028 

50443 

6610250303 * 

60313 

6810260383 * 

50327 

6611210376 

I 6 E 

8811140335 * 

60-331 

661 1210260 

50 354 

8610270170 

60-354 

6611040129 

50-354 

6611150507 

50-354 

6811150511 

50-354 

66 III 8010 S 

60 354 

661 1220406 

60-354 

66 III 70073 * 

FOIA 

6611020411 * 

CONTRACT 

6611030456 ’ 

CONTRACI 

681 1070336 * 

CONTRACT 

6811070345 ' 

CONTRACT 

6611160343 ’ 

CONTRACT 

6611230167 * 

CONTRACT 

66 III 60476 ’ 

CONTRACT 

80 IIIOOI 94 * 

REVIEW GR 

6501140030 

50-269 

8610260148 

$ 0-366 

8610260070 

50 321 

6610250130 

50 424 

6610250165 

50-321 

0610250366 

50 424 

6810260163 

50-321 

6610280171 

50-346 

6610260234 

50 304 

8610260312 

50424 

8810260366 

50 321 

6610200412 

50-424 

9610310060 

50424 

6810310229 

50 321 

6610310466 

50-424 

6910310466 

50 424 

6611010065 

50-424 

6911010370 

50 424 

891 1010392 

50 424 

881 I 0 I 04 I 5 

50-348 

9911010542 

50348 

6011010543 

50-348 

8911010549 

50 424 

6911020024 

50-424 

9811020228 

50-346 

8911030006 

60-424 

8811030466 

50-424 

881 1040336 

50-348 

8911060167 

50-424 

6811090191 

50424 

9911080207 

50-346 

8811150044 

50-346 

8611150167 

50-366 


haihston.w.o. 

HAIFISTON.W.G. 
HAinSTON.W G 
p HAIRSTON.WQ 

HAIHSTON.WG 
HAIRSTON.WQ 
HAIRSTON.W.Q 
a HAIRSTON.W.Q. 

HAIRSTON.WQ. 

A HAIRSTON.WQ 

P HAIRSTON.WQ 

HAIFTSTON.W.O. 
HAIRSTON, W.O. 
HAinSTON.WG 
HAIRSTON.WQ. 
p HAIRSTON.W.Q. 

HAIRSTON.WQ. 
HAIRSTON.W.Q. 
HAIRSTON.WQ 
HAIRSTON.WQ 
HAIRSTON.W.Q 
S HAIRSTON.WQ 

S HALE.CJ 

s HALE.C.J. 

HALE, MW 
S HALL, DP. 

S HALL, DP 

S HALL,JM 

HALL.J.H. 

HALL, JR. 
HALL.jn 
P HALL.J.H. 

Q HALL.Jfi 

HALLER.W.A, 

G HALLN.CO 

Q HALLSIROM.QA. 

O HAL.TlWANGEn,J. 

HAMILTON, K.E. 

F HAMILTON, P. 

R HAMILTON.PW. 

S HAMRICKJS 

S HANNEN.ni 

S HANNCN.R.L 

S HANNliN.R L 

S HANNON, J.N 

S HANNON.JN 

HANSEN.N.W. 
HARDOun.J. 
HAROUCK.CC 
HARDUCK.C.C 
HARDUCK.CC 
HARDUCK.C C. 
HARRUCK.C.C. 
HARDOROve.T W. 
P HAHE.E A. 

S HAW-.SWI 

S HARLAN.CP. 

P HARLOW.D.S 

P HARLOW, OS 

P HARMON, PE 

0 HAHMON.P.E. 

5 HARMON, n 

R HARNER.J.W 

fl HARNER.JW. 

S HARNF.S.J L 

P HARNESS, J.L. 

S HARNESS, J.L 

S HARNESS, J.L. 

P HARNESS, JL 

S HARNOSS.JL 

O HARNESS, JL. 

F HARNCSSJ.L. 

S HARRELL, P.H 

S HARRRLL.P.H, 

O HARRINGTON, M.D 

O HAHnJS,J.C. 

Q HARRtS.n. 

V HARRIS, RE. 

P HARRIS, RH. 

O HARRIS,S 

P HARRIS,! 

P HARRISON, F. 

P HARHISON,J.J. 

Q HARRISON, JJ 

P HARRISON,JJ 

O HARRISONJJ 

S HARRISON, JJ 

P HARRISON.JJ. 


ACCESSION SUBJECT 


NUMBER 

CATECORY 

6611 150407 

50 424 

S 

O 0 IMGU 140 

60 301 

R 

noil I 60 I 5 G 

50 348 

R 

0011100205 

50 424 

P 

0011160295 

60-424 


6011100301 

I'JIV 


8011100300 

53 424 

9 

00111 70227 

60 424 


001 1170420 

50 42-1 

P 

0011170-122 

fiO 424 

S 

6011100212 

fiO 421 

s 

001110025-1 

60-349 

s 

6011100250 

60-319 

n 

0011210021 

60316 

c 

6811210363 

50 348 

s 

6611220000 

60 321 

s 

661 1220135 

50 424 

0 

0011220370 

60 ri2l 

p 

081 1220414 

50424 

V 

001 1220475 

60 424 

s 

aonoooicA 

50-321 

1 l 

001 1300301 

50 349 

H 

B 0 U 03 Q 132 * 

60-145 

Q 

801 1 lOOlOl* 

60-145 

0 

0011210321 

50 400 

R 

0011000057 

60 401 

P 

8011220179 

bO 401 

0 

0811140047 ' 

bO 323 

0 

6011040201 

50-331 

p 

8611070145 

60 331 

p 

06111/0100 

50 331 

p 

66 III 70 IGO 

60-331 

p 

0011100363 

50.131 

p 

00 IIIC 0 I 04 

60 300 

p 

0611200200 

PR 


0010250302 * 

60 400 

0 

601 IU 0160 

GO 306 

p 

0011300500 

PR 


0011210200 

&D -203 

R 

0011230250 

FOIA 


0011040007 

40 0091 


0011010343 

60 331 

n 

00112 IOUI 

60 331 

5 

0011220271 

60-331 

R 

0610200032 ' 

60-440 

P 

6011030273 * 

60-483 

F 

0611100303 

71 . 50 D 


0011200050 

50-443 

0 

60 I 02 D 0061 

50313 

0 

B 0 IO 3 10104 

60300 

P 

00(1000027 

QO -313 

P 

001 10003 M 

60-319 

P 

0011100200 

60 313 

P 

0011070021 

402260 


0011020001 * 

60-165 

V 

8011070133 ' 

60-262 

0 

001114013-1 

WASTE ncs 

ooiiiooioa 

60-322 

0 

ooinooioo 

60-322 

0 

0011010370 * 

60 327 

0 

001 1000257 * 

SO -327 

0 

0011220103 

PR 


D 8102 CD 0 I 9 

60-316 

n 

091 1 100051 

60-316 

R 

6611010403 

6 Q -325 

s 

DOI 02 QD 010 

80-324 

F 

GDI 1010405 

60 324 

F 

9911000350 

50 324 

s 

901 1 100202 

50-325 

s 

881114 D 024 

60-355 

6 

0011 IS 04 IO 

60-324 

0 

9011150401 

60 325 

5 

0911160111 * 

60-285 

0 

0011160494 * 

60-285 

0 

6811170224 

PR 


0 BIIO 10 I 70 

60-300 

A 

66111602 U 

60-340 

F 

9011060070 * 

60-209 

F 

8911000352 * 

60-319 

0 

0911170270 

FOIA 


9911160491 

50-325 

s 

0811150410 

60-324 

n 

9910260443 

SO -454 

0 

6010280217 

50-481 

Q 

9810310465 

60-346 

0 

9911020422 

50-461 

Q 

B 61 1020424 * 

50 461 

0 

8911090009 

50254 

0 


PERSONAL AUTHOR INDEX 333 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

50N.JJ 

801 lOgOS'lG 

50-310 

0 

MElTNb'R,K L 

6811210234 

50-267 

0 

HlinENBRANO.P 

0811080152 

40-8857 


hAn=l SOH.JJ 

8011000350' 

60-310 

0 

HELD,D.C 

0611290238 

PR 


HaOENBRANO.P. 

831 1090047 

40 6657 


hABSuaARGEfl.T. 

8811000280 

50 315 

F 

HELDT.P. 

8811200112 

PR 


HILDENBRANO.P 

081 1220464 

40 6657 


HART.R 0 

88110t0506’ 

WAS lb HES 

HELWlG,H.C. 

8811280010 

50 334 

H 

HILDENBRANOP 

0811230229 

40 0057 


f-ART.flO 

6611020201 

WASTE RES 

HENSCM.T.F. 

8811000240* 

REVIEW GH P 

HILL.J. 

8011160424 

60-267 

S 

HJkRF.n 0 

801107020S 

WASTE RES 

HENSLEY,K D 

0810310012 

70-143 


Hlll-WHILTON.R 

881 1040088 

50 443 

G 

vart.ro 

8011070300* 

WASTE RES 

HEROT.AL. 

6611010280 

50 330 

O 

HILL-WHILTON.R 

881 1040088 

50-443 

0 

VARr.RO 

0BU07O325 

WASTE RES 

HEflOT,A R 

0010250020 

60-261 

o 

HILLIARD DL 

8911290173 

PR 


VAnT.P D 

B8IIQ703'1‘t* 

WASTE RES 

HERDT,AH. 

0810250055 

50 269 

0 

HlNO,JA 

9811080217* 

PR 


VART.R 0 

8811170150 

WASTE RES 

HEROT,AR 

0810250288 

60-62 

0 

HINDS.J 

0010250435 

50-456 

S 

VART.RD 

8011230108 

WASTE RES 

HERDT,AH. 

8810250351 

50-302 

Q 

HINOS.J 

soil 1400 98 

50 457 

s 

VJknT.RO 

8811230201* 

WASTE RES 

HERDT.A H, 

0810250355* 

60-302 

o 

HINDS.J 

8311220424 

50-456 

S 

VJkRT R 0. 

801 lOlO'lOO 

WASTE RES 

HEnDT,A.R. 

8810250370 

60-400 

o 

HINDS.J.M. 

8811030420* 

50-456 

o 

KARTvE.CE 

0011200330 

PR 


HERDT,A.R. 

6010260139 

50-338 

o 

HINOS,JM 

8811140097 

50-295 

s 

KARVERKE 

88tf2l0243 

PR 


HeROT,A.fl. 

8810270033 

50-400 

0 

HINSON L 

0B1O26O4I6 

50-344 

s 

KARVE»’,SP 

8810250315 

60-403 

F 

HERDT,AR. 

8810310498 

60-426 

Q 

HINSON.L 

8610250429 

50-044 

s 

KASIIMGS.PS 

8011100160 

50 207 

P 

HEnOT,Afl. 

8810310500* 

60-425 

o 

HINSON.L. 

8B10250442 

SO 344 

s 

HATC-mO-G 

80112200<‘.6* 

50 262 

P 

HERDT,Afl. 

6011030018 

50-395 

o 

HINTZ.O C. 

8811160505 

50-305 

o 

HAUGver.MF. 

0010200023 

50220 

P 

HEnOT,A R 

0011030036 

50-395 

0 

HIRT,JA 

6810250290 

50-307 

s 

KAUGVEY.MF. 

0811020013 

50 410 

P 

HEnOT,A R. 

0011030055 

50-280 

0 

HIRT.JA 

6011040092 

50-387 

s 

HAUGHEV.Mf- 

0811030153 

50-220 

0 

HERDT,A.n. 

8811030126 

50-250 

Q 

HISER.AL. 

0811110092 

NUREG 


HAUGHEY.MF 

8811040003 

50-410 

P 

MERDT,A.R. 

8811030145 

60-280 

O 

HITCH.J.W 

8011100271* 

FOIA 


HAUGHEY.MF 

8011000428 

50-220 

P 

HEnDT,A F) 

0811030155 

50-425 

O 

HITCH.J.VV. 

881121033?* 

FOIA 


HAUOHev.MF. 

8011000457* 

50-220 

P 

HERDT,Afl. 

8011030150* 

50425 

O 

HOBE.M A. 

0811220336 

50. 1 55 

F 

HAUOHEV.MF 

0811140143 

50-220 

P 

HEROT.A.R. 

0011030200 

80-250 

0 

HOQE.M A. 

081 1220384 

50-155 

F 

HAUO-'EY.MF 

6011 140206 

50-220 

P 

HEnDT,A.R 

0011030227 

50-250 

Q 

HODES.R S 

6811103243 

PH 


kai..g-ey,mf 

8811100008 

50-410 

P 

HERDT,A.R 

8811030315 

50-395 

0 

HODGDON.A P 

0011040077 

40 2061 


KALGhEY.MF 

0811160576 

60-220 

P 

HEROT,AR. 

8011030320 

50400 

o 

HODGES.M,W. 

0707230303* 

50-400 

P 

KAUGHEY.M F. 

8811170277 


Q 

HERDT.A n. 

6611030347 

50 250 

0 

HODQES.M.W. 

8700080453’ 

50-400 

P 

HA'JGHhEY.C 

0011300005* 

50-445 

Q 

HERDT.A R. 

0011030350 

50-400 

0 

HODQES.MW. 

0711020106* 

50-335 

P 

HA'JQHKEY.CJ. 

0011170275* 

50-354 

Q 

HERDT.A R. 

0011030354* 

50-400 

0 

HODQES.M.W. 

0BO63OO422* 

50-498 

P 

HAVERKAMP.O.fl 

8811030060 

60-271 

Q 

HEROT.A.R. 

0811000330 

50-305 

0 

HODGES, MW. 

6608320213* 

50-317 

P 

HA\iERKAUPO.R 

801I100D17* 

50-20 

Q 

HERDT.A.R, 

8011000301 

50-348 

Q 

HODGES, MW. 

0009200178' 

60-412 

P 

HAVERKAVP.O.R 

8011160302* 

60-271 

0 

HERDT,A.fl. 

0011000393 

60-324 

0 

HOONETT.HM 

6011110066* 

FOIA 


KAVERKAMP.D.R. 

0011210355* 

60-225 

Q 

HERDT.A R. 

6011100235 

50-369 

0 

HOONEH.R.M 

6611110072* 

FOIA 


TU'iVK(NS.E.F. 

0011010530' 

408857 


HEROr.A R. 

061 1220213* 

60-260 

0 

HOFFMAN.O.P, 

6611000241* 

60-155 

P 

HAWKINS.E F. 

8811020140 

WASTE MQT 

HEnOT.A,R. 

0811230219 

50-425 

0 

HOFFMAN, O.P 

6611080305 

PR 


HAMKI'^S.E P 

0811020202 

WASTE MQT 

HERDT,A.n. 

0811230433 

50-425 

0 

HOOG,J.F 

0610200261 

SO-403 

s 

HAhViSS £ P 

0011020303 

40-3453 


HBRDT.AR. 

8011230493 

C0335 

0 

HOQQATT.C R 

6611010069* 

FOIA 


HAM^MSEP. 

001 1020335 

40-0684 


HEnNAN.n.W. 

8810370115 

50-280 

p 

HODGAn.C R. 

6811010076* 

FOIA 


HAWKINS E F. 

0811030037 

40-3453 


HERNAN.R.W. 

8010270374 

50-289 

p 

HOKEL.B.W. 

6011030063* 

REVIEW GR P 

HAWMNS.E F. 

0811030100 

40-6004 


HERMAN, R.W. 

8011040265 

50-289 

0 

HOLAHAN.Q M. 

6010200112* 

60-263 

P 

HAWKIN5.E P. 

8811100164 

40-8504 


HERNAN.R.W. 

8011000105 

50-289 

F 

HOLAHAN.G.M 

6010260262' 

50-536 

p 

HAWKIKS.EP. 

0011100165* 

40-0604 


HERRINQTON.J.8. 

6610370450* 

60-322 

P 

HOLAHAN.Q.M 

6011010200' 

50-07 

p 

HAWKIN8.E.P. 

0011220047 

40-0452 


HERRLE.W. 

8611300383 

PR 


HOLAHAN.G.M. 

0611070033* 

60 313 

F 

HaWK'NSEF. 

8011220345 

40-1102 


HERZMAN.Q.C 

6011300305 

PR 


HOLAHAN.G.M 

0611070041* 

60-368 

F 

HAWX'N 3 .B F. 

0011220357 

40 0452 


HESS.J.E. 

OO11O0OS75 

71-9224 


HOLAHAN.Q.M 

8811140062* 

50-255 

P 

HAWK NS.E F. 

8011220444 

400102 


MESSON.n.D. 

0811210238 

PH 


HOLAHAN.G.M 

8311210020 

60-461 

P 

HAWK NS.e F. 

0011230002 

WASTE MQT 

HEWARO.n.W. 

8810270370 

SO 146 

R 

HOLAHAN.G.M. 

8611230373 

60-312 

P 

KAWX,N8.£ F. 

001 1230011 

40-1341 


HEWARO.n.W, 

6811100008 

60-146 

P 

HOLCOMD.M.L 

0011100162* 

REVIEW QR P 

MAWKiNS.E F. 

6811230016 

40-5057 


MEYER, R.S 

6811010403 

40-6822 


HOIDER.AL 

8811170093 

60-302 

6 

^iAWKlNS.E F. 

8011230030 

40-0055 


HEYEH.n.S. 

6011020351 

40-6622 


HOLLANO.W.E. 

8311160237* 

60-200 

0 

FMWTHOftNE.Jfi 

0011110062 

NUREQ 


HEVefl.R.S, 

6811020-128 

40-2250 


MOLIERE. 

8a»n60220* 

50-408 

O 

HAY.H R- 

0011100159 

50-245 

F 

MEYER, R.S. 

8811030052 

40-1182 


HOLLEY.W.L. 

8011020305 

40-7086 


HAYDEAJW. 

6811300280 

PR 


HEYER.n.S 

6011030002 

40-209 


HOLLEY ,WL 

0011070025* 

FOIA 


HAY6S.0.W. 

SOI 1140220* 

60-454 

0 

HEYER.n.S 

0011030139 

40 4492 


HOLLIDAY.CA. 

8811290543 

PR 


HAYES.DW. 

8811140202* 

60-464 

0 

HEVEn.R.S. 

8811030183 

40-8504 


HOLHNGSED.M 

6611000293 

50-205 

s 

KAYES. JJ 

0010270203 

50-305 

P 

HEYER.fl.S, 

6811030213 

40-1162 


HOLLINGSEO.M. 

0011090235 

50-286 

s 

ItAYES.JJ 

0810200040 

GO 305 

0 

HEYER.R.S. 

8011030221 

40-1162 


HOLLINGSED.M. 

0011220125 

60-285 

s 

HAYES JJ 

8011020015 

60-305 

p 

HEYER.R.S. 

0011030222 

40 6822 


HOLLOWAY .C J. 

0512130308* 

50-390 

A 

HAYES.JJ 

8811030154 

50-395 

p 

HEYER.nS. 

8811030203 

40-6622 


HOLLY.J.T. 

8611100139* 

50 305 

P 

HAYES.JJ 

8811030208 

50-395 

p 

HEYER.n.S. 

8811030345 

40-2259 


HOLLY.J.T. 

0011160139* 

SO 305 

P 

IIAYES.JJ 

6811040190 

50-305 

p 

HEYEH.R.S. 

8811230327 

40- 0452 


MOLLY,J.T. 

0811160130* 

£0-305 

P 

HAYES.JJ 

0011040209 

60-305 

p 

HlATT.at. 

001 1010324 

PR 


HOLMAN.G.S. 

6811090179* 

FOIA 


HAYES.JJ 

0811000200 

50-305 

Q 

HIATT.S.L. 

0811020047 

PRM 


HOLMESRAY.P. 

6610250257* 

50-302 

Q 

KAVES.JJ 

8011080247 

50-395 

P 

HIATT ,S L. 

8811020161 

PR 


HOLONlCH,J.J 

0811040373* 

WASTE WGT 

HAYES.JJ 

8011160503 

60-305 

P 

HIATT.S.L 

8811080326 

PR 


HOLONICH,J.J. 

8811060010 

WASTE MOT 

HAYES.JJ 

0811170361 

60-395 

P 

HIATT.S.L. 

801 1 160404 

PR 


HOLONICH,J.J. 

0611100170* 

WASTE MQT 

HAVNESJO 

0810250273 

60-529 

S 

HIATT.S L. 

08IU60S78 

PR 


HOLONICH.J.J 

6811230178 

WASTE MOT 

HAYASS,JQ 

8810270000 

60-530 

s 

H/CKEV.J.e. 

8811020005' 

REVIEW OR P 

HOLSTRAGERW-J. 

0011140267* 

REVIEW GRP 

MAYhES,jQ 

6011010016 

50-520 

8 

HICKMAN.O.E. 

8810260120 

50-206 

P 

HOLT.B.J. 

6811160414' 

FOIA 


HAYNES.J G. 

0011000216 

50-520 

S 

HICKMAN.D.E. 

0010260143 

60-361 

P 

HOLT.GJ. 

6811160417* 

FOIA 


HAYNES.JQ. 

8811000221 

60-529 

s 

HICKMAN.O.E. 

0810310136 

60-361 

P 

HOLT.B.J, 

6611160423* 

FOIA 


HAYNES JQ 

8811160133 

6O-S20 

s 

HICKMAN.D.E. 

8811010420 

60-301 

P 

HOLT.B J 

8811160510' 

FOIA 


HAYNES.J G. 

8011150179 

50-526 

R 

HICKMAN.J. 

8811170096* 

CONTRACT 


tlOLTZSCHER.O.L 

8011030280 

60 461 

S 

HAYNES, J.G 

6011160307 

60 620 

P 

HICKS.M.M. 

0011200194 

PR 


HOLTZSCHER.D.L. 

0611070240 

EO 461 

F 

HAVNES.J.G 

0811170211 

60-630 

s 

HIGQINBOTHAM.L. 

8811140226* 

FOIA 


holtzscher.d.l. 

6811100125 

60-461 

H 

HAYNES, J.G 

8011210264 

50-628 

n 

HIGQINDOTHAM.L. 

8811140235* 

FOIA 


HOLTZSCHER.D.L. 

B81I14010I 

PRM 


HAYNESWORTIW. 

0011160222 

50-201 

R 

HIQQINS.J. 

6810310164 

60-247 

S 

HOLTZSCHER.D.L. 

8811160030 

60-461 

P 

HAXLE,AJ. 

001 1000280 

PR 


HIQOINS.J. 

6811070036 

NUREQ 


HOLTZSCHER.D.L 

8811180185 

60-4&1 

S 

HEINIEINDE. 

6011180047 

60-403 

s 

HIQ01NS.R B. 

0011100225* 

FOIA 


HOLTZSCHGR.O.L 

8011210336 

60-461 

V 

HEIHT2.JH. 

8811230051* 

FOIA 


HIQGINS.n.Q. 

88IUQ0273* 

FOIA 


HOLTZSCHER.D.L. 

0811220020 

60-461 

R 

HeiTNeR,K.l. 

0610280168 

50-267 

p 

HIQOINS.R.O. 

8011230119' 

FOIA 


HOLTZSCHER.D.L. 

8811220035 

50-461 

P 

H6ITNER,K.L. 

8811040344 

50-267 

s 

HIQOINS.R.B. 

0011230166* 

FOIA 


HOLTZSCHER.D.L. 

0011290530 

PR 


HSHNER.K.L, 

8811070053 

60-267 

p 

HIQHFILL.K.L. 

881 1210209 

50-293 

R 

HON,A.L. 

8810310553* 

60-206 

Q 

V6ITNEHK.L, 

0811080248 

50-267 

p 

HILOCNBRANO.P- 

0811070066 

40-8357 


HONEY, J.E. 

0011150402 

40-3302 


KElTN£a,K.L 

8611000004 

60-28? 

0 

HaOENOnAND.P. 

8811080118 

40-89S7 


HOOD.D.S 

0611040118 

60-360 

P 

HEITNER.KL, 

8811170365 

60-267 

p 

HILDENBRANO.P. 

6611080140 

40-0057 


IIOOO.D.S 

8811160027 

50-360 

Q 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATECOSY 

HOOO.OS. 

eaniAoue 

60-269 

P 

HUNSTAO.AA- 

6611030162 

50-292 

S 

JOHNSOH.A 0 

6R11070006' 

SO 526 

0 

HOOO.D S. 

0611230440 

60-369 

P 

i(UNr,M.O. 

8RI03I0506* 

50-425 

0 

JOHNSON.A G 

6611090470 

PR 


HOOGEW 1 KO.M s 

0Bl 1090258* 

REVIEW GRP 

HUNT.M.D 

B81 1030021* 

50 395 

0 

JOHNSON.A G 

6611160535 

50243 

F 

HOOGEWlNO,M S 

8at10902«f 

REVIEW GR P 

HUNT.M 0 

6811030159* 

50-425 

Q 

JOHNSON.A R. 

6810260510' 

50-228 

0 

HOOK.S E 

8811230295 

50-293 

F 

MURT.RD 

89I03IOOI1 

PROJ 


JOHNSON.B D. 

68102602-15 

60 255 

s 

HOOKEH.O.A. 

8810310539' 

50-312 

0 

HVJRT.RD 

5511220421 

PROJ 


JOHNSON.B.D 

6810270025 

60 255 

R 

HOOVER J R 

8811170166 

PR 


HUSDPETIU-B 

6910250038 

50 340 

F 

JOHNSON.B D 

8611040135 

50 255 

S 

HOOVGfl.Wj. 

88111 7006H 

50-334 

H 

HUTCHISON.L. 

6511150431 

50-397 

R 

JOHNSON.B D 

6811040170 

50 155 

F 

HOPKlNS,J.A 

8310260011' 

50-266 

V 

HUTSEOAUT.J. 

6511210207 

£0-295 

S 

JOHNSON.B D 

8811150006 

60-255 

$ 

HOPKINS.JB 

6011020061 

50 424 

P 

HOnON.P.H 

8011010179 

50-390 

A 

JOHNSON, CE 

8811070313' 

£0-493 

0 

HOPKINS.J B. 

861 1040250 

60 424 

P 

ianAHiM.u.w 

6811020068 

60-457 

5 

JOHNSON, E.fl 

6011150043* 

CONTRACT 

HOPKINS.JB 

B611040301 

50^424 

P 

IGNATONIS.A J 

6811020270* 

50-259 

0 

JOHt-lSON.G 

8911090255* 

PR 


HOPKINS.J B 

8011070329 

50425 

A 

JKEOA,M 

6611100082* 

.KPORTtlC 


JOHNSON.GE. 

6611230249 

60-293 

P 

HOPKINS.JB. 

801115001 1 

50-424 

0 

IKEOA.M 

8611100066 

XPORTLIC 


JOMNSON.HC. 

6010250301' 

50-390 

A 

HOPKINS.J B- 

8611160039 

50424 

P 

lKeOA.M. 

6611160012 * 

XPORTLIC 


JOHNSON.I.M 

0911160039 

5023? 

9 

HOPKINS.J.B. 

86(1210013 

50 425 

0 

IKEDA.M 

66 IIIBOOI 6 * 

XPORTLIC 


JOHNSON,! M. 

6811210072 

50-254 

P 

HOPKINS.JB 

8811210220 

5042J 

P 

INGEBRETSON.C 

sainoooii 

50-322 

G 

JOHNSON.I.M. 

6611210145 

50-265 

P 

HOP KINS ,J 8 

6811210222' 

50-421 

P 

INGEBRETSON.C 

5611100011 

60-322 

G 

JOHNSON,! M 

8011220254 

50-254 

P 

HOPKINS.P.C. 

681 1090203' 

50-395 

0 

WGLE.S 

8011040082 

40 6857 


JOHNSON.J 

6611070150 

50-220 

S 

HOPKINS, H J 

8811040001 

406622 


IMGlE.S- 

8611230017 

40-8783 


JOHNSON.J.D 

8011100151 

PR 


KORAK.K L. 

8811230253* 

FOIA 


INGRAM.F. 

6511020346* 

REVIEW GRP 

JOHNSON J£. 

0811010117 

PR 


HORN.G a 

6810260047 

50-208 

s 

IN 6 RAM.Fl 

8611170365* 

COMMISSION 

JOHNSON.J E 

6611 160240* 

PR 


HORN.G R. 

8810260933 

50 299 

s 

1OV1N0.J.A 

851 1290387 

PR 


JOHNSON.J B 

8611090164* 

60-220 

0 

HORN.G-R. 

6611040053 

50-290 

s 

IRWIN.O.P. 

68II0I0I53 

50-322 

Q 

JOHNSON.J R. 

6811160392' 

6O-20S 

0 

HORN.GR. 

8811150393 

50-296 

n 

inW!N,D.P. 

861 1010153 

50-322 

G 

JOHNSON.J n 

6611160432' 

50 333 

0 

HORN.M. 

6811040319* 

4Q-2Q81 


IRWIN, 0 P 

9611100134 

50-277 

G 

JOHNSON.J.R 

6011190129 

50-333 

Q 

HOSgy.CM 

68102 70040* 

70-1151 


tnwtN.o P 

8611100134 

50 277 

G 

JOHNSON,? 

8811230417 

60-344 

S 

HOSf-y.C.M 

6810260350' 

50-400 

0 

IRW 1 N.DP. 

681 M60329 

50-322 

G 

JOHNSON,? H. 

8610310653* 

50 206 

0 

HOSeV.GM 

6811090424' 

50-297 

0 

inWiN.D P 

5811160329 

50-322 

G 

JOHNSON.P.H 

Q0HI6O356' 

50397 

Q 

HOSEV.CM 

6811150462* 

50-280 

Q 

IRWIN.OP 

6511160334* 

50-322 

G 

JOHNSON.? H 

001 1160375' 

50-397 

0 

HOSEY.W.B 

6&10290420’ 

50-299 

0 

iBwiaop 

6511160334* 

50-322 

G 

JOHNSON.B S 

8010310283* 

50261 

f 

HOSIER, C.L. 

881T040230 

505 

R 

IfTWlN.OP 

0511160340* 

50 322 

G 

JOHNSON^ 

8810250343 

50-302 

F 

HOSIER, C.L 

6011300155 

PR 


IRWIN.OP 

6811 160340* 

60-322 

G 

JOHNSON, SC 

8011210093 

70-143 


HOSTEaCfl.C J. 

6811100244 

WASTl; RES 

IRWIN.OP 

8911260022 

50322 

0 

JOHNSON,!. 

8011170042* 

60-277 

0 

HOUSE, we 

8811290001' 

FOIA 


IRWIN.OP 

6911290022 

50-322 

G 

JOHNSON.W D 

0610250393* 

60-313 

0 

HOUSHOLDEaw.R. 

8811040080 

71-4909 


IRWIN.OP. 

6611290053 

50-322 

G 

JOHNSON, WJ 

6010260169 

TOPflEP 


HOusHOGOEawn. 

8811060082 

71-4909 


iFtWIN.O P. 

6611200053 

50-322 

G 

JOHNSON.W.J 

0011010006 

TOPBEP 


HOWARD.O. 

0811140017 

60-313 

P 

JABBOUR.K N 

6811010450 

50-369 

P 

JOHNSON, W.J. 

8811030391 

50 601 

K 

HOWARD, DB 

£811010115 

50-313 

P 

JABOOUR.K.N 

&0M03C3S2 

6t)36& 

P 

JOHNSON.W.J. 

8811040078 

50 601 

A 

HOWARO.O R 

8811010213 

50-313 

F 

JABSOOft.K N 

8611060266 

50 413 

P 

JOHNSON.W J. 

0811210025 

5I)'601 

A 

HOWARO.OR 

8811010434 

60313 

P 

JA800UR.K N 

661 1210104 

50-413 

P 

JOHNSON, WJ 

6811210373 

SO-601 

K 

HCWARO.O.B. 

861 1020280 

50.313 

P 

JACK1W.IN 

8611030143* 

50 155 

0 

JOHNSnUD,J H. 

0611140060 

PR 


HOWAflO.O.n. 

6811090008 

50-313 

P 

JACKIW.IN 

8611 170243* 

50-263 

Q 

JOHNSTON, G W. 

8811160511* 

50-381 

V 

HOWARD, O.R 

8611090509 

PR 


JACKSON.G. 

6611060365* 

71-4909 


JOHNSTON, H 

6811060461 

PR 


HOWARO.O.B. 

6611210129 

50-369 

P 

JACKSON.G 

6611170365* 

71-501 


JOHNSTON.J n 

8B1 1000231 

50155 

ft 

HOWARD, O.R 

6611210354 

50-319 

R 

JACKSON.G 

6611160265* 

71-62 


JOHNSTON, WV 

6307050396* 

50-456 

f 

HOWARD.N.H 

8611290334 

PR 


JACKSON.G. 

6011230172* 

71-9181 


JOHNSTON, W.V 

6502150461* 

60-454 

f 

HOWAfl0.fl W. 

8atC28<lQ60‘ 

50-322 

Q 

JACKSON.HR 

6611180314* 

FOIA 


JOKUMATO,J, 

0611300204 

PR 


HOWARO.OR. 

8811210045 

50-366 

R 

JACKSON.HR 

86M2I0320* 

FOIA 


J0NAS.5A. 

8811040146 

60-443 

Q 

HOWB.A J, 

5811100277 

60-400 

S 

JACKSON.H R 

8811210323* 

FC^A 


JONAS.SA. 

6811100036' 

50-443 

0 

HOYE.b 

8811100053 

PR 


JACKSON.J 

6611030165 

50 27? 

F 

JONAS.S.A. 

8811100042 

50-443 

G 

HOYE.M. 

8811000507 

PR 


JACOeY.D.l 

6611220047 

40 8452 


JONAS, S.A. 

6611100054* 

50 443 

0 

HOVtE,JC. 

8510310341 

COMMISSION 

JAFFE.OH. 

9610200091 

50-423 

P 

JONAS.SA. 

8811160251 

60-443 

Q 

HOYLE.JC 

6811030149 

COMMISSION 

JAFFE.O.H. 

68I1I70II3 

50-245 

P 

JONA5.S.A 

6811160251 

50 443 

Q 

HOYLE.J M. 

8611110043 

PR 


JAFFE.OH. 

6611170373 

50-423 

P 

JONAS.SA 

88111602SI 

50-443 

Q 

HU.M. 

6611210366' 

50-301 

0 

JAFFE.OH. 

9911170405 

50-423 

P 

JONAS.SA. 

8ei110O2&1 

50-443 

Q 

MU.M.M 

8611140047' 

60-323 

0 

JAFF6.H 

6811140242 

60*322 

H 

JONA5.S A 

6811160353 

50-443 

0 

HU3ER.M.P. 

8811020425* 

60-461 

0 

JAOFR.tE 

6611020142 

PR 


JONES.C W. 

8811030063' 

REVIEW GR P 

HUCK.PJ. 

661(070312 

WASTE RES 

JAK6JE 

6811020360 

50-271 

f 

JONES.O. 

6810250306 

71*9210 


HUDSPETH, J.0 

8810160287 

80 348 

F 

JAMES.T.G. 

6611290453 

PR 


JONES, D.F. 

0611040040 

PROJ 


HUOSP61H.J.8. 

6510250432 

60-346 

F 

JAM1SON.JO. 

8611070032 

50-397 

F 

JONES.D.W. 

8010270027' 

70-27 


HU0SPETH.J.6. 

0610260464 

60-346 

F 

JANGJC 

8611090164* 

50-245 

Q 

JONES, R.K. 

8811030261 

40-8961 


HUDSPE rH,J.S. 

6811030206 

50-348 

f 

JAPE.F 

68I02S0290’ 

50 62 

0 

JONES.S.B. 

8610250260 

50-260 

S 

HUOSPETH.J.a. 

8911160020 

60-346 

F 

JAPC.f 

6611330038’ 

50-395 

0 

JONES, T.E 

081 1210313 

50-334 

K 

HUETEfl.LJ 

881 1070367' 

40-7604 


JAPE.F 

0911030319* 

50395 

Q 

JONES.T.M. 

6811090356 

50-324 

S 

HUETER.l J. 

6611070369' 

40-7604 


JAPG.F 

08IIO3O331* 

50-400 

0 

JONES.we. 

8610250391' 

50 456 

0 

HUETER.LJ, 

6611070370* 

40-7604 


JAPE.F. 

8811220226* 

50-425 

0 

JONSOSl.l M 

0010200394 

50-265 

p 

HUnER.LJ 

8611070371' 

40-7604 


JAPE.F 

6611220434* 

50-425 

0 

JORDAN, £.L. 

8804130427’ 

PR 


HUETERUJ. 

8811070372' 

40-7604 


JAPE.F. 

8611220494' 

50-335 

0 

JORDAN.E L 

6010200406 

REVIEW QB r 

HUEY.FH 

6610310563* 

50-206 

G 

jauoon.jp. 

06103 10165 

50-200 

s 

JORDAN, EL 

8811160110 

REVIEW GR P 

HUGHES, OR 

6811110074 

PR 


JAUOONJ P 

661 1080062 

50-362 

s 

JORDAN.E L 

6811160179 

REVIEW GRP 

HUGHES,© B 

9811150388* 

60-361 

P 

JAVORIKA 

6610250101 

50-454 

s 

JORDAN.E L 

8011230144 

50-415 

p 

HUGHEY, C A. 

8811160450* 

70-1113 


JEFFERSOM.ME 

8811210416’ 

FOIA 


JORDAN.M 

8011000026* 

SO 461 

V 

HUKIU.H D. 

0610270368 

50-289 

0 

JEFFEHSON.R M. 

6611040141 

PR 


JOROAN.M J. 

6811020081* 

60-155 

V 

HUKH.I..H.O. 

9610260330 

50-269 

S 

JEFFEBSON.RM. 

6611160400 

PR 


JOSIGF.R.WA, 

0011160104 

60-280 

5 

HUKIUt.H.D, 

8611160063 

50-289 

0 

JENtSON.K 

68II0I02I6* 

60-327 

Q 

JOSIGEfl.W.A 

0811220386 

50-286 

n 

HUKILL.HO. 

6811220075 

50-289 

Q 

JENISON.K. 

8811090431* 

50-327 

0 

JOSIGER.WA 

6611220454 

50 288 

s 

HUKll,L.HO. 

6611220102 

60-289 

F 

JENISON.K 

6611150146* 

60327 

Q 

JOYCE, T. 

8010260304 

50455 

$ 

HUKILL.HO. 

6811220410 

50-209 

R 

J£NfSON.K.M 

8811030372* 

50-327 

Q 

JOYNER 

8811170296 

I4E 


HUMBERT, 0. 

8811220089 

PB 


JEN)SON.XM. 

6811090257* 

50 327 

0 

JULIAN.C.A. 

8610310340 

50-321 

t 

HUWPHREYS.L.L. 

661 1030012 

60-219 

R 

JENSENJ1. 

68II2IO260 

50.354 

R 

JULIAN.CA. 

8810310348 

50-260 

p 

HUNOER.G.A. 

8611210384 

50-277 

R 

JERICHO.O-A 

6611170231 

PR 


JULIAN.C.A 

8810310362 

50-250 

p 

HUNSAOER.SC. 

8811040374 

50-456 

P 

JERHETT.1.E. 

8611110206 

PR 


JULIAN.CA. 

6811030256 

M-413 

Q 

HUNSAOER.S.C. 

6611180196 

50-457 

P 

JOBECK,T 

8811220155 

PR 


JULIAN.C.A 

8811090263 

50 424 

V 

HUNSADEfl.S.C. 

6611220169 

50-457 

P 

JOHANSEN.J 

6810310167 

l&E 


JUNJLING.T.L 

8811230355* 

FOIA 


HUNSAOER.S.C, 

6811220460 

50-456 

P 

JOKANSENJ. 

6610310520 

l&F 


JUR,T.A 

8811290016* 

FOIA 


HUNSANOERS.C. 

6611140390 

60 45S 

P 

JOHANSEN.J.M 

8011070062* 

FOIA 


KAOAK.A C. 

6811090484 

PHM 


HUNSTAD.AA 

8810250307 

60-306 

S 

JOHN.R. 

8811040022* 

WASTE MGT 

KAHLE.J.B 

8811030170* 

50-269 

0 
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AUTHOR 
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SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

KAh.LE J B. 

80H150<150’ 

70-1113 


KENNEDY,E E 

6611040065 

40-8903 


KNIGHT.BE 

8811160281 

70-143 


KALMAN.G 

e01l0602'l0 

50312 

P 

K£NN£OV,E E 

6811040237 

40-8903 


KNIGHT.S P. 

8811220104 

40.8027 


KALMAN.G 

0811230378* 

50-312 

P 

KENNEOY.E.M 

08I0260410' 

SO 293 

P 

KNIGMT.S.P. 

881 I22010A 

40-8027 


KALWAN.J F 

8611110184 

50-312 

P 

KENNEDV.JD 

6811210415 

PH 


KNIGHT, S.P. 

8611220354 

40-0027 


KAMh'F.nER.C 

6810310010 

STATE PROG 

K€NNEUV,JE 

6011040373* 

WASTE MGT 

KNIGHTON, G W. 

8810260147' 

50-361 

P 

KAMI.'ERER.C 

68110901/6* 

PR 


KeNT,A P. 

6011150442 

60-190 

R 

KNIGKTON.G W. 

8810260446' 

50-520 

P 

KAA>MERER.C 

8811160465 

STATE PROG 

KEPPLER.J.G 

6708270295* 

60145 

A 

KNIGHTON.G.W. 

8810260162* 

50-520 

P 

KANE.G E 

8811080049 

50 330 

S 

KEPPLER,J.G 

8709170360* 

60-445 

A 

KN'GHTON.G W. 

8810310103' 

50-206 

P 

KANE.Q E. 

88(1180221 

60-330 

S 

KEPPLEfl.JG. 

8709290532* 

50 445 

A 

KMGHTON.Q W. 

8810310122' 

50-2U6 

P 

KANE.Q E 

8811210208 

50-330 

S 

KERCH,!! W 

0611090352* 

50-316 

Q 

KNIGHTON, G W. 

8810310142' 

50-361 

P 

KAWeOE. 

8811220355 

50-330 

S 

KEHKMAN.R.W 

6611160297* 

FOIA 


KNIGHTCN.G W. 

881 1010455- 

50-361 

P 

KAME.W F- 

8811070114 

50-219 

0 

KEHR.GW 

6011090117' 

REVIEW GR P 

KNIGHTON, G W. 

881 102024 1 ' 

50-206 

P 

KA.Ne.WF. 

6811080323 

50-277 

0 

KERR.GW 

8811 140168* 

REVIEW 

GR P 

KNIGHTON.QW. 

6811030163* 

50-528 

P 

KA.N£.WF. 

6811160021* 

50 293 

P 

KERR.W 

8811 150410 

50 203 

0 

KNIGHTON.G W. 

8011030223' 

50-528 

P 

KANE.WF. 

8811160250* 

50 293 

P 

KERR.W. 

8811150412 

ACRS 


KNIGHTON.QW. 

8811150444 

60-530 

P 

KA-NE.WF. 

8811210349 

60 225 

Q 

KERR.W. 

801 1 150414 

ACRS 


KNIGHTON.G W. 

8611220256 

50-528 

P 

KANE.Wf- 

8811220157 

50 245 

0 

KERR.W 

881 1 150418 

ACRS 


KNIGHTON, G.W. 

8311230401* 

50-206 

P 

KA.NQ.BK 

8811160345 

XPOHTLIC 


KERHY.J 

8010260328* 

60-293 

U 

KNIGHTON.QW. 

8811230420' 

50-206 

P 

KANSLER.MR 

8811220247 

50-200 

s 

KEHRY.J.F. 

8810260327* 

50-203 

U 

KNODE.R 

8611030276 

40-fl029 


KAPIAW.A 

8810250174 

50-440 

Q 

KERRY.J F. 

8610310020* 

60 293 

U 

KNODE.R 

8611070110 

40-0043 


KA?LAM.A. 

8810250369 

50 440 

S 

KEHSHUL.B 

CSI0250463 

50-344 

S 

KNOP.n.C. 

8610250345 

50-341 

0 

KAFLAW.A. 

8811020216 

60-440 

S 

KERSHUL.B. 

8810200299 

50-344 

S 

KNOP.RC 

0610250346' 

50-341 

Q 

KARLA tv A. 

8811070256 

50 440 

Q 

KEnSHUL.D 

6011160075 

50-344 

s 

KNOP.RC. 

0610200081 

50-183 

0 

KAPIAN.A. 

861 1 100140 

50-440 

V 

KERSHUL.B 

0011100097 

50 344 

s 

KNOP.RC. 

6610270340 

50-305 

0 

KAPLAM.A. 

8811150385 

50 440 

S 

KEUTER.D.R 

0810190249 

50-312 

s 

KNOP.RC 

8610270352' 

50-305 

0 

KAPIAN.A. 

8811220023 

60 440 

R 

khatib-rahqar 

8612120173* 

FOIA 


KNOP.RC. 

861 1010430 

50-341 

H 

KAPLAN.A. 

8811220117 

50-440 

P 

KHATlO-nAH3AR 

8701120037' 

FOIA 


KNOP.RC 

881 1220439' 

50-481 

0 

KARUN.HJ 

8810310460* 

60-245 

0 

KIOD.O.G 

081 1 180164 

PR 


KNOP.RP. 

8811220435 

60-461 

0 

KARNER.OB 

6810260517 

SO-528 

J 

KILLAfl.F.M 

8811100271* 

PR 


KNOrT6,J B 

881 1010282 

PR 


XARNEROB. 

88)0260522 

50-528 

0 

KIllAR.F.W 

sail 100271* 

PR 


KNOnS,JO. 

88III60S0& 

PR 


KARNeR.OB 

8610260526 

60-526 

Q 

KILLAR.F.M 

O81l10027r 

PR 


KNOn6,JB 

8811160508 

PM 


KARNER.OB 

6810270314 

50-530 

P 

KILLOSKY,U 

6011220154 

50-334 

H 

KNOX.E 

8811170069 

CONTRACT 


KARNEROB 

8810270360 

60-520 

P 

KINQ.l.P 

6011000331* 

SO 338 

Q 

KNUTH.O.F 

8810310153 

ORG 


KARNER O.e 

8010310195 

50-520 

F 

KINMAN,BG 

6811200313 

PR 


KNUTH.O F. 

881 1300211 

PR 


KARNEROe. 

0811010110 

50 520 

F 

KINNEMAN 

0811170296 

l&E 


KOESTeR,A.Y. 

6811230231 

FOIA 


KARNeR.D.B. 

8811030241 

50-520 

S 

KINNEMAN,J 0 

6811020074 

40-0794 


KOHN.W.D 

6811160132 

50-445 

A 

KARNER.Oe. 

6611000294 

50520 

P 

KINTNER.L L 

0010250022 

50-416 

1 

KOHN.M.O 

0011160135* 

50-145 

A 

KARAeR.D B. 

6811090373 

50-520 

J 

KINTNER,LL 

0010250029 

50-416 

P 

KOLSKY.K 0. 

0011030457 

WASTE RES 

KARSER.D B. 

8811090300 

50 520 

P 

KINTNF.R.L L 

0010200122 

50-416 

P 

KOMER.E J 

801 1290120 

PH 


KARSER.0 B. 

6611160440 

50-620 

H 

KINTNER,L L. 

6810310390 

50-416 

P 

KONWINSKI.G. 

801 1220420 

40B911 


KARrvER.OB 

6811210156 

50-520 

P 

«(NTNER,I. L 

0610310406 

50-416 

P 

konwinski.g.r 

80IIT00I65' 

40.fl6fl-l 


KARNER.OB 

6811220237 

50-528 

P 

KINTNER,L L 

8011140394 

50-416 

P 

KONWINSKI.Q.n 

801 1220345 

40-1182 


KARNER.D B. 

6611220440 

60.520 

P 

KINTNER,L L. 

0811150240 

50-410 

P 

KONWINSKI.G R 

8011220444 

40-0102 


KARNER.OB 

6611300263 

60-520 

H 

KINTNER.L L 

0011160531 

50416 

P 

KOPP.LI. 

0011290054* 

50-443 

G 

KARNOSKLPJ 

8611060036' 

WASTE MGT 

KINTNER.L.L 

08UI70410 

60-416 

P 

KORNASIF.WIC2,R 

8011110041 

NUREG 


kasn-cki.6a 

0810260322' 

70-143 


KINTNER.L L. 

0011100041 

SO 416 

P 

KORNASIEWiCZ.n 

0011110001 

NUREG 


KASN’CKl.OA 

8311020374' 

701113 


KINTNER.L L 

0011100150 

50-416 

P 

KOSHY.T 

0010310405' 

60-209 

0 

XATIS.M.A 

0811290316 

PR 


l<lRK.J.n 

0011200430 

PR 


K0UT0‘J2IS.J.D 

0010310150 

60-247 

S 

KAY,J.M. 

6811170202 

PR 


KIRK.W.F. 

0602090181 

70-371 


KOWALSKI.S.J. 

8011070150 

70-3054 


K^,K. 

8811160397 

50-334 

H 

KIRKMAN.R W. 

8011180288' 

FOIA 


KOWALSKI.SJ. 

8011160120 

60-353 

s 

K€ARKiEY,J J. 

8811070385 

PR 


KIRKMAN.R.W. 

8811180280* 

FOIA 


KOZiNKO.n.J. 

881 1210401 

PR 


KSAfiNer.J J. 

6011300259 

PR 


KIRKMAN.n.W. 

6011160269' 

FOIA 


KOZUP.C S 

83ti040i3S 

SQ-286 

s 

KESIER,QJ. 

6811180050' 

50-203 

P 

KIRKMAN.R.W. 

0611180306* 

FOIA 


Kozup.c s. 

0311040306 

50-255 

s 

KEERJ.J 

8011100092' 

REVIEW GR P 

KIRKMAN.n.W. 

0011180330* 

FOIA 


KOZUP.C S. 

0811070020 

SO-255 

r 

KEERS^J 

0011100065* 

REVIEW GR P 

KIHKMAN.R.V/ 

8811230180* 

FOIA 


KOZUP.C s 

061 1150006 

60255 

S 

KEERS.J.J 

0011100069' 

REVIEW GR P 

KIRKWOOD.A 

8811090203* 

50-333 

Q 

KRAL.nC. 

8011210440 

60 334 

H 

KEERS.JJ 

8811100086' 

REVIEW GR P 

KIRSCll.D.F. 

80110-10310 

50 520 

0 

KRASOPOULOS.A 

8010310484* 

60-219 

O 

KEERSJJ. 

8811100089* 

REVIEW GR P 

KIRSCH.D.F 

88111002/3 

50-344 

Q 

KRAUS.CR 

8611170203* 

FOIA 


KEETON JM 

8011080026* 

60-461 

V 

KinSCH.D.F 

66III400I1 

50 206 

P 

KRAUSE, C.W. 

8011150472 

50-266 

R 

KE(MlO.RR 

881 1040146* 

70-371 


KIRSCH.nr. 

8611140012' 

50 206 

P 

KRAUSE.R W. 

6010280083 

50-298 

S 

KEIM<a.RR 

6811090478' 

70-371 


KIRSCH.DF. 

0611140091 

70-764 


KRAUSE.R W. 

8811040116* 

50-208 

s 

KE(M Q,R R 

6811150209* 

70-020 


KinSCH.OF. 

6611140207 

50-326 

V 

KRAUSKOPF.KB 

0011150324 

ADVCM 


KEIM Q.R R. 

8811210385* 

60-443 

0 

KIRSCH.DF. 

8311140213 

50-266 

V 

KRAYNIK.P. 

8B113005I5 

PR 


ke(m:q.rr. 

8811210429* 

50-244 

0 

KIRSCH.O F 

8811140210 

50 224 

V 

KHEISKER.O.L. 

80110603CG 

50-461 

F 

KEISER.H.W. 

8810310065 

50-387 

F 

KIRSCH.DF 

8011140351 

50-139 

V 

KRICH.R.M 

8011090008 

50 352 

S 

KEISER.H.W 

6810310166 

50-387 

0 

KlRSCH.D F. 

6011140354 

50 69 

V 

KRICH.RM 

0011 160146 

50 352 

s 

KEISER.H.W. 

8011030349 

50-368 

P 

KIRSCH.DF. 

6011140350 

50-113 

V 

KRICH.n M 

0011210209 

50 352 

S 

KEIBER.H.W 

8611030479 

50-307 

p 

KIRSCH.DF 

8611140361 

50-27 

V 

KR'.EGER.K 

0011030116* 

50-247 

H 

KEtSER H.W. 

8611030400* 

50 307 

p 

KIRSCH.DF 

6611140363 

50-200 

V 

KRIEGER.K 

8011030110* 

50-247 

R 

KetSEfl.aw. 

8011070159 

60-387 

0 

KIRSCH.DF. 

6611140367 

60-133 

V 

KRIEGER.K 

0011210340 

50-217 

R 

KEISER.H.W. 

0811070167 

50-387 

0 

KIRSCH.DF 

881 1 140360 

60-243 

V 

KRIMM.R.W 

0810070354* 

50 313 

F 

KEISER.HW- 

8811070173 

60387 

Q 

KIRSCH.D.F. 

8811140371 

50-626 

V 

KRIMM.H.W. 

8810310132 

50-317 

F 

KElSEft,H.W. 

8811)40073 

PR 


KIRSCH.DF 

86t))40373 

50-397 

V 

KRlMM,nw 

8811210007 

50-424 

F 

KEISER,H.W- 

8611160091 

50 387 

P 

KIRSCH.DF 

8811140378 

50-344 

V 

KRONZ.F 

0611290326 

PR 


KEISER.H.W. 

8811160261 

50-307 

P 

KlRSCH.D F. 

6611140380 

50-276 

V 

KUBtCKI.UJ. 

0810250005' 

50-346 

Q 

KELLYJ A 

8611180021* 

50-72 

0 

KIRSCH.D.F 

8G11I6Q087 

60-361 

Q 

KUDRIN, MJ. 

0011090173* 

REVIEW GR P 

KELLV.l. 

8611220386 

60-280 

R 

KIRSOPP.J.A 

8011210366 

PR 


KUORICK.J. 

8011020177 

TOPREP 


KELLV.MS- 

6011020055 

PR 


KLAGES.J 

661 1070080 

NUREG 


KUEMIN.J.L 

8011220172 

50-255 

P 

KELLV.RG. 

B8I1170272 

PR 


KLEIN.O 

8011180321 

50-192 

p 

KUH1.MAN.G C 

8611290241 

PR 


KELtV.W.J. 

8811160124* 

50-275 

S 

KLEINSORGE.WP 

8810250024* 

60-281 

0 

KUNCL.L.G 

8811070361 

PR 


KELtV.WJ. 

8611220122 

50-275 

s 

KIvlETEC.E 

8811160477* 

FOIA 


KUNCL.LG 

0011080184 

50-200 

P 

KEIMERS.A D. 

8611160223 

WASTE RES 

KMETEC.E.P. 

7907100084* 

FOIA 


KUNOWSKI.M.A 

8011010525* 

50-440 

0 

KEMPER, J.S 

6610260400 

50-353 

F 

Kli4ETEC,E P 

7007100090* 

FOIA 


KUNOWSKI.M.A. 

8811040203* 

REVIFiW GR P 

KEMPER, J.S 

86)1010362 

60-353 

O 

KMfTEC.E P. 

8602110528' 

FOIA 


KUNZ.fiJ. 

8605090340' 

REVIEW GR P 

KEMPER, J.S 

6811040068 

50 353 

A 

KNAPP.M R. 

8811110109* 

PR 


KUNZ,R.J. 

8611100074' 

REVIEW GR P 

KEMPEaj.S 

8311160265 

50-353 

A 

KNEPSIIIELO.I 

0610260435' 

70-364 


KUNZ.RJ. 

8011100116' 

REVIEW GR P 

KEMPER.W. 

8811150269* 

60-312 

P 

KNICELEY.J.R. 

0010310481* 

60-346 

0 

KUNZ.R.J. 

8811100120* 

REVIEW GR P 

KeM''F,CR 

8811070043 

NUREG 


KNIEL.K 

0612040220* 

FOIA 


KUNZ.fi J 

8811100122* 

REVIEW GR P 


AUTHOR 

ACCESSION SUBJECT 


NUMBER 

CATEGORY 

KUN?,HJ 

fiStiiG0l26‘ 

REViELV GR P 

KUN/,n J 

8611100129* 

REVIEW GRP 

XON2.RJ 

8811103132* 

REVIEW GR P 

KUNZ.n i 

eCTUOOUO* 

neviF.w GR P 

KUN2 H J 

88ttlOOM2' 

REVIEW GR P 

XUNZ.RJ. 

8611IA0139‘ 

REVIEW GR P 

KUPCRMAH.A J 

8B1 lO'JO^a-l 

FO'A 


KljPPERMAN.OS 

8811010260 

HUREG 


KUPPEHMAN.OS 

8811 ri004<i 

NUREG 


KUZO.G B- 

061 lOOO'lE'l' 

£0 297 

O 

KYl.e.0 J 

B6U030103’ 

XPOflTLIC 


KYLE.OJ 

8811030214 

XPORTl.'C 


LABARGEOE. 

8810280192 

50-333 

P 

labargeoe- 

8611100284 

50 333 

P 

LABARGE.Oe 

861 1 140220 

50-333 

P 

LABARGEOE. 

8811150130 

50-333 

P 

LABAROE D E 

881 1 1 70034 

50-333 

P 

LAQARGC.OE. 

8611170124 

60333 

P 

LABARGEOE 

8811229019 

60 333 

P 

LABARGEOE 

8911220447 

60-333 

P 

l ABARGE 0 L 

8811210204 

50-333 

P 

LABONTE.W.T 

8610250143 

50302 

S 

LABRUNA.S. 

8610250380 

50 272 

0 

LA0RUNA.S 

8811070276 

50272 

p 

LARRUNA.S 

8811060146 

50-272 

Q 

LAenUNA,S. 

8811160401 

S0 311 

P 

LABRUNA.S 

0811210114 

SO-272 

p 

LA6RUMA,S 

0811220290 

SO-311 

0 

I.ACKER.0 K, 

8811020403* 

REVIEW GR P 

LAGKER.O.K 

6811020086 

pn 


LACKER, OK 

8811020195 

PR 


UGALLT.H 

Q81 1210386* 

50-301 

a 

LAGGART.W W. 

8011220003 

50 219 

p 

LAGOEIJ. 

8011140246 

50-410 

s 

LAGOE.LJ 

0811160534 

60 410 

s 

LARn.TN 

7003060532* 

REVIEW GR P 

LAHR.T.N 

7908010093' 

REVIEW GR P 

LAHR.T.N. 

83081 10297* 

REVIEW GR P 

LAhfl.T.N. 

8811020337' 

REVIEW GR P 

LAHR.IN. 

681 1040332' 

REVIEW OR P 

LAHR.T U. 

0811040331' 

REVIEW OR R 

LAHR.T.N 

8811040341' 

REVIEW GR P 

LAHR.T.N. 

6611040363* 

REVIEW GRP 

lAHR.T N 

8811090080* 

REVIEW GR P 

LAHR.TN 

6811090447* 

REVIEW GR P 

LAHR.TN 

09I10904S4* 

REVIEW OR P 

LAHR.T.N. 

8811100001* 

REVIEW OR P 

LAHR.T.N, 

8611100005* 

REVIEW GR P 

LAHR.T.N. 

8011100008* 

REVIEW GRP 

LAHfi.T N 

6811100018' 

REVIEW GRP 

LAHn.T H 

6811100018* 

REVIEW GRP 

lAHS.W.R. 

091101Q016* 

FOlA 


UHS.W.R, 

8811010035* 

POIA 


LAHS.w n. 

C8110 10029* 

FOIA 


LAHS.LV R 

6811010090* 

F01A 


LAHS.Wn 

0911010104* 

FO-'A 


LAHS.WR. 

8811080007 

PR 


lAlNAS.G C. 

8011040259' 

50-311 

p 

lAlNAS.OC 

6811100013' 

50-410 

p 

LAMASTRA M A 

6804040220- 

FOIA 


LA'AASTRA.MA 

8611020376' 

REVIEW GR P 

LAWASrRA.M.A. 

8611100071' 

FQiA 


LAMOEflr.P.A. 

6011230066* 

S04S6 

p 

lAMONT.B A. 

8811280140 

PH 


LANCASTER.W.K 

8611210365* 

60-443 

0 

lancet.r t. 

0811020000 

PR 


LANOIS.O A 

6011290088 

PR 


LANOIS.R 

881 1290517 

PR 


LANEY 

0611030013 

SO-219 

a 

LANGE, £>. 

6011170042' 

50-277 

Q 

LANGE .0 J. 

661I09D355 

60-354 

V 

LANQFCnO.O 

8610280026 

50-247 

p 

LANGFORD, 0. 

001 1170341 

50 247 

p 

LANGFORO.O. 

6811I703S6 

50-24 7 

p 

LANGSTON.NE. 

8611040194 

50-313 

1 

LANKFORD J 

0611020336* 

REVIEW GR P 

LANNiNG.W.O. 

8811I800S6 

60 271 

s 

LAMNlNG.W.0 

8811300331 

so 457 

s 

LANPHER.LC. 

8611100127 

60-322 

G 

LANPHEH.L C 

8811100127 

50-322 

G 

LANPHEH.L C 

6811100127 

50-322 

G 

LANPHER.LC 

8611100127 

50-322 

G 

LAROCHE.G. 

8810260447 

40 6601 


lAttOCHE.G. 

6810260449 

40-8601 


LAROCHE, G 

8611070382* 

40-75a<'i 


LAROCHE.G. 

8811100095 

40 8601 


LAROCHE, Q. 

8811170119 

40-8801 


LAF«>CHE,G. 

8811180255 

408724 



AUT^IOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

1 AflOCHE.G E 

88l02802<>() 

40 86P0 


lARSCN.CE 

8611080174 

50 282 

Q 

LARSON.CE 

6811230437 

50 202 

0 

LAflSCW.CE 

8511300387 

M283 

H 

(A.RSON.F i 

6311220063 

PR 


lASiun 

6811030077* 

REVIEW 

GR P 

LASll.T R 

8611020224 

PR 


LASUA.SR 

8837210123* 

REVIEW GR P 

LASUK.S R 

8811160405* 

FO'A 


LATHAM SB 

881 I04G020 

60-322 

G 

LATHAMSB 

881 1040020 

50 372 

G 

LATHAM.S B 

8811040105 

£0 372 

G 

LATHAM.SB 

6611040105 

50 322 

G 

tATHAVl.SB 

6611040136* 

50327 

G 

LATHAM.SO 

8811040136* 

50 322 

Q 

LATHAM.S8 

8811040169 

50 322 

G 

LATHAM S B 

6011040169 

50 322 

G 

LATHAM.SB 

08I1040I7S* 

50 322 

G 

lATHAM.se 

88(1040175* 

50 322 

G 

LATHAM.S B 

88III6022S 

50 322 

G 

LATHAMS B 

68IM00225 

50 322 

G 

LATHAM,S,a 

6811160341* 

50-322 

G 

LATHAM.SO 

6611160341* 

50 322 

G 

lAnA.ft 

8010350175* 

50 445 

Q 

LATTA.R 

8811180045* 

50-445 

0 

IATrA.n.M 

8810250457* 

50-261 

Q 

LATTA H.M 

6611030465* 

50-261 

O 

lATZ.JC. 

86093001 10 

WASTE MGT 

LATZ.J F 

8911040377 

WASTE MQT 

LAT2.J E 

6011140310 

WASTE M3T 

LAT2.J E 

eoliPioooa 

WASTE MGT 

LAUER.NI.T. 

8610270048* 

70-1151 


LAUER.M.T 

6610260350* 

50 400 

0 

LAUEft.M T, 

66l I1S0462* 

C0-26Q 

0 

LAURA.R 

881 1090346* 

50-220 

P 

LAWHEN*Ce.NL 

601 (070335 

PR 


LA^AfiUS.WJ, 

6011010034* 

50-271 

Q 

LAZARUS.W.J 

88IIC0O23O* 

50-223 

Q 

lazarus.w j 

6611000234* 

50-219 

0 

LAZARUS.WJ 

0SIIO9COO3* 

50-309 

0 

LAZARUS.W J 

0611090020* 

50 245 

0 

LAZARUS.W J 

0811170232* 

50-213 

0 

LAZARUS.WJ 

8611210396* 

50 334 

Q 

LAZAftUS.WJ 

6611210413* 

50317 

o 

lEAX.O S 

6611020131* 

REVIEW GH P 

llathem.ae 

66060201 70* 

REVIEW GR P 

lechesma.c 

6611 140321 

50-456 

F 

LEC.e 

661 11 10202 

WT 


LEE.JC 

8611150028 

ACRS 


tec.M r. 

6611140(94 

WASTE MGT 

lEE.T 0 

6911060331* 

70 143 


LEE.Y S 

8811160263* 

50-305 

P 

(.EETO 

6811233405* 

70 2? 


LEGETTE.F 1 

0610310103 

50-261 

s 

1 CQIN.MF 

8611300473 

PR 


leOYELOV 

8611210442 

I’ft 


LGHMKUHL.O 

8011309140 

PR 


LEtTCH.O M 

66M 22039S 

50 352 

R 

I.ENAHANJJ 

6610270035* 

50-400 

0 

LENIEWfCZ.H 

6010250167 

50 454 

s 

LENNAR TZ.J A 

6010260011* 

50 265 

V 

LEOUARO.JO 

0810270066 

50322 

P 

LEONARO.JO 

8610270090* 

50322 

p 

LECNARO.JO 

8610260076 

60-322 

Q 

LGONARD.JO 

8011040279 

50 322 

F 

LEONARD J 0 

881 1070373 

PRM 


LEONARO.JO 

6811090260 

PRM 


LEONARO.JO 

08IIIIOO5O* 

58-322 

H 

LGONARO.J 0 

eeiiteoooi 

50-322 

P 

LEONARaj O 

8811220462 

50 322 

P 

LEONARO.JO 

8811230422 

50 322 

P 

LEOOV.S E 

8810250218 

60-370 

S 

LEROY^E. 

8010250370 

50-369 

S 

LEROY.se 

8010280736 

SO 360 

s 

LEHOY.SC 

B8t02a027e 

50-370 

s 

LEROY .s e. 

8810310159 

50-369 

s 

LEROr.SC. 

8811020343 

50-267 

s 

leroy.se. 

8811020347 

50-360 

s 

LEROY .S 6 

0811040139 

SO 287 

s 

LEFIOV.SE 

8811150235 

50-369 

s 

L£SSER.M S 

66IO3I0S49* 

50 413 

Q 

LeTSCHE.K.J 

881 1040020 

50 322 

Q 

LETSCHE.K J. 

0811040020 

50 322 

G 

LeTSCHE.K J 

8611040163* 

50-322 

Q 

LETSCHE.K J 

681 1040163* 

60 322 

G 

LETSCHE.K J. 

0011160213 

50 322 

G 

LBTSCHE.KJ 

0811160213 

50 322 

G 

LETSCHE.KJ 

8811160213 

50-322 

G 


AUTHOR 
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LETSCHE.K.J 

0011160213 

50 322 

0 

LF.VINE.JM 

0010250407* 

50-313 

0 

LEVINE, JM 

6811020355 

50 366 

s 

LEVINE, J M 

0811070363* 

£0-313 

0 

LEVINE, JM 

6811)40250 

50313 

0 

lEVING.jM 

6811150469 

60 358 

s 

LfcVINE.J.M. 

6811150404 

60-313 

s 

l.EVINE.J.M. 

8611150S02 

50-368 

s 

LEVIS.W 

B6110<>0412* 

50-324 

0 

LEVY.G R. 

6611150077 

50 304 

s 

LEWIS.M.I 

661I0602M 

50322 

H 

LEWIS.M L. 

6611000004 

PR 


LbWlS,S M 

0811010036 

50 320 

s 

LfWiS.S.H 

661 1010044 

50 320 

G 

LEWIS.SM 

0611230233 

50-323 

G 

LlAW.B 0. 

061122O26O* 

50-327 

P 

LlESERMAN.J 

6208110026' 

FCIA 


LieSERMAN.J. 

0710210200' 

PR 


L»EBERMAN,J 

6010250115 

50 456 

0 

LIE8ERMANJ 

8810250122 

50 461 

Q 

LIEBERMAN.J 

6610250129 

50254 

Q 

LIEBERMAN.J. 

8810260371 

70-371 


LICBERMAN.J. 

0010270338 

50 290 

0 

LIEBERMAN.J 

0810270434 

50-331 

0 

Ll£QEnMAN.J. 

6610200006 

50-235 

0 

I.IEQERMAN J 

8810280003 

50-413 

0 

LIE0tnMAN.J 

8010310167 

I6E 


(lEDERMANJ 

6810310520 

i&e 


IIUSERMANJ 

8810310525 

)SF. 


LIEBEnMAN,J 

8011020002 

70 1710 


LIE0ERMAN J. 

6611040059 

SO 202 

0 

LIEBERMAN,J 

0811070113 

60-293 

0 

L1E8ERMAM J. 

0011070216 

60 244 

0 

LIEfl£RMAN,J 

6811090010 

50-254 

0 

LIEBERMAN.J 

6611150530 

50302 

0 

LIEBERMAN.J 

681I1600D6 

50 457 

0 

LIEBERMAN.J. 

6611160367 

50 324 

0 

LIEBERMAN.J. 

6611160256 

50-260 

0 

LIEQFRMAN.J 

6611210005 

50277 

0 

LIEBERMANJ. 

0611210011 

50-160 

Q 

LIEBERMAN.J. 

6811210015 

50 277 

0 

LIE BERMAN, J 

8611210399 

50-302 

0 

LIEBERMAN.J 

0611210324 

l&E 


LIEBERMAN.J 

8811220151 

50-317 

0 

LIE8ERMAN.J 

6611220445 

Sa-346 

0 

LlEBEnWAN.J, 

8011230045 

70-27 


LIM.T.M, 

6611160295 

71-649 


LINCOLN.R.M 

6611210254 

PR 


LINDER.C. 

6811140252 

50-322 

M 

LlNDEn.R 

8610260356* 

6510250483' 

50-460 

P 

LINDFR.R 

SO'498 

P 

LINDER, n. 

6510260467' 

50-498 

P 

LINOOLJIST.T.R. 

6011060110* 

50-338 

P 

LINEHAN.JJ, 

6810270525 

WASTE MGT 

linehan.j.j. 

6611040055 

WASTE MQT 

LINEHAN.J J. 

6611040371 

WASTE MQT 

LINGHAN.J J. 

6611140177 

WASTE MQT 

LINEHAN.JJ. 

6611150399 

WASTE MQT 

LINEHAN.J.J 

86)1150180 

ViiASTE MOT 

LINENBERQER.G 

6611290050 

60 443 

0 

LINTON, T 

6611140464* 

40-3453 


LINTON, T. 

8611160516* 

40-8698 


LINVILLE.J. 

6610310166 

50-277 

£ 

linville.j. 

6B11020I20* 

50-277 

0 

LINVILLE.J C. 

6611010421 

60-27? 

n 

LlNViLLC.J.C 

0611020115' 

50-277 

B 

LINVILLE.J C 

0611020348 

50352 

p 

LINVILLE.J.C. 

8611020353 

60277 

0 

LINVILLE.J C 

8011080325* 

50-277 

0 

LINVILI.E.JC 

8811150366 

60-277 

p 

LINVILLE.J C. 

6611150394 

50-352 

p 

LINVILLE.J C 

6611160450* 

50353 

0 

LINVll.LEJC 

8611170423 

50-278 

p 

LINVILLE.J.C. 

6611220001 

50277 

fl 

LlPPiNCOTT.f.P, 

6611210116* 

50-272 

p 

LIPPOLD.W J 

8011010534 

50 317 

p 

LIPPOLD.W.J 

6611220164 

50 317 

p 

LITTLE.WS 

8611010406* 

50-259 

0 

LlTTLE.WS, 

■ 8811020270* 

50259 

Q 

LITTLE.WS 

6011030321 

SO 259 

F 

LITTLE.WS. 

631 1140243' 

50 403 

0 

LIVERMORE.H H. 

8810250)47* 

50-445 

o 

UVERMORE.H H. 

8810250175* 

50-445 

0 

LIVERMORE, H.H. 

8811030132’ 

50-445 

0 

LIVERMORE.H H 

8811030157’ 

SO 445 

0 

LIVERMORE.H.H. 

8611070237* 

50-445 

0 

LlVERMOnt'.HH 

8811150538* 

so 445 

0 

LIVERMORE.H.H. 

8611160151* 

50-445 

Q 
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JVERMOBE.HH. 

8BlltB004S' 

50-445 

0 

MACoavALD.ce 

8610310363 

71.662 


MARGULIE.S.M B. 

6811160218 

SO GOO 

G 

tiVEPWOHE.H H. 

BB1t?20409’ 

50-445 

0 

MACOONALD.CE 

6610310390* 

71-662 


MARGULIES.MB 

B8112900G3 

50-603 

G 

J2AIEK,J F. 

BB10t7034B 

50-249 

s 

MACOONALD.CE 

6610310397 

71-663 


MARIOTTEM. 

061 1 110192 

PR 


aoi'ojc 

B61 1290130 

PR 


MACOONALD.CE 

6910310401* 

71 663 


MARKLEY.M. 

001 1160109* 

50 27/ 

0 

lO.fl H. 

6611040094 

50-261 

p 

MACOONALD.CE 

6BII010457 

60-224 

P 

MAFIKLEY.M. 

6811160369* 

50 271 

0 

lO^H. 

6611070146 

50-261 

p 

MACOONALD.CE 

69II010S04 

71 659 


MARRIOTT, P.W. 

0811070247 

PR 


IOCH.EP. 

6611160406 

70-1151 


MACOONALD.CE. 

6611010509* 

71 658 


MARRIOTT.P.W 

8811170177 

50 605 

A 

lOCKERJL 

6611070384* 

40-7604 


MACOONALD.CE 

8611010511 

71-9230 


MARfliOTT.P.W. 

801 1170238 

PH 


lOCKfl OGE.WJ. 

6611220114 

pn 


MACOONALD.CE 

6811020*396 

71-642 


MARRIOTT, PW. 

081 1230039 

ICPHEP 


lOESCK.fl 

6811160096* 

50 220 

o 

MACOONALD.CE 

8611020402* 

71 642 


MAR8H.L 0. 

681 1020058 

50-353 

Q 

lOFAFIO.R. 

8811070038 

NUREG 


MACOONALD.CE 

0811070047 

71-6346 


MARSII.L 6 

081 1080147 

50-280 

Q 

IOFUN.LI 

8810270017 

60 324 

p 

MACDONAIO.C E 

6811070052 

71-860 


MAnSHALL,J S. 

0810250263 

50 445 

S 

IOFUN.L 1. 

88W270290 

60 400 

p 

MACOONALD.CE 

00 >1070055* 

71660 


MAnSHALLJ.S 

6810250465 

50 44.5 

0 

lOf\IN.L 1- 

8610310097 

50-261 

Y 

MACDONAIO.C E 

OSI 1070060 

71-9991 


MARSHALL .JS 

0310250460 

50 445 

S 

IOF1.IN.L 1. 

8811010388 

60-324 

p 

MACOONAI O.C E 

0011070152 

70 667 


MARSHALL.J.S 

8810250500 

50-445 

S 

lOFUN.LI- 

6611070032 

50-324 

F 

MACDONALD.C E 

0811070353 

71-9010 


MARSHALL.J S 

6810260167 

50 445 

S 

lOf\IN.L 1- 

6611080242 

50-324 

Q 

MACDONAIO.C E 

0011080255 

71-6561 


MARSHALL.S R. 

8011020090' 

REVIEW OR P 

lOF-IN,L 1- 

6811210344 

50-324 

P 

MACOONALD.CE 

0011000257* 

71-6561 


MARSHALL.Sn. 

8011020405* 

REVItW GR P 

IOFUIN.L 1- 

8811300236 

PR 


MACOONALD.CE 

0011000259* 

71-6561 


MARSHALL.V7 

0811020426 

50 302 

(-• 

lOGSOON M J 

0811210019 

WASrE RES 

MACDONALD.C E 

8011080061 

71-503 


MARSHAIL.W. 

0011033122 

50-302 

F 

tOGSOON M J 

6611210023 

WASTE RES 

MACOONALD.CE 

0011090068* 

71-503 


MARSHALL, W. 

0011030344 

50-302 

F 

ICMS.L 

6611100311 

TOPREP 


MACDONALD.C E. 

00II09947I* 

7I-5<M 


MARSHALL.W 

0011140044 

50 302 

F 

tONQ.Q 

681129028S 

PR 


MACDONALD.C E 

80III40III 

71-9224 


MARSHALL.W. 

881 1140048 

50-302 

F 

lONOjA 

6810250161 

70 143 


MACOONALD.CE 

081 1140344 

71-0120 


MARSHALL.W 

8011220377 

60-302 

F 

UONGJA 

6810260356 

70-143 


MACOONALD.CE. 

80III40346* 

71-9128 


MARSHALL.W Q 

0810250453 

50-446 

O 

UMGJA. 

6611030162 

70-143 


MACDONALD.C E 

OOlllSOOOa 

71-6078 


MARTIN.O.E 

8811160105' 

WASTE MGT 

lOWGJA 

8011090279 

70 143 


MACDONALD.C E 

001IIG00I5 

71-9017 


MARTIN, JB. 

0811153280 

50-528 

F 

(.OMGJA 

881 1 100217 

70-143 


MACDONALD.C E 

ooliisooie 

71-9231 


MAnTlN.JB. 

8811153207 

50 397 

F 

lONGJA 

8611210231 

70-143 


MACDONALD.C E 

001 1160047 

71-8510 


MARTIN, JB 

0811150200 

50-275 

F 

UMOJL 

6810310173 

50-327 

S 

MACDONALD.C E. 

0011160066 

71-9006 


MARTIN, J 8. 

0811150295 

50 344 

F 

lONO J.L 

6811040286 

50-326 

S 

MACDONALD.C E 

0011 160070 

71-9010 


MARTIN.JR 

6811150200 

50-206 

F 

lONOJL 

6611150103 

SO 328 

s 

MACDONALD.C E. 

80III6009I 

71-9111 


MARTIN, J.Q. 

0811150314 

50 312 

F 

U>WOJ.T 

6611030189* 

REVIEW GR P 

MACDO.NALO.C E 

0011150105 

71-9127 


MARTIN ,Jfl. 

0811180343 

50-397 

0 

lOWKE. 

6811020201 

PR 


MACDONALD.C E. 

8011150112* 

71-9127 


MARTIN.J.B 

0811160350* 

50-397 

0 

lONO.K E 

6611030409 

PR 


MACOONALD.CE. 

001IIS0114* 

71-9127 


MARTIN.J B. 

6811160352' 

50-397 

0 

ICMOni. 

6611020288 

50-289 

p 

MACDONALD.C E 

001II6012I 

71 5957 


MARTIN.R.D 

0801290040* 

50 445 

A 

lOMOBL. 

6611160055 

SO 209 

p 

MACDONALD.C 6 

0011160125* 

71 5957 


MARTIN, n D. 

0810310416 

50 200 

0 

lOM3Vil.O 

6611040103 

PflOJ 


MACDONALD.C E 

0011160120* 

71 5957 


MARTIN.fl 0. 

0810310418* 

50-20U 

Q 

lOfVQ W O 

6611080065 

PROJ 


MACOONALD.CE 

OOI1ISOI38 

719126 


MARTIN, R 0. 

081 1070160 

50-72 

0 

lOflO.W. 

6611100067 

50-443 

G 

MACDONALD.C E 

OOI1I50I43* 

71-9120 


MARTIN, RD 

6811070162' 

50-72 

0 

l0REN20.Wn. 

8611160272* 

FOIA 


MACK.M.G 

6011070300* 

WASTE RES 

MARTIN.R.D. 

081 1070171 

50-302 

Q 

10R£N20,W a 

6811160261* 

FOIA 


MACKEN2IE.0 R. 

001 1230330* 

FOIA 


MARTIN.R.D 

681 1070206 

50-72 

□ 

IOREN20.W.R. 

6611100264* 

FOIA 


MAOEOA.T.J. 

0011160007* 

60-283 

0 

MARTIN, R D. 

061 1090231' 

PR 


ioniQ.i.j 

6011010505* 

WASTE RES 

MAOISON.E 

8011000486 

PR 


MARTIN.fl D. 

8811170299' 

FOIA 


lORMANAJ 

8611160496 

PH 


MAOISON.K. 

8011030279 

PR 


MARTIN, RD 

6011180004 

50-205 

Q 

lOnMAN.A<J 

6611160466 

PR 


MALAfiO.J.C 

8011100079* 

REVIEW OR P 

MARTIN.RO 

0611160166 

50-274 

P 

lOSKOCHAJ 

8611290281 

PR 


MALARO.JC 

8011230108* 

FOIA 


MARTIN, RO. 

0811230072 

50-274 

0 

LCVE,S.O. 

8010250301' 

50-390 

A 

MALINOSKI.J.W 

8611000076 

71-9007 


MARTIN.RE. 

661023040S 

50-277 

P 

10W.L.D. 

6611230042* 

FOIA 


MALLEn.e 

0810310216 

I8E 


MARTIN.RE. 

8610270026 

CO-277 

P 

IAV.CAL 

6610250226’ 

50-302 

P 

MALLETT.O 

0011080132 

■&£ 


MARTIN.T.T. 

0810250394 

50-410 

0 

U3Vr£AL 

6611090022’ 

50-269 

P 

MALLETT.O 

0011090321’ 

REVIEW OR P 

MARTIN.T.T. 

68102S0414 

50-272 

0 

lOWAL 

6011090023* 

50-269 

P 

MALl£n.B. 

OOI1I60I02 

l&E 


MARTIN.T.T 

6810310424 

50-333 

0 

IUBENAII.J 0. 

6611290003’ 

FOIA 


MALLEn.e 

0811160420’ 

fOfA 


MARTIN.T.T, 

0810310474 

50-210 

Q 

UJCAS,JA 

6610270339 

40-8724 


MALLEn.BS 

8805050236* 

REVIEW GR P 

MARTIN, T T. 

6810310469 

50-277 

0 

LUCZHOA r. 

6611220107 

PR 


MALLEn.OS 

0011020313’ 

REVIEW GR P 

MARTIN.T.T, 

681 1010264 

50-334 

Q 

lUEHMAS^ 

8810250122 

&0-481 

Q 

MALLETT.BS 

0811030096* 

REVIEW on P 

MARTIN, T,T. 

681 1030627 

50-277 

0 

UJEHMANJ 

8810250129 

60-254 

Q 

MALLEn.e S 

0011030142* 

REVIEW OR P 

MARTIN.T.T. 

681104026-1 

50-423 

0 

lUEHMAH^ 

8810270336 

50-208 

Q 

MALLCn.OS 

60I104C029’ 

REVIEW OR P 

MARTIN.T.T. 

0611060120 

50-333 

0 

LUEHMAtfJ 

8810270434 

60-331 

Q 

MALLEn.B.S. 

0011040031* 

REVIEW on P 

MARTIN, T.T. 

0611140106 

60-315 

Q 

LUEHMAH^ 

8810280009 

50-413 

0 

MALLEn.BS. 

0011040206’ 

HEVIEW OR P 

MARTIN.T.T. 

0611160400 

60-219 

0 

lUCHMAHJ 

8811180256 

50-280 

0 

MALLEn.BS 

0811070130* 

70-36 


MARTIN.T.T. 

6611170000 

60-277 

0 

LUER.R P. 

8811160392 

PR 


MALLEn.BS 

0011070360* 

407604 


MARTIN.T.T. 

0011170209 

60-277 

0 

lUFF.OJ. 

6811290502 

PR 


MALLEn.BS 

0011070301* 

40-7604 


MARUVAMA.T 

081 1010440' 

XPOntLIC 


lUOUE.H 

6811300340 

50-206 

H 

MAu.en.B.s. 

6811100244* 

FOIA 


MARUYAMA.T. 

081 1010440* 

XPORTLIC 


Lue.n L. 

8811290126 

PR 


MALLOY.M. 

801 1040340 

50-445 

A 

MARUYAMA.T. 

001 1010500 

XPORTLIC 


LTNCH.E. 

6011160439 

71-9156 


MALLOY.M 

0811140304 

50 445 

A 

MARUYAMA.T. 

061 1010501* 

XPORTLIC 


LTNCHJL 

8806200164* 

REVIEW GR P 

MALLOY.M. 

8811160237 

50446 

A 

MARUYAMA.T. 

601 1000046* 

XPORTLIC 


LyNCH.JL 

6811030142* 

REVIEW GR F’ 

MALOOY.C.W 

6011010340* 

XPOBTLiC 


MARUYAMA.T 

0611060052' 

XPORTLIC 


LYONS, E. 

6811010492 

50-260 

S 

malody.c.w. 

0011170137 

pn 


MARUYAMA.T. 

0611140413* 

XPORTLIC 


LYONSJ-R. 

6810250301* 

60-390 

A 

MALONE, DD. 

0011100117 

50 275 

S 

MARUYAMA.T. 

06III4041B' 

XPORTLIC 


LYONS, P.J 

8811030263 

40-299 


MALONEJ P- 

0811210346 

PR 


MARUYAMAT. 

0811140451' 

XrORfLlC 


maasXr. 

8811220088 

PR 


MALSCM.MO 

0811000249* 

60-271 

P 

MASAK.E. 

0611000376' 

REVIEW GR P 

MABRITO.B. 

8811030452 

WASTE MGT 

MANQAN.C.V. 

0010260402 

50-220 

Q 

MASCHKA.Pn. 

6810270332 

70-1369 


MABRITO.B. 

8811210103* 

WASTE MGT 

MANGAN.C-V 

0811100206 

50 220 

0 

MASINQTON.D.K. 

6811100357* 

CONTRACT 


MABRITO.e.E 

8811070164* 

WASTE MGT 

MANLeY.R A 

0011100020’ 

50 498 

P 

MASNIK.M. 

6811210450 

50-320 

J 

MACOONALD.ee 

6610260040 

71-606 


MANN.MM 

0011100283' 

FOIA 


MASNIK.M.T. 

6810250086 

60 320 

J 

MACOONALO.ee, 

8810260045* 

71-506 


MANN,MM 

0011230061* 

FOIA 


MASNYK.O. 

6811040012' 

50-250 

0 

MACOONALD.ee. 

8010260088 

71-2 


MANN.SA 

0011070201 

PR 


MASNYK.OM. 

8610250251' 

£0 324 

Q 

MACOONALD.ee 

6810260097 

71-600 


MANTELL.A.N. 

6611140107 

60 322 

n 

MASON.J.R. 

8611106282* 

FOIA 


MACOONALD.CE. 

6610280119 

71 6070 


MAPES.J.n 

061 1090310* 

PR 


MASON.J.R 

8811180286* 

FOIA 


MACOONALD.ee 

8810260137 

71-9034 


MARBAUQH.K.E. 

0010310444 

50IS5 

V 

MASON.J.R 

881 1180330* 

FOIA 


MACOONALD.CE 

8810260146 

71-600 


MAROAUOR.K E 

B81 103021 7 

50 155 

p 

MASON.J R. 

801 1 180310* 

FOIA 


MACOONALD.ee 

8810260165 

71-9039 


MARGAUGH.K E. 

081 II 70004 

SO-ISS 

0 

MASON.J R 

6811160334* 

FOIA 


MACOONALD.CE 

8810260161 

71-9098 


MARBURGER.OC 

8811100127 

60 323 

s 

MASON .J R 

8811210274* 

FOIA 


MACOONALD.CE 

6810260197 

71-0017 


MARCUS.H.V. 

881 1040234* 

50-S 

R 

MASON.J.R 

OB11210303* 

FOIA 


MACOONALD.CE 

8810260521 

71-6078 


MAnCULIES.M.B. 

8611040026 

50-803 

G 

MASON.J.R. 

8011210371* 

FOIA 


MACOONALD.CE 

8610280003 

71 9102 


MARGULIES,M.B. 

86II0400M 

50803 

Q 

MASON.J.R. 

8611210376* 

FOIA 


MACOONALD.CE 

6810260004* 

71-9102 


MAROULIES.M.B. 

8011100077 

50 603 

G 

MASON.J.R. 

8311210394* 

FOIA 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJEcr 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEQOnv 

MASON.J n 

A81 ISlOASr 

F01A 


MCCOV.F.R. 

8811020269 

50-259 

0 

MCLAUGHLIN.J. 

8811290029 

70-2479 


MASON.J n 

eA11EI0J62‘ 

FOIA 


MCCOY.F.H. 

6611030100 

^ 990 

0 

MCLEAREN.T 

0610260009 

CONTflACt 


MASOM.J R 

e6U2l046e’ 

FOtA 


MCCOY.F R. 

8811030111* 

50 390 

Q 

MCLEAREH.T 

8811150041 

CCH1PACT 


MASON.JR. 

86I1220077' 

FOIA 


MCCOV.F.R 

68I1O60I7I 

50-259 

0 

MCLEAREN.T. 

8611210361 

CONTRACT 


WASON.jn. 


ro'A 


MCCOY.Ffl 

8811090251 

50-327 

0 

MCMURRAY.CM 

8811040105 

60-322 

Q 

MfcSQN.J.n 

eau220347* 

FOIA 


mccoy.fr 

8811090253* 

50-327 

Q 

MCMURRAY.C M. 

8811040105 

50 322 

0 

MASON.J.n 

80112203'ia* 

FOIA 


MCCOY.F R 

0811090303 

50-927 

0 

MCMURRAY.C M. 

9811160225 

50 322 

G 

MASON ,J R 

0Bt 1220353' 

FO.'A 


MCCOY.F.B. 

6911090310* 

50327 

0 

MCMURRAY.CM 

8811 160225 

50-322 

G 

MASON.JR. 

8811220356* 

FOIA 


MCCOV.F.R 

8611000334 

50-438 

0 

MCNALLY.J. 

0811300501 

PH 


MASON.Jfl 

0811220366' 

FOIA 


MCCOY.F H. 

6611000428 

50 327 

0 

MCNAWARA,A E 

6011210337 

60-244 

R 

MASON. J n 

6811230066' 

FOIA 


MCCOY.F R 

681I0004S6 

50 259 

F 

MCNEIL.SA 

0610270147 

50-317 

P 

MASON.JR 

e8U230089' 

FQlA 


MCX:OY.F,R 

B8111&0M7 

50-327 

o 

MCNElL.SA 

0811000250 

50-317 

P 

MASSET.J V. 

6611070362 

PROJ 


MCCOY.F B. 

60I11SOI46* 

60-327 

o 

MCNEIL.SA 

6011150067 

60-31? 

P 

MASSEr.j.v. 

8611210166 

PROJ 


MCCOY.Ffl 

6811150262 

50-327 

Q 

MCNEIL.W, 

6611290476 

PR 


MATH£W.n-K 

6810310465' 

&0-289 

O 

MCCOY.F R. 

8811150376 

50 327 

O 

MCNEILL, W.M 

8810270058* 

50-285 

0 

MATHEW.RK 

6811080151* 

50-286 

0 

MCCOY.Ffl 

6611210115 

50-259 

0 

MCNEILL.W.M 

6611160061* 

50-265 

0 

mathias.tr. 

8011220360* 

FOIA 


MCCOY.F R 

6611220094 

50-259 

O 

MCPHERSON.D.S 

8011180370* 

50 206 


MATHIESON.T. 

8611110044 

nuneo 


MCCOY.JJ. 

0011090156 

WASTE MOT 

MEAD.J J 

8811210283 

50-413 

R 

WATHi'S.E.J. 

8811210300 

PR 


MCCRARY J A 

0811 150476’ 

CONTRACT 


MEAD.J.J. 

8611210436 

60-369 

n 

WATHiSJ.L. 

6011150196' 

50-416 

o 

mccullougks a 

661 II 70032* 

50 416 

P 

MEADOWS, T. 

6611160511* 

50-391 


I/ATTHEWS.O B. 

8&102500SO 

50-299 

J 

MCCUI.I.UGH.RVJ 

8811020134 

PR 


MECREDY.R C 

8810250032 

50-244 


MATTHEWS.DC 

8611040251* 

50-424 

p 

MCOANlEl.K K. 

861 I2303SS* 

FOIA 


MECREDY.R.C 

6610250100 

50-244 


MArTHSWS.OB 

6811040339 

50-369 

p 

MCDONALB.DG 

8610310371 

50-203 

T 

MECREDY.R.C 

881 1060003 

50-244 

0 

MM mEWS.O B 

6811230414 

50-399 

p 

MCOONA1.0.n P 

8811030298 

50 340 

H 

MECRF.DY.R.C 

8011090388 

50-244 

s 

MATTNEWS.H 

8611290492 

PR 


MCOONALO.RP. 

6811090311 

50-321 

H 

MECREOY.flC. 

6811150213 

50-244 

0 

MATTSEN.CR 

8811100137 

PR 


mcdonalo.wg 

8611010334 

ORG 


MECREDY.R.C. 

8611160126 

5024-1 


MAUPIN.C. 

8011230384* 

FOIA 


MCOONALD.WG. 

8811090308* 

PR 


MECREOY.fl C 

8811210337 

50 24A 

n 

MAUPIN.C 

8011230368* 

FOIA 


MCDONALO.WG 

6611110127* 

PR 


MEDFORD.M.O. 

0010260043 

60-206 

p 

MAUIINO.E J. 

8811290267 

PR 


MCDONALO.WG 

6611100173* 

PR 


MEDFORD.MO 

6810260173 

80-206 

p 

MAXVVELL.OC 

8811150258 

50-237 

R 

lACOONALO.W G 

6811180181* 

PR 


MEDFORD, MO 

8811010436 

£0-206 


MAXWELL, OW 

8011150321 

ADVC.M 


MCOONAlO.W.G 

6811180231* 

50-445 

A 

MEDFORD.M.O. 

6611040211 

50-206 


MAY.MJ. 

6010260225 

50-250 

P 

mcoonalo.w.o 

9811210071 

ORG 


MEDFORD.M.O. 

0811080099 

50 206 

p 

MAYNARO.P.F.. 

8811230009* 

50-526 

P 

MCOOMALO.W.G 

8011210075 

ORG 


MEDFORD.MO. 

8611060102* 

50 206 


MAYURAMA.T. 

661 1080044* 

xponTLic 


MCDONAIO.WG 

6811210405 

ORG 


MEDFORD.MO 

8811080140 

50381 


MAVURAMA.T. 

6811080113 

XPORTLIC 


MCDONALO.W G 

881 1220343 

ORG 


MEDFORD.M.O 

8611090014 

TOPREP 


MAYURAMA.T. 

8811060114* 

XPORILIC 


MCOONNELL.M 

^11180367* 

50-361 

P 

MEOFOnO.MO. 

6811160071 

50-206 

p 

MA2?AFEnRO,PA 

6610250377* 

50-410 

s 

MCDUFflE.M.A. 

8810310261 

50-400 

K 

MEDFORD.MO 

8811 160221 

50-206 

p 

MAXZAFEHRO.P.A. 

6610310507 

50-410 

s 

MCOUFFlEAl.A. 

681 1030959 

50-324 

P 

MEDFORD.M.O. 

8811170170 

50-208 

p 

MCALPJNE.EJ. 

8810270013* 

70 27 


MCOOFFCE.M A. 

8611030483 

50324 

P 

MEDFORD, M 0. 

8811180242 

50 208 

p 

WCALHINf.e J. 

8810270027* 

70 27 


MCOUFFIE.M A 

6611040167 

50 400 

0 

MEOFORD.M 0. 

BS1122042S 

50-206 

p 

MCAi.PlNE,E.J. 

8810260322* 

70-143 


MCOUFFIE.M A 

6011070162 

50-400 

0 

MEDFORO.M 0. 

6811220431) 

50-206 

p 

MCALPINE.SJ. 

8811020374' 

70-1113 


MCOUFFl€.M A 

8811080280 

50-324 

p 

MEDFORD.M.O. 

8811220438 

60-208 

0 

MCALPINE.EJ. 

8811060331' 

70-143 


MCOUFFIE.MA 

6611140071 

50 2C1 

p 

MEEHAN.B. 

8811040174 

CONTRACT 


MCAlPiNR,e.J 

8611160200* 

70-1113 


MCDUFFIE.MA. 

6611140160 

$0-324 

p 

MEEHAN.8 

6611040191 

CONTRACT 


MCALPIKE.E J 

6811220093' 

70-27 


MCOUFflC.MA 

6811140342 

50-324 

0 

MEEHAN.B 

BB110700T3 

COtlTRACI 


MCALPINE.EJ 

661 123040S* 

70 27 


MCOMFFlE.MA. 

8611150651 

50-324 

p 

MEEHAN.B. 

6611160355 

CONTRACT 


MCBRBARTV.R.A 

6810310409* 

50-219 

o 

MCEACHERN.P 

8911290066 

$0-443 

0 

MElER.C.C 

6811090907* 

REVIEW GR P 

MC0REARTY.flA. 

6611090125* 

60-333 

0 

MCeAOHeRNJ» 

0811200006 

50-443 

G 

MElER.DW. 

6811299297 

PR 


UCSniDEpN F. 

6811290000* 

FOIA 


MCELHINNEY.TF 

6611090334* 

60-250 

0 

MEUANCON.S 

6611150269* 

50-312 

p 

MCBRIDE, N.F. 

6811230063* 

FOIA 


MCFARLANE.H.A 

6611170241 

PR 


MEIFI.JF. 

8611210170* 

50.528 

0 

MCGRIOe.N.P. 

6611230069* 

FOiA 


MCGE6.0. 

6811200307 

Pfl 


MElONI.P. 

8811010311 

PR 


MCaniD£.N F. 

6811230075* 

FOIA 


MCGf1.L.P-L. 

6611020196 

PR 


MELPOLOER.F.W. 

8611160925* 

FOIA 


MCBRiOE.NF. 

6611230080* 

FOIA 


MCGILL.PL 

8811 140352 

70-1100 


melpolder.f.w. 

6611230139* 

FOIA 


MC0niOE.NF, 

8611230062' 

FOiA 


MCGOWAN.JJ. 

881 1010188 

NUREG 


MENOONCA.M.M. 

8611210065* 

80-344 

Q 

MceuRNErr.M.A. 

0810260165 

60-486 

p 

MCQRATH.J 

8611060221 

I6E 


MENOONCA.M.M. 

6311210167* 

£0-344 

0 

MCGURN&TT.M.A 

8010260317 

50-498 

p 

MCQRATH.Jft 

6811010064 

i6£ 


menge.r.c. 

8810260395 

SO-315 

s 

MCOURN£TTA(.A 

6610310211 

50-490 

fl 

MCGUIRE .0. 

8810250205' 

50-346 

0 

MENGE.R.C. 

6811230391 

50-318 

s 

MCSURNSrr.MA 

661 1020243 

60496 

0 

MCCUIHE.O 

8611160146* 

»)335 

0 

MENNINO.J.E. 

8810250416* 

SO-321 

0 

MCQURNEIT.MA 

6611020360 

30-496 

Q 

MCQuiRE.O.R. 

6810250251* 

50324 

0 

MENNINQ.J E. 

6811160284* 

50-321 

0 

MCRUHNETTAtA 

6611070065 

80-496 

Q 

MCGUIRE.OR. 

6810260228* 

50-400 

0 

MERGES.P.J 

6611170266 

PR 


MCOURNETl.MA. 

8611100000 

50496 

P 

MCGUlRt.OB 

6811010284* 

70 27 


MERRELL.A 

6611040128 

50-354 

s 

MCBURNETT.M A. 

8811100160 

60-468 

P 

MCGUIRE.OR 

6811040012* 

$0-250 

Q 

MERRELL.A. 

6611150507 

50-354 

9 

McaunN6n.M.A. 

601 1160442 

60-468 

R 

MCGUlRe.OR 

8811070141* 

50-369 

0 

MERRELL,A. 

6611150511 

S0>3S4 

s 

MCBURNETT.M A. 

6811180215 

50-498 

S 

MCGUIRE.OR 

8811160233* 

50-302 

0 

MERRELL.A 

6611160105 

50 354 

s 

wcaunNETr.M.A. 

B81 1210425 

60-496 

Q 

MCGUIRE.OR 

8811220101' 

50-261 

0 

MERRELL.A 

6811220406 

50-354 

s 

MCCABE ,E. 

6810310226 

50-429 

S 

MCINTYREAC 

66IIII019S* 

50-498 

Q 

MF.RRILL.O. 

8611090143* 

PR 


MCCABE.E. 

6811220101' 

50-245 

0 

MCKAOUE.H.L. 

8811090072 

WASTE RES 

MERRIWEATHER.N. 

8610250357* 

50-302 

0 

MCCABE.E.C 

8810210578' 

50-423 

Q 

MCKEE.P F. 

8811010488 

50-445 

A 

MERRIWEATHER.N 

6811090278* 

50-400 

0 

MCCABB.EC 

6811160502' 

50-336 

Q 

MCKEE.P.F. 

8811230348* 

50 445 

A 

MESERVE.RA 

6611020309 

PR 


MCCABE.e.C 

6611210208 

50-245 

0 

MCKEEVEH.J E 

8611290356 

PR 


MESERVE.H.A. 

8611020300 

PR 


MCCANN, G.M. 

8811090285' 

REVIEW on P 

MCKENMA.T,J 

6811010272 

NUREG 


MESERVE.RA 

8811020309 

PR 


MCCANN.G.M. 

0611090364* 

REVIEW GH P 

MCKEOWN.MH 

8011140032* 

WASTE MGT 

MESSINA.S 

8611160572 

50-440 

H 

MCCANN.n J 

6611150465 

50-469 

fl 

mckernon.t.o 

8810250494* 

50-267 

Q 

METZGER.J R. 

8811090197* 

REVIEW GRP 

MCCARTHY ,H J. 

8811300390 

PR 


MCHERNON.TO. 

8811070201* 

soabo 

Q 

MEYER OOTHLING 

8811100281 

PR 


WCCAUGHEY.DA. 

6811040308* 

70-2910 


MCKiB0EN.jC. 

8810310206 

£0-186 

S 

MEYER.D L. 

6811090244* 

PR 


MCCAUGHEY.O.A. 

8611070135* 

70-36 


MCKiBBEN.JC 

861 1070026 

60-166 

S 

MEYEH.G 

8811070207 

60-354 

s 

MCCAUGHEY.OA 

9811160427* 

70-36 


MOK»QEN.JC- 

8011070028 

50-188 

s 

MEYER.T.A. 

8811180171* 

60323 

p 

MCCLINTOCK R.O. 

8611040937* 

REVIEW QR P 

MCKIBBENJ.C 

88III60047 

SO- 166 

F 

MEYER.T.A. 

6811210118* 

60-272 

p 

MCCONAGHY,W.J. 

8811180362 

PROJ 


MCKIBOENJ.C. 

6811160067 

50-106 

s 

MEYEfl-BOTHLING 

8811100076 

50-320 

G 

MCCOOI..DJ. 

9811160397 

71-684 


MCK1M.PA 

8011230162* 

FOIA 


ME2GEH.0.J. 

8811180260* 

FOIA 


MCCOnO.flS. 

8811060121* 

71-9007 


MCLAUGHIIN.AJ. 

8811160389 

50373 

s 

MICHAELS, TS 

6611010224 

50-103 

P 

WCCORMICK-eARGE 

8811160179 

60-461 

S 

MCLAUOHLIN.J. 

8811080223 

70-2479 


MICHAELS, T.S 

8811010294 

50-67 

P 

MCCOY.F.R. 

8811010209 

50-327 

Q 

MCLAUGHUN.J 

8811070242 

702479 


MICHAELS.T.S. 

8811160524 

SO-113 

F 

MCCOY.Ffl 

6611010211* 

60-327 

0 

MCLAUGHLIN.J 

8811070252 

70-2479 


MICHAELS, T.S 

6811150551 

50-112 

P 

MCCOV.F.R. 

6811010312 

50-327 

o 

MCLAUGH11N.J. 

6811070267 

70-2479 


MICHAELS.T.S. 

8611170010 

50-113 

P 

MCCOY, F.B. 

9811010374’ 

50-327 

o 

MCLAUOHI.IN.J. 

8811070292 

70-2479 


MICHAELS.T.S. 

8811170011 

50-113 

P 

MCCOY, F R 

6611010396 

50259 

Q 

MCLAUGHLIN^. 

8811080012 

70-2479 


MICHAELS.T.S. 

8811170022 

50-113 

P 

WCCOY.P.fl. 

B8l 1010405* 

S0-2S9 

0 

MCLAUGHL1N.J 

86III40087 

70 2479 


MICHAELS.T.S. 

8811220342 

50-228 

F 
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ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

MIODLETOM.L U 

B811210364 

60-277 

n 

MOONEY.J. 

6611100226 

WASTE MGT 

MROCZKA.E.J. 

8810170265 

50-245 

F 

MIHALCIKJ.A 

6810270174 

60-317 

P 

MOORE.E J. 

6811210240 

PR 


MnOC2KA,E.J 

8610170262 

60-213 

F 

Kit<(JLSKl.O.A 

S8W360537‘ 

50.277 

H 

MOORE.TL 

8811160407 

FOIA 


MROCZKA.E.J 

8310170262 

50-213 

F 

MKULSKI.B.A 

8811020010’ 

50-277 

P 

MORALES.E.M 

8811040120 

40 8907 


MROCZKA.E.J 

8910170269 

50-213 

F 

MILANO.PD 

8811100297 

50-285 

P 

MORC2KA.E J. 

881116051S 

50-245 

P 

MROCZKA.E.J. 

0910170269 

50-213 

F 

MlUHOAN.J.l 

8601290036* 

50 445 

A 

MORETTI.E J 

6BII040356* 

REVIEW GR P 

MROCZKA.C.J, 

8910250137’ 

50.336 

0 

MIL’AM.UW. 

6011070049 

NUREG 


MOREY.DN 

8BI0200234 

50-364 

R 

MROCZKA.E.J. 

8010260141 

50-336 

P 

MIL NSKI.Q J. 

8011210271 

50-334 

H 

MOfleY.D-N 

8611150044 

50348 

S 

MROCZKA.E.J. 

8910260141 

50-336 

P 

MILLAflO.H.T 

8811030059 

60.274 

P 

MORF-Y.D.W. 

881(180148 

50-364 

R 

MROCZKA.E.J 

8810270306 

50-423 

0 

MILLARD.H.T. 

8011180169' 

60-274 

P 

MOREY DN- 

681(160158 

50-348 

R 

MROCZKA.E.J. 

A810270308 

50-423 


MILl-AnD.H.T 

8811210037 

50-274 

P 

MOREY.O.N- 

8811100254 

50-348 

S 

MROCZKA,E-J. 

981 1010197 

50-213 

b 

MIUCn.A 

8611210356 

PR 


MOREY.D.N 

8811210363 

60-348 

s 

MROCZKA,E.J. 

931(010107 

60-213 

ts 

MILLEn.CL. 

8810260222’ 

50-166 

P 

MORGAN.H E 

8810260008 

50-206 

F 

MnOC2KA,E.J 

9911020161 

50-213 

E 

MILLF.R.CL. 

8810260276’ 

50-530 

P 

MORQAN.H E 

8810260031 

50 362 

P 

MROCZKA.E.J 

9911020161 

50-213 

p 

M'LLEn.C.L. 

8611010263' 

60 193 

P 

MORGAN.H E. 

8810310497 

50-206 

V 

MROCZKA.E.J 

88(1030117 

50-423 

R 

MLLCRC.L 

0611010302' 

50-07 

P 

MORGAN.H E. 

8811089172 

50-206 

s 

MROCZKA.E J 

8811030387 

60-213 

P 

M lieR.C L 

8011020096 

60-601 

A 

MORGAN.H.E 

8611080205 

60-206 

s 

MROCZKA.E J 

8811030387 

50-213 

P 

M Lien.c L 

8811070112 

60-601 

A 

MORGAN.H.E 

8811100091 

60-361 

s 

MROC2KA,E J 

8811040144 

50-246 

0 

M LLEn.O 

8811220136 

PR 


MORGAN^IE 

8811160338 

50-206 

R 

MROC2KA,E J. 

8811040144 

50 246 

j 

WLLEROB- 
M LLEP.O 0. 

8811150003 

60-213 

S 

MORQAHH E 

8811180172 

60 361 

S 

MROC2KA,E J. 

98)1040)86 

50-213 


8811210272 

60-213 

n 

MORQAN.H.E. 

8811210278 

50-36 1 

R 

MROC2KA.E.J. 

8811040188 

50-213 


M.LLEP.OE 

8810260490* 

50-237 

0 

MOROAN.H e. 

8811210286 

60-205 

R 

MROCZKA.E J. 

8911080106 

50 336 


M.LUER.F L. 

8610280227 

40-7455 


MORGAN.H.E 

BBI1220501 

50-361 

V 

MROCZKA.E J. 

8811000106 

50 336 


MILLER.G6 

8810260360 

50-382 

F 

MORGAN.R.E 

6810310163 

50-261 

s 

MROCZKA.E J. 

8611090134 

50-213 


MILLER.OW 

0811010117 

PR 


MORGAN.R.E. 

0810310277 

50 261 

F 

MROCZKA.E J. 

8811090134 

50-213 


WI-l£R,GW 

881} 160240’ 

PR 


MORQAN.RE. 

8811020180 

50-26) 

F 

MROCZKA.E.J. 

98)1090134 

50 213 

1 

MILLER. II.J 

8810360083 

50-346 

0 

MORQAN.RE. 

8811020410 

50-261 

P 

MROC2KA.E J 

0811160127 

50-423 

8 

W LLEn.HJ 

8810250064’ 

50-346 

0 

MORGAN.H E. 

6811030061 

60-261 

S 

MnOCZKA,6.J. 

8611180127 

50-423 


M LLER.H J. 

8011020077 

60-165 

V 

MORGAN.R E. 

8BI 1030160 

50-261 

S 

MROCZKA.E.J. 

0011150320 

50-213 

|| 

M LIER.H.J. 

8611100273 

50-341 

0 

MORQAN.RE. 

BB1 10801 26 

50-261 

H 

MROCZKA.E J. 

6011150326 

50-213 

i 

M LLER.J 

8811150246' 

70-698 


MORGAN.R.E 

8811080214 

^-261 

S 

MROCZKA.E J. 

8011160326 

50-213 

1 

MLLERL 

8810250231’ 

60-331 

tt 

MORGAW.RE 

8ai10900t3 

50-261 

F 

MROCZKA,£.J. 

8011150532 

50-213 

1 

MiLLER.L 

6811010346’ 

50-331 

n 

MORGAN,R.E 

881 1090372 

50-261 

S 

MROCZKA.E J. 

8811160532 

50 213 

p 

MILLER L 

8811150500’ 

60-312 

0 

MOnQAN.H.E. 

6811160188 

50'2d( 

P 

MROC2KA,E.J. 

8011160002 

50-423 

p 

MILLEn.L 

8611220271 

50-331 

n 

MORGAN.R E. 

88I11S0222 

50-261 

R 

MROCZKA.E J. 

8611160002 

50 423 

b 

MILLER.L a. 

8010)40225 

60-272 

s 

MORGAN.n E. 

8811160548 

50 281 

S 

WflOCZKA.EJ. 

8611160315 

50-245 

E 

MiLLCn.LK 

8810250339 

60-311 

s 

MORGAN.T.A. 

Ml 1160072’ 

50-302 

P 

MROCZKA.E J. 

8611160556 

50 423 

p 

M llEfl.C K. 

8810250350 

60-272 

s 

MOFtGAN.W.E. 

8810280087 

50-10 

F 

MROCZKA,EJ. 

6611160556 

50-423 

p 

MLIER.LK 

6811020152 

60-272 

s 

MORGAW.W-F.. 

8B10280402 

TOPREP 


MROCZKAEJ 

6611190(52 

50 336 

a 

MLLER.LK 

8811020352 

50-272 

s 

MOROAN.W.E. 

681 1068300 

60-373 

P 

MROCZKA,E J 

8811190152 

50-336 

i 

MaLLER.L K 

8811030195 

60-272 

F 

MORGAN.W.E. 

6611220014 

60373 

P 

MROCZKA.E.J 

6911180157 

50-245 

i 

MILLER.L-K 

6611060186 

50-272 

s 

MORRILL.V-W. 

8811030266 

40-8698 


MROCZKA.E J. 

6811100157 

50-245 

1 

MIILER.L.K 

8811060)92 

50-311 

s 

MOnniLL.V.W. 

Ml 1030270* 

40-6698 


MUELLER, M. 

8811220401 

50 312 

2 

MtlLER.L-K 

0611220330 

60-272 

R 

MORRIS.B M 

8811100306* 

PR 


MUGHABGHAB.S.M 

8811070043 

NUHEG 


MIILER.L.K 

8811220333 

50-311 

n 

MOnniS.B-M. 

8811110193’ 

PR 


MULLAUER.J.n. 

8811070381’ 

40-7604 


MaLER.M. 

8811210422 

l&E 


MORRtS.K.J. 

6810180346 

50-265 

R 

MULLEN.M.F. 

6811220515 

NUREG 


MILLER.M R. 

8611290499 

PR 


WOBRIS.KJ. 

8810260133 

60-265 

F 

MULLEfl.D. 

0011)80176 

50-481 

s 

MILLER.M S. 

0811160326 

60 322 

G 

MORRIS.K.J. 

8610270353 

50-285 

S 

MULLER.D.n. 

88)10(0506' 

50-237 

p 

MILLER.M S. 

6811160326 

60-322 

G 

MORRlS,K-J. 

8810310044 

50-285 

F 

MULLER.D.R. 

8811020421 

60-454 

p 

MILLER.M S. 

8811160326 

50-322 

G 

MORniS.KJ. 

881 1010340 

50-286 

F 

MULLER.D.R. 

8811070008 

50-454 

p 

MILLER.MS. 

8011160326 

60-322 

G 

MORRIS.KJ. 

8811010409 

60-285 

Q 

MULLER.O R. 

8811070216' 

50-23/ 


MILLER.MS. 

8011200048 

50-322 

0 

MORRIS.KJ. 

8811030110 

60-286 

P 

MULLER.Dfl- 

6811070301 

50-454 

u 

M-LIER.MS. 

6811260040 

50 322 

G 

MORRIS.KJ. 

861 1070087 

50-265 

P 

MULLER.D.n. 

861 1070306’ 

50-454 

p 

M LLER.V.L 

6811010506 

REVIEW on P 

MORRIS.KJ. 

8811070104 

60-205 

S 

MULLEfl.D.R. 

8811100)82’ 

60-205 

p 

M-LLER.V.L 

6811020148’ 

REVIEW GR P 

MOnniS.K J 

881 1080111 

50-285 

F 

MULLER.O n. 

891 1 140120 

50-237 

p 

MILLER, WF. 

8011010364’ 

60-353 

0 

MORRIS,KJ. 

681 1060276 

60-266 

0 

MULLER.OR. 

6911140175 

50-373 

)> 

MI-.LER.W 0 

8811100136’ 

REVIEW GH P 

MORRIS.KJ. 

8811060282 

60-265 

Q 

MULLER.D.R 

0911210125’ 

50-205 

p 

MIlLER.VU 0 

8811210266' 

FOIA 


MOnRlS.K.J. 

881 1080291’ 

50-266 

Q 

MULLER.D.R. 

8811230434’ 

60-401 

p 

MILLER W.O. 

081)210260’ 

FOIA 


MORRISJLJ 

881 1080283 

60-265 

S 

MULLEY.G.A. 

8811170293’ 

9811170310' 

FOIA 


WILLER.W-0. 

6811210326’ 

FOIA 


MORRIS.K.J. 

8811080053 

50-285 

F 

MULLEY.GA 

FOIA 


MILLER.W.O 

881)2}034£)’ 

FOIA 


MORRfS.KJ. 

aSI 1080235 

50-265 

S 

MULLINS.C.E. 

691 1300004 

50-445 


MILLER.W.O 

6811220360’ 

FOIA 


MORRIS.KJ. 

88(1090272 

50-265 

s 

MUNZlNQ.LW. 

8811070091 

60 210 

i 

MkLER.W.O 

0811220370* 

FOIA 


MORRIS.KJ 

6811150919 

50-285 

Q 

MUNZING.LW. 

89(1090344 

50-219 

s 

MILLER. W.O 

8811220371’ 

FOIA 


MORR1S.K J. 

8811160412 

60-285 

S 

MURDOCK, O.A. 

8811020362’ 

50 490 

0 

M^LTENBERGER.S. 

8810260302 

60-311 

P 

MORRiS.K-J- 

8811160533 

50-285 

R 

MURDOCK.E.S. 

8911040003 

40 6622 


M LTENaERGER.S. 

881101032/ 

50-311 

P 

MORRIS.KJ. 

8811220125 

60-286 

S 

MURDOCK, S. 

0811170166 

40 6622 


UUENSBROSR.S. 

6Bn02C0U 

50-311 

P 

MOnR(S.KJ. 

8011220156 

50-285 

P 

MUflOV.n. 

3811290234 

PR 


MUENDERGER.S 

8011020316 

60-272 

P 

MOnRtS.K.J. 

8811229158 

60-286 

0 

MURLEY.T.E. 

8709090216* 

60-445 


MLTENGERGER.S 

6811030169 

50-354 

P 

MORRIS.KJ 

M1I2^>3(» 

60-205 

F 

MURLEY.TE. 

0712210113’ 

60 445 

E 

MILTENBERGER.S. 

8611030165 

50-311 

P 

MORRIS.KJ. 

8611229392 

60-285 

F 

MURLEY.T.E. 

0OO718O165’ 

PRM 


MILTENBERQER.S 

8811070299 

50-272 

0 

MORRIS.KJ. 

8811220404 

60-285 

F 

MURLEY.T E. 

8610310148 

ORQ 


MILTENBERGER.S. 

6811300194 

50-272 

H 

MORRIS.KJ. 

e8112»)468 

60-285 

F 

MURLEY.T.E. 

6810310448 

ORG 


MINK H. 

8611290289 

PR 


MORRIS.K.J 

061(220476 

60-265 

F 

MURLEY.T.E. 

6611070009 

SO- 142 

w 

MINOGUE.RB. 

8603250390’ 

FOIA 


MOHRIS.KJ. 

8611230076 

60-205 

0 

MURLEY.TE 

6811100246 

50-293 

p 

MINOGUE.RB. 

8811090204’ 

FOIA 


MORR1S.P A 

8811210452’ 

FOIA 


MURLEY.T.E. 

8611140061 

50275 

F 

MINOR, GC. 

881)160034’ 

50-293 

0 

MORRQW>il.C. 

8811020180 

50-261 

F 

MURLEY.T.E. 

8811150201 

ORG 


MRAGLIA.FJ. 

6808290253' 

FOIA 


MOn2ENTI.S.P. 

8811070003 

40-8857 


MURLEY.T.E. 

8811160255’ 

50 293 

F 

MiTZELFELT.R. 

8810280205 

STATE PROG 

MOB2ENTI.S.P. 

8811080116 

40 9857 


MURPIIY.G.L. 

8811170091’ 

70 924 


MlZNEH.J.H 

8811040067 

60-443 

0 

MOR2ENTI.8.P. 

8811220133 

40-BBS7 


MUflPHY.G.L. 

8811170096* 

70 824 


MOELLER.OW 

801)160242’ 

50-293 

0 

MOSKOW1TZ.O.A 

8811090096 

PR 


MURPHY ,J.A 

68 11 020333' 

CONTRACT 


MOEILER.D.W. 

801)290005' 

FOIA 


MOSS.P. 

8811090510 

PR 


MURPHY.J.J. 

6811220395 

50-352 

r 

MOFFATT.LW 

6811100270 

50-302 

s 

MOTAMEO.M E. 

8B1 1010438* 

50-206 

P 

MURPHY.M E. 

8811160020' 

50-498 

c 

MOFFATT.LW. 

6811220176 

50-302 

s 

MOTAMEOA4.E. 

8611010440’ 

50-206 

P 

MURPHY.W.P. 

6810250507 

50-271 


MOFFATT.LW. 

MOKOENA.K. 

8811220180 

SO-302 

s 

MOY.D-T. 

8810310433* 

60-333 

0 

MURPHY.W.P. 

6811(50312 

50-271 


801)030470 

FOIA 


MOY.D.T. 

8811020062’ 

50-353 

0 

MURPHY.W.P. 

8611160372 

71-9168 


MONTGOMERYJL. 

8311030174 

70-1257 


MOY.M. 

8811080209 

60-237 

s 

MURRAY.B. 

8611160019 

50-72 

c 

MOODY, 1. 

8811210246 

50-334 

H 

MOYA.SC. 

6611030476 

PR 


MURflAY.0. 

0811160136 

60-72 


MOON.J. 

6611080268 

PR 


MROCZKA.E J. 

8810170255 

60-245 

p 

MURRAY.B. 

8911210178 

50-/2 

c 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

suBjfcr 


NUMBER 

CATEQOnV 


NUMBER 

CATEGORY 


NUtilBER 

CATEQORY 

WURflAY.e. 

8811210213 

50 72 

O 

NOLANJ. 

86II2I0296 

50-27S 

R 

OTTO.S.M, 

6010280330 

50 

S 

MUSO£.F.L). 

681025030? 

50-306 

S 

NOLAM.P.E. 

9811290463 

PR 


OWENS.G. 

0611110189 

FR 


WOSOlF.O 

8610260016 

50.203 

R 

NOONAN, T-P. 

68102SO245 

50-412 

S 

PACEK.U A. 

0011293609 

pn 


MUSOLF.O 

86(0260065 

50-2C3 

S 

NOONAN.T P 

8810260209 

50-334 

S 

PACIFIC.K.A 

6011290464 

PR 


MUSOLF.O. 

e8103t03<l9 

50-263 

P 

NOONAN.T P. 

6011040248 

50-412 

S 

PACK.M 

6811030279 

PR 


M'jSOlF.D. 

8811010422 

50 282 

P 

Nonr)EnHAu6.i.R. 

881 1220085* 

50-406 

0 

PACK.R J. 

8611210239 

PS 


MUSOLF.O 

88n01042<t‘ 

50 262 

P 

NO(TEL1US.C-E 

6606200(62* 

REVIEW GR P 

PACKARO.G C- 

0611140102 

M-25S 

n 

MUSOLF.O 

8811030182 

50-262 

S 

NOBELIUS.C E 

6810260324 

50-237 

0 

PAGF.B.M. 

681 1150328 

AOVCM 


MUSOLF.O 

8811070304 

50-202 

P 

NOREtlUS.C E 

6811020401 

50-295 

0 

PAGE.JR 

6011260247 

Pfl 


MUSOLF.O. 

6811080188 

50263 

P 

NORELtUS.C.e- 

0811030(35* 

REVIEW GR P 

PAQE.M 

0011020080 

CONTRACT 


MUSOLF.O 

8611 150405 

60 282 

R 

NORELlUaCE- 

681 1140200* 

50 305 

F 

PAGE.M 

8811020407 

conira-:t 


MUSOLF.O 

8811150423 

60-260 

R 

NORELluaCE 

661(140273* 

50454 

0 

PAGE.M. 

6611180302 

CONTRACT 


MUSOLF.O. 

9811210308 

60-202 

P 

NOREL>US,C.E 

0011140274’ 

50-454 

Q 

PAGE.R.O. 

8011220301' 

FOIA 


MUSOLF.O-M. 

8811080265 

PR 


NOHELIUS.CE 

8611140277* 

50-454 

Q 

PAGUAROJ.A 

0811070378' 

40-7604 


MUSSER.RA 

8810250418' 

50-321 

0 

NOFlELiUS.CE. 

6611140276* 

50-454 

Q 

PAQLIARO.JA. 

8011070379* 

40 7104 


MUSSen.R-A 

&ai1150284' 

50-321 

Q 

NOREtlUS.C E- 

0811140287* 

50-454 

F 

PALESAK.R. 

6611210391 

Pfl 


MYBRABO/,L 

8811150423 

50-263 

R 

NORF.LtUS.CE 

6611160081 

50-263 

Q 

PAUUQ.J R. 

8011040036 

TOPREP 


MYERSTJ 

8811160324' 

50-340 

F 

NORELIUS,CE 

881 (180091 

50-403 

0 

PALMlTEfl.CC. 

6611100291* 

FOIA 


MYEHS.WA 

6811160245* 

FOIA 


NOREllUS.CE 

6611180229* 

FOIA 


PALO-MINO.F.G 

6811040169 

60-322 

G 

MYERS.W.A. 

8611160249* 

FQIA 


NORftHOtM.lJ 

6611170275* 

00-354 

O 

PAlOMlNO.F.G. 

6811040175' 

50-322 

0 

MYERS.VVA. 

6611210291* 

FOIA 


NtJRRIS.JA 

6611100176 

50 295 

P 

PANG,J.F. 

8611220474' 

70-1267 


WYEflS.WA. 

6611210297* 

FOIA 


NORRIS J A 

66(12(0(23 

60-285 

P 

PANNIER.C.L. 

6611220143 

PR 


MYERS.W.A. 

0811210402* 

FQIA 


NORftlS.JA 

661(210267 

50-295 

P 

PAOLINO.RJ. 

8810310433* 

50-333 

0 

MYERS.WA. 

6531210410* 

FOIA 


MOaiH.HS 

6810310490* 

50 206 

Q 

PAOLINO.R.J. 

eSHOSOlSl' 

50266 

0 

WYERS.W.A 

B811SI0437* 

FOIA 


NORTH.HS. 

88(0310539* 

50-312 

0 

PAPANIC.G 

8610270296 

50 29 

H 

MYERS.V/.A. 

8811220068* 

FOIA 


NORTH.HS 

00(1070066* 

50-526 

0 

PAPANIC.G. 

0811140383 

5029 

P 

MVRABO.A L. 

8810260016 

50-263 

R 

MORTH.HS. 

6611160184* 

60-275 

0 

PAOUIN.PL 

6011010466 

71.5805 


NADER.G 

8811160308 

S0'341 

S 

MOftTH.HS. 

8611160443* 

50-526 

0 

PAQUIN.P.L 

6811020123 

71-9080 


NAIK.J.A. 

8810260111 

SO-327 

S 

NORTH.HS. 

8011310195* 

50-397 

0 

PARCOVER.H. 

6611090262’ 

PR 


NAti<.J A. 

8611150068 

50-327 

S 

NORTH.PJ 

68III70068 

50-268 

s 

PAflCOVEfl.H 

6611090269’ 

FR 


NAin.P- 

8809300111* 

WASTE MOT 

NORTH.PJ 

8911170166 

50-287 

s 

PARKER.F.L 

6610270246* 

COMM SSlOh 

NA^R.P. 

0811140315* 

-WASTE MGT 

UORTliPJ- 

881132(K160 

60 269 

5 

PARKER,J. 

6611080206 

60-304 

S 

NAin.P 

8611150051 

WASTE MGT 

NORTON.CL 

6011040136* 

50-322 

G 

PARKS.J.W. 

681(110211 

PR 


NANA, AO 

8811090022* 

50-269 

P 

NOHTON.Cl 

6011040136* 

M-322 

Q 

PARLER.W.C, 

6010270454* 

59-322 

P 

NANA,AD 

8611090023* 

50-269 

P 

NOUftSAKHSH.H.P. 

8612120172* 

FOIA 


parler.w.c 

8610260131 

SECY 


NANSTAO.fl K. 

8611010198 

MUREQ 


NOURBAKHSH.H.P. 

0701120037* 

F^A 


PARRISH.D. 

0011100340 

50-206 

P 

NAROl.Aj 

8810310162 

70-1161 


NOVAK.T M 

6611170432* 

50-390 

A 

PARRY.SJ. 

60(1230376’ 

fO'A 


narolaj 

8811020034 

70-1151 


NU5SBAUMEn.nA 

6611020306’ 

REVIEW GR P 

PARRY.S J. 

66f 1260162* 

FOIA 


NAROI AJ. 

6811060(52 

50-87 
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8611230102* 

FO'A 


PAULSON.WA 

8811170351 

50-450 

P 

PETTIJOHN.RR 

oeiiiiooeo 

NUflEG 


PRICE.HL 

8811210281* 

FOIA 


PAULSON.WA 

8811220315 

50-458 

P 

PFEIFER.WA 

&8II0400SO 

50 803 

A 

PRICE.H.L. 
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RASIAS.J. 
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8011080352’ 

60-318 

0 

81UD0S.0 E. 

6610260320’ 

60-293 

u 

8IU00S.Q E 

8010260341’ 

60-293 

u 

SCBUOHi.M. 

661)070036 

NUflEG 


SUEN.C.J. 

8611070043 

NUflEG 


&UES.L 

6610250255 

50-4S6 

s 

SUES!. 

6011220184 

60-454 

s 

SUMG.Y. 

8011210107’ 

50-344 

0 

8UIHVAN.J L. 

8811020030 

60-218 

H 

SULL1VAN.J.L 

0611030408 

PR 


SUIL(VAN.J1. 

8011070270 

PR 


SULLIYAN.JL 

8011090483 

PRM 


SULLIVAN J L 

0011090499 

PR 


SULLIVAN.JL 

0011100241 

PH 


SULIIVAN.L H. 

0811160031 

ACRS 


SUILIVAN.T.M. 

8611070043 

NUREG 


SUNOEflLANO.P.R 

8010260011* 

50 266 

V 

SUNOERLANO.PR 

8811070133* 

50 282 

0 

SURMEIER.J.J 

0811230340' 

FOIA 


SURMEIER.J.J. 

0811260093’ 

FOIA 


SURMEIER.J.J. 

6611280171’ 

FOIA 


SUFIMEIER.J.J 

6811290004' 

FOIA 


SUTTON, OR. 

6811170171 

60-334 

H 

SWA'LES.M P, 

6611210366’ 

CONTRACT 


SWAILS.SL. 

8011090051 

50-331 

F 

SWAILS.S L. 

8811 160429* 

60-331 

F 

SWANSON.O. 

6611100173’ 

REVIEW GR P 

SWARTWELDER.J. 

8810310460 

60-424 

s 

SWARTZWELDEfl.J, 

6810260412 

50-424 

s 

SWART2WEL0ER.J 

0010310060 

60-424 

s 

SWARTZWELDEfl.J, 

8011010370 

50-424 

s 

SWART2W£LOEfl,J 

0011010392 

50-424 

s 

SWARTZWELOER,J 

0611170422 

50 424 

s 

SWARTZWELDEfl.J 

6811220475 

50-424 

s 

SWENSON, OE. 

8306230300’ 

REVIEW GR P 

SWENSON.G A 

8811090295' 

REVIEW GR P 

SWENSON,W.H. 

8811170141 

50-200 

Q 

SWET|jANO,P. 

8811070207 

60-354 

S 

SWETLANO,P- 

8011080239’ 

50-247 

Q 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

SWEIIANO.PD 

0611020357 

5027? 

P 

SWETIAND.PD 

8611020364 

SO 24 7 

P 

SWETIANO.PD 

0611030073 

50-311 

P 

SWETIAND.PD 

8811150383 

50 247 

P 

SWETIAND.PO 

881II60I38* 

50 54 

0 

SWETLAND.PD- 

8611160318* 

50-354 

0 

SWIECH.P-F. 

8811170142 

PR 


SWlFT.J J 

881 1040318* 

40-2061 


SWIFT.JJ 

8811070028 

•10 6040 


SWJFT.J J 

8611100102* 

50-603 

G 

SWlFT.J J 

8811100102* 

50 603 

G 

SWlFT.J J 

8611100104 

50^3 

A 

swin.jj 

8611140303 

50 603 

A 

SW1GER.E G 

8811210250 

PR 


SYLVESTEn.E 

061 1210428* 

50 244 

0 

SYLVIA.Bn 

8808080052 

50-341 

J 

SYLVIA B R 

8610310366 

50-341 

0 

SYLVIA,B P 

8611020067 

50 341 

0 

SYLVIA.B R 

0811020070 

PRM 


SYLVIA.B n 

8811020331 

PR 


SYLVIA.B n 

6811040202 

60 341 

0 

SYLV1A.B.R 

60II0800SS 

50-341 

p 

SYLVIA.B R 

8811100294 

50 341 

H 

SYLVIA.B R 

6811170390 

50-341 

p 

SYIWA.O n 

06III7O4O8 

5034) 

p 

sylvia.br 

8811210090 

60341 

p 

SYLVIA.B R 

8611210096 

50-341 

p 

SYLVIA.B fl 

861 1210108 

50-341 

p 

SYLVIA.Bn 

0011210134 

60 341 

0 

SZCZEPANICA 

8611220434* 

60-425 

0 

TAFEL.lS 

6811290160 

PR 


TALOOT.P 

8811290057 

50-443 

Q 

TAL80T.P, 

0611293062 

50-443 

G 

TAM.P.S 

0611010471 

00-334 

0 

TAM.P.S. 

8811040267 

50-334 

0 

TAM.P.S. 

oencoooii 

50 41*2 

0 

TAM, PS. 

8811140065 

50-334 

P 

TAM.PS 

0811140100 

50412 

A 

TAM.PS 

0611140173 

50-334 

P 

TAM.P S 

6811140290 

50440 

V 

TAM.PS 

0011160230 

50-334 

n 

TAM.P.S. 

06IIIC0546 

50-334 

p 

TAM.P S 

0611220010 

50412 

p 

TANA,6.T 

0010200403 

WASTE MOT 

TANA.E.T. 

8810310043 

WASTE MGT 

TANA.E T, 

8611010407 

WASTE MOT 

TATUM.JE 

8610310553* 

50 200 

0 

TAYLOn.J 

8011070330 

NUREG 


TAYLOR.JU 

0610310147 

TOWEP 


TAYLOn.JH 

0611020094 

50-369 

p 

TAYLOR.JH. 

8611090302 

50 369 

p 

TAYLOR.JH. 

861 1100292 

PR 


TAYLOR.JH. 

66)1100421 

OAm 


TAYLOR. J 1 

06I1I6034I* 

50 322 

0 

TAYLOn.Jl 

0011160341’ 

50 322 

G 

TAyLOn.JM 

0010250099 

50 461 

0 

TAYlOn J M 

0610250102* 

50-461 

0 

TAYlOn.JM. 

0610270444 

60 390 

0 

TAVLOHJM 

0610270456’ 

50-390 

0 

TAYton.JM 

0610200065 

50456 

0 

TAYIORJM. 

0311020071 

50-302 

Q 

TAYLOnjM 

0811020076* 

50-302 

Q 

TAVtOnjM 

0011160235* 

FOIA 


TAYLOH.J M 

00II2IO3II 

50-302 

Q 

TAYLOn.J M 

8011210314* 

50-302 

Q 

TAYLORJ M. 

0011210329’ 

80-309 

n 

TAYLOnj M. 

0611220450 

60-346 

Q 

TAYLOn.J.M 

0011220453’ 

50-345 

Q 

TAYLOR.J M. 

0011220456’ 

50-346 

O 

TAYLOR J N, 

0010250311’ 

71-9210 


TAVLOn.J W 

0811140146 

60-409 

R 

TAYLOB.J.W 

6811220036 

60-400 

F 

TAYLOn.L A 

0611020355 

50-368 

S 

TAYUOR.L A 

8011 150409 

50-360 

S 

TAYLOR,L A 

0011160494 

50-313 

S 

TAYLOn,L-A 

8011160502 

SO 300 

s 

TAYLOn.M. 

801 1020200’ 

REVIEW GR P 

TAYLOR.P 

8011220434’ 

60425 

0 

TAVLOn.RG. 

8810250317* 

50 402 

0 

TEDFOD.C 

0610360264* 

COMMISSION 

T60FORD.CF 

6811030064* 

REVIEW GR P 

TEOrOBD.CF 

8811030089* 

REVIEW GR P 

TEOROW.J 

8810250257* 

50-302 

o 

TEFFT.DE. 

0811030268* 

REVIEW OR P 

TBLFORD^-L 

6B110B0IO4* 

PR 


TEMUS.CJ. 

0611060182 

71-0070 


TEUUS.CJ. 

6811160354 

71-0202 


TEMUS.CJ 

B61 1230164 

71-9181 



AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

TEMUS.C J. 

0611230176' 

71-9101 


TENBROOK.W.K 

0811160104' 

£0-2/5 

O 

TENERZ.E 

0O1O31COI3 

TCPREP 


TENNYSO.N.M M 

OBniooite 

60-373 

S 

TERC:.NM 

0811220064* 

50-382 

0 

TERHY.CD 

6810250237 

50-410 

0 

TERRY, CD 

8010260463 

50-220 

P 

TERRY.CD 

8B1026066/* 

50-220 

P 

TERRY.CD 

fl0l0280??0 

50-410 

fl 

TERRY.CD 

8011080124 

50-220 

0 

TERRY.CD 

881 1C80I30 

50-220 

P 

TERRY.CD 

0811150240 

50-220 

P 

TERRY.CD 

061 11601 1C 

50 410 

P 

TERRY.CD 

8811160118' 

50 410 

P 

TERRY.CD 

881II60I02' 

50 410 

P 

TERRY.CD 

G811180?I1 

50 220 

F 

TERRY.CD 

881 1210200 

50 220 

P 

TERRY.CD 

e81l21024-r 

50 220 

P 

TERRY.CD 

881 1210400 

50 410 

P 

TESTA.E • 

881 I0202-J2' 

70-1113 


TETRAULT.n E 

8810200213 

70 27 


TETRAULT.H E 

881 1090227 

TOPREP 


lETRAULT.R E 

881116024/ 

70 27 


THADANI.MC 

8811140067 

50 387 

P 

THIHAULT.C 

60110300-13 

50 3-16 

F 

THOMAS.BE. 

081 1140104 

WASTE MGT 

THOMAS.C.O 

881 1100150 

50 313 

M 

THOMAS.G S 

8810250262 

SO 443 

P 

THDMAS.GS. 

8810250472 

50-443 

H 

THOMAS.G S 

0811010125 

50 443 

G 

THOMAS.G S 

0011010382 

50-443 

P 

THOMAS.GS. 

8811020100 

50 443 

F 

THOMAS.G S. 

0011100050 

50-443 

Q 

THOMAS.GS. 

0811140372 

50-443 

F 

THOMAS.GS 

0811150245 

50-443 

R 

THOMAS.GS. 

8811300363 

PR 


THOMA8,J 

80II29023I 

PR 


THOMAS, L 

8811020425 

ORQ 


THUMAS.P 

0011220336 

50-155 

F 

THOMA5.P 

881 1220304 

50-155 

F 

THOMPSON AC 

081 1010033’ 

50-293 

F 

THOMPSON,AC 

8811070100 

50-203 

F 

THOMPSON.O 

0811010284’ 

70 27 


THOMPSON.H L 

0504150601' 

50-390 

A 

THOMPSON, H L 

0505310017’ 

50-390 

A 

THOMPSON, H.L, 

080626000U' 

PRM 


THOMPSON.H L 

0010310007 

50-269 

Y 

THOMPSON.H L 

0811020169' 

REVIEW GRP 

THOMPSON.H.L 

0011020290' 

REVIEW OH P 

THOMPSON, H.L 

0811020302' 

REVIEW GRP 

ThO.VPSON.H L 

0011040017’ 

REVIEW GRP 

THO.MPSON.H.L 

0811040106’ 

REVIEW GR P 

THOMPSON.H L 

661 1070130 

408027 


THOMPSON.H.L 

OBIIOOOPOD’ 

REVIEW GRP 

THOMPSON.H L 

0011090310* 

PR 


THOMPSON, J. 

0011040011 

40 8907 


THOMS, K.ft. 

0811010100 

NUREG 


THUNSTEOT.J.W. 

0011220410 

50-373 

R 

TIEN.C. 

00 111 50030 

ACRS 


TlERNAN.JA. 

8610200452 

50-317 

P 

TIERNAN.J.A. 

0010280400 

50-317 

O 

TlERNAN.JA 

6010270072 

50-317 

Q 

TlERNAN.JA. 

88110201(18 

60-317 

0 

TlERNAN.JA. 

801 I07U355 

60-317 

P 

TlERNAN.JA. 

081 1060010 

50-317 

P 

TlERNAN.JA 

001IOOOIG1 

60-317 

K 

TlERNAN.JA. 

0811100027 

50-317 

H 

TlERNAN.JA 

0811100073 

50-317 

n 

TlERNAN.JA 

08I11I020S 

PR 


TILLMAN.A 

0811210429’ 

50-244 

0 

TIMMARAJU.S. 

6011 1 10195’ 

50-408 

Q 

TINQEN.S. 

8011030319' 

50-305 

0 

TIPPS.S.B. 

6810260148 

60-360 

S 

TIPPS.SB 

8810260163 

50-321 

S 

TOBIN.W.J. 

081 1070141' 

50-360 

Q 

TODD.G A. 

8810270010’ 

70-27 


TOKAR.M 

0807070030’ 

FOIA 


TOKAR.M. 

0811230376’ 

FO'A 


TOKAH.M 

0011230392’ 

FOIA 


TOMLINSON.E 

001 1210310 

£0-410 

R 

TORflE.J.G 

0810250264 

50-414 

S 

TORnE.J.O. 

8910250332 

50-413 

S 

TORHE.J 0. 

0010310092 

50-413 

S 

TORRE.J.G. 

0311090333 

50 414 

s 

TORRE.J.G 

0311160095 

SO 414 

s 

TOURIGNY.EQ. 

0810260500 

50-335 

p 

TOURIGNY.E.O. 

0011230336 

50 336 

p 

TOUSLEY.O R 

6811140022 

PR 





ACCESSION SUBJECT 

number category 


TOUSLEY.D.R, 
TOWNSEND, J.D. 


TOWNSEND, J I 

TOWNSEND.J I 

TOWNSEND,J,l 

TOy.H.L. 

TRAFICONTE.J 

TRARCONTE.J 

TRARCONTE. 

TRAFICONTE 

TRAFICONTE. 

TRAFICONTE,J 

TRAFICONTE, J 

TflARCONTE,J 

TRAFICONTE,J 

TRAFICONTE.J 

TRAF(CONTe,J 

TRAFICONTE,J 

TRAFICONTE.J 

TRAFfCONTE.J 

TRAMMELL,C.W 

TnAWMELL.C.M 

TRAMMELt.C.M 

TRAWMELL.C.M 

TRAMMELL,C.M 

TRAMMELL, C.M 

TRAMMELL,C.M 

TRAMMELUC.M 

TflAMWELL.C,M 

TRAMMELL.C.M 

TRAWMELL,C,M 

TRAMMEIL,J.W 

TRAN.H. 

TRAPP,J,M. 

TRAPP,J.M, 

TRAVERS.W.D 

TflAVEflS,W.O, 

TREBY.SA 

TREBY.S.A. 

TRE0Y,S.A. 

TRESY,S.A, 

TREJO, J. 

trent.l.k, 
TREVORS, QA 
TneVOflS.G.A 
TREVORS,©, A 
trevors.q.a. 

THEVOR8.Q A 

TR|VOflS.O.A. 

TfllPP,L E 

TfllPP.LE. 

TnrPP.L.E. 

TfHPP,L.E. 

TRfPP,L,E 

TR/PP,L.E. 

TROSrEN,L.M. 

TROUr,J.P, 

TflOUT,J.P, 

TROUr.J,P. 

TROUTJ.P. 

TROUT, J.P. 

TnOUT,J.p. 

TROUT,J,P. 

TROUT,J.P. 

TR0YER,L 

TflUBATCH,S L 

TRUE,D,E, 

TRYZNA,G,B. 

Tfl2yNA,G.E. 

tsai,h,w. 

tscherne,lj, 

TUCKER,H.8. 

tucker,h.b, 

tucker,h,b, 

tucker.ks, 

TUCKEfl,H.8 

tucker.h.b. 

tucker,h,b 

tucker.h,b. 

TUCKER, H.B. 

TUCKER,H.a 

TUCKER,H.B 

TUCKER.H.B, 

TUCKER.KB, 

TUCKER,H.a 

TUCKER,H,B, 

tucker, H.B 

tucker, H,B. 


6811140022 PR 
8810280092 50-275 

0BI1O3O138 60-275 

9811210296 SO-275 

8811210417 50-275 

8811040235 70-S 

8811010021 50-443 

8811010021 50-443 

8811010021 60-443 

8811010021 50-443 

8811010021 50-443 

8811010031 50-443 

8811100128 50-443 

8811160278 50-443 

8811290069* SO-443 
8811290069* 50-443 
8811200069* 50-443 
8811290069' 50-443 

88tl290089' 50-443 

8SI1290075' 50-443 
8510260129 50-206 

6810260508 50-206 


ACCESSION SUBJECT 
NUMBER CaSry 


8810260514 60-206 

8810310094 60-206 

6810310116 60-206 

8811020196 50-206 

8811020237 60-206 

8811230397 50-206 

9811230407' |o-2ol 
8811230415 50-206 

8811230431' 50-206 
0811040214 40-299 

0011210141 50-331 

6010310433' 60-333 
8811020062* 50-353 
8810070351* 50-313 
8811180274 50-1 3 

8003070311* PR 
8803210336* PR 
8806210383' pR 
8611090205' PR 
88 10200245 50-272 


8810250126 70-824 

8810260046 50-298 

8811040205 50-298 

8811040298 5O-2l0 

8811 100157 50-298 

8011160023 50-268 

8811260295 PR 
8811080310' 60-334 
6511140062' 50-317 
6811180002 50-317 
0811180003 50-309 

0011210432 50-309 

0011220131' 50-309 
8811140133 PR 
8811040148 50-443 

8811040148 50-443 

0011040152 60-443 

00 10401 52 60-443 

08111OO14B 50-443 

0811100148 60-443 


0811290118 50.443 

0011290118 60-443 

8811110012 PR 
8811070254* FOJA 
8811160072' 50-302 
0811070092 50-295 

0811180032 60-456 

8811020202 ' 50-454 
8811160434 60-346 

8810250027 50-413 

8010250186 50-413 

8810250218 50-370 

6810250264 60-414 

8810260289 50-369 

0810250332 50-413 

8810250370 50-369 

SO-369 

8810280237 50-369 

8810280278 50-370 

0810310092 |o.413 

0010310169 50-969 

8810310405 IS 


8811010101 50-413 

881102023 4 50-413 
88 1020252 60-414 
0811020343 50-287 


_ 7UCKER,H.a 
3 TUCKER.H.B 

R TUCKEn,H.B 

R TUCKER.H.B. 

R TUCKER,H.B. 

. TUCKER.H.B. 

Q TUCKER.H.B. 

G TUCKER.H.B. 

G TUCKER.H.B. 

G TUCKER.H.B. 

G TUCKER.H.B. 

G TUCKER.H.B 

G TUCKER.H.B. 

G TUCKERJ1.B. 

G tucker, H.B. 

G TUCKER.H.B 

G TUCKER.H.B. 

G TUCKER.H.B. 

G TUCKER.H.B. 

G J)-^ker.h.b. 

p TUCKER.H.B. 

P TUCKER.KB. 

P TUCKERJ1.B. 

P TUCKER.KB. 

P tucker, H.8 

P TUCKEfl.H.B. 

P TUCKER.H.B. 

P TUCKER.H.B 

P tucker.hb. 

“ TUCKER.H.B. 

tucker,h.b. 

TUCKER.H.B. 

’ TUCKER.H.B. 

} TUCKER,H.B. 

I TUCKeRj1.B. 

; TUCKER.H.B. 

TUCKER.H.0 
TUCKER.HB. 
TUCKER, H.B. 
tucker.hb. 
TUCKER.H.S. 
TUCKER.H.8. 
TUCKER.H,B. 
TUCKER.HB. 
TUCK6R.H.6, 
TUCKER, H.8. 
TUCKER.H.B, 
TUCKEfl.H.B. 
TUCKBaH.B. 
TUCK6R,J,E. 
TUETK£N.fl.P. 
tunstilljw 
TURBAK'U a 
TURICLJ.! 
TURK.iE. 
TURNeaO.R. 
TUTU.N.K. 

,tylinsk»,g.h. 

U0Y.AC. 

U0Y.A.C. 

UDY.A.C, 

UOY.A-C. 

U0Y.A.C. 

UDY.A-C. 

UDY.A.C. 

UDY.A.C. 

UDY,A,C. 

UOYA.C. 

ULIE.J.M. 

UUE,J.M. 

ULMER.FJ. 

UMBEL,D. 

UMBEL, D. 
UPSHAW.PA. 
UR8ANIK,T. 
VACCA,P. 

VALA,M.J. 

VALENTI, DJ. 
VALLARIOJI.W 
VAN BRUNT.C.F 
VAN HORN.W.V. 

VAN KESSEL,H. 

VAN KESSEL,H,F. 

VANDOORN.K. 

VANDOORNX 

VARGA„S,A 


8611020347 SO-369 

8811020392 SO-369 

8811020437 60-413 

8811030029 50-413 

8811030194 50-413 

8011030467 50-413 

0811040139 50-287 

8811040145 50-269 

8011040290 60-413 

0811070323 50-413 

8611070350 50-269 

8011000031 50-369 

0011080063 50-370 

8611060074 50-269 

8811080229 50-413 

Ml 1080246 SO-270 

0811090018 50-269 

88II0901S7 PR 


8811090333 60-414 

8811090S0S PR 
8611100160 50-287 

8011100168 PR 
8011150120 50-269 

8811150109 50-289 

881 1 150235 50-369 

8811150366 50-413 

8811160026 50-260 

8611160004 50-369 

8811160093 50-414 

8811160120 SO-413 

^11160260 60-369 
8811160267 ^370 

8611160530 50-269 

8811160541 50-269 


8811170068 50-269 

8811170152 50-369 

86III70166 50-267 

6811170109 60-389 

8811170199 lo-369 

8811170217 50-369 

0611170308 50-369 

8611210171 IS 
8811210283 50-413 

8811210418 60-269 

8611220051 50-370 

8811220120 SO-413 

8811220170 60-414 

MU220218 1^4 3 

0811220360 50-269 

8811220379 60-321 

8011140272* FOJA 


0011300343 PR 
0810280095' 50-10 
8811210427 PR 
0011100098 50-443 

8811090446 PR 
Ml 1070088 NUREQ 
8811150003 W-213 

8809160117* 50-300 
0009150117* 60-309 
50-2^ 


8811010441* 50-210 
8811070117* lo.|i3 
8811070119* 5^23 
8011070120* 5^23 
«8ii070i2r so^lia 
8811170210* 50-286 
8811170210* 50-286 
8810250085* 50-346 
8810310461* 50-346 

6811210260 |o^44 
S ?^20 CONTRACT 


8811100237 CO™cT 


8010260093* SO-MS F 

Ills?!' 


8811290320 PR 
8611220515 NUREG 
8811070021 40 2259 

8811290319 PR 
8811020062* 60-353 
8811080060* Kt 

8611160371 PR 
6811090362 60-423 

8610250378* solgo 
8611150174* IoIm 
8811040085* 50-410 


S VARGAS.A. 

P VARGA, S.A, 

P VARQA,S.A, 

P VARGA, S.A, 

P VARGA, S.A, 

y VARGA, S.A. 

S VARGA, S.A, 

O VARGA, S.A. 

P •VARGA.S.A. 

P VARGA.S.A, 

P VARGA, SA, 

P VARGA, S.A. 

P VARGA.S.A, 

P VARGA, S.A. 

G VARGA.SA. 

G VARQA,S,A. 

P VAUGHAN.G.E, 

VAUGHN, Q.E. 

S VAUGHN, G.E 

_ VAUGHN, G.E. 

P VAUGHN, G E 

_ VAUGHN.G.E 

P VAUGHN.G.E, 

VAUGHN.G.E 
VAUGHN.G.E 
VAUGHN.G.E. 
VAUGHN.G.E 
VAUQHNG.E 
VAUGHN.G.E. 
VAUGHN.G.E. 
V|LASQUEZ,J,R. 
yERNETSON.W.Q, 
yigNETSON.W.G. 
yiRRELLl.D.M. 
VERRELLI.D.M. 
yiRRELLl.O.M. 
yeRRELLl.O.M. 
VERRELLI.D.M, 
VERRELLI.D.M 

verrelli;d.m, 

VERRELLI.D.M. 

vlS'f"' 

VIROSTEkc 

yiROSTEK.c: 

VISSINQ.G.S 

VISSINQ.Q.S, 

VISSINQG.S; 

VISSINQ.Q.S, 

VISSINQ.Q.S, 

VISSINQ.Q.S 

yi2ZlNl.f.A 

VIZZINI.TA. 

VIZZINIT.A 

VI2ZINIT,A 

VIZZINLT.A, 

yOELTi.A.D. 

yOQLER.B.H. 

VOIGT.H.H, 

VOIQT.H.H. 

VOIGT.H.H. 

VOIQT.HH, 

VOIGT.H.H. 

VOIQT.H.H. 

VOIGT.H.H. 

VOIGT.H.H. 

VOIQT.H.H. 

VOIGT.H.H, 

VOIGT.H.H. 

VOIT.R.E. 

VOTH.M.H. 
WAGNER.P.C 
WAGNER, W.J. 
WAHI.K.K. 

WAHI.K.K. 

WALOINQER.L 

WALKER.C.K. 

WALKER, R.D. 

WALKER, R.D. 

WALKER, R.D. 

WALKER.R.D. 

WALKER.T, 

WALKER.T.E. 

WALKER.W.J. 


ACCESSION SUBJECT 

number cffioflv 


88102S0010* 6O.220 
8810250103' 50.269 
8810250100* 50-269 
6810250111* IS 
8010270356 50-250 

6810310146 60-303 

6811020064* 50-424 
6811080109* 50-289 
8811090443* 60-220 
8811140158* 50-333 
0011170274 50-354 

0011170311 50-293 

0011210461* 50-320 
0611220021* 50-333 
6811220382 50-219 

0811230070 60-293 


8011010172 60-493 O 


8810260115 50-499 

6810310531 60-498 

0811020278 50-498 

8811020295 50-490 

0811080154 50-498 

8811080333 50-498 

8811090238 50-498 

0811 100285 50-490 

8811100287 50-498 

8811160056 50-498 

8811160040 60-498 

8811210147 50-493 

8311230200 40-8907 

6811100041 SO-II 
0811220455 50-63 

8010250455 50-261 

8311030417 50-26 

3811030268 50-400 

0811060270* 50-400 
8811090407 60-324 

8811090409' 50-324 


6611150190 50.416 

6811160263 50-348 

0611150468 50-324 

6611220471 50-418 

8811220603 50-400 

8810260263 60-271 

8810260106 50-263 

0611140208* 60-165 
8811220118’ 70-136 
8811220126* 70-138 
8610280076 PROJ 
8611020247 50-470 

6611040166 60-470 

8811040272 1^470 

0011080163 PROJ 
6011080364 50-470 

881 1 180263* FOIA 
6811180257* FOIA 
8811230136' FOIA 
8811230149' FOIA 
8811230173* FOIA 


8811300158 PR 
8011290065 60-335 ( 

6811090198 50-285 

8811090198 50-255 

8011090198 50-285 

8811090606 PR 
8811140056 PR 
8811160105' 50-285 

8811160105* 60-285 

6811160105* 60.285 

8811160114' 50-265 j 

0811160114* 50-285 J 

8811160114' 50-285 J 

8811160217 WASTE MGT 


8811300378 PR 
8811160040' 60-267 0 


0811210203* 50-460 Q 
WASTE RES . 


8811040383' WASTE RES 
8810250488 50-283 V 


8811230295 60-293 
6810280333 50-445 
0811070257 50-445 
8811140054 60-445 
8811220211 50-445 
8011170042* 50-277 
0B1O31O433* 60-333 
7903120005' FOJA 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

WALl.KC 

GOI 12102/2 

50 213 

R 

welckj 

6810280252 

50*240 

S 

WID£LL.fl C. 

6611220445 

60-302 

O 

WALll.'^.G A. 

6611150012 

50 271 

R 

WELLS.AII 

6610260069 

71*9010 


WIDMAYER.D.A. 

8&07220C6r 

FOIA 


WALSM.E R 

6611220042 

PH 


W6LLS.AH 

861 1030357 

71-6010 


WIEBE.JS 

8&lO2e0265* 

50-445 

Q 

WALTOH.O A. 

6611030111' 

50-300 

0 

WELLSAH 

8811000252 

71-9201 


WIEDEMAN.U. 

8811020320' 

REVIEW GR P 

WAMBACH.T 

6611140261 

50-255 

P 

WEN2INGER.E. 

6810310168 

50*277 

S 

WIEDEMAN.D. 

8611080132 

ISE 


WAMOACH.TV 

66102/0264 

50 255 

P 

WEN2INQER.E.C 

881 I0303SS 

50-352 

Q 

WIEDEMAN.D. 

0611160102 

ISE 


WAMBACH.TV 

6611140306 

50 256 

P 

WEN2INGER.EC 

661 1030363 

60-277 

0 

WIEDEUAN.D.G. 

0312290214' 

REVIEW GH P 

WAMBACH.TV 

6611170206 

50-255 

P 

WEN2INGER.EC 

661 1080236 

60*247 

Q 

WIEDEMAN.D.G. 

8312200231' 

REVIEW GH P 

WAMBACH.TV. 

66111/0304' 

50-255 

P 

WEN21NGEfl.E-C- 

6611090153 

60*220 

0 

WIEDEMAN.D.G. 

8811070381' 

40-7604 


WAMBACH.TV 

8611170323 

50-255 

P 

WEN2INGER.EC. 

681 1000346 

50*220 

P 

WIEDEMAN.D.G. 

8611060369' 

REVIEW GR P 

WAMBACHJV 

6611170330 

50255 

P 

WEN2INGER.E C. 

6611160134 

50*54 

0 

WIERSEMA.R J 

8811290461 

PR 


WAMBACH.TV 

6611220520' 

50256 

P 

WEN2lNGER.EC 

8611160263 

SO 266 

0 

WIESEMANN.RA 

8810260177* 

TOPREP 


WAMBACH.TV 

8611230423 

50-256 

P 

WEN2INGER.EC 

8611160315 

50354 

0 

WIESEMANN.R.A 

0811020103* 

50 464 

P 

WAMBACH.TV 

8911230432' 

50-256 

P 

WEN2INGER.EC 

6611160427 

50-333 

0 

WIESEMANN.RA. 

8811030393* 

60 601 

K 

WANG,AB 

6610260037 

50-213 

P 

WEN2INGER.E-C 

6611160445 

50*353 

0 

WIESEMANN.R.A 

8811140043* 

50-323 

Q 

WANO.A 3 

6010310126 

50-213 

P 

WERT.LD 

0611090250* 

50*269 

0 

WIESEMANN.RA 

8811140089* 

50-261 

P 

WANG, A B 

8611030302 

50213 

P 

WESSMAN.n.H. 

6610260462' 

50*29 

p 

WIESEMANN.R.A 

8011210377* 

50-601 

K 

WANVISKI.T A 

6611060090' 

WASTE MGT 

WE&SMAN.BII. 

6610260203* 

50*20 

p 

WIESEMANN.R.A 

8811210383* 

60 301 

Q 

WANSiSKl.T A 

8611210095* 

WASTE MGT 

WESSMAN.RII 

6611020251 

50*443 

p 

WIGGINS.E. 

6811150043* 

CONTRACT 


WAHOA 

8611170297* 

FOIA 


WESSMAN.R H 

6611040123* 

50-20 

p 

WiGQINS.E.J. 

0810260110' 

CONTRACT 


WARD.K 

6011020162 

50-410 

S 

WESSMAN.R H 

661 1070005* 

50*29 

p 

WiGGINS.EJ. 

0010270472* 

CONTRACT 


WABO.K 

8611160063 

50-410 

S 

WEST.CP. 

661 1020255* 

REVIEW GR P 

WiaSINS.J. 

0811090187 

50-322 

0 

WAflO.X 

enit2tOT20 

50-4(0 

s 

WEST.KL 

601 1210360 

PR 


W/GG(NS,J.T. 

8011ODO2I5 

60-387 

0 

WARO.XO 

8610250445* 

50-454 

Q 

WESTERMAN.TF 

8610250074 

50-265 

s 

WIGQINS.J.T. 

8011000300 

50-334 

0 

WARO.W T, 

8611290164 

PR 


WESTERMAN.T f. 

6811150111* 

60-265 

Q 

WIGGINS.J.T. 

0011140053 

50 317 

0 

WAR£WaOURG,OW. 

8610250353 

50-267 

P 

WESTEHMAN.TF 

6611150464* 

50-265 

Q 

WIGQINS.J.T. 

0011140360 

50-322 

0 

WARewaOURQ.OW. 

8011030C03 

50-207 

P 

WHARTON.M A 

0811160207 

50*206 

F 

WIGGINS.J.T. 

0011160315 

50-29 

Q 

WAn?M9CURG O W. 

6611060054 

50-26/ 

P 

WHEAOON.WC. 

8811160277 

71*0001 


WIGOINS.J.T. 

0011160379 

50-271 

0 

WARtiCK.Hf. 

8610250130 

50-445 

Q 

WHEElER.JC 

0811170133 

50-334 

H 

WIOOINS.J.T. 

0011220127 

50-309 

0 

WARACK R.F. 

6010259146* 

50-445 

Q 

WHEEIER.JT 

8611230167* 

C(>JTRACT 


WIGGINTON.OL 

0010250345 

50*382 

P 

WARACK.HF. 

6010250150 

50-446 

0 

WHEEIOCK.J 

8011260013 

FCHA 


WIGOINTON.O.U. 

00I1ODO1S5' 

60*450 

P 

WAH^CK R.F. 

6610250162' 

50-445 

0 

WHEGIOCK.J 

8611260018 

FCMA 


WIGOINTON.D.L. 

0511000313' 

60*313 

P 

WARN CK,R.F. 

6010250170 

50-445 

0 

wheei(X:k.n h. 

8011220350* 

FOIA 


WIGOINTON D.L. 

0011210132 

50*382 

P 

WAflhCKR.F. 

0610260254 

SO 445 

0 

WHlTE.J 

8811000261 

I8E 


WILGUS.W.S. 

8511080002 

PR 


WARNCK.R.F. 

6611030130 

50-446 

0 

WHITE.J 

8011150246* 

70-606 


WILKINSON.I.E 

8811000125 

60*10 

s 

WARS CK R.F. 

66U030I56 

50-445 

Q 

WdiTE.JH 

8008030261' 

REVIEW OR P 

WILLARD.S.C. 

8810310181 

60 250 

s 

WARaCK R P. 

6011070233 

50-445 

0 

WHIlE.jn 

881 1020323' 

REVIEW OR P 

WILLARD.S C. 

8511210333 

50-260 

s 

WARA CK.R.F. 

0611160535 

50-446 

Q 

WMITE.H A 

0611100020' 

50-496 

P 

WILLIAMS, C.C. 

8811110055* 

FOIA 


WARN CK.R.F. 

6011150536' 

50-445 

0 

WHITE.SA 

8610250266 

50*300 

A 

WILLI AM5.C.C. 

8511110065' 

FOIA 


WARN CK.R.F. 

0611160146 

60-445 

Q 

WHITE.S A 

6610250305 

50*390 

A 

WILLIAMS, C.C. 

5611110073* 

FOIA 


WARN CK.n.F. 

0611160042 

50 445 

Q 

WHITE.S A 

6610310138 

50-259 

P 

WILLIAMS.F. 

5511200440 

PR 


WARN CK.H.F. 

6611220405 

50-445 

0 

WHITE.SA. 

0610310210 

60*259 

P 

WILLIAMS,FL. 

6511150023 

60-252 


WARSlCK.n.F. 

6611220407' 

60-445 

Q 

WHITE.SA 

6610310222 

50-259 

H 

WILLIAMS, J.H 

8511050325' 

50-277 

0 

WAflS,CK.R,F, 

6811230305' 

50-445 

A 

WHITE.SA 

0610310362 

TOPREP 


WILLIAMS.JH 

8511160450* 

60-353 

0 

WARSICK.R.F. 

6811230326' 

60445 

A 

WHITE.SA 

601 1030265 

50-398 

A 

WILLIAMS.M.O. 

6511150050 

50-482 

8 

WAfl‘<lC«<.R F. 

0611230334' 

60-445 

A 

WHITE.SA 

001 1 140027 

50*327 

P 

WJLLIAMS.M.G. 

0011150054 

50 462 

8 

WAfiVlC'<.n.F. 

0611230340' 

60-440 

A 

WHITE.S A 

0811230126 

50-360 

A 

WILLIAMS.M.O. 

0011150056 

50 482 

S 

WAfl‘/lCK.n F. 

08112303S2' 

60-445 

A 

WHITE.SA 

0811230130 

50-390 

A 

WILLIAMS.M.O. 

0011150060 

50482 

8 

WAfif<iCf<.n.F. 

8611230367' 

50-445 

A 

WHITE.SA 

8011230150 

50-390 

A 

WILLIAMS, M.G. 

0011220400 

50-482 

R 

WARWCF.R F. 

6611230374' 

50-445 

A 

wHire.SA 

6611230166 

50-300 

A 

W(LtlAMS,M.J. 

8911010206 

PR 


WARNICK.R.F. 

8011230301' 

50-445 

A 

WHlTENEn.Hl 

001 1030030* 

50-395 

0 

WILLIAMS, N.H. 

5011210295 

50-445 

A 

WAR NICK, R.F. 

0611230390* 

60-445 

A 

WHil»NOA.R. 

8000300111* 

WASTE MGT 

WILLIAMS,O.G. 

8011090335 

FOIA 


WAnMlCK.fl.F. 

6011230396' 

50-445 

A 

WHITING .An 

0011030452 

WASTE MOT 

WILIIAMS.OQ. 

5611160150 

50-395 

P 

WARNICK.n.f. 

6611230406* 

60-446 

A 

WHItING.An. 

0011070161* 

WASTE MGT 

WILLIAMS, O.G. 

5011170080 

FOIA 


WARN'CK.fl.F 

6611230400* 

SO 445 

A 

WHITING.AR 

6611060034 

WASTE MGT 

WILLIAMS.O.G 

0611170425 

50-390 

A 

WARREN.C 

0011150500 

50-29 

S 

WH1TINQ.A n 

6611100231 

WASTE MOT 

WILLIAMS.0.6 

5811260001 

FOIA 


WARReN.C 

0811220212 

50 203 

S 

WHtTING.An 

6611100274 

WASTE MGT 

WILLIAMS.R A. 

6511210283 

50-413 

R 

WARReN.C 

0611290456 

PH 


WHITINQ.AH 

0611140315* 

WASTE MGT 

WILLIAMS.RA 

6011210416 

50-269 

R 

WARREN, 1 A. 

68I116003G 

50 260 

R 

WHITING.AR. 

6611210103* 

WASTE MGT 

WILLIAMS.R A. 

0611210436 

50-369 

R 

WASLIK.JS 

0811030043 

50-346 

F 

WHlTTien.0,0 

6611060009 

50-300 

P 

WILLIAMS.R.O 

6011040362 

60 267 

0 

WASHER, S L 

8611010433 

WASTE MQT 

WHITT IE R.0.0 

0011090021 

50 306 

P 

WILLIAMS.R.O. 

0010250402 

50-267 

P 

WAieRPOOl,n.A 

0011200475 

PR 


WHiniER.Q.O 

0011140170 

50-308 

P 

WILLIAMS.R.O. 

6610260475 

50267 

P 

WAIKINS.RE 

8011210360* 

CONTRACT 


WHITTIER.G D 

0811200221 

60-308 

R 

WILLIAMS.R.O 

8010260478' 

50-267 

P 

WATSON.C. 

6011020303* 

REVIEW GH P 

WICHERS.DI 

661 1030240 

40-8604 


WILLIAMS.R 0. 

8610260489 

60-267 

P 

WATSON.l 

0010280407* 

60*424 

0 

WICKERS.DI 

881 1040033 

40 0502 


WILLIAMS.R.O. 

8810260491' 

60*267 

P 

WATSON.I 

8011010216* 

50-327 

0 

WICHERS.D.t 

8011040217 

40-8502 


WILLIAMS.R 0 

8811090440 

60-267 

0 

WATSON.L 

0011150140* 

60-327 

0 

WICMERS.OL 

0011220061 

40-8502 


WILLIAMS.R 0 

8311080452 

50-267 

o 

WATSON.I J 

0011010376* 

50-327 

0 

WICHERS.O L 

601 1220306 

4Q-e»)2 


WILLIAMS.R.O. 

8811140347 

60 267 

0 

WATSON.I J 

6011000257* 

50 327 

0 

WICMERS.D L 

6011220510 

40-8502 


WILLIAMS.R 0. 

0811150037 

60-267 

F 

WATSON.I J 

6611060317* 

50-327 

0 

WICHEnS.D L- 

081 1230013 

40-0502 


WILLIS.J.L. 

8810250033 

50 220 

R 

WATSON.I J. 

6611090431* 

60 32/ 

0 

WIDEI.L.R 

0610250343 

60-302 

F 

WILLIS.JL. 

0810260269 

£0-410 

S 

WATSON,R A 

0011010202 

60-400 

F 

WIDEtl.n.C. 

0610250200 

50-302 

P 

WILLIS.J.L 

0810260373 

60-410 

s 

WATSON,R.A 

0011020049 

50 400 

o 

WIDELL.nC 

0010250234 

50-302 

P 

WILLIS.J.L. 

9610310201 

50-410 

s 

WATSON.RA 

0011020232 

50 400 

o 

WIOEtL.R.C 

0010250342 

50 302 

0 

WILLIS.J.L. 

0810310487 

50-410 

s 

WATSON.R A, 

0811100277 

50-400 

s 

WIOELL.RC 

0010250467 

50-302 

0 

WILLIS.J.L 

8810310522 

50-410 

s 

WA1SON.R A. 

0011140074 

60-400 

0 

WIDELL.R.C 

0610260240 

60 302 

P 

WILLIS.JL 

8811020102 

60-410 

s 

WArSO.V.R A 

6011160207 

60 400 

0 

wfOEtt.n.c. 

6611020021 

SO-3Qg 

P 

WILUSJL. 

881 1030006 

50-4(0 

o 

WATSON.R A. 

8H1 1210292 

60-400 

s 

WIDELL.R.C 

6811040104 

60^2 

0 

WILLI5,J.U 

0011070317 

50-410 

s 

WAtSON.R A 

0011220441 

50 400 

0 

WIDELL.R.C 

OBI 1070081 

50-302 

p 

WILLIS.J.L 

0611000157 

50-410 

s 

WATSOHR C. 

6611300245 

50-206 

>1 

WIOELL.RC 

881 1000126 

50 %2 

s 

WILLIS, J.L. 

0611140240 

50 410 

s 

WATSON.W A 

6011210321 

50 400 

R 

WIDELL.RC. 

8611000335 

PRM 


WILLIS.J.L 

0011160090 

50-220 

s 

WEADO.N O.A 

0011100160 

FOIA 


WIDELL.RC- 

6611100269 

50-302 

Q 

WILLIS.J.L 

6811100534 

50-410 

s 

WEBER.O.S. 

0811220506 

NUREG 


WIDELL.R.C. 

6011100270 

SO 302 

S 

WILLIS.J.L. 

8811100058 

60 410 

s 

WEBER.M 

001 1160246* 

70 698 


WIDELL.R.C 

001 1 100020 

50-302 

R 

WILLIS.J.L. 

8811100063 

50-410 

s 

WEBSTER.M-T. 

0011110063 

PH 


WIDELL.nC- 

6011220028 

50 302 

F 

WILLIS.J.L. 

8811180065 

60 410 

s 

WEasSLER,R- 

8011020310’ 

REVIEW GR P 

WIDELI..RC 

0811220141 

80-302 

0 

WILLIS, JL 

6611210120 

50-410 

s 

WEISS.AJ- 

6611010192 

NUREG 


WIOELL.RC 

0611220176 

50-302 

S 

WILLIS.J.L. 

6611210318 

60-410 

R 

tVEISSMAN.S 

0611090461 

50-275 

p 

WIOELL,n.C 

6811220180 

50-302 

s 

WILLIS,J.l. 

8611220193 

60-220 

n 
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AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEOOflV 


AUTHOR 


ACCESStON SUBJECT 
NUMBER CATEGORY 


A LL'SJP 

e8io3toy)7 

50 410 S 

V. ILUON.jn 

adllMOICO 

V/ASTE MGT 

WLSO’IAE 

e8llCH03?8 

50-284 P 

V.iLSO.Y6A 

eaiozsozjs 

so 302 0 

VVIlSONflA 

8BI0Z5CI24S' 

50302 0 

V.n.SOt«eA 

83l>OtC402 

50250 0 

■•..LSOflBA 

8811030066 

50 335 0 

A.-SON.Bft 

881 1030332 

50250 0 

Yr.LSONBA 

8611090329 

50-338 0 

VVLSONQA 

36IIM00I6 

50-336 0 

wlsonsa 

6611160229 

50 280 0 

AILSONBA 

8811 150362 

50-338 0 

V..LSOH.a A 

8811150474 

50 250 Q 

VV lSON.GD 

88M3005T4 

50220 H 

v..lSC‘»JH 

881026036? 

50-44$ Q 

WiLSCNJH 

S8I03I0313 

50 445 A 

WILSON P.C 

8811180349* 

CONTRACT 

VV.LSOY.R 

8811290121 

50-443 G 

w lSONR P 

6611070087 

50269 0 

W'.LSON.n f 

8811170286 

50-219 R 

W.LSOWRP 

6811180159 

50-219 P 

W'LSON.W E 

8811160AQ9 

PR 

WIYGERM A 

8811180088 

$0-334 R 

W.NSlCWTP 

8810250400 

70-1113 

wnslov/.tp 

8811150227 

70-1113 

VdNTEPS.MA 

88110904 79 

PR 

Wise n 

8811070232' 

$0-482 0 

W.SEMANGH 

8811090387’ 

50-348 0 

WISSIHK R G 

8508020496' 

review gr p 

WISSINA.R G 

8811020036' 

REVIEW GRP 

WiSS.NK.RG 

8811020042* 

REVIEW GR P 

WISS'NK.RG 

8611020053' 

REVIEW GRP 

W.SSif.<RG 

881 1020066' 

REVIEW GRP 

V.iSS.NK R G 

8611020072* 

REVIEW GR P 

WISSINK.RG 

8611020078’ 

REVIEW GRP 

W.SS'HK.RG 

8811020262' 

REVIEW GRP 

W SS'KK.R G 

8811020315* 

REVIEWGR P 

W'SS'NK.R G 

8811030106' 

REVIEW GR P 

WiSSiNK.RG 

8811030127' 

REVIEWGR P 

W'SSLNK.fl G 

8811030168* 

REVIEWGR P 

WISSiNi<.RG 

881104001$* 

REVIEW GR P 

W'SSiAK.RG 

8811040201' 

REVIEWGR P 

WISSINKRG 

8811040213* 

REVIEW GR P 

WISSINK.RG 

8611040226* 

REVIEW GR P 

W’SSiSK.R G 

6811040208* 

REVIEW GR P 

WlSS'NK fl G 

881104032$' 

REVIEW GRP 

WiSSiNK.RG. 

881109001$* 

REVIEW GR P 

WiSSiNK.RG 

88I109002S* 

REVIEW GRP 

WISSINK.RG 

8811090034* 

REVIEW GRP 

WiSSiNK.RG. 

8611090037* 

REVIEW GRP 

Wl5Si.SK.RQ 

8611090045* 

REVIEW QRP 

WlS5'.NK.R G 

881 1090048* 

REVIEW OR P 

WiSSiNK.RG 

6811090049* 

REVIEWGR P 

WI&S'NK.R 0 

8811090325* 

REVIEW GRP 

WITHERS.SO. 

8810250177 

$0-462 f 

WITHERS SO 

8810250313 

50-462 S 

WITHERS.SO. 

6610250460 

50-482 P 

WITHERS SO 

6810250483 

$0-482 P 

WlTHERS.e 0 

8810270010 

$0-482 P 

WITHERS 8 0 

8811010544 

50-482 P 

WITHE Hseo 

8811020132 

SO 482 F 

WITHERS 6 0 

8811030292 

50-482 P 

WiTHERS.BO 

6811040162 

50482 0 

Withers 8 0 

8811100255 

$0492 P 

WITHERS.BO 

86MI5000I 

50-482 P 

Withers SO 

8811150050 

$0-482 S 

W]TH£RS,8 0 

8611150054 

50-482 S 

WITHERS BO 

8811150058 

$0-482 S 

WiTHERS.BO 

6811150060 

$0-462 S 

WITHERS BO 

8811220196 

50462 0 

WITHERS BO 

6811220406 

$0-482 R 


WfTZiG.W.F 

6011030012 

50-219 

R 

WOESSN£fl.O 

8811290321 

PR 


WOJClK.1T 

8011090146 

50-315 

S 

WOJNAS.E 

8811230264* 

FOIA 


WOLF.G W 

881T080204 

PR 


wolfe.b 

8811020205 

PR 


WOlFE.KP. 

8811210430 

60-334 

H 

WQLFE.P-J- 

8811160457* 

FOIA 

0 

VVOt.'GH 

8810280006 

50 285 

wong.h 

8811090094 

50 247 

Q 

WONG.H. 

8811210011 

50-160 

0 

WOOO.R S 

6609270140 

40-0027 


WOOOLAN.Ofl. 

8810250206 

50 445 

M 

WOOOUN.OR 

8810250365 

50-445 

S 

WOOQLAN.OR. 

8810250384 

50-445 

o 

WOODLAND R 

8810250380 

50445 

Q 

WOOOLAN.OR 

8810260086 

60-445 

K 

WOOOLAN.Dn 

8010260174 

50-445 

S 

WOODLAN.DR- 

8811030074 

50 445 

O 

WOOOLAN.DR 

68III70048 

50 445 

s 

WOOOLAM.O.R 

8811170051 

50-445 

s 

WOOOLAN.OR 

8811220493 

50-445 

s 

WOOOSON.N D. 

6611010009* 

TCyflEP 


WOODY .CO 

68110900S5 

PR 


WRIGHT.CO 

8811210088 

WASTE MGT 

wright.f N 

6810250420* 

50-269 

Q 

WRIGHT.F N 

8811150462* 

50-280 

Q 

WflIGHT.G.C 

8810250072 

50-263 

V 

WRIGHI.GC 

8810260003 

50-266 

V 

WRlGHT.GC, 

88102601 16 

60-264 

V 

WRIGHT .G C. 

8811030401 

50-397 

V 

WRlGHT.GC. 

6811070131 

60-202 

o 

WRlGHT.G.C 

8811070155 

50-346 

V 

WHIQHT.G C 

8611080022 

50-461 

V 

WRlGHT.GC 

061 1150492 

50-295 

V 

WRlGHT.GC. 

8811160438 

50-440 

p 

wright.k 

8610310200* 

50 528 

r 

WRIGHT .nj. 

8811040078 

WASTE MGT 

WU.Y. 

681114031$’ 

WASTE MGT 

YACHiMIAK.e 

8810260104* 

50 20 

V 

YACH!M1AK,6 

881 1070224* 

50 20 

V 

YAKSETiCH.OB 

8811290118 

PR 


YAHCCHK0.6€ 

8811160562* 

50-423 

p 

YANlCHKO.S £ 

88III60I7I’ 

50-323 

p 

YAN1CMK0.BE 

8811210118’ 

$0272 

p 

Y8AflRONOA,LJ. 

8811030467’ 

CONTRACT 


YEN.P 

6810260303’ 

50-327 

0 

YOChhE'M.E 

8811150269’ 

60-312 

p 

yoflK.j 

8811090338’ 

50438 

0 

YOSH(MURA.T 

8611030062’ 

XPORTLlC 


YOUQOAHl.ftC 

8611300225 

PR 


YOUMOAVlL.flC 

8811110047 

$0-322 

H 

VOUNG.C 

8807100158’ 

COMMISSION 

YOUNG.C 

8811170333* 

60 237 

H 

YOUNQ.C 

6811170337' 

$0 289 

H 

VOUNG.C 

8611170346* 

50 289 

H 

YOUNG.C. 

8811170383* 

COMMISSION 

YOUNQ.C. 

6811170366* 

50-289 

H 

YOUNG.C. 

8811170389* 

50 289 

M 

YOUNG.C 

8811170374’ 

50 237 

H 

VOUNG.C 

8611170394’ 

50 320 

H 

YOUNG.C 

0811170308* 

50-320 

H 

yOunG.K 

8611160429* 

50-331 

F 

YOUNG.W A. 

8811010084 

$0-322 

Q 

YOUNG.M.A 

861 1010105 

50-322 

Q 

YOUNG.M A 

6611040023 

50 322 

G 

YOUNG.MA 

6611040066 

50-322 

G 

YOUNG.M A. 

8811290067 

50-322 

Q 

YOUNG.TE, 

0810200126* 

60-413 

P 

YOUNG.V.T. 

8811090275 

xpoftriic 


YOUNGBLOOO.BJ. 

8811070238* 

60 454 

F 


AUTHOR 


youngolood.th 

VUEN.S J 

YUHAS.G P 

YUHAS.O.P. 

YUHAS.G.P. 

YUHAS.G P 

YUHAS.G P 

YUHAS.G.P 

YUHAS.G P 

YUHAS.G.P. 

YUHAS.G.P. 

YUHAS.G.P. 

YUHAS.G P. 

YUHAS.G P 

YUHAS.G P 

ZACCARtA.A 

2ACCAniA.A 

ZACHOW.W.C 

2ACHOW.W.C 

ZAMl.ER.R.G 

ZAHLEH.n.E. 

ZAHNLEUTER.R .1 

ZAHNLEUTER.fJ.J. 

ZAHNLEUTEft.H J. 

ZAHNLEUTEfl.R J 

ZAHNLEUTER.R.J 

ZAHNLEUTER.R J 

ZEBELMAN.A.M 

2ECH.L 

zech.l w 
zecH.L.w. 
zech.l.w. 
ZECH.UW 
ZECH.L w. 
ZECH.L.W. 

ZECH.L W. 
ZECH.L.W. 
ZECH.LW. 
ZECH.L.W 
ZECH.L.W 
ZECH.L W. 
zech.l.w. 
ZECH.LW. 
ZECH.LW. 
ZECH.L.W. 

ZECH.L W. 
ZECH.LW 
ZECH.L.W. 
ZECH.LW. 
ZECH.L.W. 
ZECH.LW. 
ZECH.L.W. 
ZECH.LW. 
ZECH.LW 
ZECH.L W. 

ZECH.L W. 
ZECH.L.W. 

ZECH.L W. 
zecjuw 
ZECH.L W. 

ZEILER.J 
ZIELIHSW.AM 
ZIELINSKI.AM 
ZIMMER, A. 

zimmerMan.j.v. 

ZiMMERMAN.R. 
ZtMMERMAN.R. 
ZIMMERMAN.R P. 
ZIMMERMAN.R P. 
ZIMMERMAN, n.P. 
ZIMMERMAN.R.?. 
ZIMMERMAN.R.P. 
ZWOL'NSKI.J a. 
ZYChOWICZ.R J 


ACCESSION SUBJECT 


NUMBER 

CATEQOT4Y 

0(11 1160277 

50327 

f 

0011020334 

50 304 

S 

0610250202 

60526 

0 

8010310473 

&0-236 

0 

8010310405* 

60-208 

0 

(ion 140000 

60-312 

0 

881 1140420 

50-397 

0 

6011150250 

60-312 

? 

081 11C0030 

70-2$ 


(IOII100100 

50-275 

0 

U01 1910154 

50-312 

Q 

0011210101 

60-307 

0 

GU1 1210193* 

50 39? 

Q 

nni 1220487 

70-126? 


0011220470* 

70-1267 


O01 1 1 10104 

pn 


OBI 1140093 

PRM 


0011220106* 

FOIA 


001 1220340* 

FOIA 


O0III404Q5* 

40-3463 


0011140485* 

40-3463 


0011040020 

60-322 

Q 

001 1040105 
0011010136' 

50-322 

G 

50-322 

Q 

0011160226 

50-322 

0 

001 1 100341* 

50-328 

0 

G0 11230050 

60 322 

F 

0011030455 

pn 


0011140258 

60 346 

U 

0007180174* 

FOIA 


GOlOICOSOt 

50-203 

F 

OGI0260I60 

50-203 

U 

U8102C0231 

COMMISSION 

0010260250 

COMMISSION 

8010200300 

COMMiSSOU 

0010260310 

60-293 

U 

RD 10280320 

60-203 

U 

an 10260337 

60-203 

u 

0010260302 

50283 

u 

OQI0260404 

SO 250 

s 

0810260413 

50 293 

p 

0010260430 

50 348 

u 

0010260535 

50-277 

H 

G0 10270 107 

COMMI&SlOH 

0010270242 

COMMISSON 

0010310010 

50-293 

U 

0010310266 

COMMISS’ON 

001 1040243 

50-401 

U 

001 1000406 

60-203 

T 

ooinioin* 

pn 


0011140247 

G8I1140254 

COMMISBUJN 

COMMISSION 

BG1 1140260 
001 1160307 

COMMISSION 

COMMISSION 

9Q1 1170007 

50-293 

U 

0011170327 

60-237 

H 

801 1 170334* 

COMMISSION 

6011170355* 

60-237 

H 

601 12302G7* 

50-446 

A 

0011040216 

60-3413 

U 

001 1220434* 
BBI 1010470' 

50 425 
XPORTLlC 

0 

601 1010474* 

XPOnTKC 


8011150320 

71-8228 


0911030463’ 

FOIA 


001 1150405 

50-312 

D 

001 1160460* 

60-312 

0 

6010310551 

60-200 

0 

881 1020309 

60307 

0 

80 1 1 160374 

$l)-3&7 

0 

8Q1121Q170 

60-344 

Q 

801 IS1018I* 

60044 

0 

8B1 1100358* 

50-206 

p 

861 1300174 

PR 




CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 


Subiect categories for nondocketed Items are also 

entered in this column 

by 

symbol; 

for example, 

ACRS. 





AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 




NUMBER 

CATCOOftY 


MC A.-alysIs 


8811170092' 

CONTRACT 



8611170096* 

CONTRACT 


ALARON Corp 


8611090366 

71.6168 


ASEAAIom, fnc. 


8610310013 

TOPREP 


ATil Co'T'Tunlcaiions 


8611160316' 

CONTRACT 


AT&T ItiJofmat'on ^aiems 

AcNancod NiiOear Fu«ls Corp. (formerly 


8610270472* 

CONTRACT 



6610260149* 

60-336 

P 

Exxon Nuclear Co., Inc.) 


6610310335 

70-1257 




6611010349* 

XPORTllC 




6611020134 

PR 




8811060110* 

60-336 

P 



8811140033 

TOPREP 




8811160470 

70.1267 




8811170137 

PR 




6811220429* 

60-416 

P 

Air Force, OepV ol 


8811140266* 

FOIA 


Alabama Consarvancy 


68I1040I6S 

PR 


Alabama Power Co 


8810190267 

60-346 

F 



8810260038 

60-348 

F 



8610250038 

60-346 

F 



6610260432 

60-346 

F 



6610260432 

60-346 

F 



8610250464 

60-348 

F 



6610260171 

60-346 

R 



6610260171 

60-348 

R 



8610260234 

60-364 

R 



6610260603 

60-348 

F 



6810260516 

60-348 

F 



6610270136 

60-348 

F 



8611010416 

80-346 

0 



8611010416 

50-340 

0 



6611010542 

60-348 

0 



8811010542 

60-346 

0 



6611010543 

60-346 

Q 



8811010543 

60-348 

O 



6611020228 

60-348 

0 



6811020228 

60-348 

0 



8811030206 

60-348 

F 



6611040338 

60-348 

P 



8811040336 

60-346 

P 



8811080207 

60-348 

0 



8611090298 

60-348 

H 



8811160044 

60-346 

8 



8811160214 

60-348 

F 



6811160214 

60-348 

F 



6811160020 

60-348 

F 



6811160146 

60-364 

R 



6611160166 

60-340 

R 



8811180264 

60-346 

S 



8611180266 

60-346 

R 



6611180266 

60-346 

R 



8811210021 

60-346 

O 



6811210021 

60-348 

Q 



eei12IOOS7' 

60-348 

O 



6611210363 

60-348 

S 



6611300393 

60-346 

H 

AlaLema. state of 


8611140183* 

REVIEW OR 

P 

A.'al>ania. Unlv. of, Birmingham, AL 


6811100279 

PR 


AfChem'cal Isotope Enrichment, Inc. 


6811040058 

60-603 

A 



6811080060 

60-603 

F 



8611060024 

50-603 

F 



6811170173 

60-603 

A 

Aliag^eny internaHonal, Inc. 

AJRanca for Survival 


6611220461 

8811030279 

40-8724 

PH 


Alli«d-Sigr)al Corp. 


6611020131* 

REVIEW OR 

P 


6611160402 

40-3392 


American Board of Nuclear Medidna 


6611100160 

PR 



These categories are defined in Appendix B and 
listed In the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
Index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEQORY 



8811160560 

PH 


AffleAcan Electric Power Service Corp 

8811080314 

PR 


Amedcan Federallon of Slate, County & 

0811160572 

50 440 

H 

Municipal Employoas (AFL-ClO) 




American Inspection Co . fnc 

8811160397 

71 664 


Amodcan Nudoar Corp. 

8811170125 

40-4492 



8811170128 

404492 



8811230274 

40-4492 


American Nuclear Energy Council 

6811110217 

PR 


American Society of Mechanical Eng' nears 

GQ1 1230258 

FOIA 


American Tape Co. 

B8I1100IS8* 

REVIEW OR 

P 

Amwfibam Coip 

8811160305 

71-9147 


Amoabury, MA 

8011100087 

50 443 

Q 


8011200069* 

60-443 

G 


8011290000 

50-443 

G 

Amway (^p 

8011090268* 

REVIEW GR 

P 


0011090201* 

REVIEW GR 

P 

Anacomp. tnc 

0011220500 

40-8902 


Anaconoa Ca (div. ol Aiianuc nichfiaid 

8011030246 

40-8902 


Co) 





0811040082 

40-0902 


Anaiyais & Moasuiamenl Sorvieoa Co'p. 

6011100240* 

CONTRACT 


Anamai laboratorloa. inc. 

0011100020* 

60-498 

P 

Appiiod BfoMaihemaiics, inc. 

6011020330* 

CONTRACT 


Ai^nno Nei-onai LaQotalory 

6611010260 

NUREG 



6611110044 

NUREQ 



6011160055 

ACRS 


Anrono Nudear Power Projeci (tormorly 

8010250273 

50-529 

a 

Arirona Put'ic Service Co ) 





0610260517 

50-520 

j 


6610260517 

50 528 

j 


6810260517 

50-528 

j 


6010260522 

60-528 

0 


0B10260522 

50-520 

0 


6610260522 

50-520 

0 


8610260526 

60-526 

Q 


6610260526 

60-528 

0 


6610260526 

GO-528 

0 


6810270000 

50 530 

s 


0610270314 

50-530 

p 


6010270360 

50-528 

p 


6010270360 

60-526 

p 


8610270360 

50-526 

p 


8810310196 

60-526 

F 


6810310196 

60-526 

F 


6810310195 

50-528 

F 


9810310200* 

60-626 

F 


6810310200* 

60-526 

F 


0610310200* 

50-528 

F 


8811010016 

60-629 

5 


8611010110 

60-528 

F 


8811030216’ 

60-528 

P 


8811030215* 

50-528 

P 


6011030215* 

60-626 

P 


88« 1030241 

50-528 

S 


861108O13S* 

60-628 

R 


8311080294 

60-526 

P 


8811060204 

60-628 

P 


0011060294 

60-628 

P 


8011090216 

50-528 

S 


8311090221 

60-529 

S 


8811090373 

60-529 

J 


0811090373 

50-528 

J 


8611000373 

60-528 

J 


8011090380 

60-528 

P 


6811090300 

60-928 

P 


8811090300 

80.526 

P 


0811160133 

60-529 

s 


349 



CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Slsio of 

Univ of. Tucson. AZ 
Powoi & L’Qhl Co. 


0(0 ol 

31, Whilo Sands Mlasilo Hang 
'.eld Co (AncO) 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


0611160179 60-520 
Ban 160307 50-529 
0811160440 50 520 
8811170311 50-530 
8311210150 50-528 


n 

P 

H 

s 

p 


0011210156 
0011210264 
6011210264 
8811210364 
601 1220337 


S0-S28 
50-628 
50-628 
50-528 
50 528 


P 

R 

R 

n 

p 


8011220440 
801 1320463' 
081132O4G5* 
8011330473' 
8011320477' 


50 528 
50-528 
50-528 
50-528 
50-520 


P 

P 

P 

P 

P 


8611320481' 

8811220484' 

8011220490' 

8GM330009' 

8611330012' 


50 528 
50-528 
50-520 
50-528 
50 528 


P 

P 

P 

P 

P 


8611330022* 
881 1300263 
6811030004' 
601 1030089 • 
6811320506 


50-520 
50-528 
REVIEW OR 
REVIEW GR 
NUREG 


P 

H 

P 

P 


661 1230167' 
6810250095 
8610250407' 
6810260116 
8810270016 


CONTRACT 

50-313 

50-313 

50313 

50-313 


F 

o 

F 

F 


8810270206 

6810260248 

aaiioions 

8011010213 

0811010434 


50-313 
50-313 
SO-313 
50 313 
S0.3I3 


F 

F 

F 

F 

P 


0811010434 

0811020289 

0811020893' 

0011020355 

0011030499 


50-313 
$0 313 
50-313 
50-360 
PRM 


P 

P 

P 

S 


6811040104 

0811070120' 

0011070363' 

0811090069 

0811090509 


50-313 

50-313 

50-313 

50-313 

PR 


I 

V 

o 

p 


0811100271* 

0811140017 

8811140250 

0811140250 

8811150469 


PR 

50-313 

50-313 

50-313 

50-308 


P 

Q 

O 

s 


681 1150494 
8011150502 
801 1160509 
8811210129 
801 1210130' 


50-313 

60-360 

50-313 

60-368 

50-366 


S 

s 

F 

P 

P 


6011210345 
8611210354 
8011290423 
061 1030044' 
00MO9O5O2 


50-360 

50-313 

PR 

REVIEW GR 
PR 


n 

n 

p 


0811020305 
6011170117 
8611180225* 
881 1 180204' 
661 1 180236* 


40-7066 

40-8902 

FOIA 

FOIA 

FOIA 


Allas Coip 


Aiofli'c inspacilon Letts. Inc. 

^omaiic Managetnoni Consuliants Inc 
Aveiy iniefnabonai Co*p 


BP America. Inc. 

BP Chemicals iniemeiionai 

SaDcock 8 Wilcox Co. 


Babcock 8 Wiice* OperaiinQ PJanis Owners 
Group 

Backus. Mover 0 Solomon 


Baker & Hosleilor 
Ballimoro Gas 0 Elecicic Co. 


B811I9024S* FOIA 
081110024/' FOIA 
8811180249' FOIA 
8811180260* FOIA 
8811180253* FOIA 


881t160357' FOIA 
6011180263* FOIA 
8011180269' FOIA 
6011180273* FOIA 
6611100314* FOIA 


8611180326* FOIA 
8811210291' FOIA 
8811210297' FOIA 
8811210320' FOIA 
8811210323* FOIA 


6811210331* FOIA 
8811210335* FOIA 
8811210402* FOIA 
8811210410' FOIA 
8811210416* FOIA 


8811210437' FOIA 
0811210465* FOIA 
8011220062' FOIA 
081122OO86' FOIA 


ACCESSION 

NUMBER 

8011220106* 
681 1220340' 
8011220351* 
801 1220360' 
801 1220364* 


SUBJECT 

CATEGORY 

FOIA 

FOIA 

FOIA 

FOIA 

roiA 


8011220376* 
881 1220398' 
001 1220402* 
e81l23005r 
8011230063' 


FOIA 

FOfA 

FOIA 

FOIA 

FOIA 


8011230069* FOIA 
081 1230076' FOIA 
B01 1230000* FOIA 
8811230082* FOIA 
0011230105* FOIA 


8811230115* FOIA 
0811230119* FOIA 
0011230139* FOIA 
0811230148* FOIA 
8011230151* FOIA 


8811230162* FOIA 
0811230168* FOIA 
8011230170* FOIA 
0011230175* FOIA 
8811030435 40-3453 


8811040228 
6811140485’ 
BB 11020052 
8811020420’ 
8811090170' 


40-3453 
40-3453 
71 660 
CONTRACT 
REVIEW GR 


P 


8011090185* 

0811090193* 

8811090199’ 

6911040027 

0011170065 


REVIEW GR 
REVIEW GR 
REVIEW GR 
40-6904 
40-7604 


P 

P 

P 


8810250125 

8810250228’ 

8610200213 

8810310147 

0011020094 


70624 

60-302 

70-27 

TOPREP 

50-369 


P 


P 


8011040038 

8811090022* 

8011090023* 

6811090227 

8811090302 


TOPREP 

50-269 

60-269 

TOPREP 

60-309 


P 

P 

P 


8611100214 

6811100292 

8611160247 

0811160421 

8011110177 


70-27 

PR 

70-27 

OAogo 

PR 


8611040093 50-443 

8811040093 50-443 

8811040106 50-443 

0811040106 50 443 

8811100067 60-443 

6811100111 60-443 

8611160163 50-443 

6811160321 50-443 

8811290156 50 443 

8811160496 PR 

8811170212 FOIA 

8810260452 60-317 

8010260452 50-317 

6810260466 50-317 


C 

G 

G 

Q 

G 

G 

Q 

G 

Q 


P 

P 

0 


8610260466 60-317 0 
8810270072 50-317 0 
8810270072 50-317 Q 
8810270174 60-317 P 
8810270174 50-317 P 


0811010074 50-318 S 
8811010534 60-317 P 
8811010534 50-317 P 
8011010535* 50-317 P 
8011010535* 50-317 P 


8811020160 50-317 Q 
8811030091 50-317 F 
80IIO3OO91 50-317 F 
8811040048 50-317 Y 
8011040040 50-317 Y 


8811070355 50-317 P 
8811070355 50-317 P 
8811070367* 60-317 p 
8811070357' 60-317 p 
8811080010 50-317 P 


0811080237 50 317 F 
8811080237 50-317 F 
8811090161 50-317 K 
6611090161 50-317 K 



0811090162* 

50017 

K 


8811220209 

50-244 


8811000162' 

SO-317 

K 

Calsp£mCorp (subs Arvin Indusitlos/Fr 

8606270136* 

50-269 


8811100027 

50-317 

H 

anhin Research Cenisi) 




8011100027 

50-317 

H 

Canada. Gdvl of 

681 1090043’ 

REVIEW GR 


8811100073 

50-317 

R 

Canonio. tnc. 

6811220218* 

40-1162 


8611100073 

60 317 

R 

Carolina Power & Llghi Co. 

0610260018 

50-324 


Q81H0Q075* 

50-317 

R 


6610260018 

50-324 


8811110205 

pn 



0010260202 

50-324 


8811220184 

60 317 

P 


0010260292 

50-324 


8811220316 

50 317 

R 


6010260297 

50-324 

Sano-i.PH- 

6811160024 

ACRS 



0810260207 

50-324 

8£tiei'e Human Aifmrs Research Centers 

6811220515 

NUREG 



0810270017 

50-324 

Ga tlei'e Memorial Insiiiuio. Columbus 

8811020411* 

CONTRACT 



8010270290 

50 400 

Laboratories 





8810310007 

50-261 


8811040235 

70-B 



8810310007 

50-261 

GaUsi'e Memorial Insi (ulo. Pacific 

6810250092 

WASTE RES 



8010310163 

50-261 

Not^hASSl Leboratory 





8810310261 

50-400 


8811010179 

50 390 

A 


0010310277 

50-261 


8811070002 

50-397 

F 


0010310283* 

50-261 


6811070057 

NUREQ 



6011010202 

50-4C0 


8811100244 

WASTE RES 



0811010380 

50-324 


8811140123 

WASTE MOT 



0011010388 

60-324 


8811170344 

WASTE RES 



8811010301’ 

50-324 


6011220616 

RUREQ 



8011010394* 

50-324 

Bechtel Qror^p, Inc 

6810260383* 

60 327 

0 


8811010304* 

50-324 


8811100017* 

50 498 

P 


8611010403 

50-325 


6811110194 

PR 



8811010465 

60-324 


8811140093 

PRM 



6011010465 

50324 


8811230014* 

60-628 

P 


0011020043 

50-324 


8611230018* 

50-628 

P 


6011020949 

50-400 


8611230020* 

60-528 

P 


3011020180 

50 261 


6611230026’ 

50-528 

P 


0811020232 

50-400 


8811230028' 

60-528 

P 


8011020410 

50-261 


8611230032* 

60-526 

P 


8811030017 

50-324 


8811230038* 

60-528 

P 


8811030017 

60324 

Bechtel Power Corp 

8811180116 

fCHA 



881 1030061 

60 261 

Bdhop. Cook, Puco'l & Roynofds 

8611010282 

Pfl 



0811030160 

50-261 


8811010332 

pn 



8811030350 

60-324 


8611030499 

PRM 



B8I10303SO 

50-324 


6611100227 

PflM 



8811030384* 

SO-324 


6811100253 

pn 



8311030384* 

60-324 


8611160506 

PR 



0311030483 

50-324 

Blue Rk^e Envlronmontal Oolenso League 

6611110043 

PP 



8811030483 

SO-334 

Boston tdison Co. 

8611030166 

60293 

R 


8811030468* 

60-324 


8611070116 

60-203 

n 


8811030486* 

50-324 


8611070136* 

60-263 

p 


8811040187 

50400 


8611080013 

60-283 

p 


8811070032 

60-324 


8611090081 

60-293 

F 


8011070102 

50400 


6611100043 

50-203 

0 


8011070243 

60-324 


6611140236 

50-203 

s 


8811070243 

60 324 


66I12IOOS1 

50-293 

s 


8811070244* 

50324 


6611210299 

60-293 

n 


8011070244* 

50-324 


6611220167 

60-293 

s 


8811000126 

50-261 


6611220200 

$0 293 

H 


8011000173 

50-324 


6611220387 

60-293 

p 


8011000173 

50-324 


6611230295 

60-293 

F 


8011000214 

50-261 


8611230439 

60 203 

s 


0011000242 

50-324 

Bradley. Campbell & Carney 

8811230035 

FCXA 



8011000242 

50-324 

BrooVhsven Neiionai Leboratory 

8612120172* 

FOIA 



0011080280 

50-324 


8701120037* 

FCKA 



8011060280 

50-324 


8608120162* 

FOIA 



8011000013 

50-261 


8811010192 

NUREO 



8011090356 

50 324 


6811030114* 

REVIEW OH 

p 


8811090372 

50-261 


861 1070038 

NUREG 



8811100277 

S0-40(D 


8811070043 

NUREG 



8311100282 

60-325 


6611070049 

NUREG 



8311110001* 

SO 324 


8811070088 

NUREO 



8811110002* 

50-324 


6611140116 

WASTE RES 



8311110004* 

60-324 


861 1140236* 

60-275 

p 


08111)0004* 

50 324 


8811140238* 

60 276 

p 


8811110000* 

50-324 


8811140241* 

60 276 

p 


0811110009* 

50-324 


6811140241* 

60-276 

p 


8811110010* 

50-324 


6811230325* 

FOIA 



8811110011* 

50-324 


6811230330* 

FOIA 



8011110013* 

50324 


6611230336* 

FOIA 



8011110015* 

50-324 


8811230344* 

FOIA 



6811110018* 

50-324 


6811230369* 

FOIA 



8811110020* 

SO 324 


8611230366* 

FOIA 



6011110021* 

60-324 


8611290009* 

FOIA 



8011110024’ 

60-324 

Burroughs Corp 

6611290268* 

FOIA 



8011110027* 

50-324 

C-E Operating Plants Owners Group 

8811210144 

TOPREP 



8811 110029* 

50-324 

evGNA Energy Services 

8811210295 

60 446 

A 


8011110031* 

50-324 

Caiiun Electric Power Cooperative, Inc. 

8810280259* 

50-458 

1 


8811110032* 

60-324 

CaJiforn«. State ot 

8811020178’ 

REVIEW OR 

p 


8011110034* 

60-324 


8611090461 

60-275 

p 


0811110035* 

50-324 

Caklornia. Unrv. ol. Berkeley, CA 

8610260080 

60-224 

p 


8811110037* 

60-324 


6611140393 

ACRS 



8611110049* 

50-324 


8811150036 

ACRS 



8B11I10053* 

60-324 


6811180296 

71-649 



8011IIOO56* 

60-324 


AUTHOR AFFILtATlON 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8011110058' 

50-324 

P 

8811110059* 

50-324 

P 

6611110066* 

50-324 

P 

8811110067' 

80-324 

P 

8611110071* 

50-324 

P 

8611110077* 

50-324 

P 

881 1 110079* 

50 324 

P 

8811110083* 

50-324 

P 

80111 10086* 

50-324 

P 

aeiiiioo87* 

50-324 

P 

8811110089* 

50-324 

P 

8811110090* 

50-324 

P 

6811110091* 

50-32A 

P 

8811110093’ 

50 324 

P 

6811110094* 

50 324 

P 

881 1 1 10005' 

50-324 

P 

8811110097* 

50-324 

P 

8811 1 10099* 

SO -324 

P 

0811110100* 

50-324 

P 

6611110102* 

SO 324 

P 

6811 110103* 

50-324 

P 

8811110104* 

50-324 

P 

6811 1 10105* 

50-324 

P 

831111 01 OG* 

50-324 

P 

eamfoitf 

50-324 

P 

8011110113* 

50-324 

P 

8811110117* 

50-324 

P 

6811110119’ 

50-324 

P 

asiiiiouo' 

50 324 

P 

8811110123’ 

50324 

P 

68111 10126* 

S0324 

P 

8811110126* 

50 324 

P 

8611110120’ 

50-324 

P 

861(110129* 

50-324 

P 

8811110130* 

50-324 

P 

8611110131* 

50-324 

P 

8011110133* 

50-324 

P 

8811110134* 

50 324 

P 

8811110138* 

$0-324 

P 

9911110140' 

50-324 

P 

6811110140* 

$0324 

P 

6611110141' 

50-324 

P 

0611110144’ 

60-324 

P 

6611110144* 

$0 324 

P 

6611110145* 

$0 324 

P 


AUTHOR AFFILIATION 


Corner loi Nucloo' Waste Regulatory 
Anslyaoo 


Center lot Hanning Resoarch.inc. 

Cenirai Midvvoai Comoaci Commission (or 
lo>w-Lo>rel nedioaciive vveaie Management 
CeriainTeod Corp. 


Chambot ol Commerce, US 
Cham-Nuclear Sysierrta. inc. 


ACCESSION SUBJECT 

HUMBER CATEOORV 


6811140166’ 

50324 

F 

8011140342 

60-324 

0 

8611140342 

60-324 

0 

p 

8811150168 

50 261 

6611160190 

60-261 

y 

6811150198 

60-261 

Y 

8811150222 

50-261 

R 

6811150416 

50-324 

R 

8611 150416 

50-324 

n 

6ei11S0461 

50 325 

s 

8811150551 

50 324 

? 

8811160287 

50 400 

Q 

6611160S48 

SO-261 

s 

6811210292 

50-400 

s 

8811210321 

50-400 

ft 

8811210344 

50-324 

p 

861 1220441 

60-400 

0 

8011300236 

PR 


8809300110 

WASTE MGT 


8809300111* 

WASTE MGT 


8811030452 

WASTE MGT 


8811040377 

WASTE MGT 


861(070161* 

WASTE MGT 


6811070164* 

WASTE MGT 



8811060021 WASTE MOT 

8811080034 WASTE MOT 

8611100231 WASTEMOT 
8811100274 WASTEMOT 
8611140310 WASTE MCT 

8811140315* WASTEMOT 
8811150051 WASTEMOT 
8811210098 WASTEMOT 
8811210103* WASTEMOT 
8811110069 NUREG 

8811060801 PR 

8811090246* REVIEW CR P 

6811090295* REVIEW OR P 

8811100173* REVIEWGR P 

8611030476 PR 

6611010468 71-5805 

8611020123 71-9080 

8811020128’ 71-9060 

8611290001* FOIA 


081 1 1 10146* 
8611110146’ 

$0-324 

$0-324 

P 

P 

Ootreierto Electric Illuminating Co. 

80111 (0146* 

$0-324 

P 


86(1110150* 

50 324 

P 


8811110160’ 

50-324 

P 


88lill0t$2' 

50-324 

P 


6811110152' 

50-324 

P 


6S11110165* 

50-324 

P 


86(11(016$' 

$0 324 

P 


8811110156* 

$0 324 

P 


8611110IS6* 

50 324 

P 


8811110158* 

50 324 

P 


88 ( 1110166 ’ 

50324 

P 

Ooveientl DiHe, Inc 

8811110159* 

50-324 

P 

8811110159* 

$0-324 

P 

Coairt-on ol CaMoinia Utility Workers 

8811110160* 

$0324 

P 

CoioreOo Stale Umy., Fon Colima, CO 

6811 110160* 

50-324 

P 

Co-'oredo, Slate ot 

661 11 10161 * 
6811110161' 

60324 

50-324 

P 

P 

Combuabon Engineefing, inc. 

86111(0168' 

60-324 

P 


6BI 1 110166' 

60-324 

P 


8011110170* 

50-324 

P 


8811110170* 

50-324 

P 


9911110172* 

50324 

P 


8811110172* 

50-324 

P 


9911110175* 

50 324 

P 


681 1110175’ 

50-324 

P 


6811110179' 

50-324 

P 


881 1110176* 

60-324 

P 


8611110178' 

60-324 

P 


861 1 110178' 

60-324 

P 


8811110182* 

50-324 

P 


8811 110182' 

50-324 

P 


8811110185* 

50324 

P 


8811110185* 

50-324 

P 


881 1 1 (0190 

PR 



6811 140024 

60-325 

S 


8611140053' 

50-324 

P 


8811140071 

60-261 

P 

CMnmonweallh Edison Co. 

6811140074 

50-400 

o 

8811140078' 

50-261 

p 


6911140180 

59-324 

p 


6811140180 

$0-324 

p 


6811140186' 

$0-324 

p 



8610250174 60440 
8810250969 50-440 
8811020216 50-440 
80H070256 50-440 
8811090351' 50 440 


6811100149 50 440 V 

8811110054 PR 

8611150365 50 440 S 

8611150385 SD440 S 

6811150401* 50 440 8 

6811220023 60440 R 

8611220117 50-440 P 


6811030272 40 8714 

8811220508 40-8714 

8811300501 PR 

8611040073 40-8102 

8811080289 PR 

8810270095 70 36 

8811020103 50-470 A 

8611020196 PR 

8811080304 70-36 

6811080322 71-6078 

8811080324* 7l-60?e 

8611090371 70-36 

6611090377 70-36 

8811090435 PR 

8811100202 70-36 

6811100219 70-36 

8811140352 70-1100 

8811150475 70-36 

8811160274 TOPREP 


8811160402 50-470 A 

0811160403 * 50-470 A 

6811160430 PR 

0011170027 70-1100 

8811170029* 70-U00 

8811170049 70-1100 

6611210130* 50-366 P 

8810170346 50-246 S 

8810250041 60-456 F 

6810250101 60-454 S 

6810250187 50-464 S 

6610260265 50-455 S 

8810250319 50-373 S 


<nO<oe>o 


AUTHOR AFFILIATiON ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


6010350371 

60-373 

0 

0810250397 

50-373 

P 

6810250397 

SO 373 

P 

6610250396' 

60-373 

P 

6610250398* 

60-373 

P 

8610250<122 

50-373 

P 

e8102S0<l22 

60-373 

P 

6810250426' 

50-373 

P 

8610250426* 

60-373 

P 

6610250436 

60 456 

R 

6610250486 

60 457 

S 

6610260022* 

80-456 

R 

6610260033 

60-373 

P 

6610260033 

50-373 

P 

8610260067 

50-10 

F 

6610260095* 

60-10 

F 

8810260237 

50-295 

J 

6810260402 

TOPREP 


6610270347 

60-254 

0 

6610280252 

60-249 

s 

6610260304 

50-455 

s 

6610260370 

50-457 

s 

0610260374 

SO 456 

s 

6610260304 

50-285 

p 

6610280400 

50 454 

p 

8810260400 

50-454 

p 

8610280400 

60-454 

p 

6610280400 

50-454 

p 

6810260400 

50-464 

p 

6810260406* 

50-454 

p 

6610260406* 

60-454 

p 

6810280406* 

60454 

p 

6810260406* 

50-454 

p 

6810260406' 

60-454 

p 

6611010412 

60457 

s 

6611020066 

50467 

s 

8611020122 

PR 


661I020I6S 

SO 464 

p 

6611020165 

60-454 

p 

6611020202* 

S0-4S4 

p 

6611020212 

PR 


6611020267 

60 373 

s 

6611020322 

60-373 

$ 

6611020382 

50-464 

p 

6611020362 

60 464 

p 

6611020394 

60 304 

$ 

8611030186 

60-373 

F 

66f(030447 

60-10 

H 

6611030447 

60-10 

H 

8811040013* 

50-295 

0 

8611040037 

60-237 

F 

8611040037 

50-237 

F 

6811040374 

60-466 

P 

6611040375* 

60-466 

P 

8611070092 

60-296 

0 

8611070143 

60 454 

P 

8611070143 

60-464 

P 

8811070271 

PR 


8611080179 

60 456 

F 

6611080206 

60-304 

S 

6611080210 

60*237 

P 

8611060210 

60-237 

P 

8811060210 

50 237 

P 

8811060210 

60-237 

P 

6611060210 

60-237 

P 

6611060220 

50 237 

P 

661 1060220 

60-237 

P 

6811060220 

60*237 

P 

6811080220 

60-237 

P 

6611060220 

60*237 

P 

6611080244 

50-454 

P 

6811060244 

50*464 

P 

6611060244 

60-454 

P 

6611060292 

60-237 

P 

6611060292 

60*237 

P 

6611060300 

60*373 

P 

6611080300 

60-373 

P 

6611060302’ 

60*373 

P 

6811090302' 

60*373 

P 

6811090016 

50-237 

P 

6811090209 

60*237 

8 

6811090469 

PRM 


6811140110 

50-10 

H 

8811140272* 

FOIA 


aat1N03S1 

60-468 

F 

8611140321 

60-456 

F 

8611140390 

50-456 

P 

8611160077 

50-304 

s 

8611160232 

50*295 

R 


Cotnpuiet EnghiMrino A»soci»i9». Inc 
CoAl«r«nc» of Redlahon Conuoi Pfosrsm 
OirociofS. Inc. 

Connecucui Yanlioe Alonio Power Co. 


ConnecUcul. State of 

Conner A Weuerhahn 

ConsolidaieO Edison Co. of New York. Il^c 


Consumers Power Co. 


881I1502SB 

60-237 

6611160258 

50-237 

8811160297 

50-254 

8611150297 

50-254 

6811150361 

50 454 

8811160039 

60-237 

8811160043* 

60-237 

8811160115 

50-374 

881 1160389 

50 464 

8811160369 

50-454 

8611 160369 

50-454 

6611160390* 

50-454 

eei 1 160399 

60-373 

6611170047 

50 264 

6811170074 

60-295 

8811170266 

50-254 

8611170292 

50*265 

8811180032 

50-456 

8811180032 

50*456 

8811180072 

50*304 

881 1180112 

50-456 

8811180118 

50-373 

6811180161 

60-374 

8811180198 

60-457 

8811210072 

60-254 

8611210111 

60*456 

6811210116 

60*456 

6611210145 

60*265 

8811210150* 

50*265 

6611210166* 

60*528 

6811210207 

60-295 

6811220014 

50*373 

6811220055 

60-10 

6611220055 

50-10 

6811220162 

50-374 

0811220169 

60*457 

8611220171 

60*373 

881 1220194 

50*454 

6611220217 

50*464 

8811220254 

60*254 

6611220254 

50*294 

8811220356 

60*456 

681 1220416 

60*373 

6811220460 

60*456 

6811220518 

50*374 

8811230224 

50*304 

6811300212 

PR 

6811060093* 

CONTRACT 

8811080095* 

CONTRACT 

8810280264* 

COMMISSIO 

6810170202 

60'213 

6810170266 

50-213 

8611010095 

50-213 

6611020161 

50-213 

6611030387 

50-213 

6611040186 

50-213 

6811040166* 

50*213 

BB11090134 

60*213 

8811160003 

60-213 

6611160326 

60-213 

6611160532 

60-213 

8611150533* 

60-213 

8811210272 

60*213 

8811030353 

PR 

8611080261 

PR 

6610250433 

60-247 

8610250466 

60 247 

6610310166 

60-247 

6810310(64 

60*247 

8611020274 

60-247 

6811030115 

60-247 

8611030116* 

60-247 

6811030118* 

60-247 

6611030191 

£0-247 

8811080117 

60-247 

6611090041 

PR 

8611090511 

PRM 

8611140129 

60 247 

8811140132* 

50-247 

8811180202 

50-247 

8811210348 

50-247 

8810260245 

60-255 

8810260261 

60-185 

6610260261 

60-188 

8610260261 

50*155 

8810260265* 

60-165 

8610260265* 

50-166 

6610260285* 

60-166 
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AOTHOn AFFJUATlON 


Co<Anijton & au(l>ng 
Curtisa-Wrtgni Corp 


D&8 Testing, he. 

Oalryfand Poviet Cooperative 

Oayion Newspapers, Inc. 
Oonver, Univ. ol, Denver, CO 


Detroit Edison Co. 


Display Sysleme, ho. 
Dosimeter Corp. ol Amertca 
Dow Chemical 
Duke Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


eSI037003S 
£010310444 
eol 1010366 
£0)1030217 
86I1040I3S 

50-255 

90-155 

50-155 

&0'195 

50-255 

R 

V 

P 

P 

s 

9610250027 

6610250196 

8610250218 

R81025026-1 

U810250269 

50-413 

50-413 

50-3/0 

50-414 

50-369 

OBI 1040170 

50-155 

F 

0ei025a260 

50-369 

eaiio<oi73* 

50-155 

F 

08)0250332 

50-413 

081 1040366 

50-255 

S 

6010250370 

50-369 

881 1070029 

S0-2SS 

f 

0010280236 

50-369 

8811070035 

50-255 

F 

0610200237 

50-369 

0311070349 

50-255 

F 

8010200276 

50-370 

88MQBQ231 

50-155 

R 

6010310092 

50-413 

0011060241* 

50-155 

P 

8810310159 

50-369 

oat 1080305 

PR 


8610310405 

50-269 

8011000317 

saass 

P 

8&1 1010101 

50-413 

eai 1080321’ 

50-255 

P 

881 lOIOlOl 

50 413 

6011100305 

PR 


8611020234 

50-413 

6611140162 

S0 25S 

fi 

0811020252 

50-414 

6611140330 

50-255 

F 

8011020272 

TOPREP 

6611140369 

50-155 

P 

08110203-13 

50-287 

6811140369 

50-155 

P 

08110203'17 

50-369 

6611140369 

50-155 

P 

061 1020392 

50-369 

8811140376' 

M>-155 

P 

601 1020392 

50-309 

B81 1140376* 

50-155 

P 

601 1020392 

50-369 

8811140376* 

50-165 

P 

80(1020437 

50 413 

edinsoooQ 

50-255 

S 

88(1020437 

50 413 

6011160521 

50-255 

P 

891(030029 

60-413 

6811170004 

50-155 

Q 

8811030029 

60 413 

8811170005 

50-255 

P 

881(030104 

50-413 

8811210180 

50-255 

0 

0811030194 

50-413 

8911210183* 

50-255 

O 

681 tO.30467 

60-413 

8811220172 

50 265 

P 

8B1 1030467 

50-413 

8011220339 

50 155 

F 

8911040(30 

60-267 

8811220364 

90-155 

F 

6811040145 

50-269 

6911300197 

PR 


6611040(45 

50-269 

6811020309 

PR 


8911040145 

50 269 

6611180269* 

FOIA 


8011040290 

50-413 

861 1 160276' 

FOIA 


OB1 1040290 

50-413 

8911180332' 

FOlA 


6911070323 

50-413 

8611210268' 

fCHA 


8011070350 

60-269 

8611210267* 

FOIA 


8911080031 

90-369 

881 1210310' 

FCNA 


0811000031 

50-369 

8811210315* 

FOIA 


0611000033* 

60-369 

8811210353* 

FOIA 


0011000003 

50-370 

8811210387* 

FOIA 


0011000074 

60-269 

8611210382* 

FCHA 


9811060074 

50-269 

8611210390* 

roiA 


9911090074 

50-269 

6611220350* 

FOIA 


0611090074 

50-269 

9911090392 

71 508 


6011060074 

50-269 

6911090466' 

71-508 


9911090074 

60-269 

6011040137 

50409 

F 

8911060074 

50-269 

8911140146 

50 409 

R 

9911Q9QQ74 

50-269 

8611210302 

50-409 

F 

6611080079' 

50-269 

061 1220036 

50 409 

F 

8811060076' 

0611080079' 

50 269 

8811 140191 

FOIA 


60-269 

8811010035* 

FOIA 


68110800/9* 

60-260 

0811010043* 

FOIA 


0811060079' 

50-269 

8811010040* 

FOIA 


6811080079' 

50-269 

8011010055* 

FOIA 


8811060079' 

50-269 

8811010069* 

FOIA 


8011000070' 

60 269 

8811010075’ 

FOIA 


8811000229 

50 413 

9808080052 

SO 341 

J 

0611060229 

50-413 

9910250428 

50341 

K 

8911080246 

50-270 

6010310365 

50-341 

O 

0911090010 

SO-269 

891 1020067 

60-341 

O 

8811090016 

50-269 

8911020070 

PRM 


8811090141 

50-277 

8611020331 

PR 


8811090141 

50-277 

88(1040292 

60-341 

O 

6811090141 

50-352 

8811080055 

50'341 

P 

8611090167 

PR 

6611090323 

50-341 

S 

8811090333 

50-414 

8611100294 

60-341 

H 

0811O9OSO5 

PR 

8811160308 

50-341 

S 

68(1100160 

50-287 

8811170390 

60 341 

P 

8611(00168 

PR 

8811170402* 

50-341 

P 

8811100242* 

PR 

8811170408 

50341 

P 

6811150126 

50-269 

8811170411* 

60-341 

P 

6811160189 

60-269 

9911180035 

60-341 

R 

8611150189 

50-269 

981 1210001 

60-341 

F 

6311150235 

50-369 

6811210090 

60-341 

P 

6811160366 

60-413 

8611210091* 

50-341 

P 

8611160026 

60-269 

8611210086 

50-341 

P 

6611160064 

50-369 

8611210097* 

50-341 

P 

9811160054 

80-369 

6911210106 

50-341 

P 

6811160068* 

60-369 

8811210110’ 

60-341 

P 

6811160068* 

60-369 

8611210134 

50-341 

Q 

8811160095 

60-414 

8611140257* 

REVIEW GR 

P 

0811160104 

60-369 

6611 100197* 

REVIEW GR 

P 

6811160104 

60-369 

8811140031' 

REVIEW OR 

P 

6611160120 

60-413 

6601140038 

50-269 

S 

0811160120 

60-413 


UTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


0011160260 

50-369 

S 

Ecology Task Force-Soulhem California 

6811160260 

50-369 

S 

Ecumenical Coiaicl 

6611160267 

50-370 

P 

0611160530 

50-269 

Q 


6611160530 

50-269 

Q 

Ecotogy/Alerl 

8611160530 

60-269 

Q 


6811160530 

50-269 

0 


6811160530 

50-269 

Q 


0611160530 

50-269 

O 


8611160530 

50-269 

O 

Edison Elecbric Insbhile 

6011160530 

60-269 

Q 


6811160541 

50-260 

P 

Ediow Iniomabonal Co. 

6611160541 

50-269 

P 

6811160541 

60-269 

P 


6011160541 

60-260 

P 


8011160541 

50-260 

P 

Elocirtc Ubiiy Compan'es Niicfear 

6811160541 

60-269 

P 

TtenspoPalion Grtxv) 

6811160541 

50-269 

P 

Energy Fuels Nuclear. Ick 

6611160541 

50-269 

P 

6811160549* 

50-269 

P 

Energy. Oopt. ol 

8611160549' 

50 269 

P 


6811160549* 

50-269 

P 


9811160540* 

60-269 

P 


8811160549’ 

50-260 

P 


8611160549* 

50-269 

P 


6611160540* 

60-269 

P 


6611160549' 

60-260 

P 


8011170060 

60-260 

S 


6011170162 

60 369 

P 


6811170166 

60-287 

s 


8811170189 

50-360 

p 


8611170189 

50-360 

p 


8811170199 

50-360 

o 


8611170109 

60-369 

0 


8811170217 

50-360 

P 


8811170300 

50-369 

s 


6811210171 

60-369 

s 


6611210263 

60-413 

n 


8811210418 

50-260 

n 


8811210416 

50-260 

n 


8011210410 

50-260 

R 


6011210430 

50-360 

R 


8011210430 

50-369 

n 


0011220051 

60-370 

p 


8811220120 

50-413 

0 


8811220170 

50-414 

n 


0811220216 

60 413 

0 


0611220389 

50-269 

s 


Co 6810250046 

60-412 

A 


8810250058 

50-412 

A 


8610260008 

50-412 

P 


8610250240 

60-412 

S 


6810260209 

60-334 

S 


8010260410 

8810310253 

50-412 

60 334 

P 

0 

EngiAoonng Oosign S Teaimg Corp. 
Engmoorslnictnauenai. Inc. 

6810310263 

60-334 

0 


8010310307 

60-334 

0 

Envbonmonlal Coal bon on Nuc’eai Powei 

6811030026 

50 412 

p 

Envitonmenlal Planning lobby 

6811030028* 

60-412 

p 

Environmonlal Piolocbon Agoncy 

8811030031* 

60-412 

p 

8811040246 

50-412 

s 

Enn Engnooring & Research. Inc. 

6811070288 

50-334 

p 

European Commurfhos. Commiseion ol 

6811070260* 

60-334 

p 

Everesi Moeiois Cotp. 

8611070297 

50-412 

p 

6611070302 

60-334 

p 


8611060091 

60-334 

R 


8611110168 

PR 



8811160264 

60-412 

p 


8811170106 

60-334 

0 


8811180086 

50-334 

R 


8811180086 

60-334 

R 


8811160186 

50 412 

P 


8811210255 

PR 



8611210334 

PR 



8811230382 

60-334 

V 

Exxon Coip. 

»8, IflC. 8811210368* 

CONTRACT 



‘l«mour$ & Co., Inc. 8811160383 

PR 


FOI Services 

isociales, Inc. 8811150043* 

CONTRACT 


Fast-Folo. kic. 

C (Subs. ol E6&G, Inc.) 8809010217* 

8809150117’ 

60-29 

60-309 

P 

P 

Federal Emergency Managemeni Agency 

6610200128* 

60-413 

P 


8810260035* 

50-626 

P 


8811010254 

50-260 

P 


8811010441’ 

50-219 

P 


8811140026 

WASTE MGT 



8011170210* 

50-286 

P 


Inc. 8611180357* 

CONTRACT 



lenng. Inc. 0811030200' 

40-6064 



pnses.lnc. 6611230074* 

50-293 

H 



6611010325 

PR 

6611020221 

PR 

0611090472 

PR 

861101033(3 

PR 

681 1020079 

PR 

631 1070166 

50-353 

6611080309 

PR 

8611160346 

PR 

6611070365 

PR 

6811300250 

PR 

6010260142* 

XPORTLIC 

0811080236 

XPORTUIC 

8011100080 

XPORTLIC 

8811 100081* 

XPORTUIC 

8011140133 

PR 

B81I0901I3 

XPORTLIC 

0011060118* 

XPORTLIC 

8810040246 

71-9033 

8810270451 

50 322 

8610270458 

WASTE MGT 

8810270459* 

50-322 

8810270463 

WASTE MGT 

8811020166 

WASTE MGT 

8811020179 

WASTE MGT 

8811030368 

WASTE MGT 

8611030376 

WASTE MGT 

89110303B4 

WASTE MGT 

8811030396 

WASTE MGT 

6811030431 

WASTE MQT 

6311030438 

PR 

881 1040019 

WASTE MQT 

8811040036 

WASTE MQT 

8811040060 

WASTE MQT 

8811040132 

WASTE MGT 

8811070070 

WASTE MQT 

8811070261 

PR 

8811070362 

WASTE MGT 

8811070364 

WASTE MGT 

6811000086 

WASTE MQT 

6811000026 

WASTE MGT 

8811000036' 

WASTE MQT 

881 1090122 

WASTE MGT 

681 1000064 

PROJ 

6811090369* 

proj 

6811090491 

PR 

8611110163 

PR 

8611140422* 

WASTE MQT 

8611140473’ 

WASTE MQT 

6611220363 

STATE PRO 

6811220420 

40-8911 

8611230024 

ORO 

8611290016* 

FOiA 

6611010464 

WASTE RES 

6811070312 

WASTE RES 

6811140066 

PR 

681 1030462 

PR 

6611140(326 

PR 

681 1220466 

40-6007 

6811160072’ 

50-302 

6811010494 

XPORTLIC 

6611070003 

40-6857 

6611070066 

40-6057 

6611070071* 

4O-0857 

8611080115 

40-0057 

8611080118 

40-6057 

8611080148 

40-8067 

8811080162 

40-6057 

8BI 1090047 

40-0857 

8611220133 

40-8857 

8811220464 

40-6857 

6611230229 

40-6057 

8611290563* 

40-8057 

6611170151 

40-0102 

8611170276* 

40-0102 

8611170429 

FOIA 

8BI1I00I75* 

REVIEW Gfl 

8610070354’ 

60-313 

8610310132 

60-317 

8610310139* 

60-317 

8611040157 

50-443 

8611040157 

60-443 

8611040164' 

60-443 

8611040164' 

60-443 

6611040233' 

60-443 

8611040233* 

60-443 

8611160191 

50-443 

6611210002 

60-302 


^OOO oooo^ 


356 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Fedefdl Messegtny Sorvicos 

Ferret Eyplo/elion Corrpan/ of Nebraska 


Florida Power & tight Co 


Florida Power Corp (subs, ol Florrda 
Progress Coip.) 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Rdll2l0I}04' 

8811210087 

8811210094* 

831I2302S3' 

8811280013 


SO- 302 

SO-424 

SO-424 

FOtA 

FOIA 


881 1010400 
8811010400 
8811010410 
8811010413* 
8811010437 


SO-2SO 

SO-2SO 

50-380 

5a389 

50250 


8811010437 
8811010462 
881 1020408 
8811020408 
6811030023 


80250 
60 250 
SO 260 
60-260 
60 369 


8811030024* 
861 1030067 
8811030087 
8311030444 
8011030450* 


50-389 
00.250 
50-250 
SO 369 
50-386 


88(1070018 
8811070023 
861 1070078 
8811070076 
eei 1080017 


60250 
50335 
50250 
50-250 
50 250 


681 1080017 
661 1080057 
8611080057 
8S1 1080106 
8811080167 


50-260 

50-250 

50-250 

50-389 

50-250 


8011080167 
8811090055 
8811090259 
681 10002S9 
8811100266 


50250 

PR 

50 250 
50'2S0 
60 250 


8811100265 
8811140323 
6811140323 
8611160282 
681 1 180298* 


50-250 

50-250 

50-250 

50-335 

60-335 


8811160030 

6611180030 

8811160030 

6811180030 

8811160187 


50-250 

50-250 

50-250 

50-250 

50-250 


6811220466 
681 1230360 
6010250209 


50-260 


0610250234 


0810250342 

8610250343 

0810250344* 

3310260467 

8810260249 


8811020021 
6811020429 
881 1030122 
881 1030178 
8611030198 


681 1030344 
881 1030499 
8811040104 
8611070081 
881 1060302 


6611080128 

6811080336 

6611090216 

6811100269 


8811200016 

FOIA 


8811030278 

40 8629 


8611070110 

40-8943 


8811230265 

40-BS43 


6810250120 

50-250 

P 

0810250160 

60-389 

Q 

6010250220 

50-250 

p 

8810250408 

60-335 

Q 

8010250439 

5a2S0 

s 

8810250475 

50250 


6810250503 

60-250 

g 

8810260034 

60-250 


6810260279 

60-335 

o 

8810270006 

50 250 

p 

0810270055 

50-369 

p 

6810270059* 

50-369 

p 

0811010042 

50-250 

f\ 

681 toiooas 

50-335 

s 

8611010370 

50-335 

H 


AUTHOR AFFILIATION 


Florida. Stale of 


Florida. Unnr. of, OainosviliD. FL 


Food & Drug Admlnisirotlori 
foster, R.F. 


Fuller & Hertry 

G.E. Slockfiddets Alliance Aaalnsi 
Nuclear Power 


Garnrio, Gale* & Canter 

G^eifli Afomlca (lormerly GA Tecbnoiooie 

a. Inc /Genotai Atomic Co ) " 


General Eiecioc Co 


General PvWic Uiilines Corp, • GPU 
Service Coip 


ACCESSION 

NUMBER 


SUBJECT 

CATEQORV 


8811100270 
8811140044 
681 1 140043 
8811170028 
8011180028 


50-302 

60-302 

50-302 

50-302 

50-302 


8811220028 

8811220141 

6811220176 

8611220180 

8811220377 


60-302 

50-302 

50-302 

60-302 

50-302 


8811220445 

8811020256* 

8911030035* 

8811030184* 

6811110209 


50-302 
REVIEW QR 
REVIEW GR 
REVIEW GR 
PR 


6611100041 

8611100100* 

6811220455 

8811020271* 

8011150316 


60-83 F 

SO-83 F 

50-83 P 

REVIEW GR P 
ADVCM 


6811230231 

6811030419 


FOIA 

PR 


8811030489 

8011030496 


PR 

PH 


8811260172 

8804040243* 


FOIA 

FOIA 


8811070346 

8011070361* 


71-6346 

71-6346 


8811080093 
86111S0320 
6611180067* 
SSI 0250400 
8810260080’ 


71-6346 
71 9228 
FOIA 
70-1113 
50-922 


8811010470’ 

8611010474* 

8811020205 

8811070247 

6811080271 


XPOflTLfC 

XPOflTLIC 

PR 

PR 

XPORTLIC 


6811090275 

8811100055* 

8811140300 

6811150227 

8811170103 


XPORTtlC 

XPORTLIC 

TOPREP 

70-1113 

PT81 


8811170177 
681 1170238 
6811230039 
8811230096* 
8810260163 


50-605 

PR 

TOPREP 

50-456 

50-320 


6810270002 

8810270081 

6810270384* 

8810270388 


50-320 
50 320 
50- M6 
50-289 


8610260330 
6810280340 
8810280340 
861 1010417 
8811010417 


50-269 

50-289 

50-289 

50-289 

50-289 


8811010512 

6611020030 

8811020030 

6811020266 

8611020288 


50-289 
50-219 
50 320 
50-219 
50-289 


50-335 

F 

8611020372 

50-219 

60 302 

P 

8811020376 

50-219 



6611030012 

50-219 

60-302 

P 

881 1030488 

PR 



8811070067 

50-269 

50 302 

0 



50 302 

F 

8911070091 

50-2(9 

60-302 

o 

6811070094 

50-2I9 

50-30? 

o 

8811070270 

PR 

60-302 

p 

8811070319 

50-320 



6811090344 

60-219 

60-302 

p 



60-302 

F 

8811090375 

71-9224 

50 302 

F 

8811090493 

PRM 

60-302 

F 

8811090499 

PR 

50-302 

F 

8811100241 

PR 



8811160056 

50-289 

60-302 

F 



PRM 


8811160063 

60-289 

60-302 

Q 

881 1160286 

50-219 

60 302 

p 

6611160492 

50-219 

PR 


8811170196 

50-219 



8611170286 

50-219 

50-302 

s 



PRM 


8611160159 

50-219 

60-302 

Q 

6611210099 

50-219 

50-302 

Q 

6611220003 

50-219 



8611220075 

60-289 




ACCESSION 

NUMBER 

SB 0220034 
0611220102 
6611220201 
8811220205' 
6611220410 

6611220413 

8611230427 

6611300117' 

6610250070 

8610250079 

6810250136 

8810250165 

8810250185 

6810250368 

8610260146 

8610260163 

6610270022 

6610270168 

6610260312 

8810260366 

6610260412 

8610310060 

86103101B2 

6610310185’ 

6810310229 

6610310466 

6610310466 

8610310408 

6611010065 

8611010065 

8611010378 

6811010362 

8611010549 

6611010549 

6611010550’ 

6811010550' 

6611020024 

6611020024 

6611030096 

8811030097' 

6611030160 

6611030466 

6811060066 

8611060167 

8611060167 

6811080191 

8611090311 

6811090311 

8811100100 

8811100229* 

8811150167 

6611160467 

6611160205 

6611180206* 

6611160295 

6811160312’ 

6611160361 

6811160359 

8611170063 

8811170227 

6611170227 

6611170420 

6611170422 

6611160212 

6811220090 

6611220135 

6611220379 

6611220399 

8811220414 

6611220414 

6611220475 

6611300164 

8611300184 

8811040060 

6611160132 

6611160135* 

8611160123 

8611180148 

8811180167 

6611230207 

8610260242 

6610260421 

8810260460 

8810260010 

8810260269 

6610270007 

8810270236 

6610260266 

8611010057 


CORPORATE SOURCE INDEX 357 


SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


CATEQORV 



NUMBER 

CATEGORY 


50-320 

P 


681 1029263 

50-450 

S 

50-269 

F 


6611030502 

PR 


60-219 

P 


6911070074 

SO 458 

S 

60-219 

P 


8011070079 

50 458 

s 

60-269 

H 


0811070140 

50 458 

p 

60-219 

R 


8811070239 

50-453 

p 

60-320 

P 


6811060143 

50 458 

p 

50 219 

P 


8811100266 

PRM 


50-321 

P 


8611160172 

E0460 

p 

50-321 

P 


6811160175* 

50466 

p 

50-424 

P 


6811160376 

50-458 

0 

50-321 

P 


6611170066 

60-468 

s 

50-321 

P 


8811220130 

SO 456 

1 

60-424 

O 


6811220216 

SO 456 

R 

50-366 

s 


6811230092 

50-468 

P 

SO-321 

s 


8811230003' 

50-456 

P 

60-425 

s 

H.W Andetscn Pioducis, Inc. 

8611020163' 

REVIEW GR 

P 

50-426 

s 

Hsirytlon. Nh 

0611100094 

50-443 

0 

50-424 

s 


6611100094 

50-443 

G 

60-321 

p 


6611100106' 

50-413 

G 

50-424 

s 


06I11901C6’ 

50-443 

Q 

50424 

s 


8011160251 

50-443 

G 

60-425 

0 


6611180259’ 

50 443 

Q 

60-425 

Q 


6611290158 

50-443 

G 

50-321 

P 

Haroton & Wei99 

8811000496 

PR 


60-424 

s 

HariruMi.Cunan A TouVov 

8811040045 

50 443 

Q 

60-424 

Q 

8011040054 

SO 271 

C 

60-424 

Q 


6311100050 

50443 

0 

50-424 

F 


6811140022 

PR 


60-424 

P 


6611160197 

50 271 

G 

60-424 

S 


8311160233 

EO-443 

0 

60-424 

s 


8811160278 

50-271 

G 

60-424 

V 


6811160297 

50-271 

G 

60-424 

V 


8811160303 

60-271 

G 

60-424 

V 


6811200098 

60443 

Q 

50-424 

V 


6811200136 

50-443 

G 

60-424 

p 

Hillman Nudaar A Oovatopmiwi Cep 

6811140319 

71-0069 


60-424 

P 

taut>8. ol Hmman Corp.) 




50-424 

p 

6811140324' 

71-9060 


60-424 

p 

Hoiflwa & Norve. inc. 

6811080090' 

WASTE MOT 


50-425 

A 


6611180075 

WASTE MOT 


60-424 

P 


6611210086 

WASTE MOT 


50-425 

E 


8611210095' 

WASTE MOT 


60424 

0 

llomeelAko Minino Co. 

8811040066 

40-8903 


60-424 

Q 

8811040237 

40-6903 


60-424 

P 

Htuie^wei. Inc 

0811090236' 

REVIEW OR 

P 

60-321 

M 

6011090307’ 

REVIEW OR 

P 

50424 

H 

Hophi^. Sutler, Hemol A Park Uonnori/ 

6811090-189 

PRM 


60-424 

P 

HopMns A Sutler) 




60-424 

V 

llouaeolRep. 

8810260320* 

50-293 

U 

50-366 

P 


8810260341' 

50-203 

U 

60-424 

s 


881 1090512 

PR 


60-424 

p 


6eiii4aQ&& 

&0-803 

u 

60-424 

P 

House ot Rop.. Enerpy A Comraeice 

8810260445’ 

50-346 

u 

50-424 

p 

6610310271* 

CX}MMlSSIO 

N 

60-424 

p 


6611020342 

PR 


PPM 



6011170123* 

60 341 

U 

60-424 

p 

House ot Rep.. Inlorlor A kisular Ailsi 

8811040244* 

50-481 

U 

50424 

p 

Houston Ughiing A Porvei Co. 

8810250236 

50-400 

O 

50-424 

F 

8810250405 

50-498 

0 

60-424 

F 


BB1D260070 

50498 

0 

60-424 

P 


6810260070 

60-498 

Q 

50-424 

S 


8810260116 

60-498 

S 

50-424 

s 


8810260165 

50-498 

P 

60-321 

s 


8810260165 

50 498 

P 

60 424 

o 


8810260205* 

50 498 

P 

60-321 

R 


8810260205’ 

60498 

P 

50-426 

A 


6810260214* 

50-498 

P 

60-424 

V 


8810260214' 

50498 

P 

60-424 

V 


8810260317 

60-496 

P 

60-424 

8 


8810310211 

50498 

n 

60-321 

H 


6810310211 

50498 

B 

60-321 

H 


8810310631 

60-496 

s 

PROJ 



8811010172 

60496 

Q 

60-445 

A 


6811020243 

60-406 

Q 

60-446 

A 


8811020246' 

50-408 

Q 

FOIA 



8611020278 

50-408 

S 

FOIA 



8811020265 

50408 

S 

60-445 

A 


8611020360 

50496 

Q 

60-446 

O 


881 1020362* 

50-496 

0 

60-458 

P 


6611070085 

50-498 

0 

60-458 

F 


6611080154 

60-496 

s 

60-456 

S 


6611060160 

60-496 

0 

50-456 

R 


8611060160 

60-496 

Q 

60-468 

S 


8611080284 

60496 

P 

60-458 

P 


8811080333 

60-496 

S 

60-456 

o 


8611090002 

60-499 

A 

50-456 

1 


8811000238 

60-496 

S 

60-456 

F 


8611090326 

60-499 

Q 


AUTHOR AFFILIATtON 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMeER 

CATEGORY 



NUMBER 

CATEGORY 


88tt0903&6 

50-499 

A 


6611030-195 

50-315 


8611100009 

50-498 

P 


681 1040312 

50-316 


8611 100009 

50 490 

P 


6811040315* 

50-318 


esiitooiso 

50498 

P 


6611070106 

50-315 


6811 lOOtSO 

50-498 

P 


6611070106 

50-315 


88t1100?a& 

50-496 

S 


8811070107 

50-316 


6611100287 

50-498 

S 


881 1070P51 

50-315 


661111019$' 

50-498 

o 


6611070251 

50 315 


68tl1<l06S7 

50-498 

H 


8811080073 

50-315 


8611140357 

50-498 

11 


8811080073 

50-315 


6611150345 

60-499 

O 


8611090005 

50 315 


66111S0363’ 

50-499 

o 


6811090005 

50-316 


8611 150442 

60-408 

R 


6611000146 

50-315 


66tt1S0S42 

50 499 

A 


8811090269 

50-315 


681 1 160056 

SO 498 

P 


6811090269 

50-315 


8611160059' 

50-498 

P 


6611 100046 

60-315 


e&1U6ClO40 

50-498 

S 


6611100046 

50-315 


6811160103 

50-499 

s 


8811100161 

50-316 


8611160163 

50-498 

s 


6611100161 

50 315 


6811180215 

50-498 

S 


8811140233 

50-315 


saniBOSia* 

SO 498 

s 


8811140233 

50-315 


661 1310147 

60-498 

s 


6811 140239 

50 315 


8611210425 

50-499 

o 


8811140239 

50-315 


6611220031 

50-498 

K 


8611160347 

60-315 

Hunton A W.lliams 

681 1010153 

50 322 

G 


6611160419 

50-315 


6611100011 

50-322 

Q 


8611160051 

60-315 


6811100052 

60-322 

G 


6611160111 

50-315 


8611100108 

50-322 

G 


8811160246 

50-315 


6611100134 

50-277 

G 


6811210101 

50-315 


6611160329 

50-322 

G 


6611210101 

60315 


6611160334* 

50-322 

Q 


8611210106 

50-315 


6911160340' 

50-322 

0 


6611210106 

50-315 


66 11290022 

50 322 

Q 


6611220452 

50-315 


6811290053 

60-322 

G 


8S1123039I 

50-315 

Hydro Resources, rno. 

8811040136 

40-8968 


Indiana. Siaia of 

6611070353 

pn 


681 1220496 

40-8d6e 


fndvauial Nuclear Co. 

6611180261 

71-62 

ICF, Ir.c 

8611030467 

WAS1E RES 


Inaiiiuie ol Nuclear Power Operations 

6611280032* 

F01A 


8611210035 

WASTE RES 


Inienot, Dapi. of 

6SI1000I56 

WASTE MOT 

ITASCA Conauit nQ Gjotip, Inc. 

6811010490 

WASIE RES 


Inierior. Dopi of. Geological Survey 

8811010399 

WASTE MOT 


86 1 lOIOSOS' 

WASTE RES 



6811030059 

50-274 


6611020291 

WASTE RES 



6811140032' 

WASTE MCr 


8611020296' 

WASTE RES 



6611 140042' 

WASTE MOT 


8611070296 

WASTE RES 



6011140100 

WASTE MOT 


8811070300' 

WASTE RES 



8611180169* 

50-274 


681 1070325 

WASTE RES 



9611210057 

60-274 


0611070344* 

WASTE RES 


ini^idt.Oept ol. Bureau ol Reciemeti'ori 

6611230377 

PA 


6611170189 

WASTE RES 


iniatttaiionai Atomic Energy Agency 

6611030464 

WASTE MOT 


6811230198 

WASTE RES 



8811040022* 

WASTE MOT 


8811230201' 

WASTE RES 


International Brothorrkood ol Eiecuicai 

6811080204 

PR 

ITT Corp. 

0811090315* 

REVIEW GR 

P 

Workers 



Ideno Netionel Sngineerlng Laboratory 

8809160117' 

50-309 

P 


8811080206 

PR 


8810260035* 

60-528 

P 


8811090395 

50-461 


89U0l<144f 

50-219 

P 


6611090479 

PR 


8311070117* 

50-213 

P 


8611090481 

PR 


8011070119* 

60-213 

P 


0811100276 

PR 


8811070120* 

60-213 

P 


8811 1 1021 1 

PR 


5611070120* 

50-213 

P 


8611110212 

PR 


8911070121* 

60-213 

P 


8811140008 

PR 


8811070121* 

60-213 

P 


8811160397 

50-334 


861 1 140026 

WASTE MQT 



8811160397 

50-334 


8811170210* 

60-286 

P 


8811160416 

60-334 

Idaho Slate Univ., Poceiollo, 10 

8611040326 

50-284 

P 


8811160416 

50-334 


881 1040329* 

50 284 

P 


6811160434 

50 346 

irinois PoA-er Co. 

8811030280 

60-461 

S 


8611170056 

60-334 


8811070240 

60-461 

P 


8811170056 

60-334 


6811080306 

60 461 

F 


6811170059 

50-334 


8811090067 

50-461 

P 


6811170059 

50-334 


8811100125 

60-461 

H 


8811170064 

60-334 


8611140101 

PRM 



6611170064 

60-334 


8811160030 

50-461 

P 


881 11 70099 

50-334 


8811160425 

50-461 

F 


6811170099 

50-334 


8611180165 

50-461 

S 


8611170133 

50-334 


BS11210336 

50-461 

V 


6611170133 

50-334 


6611220020 

50-461 

R 


6811170146 

50-334 


8611220035 

50-461 

P 


BB11170146 

50-334 


0011220178 

50-461 

O 


6611170149 

PR 


8611290530 

PR 



8811170171 

60-334 

Illinois, State of 

8811030077* 

REVIEW GR 

P 


6611170171 

50-334 


8811030080* 

REVIEW GR 

P 


B81117018I 

PR 

Illinois, Slate of. Dept. ol Nuclear 

8611020224 

PR 



6811170231 

PR 

Safety 





8811170233 

60-334 

Ind ena Michigan Power Co. Ooinierly 

8810260019 

60-315 

R 


6611170233 

50-334 

ind-ana & Micnigan Electric Co.) 





8611170241 

PR 


8810260172 

50-316 

R 


6611170270 

50-334 


8810260395 

50-316 

S 


8811170270 

60-334 


6310310171 

50-316 

S 


8811210052 

50-334 


6811020285 

50-315 

o 


8811210052 

50-334 


6311030254 

50-316 

o 


6811210236 

PR 


6811030254 

50-315 

o 


8811210239 

PR 
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AUTHOR AFFILIATION 


ACCESSION 

NUMBER 
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8811210240 PR 

0011210243 PR 

0011210246 50-334 H 

0811210240 50-334 H 

8011210240 50-334 H 

8011210249 50-334 H 

0011210250 PR 

0011210251 60-334 H 

0011210251 50-334 H 

8011210252 PR 


0011210264 

PH 


0011210262 

PR 


66112I02GS 

PR 


0811210271 

50-334 

H 

0011210271 

50-334 

H 

0011210276 

PR 


801 1210285 

50-334 

M 

0611210205 

60-334 

H 

8011210200 

50-334 

H 

0611210280 

50 334 

H 

8011210204 

60-334 

H 

0811210204 

50-334 

H 

8011210300 

PR 


0811210305 

PR 


0811210306 

PR 


881 1210313 

60-334 


0011210313 

60-334 

H 

8011210316 

PR 


0011210310 

PR 


8011210334 

PR 


0011210342 

PR 


0011210340 

PR 


8011210356 

PR 


8011210382 

PR 


8011210360 

PR 



0011210360 PR 
6011210372 PH 
8011210300 PR 
0011210400 PR 
8011210403 PR 


8011210407 PR 

8811210409 50-334 

8011210409 60-334 

0011210414 PR 

6011210415 PR 


K 

H 


0811210427 PR 

8811210430 50 334 

0811210430 60-334 

8811210434 60 334 

8811210434 50-334 


H 

H 

H 

H 


author affiliation 


ACCESSION 

NUMBER 


661 1200102 

PR 

6611200106 

PR 

861 1290100 

PR 

6811290112 

PR 

0811290114 

PH 

08112901 16 

PH 

8011200126 

PR 

GS1I290I28 

PH 

8811290130 

PR 

8811200133 

PR 

8811200137 

PR 

6011290167 

PR 

8811290173 

PR 

88M290I74 

PR 

8811200161 

PR 

8811200164 

PR 

6011290109 

PR 

8611290196 

PR 

0011290200 

PR 

6811290231 

PR 


8B1 1290234 PR 
8811200236 PR 
8811203243 PR 
0811290245 PR 
8011290247 PR 

8011290253 PH 
8011290258 PR 
8811200257 PR 
0811290259 PR 
8811290260 PR 

8811200267 PR 
6811290277 PR 
6811200261 PR 
8811200286 PR 
6811290269 PR 

8611290297 PR 
8811290303 PR 
8811290307 PR 
8611200313 PR 
6011290310 PR 

0611290318 PR 
6611290310 PR 
8811200321 PR 
8011290326 PR 
8811200327 PR 

8011290329 PR 
8811290330 PR 
80II29033I PR 
8811290334 PR 
8811290349 PR 


0011210440 

60-334 

H 



8011210440 

50-334 

H 

8311260351 

PR 

0811210442 

PH 

0811200354 

PR 

8011210445 

50-334 

H 

001 1280356 

PR 

0011210445 

60-334 

H 

0311280303 

PH 



861 1290367 

PR 

8611210451 

50-334 

H 



061 1210451 

50 334 


08 1 1 260380 

PH 

88II2I04S3 

PH 

0611260395 

PR 

UB1 1210457 

PR 


B6I120039G 

PR 

0811220042 

PR 


88 1 1 290403 

PR 




08 11290405 

PR 

061122004Q 

PR 




0011220057 

PR 


8811200407 

PR 

8011220063 

PR 


8311290411 

PR 

0811220068 

PR 


6811290414 

PR 

8011220073 

PR 


601 1200430 

PR 



8011290432 

PR 

8811220001 

PH 




8011220089 

PH 


8811200435 

PR 

8611220007 

PR 


8011200440 

PR 

6811220103 

PR 


0811290442 

PR 

8811220107 

PR 


8311290453 

PR 



831 1200456 

PH 

8811220110 

PR 




0011220113 

PR 


8811280461 

PR 

0611220114 

PR 


6811290463 

PR 

8611220119 

PR 


8011290475 

PR 

0011220136 

PR 


8811290478 

PH 


8811290400 

PR 

8011220139 

PR 


881 1200464 


0811220143 

PR 


PR 

6811220148 

PR 


601 1290408 

PH 

8811220154 

50-334 

K 

0811290492 

PH 

0811220154 

60-334 

H 

0811290493 

PR 


001 1290487 

PR 

8811220155 

PR 


6011290499 


8811220158 

PR 


PH 

881 1220160 

PR 


0011290502 

PR 

8011220163 

PR 


6811290506 

PH 

8811290000 

PR 


881 1200500 

PR 


6811200513 

PR 

0811290092 

PR 




8011200094 

PR 


8811290515 

PR 

8011290095 

PH 


6811290517 

PR 

8011290009 

PR 


8811290521 

PR 


8811290540 

PR 


SUBJECT 

CATEGORY 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


Sei >290543 

PR 



8811160105* 

50-285 


6811300327 

PR 



8811160105' 

50-265 


8611300250 

PR 



8811160105* 

60 285 


8611300200 

PR 



8811160114' 

50-285 


oanooooGo 

PR 


Lmtorque Corp 

8811090125 

50-10 


88(1300339 

PR 



8811170321 

QA999 


681 1300350 

PR 



8811170325' 

OA999 


6811300385 

PR 


Long Is'and Lighting Co 

8810260074 

50-322 


6811300468 

PR 



8810270088 

60-322 


881 1300515 

PR 



6810270090* 

60-322 


6011300530 

PH 



0010270092' 

50-322 


8811300549 

PR 



6810280078 

50-322 

Inietnsiiorial Resoarch & Technotog/ Corp 

8610270332 

70-13S9 



8811010153 

60-322 

interraticnai Soil Lum' nous ^aai/’leciorin 

8811180160 

FCHA 



6811010545 

50-322 

Assoclat^n 





6811020063 

50-322 

Iowa Electric Light & Power Co- 

8810250231* 

50-331 

R 


8811040279 

60-322 


8810280389 

SO 331 

R 


8811070373 

PRM 


6811010167 

50-331 

O 


0011090260 

PRM 


6811010343 

50-331 

n 


8611100011 

50-322 


8811010345* 

50-331 

R 


8811100052 

60-322 


6811020280 

60-331 

0 


8811100059* 

50-322 


8811090051 

50-331 

F 


8811100106 

50-322 


8811100288 

50-331 

0 


8811110047 

50-322 


8811150039 

50-331 

R 


8011110050' 

60-322 


8811160429* 

50-331 

F 


8811160329 

50-322 


8811160433' 

50-331 

F 


8811160334* 

50-322 


8811160538 

50-331 

P 


8811160340* 

50-322 


8811210141 

50-331 

S 


6811180001 

60-322 


0811220271 

50-331 

R 


8611180015 

50-322 

Iowa, Siale of 

8811030063' 

REIOEW GR 

P 


8811180166 

50-322 

JRA Associaiea 

8811090335 

fOJA 



8811220452 

60322 


8611160158 

S039S 

P 


8811230422 

60-322 


6811170080 

FOIA 



881 1290022 

50-322 


8811170426 

60 390 

A 


8811290053 

50-322 


8611280001 

FOIA 



8611300225 

PR 

Jack Ar^dersor>. Syrtdicatdd Coli/mnlai 

8811170279 

FOIA 


Los Alamos Naiionai Laborelory 

8811010063’ 

FOIA 

Jacobs Englnaaring Group. Inc. 

8811220284 

WASTE MGT 



B8110104SB’ 

XPORTLIC 


8811220489* 

WASTE MGT 



8811010478’ 

XPORTLIC 

Japan Atomic Energy Research Inaiiivia 

0011030009* 

XPORTLIC 



8811100189’ 

REVIEW QR 

Jaliarsen. R.M 

881 1040I4I 

PR 



8611100191* 

REVIEW GR 

Johnson & HlQoins irauianca 

88102600(7 

50-317 

J 


6811150031 

Acns 

KM<5, inc 

8610310(53 

ORO 


loi>i>ana Pewei & LigW Co. 

8007210263 

50-382 


8811300211 

PR 



8810250133 

50-382 

Kansas S<aie Univ . ManhaUan. KS 

88II0I0548 

50-188 

R 


6810250143 

SO-362 

K«ny, Harrington. Mcuaugh'in & foster 

8811170272 

PR 



8610250368 

50-382 

Kertiuckv.Commonwaallh ol 

8811110074 

PR 



6010270470 

50-362 

Kerr-fAcQaa Chemical Corp. (subs, of 

6611020309 

PR 



8610310014 

60-382 

Karr-McOee Corp ) 





8811030428 

71-6346 

KatiMeOea Coip- 

6611100260* 

Pft 



8611040188 

50-382 


6811220511 

408984 



8611040177 

50-382 

Kimberly-Clark Corp. 

8811090376' 

REVIEW GR 

P 


8811040182* 

50-382 


8811100163’ 

REVIEW GR 

P 


8811040379 

50-382 


8811100187* 

REVIEW GR 

P 


8811040380* 

60-382 

Kirkpatrick A Lockhart 

8611040020 

60 322 

G 


8811070030 

50-382 


8811040105 

5G322 

0 


8811070122 

50-382 


8811040136* 

50-322 

6 


BB1 1070326 

PR 


8011040169 

50-32? 

G 


6811080303 

60-362 


681 I04017S' 

50-322 

G 


8811100271* 

PR 


8811040183* 

50-322 

G 


8811140408 

50-362 


8811100127 

SO-322 

G 


8811170093 

60-382 


6811I602I3 

50 322 

G 


8811180033 

50-362 


6811160225 

50-322 

G 


8611180052 

50-382 


6811160338 

60-322 

G 


8811180216 

50-362 


8811160341* 

50-322 

O 


8611210168 

50-382 


8811180058 

50 322 

F 


6811210160' 

50-382 


8611290048 

50-322 

G 


8011230209 

50-302 

Klinger A Associates, P.C. 

8811100147* 

REVIEW GR 

P 


8811290423 

PR 

Korea. Rep^jblic of fSouth Korea) 

8811160345 

XPORTLIC 


Low Level Waste Forum 

6611140076 

WASTE MGT 

LN Technologies Corp. (formerly London 

8810250308 

71-9210 


MHB Technical Associates 

6611100049’ 

50-443 

Nuclear Svcs, Inc) 





6811160025* 

50-293 


8810250311' 

71-9210 



6611160034* 

SO-293 


8811100226 

WASTE MOT 


MK. Ferguson Co 

8611160182 

WASTE MGT 


8611160217 

WASTE tAGT 


MaOiion Gas 6 Elecinc Co. 

6811160139* 

50-305 

LaForge A Rudd Conslnrcdon Co., Inc. 

8811110060 

PR 


Mslr>e Yankee Atomic Power Co. 

8811030374 

60-309 

Leboratory ol Pathology 

86110304 55 

PR 



6811030381* 

50-309 

Lagoulis, Clark, Hiil-Whilton & McGuire 

8811040088 

50-443 

G 


6611070316 

50-309 

Lawrerrce Livermore National Laboratory 

8810250441 

WASTE RES 



8811060009 

50-309 


8810260029' 

TOPREP 



8811080262 

50-309 


8811010022' 

FOIA 



8811080287 

50-309 


6611070359' 

WASTE MGT 



8811090021 

50-309 


8611080089* 

WASTE MGT 



8811140170 

60-309 


8611090072 

WASTE RES 



8611160185 

50-309 


6611090179' 

FOIA 



8811160206* 

50-309 


6811110022 

NUREG 



8811210037 

50-309 

LaSoeul. Lamb. Leiby A MacRae 

881 1090198 

50-285 

J 


6811210038* 

50-309 


0811090198 

60-285 

J 


8811210329* 

50-309 


6811090198 

50-265 

J 


8811260221 

50-309 


8811090506 

PR 



8811280222* 

60-309 


8811140056 

PR 


Malapal Resources Co. 

6611030240 

40-9084 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



NUMBER 

CATEGORY 



0011040033 

40 8502 


Co. 





esi1040?17 

40 0502 



7008010093* 

REVIEW GH 

P 


081 I2?006l 

40 0602 



8308230380* 

REVIEW GR 

P 


8011220390 

40-8502 



8300110297* 

REVIEW GH 

P 


0811220519 

40 8502 



8506020496* 

REVIEW GR 

P 

A J/:L«nnjn, Inc 

8811230013 

40-6502 



8605090340* 

REVIEW GR 

P 

8810260287 

TOPREP 



8611020036* 

REVIEW GR 

P 


0810260203 

50 271 

J 


8811020042* 

REVIEW on 

P 


881 1020108 

50-250 

J 


6811020053* 

REVIEW GH 

P 


6811210063 

50-259 

J 


08llO2O(l6&' 

REVIEW GR 

P 

C(np 

8811030103' 

XPORTLIC 



681 1020072* 

REVIEW GR 

P 

yafoi'J Coip 

6811030214 

XPORTLIC 



6811020070* 

REVIEW GR 

P 

6611230140* 

FOIA 



6611020262* 

REVIEW GR 

P 

v3 Vjclea' Safoty Coaiiiion 

0811230173* 

FOIA 



8611020316' 

REVIEW GR 

P 

6811020334 

PR 



8611020327* 

REVIEW GR 

P 


8011020345 

PR 



881 1030106* 

REVIEW GR 

P 


6611030482 

PR 



6811030127* 

REVIEV/GR 

P 


0811100038 

50-277 

H 


8811030168* 

REVIEW GH 

P 

^usells ir.sMuto of Technology. 

0011070336* 

CONTRACT 



861 1030170* 

REVIEW GR 

P 

MA 





8811040015* 

REVIEW GH 

P 


0811290535 

PR 



6811040201* 

REVIEW GH 

P 

iMse'.ia. Comrronwoaiih ol 

8010180507* 

50-293 

F 


861 1040213* 

REVIEW GR 

P 


8810200190* 

50-293 

U 


6011040226* 

REVIEW GH 

P 


0011010021 

50 443 

G 


8811040238* 

REVIEW GR 

P 


8811010021 

60-443 

G 


8811040281* 

REVIEW GR 

P 


0611010031 

50-443 

G 


6011040322* 

REVIEW GR 

P 


881 1010031 

50-443 

G 


6811040325* 

REVIEW GR 

P 


8011010037 

60-443 

G 


8611040331* 

REVIEW GR 

P 


081 1040114 

50-443 

G 


0811040341* 

REVIEW GR 

P 


0811040148 

50 443 

G 


6811040363* 

REVIEW GR 

P 


6611040148 

50-443 

0 


8811090016* 

REVIEW GR 

P 


8811090473* 

60-203 

F 


8811090025* 

REVIEW GR 

P 


8811100006 

60-443 

G 


6011090034* 

REVIEW GR 

P 


8811100031 

50 443 

G 


681109CC37* 

REVIEW GR 

P 


0811100031 

50-443 

G 


861 1090045* 

REVIEW GR 

P 


8011100036* 

60-443 

0 


8811000040* 

REVIEW GR 

P 


8811100036* 

50-443 

G 


8811000049* 

REVIEW en 

P 


8811100042 

5Q.443 

0 


8611000052* 

REVIEW QR 

P 


8011100042 

50-443 

0 


881 1000089* 

REVIEW OR 

P 


0011100044* 

50-443 

0 


8811000326* 

REVIEW on 

P 


6011100044' 

60-443 

0 


6811000444' 

REVIEW on 

P 


6811100049* 

60 443 

0 


G6110Q0447* 

REVIEW OH 

P 


6011100040* 

60-443 

0 


8811030454* 

REVIEW on 

P 


8811100054' 

60-443 

Q 


eeiiioooot* 

REVIEW QR 

P 


8811100054' 

50-443 

Q 


8811100005* 

REVIEW on 

P 


6811100061* 

50-443 

Q 


6611100006' 

REVIEW OR 

P 


8811100081' 

50-443 

Q 


081 1 lOOOIS* 

REVIEW OR 

P 


0011100120 

60-443 

Q 


881IIOOOIQ* 

REVIEW OR 

P 


8011100120 

50-443 

Q 


8011100065' 

REVIEW QR 

P 


801 1100133' 

50-443 

0 


0611100066* 

REVIEW on 

P 


001 1100133' 

60-443 

Q 


B6l 1180074* 

REVIEW GR 

P 


8011160010* 

50-293 

F 


0811100080* 

REVIEW QR 

P 


8011160261 

60-443 

0 


8811100089* 

REVIEW QR 

P 


8811160251 

60-443 

Q 


8811100092* 

REVIEW GR 

P 


0811160269' 

50-443 

G 


6611100116* 

REVIEW GR 

P 


8811160266' 

60443 

0 


6811100120* 

REVIEW GH 

P 


8811160278 

50-443 

Q 


8B11100122’ 

REVIEW GR 

P 


8811160278 

60-443 

Q 


8811100126* 

REVIEW GR 

P 


6611160302 

50 443 

Q 


8811100126* 

REVIEW GH 

P 


6811160302 

50-443 

Q 


8011100132* 

REVIEW GR 

P 


8811160309 

60-443 

0 


0811100140* 

REVIEW GR 

P 


8611160353 

60-443 

Q 


801 1100142* 

REVIEW GR 

P 


6811160353 

60 443 

Q 


6611140139* 

REVIEW GH 

P 


6811170066* 

60-293 

U 

Missouri. Stale of 

8811070184 

40 6801 



8811290057 

60-443 

G 

Missouri. Univ. ol. Columbia. MO 

6810310208 

60-166 

S 


8811290057 

60-443 

G 


8611070028 

50-186 

s 


6811290062 

50-443 

0 


6611070028 

tiO-iee 

s 


6811290062 

50-443 

0 


6811160047 

60-186 

p 


8611290069* 

60-443 

G 


8811160067 

60-186 

s 


8611260069* 

60 443 

0 


6811180050 

FOIA 



8811290075* 

50-443 

0 

Missouri, Unlv. Ol, RoHs, MO 

8611220266 

50-123 

p 

Engheof-ngAs&oclaies. inc. 

8811290075* 

50-443 

Q 


8811220273* 

60-123 

p 

8011070345* 

CONTRACT 



6811260520' 

50-123 

p 


8811110092 

NUREG 


Mitsubishi InlernalionalCorp. (subs, of 

8811010448' 

XPORTLIC 


lohco, l.'ic. (forrneily McGesn 

B810270339 

40 8724 


Mitsubishi Corp.) 




Co. !nc) 





881 1010440* 

XPORTLIC 


c. 

8011100194* 

REVIEW QR 

P 


681 1010500 

XPORTLIC 


iancoi'p. Inc 

8011170032* 

60-416 

P 


6811010501* 

XPOHTLIC 


WA 

8811010021 

50-443 

Q 


8611140409* 

XPORTLIC 


> Tailing Latioieloiisa ol Oiah, 

6811160393 

71.509 



8811U0413* 

XPORTLIC 







8611140416* 

XPOHTLIC 


Suieoi 

8611020142 

PR 



881 1140418* 

XPORTLIC 


UVw. cl, Ann Aibor. Ml 

8811150028 

ACRS 



661 1140449 

XPORTLIC 


vAh Sendee, Inc. 

8811100271' 

PR 



6811U0451* 

XPORTLIC 


ulh U:il.lles. Inc 

8811090029 

60-313 

H 

Mitsui & Co. (USA), Inc. (subs, ol Mitsu 

8811000044* 

XPORTLIC 


xaiories, Inc. 

8811290423 

PR 


& Co., Lid.) 




B81 1090264* 

REVIEW GR 

P 


0811080048* 

XPORTLIC 


• & O'NqA 

6810270065 

STATE PRO 

0 


8611080052* 

XPORTLIC 


. A’liftog & Manuiaclufing Co.. 3 

7003060522* 

REVIEW GR 

P 


8611080113 

XPORTLIC 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8811060114* 

XPORTLIC 



8811150141 

50-333 


a8U100Q62* 

XPORTLtC 



8811150317 

60 333 


8311100088 

XPORTtjC 



861)160077 

50-333 


8811180012* 

XPORTLIC 



36)1)60081’ 

50-333 


881)160016* 

XPORTLIC 



8811)60)64 

50-286 

MoJ^iiorcd R«:i'iovable Siorege Rdv.ot'' 

8810370246* 

COMMISSrO 

N 


6811160176* 

50-333 

Comm/ss on 





8611160305 

50-333 

Uooie. T i 

OQt 1160407 

FOA 



38)1210143 

50-286 

Muliip'e Oynarnics Ccip 

8811090437 

pn 



8311210146' 

60-266 

NSSS. Inc 

8811040215 

OA89!> 



661)210149* 

50-286 

NUTECM Engifiss'9. Inc. 

881)180362 

PROJ 



881)220380 

50-333 

A'aiionai Association ol Nuo'car 

8811160496 

PR 



8611220386 

50-266 

Pharmacies 





8811220454 

50-286 

Naticnal Eisctncal Manulactu'ers 

e61l160t?4‘ 

REVIEW GR 

P 

New York, Stale ol 

681 1030058* 

REVIEW GR 

AssodaVon 





8811030394 

PR 

Nalional f mo Ptotoci'on Association 

6811110068' 

FOJA 



8811040020 

50-322 


6811110072* 

FOIA 



86)1040105 

50-322 

Natonal Ofgancaaiion oi Tosi, Resoarcn 

8811300378 

PH 



8811040136* 

50-322 

Tfalning fleaciofs 





8811040169 

50-322 

National Security Archive 

8811030470 

FOSA 



8811040175* 

50-322 

NaUvo Americans for a Goan Envi'onmeni 

6811090510 

PR 



6811100127 

60-322 


6811100284' 

PR 



8611110216 

PR 

Navy. Dept, ol 

681108012)* 

71 -0007 



6611160213 

50-322 

Navy, Oopt. of, Naval Soa Systems Comman 

681)080076 

71.9007 



8811160225 

50-322 

Nebresha Public Power Oislncl 

8810260046 

50-296 

P 


6611160326 

60-322 


68)0260047 

50-298 

S 


8811160341* 

60-322 


8810260050' 

50-293 

s 


681)170266 

PR 


86)0260054' 

50-298 

s 


6811230059 

50-322 


8810260060 

50 296 

s 

Newbury, MA 

8811040088 

50-443 


061)040053 

50-293 

s 


8811290069' 

60-443 


aan04Q))6' 

60-293 

s 

Newman & Hoilzingar 

8611160262 

60-335 


8611040117* 

60-296 

s 

Niegao Mohawk Power Corp. 

6810250033 

60-220 


8811040205 

50-293 

p 


6610250237 

50-410 


6611040299 

50-298 

P 


8810250269 

50-410 


8811040300' 

50-298 

F 


6810250373 

60-410 


88)1070361 

PR 



8810250377* 

50-410 


8811080)84 

60-293 

P 


8610260482 

60-220 


88)10802)0' 

60-293 

P 


8810250482 

60-220 


8811090190 

50265 

J 


8610260142 

50-220 


381 1090198 

50 265 

J 


6610260463 

50-220 


681 1090196 

50-265 

J 


60(0260467* 

50-220 


08)1100157 

56 263 

F 


6610260471* 

60-220 


8811150093 

50-298 

n 


6610280229 

50-410 


8811)60023 

50-263 

V 


6610310201 

50*410 


8811160108* 

50265 

J 


6810310487 

50-410 


8811160108* 

50265 

J 


8610310507 

50-410 


8811)60105* 

50 235 

J 


6610310522 

50-410 


8811160114* 

50-265 

J 


6811020162 

50-410 


8611290295 

PF( 



3611030006 

50-410 

Nebraska. Stoio oi 

981 1070332 

40-8629 



6811070317 

60-410 


86)1230023 

40-6943 



6611060124 

60-220 

Nevada. Stale of 

881)020090' 

REVIEW OR 

p 


3611060130 

60-220 


801 10204 OS* 

REVIEW OR 

p 


6811060157 

50-410 

Naw England CoaMlon on Nuclear 

68110)0021 

50-443 

Q 


3611140246 

60-410 

Poliunori 





6311160240 

50-220 


881)040045 

60 443 

Q 


6811160096 

50-220 


66)1040054 

50-271 

Q 


6611160099 

50-410 


681)100050 

50443 

G 


6611160116 

50-410 


0811160197 

60-271 

Q 


661116D11B* 

50-410 


881)160233 

50-443 

G 


6611160121’ 

50-410 


8811)60233 

50-443 

G 


6811160182* 

50-410 


6611160251 

50-443 

Q 


8611160194* 

60-410 


8811)60251 

60-443 

Q 


6811160534 

50-410 


68(1180258* 

50-443 

Q 


8611160058 

60-410 


68)1)60276 

50-271 

O 


6611180063 

50-410 


6S1 1180207 

50-271 

G 


6311160065 

50-410 


8911160303 

60-271 

0 


6311160206 

50-220 


8811290069* 

50-443 

G 


6811160206 

50-220 


86)1200096 

50-443 

G 


6311160211 

60-220 


68)1200)36 

50-443 

G 


8611210120 

50410 


66)1260156 

60-443 

G 


B811210200 

50-220 

New Hampshire, Slate ol 

881)030268* 

REVIEW GR 

P 


8611210244’ 

60-220 

New Jersey, Stale of 

66)0270034 

60-3)1 

P 


8611210246’ 

50-220 


891 1020105 

PR 



8811210318 

50410 


8811080298 

PR 



6811210406 

60410 

Ne^ Mexico. Stato ol 

8810280205 

STATE PRO 

O 


6811220193 

60-220 


8811020040 

40-8907 



8611230282 

50-220 


861(020318* 

REVIEW 6B 

P 


8811300514 

50-220 


66(1020358 

WASTE MGT 


Niseho Iwal American Corp. 

8811030052* 

XPORTLIC 


&81(04Q01( 

40-800? 


North Cerolina, Stale of 

6011010117 

PR 

New Mexico. Unlv of. Albuqiiorque. NM 

88M150023 

50-252 

F 


6611020201 

PR 

New York Power Authority (formerly Power 

8810250298 

60-333 

Q 


6611030409 

PR 

Authority of the Stele ol New York) 





8811160210 

PR 


63)0260183 

60-333 

0 


6811160240* 

PR 


88I03I0IS5 

S0-2B6 

Q 

North Carolina, Unlv. of. Chapal Hill, N 

8811280022 

FOIA 


661)010047 

PRM 


Norttieast Inlersiale Low-Level RedloactI 

6B1 1040049 

WASTE MGT 


6811040002 

60-333 

P 

ve Waste Comrrlaslon 




88111(0062 

50-333 

H 

Norlheasi Nuclear Energy Co. (subs, of 

6810170265 

60-245 


8811140223 

50-333 

F 

Northeast Utliltleal 
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AUTHOR AFFILIATION 
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NUMBER 
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NUMBER 

CATEGORY 


8810250137* 

50.330 

O 


8811090280* 

70-143 


8B10260I4I 

50-336 

P 


0311 100217 

70-143 


8810270306 

60-423 

o 


6811160261 

70-143 


8810310471 

60336 

s 


0811210093 

70-143 


8811010107 

60 213 

p 


6811210102 

PROJ 


8811030117 

G0423 

R 


0611210104* 

PROJ 


8811030404* 

50-213 

P 


0811210231 

70-143 


8811040144 

60-245 

0 

Nuclear Informai-on & Resource Sorv ce 

8810140245 

roiA 


8811060106 

60-336 

p 


8311020213 

PR 


8811090134 

60 213 

p 


0811080039 

PR 


8611090362 

60-423 

s 


0611090508 

PR 


8811100227 

PRM 



8811 100143 

PR 


8811160127 

50-423 

p 


8611100280 

PR 


8811160131* 

60-423 

p 


8611110192 

PR 


8811160306 

60423 

R 

Nuclear Lic(in»ng Ropone 

8011170353 

FOIA 


e8>n&0326 

60-213 

P 


88) 1160199 

FOIA 


8611150356 

60-336 

R 

Nuclear ManegrKnenl & Resources Co jnci! 

0611020369 

PR 


8B11I504S3 

60-246 

R 

(NUMARC) ((otmetly Nuclear UU iy Mans 




8611160002 

60-423 

P 

8611070343 

PR 


88)1160094 

50-423 

S 


6611090307 

PH 


B6U160S1S 

60-245 

P 


8811090439* 

REVIEW GR 


8811160556 

60-423 

P 


6311100266 

PRM 


88(1180152 

50-336 

P 


6811110070 

PR 

JVonheast Uuiii.os 

8811180167 

50 245 

P 


6811110202 

PR 

8810170266 

50-245 

F 


0811300206 

PR 


6610170262 

50-213 

F 

Nuclear Mei«isl9 & Eriurpmoni Coro. 

8611190262’ 

FOtA 


86)0170268 

60-213 

F 

(NUMEC) 




8810260141 

60-338 

P 

6811160272* 

FOIA 


8810270306 

50-423 

O 


8811160281* 

FOIA 


6610310471 

60-336 

S 


6Sttf602SS’ 

FOIA 


8611010197 

50-213 

P 


8811180310’ 

FOJA 


8611020161 

60213 

P 


8811180316* 

FOIA 


6811030387 

60-213 

P 


681 (180322* 

FOIA 


8811040144 

50-245 

0 


6811230027* 

FOIA 


8811040186 

50-213 

F 


8811230047’ 

FOIA 


8811080106 

80-336 

P 


8811230136’ 

FOIA 


6811090134 

50-213 

P 


6811230149* 

FOIA 


6811090362 

80-423 

S 

Nuclear Packegir^g. inc. 

8011000164’ 

71-9370 


8811100169 

50-245 

f 

8811230164 

71-0181 


8811150127 

60-423 

P 


8811230178* 

71 0131 


8811160306 

60-423 

R 

Nuclear ui-kiy Ccrnmenleis on Licensing 

081 1160606 

PR 


6811160326 

60-213 

P 

Relorm 




8SI1160366 

50 336 

R 

Nuclear Weata ConsuHanis, inc 

8811210019 

WASTE RES 


8611IS0463 

50-246 

R 


881 1210023 

WASTE RES 


8811150632 

50213 

P 

O'Su'hven Coip 

6808020089’ 

REVIEW OR 


8811160003 

60423 

P 

Oak RiOge A$ao<^aieP umua 

6811030203’ 

70O480 


6811160094 

60-423 

S 

6811170001’ 

70-824 


8611160615 

60-246 

P 


8811170096’ 

70-024 


68)1160627 

60-246 

F 

Oak R-dge NeHonai Let>oieioiy 

681 1010186 

NUREG 


8811160666 

60 423 

P 

8811010196 

NUREQ 


6811160162 

60-336 

P 


8011070099 

NUREG 


99lilS0l6? 

60-246 

P 


881 1160223 

WASTE RES 

Nonhorn Siaies Power Co 

6810260307 

50-306 

s 


6811160296' 

WASTE RES 


8810250488 

60-263 

V 

OiYo Crt< 2 ««$ lot Responsible Energy 

8811010324 

PR 


8810260016 

60-263 

R 

8811020047 

PRM 


6810260065 

SO-263 

S 


881 1020181 

PR 


8810310349 

50-263 

P 


8811080326 

PR 


8811010422 

60 26? 

P 


8811160404 

PR 


6611010422 

.'50-282 

P 


8911160578 

PR 


661 1010424* 

80-282 

P 

ONo Nonhorn Univ . Ada, OH, 

8806190110 

FOIA 


6611010424* 

50-282 

P 

09. Chemrcel & Alorrsc Woikors Internati 

8311300189 

PR 


68110(0426' 

50-282 

P 

ottei Union 




881 1010426* 

50-282 

P 

Oklahoma. Slate oi 

6811070132’ 

40-8027 


8811030182 

50-262 

5 

Oklahoma. Univ. ol, Noiman, OK 

8611010518 

50-112 


6811070304 

50-282 

P 


8811010521 

50-112 


8811060174 

50-282 

0 


8611010523* 

50-112 


88II0B0174 

60-282 

0 


8811010523’ 

SO-1 12 


8611080198 

60-263 

P 

Omaha Pub'ic Power Distiicl 

6810160346 

60-285 


8811080265 

PR 



0610260133 

50-265 


8811160406 

60-282 

R 


8810270363 

50-235 


8611160405 

60-282 

R 


SB 10310044 

60-285 


6811160423 

60-263 

R 


6810310126' 

50-235 


8811210308 

50-?e2 

P 


8611010340 

50-286 


8811230437 

60-282 

o 


8611010409 

60-285 


8811300387 

50 263 

H 


6811030110 

50 266 

Nuclear Aasuranco Corp- 

8810260069 

71-0010 



6611070067 

50 265 

881 1030357 

71-9010 



8811070104 

50-286 


6811030361’ 

71-9010 



6811060111 

60-265 


8811090262 

71-0231 



8611080276 

50-285 

Ni^clear Conlalners, Inc 

8811040080 

71-4909 



8811080282 

50 285 


6611080082 

71-4909 



8311080291* 

50 285 


8811110137* 

71-4909 



8811060293 

50-285 

Nuclear Control Institute 

8811030434 

FOIA 



8811090053 

50-285 

Nuclear Fuel Services. Irtc (subs. ol 

8810260161 

70-143 



681 1090198 

50-285 

Getty Oil Co.) 




6811090193 

50-285 


8610260356 

70-143 



6811090198 

50-285 


6810310012 

70-143 



8811090235 

50-265 


8611030162 

70-143 



8811090272 

50-285 


8811090279 

70-143 



8811150019 

50-2H5 


OviW^ e_4_^tflO OOxt/m 



author affiliation 


Oregon Stale U«v . Co«valli$, OR 

Ocew. Stale o( „ . . 

Pacific Coast Testing Semee, inc 

PaoTic Gas S EleclnC Co. 


Paotic Nuclear Sysieins. Inc. 


Paramelef, Inc. 

Parsons SoncLerhofl MamlenaiKe 
Services. Inc. 

PaUifinder Mines Corp 


Peerless-Winsmiih 
Pennsylvania Power & Lighi Co 


ACCESSION 

NUMBER 


SUBJECT 

CATE60RY 


8811160105* 
6811160105* 
8811160105* 
8811 1601 1<* 
8811160412 


50 285 
50-285 
50-285 
50-285 
50-285 


J 

J 

J 

J 

s 


8811160533 

8611220125 

8811220156 

861122Q'M 

8611220306 


50-285 

50-285 

50-285 

50-285 

50-285 


R 

S 

P 

O 

F 


6811220392 
6611220404 
6611220468 
8811220469' 
681 1220476 


50-285 

50-285 

50285 

60-285 

50-285 


F 

F 

F 

F 

F 


8811220478* 

8811230079 

8811090470 

8811160535 

8811210357 


50-285 

50-285 

PR 

50-243 

50-106 


F 

O 

P 

F 


8811300177 

8811070362 

8811210166 

8810260092 

6810260092 


PR 

PROJ 

PROJ 

50-275 

50-275 


R 

R 


6811010322 50-323 
8811010520 50-323 
8811030136 60-276 
6611030138 60-275 
6811070241 60-323 


S 

S 

R 

R 

S 


8811080209 50-323 
6811090140 60-275 
8811090140 50-275 
8811090314 60-275 
8811090314 50-275 


S 

H 

H 

P 

P 


8811100230* PR 

8811140041 50-323 

8811140405 60-276 

8811140405 50-278 

8811150059 $0-323 


0 

S 

s 

s 


8811150254 $0-276 
8811180046 50-275 
8811160046 60-276 
8811180110 50-275 
8811180117 50-275 


0 

O 

0 

R 

s 


881I180I24* 50-275 S 
8611180127 50-323 S 
8811160133 50-276 F 
8811180137* 50-275 F 
8611180188 50-323 P 


0811210151 50-275 P 
8811210152* $0-275 P 
8811210233* 50-275 P 
6811210298 50 27$ R 
8811210296 50-275 B 


8811210417 50-275 B 
881121041? 50-275 B 
8311210444* 60-275 B 
8811210444* $0-276 B 
8011220122 50-278 8 


8611220173 60-276 H 
6811220173 60-278 II 
8611230195 50-278 F 
0811230195 60275 F 
6811230222 50-276 S 


8811040040 

8811080162 

8811160354 

8811180277 

8811070079* 


PROJ 
71-9070 
71-9232 
71 0001 
CONTRACT 


8811230168* CONTRACT 


6811040001 40-8622 
8811040003 40-6622 
6811070021 40-2289 


AUTHOR AFFILIATION 


pennsylvartia Stale Unlv . Unlvcrsily 
Park. PA 

PennsyNama. Commonwealtli ol 
PhiadelpiVa Electric Co 


ACCESSION SUBJECT 
NUMBER CATEQOfiy 


6811030460* 50-387 

8811030460* 60-387 

8811030493 50-387 

8811040016* 60 387 

6811040016* 60-387 

8811040092 60-367 

8811070169 60-397 

6811070160 60-387 

8811070167 60-387 

8811070167 60-387 

8011070173 60-387 

8811070173 60-387 

8611000313 60-387 

8011000330 60-367 

8811000330 60-387 

8S1U4QQ73 PR 

6011180091 50-387 

6011180091 50-387 

8811160261 50-387 

6611160261 50-387 


P 

P 

F 

P 

P 

s 

o 

o 

o 

o 

o 

o 

K 

P 

P 


P 

P 

P 

P 


8811160269* 50-387 p 
6011160260* 50-387 p 
8611180305* 50-387 p 
8611160385* 60-387 p 
8811040230 60-5 ft 


6611040231* 50-5 ft 
8611040234* 60-5 R 
6611020104 60 277 p 
6811260006 60-277 p 


6810260141 60-277 S 
6610260307 60-171 J 
8810280400 60-363 F 
8610270149 60-277 p 
8810270149 60 277 p 

8810270154* 60-277 P 
8810270154* 60-277 P 
8810270167* 60-277 P 
8810270167* 60-277 P 
8810310002 60-277 S 


86I0310002 60-277 S 
6610310003 60-276 8 
6811010362 50'353 O 
6611010384 * 60'353 O 
6811020223 60*277 F 


6811020223 60-277 
8811020226* 60-277 
6811020228* 60*277 
8811020253 60-3S2 
88110^0253 60*352 


F 

F 

F 

P 

P 


8811020268* 60*352 
8811020266* 60*352 
8811020267* 60-352 
8811020267* 60*352 
8611020266 NUREO 


P 

P 

K 

K 


8811020268 60-277 
8611020268 60-277 
8811020288* 60'277 
8811020268* 60-277 
8811020278 60-277 


B61 1030099 60-362 
6611030099 60-352 
6811030226 60-277 
8811040066 60-353 
6811040316 60-352 


F 

F 

P 

A 

P 


6611040321* 60-352 
6611040323* 60-352 
6011070168 70-3054 
6611060136 50 277 
8811080138 60 277 


P 

P 

8 

S 


8811090008 60-352 
8811060379 60-27? 
6811090401 60-362 
8811060408’ 60-352 
8811000413* 60-352 


S 

s 

p 

p 

p 


6811170168 

40-6622 


8611110076* 

FOIA 


8610250299 

50-387 

S 

8810260410 

60 368 

s 

8810260508 

50-387 

s 

8610310085 

60-387 

F 

8810310198 

50-387 

Q 

8811030260 

60 387 

P 

8811030260 

50-387 

P 

8811030340 

60-387 

P 

8611030340 

50-387 

P 

8811030349 

60-388 

P 

8811030479 

60-387 

P 

6811030479 

60-387 

P 


8811060496 FBM 

0611100134 60277 

6611100134 50-277 

8611100300 PHM 

6811150063 50-362 


O 

G 

F 


8811160093 

8811160104* 

8811160104* 

8811180128 

8811160148 


50-362 

60-362 

60-062 

60-353 

60-362 


F 

F 

F 

S 

s 


8811180285 

6011180088 

6811180182 

6811210269 


60-363 

60-277 

60-171 

60-352 


A 

O 

P 

$ 



CORPORATE SOURCE INDEX 365 


AUTHOR AFFILIATION 


Plau-'iOieCo.Inc 

Ftat»£u R«sOJices. Ll<l. 

P»iiroyC\ MA 


Portland General Elaciric Co. 


Pr»M9 Plasijc Produols 
Piofatslonal Service Indusidea, Inc. 
(lormerly PTL-lnapeetorale, Inc. & 

Pubi< Olizen'e Critical Mass Energy 
Protect 

Pubi< Service Co. el Coloraoo 


S>ublic Service Co. ol New Hampshire 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


0011210350 

6811210364 

8611220395 

8811290350 

8812010063* 

50-277 

SO 277 

50-352 

50-277 

60-352 

S 

R 

R 

P 

K 

8812010063’ 

6811020101’ 

8811030266 

8811030270* 

8611010033* 

50-362 

REVIEW GR 

40 8698 

40-8698 

50-293 

K 

P 

F 

6811070189 

8811140335’ 

6810250416 

8810250429 

8610250442 

50-293 

50-331 

60-344 

50-344 

60-344 

F 

F 

S 

S 

S 

8810250448 

8810250463 

8810280299 

6811010342 

8811030094 

60-344 

50-344 

60-344 

50-344 

50-344 

S 

S 

S 

P 

S 

8811030427 

8811040079 

8811070153 

8811080268 

8811140019 

60-344 

50-344 

50-344 

60-344 

50-344 

K 

F 

S 

K 

H 

8811140410 

8811150017 

8811150165 

8811150464 

8811160075 

50-344 

60-344 

50-344 

60-344 

6Q344 

S 

O 

s 

s 

s 

8811)60169 

8811160368 

8611)70007 

88)1170370 

8811160097 

50 344 

50-344 

60344 

50-344 

60-344 

s 

p 

F 

0 

8 

8811210269 

88)1220)37 

8811090207’ 

8811)40253* 

60-344 

80-344 
REVIEW GR 
FOIA 

R 

P 

P 

88)1170205* 

FOIA 


8810250353 

8810250402 

8810280475 

SO-26? 

50 267 

SO-267 

P 

P 

P 

88)0260478* 

881026048)' 

8810280489 

881028049)' 

8810260493' 

50-267 

60-267 

50-267 

50-267 

50-267 

P 

P 

P 

P 

P 

88)0260536 

881)030003 

8611030282 

6811040362 

8811060054 

60-287 

60-267 

60-287 

60-267 

50 207 

F 

P 

O 

Q 

P 

8811090056 

6811090440 

8811090452 

8811140347 

8611160037 

50-207 

60 267 
50-207 

60 267 
60-287 

P 

Q 

O 

0 

F 

8611160424 

8811160435 

6611170002 

8811210270 

8810250262 

50-267 

60-267 

60 267 
50-267 
60-443 

S 

S 

F 

R 

P 


6810250472 

8811010125 

6811010125 

681I0103B2 

8811020100 


80-443 

50-443 

50-443 

50-443 

50-443 


H 

O 

G 

P 

F 


8811020244* 

60-443 

P 

8811040146 

60 >443 

4* 

8811040162 

50-443 

V 

ft 

6611040152 

50-443 

Ip 

ft 

8811100047 

60-443 


8811100047 

50443 

G 

ft 

8611100056 

50-443 

U 

ft 

8811100056 

60-443 

A 

8811 100067 

50-443 

13 

ft 

8811100057 

50-443 


8811100086 

60-443 

Q 

ft 

6811100070 

50-443 

ft 

8811100070 

60-443 

ft 

8811100090 

60-443 

Ip 

ft 

8811100090 

60-443 

ip 

8611100096 

60-443 

0 

8811100066 

50443 

Q 

8611100116 

50443 

G 

Q 

8811100115 

60-443 



AUTHOR AFFILIATION 


Public ServMM Electric & Gas Co. ol New 
Jersey 


Ouadrex Corp. 
CMi^re Mining Co. 


ujiatlon Management Corp. (RMC> 

xSoacitve Waste Campaign 
aed College. Portland, OR 
ansseiaer Polytechnic Institute. Tioy. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8011100148 
B011I00140 
8611140372 
8811 140414 
8611140417* 


50 443 
60-443 
50-443 
50-443 
50-443 


8811 150245 
8811 160266 
8811160266 
8811160323 
8811160364 


50-443 

50-443 

60-443 

50-443 

50-443 


8011210168 

8811290071 

8811290071 

8811290078' 

8811290078* 


60-443 

60-443 

50-443 

60-443 

50-443 


8811200118 
0811290118 
8811200125* 
BB1 1280125* 
8811290152 


50-443 

50-443 

50-443 

50-443 

50-443 


8811290162 

8811290186 

0811300363 

8810140225 


50-443 

50-443 

PR 

50 272 


S 


8810250330 

8B10250358 

8810250360 

8810250380 

8810260302 


60-311 
60-272 
60-272 
50-272 
50 311 


8810260306* 

BB10270170 

8S10280245 

8811010327 

8811010337* 


50 311 
50-354 
50-272 
50-311 
50-311 


8811010532 

6611010532 

8811010532 

8811020014 

8811020152 


50-272 

50-272 

80-272 

60311 

50-272 


8811020318 

8811020352 

8811020388 

8811030189 

8811030173* 


50-272 

50-272 

50-054 

50-354 

80-354 


8611030185 

8811030195 

8611030165 

8811040021 

8611040021 


50-311 

50-272 

&0-272 

50-272 

50-272 


8811040021 
8811040021 
8811040026 
8811040028 
881 1040028 


50-272 
50 272 
60272 
50272 
50-272 


881 1040026 
8811040129 
881 1040370 
881 1070024 
8811070024 


50-272 

50-354 

60-354 

50-272 

50-272 


8811070024 
8811070024 
6811070278 
881 1070299 
8811080146 


50 272 
60-272 
60 272 
60272 
50-272 


8811080186 

8811080192 

8811080281 

0811160507 

8811150511 


50-272 
50-31 1 
PR 

60-354 

50-354 


6811160401 

6811180105 

8611210114 

8811210260 

8811220290 


60-311 

50364 

60-272 

50-364 

50-311 


8811220330 
8811220333 
8811220408 
881 1300194 
8811220037' 


60-272 

50-311 

60-354 

50-272 

50-461 


8811020309 
88110401 lO 
8811040113 
3811230006 
8810280348' 


PR 

40 8905 
40 8905 
40-6905 
50-289 


8811230310 

8811140046* 

8811090385 


FOIA 

PR 

70-920 


S 

S 

Q 

Q 

P 


P 

S 

fl 

P 

P 

F 

F 

F 

P 

S 

P 

s 

F 

P 

P 

P 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

S 

f 

F 

F 


F 

F 

P 

Q 

O 

s 

s 

s 

s 

p 

8 

P 

R 

Q 

R 

R 

S 

H 

P 


R 


aou-o-p- xoooo Q-oooto aoooci oo 


366 CORPORATE SOURCE INDEX 


AUTHOR AFFILtATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEBOflV 

Rssoufco Technical Services. Iric 

6311020091* 

contract 



B81 1210076 

50-312 


68lt030'ISe* 

CONTRACT 



6611210079* 

50-312 

Rhode Island. Slate of 

68111004 76* 

CONTRACT 



88)1210192 

50 312 

8811030095* 

RE VIEW GR 

P 


881 1220305 

50-312 

Ridgway Record. Ridgway, PA 

6811180303 

FOIA 



8811220311* 

50-312 

RiO Algom MiOing Corp 

6611030386 

40 6084 



88)122040) 

50-312 


8611040070 

40-8084 



86)1220456 

60-312 


6611040136 

40 6084 


Salisbury, MA 

88110)0021 

50-443 

Rochostar Qas & Elecinc Corp. 

8811080056 

40 8084 


8and<a Natlorial Laboratories 

6610260401 

WASTE RES 

6610350033 

50-244 

F 


8611010076 

WASTE RES 


aaiossoioo 

60-244 

P 


6811010258 

NUREQ 


681 1010109 

50-244 

F 


6611040382 

WASTE RES 


8611010113* 

50-244 

F 


8611040363’ 

WASTE RES 


8611060003 

50 244 

O 


6811070080 

WASTE RES 


8611090368 

50-244 

s 


8611110)10 

NUREQ 


8611150213 

50-244 

c 


6611140134 

WASTE RES 


8611160474 

50-244 

s 


6611140140* 

WASTE RES 


681 1180138 

50 244 

p 


8611150268 

WASTE RES 


8611180193’ 

50-244 

p 


8611150364 

WASTE RES 


6811180180* 

50 244 

p 


6811170338 

WASTE RES 


8611180197* 

50 244 

p 


6811220258 

WASTE RES 

Rockwell Iniernallonaf Corp. 

8611310337 

60-344 

R 

Sargent & Lundy, Inc 

8811160046* 

60-237 

6811030080 

PR 


681 1290241 

PR 

Ropes & Grey 

8B1101012S 

50-443 

G 

Sexton Nuclear Experimental Corp. 

8610270379 

60-146 


681 1010135 

59-443 

O 

8811160008 

50-146 


8811040146 

60443 

O 

ScieiKe & E(^gri^eefing Assoclales, Inc. 

8811940176* 

CONTRACT 


6611040152 

50-443 

G 

6811040195* 

CONTRACT 


8611040153 

8811100047 

50-443 

50443 

G 

G 

Science Applications IntsrneHonal Corp. 
(letmedy Science Appilcaiions. Inc.) 

8810270471 

WASTE MOT 


8811100047 

50-443 

G 

S8110201SS’ 

CONTRACT 


6811100056 

50-443 

0 


8811020436* 

CONTRACT 


B61110005S 

50443 

G 


8611040052 

50-269 


6811100057 

60-443 

G 


6611060064 

WASTE MQT 


6611100057 

60-443 

G 


8811080090* 

WASTE MQT 


6811(00066 

60443 

G 


8811180088 

WASTE WOT 


6811100070 

6<k443 

0 

Seionlech. inc- 

8611030487’ 

CONTRACT 


8811 100070 

50443 

0 


8611180364' 

CONTRACT 


8811100090 

50-443 

0 


8811220431’ 

CONTRACT 


661)100090 

$0 443 

Q 

Sdoounc Inspection Technology, ine. 

8611170054 

71-501 


6811100096 

50-443 

Q 

6611220191’ 

71-601 


661 1 100096 

60-443 

G 

Soacoait Anil-PoHulion League 

8811010021 

60-443 


8811100146 

50443 

Q 

8811010021 

60-443 


6811100140 

60-443 

G 


8811040014 

SO-443 


8611160366 

50 443 

Q 


8811040014 

60-443 


6811160366 

60-443 

0 


8611040093 

60-443 


6611160310 

80 371 

G 


8811040093 

60-443 


6611160333 

60443 

0 


8811040108 

60-443 


6611160364 

S0443 

0 


8811040106 

60443 


6811260071 

50443 

0 


8611100067 

50443 


8811360071 

SO 443 

Q 


8811100067 

60-443 


801 1390078* 

60-443 

0 


8811100083* 

50-443 


6011290076’ 

50-443 

G 


8811100083* 

60-443 


8811390116 

60-443 

G 


8811100064 

60443 


6611290118 

50443 

Q 


8611100684 

50443 


88I1390I3S’ 

50-443 

0 


8611100111 

50-443 


6811380135* 

60-443 

Q 


8811100111 

50-443 


8611280163 

60-443 

0 


8811160153 

50443 


8811390153 

60-443 

G 


8811160251 

50443 

Auigets, Hovr Jersey, Sinte Univ. of. New 

6011390186 

50-443 

G 


6811160269* 

50443 

8811070069' 

FOIA 



8811160321 

50-443 

Brunswick, NJ 





8811290066* 

50443 

SC&A, Inc. 

SMC O'Oonnoll & Associates, Inc. 
(formailyO'Oonnoll S Assoclales. Inc.) 

8811070083’ 

FOIA 



9611290158 

50-443 

6810260110* 

CONTRACT 


Sanale 

6610280327* 

60-293 

8811280003* 

FOIA 


8610260326* 

50-293 





6810260419* 

60-293 


6611280005* 

FOIA 



6810260537* 

60-277 


8811280007* 

FOIA 



6810310020* 

60-293 


6611260009* 

FaA 



8611020010* 

50-277 

Sacramento MirnlcJpel Utility Orstricl 

6611260011' 

FOIA 



8811160466* 

COMMIS5IO 

8810100249 

60-312 

S 


6611210166* 

50-260 


6810260118 

50312 

S 


8611220048* 

50-262 


8610260218 

60-312 

P 

Senate. Covarnmenlal Affairs 

8811040216* 

50-346 


8611010553 

60312 

P 


8811140263* 

FOIA 


8811010654* 

60-312 

P 


8811140269* 

FOIA 


8811020328 

50-312 

S 

Senate, Latwr & Human Resources 

8811160073* 

60-293 


681103025B 

60-312 

0 

Sequoyah Fuels Corp. (subs, of Kerr-McGe 

6811030251 

40-8766 


S8H030341 

60-312 

P 

Nuclear Corp.) 




8811030343* 

50-312 

P 

6611070147 

40-8027 


681(070197 

60-312 

Q 


8811150058 

40-8027 


8011070309 

60-312 

S 


8811160097 

40-8027 


6811080119 

60-312 

R 


8811210248 

40-8027 


8811090340 

60-312 

S 


8811220104 

404027 


8611100163 

60-312 

P 


8611220106 

404027 


8011100154’ 

60-312 

P 


8811220354 

40-6027 


8611160269* 

60-312 

P 

Sequoyah Holding Corp. 

8811210241 

404027 


8811160437 

50-312 

P 

Snalnee & MoEachern 

8811100094 

50-443 


8811(80&73 

60-3(2 

8 


88(1(00094 

50443 


8611170030 

60-312 

P 


8811100106* 

60443 


8811170041 

60-312 

P 


8611100106* 

60443 


eooo -I e*D ^ccoo ooooo oc>ooo ooooo ooooo -os ^ o^s 



CORPOHAlt 


1^1./ 


HOH AFFILIATION 


oils & Trowbridge 
idoi'n stfflilon 


lullon 

:^fp 

in & Equipment Co., loc. 
.iQCtrIc & Gas Co. 


Stale ol 


•lY 


ipael Commission 
Drnia Edison Co. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8811290036 

061114O<185* 

8811030487* 

8811180364* 

8811220431* 

8811020107* 

8811220516 

8811210176 

8811210202* 

8810280185 

8810270348 

8811020249 

8811030054 

8811030101 

8811090082 

8811090477 

8811100124' 

8811100263 

8811100276' 

8811140159 


60-443 

40-3453 

CONTRACT 

CONTRACT 

CONTRACT 

REVIEW on 

40-8073 

71-102 

71-102 

60-395 

60395 

60-395 

60-395 

SO-395 

60-395 

PRM 

60-395 

PR 

PR 

60-395 


Q 


P 


S 

F 

S 

P 

F 

H 


P 


R 


8811160237 

8811160370 

8811220485 

8811230429 

6611030068' 


50-395 
60-305 
60-395 
60-305 
REVIEW GR 


F 

Q 

P 

S 

P 


88I104Q160 

8811260084* 

8611290012' 

8811290017* 

8611040020 


PR 

FOIA 

FOIA 

FOIA 

60-322 


8811040105 

8811040138* 

8811040169 

8811040175* 

6811100127 


60-322 

60-322 

60-322 

60-322 

60-322 


6811160213 

8811180225 

8811180326 

8811180341* 

8811100243 


60-322 
50-322 
50-322 
80 322 
PR 


8810260008 

8810260031 

8810260039* 

8810260043 

8810260173 


60-206 

60362 

60-362 

60-206 

50-206 


8810310497 

8810310497 

8811010436 

8811010438* 

8611010440* 


60-206 
60-206 
60 206 
60-206 
60-206 


8811020012 

8811020012 

8811020017* 

8811020017* 

8811020022* 


60-361 

50-361 

50-361 

60-361 

50-361 


8611020022* 

8611020124 

8811020124 

8611020126* 

8611020126* 


50-361 

50-361 

50-361 

50-361 

50-361 


8811020130* 
8611020130* 
861 1030310 
8811030310 
6811030313* 


50-361 

50-361 

60-361 

50-361 

60-361 


8811030313* 

6811030316* 

8811030316* 

8811030471 

8811030473* 


50-361 

50-361 

60-361 

50-206 

50-206 


8611040211 

8811060099 

8611080099 

8811080099 

8611060102* 


60-206 

50-206 

50-206 

60-206 

50-206 


8611080102* 
881 1080102* 
8811080140 
6611080178 
8811080185* 


60 206 
50-206 
50-361 
50-361 
50-361 


8611090014 

8811000026* 

8811090172 

8811090205 

8811100091 


TW’REP 

TOPREP 

50-206 

50-206 

60-361 


8811110005* 

6611140003* 

8811140006* 

6811150016 


50-206 

60-206 

50-206 

50-206 


Q 

G 

Q 

G 

0 

0 

Q 

Q 

0 


F 

P 

P 

P 

P 

V 

V 
p 
p 
p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

F 

F 

F 


S 

S 

S 

P 

F 

F 

P 


AUTHOR AFFILIATION *NUMBER^ CATEGORY 


heff*G»evure SecvIce. IfiC-. , . _ 

lalef EnvIionmoolBl ciin^ianis, Inc. 
>8ne Tnbe ol Indians 


Slsn(o>d Unhf.. Slanlord. CA 

Slate. Oopi- Bureau ol Oceans A Inil 

EmirDn 6 Stient^ AHaks 


Sievenson A Asso^ias 


Slone A Webster enQit>ewirio Cotp. 

Suftottr County. NY 


8811150021* 
8811150042 
6811 150042 
8011150046* 
6811160046* 


50-206 
60-361 
SO 361 
60-361 
50 361 


8811150053* 

8811150066' 

8811150066* 

8311160071 

8811160075* 


50-206 

50-361 

50-361 

50-361 

50061 


8911150080* 
8811160071 
8811160214 
881 1 160219* 
8811160221 


50 361 
50-206 
50-206 
50-206 
50-206 


8611180221 

8611160221 

8811160222 * 

8811160226 

8811160230* 


50-206 

50-206 

50-206 

60-206 

60-206 


8811160234* 

6811160241 

8811160249* 

8611160258* 

8811160338 


50 206 
60-206 
69-208 
50-208 
80-208 


8811160338 

8811160339 

8911170163 

8611170170 

8611170264 


SO 206 
50-206 
50-206 
60-206 
60-206 


8811170254 

8811170254 

8611180172 

8811160207 

8811180207 


50-206 
60-206 
50-361 
SO 206 
50-206 


6811160242 

8811180365* 

6811180368’ 

8811180368’ 

8911180367* 


80-206 

50-20& 

80-361 

60-381 

50-361 


8811180368’ 

8811160388* 

8611160370* 

8611210276 

8611210286 


50-361 

50-361 

50-206 

50-361 

50-200 


8611220226’ 

6611220225* 

6811220226' 

6811220425 

8811220430 


50-206 
50-208 
50 206 
50-206 
50-206 


8811220438 

8811220501 

8911220501 

9611280908 

6611309163 


50 208 
50-361 
60 381 
PR 

SO 206 


8811300163 

6911300183 

8911300217 

9811300245 

8811300245 


60-206 

50-205 

PR 

50-206 

50-206 


8611300245 
8906020176' 
B91 1 150050* 
6911040072 
8811070367* 


50-206 
REVIEW OR 
50293 
40-1162 
40-7804 


8611070370* 
881 1070384* 
9611150324 
9811150328 
8811090183 


40-7804 

40-7604 

ADVCM 

ADVCM 

XPORTLIC 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

R 

R 

R 

O 

P 

II 

H 

H 

S 

F 

F 


P 

P 

P 

P 

P 

P 

P 

P 

n 

R 

P 

P 

P 

P 

P 

0 

V 

V 

H 

H 

H 

H 

H 


H 

P 

P 


8611140197 

6811140206 

8811140431 

6811020236’ 

8911020236* 

6611110207 

8811040020 

8611040105 

6611040136* 

8611040169 
6811040175* 
681 1040163' 
6611100127 
8611160213 


XPORTLIC 

XPORTLIC 

XPORTLIC 

50-413 

50-413 

PR 

50-322 

50-322 

50-322 

50-322 

59- 322 
50-322 
50-322 

60- 322 


P 

P 


8811169225 50-322 
8811160326 50-322 
881 1 160341* 50-322 
8011290040 60-322 


OOO OOOOO OOOO 


AUTHOR AFFILIATION 


Susqusharina Environmental Advocates 

Stvialor & 6erl'n 

Syslo.'n Energy nesourcos, Inc. 


Generating 


Clormotly 

Co) 


ACCESSION 

NUMBER 

661 1 140070 
681 1230249 
6610260361 
8810260384* 
8610310004 

6011010467 
8811020197 
6611040277 
8611070160 
881 1060066 

8811080083 

6811080160 

8811060180 

8811080199 

8811080297 

8811100227 
88111S0067 
8611150099* 
8611160513 
8811 170025 

8611170175 

8811170178 

8811180023 

8811210046 

6611210056 


SUBJECT 

CATEOCRY 


AUTHOR AFFILIATION 


Teledyna Isotopes 
Tenryessse Valley Authority 


6811220426 

S0-4ie 

P 

861I2304U 

50-416 

F 

6611300203 

60-416 

H 

8610250023 

50 445 

A 

8810250206 

60'44S 

M 

8810250206 

50 445 

M 

8610250263 

50-445 

s 

8610250263 

60-445 

s 

8810260365 

50445 

s 

8610260365 

50-446 

s 

8810250384 

60-446 

0 

8810260384 

50 446 

0 

8610260388 

60-445 

0 

8910250388 

50-445 

0 

86102S0493 

50 446 

0 

88102S046S 

5044S 

0 

6610250469 

50-445 

8 

6810250469 

5044$ 

$ 

6810250500 

60 445 

s 

8610250500 

50-445 

$ 

6810260088 

6044$ 

K 

6810260086 

60-44$ 

K 

6810260167 

50 445 

s 

0610260167 

50-44$ 

S 

6810290174 

50-445 

s 

6810260174 

50-445 

s 

8810280333 

50-44$ 

s 

6811010332 

fin 


6811010530 

$044$ 

s 

881 1020298 

50-445 

A 

8811030074 

50-445 

o 

8811040289 

60-445 

Q 

9811040269 

50-44$ 

o 

8811040273 

50-445 

A 

9811040273 

60-445 

A 

8611040343 

60 44$ 

A 

6811040343 

50-445 

A 

6811040349 

60-445 

s 

8811040349 

50-445 

S 


6811040354 
681 1040354 
8611040369 
6611040369 
6611070257 

6811080165 
8811080165 
6611060203 
6611080203 
861 1 140054 

861 1140163 
8811170046 
8611170048 
8611170051 
6611170051 

6611220012 

6611220211 

6611220211 

6611220242 

8811220242 

861 1220493 
8611230202 
6611230418 
6611230436 


ACCESSION 

NUMBER 

6811230071 

6810240246 

8610260105 

6810250105 

6810250280 

8BI0250288 

6810250286 

8610260301* 

6810260305 

8810250363 

88 10250395 
6610250395 
8610250396* 
8810250437 
8810250437 

8810250491 

6810260027 

8810260027 

8810260027 

8810260111 

68 10260225 
6810260225 
8610260225 
6610260230* 
6810260230* 

8610260230* 

8810260362 

8810260382 

8610270060 

B810270060 

6610270084 

8810270064 

8610270326 

8BI0270326 

861027046S 

6610270465 
8810260011 
8810260011 I 

8610280011 I 

6810260013 I 

6610280013 I 

8610260013 ! 

6610260022 I 

6610260040 I 

6810260040 I 

6610260046 ! 

6610260046 ( 

6610260292 I 

6610260202 ! 

8610260327 ( 

6610260327 ( 

6610260327 6 

6610260376 t 

6610260378 ! 

6610310067 S 

6610310067 S 

8610310067 6 

6610310061* 6 

6610310061* 5 

8810310061* S 

6810310138 6 

6610310138 5 

8810310138 5 

8810310173 S 

6610310181 5 

88I03I0204* 5 

6810310204* 5 

8810310204* 6' 

6610310219 6i 

8610310222 6i 

8810310222 5< 

6610310222 6i 

8810310382 T< 

8811010100 51 

88II01OI00 51 

8611010100 5( 

8611010189 5( 

8611010240 51 

8611010240 5< 

8611010240 S( 

6811010266 5( 

6811010274 5( 

8811010291 5( 

6611010305 SC 

6611010306* SC 

6811010347* 6C 

8811010348* 50 

8611020161 50 

8611020181 50 


SUBJECT 

CATEOOfiV 


T>T>-wOO ooooo ©•o-o-o-o -n-nOO-D -o-eTj-o-o tn3J3i3-n oO>» «>>>.> cncnoiO 



CORPORATE SOURCE INDEX 369 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8611020209 

50-259 

S 

86M020218 

50-259 

F 

8811020210 

50-259 

F 

0811020218 

60-259 

F 

0811020409 

50-260 

P 

8011020412* 

50-260 

P 

8811030079 

50-260 

P 

881 10302ft 

50-327 

P 

8811030211 

50-327 

P 

8811030229 

60-327 

P 

8811030229 

SO 327 

P 

8811030265 

60-390 

A 

8811030285 

50-390 

A 

801 1030267* 

SO 390 

A 

6811030267* 

50-390 

A 

8811030326 

60-260 

8 

6811040041 

50-260 

P 

8811040091 

50-327 

P 

8811040147 

40-1341 


6811040161 

40-1341 


8811040219’ 

40-1341 


8811040288 

60-326 

S 

8611040296 

60-327 

s 

8811040296 

60-327 

s 

8811040359 

50 327 

s 

6811070248 

50-327 

s 

8811070266 

60-269 

o 

8811070266 

60259 

o 

881(070268 

60-259 

Q 

6611070276 

60-327 

S 

8611070275 

50-327 

s 

8811070277 

PR 


8811070356 

50 269 

p 

8811070358 

50-266 

p 

8811070358 

50-259 

p 

8811080120 

60-327 

p 

8811080212 

50-390 

A 

8811080217 

60-327 

R 

8811080227 

50 250 

Q 

6811080258 

60-269 

8 

8811090216 

60-327 

P 

8811090216 

30-327 

F 

8811140023 

60-269 

8 

8811140027 

60-327 

P 

86(1140064 

60-327 

M 

8811140190 

60-327 

P 

88(1140(80 

60-32? 

P 

8811140193 

60-269 

5 

8811160086 

60-327 

3 

880150094 

60-327 

S 

8811160098 

60-327 

S 

661050103 

60-326 

8 

861060188 

60-390 

A 

6811180368 

60-327 

P 

6611160106 

60-280 

O 

8811160112 

60-260 

P 

8811160277 

50-327 

F 

8611160373 

50-259 

P 

880160461 

50-327 

S 

8811170036 

60-327 

Q 

8811170046 

50-328 

0 

8811170050' 

60-328 

0 

860(80078 

60-280 

s 

88 0 180240 

60-260 

s 

8811210106 

60-327 

P 

880210122 

60-390 

A 

8811210122 

50-390 

A 

830210301 

50-327 

S 

8811210333 

60-260 

S 

8811220004 

60327 

S 

86 0 220053 

60-327 

o 

8811220053 

60-327 

Q 

880220072 

60-391 

a 

8811220067 

60-327 

Q 

8811220087 

60-327 

0 

8811220145 

50-446 

S 

6811220173 

60-390 

A 

860220175 

60-390 

A 

8811220161 

60-269 

F 

880220394 

60-327 

O 

86 0 220394 

50-327 

Q 

8811220397 

60-327 

Q 

8811220397 

604)27 

Q 

68 0 230126 

60-390 

A 

660 230126 

60-390 

A 

88 0230(29* 

50-390 

A 

8811230129* 

60-300 

A 

8811230138 

60-390 

A 

8611230141’ 

&0-390 

A 


AUTHOT AFFILIATION 


Tennossee. Siaio ol 


Tennessee. Uehr. ol. Knoxvdie. TN 
Texas ASM Univ.. Corogs Station. Tx 
Texas. Stele ol 


Texee. Unix. ol. Ausiii. TX 


rnofationics (niomanoeet. Lid. 
Thidfice. Inc 
Tolodo EtfsoA Ca. 


rfansanteriM Ooieval. inc- 
Tisnsnucteat. ino 


Twotney. leittam ft Shoe 


U.8. Ecology. Inc {(oimoily I'Aicioai 
Engineering. Iiw-) 


U.8. Molric Association. Inc. 
U.S Tool ft Die. Ino. 


UMETCO Minerals Corp. (Subs, of Union 
CarblOe Corp.) 


(Mtfenvrrlera laturelory, loo. 
Union ElecSIo Co. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8811230150 

50-390 

A 

8811230150 

50-390 

A 

0611230155* 

50-390 

A 

861(230155* 

50390 

A 

8811230166 

50-390 

A 

8611230163 

50-390 

A 

0011230169* 

60-390 

A 

861(230169* 

50-390 

A 

8011230203' 

50 445 

A 

6811230208 

50-327 

P 

6011230208 

60-327 

P 

8611020255* 

REVIEW GR 

P 

581116033? 

60-603 

0 

6811160349’ 

50-603 

c 

8S1 1160340’ 

59-603 

Q 

8011160357’ 

50-603 

Q 

8811160357' 

50-603 

Q 

8611030234’ 

CONTRACT 


0811300366 

50-59 

H 

8811020086 

PH 


8811020196 

PR 


BB1 1020211 

PR 


8811020403’ 

REVIEW GR 

P 

6811180102 

60-602 

A 

6811160321 

50-162 

P 

8811090422 

7t.gi74 


6811020114’ 

REVIEW GR 

P 

8810250240 

60-348 

R 

8910250292 

50-345 

0 

8810260056 

50-346 

F 

89)0270429' 

50-348 

U 

8811020304 

50-348 

P 

0811020307 

60-346 

V 

8811030043 

50 348 

F 

8811030210 

60-343 

0 

8811080312 

50 343 

P 

8811100112 

50-846 

P 

6811140004 

50-346 

H 

8811160322 

60-346 

P 

8811160324* 

SO-343 

P 

8611150330* 

60-346 

P 

6611170001 

50-346 

0 

8611180139 

50-346 

8 

8811180300 

50-346 

3 

66(1210312 

50-346 

R 

8811210317 

50-346 

F 

601t0104e6* 

xponnic 


8811070242 

70-2479 


8811070252 

70-2479 


8011070267 

70 2479 


OBI 1070292 

70-2479 


8811080012 

70-2479 


8811080223 

70-2479 


8611080281 

XPOHTLIC 


8611090101 

XPORTL1C 


6811090126 

XPORTLIC 


8011C9O266 

XPORTL1C 


8811(40087 

70-2479 


8811180025 

XPORTLIC 


8BI 1180026* 

XPORTLIC 


8611230029 

7O-24V0 


661104DO2D 

50-322 

Q 

661 1040105 

50-322 

0 

6811040136* 

50-322 

Q 

6811040169 

50-322 

0 

8BH040175* 

50 322 

Q 

8811160225 

60-322 

G 

6811160341* 

50-322 

Q 

8810310054 

27-48 


8311170324 

27-48 


8611140036 

PR 


8810260358* 

50-498 

P 

6810260403* 

50-498 

P 

8810260487* 

50-498 

P 

86 1 1030263 

40-299 


6611030261 

40-6681 


8611040007 

40-6601 


6811040214 

40-299 


e8ni60((7* 

REVIEW OR 

P 

8811160119* 

REVIEW GR 

P 

8810250316 

60-483 

F 

6810260058* 

60-483 

H 

8310260231 

60-483 

S 

8811020267 

60-463 

P 

6811040124 

50-183 

P 

8811040127* 

50-483 

P 

8811110208 

50-483 

H 



AUTHOR AFf’lLIATION 


Uruon Q( Concerned Scientisia 
Un*sysC«p 

Un>ied Nuclear Corp (subs ol UNC 
Resources, Inc) 


Uranerz USA, Ific. 

Uienco. tnc. 

Uieb. Stale oi 

Utah. Uoiv ol. Salt Lake Oiy, UT 
Utility Workers Union ol America 


^XC£L Corporabon 

VermonI Yankee Nuclear Power Corp. 


Vemtoni, State ol 

Viroinia Power (Virginia Electric i Powe 


Vif 9 lnia, Univ. ol, Chartotteswlle, VA 
Vislron Corp. 

Waahirtgton Public Power Supply System 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

881MS0426 

50-483 

Q 

estusoaes 

50-463 

R 

8811180047 

50-483 

S 

6811?20?03 

50-483 

F 

8611300237 

PR 


8611090498 

PR 


6611140022 

PR 


8811160259' 

50-443 

G 

8811090240' 

REVIEW OR 

P 

8802090181 

70-371 


8810280082 

70-371 


6811040120 

40-6907 


881107036S 

70 371 


8811210341' 

70-371 


6611230200 

40-8%7 


8611210064 

40-8858 


8811110210 

PR 


8611030053' 

REVIEW 6R 

P 

8811030070 

60 407 

H 

8611070163' 

50-72 

0 

8811030429 

PR 


6811290063 

PR 


6811290194 

PR 


8611290416 

PR 


8811300161 

PR 


8811300305 

PR 


8811140038' 

WASTE MQT 


8810250507 

60-271 

P 

8811020312 

50-271 

H 

8811020369 

60-271 

f 

8811090212 

50-271 

S 

8811100138 

90-271 

f 

8811150312 

60-271 

R 

8811180310 

50-271 

G 

6811160372 

71-9168 


8611 160523 

60-271 

S 

8811170008 

60-271 

P 

8811220199 

60 271 

$ 

8811040034 

50-271 

0 

8611040044* 

50-271 

G 

8810250116 

90-280 

P 

8810250203 

60-338 

0 

8810250289 

50-260 

S 

8810250406 

60 33$ 

s 

8810270219 

90336 

P 

8810270230' 

5033$ 

P 

6810280064 

60-33$ 

0 

6611020003 

50-260 

p 

8811020006' 

90-260 

p 

8611020369 

60-260 

s 

6611070096 

50-2S0 

0 

8811070096 

60-280 

Q 

8811070096 

60-260 

0 

6811070096 

50-260 

Q 

6811070167 

60-280 

0 

8611060038 

50-280 

F 

6611060049 

60-336 

s 

8611090006 

50-336 

o 

8811090084 

60 280 

p 

8811090213 

60-338 

p 

8611110201 

PR 


6011140231 

60-338 

o 

8811160333 

50-280 

s 

6811160328 

60-280 

F 

8611160395 

50-281 

s 

8611160471 

50-261 

8 

8811180020 

50-336 

R 

8611160020 

50 336 

R 

661 1160036 

50-280 

R 

8611180036 

50-260 

R 

8811160165 

50-280 

s 

8811180174 

60-260 

s 

6611180221 

50-336 

S 

8611210298 

90-338 

8 

6811220247 

60-260 

s 

88112203SS 

50-336 

s 

8810250459 

50-62 

F 

8810250461* 

50-62 

F 

6811070375* 

40-7604 


8611070376* 

40-7104 


8811070377* 

40-7604 


6610270432 

60-397 

p 

8811010332 

PR 


8811020261 

60-397 

Q 

6811020350 

PR 


8811030369 

50-397 

o 

8611040304 

60-397 

P 


AUTHOR AFFILIATION 


Waehinglon State UnIv.. Pullman, WA 
Washington. Slate ol 


Wator. Waste & Land, inc 
Weadon, Rebm & Assodaies 
Weal Newbury. MA 

Western Norih Carolina Alliance 
Western Nuclear, Inc. (subs, ol Phelps 
Oodge Corp } 


Weelsrn Water Consultants. Inc. 
Wesiinghouso Electric Corp. 


WesUngbouse Hillman Nuclear, Ino. 
Whiitaker Corp. 

Wilson Hewili & Associates, Ino. 


Wisconsin Elecirlo Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6811040306* 

60-307 

p 

6811070161 

50-307 

Q 

6611100200 

60-397 

Q 

6611100223* 

PR 


6611110181 

PR 


8611150431 

60-307 

p 

6611170367 

60-397 

o 

6611160489 

pn 


6811030072* 

REVIEW OR 

P 

6811170163 

60-307 

P 

8811230034 

40-1182 


8811300179 

PR 


8611030277 

40 6064 


8811180160 

FOIA 


8611040067 

60-443 

Q 

8611020055 

PR 


6811040160 

40-1162 


6811210054 

40-1162 


6811220214 

40-1102 


6611220235 

40-1162 


6811220066* 

40-6502 


6610260169 

TOPREP 


6010260177* 

TOPREP 


6610310162 

70-1161 


6811010006 

TOPREP 


6811010009* 

TOPREP 


8611020034 

70-1161 


6611020193* 

60-454 

P 

6611030391 

60-601 

K 

6611030303* 

60-601 

K 

6611030396* 

60-601 

K 

8811030476 

PR 


6611040076 

60 601 

A 

8611040126* 

50-463 

P 

6811090162 

60-67 

J 

6611090400 

71-5786 


6811140043’ 

M-323 

Q 

6811140047* 

50-323 

0 

6811140069* 

60-281 

P 

6611140092* 

60-261 

P 

6611160323 

7 1-922 9 


6611160406 

70-1161 


6611160439 

71-9166 


6811160441 

PR 


8811160662* 

60-423 

P 

8611160171* 

BO-323 

P 

6611160263* 

S0-30S 

P 

6611210026 

50-601 

A 

6611210116* 

60272 

P 

8611210373 

60-601 

K 

6611210377* 

60-601 

K 

6611210363* 

60-301 

Q 

6611210364* 

50-001 

K 

6611210366* 

50-301 

0 

6611300216 

PR 


6611060026 

71-9080 


8610260227 

40-7465 


6611160343* 

CONTRACT 


6611160349’ 

CONTRACT 


6610310049 

50-266 

K 

6610310289 

50-268 

f 

6610310201* 

60-266 

f 

6611020176 

60-266 

S 

8611020176 

60-266 

$ 

6811020264 

60-266 

0 

6611020264 

50-266 

0 

8611020434 

60-266 

P 

6611020436* 

60-266 

P 

8811020435* 

60-268 

P 

8611030287 

50-266 

F 

8811030267 

60-286 

F 

8011080112 

50-266 

0 

6611060112 

60-266 

Q 

6811160416 

50-266 

P 

8811160472 

60-286 

S 

6611160472 

50-266 

6 

6611160101 

60-301 

S 

6611160360 

60-266 

S 

8611170040 

60-266 

P 

6811170040 

60-266 

P 

8811170045’ 

60-266 

P 

eei1170045‘ 

50-266 

P 

8611210360 

60-301 

0 

6611220165 

60-266 

F 

8611220165 

60-266 

F 

6611220166* 

60-266 

F 

8611220166* 

60-266 

F 

6611220385 

50-301 

S 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

NUMBER 

CATEGORY 






O 


8011150060 

50-402 

eet1?20<l‘l8 

60-266 


8811220082 

60-482 

8011220448 

60-266 

Q 


6611220196 

50-482 

0811300234 

pn 

H 

P 


8811220406 

50-482 

8811030424 

0011180139* 

60-305 

60-305 

Wright State Untv.. Dayton. 

7907100064* 

FOIA 




7907100090* 

FOIA 

0011010106 

8811010533 

8611070364 

0011080326 

60-305 

60-305 

60-305 

60-305 

0 

P 

P 

H 


6011140463' 

8602110607* 

0602110516* 

8602110621* 

FOIA 

FOIA 

FOIA 

FOIA 

0811090111 

50-305 

H 


0602110525* 

FOIA 





8602110520* 

FOIA 

0011090111 

50-305 

H 


8609300049* 

FOIA 

0811090111 

50-322 

11 


8811160457' 

FOIA 

8811100163 

50-305 

P 


8811160477’ 

FOIA 

8011100183 

0011160436 

60-305 

50 305 

0 

R 


8811160504* 

0011170052* 

FOIA 

FOIA 


50-305 



8811170058* 

FOIA 

0011160130 

P 


0811170063* 

FOIA 

8011160139’ 

50-305 

P 


B311170D73* 

FOIA 

0811160505 

50-305 

Q 



8011180276 

60-305 

P 


8811170079* 

FOIA 

8010250030 

50-156 

F 

Wyoming. Siam of 

6811040002 

0DI122046B 

40-8857 

40-0857 

8610250177 

8010250313 

60-482 

60-462 

F 

S 


8811230017 

6811230061 

40-8703 

40-2260 

0810250460 

6810250403 

8010270010 

60 462 

50-482 

60-482 

F 

P 

P 

Yankee Atomic Electric Co 

6610270296 

6811010498 

6811010469* 

50-29 

50-29 

50-20 


60-402 



6011030414 

50-29 

6010270011* 

P 


00110002S4 

50-29 

8611010544 

50-402 

P 



PR 

8811020132 

60-402 

F 


6011000334 

6611030292 

60-482 

F 


6011000484 

PRM 

8611040162 

50-482 

0 


6811100252 

50 309 




0011140363 

50-29 

6811100255 

60-482 

P 


0011150287 

50-29 

6611160001 

50-482 

P 

c 


0811210322 

50-29 

6811150050 

6611160054 

50-402 

60-482 

S 


0011300318 

50-300 

8611160056 

60-482 

s 
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REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example.50-233 P. 
The docket subject categories are defined in Appen* 
dix A. 


Subject categories for nondocketed items are also 


entered In this 
ACRS. 

column by symbol; 

for example, 

REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 


NUMBER 

JECT 

GATE. 

GORY 

NUMBER 

0C6.Or56ORPT 

e8U3302or 

WASTE nES 


006 01-60 

6811070300* 

WASTE RES 

NR002-eS-002 

006-01T10 DRFT 

8811010505’ 

WASTE RES 

NRC-02 8S002 

13.EC-EC.200 noo 

8811220461* 

50-528 

P 

13-JS A06 noo 

8811220465* 

50-528 

P 

13 MC EC-2G3 R01 

0611220484’ 

50-528 

P 

t3 MC- HA-252 noo 

8811230036* 

50526 

P 

13-MO-HA-2S3 ROO 

8811230014* 

50-528 

P 

I3-MC-HA.A02 ROO 

8811230026’ 

50-528 

P 

13-MC-HA-A03 ROO 

6811230026’ 

50-528 

P 

13..VC HA-AOS RQO 

8611230032’ 

60-526 

P 

t3-MC HJ-253 noo 

6611230018* 

60 628 

P 

13 MC.HJ-2fi4 ROO 

8811230020’ 

60-528 

P 

13-MC.HJ-265 ROO 

6811230009’ 

50 626 

P 

I3-MC.22-20I ROO 

6811230022' 

50-526 

P 

t3-MC-22-202 ROO 

6811220490’ 

50-928 

P 

13-MS AI3 ROO 

6811230012’ 

50-528 

P 

t3-NC-r.C.20Q ROQ 

88U2204?3’ 

60-528 

P 

13 Nc:-EC- 20 > noo 

801123047?’ 

60-526 

P 

23A6034 ROO 

6811330096’ 

50-456 

P 

ANF-SM6I SOI 

6811080110’ 

50-336 

P 

ANF-8B-126 

6610260149’ 

60-336 

P 

eAW-20<(e 

6810250228* 

50-302 

P 

BAW-SOfiO 

6611090022' 

60-269 

P 77-1173072 00 

BAW-SOSi 

8611090023’ 

60-269 

P 7M 173071 00 

CNSl 0080-SI ROO 

8611020126’ 

71-9080 


CNWRA-a8-00<t ORFT 

8611140316’ 

WASTE MGT 


CPC-2A 

6810260265’ 

50-16S 

P 

EQQ-NTA-70S3 

6609150117’ 

50-309 

P TAC 51103 

eQO-NTA.7269 

8811070119* 

60-213 

P 01.63 26 

EQG-NTA-7293 

6611010441* 

50-219 

P QL-63 26 

EGQ-NTA-7372 

6811070117’ 

50-213 

P G1.43-26 

tQG-NTA-7374 

6611170210’ 

50-286 

P Gl-83 26 

EGG-NTA.7364 

6611070121' 

50-213 

P QL-03 28 

"EGG NTA-7^28 

8611070120' 

50-213 

P GL-63-2e 

EGG NTA-8228 

6610260035’ 

50-528 

P 

EQQ-PHV.0214 

8610200126* 

50-413 

P 

EQQTFM.7&33 

6809010217' 

50-29 

P 

Ln-287-B1 

0611160296’ 

WASTE RES 


MNO 3062 22 

8611230146’ 

FOIA 


NEOC-01322 SOI 

6610260080* 

50-322 

Q 

NUREG-054O V10 N07 

8811010235 

NUREG 


NUnEG-0750 V28 N02 

6811220517 

NUREG 


NUREG-O800 02.4.2 R3 

6811110041 

NUREG 


NURfG OBOO 02.4 3 fl3 

8811110061 

NUREG 


NUREG-0936V07 NOD 

6611010244 

NUREG 


WREG-1228 

6611010272 

NUREG 


hUREG-1272 V02 NOt 

8811110036 

NUREG 


HUREG-1289 

6611220510 

NUREG 


NUREG/BR'OOSI V09 N5 

6611220521 

NUREG 


NUREG/CP-OOGl V4 ADO 

6811010192 

NUREG 


NUREG/CR.2DOO V07 N0 

6611010186 

NUREG 

ORNI/NSIC20O 

NUREG/CR'2000 V07 NO 

8611070099 

NUREG 

ORNL/NSIC-200 

NUREO/CR.4000V02 

8811070057 

NUREG 

PNL.5210 

NUREG/Cn.460SERR 

8611110110 

NUREG 

SAN065 1720 

NUREQ/CR-4ai3 RQ1 

8811010260 

NUREG 

ANL-86-52 

NUReG7CR-4880 V02 

8611010198 

NUREG 

ORN(.-e4e4 

NUREG‘'CR-5052 

6611070036 

NUREG 

BNL-NUREG-S2n7 

MUREG<'CR.5134 

8611110044 

NUREG 

AMI -66-21 


These categories are defined in Appendix 6 a< 
listed in the Contents. An asterisk following the a 
cession number In this index indicates that the doc 
ment Is an enclosure to another document. " 
obtain the accession number of the principal doc 
ment under which the enclosure is listed, refer to tl 
index entitled "Cross Reference of Enclosures 
Principal Documents." 


REPORT NUMBER ACCESSION SUB- OTHER REPORT 

NUMBER JECT NUMBER 

CATE. 

QORY 


NUftEC<CR-51‘14 

B61 1010179 

50 393 

A PNL-6549 

NUREQ/CR-5t46 

6811070000 

NUREG 

BNL-NUREG 52^ 

NunEG/cn.5i&3 

8811070049 

NUREG 

BNL-NURFG-S^^ 

NUREG/CR-5105 

0611010258 

NUREG 

SAND^8-I9^0 

NUnEG/Cn-5201 

6811110092 

NUREG 

MEA-22e6 

NUREG/CR-5204 

8811070043 

NUREG 

eNL-NUREQ-6211 

NUReGiCH-5214 

8811010254 

60-280 

P eGG-2547 

NUREG/CR 5223 

8811110060 

NUREG 


NUREG/O^ 5241 

8611220515 

NUREG 

PNL-66eO 

NUn£G/CR5242 

8811110022 

NUREG 

UCRL-53828 

NUREC/Cn 6255 

0811220506 

NUREG 


ORAUea/G 122 

8011170098’ 

70-824 


QUAD t-87 004 ROO 

8811220037' 

50 461 

P 

SCE-I-AA II 

8611220225’ 

50 208 

P 

S(^-1AA11 

681 1090026' 

TOPREP 


SECY-76301 

0611170236* 

FOJA 


SECY-85-006A 

6709170046’ 

60-271 

P TAC 62060 

SeCV-e7246 

8711100436* 

50327 

0 

SeCVe7-268 

6712230303' 

PR 

AQ70-2 25 

SECY-«7-29e FOR 

6603240266’ 

PR 

AR70-2 27 

SECY 07-298 CRR 

6606290210' 

PR 

AB70-2 28 

3ECY.68031 

6802 170392* 

FO»A 


SECY -66-032 

8611090249’ 

50-271 

P AUB-669 

SECY 68-037 

6602 1 70342* 

FOlA 


SECY 68 030 

0802170336* 

FOIA 


8ECY-68 04I 

6602220073* 

FOIA 


SECy-6a-042 

6602220076* 

FOIA 


SECY.86 046 

6803240176* 

FOIA 


SECY -88 051 

0903240279' 

FOIA 


S6Cy-88-055 

9603230214* 

FOlA 


SECY-88 086 

6003240476* 

POiA 


SECY-6B 071 

9903240232' 

FOIA 


SECY-Se 1 75 

6807120261* 

FOlA 


SECY-86 196 

8811110143' 

PR 

AT.U-i 39 

SECy-e8-2ClB 

6607200307' 

FOIA 


SECY-6e-228 

6608240250 

SEGY 

53FR24077 

SECY-88 236 

8611230262' 

FOIA 


SECY-e8-250 

6609150293 

SECY 


SECY.6e-259 

6611040224 

SECY 


SECY-882e5 

8810280131 

SECY 


SECY-88269 

6810280142 

SECY 


SECY -80-293 

8810290135 

SECY 


SECY •68304 

8911070000* 

SECY 


SECY-8B-307 

8611070011* 

SECY 


STD-n-02-012 R03 

6811140324* 

71-9089 


TER-C5506 639 

6606270135* 

60-259 

P 

VP-MOS-41 

8811090084 

50-280 

P 88-649 

WCAP- 11476 R02 

6811160283* 

60-306 

P 

YiTCAP- 11651 

8811)60171’ 

50-323 

P 

WCAP-11878 

8611160582* 

50-423 

P 

V^AP-11B90 ADDOi 

8811140092* 

50-261 

P 

WCAP-11955 

8811210118* 

60-272 

P 

WCAP-12033 

8811140047* 

50-323 

Q 

WCAP-12043 

8011210388* 

60-301 

O 

yfM-32S1-1 

801 1230325* 

FOIA 


VyM-3291-2 

9811230330* 

FOIA 


VVM-3291-3 

6311200344' 

FOIA 


WM-32gi-4 ORFT 

8811230359* 

FOIA 


WM-329t-6 

8811220386* 

FOIA 


WM-3201-7 

890312015?* 

FOIA 


WPSRSEM-NPAfl02 

6811160139* 

50-305 

P 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item fisted as enclosures are those Indicated by an 
asterisk following the accession number in the Index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
Is listed. Knowing the accession number of the prin- 
cipal document, the date Issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column In this index gives the 
docket number and the symbol for the category of 
Information within that docket; for example, 50-320P. 
The docket subject categories are defined In Appen- 
dix A. 


ACC£SSJOM NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


6811040004 

88/10/12 

REVIEW CR 

P 

7903120005 

6811160411 

88/10/19 

FOfA 


79071000B4 

6811160411 

88/10/19 

POIA 


7907100090 

6611160411 

68/10/19 

FOtA 


7900010093 

8611040004 

88/10/12 

REVIEW OR 

P 

79100^97 

6811160411 

86/10/19 

FO>A 


eoonooo4o 

8811160411 

88/10/16 

F01A 


8002050230 

6811160411 

68/10/10 

FOIA 


8005070058 

8611040004 

88/10/12 

REVIEW OR 

P 

6011140463 

6811160411 

86/10/19 

FOIA 


6206110026 

8811180111 

86/10/17 

FOIA 


8306230360 

6811040004 

80/10/12 

REVIEW OR 

P 

6307050398 

8811070165 

88/10/13 

60-458 

F 

6308110297 

8811040004 

88/10/12 

REVIEW OR 

P 

9312290214 

88MQ40004 

88/10/12 

REVIEW OR 

P 

»12290231 

8811040004 

68/10/12 

REVIEW Oft 

P 

Ml20402e7 

8611070165 

88/10/13 

60454 

F 

)602l604ei 

8811070165 

88/10/13 

50-464 

F 

■503120110 

8811170428 

88/10/27 

60-341 

P 

■503150284 

8811170428 

66/10/27 

50-390 

A 

503200016 

8611170426 

88/10/27 

60 391 

A 

5040304S9 

8811170428 

88/10/27 

60-390 

A 

504150601 

8811170428 

86/10/27 

60-390 

A 

504100263 

6811090174 

88/10/07 

FOIA 


504100268 

8811000174 

88/10/07 

FOIA 


104240703 

6811170428 

68/10/27 

60-390 

A 

105060311 

8611170428 

88/10/27 

50 390 

A 

105310017 

8811170426 

88/10/27 

60 390 

A 

■08180185 

8811170426 

68/10/27 

50-390 

A 

•08020496 

8811040004 

86/10/12 

REVIEW OR 

P 

•09200213 

6811180121 

88/11/04 

FOIA 


10260500 

8811090174 

60/10/07 

FOIA 


12130386 

8811170426 

80/10/27 

60-390 

A 

02110507 

6611160411 

66/10/19 

FOIA 


32110516 

8811160411 

88/10/19 

FOIA 


32110S21 

8B11160411 

68/10/19 

FOIA 


72110625. 

8811160411 

66/10/19 

FOtA 


7211 0528 

8811160411 

68/10/19 

FOIA 


■3260306 

8811090174 

88/10/07 

FOIA 


>6090340 

8811040004 

88/10/12 

REVIEW OR 

P 

•5210192 

6811080087 

88/10/21 

PR 


5210206 

6811080087 

88/10/21 

PR 


8270136 

6810270476 

88/10/21 

60-269 

P 

9300049 

6811160411 

88/10/19 

FOIA 


2040220 

6611090174 

88/10/07 

FOIA 


2120170 

6811090174 

88/10/07 

FOIA 


2180172 

8811090174 

88/10/07 

FIM 


7160166 

8611090076 

88/10/21 

PR 


1120011 

6811090174 

88/10/07 

FOIA 


I120037 

0811090174 

86/10/07 

FOIA 


200186 

0811160121 

86/11/04 

FOIA 


‘230303 

6611260018 

68/11/08 

50-400 

P 

270295 

0811160190 

88/ 11/08 

60-446 

A 

■080453 

6811280018 

88/11/08 

50-400 

P 

0902 IS 

8811160190 

66/11/08 

60-446 

A 

17fX>4& 

8811230182 

88/11/06 

60-271 

P 

170380 

6611230300 

88/ 11/08 

50-445 

A 

290S32 

8811230300 

86/11/08 

&0-4<6 

A 

2)0200 

8811000076 

88/10/21 

PR 


>20106 

8811280018 

88/11/08 

60-336 

P 


Subject categories for nondocketed items are also 
entered In this column by symbol; for example, 
ACRS. These categories are defined In Appendix B 
and listed In the Contents. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8711100438 

B8I 1090232 

88/10/26 

60-327 

O 

8712210113 

8811160100 

88/11/08 

50-445 

A 

6712230303 

0511090076 

08/10/21 

PR 


8eotteot48 

6811100137 

68/11/04 

PR 


6801200033 

0011100190 

00/ 11 /OB 

FOIA 


8601290036 

0011100100 

08/11/08 

50-445 

A 

B8012{M>040 

0011109190 

68/11/08 

60-445 

A 

8802100151 

061(109190 

08/11/08 

50-446 

A 

8802170336 

0011100294 

08/11/08 

FOIA 


8802170342 

0011090232 

60/10/26 

FOIA 


8802170392 

0011090232 

66/10/25 

FOIA 


8802220073 

0011090232 

88/10/25 

FOIA 


8802220076 

0611090232 

88/10/26 

FOIA 


88090n>3li 

0011000076 

88/10/21 

PR 


8803060493 

0011100137 

60/11/04 

PR 


8803160098 

6611100137 

66/11/04 

PR 


8003210335 

0011100137 

80/11/04 

PR 


8803230214 

0811099232 

60/10/25 

FOIA 


8803240175 

0011100204 

90/tl/OS 

FOIA 


8803240232 

0011999232 

88/10/25 

FOIA 


8803240265 

0011909078 

60/10/21 

PR 


8803240279 

0011000232 

00/10/25 

FOIA 


8803240475 

0011090232 

06/10/26 

FOIA 


6804040228 

8011160054 

80/11/07 

FOIA 


0604040243 

0011180054 

68/11/07 

FOIA 


0804130427 

8011100107 

68/11/04 

PR 


8804210500 

0611020113 

86/10/04 

60-277 

P 

0805050236 

0011040004 

68/10/12 

REVIEW GR 

P 

8005190284 

0011160200 

86/11/08 

FOIA 


0805240198 

0011920029 

88/10/24 

REVIEW GR 

P 

0000020089 

0011929029 

88/10/24 

REVIEW QR 

P 

0008020179 

0811020929 

66/10/24 

REVIEW GR 

P 

0000200162 

0011020029 

88/10/24 

REVIEW QR 

P 

0008200184 

0811020929 

08/10/24 

REVIEW GR 

P 

6800211)363 

8011109137 

68/11/04 

PR 


0808280008 

6611100137 

66/11/04 

PRM 


8800290218 

6011090076 

00/10/21 

PR 


8800290452 

6011020020 

66/10/24 

REVIEW GR 

P 

0000300422 

0011200018 

86/11/00 

60-496 

P 

0007070036 

6011230318 

86/11/15 

FOIA 


0807120281 

8611030443 

88/10/11 

FOIA 


8007180168 

8811170327 

es/ti/09 

COMMISSIO 

N 

0007180165 

8611100137 

88/11/04 

PRM 


0007180171 

8811100137 

68/11/04 

PR 


6007160174 

8811280012 

88/11/23 

FOIA 


00O72IOI23 

6611020029 

80/10/24 

REVIEW QR 

P 

9807220061 

6611230316 

88/11/16 

FOIA 


6007290307 

8611030443 

88/10/11 

FOIA 


8808930068 

8611020029 

89/10/24 

REVIEW QR 

P 

6808930201 

8811020029 

88/10/24 

REVIEW GR 

P 

8808930408 

8811180200 

00/11/08 

FOIA 


0008120152 

6611230316 

08/11/16 

FOIA 


0808220213 

0011260010 

88/11/08 

50-317 

P 

6008290253 

8611090342 

80/10/18 

FOIA 


8009010217 

0811020275 

68/10/26 

60-29 

P 

8W}9150117 

8811210266 

68/11/16 

60-309 

P 

88091M2I6 

8811160110 

88/11/09 

REVIEW GR 

P 

8809200176 

8811280018 

66/11/08 

50-412 

P 

0809300111 

8809300110 

80/09/27 

WASTE MOT 


8810070351 

8811070272 

88/10/31 

50-313 

F 


375 



ENCLOSURE 

PRINCIPAL 


SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEBORV 


DOCUMENT 

ISSUED 

CATEQOni 

a8lOO?(M54 

6811070373 

88/10/31 

50-313 

F 

8810280144 

0810200139 

88/10/13 

6Q 338 

esiOHoies 

6611160179 

66/11/04 

REVIEW GR 

P 

8810260147 

0810260143 

88/10/18 

&0-361 

8810160507 

8610160501 

68/10/13 

50 293 

F 

8B10280I49 

0810260141 

88/10/17 

50-336 

6810200136 

8611210194 

88 / 11/16 

£0-413 

P 

8810260152 

0610260143 

88/10/18 

SO-361 

6610310576 

6810210573 

88/10/12 

50-423 

Q 

8910260154 

8810260153 

60/10/06 

50-424 

6810360010 

8610390008 

88/10/17 

60-220 

P 

8810^(77 

6610260169 

88/09/30 

TOPREP 

6610360034 

8810250020 

86/10/11 

50-261 

0 

8810260190 

6010260160 

80/10/13 

50-293 

8610350036 

8810250036 

66/ 10/11 

60-424 

0 

8810280205 

8610260165 

88/10/18 

50 498 

6810350046 

8610350040 

80/10/19 

71-506 


6810260214 

6810260165 

88/10/10 

50-490 

8810250040 

8610250043 

68/10/1 1 

50-369 

o 

8610260222 

8610260206 

80/10/20 

50-186 

B610350060 

8610250059 

66/10/1 1 

50-269 

0 

8810260226 

6810260206 

00/10/20 

50-186 

8610360064 

8010250080 

68/10/19 

£0-345 

o 

6810260228 

8910260224 

80/10/13 

50-400 

6810350065 

6810350083 

66/10/19 

£0-346 

o 

6810260230 

86 10260225 

88/10/17 

50-259 

8810250087 

8810250066 

99/10/19 

50-320 

J 

6810260252 

88102802S0 

98/10/19 

50-538 

8610350093 

6610250061 

68/10/17 

50-295 

F 

6810260264 

8810260258 

88/10/14 

COMMISSIO 

88I0350I03 

6810250009 

68/10/20 

50-461 

o 

6810260265 

8010260261 

68/10/21 

50-155 

8610250103 

6610350080 

68/10/07 

50-260 

J 

9610260271 

9610260250 

89/10/19 

SO 539 

6610350108 

6810350000 

66/10/07 

50-269 

J 

8810260276 

8010260260 

88/10/19 

SO-S30 

8810350111 

8810350090 

68/10/0? 

50-260 

J 

8610260306 

6810260302 

89/10/19 

50 311 

6610350137 

6010350130 

68/10/10 

50-338 

o 

8810260320 

6010260319 

68/10/13 

60-293 

6810350143 

8810350135 

68/10/21 

XPORTLIC 


8810260327 

8810260329 

80/10/13 

50-293 

6810350146 

6810350139 

86/10/18 

50-445 

Q 

8810260328 

8810260326 

88/10/13 

50-293 

8810350147 

6610360139 

88/10/16 

£0445 

O 

8810260341 

8610260337 

80/10/07 

60-293 

6810350156 

8610250155 

88/10/16 

50-263 

Q 

6810260344 

8610260342 

88/10/18 

50 498 

6610350163 

6610350156 

88/10/17 

50-445 

O 

86102^47 

6810260342 

86/10/18 

60496 

8810350I6S 

8810360156 

60/10/17 

£0-445 

Q 

6810260354 

6810260346 

88/10/19 

60-362 

8610360175 

8610250170 

B8/10/17 

50-445 

O 

8810260357 

6810280346 

88/10/10 

50-382 

6810350160 

6810250176 

58/10/20 

SO-28S 

V 

8810260358 

8810260317 

86/10/14 

60-496 

6610350193 

8810260190 

88/10/06 

60-425 

O 

8810260383 

6810260382 

88/10/20 

50-327 

6610250197 

6810250194 

88/10/21 

£0 254 

Q 

8610260384 

8810260361 

08/10/19 

50-418 

8810350304 

6810350301 

86/10/21 

£0-331 

Q 

6810250398 

8810280386 

06/10/21 

50-260 

6610350338 

6810250309 

88/10/20 

60-302 

P 

8810260419 

8810260413 

86/10/07 

50-293 

6810350231 

8811010343 

88/10/16 

80-331 

R 

6610280435 

8810280433 

98/10/19 

70-3&4 

8810250346 

8810250243 

88/10/05 

50-302 

Q 

6810260439 

8810260427 

88/10/19 

50-402 

68103S0251 

8810250249 

98/10/12 

60 324 

Q 

6610250441 

8910290438 

68/10/05 

£0-346 

8610250257 

8610250243 

98/10/06 

SO- 302 

Q 

6610260445 

9910260438 

98/10/05 

50-346 

6610350360 

6810250286 

88/10/05 

60 82 

O 

6810260446 

6810260440 

08/10/17 

60-520 

6810250265 

681Q26Q2Q1 

56/10/12 

50-340 

Q 

6610260450 

8910260440 

98/10/17 

50-528 

6810360301 

88102&0288 

68/10/20 

50-390 

A 

6810260462 

6810260468 

88/10/17 

60-526 

6810350311 

6810260306 

68/08/22 

71 9210 


8610260484 

8810280456 

68/10/17 

50-628 

6810350317 

6610250314 

66/10/17 

50 462 

O 

8810260467 

B8I0260463 

88/10/19 

60-220 

8810350333 

6610360329 

66/10/06 

60-275 

O 

8810260471 

8810260463 

68/10/19 

50-220 

681035033S 

6810350329 

66/10/06 

£0-276 

O 

8810260478 

8810280475 

88/10/14 

60-267 

8810250344 

6610350342 

86/10/19 

50-302 

o 

8610260401 

6610260476 

88/10/14 

60-267 

6810350343 

6810250345 

68/10/14 

50-341 

o 

8610260462 

6810260476 

60/10/14 

50-29 

8610350340 

6810360345 

86/10/14 

50-341 

Q 

6610260493 

6810260317 

66/10/14 

50-498 

68I035035S 

8610350361 

88/10/13 

60-302 

0 

$810260484 

8610260476 

99/10/14 

60-29 

8BIO2503S7 

6610250351 

86/10/13 

60-302 

o 

6610260467 

6810260317 

99/10/14 

50-496 

8810350377 

6810280373 

88/10/17 

60-410 

s 

8810260491 

8610280469 

89/10/14 

50-267 

8810350378 

8810260374 

88/10/13 

60-380 

o 

8810260493 

8810260489 

89/10/14 

50-267 

8810350382 

6610260379 

88/10/11 

50-400 

0 

8810260494 

8810260468 

88/10/13 

50-237 

8810350390 

8810250365 

88/10/18 

50-458 

o 

8810260496 

9810260488 

98/10/13 

50-237 

8810250391 

8810260365 

68/10/16 

S0458 

Q 

6810260507 

9810290502 

86/10/19 

50-296 

6810250392 

&8102&03e9 

86/10/14 

60-313 

O 

8810280506 

8810280501 

98/10/19 

60-277 

0610350393 

8610260389 

66/10/14 

60 313 

0 

8810260510 

9610280502 

86/10/19 

60-296 

8610260306 

6810250395 

66/10/20 

50-380 

A 

8010260537 

9010260535 

68/10/04 

60-277 

6810250308 

8810250397 

66/10/07 

60-373 

P 

6610270005 

8910270004 

99/10/19 

50-295 

8610250407 

8810260404 

86/10/19 

60313 

o 

6610270006 

9810270004 

68/10/19 

50-285 

8810250417 

88(0260414 

66/10/19 

60-272 

Q 

6610270011 

8810270010 

99/10/19 

60-402 

8810250418 

6810250415 

68/10/13 

60 321 

O 

0610270013 

9610270024 

89/10/12 

70-27 

6810250430 

8810260411 

88/10/07 

60-269 

o 

0810270027 

8810270012 

88/10/12 

70-27 

6610250426 

8810250422 

88/06/05 

60-373 

p 

6810270035 

6810270033 

88/10/12 

50-400 

8810250445 

8610250443 

88/10/20 

60-454 

o 

0810270046 

8810270042 

88/10/12 

70-1161 

8610250457 

6810250455 

88/10/13 

50-281 

0 

6810270049 

8810270042 

86/10/12 

70-1161 

8810250461 

8810260459 

88/10/14 

60 62 

F 

9810270058 

8810270004 

86/10/19 

60-286 

6810250490 

8810250469 

68/10/18 

60-237 

0 

8810270069 

8810270055 

88/10/20 

50-389 

8810250494 

8810250492 

08/10/17 

60-287 

0 

6810270090 

8610270088 

88/10/19 

50-322 

6610260011 

8810200003 

88/10/18 

50-288 

V 

8610270092 

8010270088 

86/10/19 

60-322 

8610360022 

6610250438 

60/10/25 

60-458 

R 

6610270121 

8810270113 

88/10/19 

50-445 

8810360039 

6810260023 

80/10/07 

TOPREP 


W10270154 

6610270146 

88/10/21 

60-277 

8810280035 

8811220256 

86/11/15 

60-528 

P 

6610270157 

8810270149 

88/10/21 

60-277 

6810260039 

8610260031 

86/10/18 

50-362 

P 

8810270160 

6910270156 

00/10/14 

50-456 

6B10260042 

8810280041 

88/10/12 

50-458 

P 

6810270230 

B81D2 70219 

98/10/19 

50-338 

8810260045 

6810260041 

88/10/12 

SO-458 

P 

8610270246 

8810270242 

88/10/03 

COMMISSIO 

8810260050 

6810260047 

88/10/21 

£0-298 

s 

8810270279 

8910270294 

99/10/21 

50-255 

8810360054 

6810260047 

88/10/21 

50-298 

s 

9810270297 

6910270293 

98/10/24 

60-396 

8810260058 

8610260052 

68/10/19 

60-483 

H 

6810270352 

8610270349 

88/10/21 

60-305 

6810380064 

6810260Q6C 

86/10/19 

£0-295 

0 

981027035& 

9610270340 

98/10721 

50-306 

6610360080 

8610260075 

08/10/20 

50-264 

0 

8810270384 

8810270379 

88/10/20 

50-148 

6810260065 

8810260061 

68/09/23 

50-463 

Q 

88(0270386 

8810270374 

88/10/24 

50-269 

8610260093 

8810200091 

88/10/18 

60-423 

P 

8610270429 

8810270427 

88/09/23 

60-346 

6610260095 

6810260067 

86/09/02 

50-10 

F 

8610270437 

8810270436 

88/10/21 

50-461 

8610360104 

8810260078 

80/10/20 

50-20 

V 

6810270439 

8610270436 

88/10/21 

60-481 

6810360106 

8810260102 

00/10/17 

60-309 

0 

8810270446 

6810270445 

68/10/13 

60-482 

8810260110 

8810260099 

68/09/30 

CONTRACT 


0010270449 

6810270445 

00/10/13 

60-462 

8610360112 

8610250105 

08/10/21 

60-283 

P 

8010270464 

8810270461 

88/10/10 

60-322 

6810280133 

8610260120 

60/10/19 

60-277 

Q 

8610270466 

8610270452 

08/10/12 

60482 
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ACCESSION NUMBER 


ACCESSION NUMBER 




PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEOORV 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


Mia2eoo34 

^10^00149 

|0lO<2dOlSO 

eai0260l66 

aftioaeoiM 

aeios&cm 

tsio^ecsii 

SS10200SSS 
|0fOi^2S9 
SB 10280261 
SBI0280269 
$BI0280322 

SB (0260045 
•*10260046 
6610280050 
6610260404 
6010260406 

•610260407 

6610010020 

6610310081 

6810310082 

66103IOC64 

6650310103 

6610310109 

6610310122 

66103(0123 

6610310126 

6610310139 

6610310142 

63103(0143 

6810310165 

6810310197 

6810310200 

6610310204 

66*0310215 

861031O27] 

1610310263 

MI03f029l 

M10O1O374 

M1O3IO390 

1610310396 

*610310401 

*51^10404 

«103|O4IS 

SJtol0427 

5*^10430 

*»203|0433 

SJ^*O450 
gJJS 10459 
2 1^10461 
2?^»0465 
*•10310469 

21^10464 

21^10465 

21^*0490 

21^10494 

*10310600 

Sj^iosoe 

21 § 18 g! 

2J 1010009 

Sjioioote 
211210022 
211210026 
*1 1010029 

2i 1*10033 

I ss® 

« 5 !S.’gai 

« 5125 gS 8 


8610270444 

86 / 10/21 

50 - 3 e 0 

0 

6 SII 0100 S 9 

S 8 I 02704 SI 

68 / 10/18 

£ 0-322 

P 

66(1010075 

8610270462 

86 / 10/12 

60-462 

P 

MIIOI 0080 

8610270486 

88 / 10/16 

CONTRACT 


0611010090 

6610270478 

89 / 10/21 

50-259 

P 

MI 10 I 0094 

8810270478 

00 / 10/21 

50-259 

P 

6811010104 

8810260003 

86 / 10/20 

71-9102 


6611010113 

6610260018 

68 / 10/24 

50-333 

P 

881(010211 

8610260023 

88 / 10/13 

50-220 

P 

6811010218 

8610260029 

68 / 10/24 

50-440 

P 

681(010283 

8610260029 

68 / 10/24 

50-440 

P 

8611010^8 

6810260078 

88 / 10/16 

50 322 

0 

8611010271 

8610260143 

88 / 10/24 

50-462 

P 

0811010284 

8610260143 

66 / 10/24 

50-462 

P 

0611010292 

8610280168 

86 / 10/24 

60-267 

P 

6611010299 

6610260168 

88 / 10/24 

50-267 

P 

6611010301 

6610260486 

88 / 10/20 

REVIEW GR 

P 

8611010302 

6610260194 

88 / 10/26 

50-29 

P 

68110(0306 

6610280194 

66 / 10/25 

50-29 

P 

88110(0337 

6610260217 

88 / 10/21 

60-461 

0 

8611010345 

8610260264 

68 / 10/24 

50-445 

0 

68110(0347 

6610280266 

68 / 10/28 

50-468 

1 

08 IIOIO 348 

8610280268 

68 / 10/13 

50-369 

0 

8611010349 

8610280266 

86 / 10/13 

50-369 

0 

8811010359 

8610280318 

88 / 10/18 

70143 


8811010361 

8610260343 

88 / 10/18 

50-400 

0 

88)1010384 

86 I 02 B 0340 

88 / 10/21 

50 289 

R 

8611010374 

8610280343 

8 e/tO/tB 

50-400 

0 

66)1010376 

8610280402 

ae/io/M 

60424 

0 

661 1010391 

8610280400 

88 / 10/24 

50-454 

p 

6611010304 

8810280402 

68 / 10/14 

60424 

0 

66110104 ^ 

8810310018 

88 / 10/13 

60-203 

U 

86110(0406 

8610310067 

88 / 10/24 

50259 

p 

86110104)3 

8610310030 

86 / 10/26 

60269 

Y 

6611010424 

86103)0030 

88 / 10/26 

50209 

Y 

88 )) 0)0426 

8610310094 

66 / 10/21 

50206 

P 

6811010438 

6610310094 

88 / 10/21 

60206 

P 

8611010440 

6610310118 

68 / 10/18 

50206 

P 

681 I 0 I 044 I 

86103)0110 

08 / 10/18 

00206 

P 

88 tt 0)0446 

6610310044 

88 / 10/21 

50265 

f 

6611010449 

6610310132 

68 / 10/16 

80-317 

F 

6611010455 

6 SIO 3 IO 130 

88 / 10/18 

60361 

P 

6611010456 

00103(0130 

60 /( 0/16 

00301 

P 

0011010470 

8810310182 

06 / 10/21 

$ 0-425 

0 

8611010474 

8610310194 

60 / 10/25 

$0306 

P 

661 1010475 

8810310195 

80 / 10 /n 

50-526 

F 

8611010476 

0810310130 

00 / 10/24 

$0259 

P 

66 ( 10(0479 

6810310212 

80 / 10/26 

OA 999 


6611010465 

8810310268 

88 / 10/19 

COMMISSIO 

N 

6611010499 

8810310277 

88 / 10/07 

50261 

F 

8611010501 

6810310289 

66 / 10/13 

50-266 

f 

6611010005 

B 81031 O 371 

68 / 10/24 

50-293 

T 

6811010508 

8610310383 

68 / 10/24 

71-002 


6611010609 

8810310389 

88 / 10/19 

60-160 

Q 

6811010510 

6610310397 

66 / 10/24 

71-663 


66 I 10 I 05 I 3 

8810310389 

86 / 10/19 

50-160 

0 

8611010517 

8810310416 

66 / 10/25 

50-286 

0 

881101(623 

8810310424 

66 / 10/20 

50-333 

O 

861 101052 S 

8810310424 

66 / 10/20 

50333 

0 

0811010526 

8810310424 

66 / 10/20 

80-333 

0 

8611010535 

8610310441 

66 / 10/24 

80-245 

0 

6611010537 

8810310464 

66 / 10/20 

50-443 

0 

8811010536 

8810310456 

68 / 10/26 

60346 

0 

MllOIOSra 

8810310462 

68 / 10/24 

50289 

0 

MI 10 I 0$40 

8610310468 

88 / 10/24 

60219 

o 

6611010550 

8810310474 

68 / 10/24 

60219 

0 

6611010554 

8810310473 

B 0 /IO/I 3 

50206 

0 

6611020006 

8810310473 

86 / 10/13 

50206 

0 

8 e>l 020010 

8610310489 

88 / 10/21 

50277 

0 

$611020016 

8810310496 

66 / 10/17 

60426 

0 

6611020017 

8810310496 

88 / 10/17 

80-425 

0 

8611020016 

8610310536 

88 / 10/13 

60312 

0 

6811020020 

8810310546 

88 / 10/17 

80413 

0 

061 1020022 

8610310546 

68 / 10/17 

80-413 

0 

6611020032 

8810310551 

68 / 10/12 

50206 

Q 

6811020035 

6811010006 

BB/IO/Oe 

TOPREP 


0011020036 

6811010014 

66 / 10/03 

paA 


0811020042 

6611010014 

68 / 10/03 

FOIA 


081 1020053 

8811010014 

86 / 10/03 

FOIA 


0811020062 

88)1010014 

88 / 10/03 

fC»A 


6811020064 

8611010027 

88 / 10/26 

60293 

F 

8811020065 

8611010020 

68 / 10/06 

60271 

Q 

6811020066 

6811010014 

SB/ 10/03 

FOIA 


8611020072 

88 )) 0100 I 4 

68 / 10/03 

FOM 


0811020076 

8611010014 

88 / 10/03 

FOIA 


0811020076 

6611010014 

68 / 10/03 

FOIA 


8811020001 

8611010014 

66 / 10/03 

FO)A 


661 1020067 


0611010014 

80 / 10/03 

FOIA 

6811010014 

66 / 10/03 

FOIA 

0011010014 

86 / 10/03 

FOIA 

8011010014 

68 / 10/03 

FCMA 

0011010066 

86 / 10/21 

50-272 

6011010014 

88 / 10/03 

FCHA 

0611010109 

86 / 07/20 

50-244 

6811010209 

66 / 10/20 

50-327 

8011010209 

86 / 10/20 

50-327 

8611010224 

86 / 10/20 

50-193 

6011010224 

86 / 10/20 

50-193 

8811010264 

88 / 10/20 

50-334 

8611010260 

88 / 10/20 

70-27 

8011010200 

80 / 10/20 

50-338 

8011010294 

88 / 10/27 

50-67 

0011010294 

86 / 10/27 

50-67 

6811010294 

86 / 10 / 2 ? 

50-67 

6011010305 

88 / 10/25 

50-327 

0611010327 

88 / 10/26 

50-311 

8611010343 

68 / 10/15 

50-331 

6611010274 

88 / 10/25 

50-259 

0811010274 

00 / 10/25 

50-259 

6811010346 

00 / 10/26 

XPORTLIC 

6611010357 

80 / 10/19 

40-2259 

6811010357 

00 / 10/19 

40-2259 

88)1010362 

80 / 10/27 

50-353 

8611010312 

00 / 10/20 

50-327 

6611010312 

00 / 10/20 

50^327 

6611010386 

80 / 10/25 

50-324 

6611010366 

88 / 10/25 

50-324 

6611010396 

00 / 10/25 

50-259 

6611010396 

86 / 10/25 

50-259 

66 U 0 I 0410 

66 / 10/24 

50-369 

6611010422 

66 / 10/24 

SO -262 

001 ) 0)0422 

00 /)O /24 

50-202 

6011010436 

66 / 10/26 

50-206 

66110(0436 

60 /( 0/26 

50-206 

6611010431 

86 / 10/21 

50-219 

081 ) 0)0440 

60 /)O /26 

XFCftniC 

0611010446 

86 / 10/26 

XPORTUC 

6611010420 

88 / 10/04 

$O- 30 t 

8811010453 

88 / 10/26 

XPORTLIC 

00)1010460 

00 / 10/25 

XPOfilllC 

8811010466 

68 / 10/25 

XPORTLIC 

8611010469 

86 / 10/21 

50-296 

8811010453 

86 / 10/28 

XPORTLIC 

6811010409 

60 /( 0/21 

5 D 29 e 

6611010462 

88 / 10/25 

XPORTLIC 

6611010496 

88 / 10/21 

50-29 

6811010500 

80 / 10/19 

XPORTUC 

6011010490 

00 / 10/26 

WASTE RES 

68 II 0 I 0502 

88 / 10/26 

50-237 

B 8 IIOI 0504 

88 / 10/21 

71659 

8811010502 

88 / 10/26 

50 237 

6811010497 

86 / 10/21 

50-489 

6611010497 

80 / 10/21 

50-489 

6611010521 

80 / 10/25 

50-119 

6611010522 

80 / 10/21 

50-440 

6611010521 

86 / 10/25 

$ 0-119 

6611010534 

66 / 10/25 

50-317 

8811010531 

66 / 10/24 

40-6657 

8611010531 

66 / 10/24 

40-6657 

6811010536 

86 / 10/21 

50-266 

0811010536 

00 / 10/21 

50-206 

6611010549 

66 / 10/25 

50424 

9611010553 

88 / 10/25 

50-319 

6611020003 

88 / 10/19 

50-260 

861(020007 

00 / 10/25 

50277 

6611020013 

66 / 10/26 

50410 

6811020012 

66 / 10/24 

50-361 

6611020015 

68 / 10/26 

50095 

6611020015 

06 / 10/28 

50395 

681 I 020 QI 2 

86 / 10/24 

50-361 

6611020029 

66 / 10/24 

REVIEW GR 

6811020029 

66 / 10/24 

REVIEW OR 

6811020029 

66 /( 0/24 

REVIEW GR 

601 1020029 

66 / 10/24 

REVIEW OR 

8611020029 

68 / 10/24 

REVIEW Qfl 

8611020056 

66 / 10/20 

50353 

6811020061 

86 / 10/27 

$0424 

6611020061 

66 / 10/27 

$ 0-494 

8611020029 

86 / 10/24 

REVIEW GR 

6611020029 

66 / 10/24 

REVIEW OR 

6611020071 

86 / 10/31 

50302 

6811020029 

66 /( 0/24 

REVIEWGR 

6611020077 

86 / 10/26 

50-155 

6811020064 

66 / 10/20 

50011 
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ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8311020090 

8611020029 

86/10/24 

REVIEW GR 

P 

6811030035 

8811020026 

88/10/24 

REVIEW CR 

f 

8311020091 

8311020088 

68/10/31 

CONTRACT 


661 1030036 

8611030036 

68/10/26 

50-395 

C 

8311020035 

8611020029 

88/10/24 

REVIEW on 

P 

8811030044 

0811020029 

06/10/24 

REVIEW GR 

( 

6811020101 

6811020029 

86/10/24 

REVIEW OR 

P 

881 1030052 

8611030046 

00/10/28 

XPORTLIC 


8811020107 

8811020020 

88/10/24 

REVIEW GR 

P 

6811030053 

6611020029 

88/10/24 

REVIEW GR 

f 

8811020114 

6611020020 

86/10/24 

REVIEW GR 

P 

8611030050 

6811020029 

68/10/24 

REVIEW GR 

1 

8811020115 

8611020113 

63/10/04 

50-277 

n 

881 1030063 

8811020029 

88/10/24 

REVIEW QH 

1 

8811020120 

8811020113 

68/10/04 

50-277 

o 

8611030068 

8811020020 

66/10/24 

REVIEW GR 

1 

8811020125 

6611020121 

66/ IQ/21 

50-305 

Q 

6611030069 

8811030046 

80/10/28 

XPORTLIC 


8811020128 

8611020124 

68/10/24 

50-361 

P 

86M030071 

8811030066 

08/10/27 

50-335 

c 

6811020128 

8611020123 

66/10/21 

71-9060 


8611030072 

681 1020029 

88/10/24 

REVIEW GR 

I 

8611020129 

6811020113 

66/10/04 

60-277 

T 

8611030077 

6611020029 

88/10/24 

REVIEW GR 

f 

8811020130 

3S11020124 

98/10/24 

50-381 

P 

881 1030080 

0B1 1030029 

60/10/24 

REVIEW OR 

t 

8611020131 

6811020029 

66/10/24 

REVIEW GR 

P 

6811030084 

6811020029 

88/10/24 

REVIEW GR 

1 

6811020137 

8311020029 

66/10/24 

REVIEW GR 

P 

6eil03<X)69 

681 1020029 

08/10/24 

REVIEW GR 

f 

8811020140 

861 1020113 

86/10/04 

50-277 

P 

6611030093 

6611020029 

88/10/24 

REVIEW GR 

1 

8811020144 

6811020113 

88/10/04 

50277 

P 

Ml 1030097 

6611030066 

88/10/25 

50-424 

f 

6811020148 

6611020029 

68/10/24 

REVIEW GR 

P 

861I031K)98 

6811020029 

68/10/24 

REVIEW OR 

f 

8611020153 

8811020029 

68/10/24 

REVIEW OR 

P 

8811030103 

8811030066 

00/10/28 

XPORTLIC 


6811020155 

6611020147 

69/09/26 

CONTRACT 


8611030106 

8811020029 

68/10/24 

REVIEW OR 

f 

881 1020165 

6811020163 

66/10/24 

50-413 

O 

88M030111 

8811030108 

88/10/24 

50-300 

( 

8611020169 

8811020029 

66/10/24 

REVIEW OR 

P 

8811030114 

8811020029 

88/10/24 

REVIEW GR 

f 

8811020178 

8811020029 

88/10/24 

REVIEW GR 

P 

8811030118 

6011030115 

88/10/15 

50 247 

r 

8811020133 

8811020165 

66/10/21 

50-454 

P 

8SMO30118 

6611030115 

68/10/16 

50-247 

f 

681 1020202 

8811020185 

68/10/21 

50-454 

P 

8811030110 

8611020029 

68/10/24 

REVIEW QR 

1 

6811020226 

6811020223 

68/10/20 

60-277 

F 

8811030123 

6811020029 

86/10/24 

REVIEW OR 

1 

8611020229 

6611020227 

86/10/20 

so 482 

O 

8811030127 

8611020029 

08/10/24 

REVIEW QR 

1 

6811020238 

6811020234 

66/09/16 

60-413 

P 

0811030129 

8811030126 

86/10/26 

60-250 

c 

8811020239 

8811020234 

88/09/15 

50 413 

P 

6011030132 

6011030130 

68/10/26 

60-445 

c 

8811020241 

8611020237 

66/10/24 

60-206 

P 

8811030136 

6811020029 

86/10/24 

REVIEW OR 

I 

8811020244 

8611020240 

66/10/28 

50-443 

P 

6811030142 

8811020029 

68/10/24 

REVIEW GR 

1 

6811020246 

8811020243 

68/10/27 

50-498 

Q 

8011030143 

6811030141 

66/10/25 

60-155 

c 

8811020255 

8811020028 

88/10/24 

REVIEW GR 

P 

8811030148 

8011030137 

88/10/26 

60-213 

1 

6811020256 

6611020263 

66/11/01 

50-352 

P 

6811030148 

0611030145 

66/10/24 

50-280 

c 

8611020257 

9811020263 

86/11/01 

50-352 

K 

8611030162 

6011030137 

80/10/26 

50-213 

1 

8611020256 

3811020029 

88/10/24 

REVIEW GR 

P 

8811030157 

6611030166 

86/10/27 

60-446 

c 

8811020281 

6811020029 

86/10/24 

REVIEW OR 

P 

8811030158 

8611030165 

88/10/13 

50-425 

c 

8811020262 

6811020029 

86/10/24 

REVIEW GR 

P 

8811030159 

6611030165 

88/10/13 

50-425 

c 

8011020285 

8011020029 

88/10/24 

REVIEW OR 

P 

8011030167 

6011030164 

66/10/24 

50-209 

c 

6811020268 

6611020266 

88/10/20 

60-277 

F 

0811030168 

6611020029 

88/10/24 

REVIEW OR 

1 

8811020270 

8611020268 

66/10/24 

60-269 

0 

8611030170 

6611030164 

66/10/24 

50-209 

< 

6811020271 

6611020029 

66/10/24 

REVIEW GR 

P 

8611030173 

6611030169 

88/10/26 

50-054 

1 

8811020279 

6611020275 

66/10/25 

60-20 

P 

8611030176 

6611020029 

68/10/24 

REVIEW GR 

1 

8611020290 

6611020029 

66/10/24 

REVIEW GR 

P 

6611030179 

6611030171 

88/10/14 

40-6102 


8811020292 

8611020245 

65/10/10 

70-1113 


8011030184 

601 1020029 

00/10/24 

REVIEW GR 

1 

8811020293 

6611020269 

66/10/20 

60-313 

P 

6611030166 

6611030161 

68/10/25 

60 626 

1 

8611020296 

8811020291 

66/10/31 

WASTE RES 


8611030169 

8611020026 

68/10/24 

REVIEW OR 

1 

8811020297 

6611020029 

66/10/24 

REVIEW GR 

P 

$811030103 

6611030161 

68/10/25 

50-526 

1 

8611020299 

081 1020029 

98/10/24 

REVIEW on 

P 

8811030215 

8010270360 

00/10/10 

&0-52e 

1 

6811020302 

6611020028 

60/10/24 

REVIEW GR 

P 

6611030223 

6611030219 

08/10/24 

50-526 

1 

6811020306 

8611020029 

86/10/24 

REVIEW OR 

P 

Ml 1030224 

6611030219 

- 08/10/24 

60-528 

1 

681 1020308 

6611020029 

88/10/24 

REVIEW GR 

P 

8611030234 

6811030232 

80/09/10 

CONTRACT 


8811020313 

6611020029 

88/10/24 

REVIEW OR 

P 

8811030267 

6611030265 

08/10/27 

50-390 

J 

B81 1020316 

6611020028 

88/10/24 

REVIEW OR 

P 

Ml 1030266 

6611020029 

66/10/24 

REVIEW GR 

1 

8611020318 

8811020029 

88/10/24 

REVIEW on 

P 

0811030270 

0611030266 

00/09/13 

40-0690 


6811020320 

6611020029 

08/10/24 

REVIEW GR 

P 

881 1030273 

6611030269 

86/10/27 

50-483 

1 

6611020321 

6611020029 

86/10/24 

REVIEW OR 

P 

6011030274 

6611030269 

08/10/27 

50-493 

1 

6811020323 

6611020029 

66/10/24 

REVIEW GR 

P 

8811030290 

6611030286 

68/09/16 

40 8084 


8811020327 

3611020029 

88/10/24 

REVIEW GR 

P 

8011030293 

8811030205 

00/00/31 

70-1469 


Bfii tn'i/'''''" 

8811020326 

88/09/29 

CONTRACT 


8611030304 

6811030302 

88/10/24 

50-213 

1 


8811020326 

66/09/29 

CONTRACT 


Mn030313 

8611030310 

88/10/24 

6O-S01 

1 


6811020029 

66/10/24 

REVIEW OR 

P 

8611030316 

6611030310 

88/10/24 

50-361 

1 


6811020029 

68/10/24 

REVIEW on 

P 

6811030319 

6611030316 

86/10/27 

50-395 

( 


6811020029 

66/10/24 

REVIEW on 

P 

8811030331 

8611030328 

86/10/25 

50 400 

{ 


8811020029 

09/10/24 

REVIEW OR 

P 

8811030394 

001 1030332 

08/10/25 

50-260 

c 


6611020360 

68/10/27 

60-496 

O 

8611030343 

8811030341 

88/10/28 

50-312 

1 


6611020370 

66/10/19 

70-1113 


Ml 1030346 

6611030347 

88/10/26 

60-250 

< 


6611020029 

66/10/24 

REVIEW GR 

P 

091 1030354 

6611030350 

68/10/25 

60-400 

< 


88111)20029 

88/10/24 

REVIEW GR 

P 

88110303M 

0811030350 

68/10/25 

50-400 

c 


8611020029 

88/10/24 

REVIEW GR 

P 

8611030361 

6611030357 

86/08/25 

71-9010 



6811020028 

66/10/24 

REVIEW OR 

P 

8611030364 

6611030359 

66/10/26 

50-324 

1 


8611020399 

68/10/28 

60-302 

P 

Ml 1030369 

8811030366 

es/ 10/20 

60-327 

( 


6611020396 

06/10/24 

71-642 


6811030372 

6611030366 

66/10/20 

50-32? 

( 


6611020029 

88/10/24 

REVIEW GR 

P 

8811030378 

6611030371 

06/10/21 

50-446 

c 


8811020401 

68/10/28 

50 295 

Q 

8811030301 

0011030374 

60/10/10 

50-309 

1 


8811020029 

68/10/24 

REVIEW GR 

P 

861 1030393 

6611030391 

66/10/26 

50 601 

1 


6611020407 

88/10/17 

CONTRACT 


8611030396 

6811030391 

88/10/26 

60-601 

1 


6611020409 

68/10/26 

60-260 

P 

681 1030404 

6611030367 

66/10/26 

50-213 

1 


8811020417 

69/10/20 

CONTRACT 


8011030415 

8811030400 

00/10/27 

50-450 

( 


6611020422 

60/10/20 

60-461 

O 

8611030420 

8811030406 

86/10/27 

60-456 

( 


8811020422 

68/10/26 

60-461 

0 

6611030450 

8811030444 

86/10/24 

50-389 



8811020434 

68/10/26 

60-266 

p 

6611030458 

8611030437 

88/10/12 

CONTRACT 



6811020432 

68/09/26 

CONTRACT 


6611030465 

8811030417 

66/10/20 

50-261 

1 


8811030016 

68/10/26 

50-395 

0 

6611030466 

6611030463 

86/10/26 

50-324 



8811030023 

68/10/24 

50-389 

p 

0011030473 

0611030471 

60/10/27 

60-206 

1 


8811030026 

86/10/24 

60-412 

p 

6811030480 

6611030479 

68/10/27 

60-387 

1 


8811030026 

66/10/24 

60-412 

p 

661 1030463 

6611030476 

66/10/13 

FOIA 
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PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATCaORV 


OOCUMENr 

ISSUED 
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&ei 1030467 

8811030477 

00709/27 

CONTRACT 


6611640341 

6011040004 

68/10/12 

REV.EWGR 

se 1 1 040006 

561 1040004 

60/10/12 

REVIEW GR 

P 

86)1049345 

001)040344 

68/10/27 

50-207 

6611040009 

681 1040005 

00/10/26 

SO 295 

O 

8811049350 

881)040004 

68/10/12 

REVIEW GR 

661 1040012 

6011040008 

60/10/27 

50 250 

Q 

8611040358 

8811040004 

83/10/12 

REVIEW GR 

6811040013 

6011040005 

60/10/26 

S0.2d5 

O 

8011040360 

061 1040004 

88/10/12 

REVIEW GR 

6611040016 

061 1040004 

60/10/12 

REVIEW OR 

P 

881 1040303 

6611040004 

88/10/12 

REVIEW GR 

6611040016 

6811030479 

08/10/27 

50-387 

P 

8811040384 

6811040361 

68/10/26 

50-373 

6611040017 

0811040004 

00/107)2 

REVIEW GR 

P 

83)1049307 

601)04038) 

00/19/28 

50-373 

6611040022 

0811030464 

86/10/27 

WASTE MOT 


8811040373 

8011040371 

88/11/04 

WASTE MGT 

6611040029 

8011040004 

60/10/12 

REVIEW GR 

P 

86)1040376 

8811040374 

83/10/26 

50-456 

6611040031 

6011040004 

08/10/12 

REVIEW OR 

P 

6611040330 

6611040370 

06/10/31 

50-302 

6611040035 

6011040004 

08/10/12 

REVIEW GR 

P 

6611940393 

8811040382 

06/11/03 

WASTE RES 

6611040039 

0011040004 

08/10/12 

REVIEW GR 

P 

6611070000 

8811070005 

08/10/17 

60-528 

6811040044 

8011040034 

60710/26 

69271 

G 

68)1079008 

000070094 

60/11/02 

SECY 

6611040065 

6011040003 

88/10/31 

59410 

P 

6811079010 

8811070007 

88/10/20 

50-344 

661 10401 16 

8011040053 

68/10727 

60 298 

S 

6811970011 

8B1 1070004 

08/ 11/02 

SECY 

6611040117 

0611040053 

00710/27 

50 298 

s 

6611070313 

8611070007 

BO/10/20 

50-344 

6611040123 

6011040074 

68/10/31 

50-29 

p 

681 1070025 

8611070006 

08/10/12 

F01A 

6611040125 

6811040124 

68710/25 

50483 

p 

8811070033 

6811070031 

88/10/26 

50 313 

86f 1040127 

0811040124 

80/10/25 

50-483 

p 

0811070034 

081(070031 

63no/26 

60 313 

661 1040136 

8811040105 

68/10/31 

50 322 

G 

6811070041 

881)070040 

88/10/28 

50-366 

8611040146 

8611040143 

06710711 

70-371 


001)070045 

801)070040 

80/10/26 

50-368 

8611040149 

8611040004 

08/10/12 

REVIEW GR 

P 

6611070046 

66)1070042 

68/10/31 

50-348 

661 1040153 

8811040004 

68/10/12 

REVIEW GR 

P 

661)070050 

6811070044 

68/10/11 

fOIA 

6611040166 

881 1040004 

88710/12 

REVIEW GR 

P 

86I107005S 

6811070052 

88/10/20 

71-660 

6611040156 

8611040004 

88/10/12 

REVIEW GR 

P 

0811070056 

6611070044 

86/10/11 

FOIA 

6611040161 

8611040004 

68/10/12 

REVIEW OR 

P 

6811070062 

0611070044 

DC/ 10/ 11 

FOIA 

S6M 040I64 

06) 1040167 

00/19727 

60 443 

G 

88)i070t«S 

8811970983 

80/19/20 

59-247 

6611040172 

8811040004 

06/10/12 

REVIEW OR 

P 

861107007 1 

6811070066 

88/09/02 

40-8057 

6611040173 

6611040170 

68/06/02 

50 1SS 

F 

6611070072 

6611070069 

88/10/27 

50-311 

8611040175 

8611040169 

88/10/31 

60-322 

G 

6811070076 

6611070073 

00/10/28 

CONTRACT 

8811040176 

8611040174 

88/10/31 

CONTRACT 


6611070084 

6610210265 

00/10/17 

60-369 

8811040179 

8811040004 

88/10/12 

REVIEW OR 

P 

6611070003 

661107D06I 

08/10/19 

MISC 

6641040162 

8011040177 

60/00/24 

60492 

F 

06(4070065 

601)070902 

0S/II/9I 

59-29 

6611040183 

6611040160 

86/10731 

50-322 

G 

6811070067 

6611070092 

80/11/01 

50-26 

6611040164 

861 1040004 

68/10/12 

REVIEW GR 

P 

6911070115 

0811070114 

88/10/31 

50-219 

6611040165 

8611040004 

88/10/12 

REVIEW OR 

P 

68110701 17 

6611060213 

86/10/31 

50-213 

6611040167 

6811040004 

88/10/12 

REVIEW OR 

P 

6811070116 

8611069213 

80/10/31 

60-213 

6611040166 

6811040166 

60/04/12 

69213 

F 

6611070120 

0611060213 

86/10/31 

50-2)3 

6811040192 

6611040190 

80/10/28 

5049S 

P 

6611070121 

6611060213 

80/10/3) 

50-213 

8811040163 

6611040190 

80/10/28 

59305 

P 

6811070126 

66II079I24 

00/10/27 

50-313 

8811040165 

0611040101 

00/10/31 

CONTRACT 


60) 1070120 

6611070124 

68/19/27 

50-313 

8811040166 

6611040004 

80/10/12 

REVIEW OR 

P 

6011070129 

6611070123 

86/10/31 

70-36 

681 1040168 

6611040196 

80/10/20 

69354 

P 

6611070132 

6811070130 

88/10/26 

40-8027 

8811040200 

6611040166 

80/10/26 

50454 

P 

6611070133 

6611070131 

88/10/26 

50-282 

8811040201 

8811040004 

88/10/12 

REVIEW OR 

P 

6811070135 

6611070123 

68/10/31 

70-36 

8811040208 

8811040004 

80/10/12 

REVIEW GR 

P 

8811070136 

6611070125 

88/10/07 

S02B3 

8611040207 

88)1040203 

00/10/25 

59 281 

Y 

0611070)37 

0011070123 

88/10/31 

79-36 

881 1040212 

6811040209 

00/10/31 

60 395 

P 

6811070)30 

6611070123 

80/10/31 

70-36 

8811040213 

8611040004 

oe/io/12 

REVIEW GR 

P 

6611070141 

8611070136 

08/10/31 

50369 

6811040216 

6811040216 

08/10/31 

59346 

U 

6811070146 

8811070146 

88/ 11/03 

60 -261 

8811040216 

B81104016I 

08/10/14 

491341 


6611070146 

661 >070148 

88/11/03 

50-261 

8811040226 

6811040004 

08/10/12 

REVIEW OR 

P 

6611070161 

86)1070167 

88/11/03 

WASTE MOT 

861 1049231 

0611040230 

06/10/13 

595 

R 

66) >970102 

0811970109 

00/19/20 

50-72 

8611040232 

8611040004 

88/10/12 

REVIEW OR 

P 

681)070163 

6811070160 

80/10/20 

50-72 

6811040233 

6811040167 

88/10/27 

50-443 

O 

8611070164 

8611070157 

80/11/03 

WASTE MGT 

8811040234 

6611040230 

08/10/13 

50-5 

R 

6011070174 

8611070171 

08/10/27 

50-362 

8611040238 

8611040004 

08/10/12 

REVIEW GR 

P 

8811070194 

0811070163 

88/10/28 

50 462 

8811040244 

8611040243 

88/10/31 

50461 

U 

6811070195 

8811070163 

88/10/26 

50-462 

8611040251 

6811040260 

88/1 1/0) 

60 424 

P 

0811070201 

0611079109 

86/19/28 

50-498 

6811040252 

6811040250 

68/11/01 

60 424 

P 

6641070210 

6811070209 

68/10/28 

60-461 

6611040257 

8611040255 

86/10/27 

408027 


6611070216 

6611070191 

68/11/03 

50-237 

6611040266 

8811040266 

ee/11/Oi 

69311 

P 

8611070217 

6611070191 

68/11/03 

60-237 

6611040262 

6811040268 

88/11/Ot 

69311 

P 

081 1070224 

6611070220 

68/10/29 

60-20 

8811040261 

6811040004 

80/10/12 

REVIEW GR 

P 

681 1070231 

6611070230 

86/10/31 

60-482 

881 1040263 

6811040004 

06/10/12 

REVIEW OR 

P 

8811070232 

8811070230 

88/10/31 

60-462 

8811040267 

6811040285 

68/10/21 

69272 

P 

6811070238 

6811070235 

66/10/31 

60-483 

86)1040266 

8011040265 

00/10/21 

59272 

P 

001 1070237 

6611070233 

88/11/03 

50-445 

8811040295 

8811040293 

80/10/26 

498027 


0811070238 

6611070165 

88/10/13 

60-454 

8611040267 

8611040293 

06/10/26 

40-8027 


8611070244 

6611070243 

88/11/02 

60-324 

6811040299 

6611040293 

86/10/28 

498027 


8811070254 

6611070165 

68/10/13 

FOIA 

8811040390 

8611040298 

66/08/30 

59208 

F 

6811070280 

6611070286 

88/11/01 

60-334 

8611040306 

8611040304 

60/10/24 

59397 

P 

railOTOSOO 

6611070205 

88/11/03 

WASTE RES 

8611040307 

061)040303 

08/10/31 

70-2910 


6011079300 

001107030) 

00/10/31 

50-454 

6811040308 

6811040303 

80/10/31 

70-2010 


6811070313 

6811070303 

88/10/31 

59 498 

8611040311 

8611040303 

60/10/31 

70-2010 


861 1070336 

88)1070331 

86/10/19 

CONTRACT 

6611040314 

8611040310 

00/10/20 

59520 

O 

0611070336 

881)070337 

66/10/17 

50-282 

881 1040316 

6811040312 

08/10/31 

59316 

P 

0611070344 

86)1070325 

68/11/02 

WASTE RES 

6811040319 

6811040316 

68/10/31 

40-2061 


6811070345 

8811070339 

06/19/16 

CONTRACT 

88)1040320 

061)040316 

86/10731 

40-2061 


881)079346 

801107034) 

68/19/31 

SO -316 

881 1040321 

6811040318 

06/11/01 

50-352 

P 

6811070351 

B81 1070346 

68/10/25 

71-6348 

8811040322 

8611040004 

88/10/12 

REVIEW QR 

P 

8611070357 

8611070355 

86/11/01 

60-317 

8811040323 

8811040318 

80/11/01 

60-352 

P 

881)070359 

8811080084 

86/10/07 

WASTE MGT 

8811040325 

8611040004 

80/10/12 

REVIEW OH 

P 

88)1070363 

681 1070360 

66/10/28 

60 313 

3811040326 

6811040326 

80/10/20 

50-284 

P 

6811070367 

8611070366 

86/10/14 

40-7804 

8811040331 

8611040004 

88/10/12 

REVIEW GR 

P 

8811070369 

8811070366 

80/10/14 

40-7604 

8811040337 

8611040004 

86/10/12 

REVIEW OR 

P 

8811070370 

8811070366 

86/10/14 

40-7604 


0.0. OO OOOO 00-0->0 OCJOU.Q. 0- 
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ENCLOSURE 
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8811070371 

6611070366 

ee/IO/14 

40-7604 


88(1090048 

8611040004 

88/10/12 

REVIEW GR 

8811070872 

6811070366 

88/10/14 

40-7604 


8811090049 

6811040004 

60/10/12 

REVIEW OR 

8811070374 

6611070366 

ee/io/14 

40-7104 


3811090052 

081 1040004 

88/10/12 

REVIEW GR 

8811070375 

6611070366 

88/10/14 

40-7604 


6611090084 

OB11040004 

80/10/12 

REVIEW GR 

8811070376 

8611070366 

86/10/14 

40-7104 


881 1000060 

8811090061 

08/10/24 

71-503 

8811070377 

6611070366 

66/10/14 

40 7604 


8311090089 

601 1040004 

88/10/12 

REVIEW GR 

6811070376 

8811070366 

68/10/14 

40-7604 


8811090095 

6811040004 

88/10/12 

REVIEW GR 

8811070379 

8311070366 

66/10/14 

40-7104 


8611090100 

8811040004 

68/10/12 

REVIEW GR 

6811070380 

8811070366 

68/10/14 

40-7604 


8811090117 

8011040004 

88/10/12 

REVIEW GR 

8811070381 

6311070366 

86/10/14 

40-7604 


8811090118 

8011090116 

ee/oe/06 

XPORTLIC 

0811070383 

6811070366 

86/10/14 

40-7604 


8311090124 

0811040004 

88/10/12 

REVIEW GR 

68110703 83 

6611070366 

80/10/14 

40-7604 


8811090131 

8811040004 

88/10/12 

REVIEW GR 

8811070384 

68 11070366 

68/10/14 

40-7604 


8811090137 

8611040004 

08/10/12 

REVIEW GR 

8811080038 

8611030032 

88/10/31 

50-461 

V 

8811090143 

661 1090076 

88/10/21 

PR 

8811080030 

6611080033 

88/10/31 

50-186 

0 

8811090154 

8811040004 

88/10/12 

REVIEW GR 

8811080033 

681 1080031 

88/10/31 

50-360 

P 

88I1O901S7 

0611090163 

88/10/27 

50-220 

8611080044 

8611080041 

68/10/25 

XPORTLIC 


881 1090160 

6611040004 

88/10/12 

REVIEW GR 

8611080048 

6811080041 

6Q/1Q/25 

XPORTLlG 


0011090182 

8811090161 

68/11/01 

50-317 

8611080053 

8611080041 

68/10/25 

XPORTLC 


8611090164 

6811090153 

00/10/27 

50-220 

86M080060 

6611080030 

68/11/02 

50-311 

0 

8811090166 

6811090076 

88/10/21 

PR 

8811080069 

8811080064 

EQ/IO/07 

WASTE MGT 


8811090171 

6811090167 

88/10/26 

50322 

8611060076 

8311080074 

68/10/28 

50-269 

F 

8811090173 

8811040004 

66/10/12 

REVIEW GR 

8811080084 

8811080081 

60/10/24 

6<y-255 

O 

6811090175 

8011090167 

80/10/26 

50-322 

8S1106008S 

881 1080082 

ae/09/oi 

71-4900 


8811090176 

8611000076 

80/10/21 

PR 

8811080060 

8811060086 

88/10/17 

WASTE MGT 


6611090170 

0811090174 

88/10/07 

FOIA 

6811060093 

681 1060068 

ae/ii/03 

CONTRACT 


8811^0184 

00110901S2 

88/10/28 

50-245 

6811080095 

8611060068 

68/11/03 

CONTRACT 


88I1090IQ5 

0611040004 

88/10/12 

REVIEW GR 

8811080096 

8811080087 

63/10/21 

PR 


8811090193 

8011040004 

86/10/12 

REVIEW GH 

6811060102 

8811060098 

68/11/03 

60 206 

P 

88110^105 

6811090189 

86/10/26 

50-320 

8811060104 

8611080087 

88/10/21 

PR 


6811090196 

0611090174 

88/10/07 

FOIA 

6611080100 

8611080105 

68/11/02 

50-239 

f 

6811090199 

0011040004 

68/10/12 

REVIEW GR 

8811060110 

6811080106 

08/10/26 

50 336 

P 

8811090203 

0811090200 

68/10/28 

50-333 

6811060114 

6811080113 

88/10/19 

XPORTUC 


881 1090204 

0011090174 

88/10/07 

FOIA 

6611080121 

8611080076 

88/10/31 

71-9007 


8811090207 

0011040004 

86/10/12 

REVIEW on 

8811060125 

6811060123 

88/10/26 

50 333 

0 

8811090210 

0611090174 

88/10/07 

FOIA 

8811060120 

8811080127 

88/11/01 

50 408 

p 

6811090217 

8011090076 

88/10/21 

PR 

8811080131 

8811080127 

86/11/01 

50496 

p 

8811090225 

8011090076 

66/10/21 

PR 

8811080134 

8611080127 

88/11/01 

60-498 

p 

881 1090228 

8811090174 

88/10/07 

FOIA 

8811080135 

Q8II160179 

88/10/27 

60 528 

R 

8811000231 

8811090076 

68/10/21 

PR 

8811080141 

8311080130 

66/10/20 

60-307 

P 

8811090233 

8811090174 

86/10/07 

FOIA 

8811060142 

8811060139 

60/10/20 

50 307 

P 

8811090236 

8811040004 

66/10/12 

REVIEW GR 

8811080145 

8811080087 

66/10/21 

PR 


8811090237 

8811000174 

86/10/07 

FOIA 

3611080140 

88II0S0147 

68/10/31 

60-286 

0 

861 1090239 

8811090076 

86/10/21 

PR 

6811060151 

6dl 1080147 

80/10/31 

60-206 

0 

881 1090240 

8811040004 

66/10/12 

REVIEW OR 

Mt1080158 

8811060160 

80/10/31 

50-453 

P 

8011090244 

6611090076 

86/10/21 

PR 

8611060164 

881 1080162 

90/10/31 

71-9070 


8811000246 

8611040004 

88/10/12 

REVIEW OR 

6811080165 

6611060176 

36/09/07 

50 361 

f 

0011090247 

661 1090243 

56/11/02 

50-269 

6811080197 

6611060106 

88/11/04 

50-219 

P 

8011090249 

8811090232 

68/10/26 

50-271 

6611080216 

6811080216 

86/10/26 

60-367 

0 

8811090250 

6811090243 

88/11/02 

50-269 

8811080218 

&eiio&ote4 

33/11/01 

50-298 

p 

8811090253 

6611090251 

60/10/26 

50-327 

6811060224 

881 1080222 

83/11/01 

50 311 

p 

8811090254 

B8I 1040004 

68/10/12 

REVIEW OR 

881 1080223 

8S1 1080222 

08/11/01 

50 311 

p 

0811090255 

0011090076 

06/10/21 

PR 

6811080230 

6811080226 

38/11/01 

50-223 

0 

881 1090257 

6811090251 

68/10/26 

60327 

8611060234 

8811080232 

88/11/01 

50 219 

0 

0011090258 

8811040004 

68/10/12 

REVIEW GR 

881 1080339 

8811080238 

03/11/02 

50-247 

o 

8011090261 

0011040004 

00/10/12 

REVIEW GR 

8611060241 

8811010366 

68/10/24 

60-155 

p 

881 1080262 

8811090078 

88/10/21 

PH 

8811080251 

8311080350 

88/11/02 

60317 

p 

0011090285 

0011040004 

00/10/12 

REVIEW GR 

6811080266 

0811060247 

86/11/03 

50-395 

p 

8811090269 

6811090076 

68/10/21 

PR 

6611080267 

8811060265 

88/11/02 

71-6$8I 


8811090270 

8811090268 

66/10/31 

50-400 

8811080259 

6811080355 

68/11/02 

71-6581 


8811000273 

8811090258 

86/10/31 

50-400 

6611080271 

6011060270 

88/10/26 

50-293 

o 

861 11^276 

6611090274 

68/10/31 

50-400 

8611 080272 

6811080270 

88/10/26 

60 203 

0 

881 1080278 

6611090274 

86/10/31 

50-400 

8811080279 

8811060377 

68/10/28 

50-271 

0 

8811090280 

8811000279 

86/10/28 

70-143 

6611080291 

8611080382 

88/11/04 

60-285 

Q 

6811090282 

8811090076 

66/10/21 

PR 

6811060302 

6611080300 

86/11/02 

60-373 

P 

8811090285 

6811090076 

80/10/21 

PR 

6811080310 

6611060308 

88/10/31 

50-334 

o 

M1I080287 

B8 11090266 

66/10/25 

60-603 

8811080313 

8811080011 

88/10/30 

50-313 

p 

8811090288 

6811090286 

86/10/26 

60-603 

8811080316 

881 1080316 

88/10/31 

60-387 

p 

8811090291 

8811090290 

80/11/01 

50-395 

6811080316 

6611080316 

66/10/31 

60-387 

p 

8611060293 

8811090290 

68/11/01 

50-395 

8611080321 

6611060317 

88/11/01 

50-255 

p 

8811090284 

6611090076 

88/10/21 

PR 

8811060324 

6811060322 

88/10/24 

71-6078 


8611090295 

861 1040004 

88/10/12 

REVIEW GR 

6611060325 

881 1080323 

88/11/01 

60-277 

Q 

6811090296 

6611090076 

66/10/21 

PR 

8811080330 

8811080329 

88/10/31 

50-352 

P 

8811090297 

6811040004 

88/10/12 

REVIEW GR 

6611080331 

6611060327 

88/10/25 

70-143 


8611090299 

8811040004 

88/10/12 

REVIEW OR 

.. 

RPi • 

88/10/31 

60 362 

P 

8811090307 

6811040004 

66/10/12 

REVIEW GR 



83/11/01 

50-309 

Q 

8011090300 

8611090076 

68/10/21 

PR 



08/10/12 

REVIEW GR 

P 

8811090310 

8811090303 

66/11/01 

60-327 



88/11/01 

50-245 

O 

8611090316 

8811040004 

88/10/12 

REVIEW GR 



88/10/31 

50-260 

P 

6011060316 

8011090076 

06/10/21 

PR 



88/10/31 

S0>2e9 

P 

6611090317 

8811090303 

88/11/01 

60-327 



33/10/12 

REVIEW OR 

P 

6011090319 

0611090076 

86/10/21 

PR 



88/10/31 

TOPREP 


8811000321 

8611040004 

68/10/12 

REVIEW OR 



83/10/12 

REVIEW OR 

P 

8811090324 

8611090316 

66/11/01 

60-369 



00/10/26 

WASTE MOT 


^11090325 

8011040004 

66/10/12 

REVIEW GR 



89/10/12 

REVIEW OR 

P 

8811090327 

8811090076 

68/10/21 

PR 



09/10/12 

REVIEW GR 

P 

8011090331 

0011090329 

08/11/01 

60-336 



83/10/12 

REVIEW OR 

P 

8811080336 

6611090334 

68/11/01 

60-438 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

S6M090341 

6611060339 

66/10/28 

50-395 

Q 

681 1 100079 

8811040004 

66/10/12 

REVIEW GR 

6dM0S(}34S 

8611090346 

68/10/27 

60-220 

P 

681(100081 

8911100080 

66/11/01 

XPORTLIC 

SB 110903-19 

6611090076 

88/10/21 

PR 


6811100062 

6611040004 

88/10/12 

REVIEW OH 

6611090350 

8B 11090345 

88/11/03 

50-316 

O 


6811100067 

86/11/02 

50 443 

6811090351 

8611160365 

86/11/04 

60-440 

s 

6811100086 

6811040004 

68/10/12 

REVIEW GR 

6611090359 

6811000345 

88/11/03 

50-316 

0 

a8iiioa}69 

8611040004 

86/10/12 

REVIEW GR 

6611090357 

6611090076 

88/10/21 

PR 


6811100092 

6611040004 

86/10/12 

REVIEW GR 

6611090358 

6611040004 

66/10/12 

REVIEW 6R 

p 

88(1100100 

8811100041 

66/10/17 

50-83 

8S1 1090359 

6811090354 

68/10/13 

PROJ 


6811100102 

8611100093 

08/11/04 

50-603 

661 1090363 

0811O4OOO4 

88/10/12 

REVIEW GR 

p 

8811100108 

flaiMOOOW 

8S/X/02 

50 443 

6611090367 

6611090076 

ee/10/21 

PR 


6811100116 

6611040004 

68/10/12 

REVIEW GR 

6611090369 

6611040004 

88/10/12 

REVIEW GR 

p 

8811100120 

6611040004 

86/10/12 

REVIEW GR 

6611090376 

8611040004 

86/10/12 

REVIEW GR 

p 

6611100122 

6BI 1040004 

80/10/12 

REVIEW GR 

6611000364 

6611040004 

68/10/12 

REVIEW GR 

p 

8611100124 

6611030064 

66/10/24 

50-395 

6B110903B7 

6811090361 

06/11/03 

SO 348 

o 

8611100128 

6811040004 

68/10/12 

REVIEW GR 

6811090304 

0011090390 

86/11/03 

60-324 

Q 

8811100129 

6611040004 

66/10/12 

REVIEW GR 

6611090399 

661 1040004 

66/10/12 

REVIEW GR 

P 

8811100132 

6811040004 

68/10/12 

REVIEW GR 

6611090402 

6811090396 

68/11/03 

50-335 

Q 

8811100133 

8611100126 

68/11/07 

SO 443 

6611030404 

8011040004 

86/10/12 

REVIEW OR 

P 

8811100138 

8611040004 

66/10/12 

REVIEW GR 

6811080405 

8611090391 

66/10/31 

60-405 

O 

8811100140 

6611040004 

68/10/12 

REVIEW GR 

8811080406 

6611090401 

88/11/04 

50-352 

P 

8811100142 

8S>f04(»X>4 

86/10/12 

REVIEW GR 

8811090406 

8611040004 

86/10/12 

REVIEW OR 

P 

8811100147 

6611040004 

66/10/12 

REVIEW GR 

6811090409 

6811090407 

68/11/04 

50-324 

o 

8811100164 

6811100153 

66/11/04 

50-312 

6611090412 

6611090407 

68/11/04 

50-324 

o 

8811100158 

6611040004 

86/10/12 

REVtEW GR 

8611090413 

8811090401 

86/11/04 

S0352 

p 

8811100162 

8611040004 

66/10/12 

REVIEW GR 

6811090414 

6611040004 

86/10/12 

REVIEW GR 

p 

6811100165 

8811100164 

80/11/02 

40-6604 

6911090421 

8011000416 

86/11/02 

60-297 

o 

0811100167 

8611040004 

68/10/12 

REVIEW Qft 

6611090424 

8811090416 

68/11/02 

50-297 

o 

8811100173 

6611040004 

00/10/12 

REVIEW GR 

6611090425 

6611040004 

88/10/12 

REVIEW OR 

p 

8811100176 

6811040004 

60/10/12 

REVIEW GR 

6611090429 

8611040004 

66/10/12 

REVIEW GR 

p 

8811100182 

8611100178 

66/10/27 

50-295 

8611060430 

6811090420 

86/11/01 

50-462 

o 

^11100169 

8811040004 

66710/12 

REVIEW GR 

6611090431 

8611090426 

66/10/31 

50-327 

0 

B8I1100I91 

8611040004 

60/10/12 

REVIEW GR 

6811090433 

8611040004 

86/10/12 

Review GR 

p 

8811100194 

88 >1040004 

68/10712 

REVIEW GR 

6811090438 

6811040004 

66/10/12 

REVIEW OR 

p 

6811100197 

6811040004 

80/10/12 

REViEW OR 

6611090439 

8611090434 

68/10/14 

REVIEW OR 

p 

86111002(1 

6611100210 

68/11/04 

60-327 

661 1090443 

6611090428 

60/10/31 

60-220 

p 

6811100223 

0611100137 

60/11/04 

PR 

86(1090444 

8611040004 

68/10/12 

REVIEW GR 

p 

881 1 100229 

8611010549 

60/10/25 

50-424 

6611090447 

681(040004 

88/10/12 

REVIEW GR 

p 

8811100230 

6011100137 

68/11/04 

PR 

6811090448 

6611090426 

66/19/31 

60-220 

p 

8811(00233 

881 >>09232 

60/11/02 

70-371 

6611090454 

8611040004 

88/10/12 

REVIEW GR 

p 

881 1 IM234 

6811100732 

60/11/07 

70-371 

831109045$ 

8611090428 

88/10/31 

59220 

p 

8811100239 

S8IU00235 

86/09/16 

50-069 1 

6QI1090457 

6611090426 

88/10/31 

50220 

p 

8811100240 

8611100237 

66/09/28 

CONTRACT 

6311090464 

6811090463 

86/10/31 

7027 


8611100242 

6611100137 

66711/04 

Pfl 

8311090466 

6611090362 

86/10/29 

71-506 


681 1 100246 

68IU00246 

98/11/07 

60-293 

861)090469 

8611090483 

06/10/31 

7027 


»6>>t00249 

6811 >00248 

68/11/07 

60-293 

8611000471 

8611090362 

66/10/29 

71-508 


8611100257 

6611100254 

88/11/04 

50-169 

6811090473 

6611090466 

88/10/27 

50 293 

F 

8611100266 

6611100254 

80/11/04 

50-155 

6811090476 

6611090467 

86/10/16 

50-276 

P 

8611100250 

6611100137 

68/11/04 

PR 

8811090478 

8811090475 

66/11/01 

70-371 


8611100288 

88)1100264 

68/11/07 

50-333 

6811060460 

6811090467 

66/10/16 

50-276 

P 

8811100287 

8811100264 

06/11/07 

50-333 

8611090462 

6611090467 

66/10/16 

60-275 

P 

8B1 1100271 

8811100137 

06/11/04 

PR 

6611090405 

6811090467 

68/10/10 

60-276 

P 

8811100270 

6611100137 

08/11/04 

PR 

6611090487 

8811090467 

88/10/18 

50-276 

P 

^11100284 

6611090610 

06/10/24 

PR 

8611090490 

6811090467 

66/10/16 

60-275 

P 

861 1 100290 

8611100269 

68/11/03 

50290 

6611090492 

6611090467 

66/10/16 

FOIA 


8611100298 

6611100137 

68/11/04 

PR 

6811090494 

6811090467 

66/10/18 

50-276 

P 

8811100299 

881110029; 

68/11/03 

50 265 

6611090496 

8811090467 

68/10/16 

60 323 

P 

eeiiiMooi 

6611100297 

66/11/1)3 

50-205 

8811090497 

6611090467 

88/10/18 

60-275 

P 

8811100306 

6811100137 

68/11/04 

PR 

6811100001 

6811040004 

88/10/12 

REVIEW GR 

P 

6811100308 

6611100137 

86/U/04 

PH 

8811100002 

8811040004 

68/10/12 

REVIEW GR 

P 

88II1I000I 

6811010366 

68/10/25 

60-324 

8811100003 

6611040004 

88/10/12 

REVIEW OR 

P 

6811110002 

66110I03BB 

68/10/25 

50-324 

881 MOOOOS 

86 >1040004 

66/10/12 

REVIEW OR 

P 

8811110004 

6811010388 

86/10/25 

50-324 

0811100008 

6811040004 

88/10/12 

REVIEW OR 

P 

881 1 1 10005 

6611030471 

ee/10/27 

50-206 

8811100010 

6611040004 

88/10/12 

REVIEW OR 

P 

8811110008 

6611010366 

88/10/25 

50-324 

8811100013 

6611040004 

66/10/12 

REVIEW on 

P 

8611110009 

6811010368 

ee/io/25 

60-324 

8811100015 

8811040004 

86/10/12 

REVIEW GR 

P 

68III10010 

6011010388 

ee/io/25 

50 324 

8611100017 

6611100009 

86/11/01 

50-498 

P 

8611110011 

8611010388 

86/10/20 

60-324 

6811100016 

6611040004 

66/19/12 

REVIEW OH 

P 

881ll>0(»3 

881)010386 

86/ >0/25 

5J)-324 

8811100020 

6611100009 

88/11/01 

50-498 

P 

8811114X115 

6811010366 

88/10/25 

50 324 

8811100021 

681 1040004 

86/10/12 

REVIEW GR 

P . 

8611110018 

8611010366 

66/10/25 

50-324 

8611100025 

6611040004 

68/10/12 

REVIEW GR 

P 

8811110020 

6611010386 

86/10/25 

50-324 

8611100030 

8811040004 

66/10/12 

REVIEW OR 

P 

0011110021 

6811010368 

68/ I 0/25 

50-324 

8811100034 

6611040004 

86/10/12 

REVIEW OR 

P 

8811110023 

6611100137 

60/11/04 

PR 

8811100036 

6811100031 

86/11/02 

50-443 

o 

6BIIIIQ024 

SBiioiimd 

88/10/25 

60-324 

8611100037 

8811040004 

88/10/12 

REVIEW GR 

p 

8611110027 

6611010386 

80/10/25 

60-324 

6811 100044 

8811100031 

68/11/02 

60-443 

G 

8811110029 

6611010368 

86/10/25 

60-324 

8811 100049 

6611100031 

66/11/02 

60-443 

G 

8811110031 

6811010368 

86/10/25 

50-324 

88(1100054 

6811100031 

88/11/02 

60-443 

0 

881(110032 

6611010366 

66/10/25 

60-324 

8811100055 

8611100051 

88/11/04 

XPORTLIC 


8611110034 

661 1010388 

86/10/25 

50-324 

8811100059 

6811100052 

66/11/03 

60-022 

0 

68111)0035 

8811010386 

68/10/25 

60-324 

8811100060 

6611040004 

66/10/12 

REVIEW GR 

P 

8811110037 

6611010368 

88/10/25 

50324 

8611100061 

6611100031 

88/11/02 

60-443 

o 

6611110049 

6611010386 

66/10/25 

50-324 

8811100062 

8811100058 

68/11/04 

XPORTtC 


8811110050 

6811110047 

86/10/27 

50-322 

8811100085 

6811040004 

66/10/12 

REVIEW GR 

p 

8811110061 

8611110046 

66/10/13 

50-454 

8811100069 

8611040004 

88/10/12 

REVIEW OR 

p 

8611110053 

8811010366 

80/10/25 

50-324 

8B11100074 

8611040004 

68/10/12 

REVIEW GR 

p 

8811110055 

8811010386 

80/10/25 

50-324 

B8I1I00075 

6811100073 

66/10/27 

50-317 

R 

8611110056 

8811110046 

66/10/13 

FOIA 
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($811110068 

8611010368 

66/10/25 

50-324 

P 

8811140038 

8811140030 

86/11/08 

WASTE MGT 


ediiuoo&d 

6G11QI03G0 

08/10/25 

50-324 

P 

00(1140042 

6811140030 

88/11/08 

WASTE W.GT 


8811110064 

6811100137 

88/11/04 

PR 


8811140043 

6811140041 

80/11/02 

60-323 

C 

6811110065 

8811010388 

88/10/25 

60-324 

P 

8811140045 

8811140036 

86/10/22 

pn 


8&11U0066 

8611110046 

66/10/13 

F01A 


8911140047 

8011140041 

80/11/02 

50 023 

C 

sen 1 10067 

881 1010366 

66/10/25 

60-324 

P 

8611140050 

6811010388 

08/10/25 

60-324 

f 

6811110058 

8011110046 

68/10/13 

F01A 


0811140082 

8611140053 

86/11/01 

60-317 

c 

8611110071 

6811010366 

66/10/25 

50-324 

P 

8011140069 

8811140065 

88/08/10 

50-334 

1 

8811110072 

861 II 10046 

sa/io/13 

FOJA 


8611140078 

8811 140071 

86/11/01 

60-201 

F 

8811 110073 

8611110046 

60/10/13 

FOIA 


GOI1I400B2 

8811140079 

86/11/03 

60-255 

J 

8611110075 

8811110046 

88/10/13 

fOIA 


8811140009 

8811140071 

88/11/01 

60-261 

f 

8011110077 

881 1010368 

68/10/25 

SO-324 

P 

0811140092 

8811140071 

68/11/01 

60-261 

1 

8611110070 

0611010363 

88/10/25 

50-324 

P 

861(140104 

8811140102 

68/10/31 

50-219 

f 

<M}U110063 

8811010368 

08/10/25 

50-324 

P 

8811140107 

8811140102 

88/10/31 

50-219 

( 

8811110085 

6611100137 

08/11/04 

PR 


66)1140132 

6811140120 

88/08/10 

60 247 

f 

6811110086 

8611010388 

66/10/26 

60-324 

P 

8911140130 

891 1040004 

88/10/12 

REVIEV/ GR 

f 

8811110067 

6611010386 

08/10/25 

50-324 

P 

8811140140 

6811140134 

80/11/03 

WASTE RES 


6811110060 

881)010368 

80/10/25 

50-324 

P 

80)1140157 

8811140154 

08/11/07 

60-327 

F 

8811110000 

8811010388 

8&M0/25 

50-324 

P 

8811140158 

881)140152 

88/11/07 

50-333 

f 

6811 110091 

0811010368 

88/10/25 

50-324 

P 

0811140181 

6811140152 

88/11/07 

60-333 

f 

6611110093 

6011010366 

08/10/25 

50-324 

P 

6811140167 

8011140162 

88/11/07 

60-333 

f 

6611 110004 

6011010386 

88/10/25 

50324 

P 

0811140160 

8811040004 

08/10/12 

REVIEW GR 

F 

8811110095 

6011010306 

88/10/25 

50-324 

P 

8811140170 

6811140173 

07/06/07 

60-334 

F 

6811110097 

0811010388 

88/10/25 

50-324 

P 

88)1140183 

8811040004 

88/10/12 

REVIEW GR 

F 

8611110098 

8611100137 

80/1 1/04 

PR 


8811140164 

88I1I40I75 

80/11/07 

60-373 

F 

8811110099 

0011010390 

60/10/25 

60-324 

P 

081)140106 

B011140IBO 

68/11/03 

50-324 

F 

8611110100 

6811010360 

88/10/26 

50-324 

P 

8811140200 

68)1140165 

86/10/21 

60-316 

c 

6811110102 

891 1010389 

66/10/26 

S0324 

P 

9911140208 

0911140201 

68/11/04 

60-165 

f 

8811110103 

6811010368 

66/10/25 

50-324 

P 

881)140211 

6811140203 

88/10/17 

FOIA 


881111010<1 

68)1010388 

88/10/25 

60-324 

P 

88I1I4022S 

0011140203 

88/10/17 

FOIA 


8611110105 

6611010386 

88/10/25 

50-324 

P 

8811140220 

6811140220 

86/lt/IO 

60-333 

F 

6811110108 

881 1010380 

88/10/25 

50 324 

P 

8811140226 

8811110046 

88/10/13 

60-4 54 

C 

8611110106 

061)100137 

68/1 1/04 

PR 


8811140220 

6611140203 

86/10/17 

FOIA 


6611110111 

0611010366 

68/10/29 

50-324 

P 

8811140235 

8811140203 

86/10/17 

FOIA 


8811110113 

6611010366 

88/10/25 

50 324 

P 

6811140238 

8611140003 

88/10/26 

60-276 

f 

8811110114 

8811110048 

88/10/13 

50-266 

f 

8811140241 

8011140063 

08/10/26 

50-276 

F 

6611110117 

8611010308 

60/10/26 

60 324 

P 

88)1140243 

0011110046 

88/10/13 

50-463 

C 

8611110110 

6011010368 

66/10/25 

50-324 

P 

8811140248 

6811140203 

88/10/17 

FOIA 


6811110110 

6611010300 

68/10/25 

50 324 

P 

8811140249 

8811110046 

66/10/13 

60-266 

C 

6611110122 

6011100137 

86/11/04 

PR 


8911140252 

8811140180 

86/11/04 

60-271 

F 

60111 10123 

8811010380 

68/10/25 

50 324 

P 

8811140253 

8811110046 

68/10/13 

FOIA 


6011110125 

8811010369 

60/10/25 

60-324 

P 

9011140255 

8911140203 

86/10/17 

FOIA 


0811110120 

8811010388 

66/10/26 

60-324 

P 

8611140257 

8911040004 

68/10/12 

REVIEWQR 

F 

6611110127 

8811100137 

80/11/04 

PR 


8811140259 

8811140203 

ee/io/17 

FOIA 


8011110126 

8011010368 

68/10/25 

50-324 

P 

&8>I140250 

88IIII0046 

88/10/13 

60-305 

F 

681 1110129 

681 1010380 

80/10/25 

50 324 

P 

681 1 140263 

8811140203 

88/10/17 

FOIA 


8811110130 

6811010368 

60/10/25 

50-324 

P 

8611140284 

6611110048 

68/10/13 

FOIA 


6811110131 

6811010368 

06/10/25 

50-324 

P 

8811140207 

8811140266 

86/11/02 

COMMI85IO 

A 

8811110133 

6811010366 

68/10/26 

50 324 

P 

881)140288 

6811140261 

86/11/08 

60-443 

T 

881 1110134 

6611010366 

86/10/25 

50-324 

P 

8011140269 

6611)40203 

88/10/17 

FOIA 


8611110136 

6611010368 

88/10/25 

50-324 

P 

0811140270 

8811140203 

88/10/17 

FOIA 


8611110137 

6611040060 

86 / 10/18 

71-4900 


8611140271 

8811140203 

ee/io/17 

FOIA 


8611110140 

0611010366 

66/10/26 

50-324 

P 

8811140272 

8611110046 

88/10/13 

FOIA 


8811110141 

6611910368 

69/10/25 

50-324 

P 

891IU0273 

8911110049 

66/10/13 

50-454 

C 

6611110143 

8611100137 

68/11/04 

PR 


8011140274 

8811110046 

86/10/13 

50 454 

c 

8811110144 

8611010368 

66/10/25 

50-324 

P 

8811140277 

8811110045 

68/10/13 

60-454 

c 

8611110145 

6811010388 

68/10/25 

50-324 

P 

8811140278 

8811110046 

88/10/13 

50-454 

c 

6611110146 

881 1010380 

68/10/26 

50 324 

P 

8811140280 

8611110046 

66/10/13 

50-464 

c 

6611110146 

6611010366 

86/10/25 

50-324 

P 

88)1140202 

6611110046 

88/10/13 

60-464 

l! 

8811110150 

6811010360 

66/10/25 

50 324 

P 

8811140263 

8811)40261 

68/11/07 

60-255 

F 

6811110151 

001 1 100137 

66/11/04 

PR 


8811140287 

6811110046 

88/10/13 

60-464 

F 

6611110152 

6811010306 

66/10/25 

50-324 

P 

6811140267 

6811140294 

68/11/04 

60-165 

F 

6611110155 

8811010368 

86/10/26 

60-324 

P 

8611140311 

8611140308 

68/11/07 

50-255 

P 

aeiinoise 

8011010386 

80/10/26 

60-324 

P 

8811140315 

0811140310 

88/10/28 

WASTE MGT 


8811110158 

9811010306 

88/10/25 

50-324 

P 

8811140324 

661 1140318 

88/10/28 

71-9066 


8611110159 

8811010388 

80/10/25 

60-324 

P 

^11140335 

6811140331 

86/11/02 

60-331 

F 

8811110160 

8811010388 

88/10/26 

50324 

P 

8811140348 

6611140344 

86/11/06 

71-9126 


8811110181 

0911010388 

88/10/26 

60-324 

P 

8811)40350 

8811140203 

88/10/17 

FOIA 


8811110182 

6811100137 

86/11/04 

PR 


6811140359 

8811140358 

88/11/06 

60-315 

c 

8811110166 

6811010388 

86/10/26 

50 324 

P 

8811140365 

6811140360 

66/11/02 

50-022 

c 

8811110170 

6011010368 

86/10/25 

50-324 

P 

8811140376 

8611140369 

68/11/04 

50-16$ 

f 

8811110171 

6611100137 

86/11/04 

PR 


8911140379 

6811140374 

88/11/04 

60-315 

f 

6811110172 

6811010368 

68/10/26 

60-324 

P 

8811140409 

8811M0407 

86/11/08 

XPORTLIC 


8911110178 

881 1010366 

88/10/25 

50 324 

P 

8811140413 

8611140407 

88/11/06 

XPORTLIC 


8811110176 

6611010386 

66/10/26 

50-324 

P 

881M40416 

8811140415 

66/11/08 

XPORTLIC 



6611810366 

86/10/26 

50-324 

P 

6611140417 

8611140414 

88/11/04 

60-443 

F 


88)1100137 

86/11/04 

PR 


8811140416 

8811140415 

86/11/08 

XPORTLIC 



8611010386 

88/10/25 

50324 

P 

6811140422 

8611090032 

88/10/26 

WASTE MGT 



6611010366 

86/10/25 

50-324 

P 

8811140433 

8811140428 

88/10/24 

50-397 

C 


6611100137 

96/11/04 

PR 


9811140451 

9611140449 

86/11/02 

XPORTLIC 



66)1100137 

96/11/04 

PR 


6811140473 

8611080086 

80/10/17 

WASTE MGT 



881)070086 

96/10/27 

50-408 

O 

8011140474 

8811140472 

66/07/22 

40-3453 



8811140002 

80/11/02 

50 206 

F 

8811140475 

8611140472 

66/07/22 

40-3453 



8611140005 

88/11/02 

50-206 

F 

8811140476 

6811T40472 

88/07/22 

40-3453 



8611140011 

88/10/26 

50-206 

P 

8811140476 

8611140477 

68/10/05 

FOIA 



6611040004 

80/10/12 

REVIEW OR 

P 

8811140479 

6011140477 

08/10/05 

FOIA 



6611140030 

86/11/08 

WASTE MGT 


8811140480 

8811140477 

66/10/05 

FOIA 
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DOCUMENT 
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8811140461 

6811140477 

90/10705 

FOiA 


8811160CS7 

6611160053 

89/11/07 

50-295 

O 

8am40463 

6811140477 

BO/10706 

IK)IA 


0811160059 

8811160056 

90/11/07 

60-498 

P 

8611140483 

6911140477 

86/10/05 

403453 


861 1 160050 

8811160001 

88/10/25 

60-293 

P 

8811140484 

0811140477 

60/10/05 

40-3453 


sail 160061 

8311160053 

88/11/07 

50-285 

o 

8811140465 

8811140477 

88/10/05 

403453 


86)1109002 

00M16OOOI 

88/10/25 

80-203 

p 

8611150030 

8611150012 

ea/it/06 

60 496 

Q 

8611160068 

8811160064 

88/11/03 

50-360 

P 

8811160031 

0811160016 

80/11/07 

50-306 

P 

8811160070 

6811160001 

80/10/25 

60-203 

T 

8811160033 

6011160039 

08/11/09 

50-235 

Q 

6811160072 

8811160066 

88/11/08 

50-302 

P 

8811160034 

8611160020 

88/(1/09 

50 285 

Q 

06(1160373 

881 1 160001 

68/(0/26 

50-203 

r 

6811160040 

0811150038 

69/11/06 

50-313 

O 

6611160076 

8811160001 

88/10/25 

50-203 

p 

8BI1150043 

6011150041 

88/11/02 

CONTRACT 


8611160080 

6611160001 

88/10/25 

50-293 

p 

8611160046 

0011150042 

88/11/07 

60-331 

P 

6611160081 

6811160077 

88/11/09 

50-333 

p 

6611150053 

0011160016 

86/11/07 

50-206 

P 

8611160096 

6B11I60092 

88/11/07 

50 220 

o 

6611150062 

0011160035 

86/11/09 

50-237 

P 

8611160105 

6611090198 

08/11/04 

50-265 

j 

660150068 

0611160042 

66/11/07 

50-361 

P 

86lil601i4 

0011090196 

60/t(/O4 

50 205 

j 

6811160075 

0811150071 

06/11/07 

50-381 

P 

8811160117 

88111601(3 

06/11/08 

REVIEW QR 

p 

8811150060 

8011160071 

88/11/07 

50 361 

P 

8811160118 

6811180116 

68/11/08 

50-410 

p 

8811160099 

8811160007 

88/11/09 

50-416 

P 

8611160118 

6811180113 

88/11/08 

REVIEW GR 

p 

881 1 160104 

0011160093 

86/10/35 

50 353 

f 

8811160121 

6611160116 

88/11/OS 

50-410 

p 

661 1150109 

8911160106 

86/11/06 

50-205 

0 

6611160124 

6811180113 

&8/x/oa 

HEViEW QR 

p 

6911160111 

0811150106 

86/11/08 

50-365 

0 

6811160125 

8811160123 

8S/X/08 

50-316 

Q 

8911150113 

8011160106 

66/11/06 

71-9127 


6811160127 

8811160123 

8B/X/0d 

50-316 

Q 

8811160114 

8011150106 

88/11/08 

71-9127 


6611160135 

8611160132 

88/02/29 

50-445 

A 

8911150135 

6811160121 

88/11/08 

71 6957 


6611160136 

8811160134 

88/10/13 

60-54 

o 

69(1160129 

8011160131 

66/11/00 

7I-S9S7 


8611160136 

8811180134 

88/10/13 

50-54 

Q 

8811160131 

8011150127 

00/11/07 

50-423 

p 

08MI6OI3S 

8011160100 

66/11/09 

50-305 

P 

8311 160143 

8611I6013Q 

68/11/06 

71-0126 


60IU6OI45 

6811100264 

88/11/04 

50-155 


8811160146 

8011150117 

86/11/06 

50-327 

Q 

6811160151 

8811180148 

88/11/10 

60-445 

Q 

6811160146 

6811150117 

06/11/08 

50-327 

Q 

661116015? 

6B11160140 

88/10/28 

70-620 


8311150170 

6811160163 

99/11/04 

50-360 

O 

681 1160150 

8811160163 

68/11/07 

60-277 

Q 

BB111S0174 

6811150162 

88/11/04 

50-360 

Q 

6611180173 

8811160170 

B6/X/07 

60 302 

P 

8811160181 

8011150176 

66/1 1/00 

50-205 

P 

6011180175 

0611)50)72 

B8/X/09 

60-450 

P 

8811150196 

0811160190 

88/11/07 

50418 

0 

6611160176 

8811160077 

88/11/09 

50-333 

P 

6611160199 

6811160104 

86/11/00 

50-268 

o 

6611180164 

8811160160 

88/10/31 

50 275 

0 

8811160203 

8611160164 

86/11/00 

60-296 

0 

6611160192 

8811210408 

68/11/10 

50-410 

P 

86(1 160206 

661(160203 

06/11/03 

50-416 

o 

6611(80194 

6611210408 

60/ 1 1/(0 

50-410 

P 

6311160309 

8811160204 

66/11/04 

70 820 


M1II60195 

8811150182 

88/10/25 

WASTE (vlQT 


6811160220 

08(1160216 

05/11/07 

50 498 

0 

8811180200 

8811160(98 

88/10/28 

70-1X3 


8811 180237 

9811160229 

88/11/04 

50-260 

0 

6811160206 

8811150185 

88/10/26 

80-309 

P 

8811150248 

8811160344 

66/11/05 

70-666 


6811180206 

8811160205 

86/11/07 

50-424 

P 

8811160269 

8811150266 

88/10/18 

59 312 

P 

8811160219 

8811180214 

88/11/11 

50-200 

P 

sail (50279 

8811150274 

08/11/07 

60-298 

p 

801 >>00222 

06X160214 

se/x/x 

80-208 

P 

831 1160280 

6811150270 

60/11/08 

50-331 

0 

8811180230 

8811180220 

06/11/11 

50-206 

P 

8811160284 

8811150270 

88/11/08 

50331 

0 

88 II 160234 

8811160225 

68/11/11 

60-206 

P 

8311160308 

6811160274 

69/11/07 

60^398 

p 

6811160239 

8811160235 

68/10/18 

50-293 

P 

96(1160393 

S61I16034S 

80/11/01 

60 409 

0 

8811180240 

6811180210 

08/(1/04 

PR 


83U160401 

88I115038S 

69/11/04 

50-440 

s 

0811160242 

8811100235 

06/10/18 

50 293 

0 

6811(50424 

8811160419 

88/11/07 

70-30 


8811180295 

08n(6I>23S 

80/10/10 

50-293 

P 

8611160427 

8811150419 

88/11/07 

70.36 


8611160248 

881 1150244 

06/11/03 

60-247 

0 

8811160429 

8811160419 

66/11/07 

70-36 


8611160249 

8811150241 

68/11/11 

50-208 

(> 

6611160433 

6811150430 

68/11/08 

70-143 


8611160250 

8811180235 

ea/io/iB 

60-203 

p 

881(160434 

0611160430 

60/(1/08 

70-143 


69(1(60255 

0611 160235 

06/lO/fB 

50.203 

P 

8811150445 

B81I160440 

66/11/09 

TOPReP 


6811160268 

8811160241 

59/X/ll 

50-206 

p 

3811160447 

8811160441 

88/11/08 

70 1113 


WI1I80257 

8811 160235 

88/lO/IB 

50-293 

p 

8611 160449 

8811160440 

80/11/08 

TOPREP 


M11160259 

8811180251 

99/X/09 

50-443 

Q 

8611160460 

8B11I6044I 

88/11/08 

70-1113 


8611160262 

8911160238 

68/10/18 

60 203 

Q 

6811150451 

B811160440 

30/11/08 

TOPREP 


8811160269 

8811180261 

88/11/09 

50-307 

P 

8311)50454 

6011160440 

68/(1/06 

rOPREP 


a8MI«>2?9 

80X160273 

88/(1/09 

60-341 

0 

861 1 150457 

6811150440 

88/11/06 

TOPREP 


6811160268 

8811160200 

68/11/08 

60-313 

P 

681 1150458 

B8111S04S5 

88/11/09 

60-280 

Q 

6611186289 

8811160203 

8B/X/03 

50-286 

Q 

8811 160460 

B81I160440 

68/11/08 

TOPREP 


8611160292 

8811160283 

86/11/03 

50-286 

0 

6811150462 

8011150465 

ee/n/00 

60-380 

o 

68(1160263 

eeii(60?80 

68/11/08 

S03i3 

P 

6611150476 

6611150473 

88/11/06 

CONTRACT 


6011160296 

6811160223 

80/11/14 

WASTE RES 


86 11 (£0484 

6011150403 

00/11/04 

60-235 

o 

6811180298 

8011180282 

08/11/10 

80-335 

0 

6811150496 

8811160495 

88/10/26 

50-312 

o 

6611180312 

6811160295 

88/ 1 1 /07 

60424 

P 

8811150500 

8811150495 

69/10/26 

50.312 

Q 

6811180317 

6811180316 

88/11/04 

50-20 

Q 

8311150533 

6611160533 

89/11/07 

60-213 

P 

6811160316 

8811160315 

83/X/03 

50-354 

0 

8811(50536 

6611160535 

80/(1/10 

60-445 

o 

801(180324 

661X80322 

08/(0/31 

50- 3-13 

P 

8811160538 

8811150535 

88/11/10 

50-445 

o 

8811180330 

8811180322 

88/10/31 

50-346 

P 

8811160003 

8611160001 

08/(0/25 

80-293 

p 

Ml 1160334 

88X160328 

88/11/12 

50-322 

0 

8811160006 

881 1160001 

86/10/25 

60-293 

F 

8811180340 

8811160329 

88/11/12 

60-322 

Q 

8811160010 

6811160001 

68/10/25 

50-293 

F 

8611180341 

981X60326 

08/11/15 

60-322 

Q 

8811160013 

8811160008 

68/10/31 

60-410 

P 

Mil 160349 

9811160337 

8B/ 11/09 

80-603 

Q 

S811I600I4 

0011160001 

60/10/25 

00-293 

P 

8811160350 

88X160040 

00/10/27 

50-39? 

0 

8811160017 

8811160001 

66/10/25 

60-293 

F 

mi 1160352 

88X160348 

88/10/27 

50-397 

Q 

881 1160019 

8011160001 

88/10/25 

00-293 

F 

6811160356 

88X160343 

86/10/27 

60-397 

0 

8811160021 

8011160001 

66/10/26 

60-293 

P 

061 1160357 

8811160337 

08/11/09 

80-803 

0 

681(160026 

8811160001 

88/10/36 

60-293 

F 

6611160385 

8611(00362 

06/11/04 

60-27) 

0 

3811160029 

8811160001 

68/10/25 

50-293 

P 

8811160367 

8811 180360 

08/11/04 

80-341 

Q 

8811160032 

8611180001 

ae/io/35 

50-293 

P 

8ei>l8Cl3S9 

80X160362 

B8/X/04 

60-271 

0 

8611160034 

8611160001 

66/10/26 

50-293 

O 

6611160376 

6811160374 

89/10/28 

60-397 

Q 

6811160036 

6811160001 

66/10/25 

50-293 

Q 

6611160381 

88X160379 

98/11/04 

60-271 


8811160043 

8611160039 

68/11/04 

80-237 

P 

08I11«13B2 

8811160379 

68/X/04 

60-271 


8811160044 

0611160030 

68/11/08 

70-25 


8811(60305 

801X6028) 

ea/ 11 /OS 

60-367 


6811160046 

6011160039 

80/11/04 

60-237 

P 

881(160300 

881X60389 

86/11/09 

60-454 


8811160048 

8011160035 

83/11/07 

60-287 

Q 

8611160403 

8811160402 

68/11/04 

60-470 

A 

8811160050 

8611160001 

88/10/25 

60-293 

P 

8811160414 

6811160411 

86/10/19 

FOIA 



ACCESSION HUMBEN 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

6811160417 

8611(60411 

63/10/19 

8811130422 

8611160411 

86/10/19 

6811160423 

8811160411 

88/10/10 

8811130428 

8611160411 

66/10/19 

08(1160429 

8811090051 

88/10/17 

6811160431 

8811160427 

88/11/03 

6811160432 

3811150427 

68/11/03 

B8I 1160433 

8811000051 

88/10/17 

8311160443 

5811160442 

36/10/27 

8311160444 

8611160411 

88/10/19 

6311160448 

8611160446 

88/11/03 

881 I1604S0 

681 1160445 

68/11/03 

6811160457 

0011160411 

58/10/19 

8611160468 

6811160464 

68/11/09 

6811160477 

8811160411 

88/10/19 

681II6049S 

8611160411 

88/10/10 

661 1160500 

6611160493 

88/11/08 

6811160502 

8811160498 

88/11/08 

8611160503 

6311160499 

86/11/04 

8811160504 

8811160411 

88/10/19 

8811160510 

8811160411 

88/10/19 

8611160511 

0311160508 

36/10/31 

8811160516 

6811140477 

85/10/05 

8811160620 

0811140477 

68/10/05 

8311160532 

8811160531 

ae/it/14 

8811160536 

8811160531 

ee/ii/u 

8811180507 

6811140477 

55/10/05 

8811180542 

6611140477 

88/10/05 

88)1180546 

8611160545 

88/11/07 

8611160547 

6611180545 

88/11/07 

6811180549 

6611160541 

86/11/08 

8B11I60S59 

6811180554 

88/11/08 

5811160560 

8611140477 

88/10/05 

8611160562 

8811160556 

88/11/07 

8811160584 

8811140477 

88/10/05 

8811160568 

8811140477 

88/10/05 

8811160571 

8811140477 

58/10/05 

8811170029 

681117(7027 

86/09/29 

8811170080 

8811170028 

68/11/07 

8811170032 

8611170028 

88/11/11 

8811170036 

6611170034 

88/11/10 

6811(70037 

8811170034 

88/11/10 

88(1170042 

8611170036 

88/11/08 

8811170046 

6811170040 

88/11/07 

88(1170050 

6811170046 

88/11/09 

8811170052 

8611160411 

86/10/19 

5811170055 

8511170054 

58/10/12 

8811(70058 

8811160411 

68/10/19 

6811170063 

8SI116041I 

88/10/19 

8611170069 

6311170087 

86/11/10 

8011170073 

5811150411 

55/10/16 

8811170079 

8611160411 

88/10/19 

8811170082 

8611170008 

88/11/07 

8811170088 

8811170084 

88/11/08 

8811170090 

8811170084 

68/11/08 

8811170091 

6811170064 

66/11/08 

8811170092 

6611170059 

86/11/04 

8611170094 

8611170084 

88/11/08 

6811170096 

8811170069 

88/11/04 

8811170098 

8611170064 

38/11/08 

8511170121 

5511170120 

58/11/10 

6811170(23 

8611170122 

88/11/10 

88(1170127 

8811170124 

66/11/10 

8811170130 

8811170124 

68/11/10 

6611170136 

8611020113 

68/10/04 

8811170145 

3811170144 

88/11/10 

0811170147 

8811170144 

68/11/10 

8811170102 

6811170182 

68/10/25 

8611170205 

3811170182 

68/10/25 

6811170210 

3811210197 

68/11/15 

5511170213 

5911170182 

68/10/25 

8811170216 

3311170209 

88/11/07 

831 1 170228 

3811170132 

68/10/26 

8811170232 

6811170223 

80/11/07 

8811170236 

8611170182 

68/10/26 

8811170243 

6611170239 

86/11/02 

8811170273 

8611170269 

86/10/20 

8811170276 

8811170274 

86/11/11 

8911170276 

6611170181 

38/10/20 

8811170287 

6811170261 

38/10/25 

8811170291 

8611170261 

88/10/25 

6811170293 

8611170281 

88/10/26 

8811170297 

3311170261 

88/10/26 

8811170299 

8811170281 

88/10/23 

8811170301 

6811170296 

86/11/14 

8811170304 

661 1 1 70296 

88/11/14 

8811170305 

6611170261 

86/10/28 


SUBJECT 

CATEGORY 

FOIA 

FOIA 

FC»A 

FOIA 

50 331 F 

50-333 O 

50-333 O 

50-331 F 

50-53B Q 

FCMA 

S0-3S3 O 

SO-3S3 O 

FOIA 

COMMISSIO N 
FOIA 

FOIA 

&0-33B O 

60 336 Q 

60-210 Q 

FOiA 

FOIA 

60-361 V 

40-6606 
40-3463 
60-416 P 

60-416 P 

40-3453 

FOIA 

60-334 P 

60-334 P 

60-260 P 

60-244 O 

40-3463 
60-423 P 

40 3463 

40-3463 

FOIA 

70- 1100 

50-218 P 

60-416 P 

60-333 P 

60-333 P 

60-277 O 

60-266 P 

60-328 O 

FOIA 

71- 601 


60-283 U 

FOIA 

FOIA 

60-488 Q 

70624 

70-824 

70624 

CONTRACT 

70-024 

CONTRACT 

70-824 

60-333 P 

60341 U 

60-333 P 

60-333 P 

60-277 P 

60-338 P 

60-338 P 

FOIA 
FOIA 

60266 P 

FOIA 

60-277 O 

40-3463 

50-213 O 

FOIA 

50-263 O 

FOIA 

50-354 O 

40-8102 

FOIA 

FOtA 

FOIA 

FOIA 

FOIA 

&0-2&S P 

60-255 P 

FOIA 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEQORl 

6811170306 

0811170261 

66/10/26 

FOIA 

8811170310 

86111 7028 1 

88/10/26 

FOIA 

8811170312 

8511170311 

88/11/08 

50-293 

8611170313 

8611170309 

66/11/14 

50-316 

8611170319 

6811170309 

60/11/14 

50-315 

8611170325 

6811170321 

80/10/31 

04999 

8611170326 

9611170323 

68/11/14 

50-255 

8811170329 

6611170323 

86/11/14 

60-255 

8811170333 

6811170327 

50/11/00 

60-237 

8811170334 

8011170327 

86/11/06 

COMMlSSIO 

6811170335 

6611170331 

86/11/09 

50-341 

8811170337 

6611170327 

68/11/09 

50-289 

8811170343 

0511170339 

80/11/14 

60-265 

6911170348 

0611170339 

88/11/14 

60-255 

8811170348 

8811170327 

88/11/09 

50-209 

881 11 70350 

0811170327 

86/11/09 

COMMlSSIO 

88)1170355 

8511170327 

88/11/09 

50 237 

8811170358 

6811170351 

88/11/04 

60-456 

0811170363 

6611170327 

88/(1/09 

(30MMISS10 

6311170366 

8811170327 

88/11/09 

60-289 

8311170369 

691 1170327 

68/11/09 

50-289 

0811170374 

8611170327 

86/11/09 

50-237 

8811170376 

551(170373 

68/11/07 

50-423 

6811170380 

6611170376 

88/11/10 

50-261 

6811170382 

8811170373 

86/11/07 

50-423 

8811170385 

6611170327 

86/11/09 

COMMlSSIO 

Ml 1170357 

6511170327 

08/11/09 

COMMlSSIO 

8811170393 

0611170327 

88/11/09 

60-320 

8811170394 

6811170327 

68/11/09 

60-320 

8811170398 

88(1170327 

88/11/09 

60-320 

8811170402 

6611170390 

66/11/14 

60-341 

8811170411 

6611170406 

86/11/14 

50-341 

8811170413 

6611170309 

55/11/14 

50-315 

8811170414 

6611170405 

66/11/14 

60-423 

8811170432 

8611170428 

88/10/27 

50-390 

8811180006 

8811160004 

66/11/14 

50-205 

8811180009 

5811180007 

88/11/14 

50-373 

8811180012 

6611160010 

88/11/07 

XPORTLIC 

8611180013 

8811170327 

68/11/09 

COMMlSSIO 

8811180016 

6611180010 

88/11/07 

XPORTLIC 

8011150021 

6011160019 

88/11/14 

60-72 

8811180023 

6611160026 

88/11/08 

XPORTLIC 

Ml 1100043 

6011160039 

80/11/15 

50-424 

8811180045 

6011160042 

88/11/00 

60-445 

0011180049 

6611100044 

88/11/10 

60-456 

6811180053 

6611150486 

68/11/07 

50-295 

8511100057 

8511160054 

65/11/07 

FOIA 

9011180070 

68(1160089 

86/11/08 

40-3392 

8611100071 

8611160054 

68/11/07 

FOIA 

9811180073 

8811180001 

88/11/10 

60-286 

0511100078 

6811180060 

80/11/03 

FOIA 

8811180007 

B6I11800B1 

86/11/10 

60-283 

8811180100 

6611160090 

86/11/04 

60-362 

6011180124 

8611230222 

88/11/14 

50-276 

8011180134 

0811160121 

88/11/04 

FOIA 

0611180130 

6611160121 

88/11/04 

FOIA 

8611160137 

0611100133 

68/11/03 

50-275 

0811180146 

8611180145 

88/11/02 

50-335 

8911180153 

0611160149 

86/11/10 

ORQ 

0811100155 

6611160160 

68/11/14 

60-313 

8511100161 

0011180160 

00/10/28 

50-490 

8611100160 

6811160162 

88/11/04 

FOIA 

8011100171 

8811160166 

ea/11/14 

60-323 

8811180173 

6811180164 

88/11/16 

PR 

8811180176 

8811180164 

68/11/15 

PR 

8811100177 

8811180164 

88/11/15 

PR 

6811160176 

0011150369 

68/11/14 

WASTE MQT 

6011180161 

8611180164 

86/11/16 

PR 

8011180109 

8611180168 

68/11/10 

50-274 

891II8018I 

8811160190 

ae/fi/oe 

60-445 

5811100192 

0011160126 

68/10/31 

50-244 

8911160194 

6811160190 

88/11/08 

50-445 

8811180195 

8011180126 

86/10/31 

60-244 

0611100106 

8811160190 

88/11/08 

50-445 

89111M167 

8811160126 

88/10/31 

60-244 

6611180208 

6811180200 

88/11/08 

FOIA 

88M180213 

6811160190 

86/11/08 

60-446 

8811160214 

8811180200 

88/11/06 

FOIA 

8811180217 

8811180200 

88/11/08 

FOIA 

0011150218 

6811180215 

68/11/10 

50-496 

6611100219 

0811180190 

86/11/08 

50-445 

8811180222 

8611160200 

08/11/08 

FOIA 

8811160223 

8811180190 

68/11/08 

50-445 

8811 160226 

8811180206 

86/11/10 

FOIA 

8011180229 

8811180200 

08/11/08 

FOIA 

6811180231 

8811160190 

66/11/08 

50-445 

8811100233 

8611180227 

86/11/02 

604302 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 38S 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATfGony 


DOCUMENT 

ISSUED 

CATEOOUy 


6811160205 

88/11/10 

fOlA 


8811210160 

6611210166 

66/11/16 

60-362 

S6ttie023S 

8811180)90 

80/11/08 

FOIA 


8811210169 

8811210167 

68/11/15 

50-461 

Wllie0?36 

0611180206 

08/1 I/IO 

roiA 


861 (210)70 

681(2(0163 

86/11/02 

50-526 

eant802<ti 

6811180239 

68/11/15 

50-269 

P 

8811210174 

69)1210172 

BO/tl/15 

50313 

SdTtifi024<I 

8811180209 

86/11/08 

roiA 


881)210181 

6011210)79 

66/11/03 

50-344 

3311160245 

0811180205 

88/11/10 

FOIA 


6811210162 

8811160260 

ee/ 11/06 

50-313 

36111 6024 7 

0011160205 

BO/IWlO 

FOIA 


8611210183 

6811210180 

86/11/15 

60-255 

3611160249 

0011100205 

88/11/10 

FOIA 


8811210185 

6811210)77 

88 / 11/16 

50-440 

3811160250 

0011180205 

06/11/10 

FOIA 


6811210106 

8811210175 

66/11/09 

60-250 

861 1160253 

06)1100205 

88/11/10 

FOIA 


861 1210167 

8811210179 

88/11/03 

50-344 

6311180257 

6611)80205 

86/11/10 

FOIA 


8811210193 

8811210191 

86/11/04 

60-397 1 

6611160250 

001)160205 

86/11/10 

FOIA 


6811210185 

8811210191 

88/11/04 

50 397 1 

361 U30262 

68)1100205 

88/11/10 

FOIA 


8811210202 

8811210176 

88/11/04 

71-102 

861H302S3 

8611180205 

06/11/10 

FOIA 


8611210203 

6811210199 

60/11/01 

60-460 ' 

3311160265 

661 1100261 

6B/10/17 

71^ 


^11210205 

8811210204 

80/11/18 

50-333 

6311180266 

0611)80205 

86/11/10 

FOIA 


8811210222 

8811210220 

88/11/15 

50-424 

6311160266 

001)100205 

06/11/10 

FOIA 


8811210223 

8811210215 

66/11/15 

50-466 

6311160271 

68)1160205 

B8/)t/t0 

FOIA 


8611210228 

8811210215 

68/11/IS 

50-498 

8311160272 

0011100205 

08/11/10 

FOIA 


86112(0233 

8011210151 

88/11/10 

50-275 

3311180273 

0011100205 

00/11/10 

FOIA 


8811210244 

8811210200 

86/11/15 

SO-220 

3611180276 

8011183205 

86/11/10 

FOIA 


801(210245 

8011210200 

83/11/15 

50220 

6611180279 

081)100205 

68/11/10 

FOIA 


6811210247 

6011210225 

66/11/16 

50-218 

36)1180280 

68)1100205 

ea/tt/io 

FOIA 


8611210261 

0811180205 

06/11/10 

FOIA 

3811180261 

8811)80205 

88/11/10 

fOlA 


081)210266 

6B111B0205 

88/11/10 

FOIA 

3811160262 

881)100205 

86/11/10 

FOIA 


8811210269 

6811160205 

BB/U/10 

FOIA 

6811180283 

801)100270 

86/09/26 

50 305 

P 

M11210273 

BB112I0257 

68/11/04 

50-295 1 

8811100264 

601)160205 

88/11/10 

FOIA 


88112)0274 

8811100205 

88/11/10 

FOIA 

6811160266 

8011100205 

66/11710 

FOIA 


8811210280 

8B1 11 80205 

88/11/10 

FOIA 

8811160239 

861] >00205 

86/11/10 

FOIA 


881)210297 

861)180205 

88/11/10 

FOIA 

8311160290 

601)100205 

00/11/10 

FOIA 


8611210291 

8811180205 

80/11/10 

FOIA 

6611160291 

881)180205 

06/1 t/10 

FOIA 


8611210207 

8811180205 

80/11/10 

FOIA 

3611180293 

861 t 180205 

88/11/10 

FOIA 


881)2103(73 

8811)80205 

88/11/10 

FOIA 

6811180293 

8811180205 

60/11/10 

FCKA 


8611210310 

8811100205 

06/11/10 

FOIA 

6611160297 

68)1)80205 

do/n/to 

FOIA 


88I12I03I4 

681)210311 

88/)»/l7 

SO-302 ( 

3611160290 

86)1)00205 

08/11/10 

FOIA 


6811210316 

8811100205 

88/11/10 

POIA 

3811100301 

BOtt 180205 

80/11/10 

FOIA 


861 1210320 

8811100206 

08/11/10 

FOIA 

6311100303 

88tf 180205 

66/(1/10 

FO'A 


88112)0323 

801 1 160205 

88/11/10 

FOIA 

6611 180306 

061)180205 

68/11/10 

FOIA 


881121032$ 

0811100205 

86/11/10 

FOIA 

6611 180303 

88)1)80205 

68/11/10 

FOIA 


8811210328 

6011280221 

68/11/14 

60-306 1 

6611160310 

881118020S 

66/11/10 

FOIA 


0811210031 

0811100205 

86/11/10 

FOIA 

6611180314 

8811)80205 

8B/II/1Q 

FOIA 


8811210032 

0011180205 

88/11/10 

POIA 

8611180316 

881)180302 

68/11/14 

OONTftACr 


8811210335 

8611180205 

68/1 f/fO 

FOIA 

8311180316 

88)1180205 

86/11/10 

FOIA 


6611210040 

8011180205 

80/11/10 

POIA 

9311160319 

8811180205 

86/11/10 

FOIA 


8811210341 

6602080)01 

67/11/30 

70371 

8811160322 

8611180205 

06/t1/tO 

FOA 


8811210347 

6011180205 

00/11/10 

FOIA 

8311160325 

0811 180205 

88/11/10 

FOIA 


8811210351 

8811210349 

08/11/09 

50-225 ( 

8611160330 

8811100205 

88/1 1/10 

FOIA 


6411210353 

08(1189205 

68/M/IO 

roiA 

8811160332 

8811)80205 

88/11/10 

FOIA 


8611210355 

8811210349 

06/11/09 

60-225 ( 

6811160334 

88)1180205 

60 / 11/10 

FOIA 


6811210358 

681(180205 

66/11/10 

FOlA 

8911180039 

88)1)80205 

66/11/10 ' 

FOIA 


8811210360 

8811I8(}2D5 

08/11/10 

FOIA 

8611180343 

88)1180328 

66/11/14 

CONTRACT 


8811210367 

8811160205 

BO/lt/10 

FOIA 

8811160349 

8811180326 

08/11/14 

contract 


8611210360 

881t2l036( 

68/11/10 

CONTRACT 

8811160356 

881)160352 

88/11/10 

50-208 

P 

881I2)(»71 

8811100205 

68/11/10 

FOIA 

8811180357 

6611)80355 

66/11/14 

CONTRACT 


8011210375 

0011810370 

08/11/10 

50-333 ( 

68111 80364 

601)180360 

88/11/14 

CONTRACT 


8611210378 

8811100205 

80/11/10 

FOIA 

801 1 180365 

0811180352 

66/11/10 

50 206 

P 

8811210377 

0011210373 

8B/U/O0 

60-601 

8811180366 

8811180352 

60/11/10 

50-361 

P 

8811210379 

8811210374 

88/11/09 

SO 443 

6011180367 

6811180352 

60/11/10 

60-301 

P 

Ml 1210382 

0611180205 

60/11/10 

FOlA 

0811100368 

6811180352 

68/11/10 

50361 

P 

8811210383 

6011210360 

ea/n/17 

50-301 

8811180370 

6811100352 

88/11/10 

50-206 

P 

8811210364 

0011210373 

03/11/00 

50-601 

6811210004 

GBI12I0002 

88/10/18 

60-302 

F 

8811210385 

0011210374 

SB/U/OO 

50-443 

8811210027 

6811210021 

80/11/15 

60-346 

O 

8811210386 

0811210300 

80/11/17 

60-301 

8811210036 

8611210037 

08/11/08 

SO-309 

P 

8811210390 

801 1100205 

06/11/10 

FOIA 

8811210065 

6311210062 

88/11/03 

60344 

o 

8811210394 

0611180205 

80/11/10 

FOIA 

8611210079 

0811210078 

06/11/15 

50312 

p 

8911210390 

8011210303 

08/11/10 

60334 

8611210091 

8811210090 

66/11/15 

60-341 

p 

6811210396 

0011210367 

68/11/14 

50-289 

8811210094 

8811210087 

88/10/28 

50 424 

F 

8811210380 

8011210392 

86/11/17 

50-311 

8811210005 

6811210068 

8B/)1/15 

WASTE MGT 


8811210402 

0311100205 

88/11/10 

FOIA 

6811210097 

8611210096 

86/11/15 

50-341 

P 

8811210404 

0011210395 

66/11/17 

50 219 

8811210103 

881)210098 

08/11/17 

WASTE MCT 


8811210410 

8011160205 

88/11/10 

FOIA 

6811210104 

8811210)02 

68/09/29 

PROJ 


0611210412 

6811210395 

80/11/17 

50-219 

8611210110 

B81121010B 

88/11/15 

50-341 

P 

8011210413 

6611210400 

68/11/10 

60-317 

6811210116 

881)2)01)4 

80/11/07 

60-272 

P 

8611210416 

8011180205 

86/11/10 

FOIA 

8811210124 

8811210)21 

88/11/07 

50-352 

P 

8011210420 

8811210419 

88/11/10 

50 445 

881 1210125 

88)12)0123 

8B/U/00 

50-295 

P 

8011210423 

8611210421 

66/11/03 

60 244 

861 1210126 

88)12)013) 

88/11/07 

50-352 

P 

BBl 1210424 

8811160205 

80/11/10 

FOIA 

8611210127 

6811210)23 

88/11/09 

50285 

P 

0011210429 

8811210421 

88/11/08 

60-244 

6611210130 

88>)210129 

88/11/03 

50-368 

P 

88112)0431 

8611180205 

88/ 11/ 10 

FOIA 

6811210136 

0811210132 

80/11/09 

60-382 

P 

8811210437 

8011160205 

88/11/10 

FOIA 

8811210107 

881)210132 

88/11/09 

60382 

P 

0811210439 

0611230199 

88/11/18 

50-448 

681 1210146 

881)2)0)43 

88/1)/ 10 

80-288 

P 

88)12)0444 

68112104)7 

88/11/13 

60-276 

8811210)49 

66112)0143 

88/11/10 

60-286 

P 

8011210448 

8811180205 

90/11/10 

FOIA 

881 1210150 

881)210)45 

88/)l/l6 

80-285 

P 

801)210450 

6811219446 

89/11/16 

50-499 

6811210152 

80112)0151 

88/11/10 

50275 

P 

0811210452 

6811180205 

aa/ 11/10 

FOIA 

88112)0165 

881I2I0>54 

88/11/04 

50-312 

O 

88)1210455 

861)189205 

08/11/10 

FOIA 

8811210157 

88)12)0153 

86/11/15 

50 481 

P 

8811210456 

66)12)0454 

88/11/16 

50-469 

B81 1210159 

80)12)0156 

86/11/09 

50-528 

P 

8811210450 

68U16020S 

86/11/10 

FOIA 


386 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

B3ll3t0<)60 

8611160205 

86/11/10 

FOIA 


8911320301 

6811320011 

88/11/04 

50-327 

6811210461 

6811210459 

86/11/15 

SO-920 

J 

8811320303 

6611230297 

86/11/15 

60-498 1 

8811210463 

8811180205 

68/11/tO 

FOIA 


6811220303 

6811220011 

88/11/04 

50-327 

6811210464 

8611180205 

66/tt/IO 

FOIA 


8811330304 

8611220011 

88/11/04 

60327 

88n2)046& 

6811180205 

se/n/io 

FOIA 


8911220307 

0811220011 

88/11/04 

50-327 

6011210467 

681 1310466 

68/11/16 

50-341 

P 

8811320308 

8811220011 

88/11/04 

60-327 

6811210468 

8611160305 

06/11/10 

FOIA 


8811330309 

6811220011 

88/11/04 

60-327 

8811220013 

8811220010 

86/11/17 

50-412 

P 

QSM2303IO 

8811220011 

80/11/04 

60-327 

8811220021 

8811220019 

88/11/16 

50333 

P 

9911330311 

6811220305 

88/11/18 

50-312 

6811220024 

8811220019 

80/11/18 

60-333 

P 

8811320312 

8811220011 

89/11/04 

60-327 

6811220026 

6811220016 

80/11/09 

50^17 

0 

8811320314 

S81I220011 

88/11/04 

60-327 

6611230037 

681 I22003S 

88/11/18 

50-4B1 

P 

6611320318 

8611220011 

88/11/04 

60-327 

8011220041 

8811220040 

68/11/03 

40-94S2 


9811220317 

8911220011 

68/11/04 

50-327 

8811220046 

8811220043 

68/11/00 

60-292 

P 

A81I2203I9 

6811220011 

68/11/04 

60-327 

8811220052 

6811100205 

80/11/10 

FOIA 


0811320320 

6811220011 

08/11/04 

60327 

8811220056 

881 1320054 

ee/1 1/09 

50-341 

0 

0811230333 

881 1220011 

88/11/04 

60-337 

88U22Q062 

6811160206 

69/11/10 

FCNA 


8811320333 

8811220011 

80/11/04 

60-337 

8811220064 

801)230058 

66/11/17 

50-362 

o 

8811330325 

6611220011 

88/11/04 

60-327 

8811220065 

8811220061 

88/10/17 

40^8502 


8911220328 

8811230011 

80/11/04 

60-327 

8811220071 

8811220088 

66 / 11/16 

50 166 

o 

8811220327 

8011220011 

89/11/04 

60-327 

8811220077 

8811160305 

86/11/10 

FOIA 


8811220339 

6811220011 

98/11/04 

50-327 

8811220078 

881 1220076 

86 / 11/16 

60-277 

o 

8811230331 

6811220011 

09/11/04 

50-327 

8811220085 

8811220003 

88/11/10 

60-406 

Q 

9811230335 

8811220332 

68/11/17 

60-311 

881 1220088 

8811180205 

88/11/10 

FOIA 


8811220339 

8011220332 

88/11/17 

60-311 

8811220081 

6811160206 

88/11/10 

FOlA 


881 1220338 

8611180205 

66/11/10 

FOIA 

8811220093 

681 1220086 

88/11/10 

70-27 


8611220340 

0811180205 

88/11/10 

FOIA 

8811220085 

8611180205 

88/11/10 

FOIA 


8811320344 

8811180205 

88/11/10 

FOIA 

8811220089 

8811220004 

89/11/15 

60 366 

O 

9811230340 

8011180205 

86/11/10 

FOIA 

8811220101 

6611220100 

88/ii/ie 

60-261 

0 

661)330347 

6811160305 

88/11/10 

FOIA 

8811220106 

8811180205 

88/11/10 

FOIA 


8811220348 

8811160205 

68/11/10 

FOIA 

6811220118 

8811220116 

66/10/19 

70-135 


8611330350 

8811180205 

80/11/10 

FOIA 

8811220120 

8611220124 

99/10/16 

70-138 


1320351 

8811180205 

66/11/10 

FOIA 

6811220128 

8811220127 

80/11/16 

60-309 

0 

801)230353 

6611190305 

88/11/10 

FOIA 

6811220131 

QQI1220I27 

08/11/16 

50 309 

0 

8011320358 

8811160305 

00/11/10 

FOIA 

8811220147 

691 1220142 

68/11/16 

60 416 

0 

8811230360 

0811180205 

00/11/10 

FOIA 

8811220181 

6911220157 

89/11/16 

50 346 

Q 

9811220394 

8911160205 

88/11/10 

FOIA 

8811220166 

8811220165 

06/11/07 

60-206 

f 

8811220388 

8811180206 

60/11/10 

FOIA 

6811220187 

661 1220164 

88/11/10 

50-324 

0 

8811320368 

6811160205 

00/11/10 

FOIA 

8811220191 

6611170064 

88/10/12 

71.501 


6811220370 

8611180205 

80/11/10 

FOIA 

8011820205 

8611220201 

68/11/18 

60 316 

P 

8811230371 

8811100205 

08/11/10 

FOIA 

8011820210 

8811220207 

QO/II/IO 

60-360 

0 

8011220374 

8611180205 

88/11/10 

FOIA 

8011220210 

8811220207 

89/1 1/10 

50-260 

0 

8811220375 

0811220372 

08/11/16 

60-425 ( 

6911220218 

8811220214 

88/0S/30 

40-1162 


0011220376 

0011180205 

08/11/10 

FOIA 

8011220226 

6311160221 

98/11/08 

60 206 

P 

8811220381 

8811180205 

00/11/10 

FOIA 

6811220220 

8811220011 

99/11/04 

60-337 

P 

881 1220390 

8611180205 

86/11/10 

FOIA 

8811220220 

8811220210 

68/11/10 

50-43S 

0 

881 1220393 

8811180205 

08/11/10 

FOIA 

8611220229 

8811220011 

69/11/04 

50-337 

p 

0011220398 

0011100205 

08/11/10 

FCHA 

8811230231 

0811220011 

66/11/04 

60 337 

p 

9811220402 

8811160206 

08/11/10 

FOIA 

0811236234 

8811220011 

68/ 1 1 /04 

50-337 

p 

881)220403 

8011230400 

88/11/10 

50-260 

8811220236 

8811220011 

80/11/04 

50-327 

p 

6011220407 

8611220405 

88/11/18 

50-445 

8811220236 

901122.0011 

96/11/04 

50-33T 

p 

6911220409 

8811220405 

08/11/18 

60-445 

8011220240 

86)1220011 

80/11/04 

50-337 

p 

881 1220412 

6911220411 

88/11/16 

50-186 

8811220241 

6811220011 

ee/ 1 1/04 

60-327 

p 

88M220429 

9811230429 

88/11/16 

50-416 

3811220243 

6811220011 

88/11/04 

50-327 

p 

8811230431 

9811230427 

86/11/15 

CONTRACT 

8B1I220245 

6611220011 

80/11/04 

50337 

p 

881)230434 

9911220433 

eo/n/OB 

50-435 

8811220246 

8611220011 

88/11/04 

60-327 

p 

8811320439 

8811220435 

88/11/10 

60-461 

8811220246 

6811320011 

88/11/04 

60 327 

p 

8811320443 

8811220436 

88/11/10 

50-461 

8811220250 

681 1220011 

68/11/04 

60327 

p 

8811220449 

9611220447 

66/11/18 

50-333 

8811220251 

8611230011 

88/11/04 

50-327 

p 

861 1220451 

8611220447 

86/11/18 

50-333 

8611220252 

6811220011 

88/11/04 

50-327 

p 

8811220453 

8811220450 

68/11/21 

50-346 

8611230253 

8611330011 

68/11/04 

50-327 

p 

9811220458 

6911220450 

66/11/21 

50-346 

8611230255 

8811220011 

60/ 11/04 

60-327 

p 

08)1220483 

0811220237 

88/11/09 

50-528 

6611220267 

8811220011 

68/ 1 1 /04 

60-337 

p 

9811220486 

8811220237 

88/11/09 

50-628 

6611330260 

8BI1220Q1 1 

06/11/04 

50-327 

p 

9811220460 

8811220468 

88/11/17 

50-285 

6811220261 

8811220011 

88/11/04 

60-327 

p 

88)1220470 

8611220467 

88/11/18 

70 1257 

8811320364 

88112200)1 

09/11/04 

60-327 

p 

0011221)473 

0011220237 

88/11/09 

60-528 

8811230238 

8811220011 

88/11/04 

50-327 

p 

8811220474 

8811220467 

88/11/16 

70 1257 

8811220367 

8811220256 

08/11/15 

50-539 

p 

9811220477 

6811220237 

86/11/09 

50-628 

8811220380 

88112200)1 

68/11/04 

60-327 

p 

6911220478 

8811220476 

88/11/17 

60 285 

8811220272 

8811220011 

88/11/04 

60-327 

p 

8611220481 

8811220237 

88/11/09 

60-628 

6811220273 

8811220268 

88/11/16 

60-133 

p 

8811220484 

8811220237 

88/11/09 

50-620 

8811220274 

86112200)1 

86/1 1/04 

60-327 

p 

8911220489 

6611070352 

68/11/01 

WASTE MOT 

8311220275 

8811220011 

86/11/04 

50-327 

p 

0611220490 

8811220237 

88/11/09 

50-528 

8811320276 

6811220011 

88/11/04 

60-327 

p 

8811220494 

8811220492 

88/11/16 

60-335 1 

6811220270 

8811220011 

68/11/04 

50337 

p 

0911220497 

8911220495 

68/11/15 

60-160 < 

8611220279 

8811320011 

80/11/04 

50-327 

p 

8811220520 

8911170208 

88/11/14 

50-255 

8811230261 

8611320011 

66/11/04 

60-327 

p 

6911220522 

B81I170327 

68/11/09 

COMMI5SIO 

8811220285 

68112300)1 

88/11/04 

50-327 

p 

8611230009 

8611220237 

88/11/09 

50-538 

0811220287 

6811320011 

88/11/04 

80-33? 

p 

8611230012 

6911220237 

88/11/09 

60-538 

8811220286 

8811320011 

8B/H/04 

60-327 

p 

8811230014 

6811220237 

68/11/09 

&0-628 

8811220289 

8B11220011 

B8/11/04 

60-327 

p 

0811230018 

6911220237 

86/11/09 

60-520 

8811220291 

8811230011 

98/1 1/04 

60-327 

p 

6911230020 

8811220237 

68/11/00 

60-528 

8811220292 

6611220011 

88/11/04 

50-327 

p 

8811230022 

8611320237 

88/11/09 

60-528 

8811220295 

6811220011 

89/11/04 

90-327 

p 

6811230036 

6811220237 

86/11/09 

60-528 

881 1220296 

6811220011 

88/11/04 

60327 

p 

8811230037 

8611180205 

68/11/10 

FOIA 

8811220298 

6811220011 

89/11/04 

60-327 

p 

8811230038 

6811320237 

68/11/09 

50-628 

8811220299 

6811220011 

89/11/04 

50-337 

p 

6811230033 

8811220337 

88/11/09 

50-528 


ACCESSION NUMBEn 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SU&IECT 


DOCUMENT 

ISSUED 

CATEOOnV 

SS1 1230030 

B81 1220237 

68/ 1 1 /09 

50528 

P 

6S11230040 

8811230037 

68/11/14 

50 29 

V 

&&n230042 

6811100205 

68/1 1/10 

POIA 


8611230046 

601 1230041 

68/11/17 

FOIA 


8611230047 

8011180205 

88/11/10 

FOIA 


8611230051 

8811180205 

88/11/10 

FOIA 


8611230055 

6811180205 

86/11/10 

FOIA 


8611230060 

8811180205 

80/11/10 

FOIA 


8611230063 

8811180205 

80/11/10 

FOIA 


8611230069 

8811180205 

88/1 1/tO 

FOIA 


8611230074 

8811230070 

88/11/18 

50-293 

H 

8811230075 

8611180205 

60/11/10 

FOIA 


8811230076 

8811180205 

88/11/10 

FOIA 


8611230060 

8811100205 

80/11/10 

FOIA 


8811230061 

0011180205 

88/11/10 

FOIA 


86(1230062 

8811180205 

88/11/10 

POIA 


881 1230086 

8811180205 

88/11/10 

FOIA 


861 1230069 

8611160205 

ae/n /10 

FOIA 


8811230090 

8611160205 

88/11/10 

FOIA 


8811230093 

6811230092 

88/11/18 

50-456 

P 

88*1230094 

6811230087 

88/11/17 

60-445 

A 

8611230095 

8811180205 

ea/n/iQ 

FOIA 


8311230096 

8811230092 

68/11/18 

60 458 

P 

3$U 230097 

8811160205 

08/11/(0 

FOIA 


881 1230096 

8011180205 

66/11/10 

FOIA 


6911230102 

881(180205 

88/11/(0 

FOIA 


8811230105 

8811180205 

88/11/10 

FOIA 


8611230108 

8811180205 

86/n/IO 

FOIA 


881 >230109 

860180205 

88/11/(0 

fOlA 


8811230112 

6811180205 

86/11/10 

FOIA 


88112301 15 

880(80205 

88/1 t/10 

FOIA 


8811230118 

8011180205 

86/11/10 

FOIA 


8311230124 

061080205 

86/11/10 

FOIA 


8811230129 

88 0230)28 

88/11/18 

50-390 

A 

6311230130 

8811180205 

88/11/10 

FOIA 


8811230100 

68 0 230087 

80/11/17 

80-445 

A 

8311230135 

881080205 

88/11/10 

FOIA 


8811230136 

881000205 

06/11/10 

FOIA 


8811230109 

881080205 

68/11/fO 

FOIA 


8811230141 

0611230138 

86/n/ie 

50-390 

A 

8811230142 

881080205 

86/11/10 

FOIA 


8811230146 

880160205 

66/11/10 

FOIA 


6811230147 

8911230087 

66/11/17 

50445 

A 

8811230148 

881080205 

86/11/10 

FOIA 


8811230149 

861080205 

66/U/10 

FOIA 


6811230161 

8811180205 

68/11/10 

FOIA 


6811230184 

8910 60205 

66/11/10 

FOIA 


8311230168 

6611230150 

86/11/16 

50-390 

A 

8311230166 

960230162 

66/11/06 

CONTRACT 


3811230167 

680160205 

66/11/10 

FOIA 


3811230159 

66 0 230153 

66/11/18 

50-219 

P 

6811230161 

B81 080205 

88/11/10 

FOIA 


8811230162 

880180205 

68/11/10 

FOIA 


6611230103 

86112301S3 

68 / 11/16 

50 219 

P 

6611230137 

8611230165 

66/11/16 

CONTRACT 


3811230168 

880180205 

83/11/10 

FOIA 


3611230169 

88 0 230166 

66/11/16 

60-390 

A 

8811230170 

861060205 

68/11/10 

FOIA 


6311230172 

88 0 230164 

67/02/11 

71-8181 


6611230173 

681060205 

88/11/10 

FOIA 


881 1230176 

661060205 

68/11/10 

FOIA 


381 1230176 

680230(64 

67/02/11 

7i-8l8l 


681 1230180 

860 180205 

88/11/10 

FOIA 


881 1230201 

880230198 

88/11/21 

WASTE RES 


98) 1230209 

8611230202 

88/11/17 

80-445 

A 

3811230205 

880230199 

86/11/18 

50-445 

A 

3311230216 

6611230211 

86/11/10 

50-445 

0 

6811230223 

8811230211 

88/11/10 

50-445 

0 

6811230245 

880230234 

86/11/17 

FOIA 


3811230250 

88)1230247 

88/11/14 

50-445 

A 

8811230252 

8811230247 

88/11/14 

50-445 

A 

3811230253 

860230249 

88/06/24 

FOiA 


3611230257 

8BO230247 

86/11/14 

59-445 

A 

6811230262 

8611230259 

86/11/17 

FOIA 


3811230284 

6611230260 

88/11/17 

FOIA 


6811230305 

6611230300 

86/11/08 

50-445 

A 

8811230315 

6811230300 

86/11/08 

50-445 

A 

8811230320 

88 0 230300 

88/11/08 

50-483 

P 

BB1 1230325 

88 0 230318 

88/11/15 

FOIA 


8811230326 

8811230300 

88/11/08 

60-445 

A 

8811230329 

88 0 230308 

68 / 1 i/oe 

FOIA 


8811230330 

880230318 

88/11/15 

FOIA 


8811230334 

8811230300 

88/11/08 

50-445 

A 

8811230335 

6811230318 

88/11/15 

FOIA 



ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8811230337 

6611230300 

66/11/00 

50 462 

8811230340 

6611230300 

80/11/00 

50-446 

6811230344 

6611230310 

66/11/15 

FOiA 

8811230346 

0611230342 

ee/10/27 

40 6452 

6811230346 

6811230300 

68/11/00 

SO 440 

8611230349 

8611230318 

66/11/10 

FOIA 

8811230352 

0611230300 

86/11/00 

50 445 

6611230355 

6611230316 

80/11/10 

FOIA 

6811230356 

6011230308 

60/11/00 

00-320 

6611230359 

6611230310 

68/11/10 

FOIA 

8611230362 

6011230300 

00/11/00 

50 440 

6611230364 

0611230310 

88/11/10 

FOIA 

8611230365 

6011230308 

80/11/08 

50-29 

66 ((230367 

6611230300 

00/11/03 

50 440 

6611230368 

0011230310 

00/11/16 

FOIA 

061*230374 

6611 230300 

08/11/08 

50 445 

8611230376 

8011230310 

80/11/15 

FOIA 

6611230378 

8011230373 

80/11/10 

50-312 

6611230379 

6011230316 

88/11/(5 

FOIA 

8611230381 

0811230300 

89/11/06 

50 445 

6611236363 

09112303(6 

80/11/15 

FOIA 

6611230386 

8011230316 

69/11/15 

FOIA 

6611230390 

0911230300 

68/11/00 

60-445 

661)230392 

0611230318 

68/11/15 

FOIA 

8611230363 

691)230300 

66/11/06 

60-445 1 

8811230396 

6011230300 

86/11/08 

50-445 

8011230400 

BB11230395 

80/11/10 

70-27 

8611230401 

6611230397 

60/10/28* 

60-206 

8811230402 

6611230397 

09/10/26 

50-206 

8811230405 

6811230335 

66/11/10 

70-27 

8eil2304<M 

6011230300 

68/11/06 

60 446 

^11230407 

0011230397 

80/10/26 

50-206 

6311230408 

0011230300 

66/11/08 

50 445 

5611230412 

0811230300 

66/11/06 

60-440 1 

6611230416 

8011230300 

68/11/09 

50-445 

8611230420 

0611230415 

66/11/08 

50-206 

861(230424 

06(1230415 

66/11/08 

50206 

6611230428 

60)1230423 

88/11/10 

00-255 

6611230428 

6611230423 

66/11/10 

00-205 

8611230431 

6611230415 

68/11/08 

50-286 

8611230432 

6611230423 

08/11/15 

50250 

8811 230-134 

691(230433 

88/11/21 

50-461 

8811230435 

6011230433 

00/11/21 

00-461 

85I1280CH)3 

6011200002 

08/11/23 

FOIA 

881)280005 

691)260002 

68/11/23 

FOIA 

8611260007 

6011260002 

68/11/23 

FOIA 

881)2800{)9 

0011260002 

66/11/23 

POIA 

68H26M)11 

0611280002 

86/11/23 

FOIA 

8611280023 

8611280012 

68/11/23 

FOIA 

6611260031 

6011260012 

68/11/23 

FOIA 

681126003? 

6911260027 

ee/tt/21 

FOIA 

881 1280006 

8011280018 

BB/11/0B 

50-400 

8811260052 

0011200018 

60/11/06 

50-335 

8811260003 

0011200016 

86/11/08 

SO 498 

1280074 

8911230310 

69/11/15 

FOIA 

8811260079 

9811230016 

86/11/16 

FOIA 

881 1260064 

6BI123D3I6 

66/11/15 

FOIA 

8811280093 

0811230319 

eo/tt/is 

FOIA 

8911260182 

8911230318 

80/11/15 

FOIA 

8811260167 

6611230318 

60/11/10 

FOIA 

8611280171 

8611230310 

80/11/15 

FOIA 

8811260177 

6611230319 

09/11/15 

FOIA 

881(280222 

66(1200221 

88 / 11/14 

50-309 

0611290001 

B8I1230318 

89/11/15 

FOIA 

6811290003 

8611230310 

88/11/15 

FOIA 

6611290004 

6611230318 

86/11/15 

FOIA 

8611290005 

8611230310 

68/11/15 

POIA 

881 I29C009 

6611230318 

86/11/15 

FOIA 

6611290012 

6611230316 

66/11/15 

FOIA 

6611290016 

0011230316 

88/11/15 

FOIA 

8811290017 

0611230316 

68/11/16 

FOIA 

661 1290054 

9011290051 

88/11/16 

50-443 

9611290069 

9011290062 

86/11/16 

50-443 

6811290075 

9811290062 

68/11/10 

50-443 

8011290076 

8011290071 

86/11/14 

50-443 

8811290126 

6811290118 

69/11/10 

50-443 

8611290268 

8611290200 

06/11/09 

FOIA 

8811290455 

B811220459 

00/11/15 

50-321 

8811290520 

8611220290 

66/11/15 

60-123 

8811290563 

6811220464 

08/ 1 1 /02 

40-8957 

Mt1300005 

80(1300004 

88/11/17 

50-445 

8811300117 

6811220003 

98/11/16 

50-219 

8812010063 

8611020263 

ee/n/oi 

50-352 

^12010094 

861 1230430 

88/11/21 

50-481 

8812070058 

8011210419 

80/11/18 

50-445 


o.-* t a. < < a < o-o- <Q.<o< a.e.aaft o.aa. 0.0.0. tc OOOO a Oo. 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPUCATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This calegory follows the applicalion fiom submission lo the day preceding the issuance of an oper 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items I and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safely Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appll* 
cation (NEPA, Water Quality Improvemenl Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license applicalion. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence Is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



4. Certificates of service (o the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER). AMENDMENTS AND CORRESPONDENCE 

This category is strictly liiniied to the itetns listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER, 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspoftdence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are In categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain Information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 



1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7- Meeting announcements or reports of meetings where the primary subject of discussion is the 

SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR Is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Rant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Pliysics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrusl legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which arc filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related conespondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from interveners. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 



This category includes documents with little or no bearing on the status of the application or llcen 
Items that have no substantive technical content or meaning for the status of the license or applica 
tiun are included. 

1. Change of address notifications. 

2 . Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANaAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2 . Separately submitted firtancia! information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2 . Endorsements Insurance policies. 

3. ■ Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in categ' 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal re^stei notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Ccitlficales of service to the FSAR. 
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This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed In category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category conlams word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls In category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Appllcation/Construcllon Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 


1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 


4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence tcgaiding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansiorr of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

•19. Reports of site visits. 

0. rNSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Uulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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This category includes periodic reports of a ruuiinc nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

.T Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Hnvironnicnial Data 
Logbooks on Radiological Data 
Operations Log on Plant Sysicim Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed Items. 

S. REPORTABLE OCCURRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nLUuouiine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day. .10-day. interim and final Licensee Event Reports (LERs) and follow-up 
correspondence (also called Incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence, 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Prcliminaty Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliancc. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS. TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and briefings, and congressional matleis (category U). 

1. Atomic Safely and Licensing Board (ASLB) and Aloinic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to tire Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Comniiitee on Reactor Safeguards (ACRS) meeting iranscript.s. 

8. Corrections lo above items. 
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This category contains correspondence on substantive matters. Routine response.s to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or legislative Branches. 

2. Preparatory and backup documents for Item I. 

3. Correspondence lo and from NRC OfOce of Congressional Affairs. Cottgress and the Executive 
Branch on other than constituent response matters. 


V. LICENSING OPERATORS ANU RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2 . NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component part.s. 

3. Technical documents submitted in support of items I and 2. such as; Decommissioning Plan, 
Dismantling Plan. Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 


X ONSITE LO>V-LEVEL WASTES STORAGE 

Tills category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSl) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 



APPtNUIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

Tlii^ cjie^oiy coniiiins ducuniciuaiion pertaining to open und closed ('onimission meetings. Ii 

includes: 

1. Sunshine Aci Fedcial Register notices. 

2. Full, wiiiien cxpljnutiun of closed ineeiings. 

Cenitlcation of General Counsel on closed meetings. 

4. Coniniission Deicnniiiation Siuiemenis rcgaiding the public disclosure oT transcripts ol 
Coniinission ineciings. 

5. Verbatim unot't'iciul and otTidal irunsctipis or poiiiuns of transcripts of open and closed 
Commission meetings made publicly avarlahle in accordance with provisions of lOCFR Part 9. 
(he Sunshine Act. and Commission policies. 

6. Hnclusurcs to released tiansciipts. including applicable viCNvgraphs. stall papers, and stall 
correspondence. 

7. Stull requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This caiegoiy contains docunH'niaii«>n penaining to liic responsibilities of the Advisory Commlliec 
on Reactor Safeguards. ACRS serves as an independent advisory cominlltee to the Coimnissum in 
safety-reiaicd ureas. The committee provides advice with respect to the hai'ards of new or exist* 
ing nuclear facilities and the adequacy of related safety standards. The documents In this caiegot) 
are: 

1. Verbadm transcripts ol ACRS siibcommiliee and lull conimltlce nieeiings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements: description of meeting agendas. 

3. ACRS-generaied reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safely matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor &ifeguards. The documents In this category arc: 

1. Charters of each advisory committee. 

2 . Verbatim transcripts of committee meetings. 
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4. Committee geneiateii reports, memoiarraa, and correspotrderrce mat are pubuciy avaliaoie. 

5. Committee related correspondence. 

COMMISSION - NRC Commissioners 

This caiepory contains documentation pertaining to the daily conduct of Commission business in 
the OtTice of the Coniinissioncrs, including: 

]. incoming and outgoing correspondence to and from the Commissioners relating to official 
NKC business, including reports and other enclosures. 

2 . Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by tlie Executive Director for 
Operations (EDO) lor the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, sec lOCFR category. For all other staff paper;, 
with a SECY scries designatiorr prepared for Cmnmission review, sec SECY category. 


CONTRACT NRC Contracts and Modifications 

This category contains docuiticniuiion pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

I. Notifications of issuance of icqucsi for proposal (RFP) and invitations for bid (IFB). 

3. Solioiialions (RFP or IFH) issued by the NRC. 

3. • Notifications of comract execution, specifying contract number, project title, contractor 

name, contract type, funding, and period of performance. 

4. Conirucluai documents attd contract modifications, if any. 


[NSCLOSURE - Financial Disclosure htfonnaUon 

This category contains financial disclosure information in accordance with the Ethics in Governnienl 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

Tltis category contains requests for agency records and records released in accordance with the 
provisions ut ilte Ereedont of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year -numerical sequence) For NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. (■orrespt’'ndence between the NRC and the requester relevant to the processing, appeal, 
di’nial III granting of an i*t)IA request. 

”60010,5 or portions of records released In response to specific requests made under FOIA. 



GEN TECH IS - Generic Technical Issues 


This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to aecotnplisli generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondertec regarding the incthudologies, 
analyses, and programntatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E ~ Inspection and Enforcement 

This category contains bulletins, ciiculars and iiifoiiiiation notices that arc issued by the Office of 
Inspection and l-nfoiccincnt. These issuances describe partlculaf events tlial occur at a laciliiy 
that may require some follow-up action on the pail of licensees. Also included in this category 
aie preliminary nolillcalions of events (PNOs). 

1. l&l! Ciiculars. which describe an event ai a licensed facility and arc inlormaiionul in nature. 

2. I&L information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly uftci an event has occurred. 

3. I&li Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Noiilicaiions of Events (PNOs). which provide updated Information of an event 
of safety or public interest signillcancc. 

NOTH: For letters forwarding tlic above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

Tliis category contains documents that do not fall into Mie scope of ihc other noudocketed 
categories. 


NUREG - NUREG Reports and Related Correspondence 

These documents arc I'uinial reports issued by the IfS. Nuclear Regulatory Commission which 
carry the NURLG series code and correspondence pcitaining to those icpoiis. NURl'G reports 
arc accounts of wuik pci formed either by llic NRC staff or by NRC coniraclors. 

1. These reports are normally Hnal work products and are characterized by the following criteria 

a. T(iey aie prcdccisional docunienis which picscm infonnation to he considcied in 
Commission licensing and policy decisions. 

1). They piesciii the results of Commission licensing and policy decisions. 

c. They piosoni the results of lechnicjl lescarch conducted lor the ('ommission. 

Coiicspoiidence lioni indusliy. government and miotCbiod membors oi the public commenting 
on repoiis oi ici|iie.>iing clarificalioii oi intcrpiciaiion. 


hiicnuil NRC mcinouiii'l.i sumniaii/ing meetings m Jiwussioiis pciuiimng to ihe conieiu of 
(he icjioit-s'. 



This category contains correspondence with professional organizations and associations; records 
other Uian Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are; 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies> such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g , EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-anaiysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: Foe Regulatory Guides and comments to Regulatoiy Guides issued by the NRC Office 
of Standards Development, see the RECGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, sec tire PRM category. 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination (hat sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside parly or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a pan 
of the Code of Federal Regulations. Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written imerpretations 
of the PR. 


PRM — Petition for Rulemaking 

'ontains records dealing with petitions filed with the Commission by an outside 
~'nd r»T rescind an NRC regulation. Included are: 

;si€d person or party to issue, amend or rescind an NRC 


;es of the filing of the petition. 



peinion. 


4. Comments from the nuclear industry, professional associations, public Interest groups and 
others in favor of or in opposition to the PRM. 


NOTE; For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, sec the lOCFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects; (1) commercial nuclear power 
plants for which NRC has full licensing lesponsibililics; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes arc identified with a “P” 
prefix, followed by a scries of numbers. 

1. “Pre-docketed" commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submiited by the utility for staff 
review. The unit is then assigned a docket number, and ttansfened to the Docket 50 category. 

These documents are grouped together in categotics, designated by alphabetic characters. Tliese are 
the same categories as those used for the Docket 50 series. 

A. AppUcation/Construction Stage 

1. Application submilled by the utility. 

2. Meeting notices, summaries and conespondcncc discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted In support of Ihe application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to Uic PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et a/, pertaining to pre-hearing conferences. If any. 

M. Antitrust Correspondence 

1. Submittals and lelated material pertaining to the antitrust review- 
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1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - NoncompUance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or Uie existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 " Quality Assurance Inspections 

this category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged In the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include; 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 



by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and avallabllUy of a proposed regjilatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC valuc/impacl assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Rept^ts 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are; 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal expciimenial data reports and post-iiradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Lettet, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letteis (RlLs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, sec also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are; 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, tncludin'^ dissenting 
views. 

3. Research plans and predicted results of major experiments: presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RM •* Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings arc instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include; 

1 . Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board otders and rulings. 

$. Technical reports submitted as evideitcc in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY •> Position Papers Before (he Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materlals;(2) the /^ency’s role In assisting 
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of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and Stale officials, 
mostly Stale liaison officers, regarding: 

a. cooperative programs in such lechnical areas as radiation control, emergency response 
planning to radiological Incidents, water quality and transportation surveillance . 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policj and regulations: i.e. decommissioning and facility siting. 

3. State l^egislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance tu Slates, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that tv not docket specific is also included in this category. 

1. Topical reports, dealing with such leclmical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, inodificaiions and amendments to topical reports. 

3. Correspondence bciwecn NRC and vendors pertaining id ihc review of submiiials. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by uillilics that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MCT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with liie series designated 
by a WM prefix. These documents deal primarily with NRC’s Interaction with DOE and Its future 
role in licensing and regulating DOF. facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in ihN '•ategory are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program lo identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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m the waste isojation mot Kian tor Dnnj< u. ojtense wastes. 

4. NRC draft staff guides for developing, '.jsitions or. the content and format of environmental 
reports for geologica! repositories. 


WASTE RES — Waste Managc^’iient Research Reports 

Contains interim and final reports, ai d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTUC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Licluded are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Coirespondencc between NRC and applicant oi licensee penaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
Inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Co. irnlssion decision on issuance of a proposed license. 

10. Licenses, lictiise amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see tOCFR category. 
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